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PREFACE 


The Title List of Documents Made Pubhclv A vailable is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC) This information includes 
< I ) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency As used here. 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NT1S). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

• N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/ executive correspondence 

V. Licensing operators and related correspondence 
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\V Decommissioning si age documenis and correspondence 
\ Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each Omission of a categorv in the 
listing for a docket indicates that no documents in that categorv were filed in the time period ot the report 

The principal elements of the entries in the list are 

,7 j P Operating license stage documents & correspondence 

8203 09002 S Responds to 820201 ltr requesting documents re environ qualification ol 
electrical equipment. All nonpropnetarv repts will be provided to Franklin Research 
Ctr by 820408 Proprietary repts will be provided to NRC by 820510. 

(V) MILLS. L M (j) Tennessee Valley Authority. (T) 82/03/04 VASSALLO, D 13 
Operating Reactors Branch 2 (T) Ip 1216:254 24\Fiehe 50-259,82/03/04. 

8203090028 ^ i ^ i 

© © © © 

1 NRC/PDR Document category (see Appendix A) 

2 NRC Accession Number (year, month, day. and sequence number of item). 

3 Description of information contained in the document. 

4 Personal author(s) An asterisk in this position indicates that there is no personal author 

5 Corporate, agency or nonindividual source 
6, Date of document described 

7 Recipient of document and NRC or corporate affiliation 

8 Pages in this document 

9 The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files 

10 This three-digit portion of this entry is the number of the frame on which this document starts. 

1 1 The 24X Fiche designation consists of the docket number followed by the date of the document and the acces- 
sion number for the document This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document ftche 

12 If this space is blank, the document is available to the public only in the NRC Public Document Room, 1717 FI 
St . N W., Washington, D C 20555 If this space is filled, it gives other sources for copies of the document 
The entry may be “Available at NRC" for sale, “Available at NTIS"; or “Available at GPO.“ 

The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal items. 
Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. In general, 
indented items are not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in ihe last line of the item following entry 5 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Document 
Room. These categories and their symbols are 

I0CFR — Commission Meeting Records 

ACRS - Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISC LOSURE — Financial Disclosure Information 

FOIA - Freedom of Information Act Requests and Releases 

GEN TECH IS — Generic Technical Issues 


VI 



I&E — Inspection and Enforcement 

MiSC — Public Document Room Miscellaneous 

NURECj — NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition lor Rulemaking 

PROJ — Projects— Predocket Licensing 

PT2I — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG - State Programs 
TOPREP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre-NU REG Series 
WASTE MGT - Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each, Omission of a category in the 

listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketcd items are: 

(T) NUREG— NUREG Reports and Related Correspondence 

© 

820309020? NUREG/CR-1672 V02 

I RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/CR-1262, NUREG/CR-1376, NUREG/CR- 1377, NUREG/CR-1397 & 
NUREG/CR-1608. _— (?) 

(V)~ STEVENS, C.A., FULLWOOD, R.A., BASIN, S L Science ApplicationsTlnc, 
YyFINB-6694. SA1-262-8I-PA. 82/02/28. Division of Risk Analysis. 
v/l23p. Available at NRC. I $6.00. ^12176:217. 

(it) (i 2j ® ©@ (t) 
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1 . Nondocketcd category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonindividual source. 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number, it will appear 
following this entry. 

8. Secondary report number assigned by originator. 

9. Date of document described. 

10. NRC organizational recipient. 

11. Pages in document. 

12. All NUREG-series documents are available for purchase at NRC. Information on ordering documents is given 
below. All NUREG-series documents are also available at NTIS. Information on ordering from NTIS is also 
given below. 

13. Price for which NRC sells the document. 
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14. The NRC 48X microfiche designation for this document This five-digit portion of this eniry is ihc number ol 
the microfiche copy of 'his document that is available to NRC staff who have access to 48X microfiche files 

15. This three-digit portion ot this entrv is the number of the frame on which (his document starts 

The Nondockcted Items list is arranged sequentially by Accession Number within category. Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 

1. The address for NRC is 

Director 

Division of Technical Information and Document Control 
US Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling (301) 492-9530 

2. The address for NTJS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications ai NTIS, either write to NTIS or call 
the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you place your order Publica- 
tions can be charged to American Express credit cards: supply the chargccard number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication areas follows: (I) paper to paper is $0 05 per page except for oversized documents and engineering 
drawings, which vary from S0.50 to $1 .00 per square foot; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0.20 a square foot for a full-size print or $0.25 for a reduced-size print (18” x 24") of a draw- 
ing on an aperture card; and (3) microform to microform is $0. 10 per microfiche and $0.20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro- 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-94 1 -801 8. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

Low Level Radwaste Disposal Sites — Docket 27 


40-8585 

Wyoming Mineral Corp , Lakewood, CO 

6 

27-039 

Sheffield, IL, U S Ecology, Inc 

1 

40-8586 

Kerr-McGee Nuclear Corp , 

6 





Oklahoma City, OK 


27-047 

Barnwell, SC, Chem-Nuclear Systems, Inc 

1 

40-8602 

Silver King Mines, Inc , Casper, WY 

6 

27-048 

Richland, WA, U S Ecology, Inc 

1 

40-8647 

Kerr-McGee Nuclear Corp , 

6 

Domestic Licensing of Source Materia) — Docket 40 



Oklahoma City, OK 


40-0299 

Union Carbide Corp , Grand Junction, CO 

1 

40-8663 

Nuclear Dynamics, Inc , Phoenix, AZ 

6 

40-0481 

American Bearing Co,, Indianapolis, IN 

2 

40-8674 

Plateau Resources, Ltd., Grand Junction, CO 

6 

40-0672 

Nuclear Metals, Inc., Concord, MA 

2 

40-8681 

Energy Fuels Nuclear, Inc., Denver, CO 

6 

40-1162 

Western Nuclear, Inc., Jeffrey City, WY 

2 

40-8684 

Western Nuclear, Inc , Lakewood, CO 

6 

40-1341 

Tennessee Valley Authority, Chattanooga, TN 

2 

40-8698 

Plateau Resources, Ltd., Grand Junction, CO 

6 

40-1478 

Spencer Chemical Co,, Kansas City, MO 

2 

40-8727 

Kerr-McGee Nuclear Corp , 

7 




Oklahoma City, OK 


40-2061 

Kerr-McGec Chemical Corp , 

2 





Oklahoma City, OK 


40-8745 

Ogle Petroleum, Inc., Casper, WY 

7 

40-2259 

Pathfinder Mines Corp., Riverton, WY 

3 

40-8760 

Edlow International Co , Washington, DC 

7 

40-3392 

Allied Chemical Corp . Morristown, NJ 

3 

40-8768 

Kerr-McGee Nuclear Corp , 

7 




Oklahoma City, OK 


40-3453 

Atlas Minerals, Inc , Denver, CO 

3 

40-8781 

Teton Exploration Drilling Co , Inc., 

7 

40-4492 

Federal- American Partners, Riverton, WY 

4 


Casper, WY 


40-6329 

Catholic Umv, of America, Washington, DC 

4 

40-8783 

Uranerz USA, Inc , Casper, WY 

7 

40-6622 

Pathfinder Mines Corp , Shirley Basin, WY 

4 

40-8786 

Uranium Resources, Inc , Richardson, TX 

7 

40-6659 

Getty Oil Co.-Pctrotomics Co,, 

4 

40-8820 

AMAX Environmental Services, Inc , 

7 


Shirley Basin, WY 



Golden, CO 


40-6920 

Automation Industires, Inc , Phocnixville, PA 

4 

40-8824 

Target Research, Inc , Wharton, NJ 

7 

40-6940 

Kawccki Bcrylco Industries, Inc , 

Boyertown, PA 

5 

40-8829 

Wyoming Fuel Co., Lakewood, CO 

7 

8 



40-8830 

Honeywell. Inc , Hopkins, MN 

40-7455 

Whittaker Metals, Los Angeles, CA 

5 






Domestic Licensing of Production and Utilization Facilities— 


40-8027 

Kcri -McGee Nuclear Corp , 

Oklahoma City, OK 

5 

Docket 50 


8 



50-2 

Univ, of Michigan Research Reactor 

40-8084 

Rio Algom Corp,, Moab, UT 

5 

50-3 

Indian Point Station, Unit 1 

8 

40-8102 

Exxon Co,, USA, Houston, TX 

5 

50-5 

Pennsylvania State Univ. Research Reactor 

9 

40-8107 

Army, Dept, of, Sacramento, CA 

5 

50-10 

Dresden Nuclear Power Station, Unit 1 

9 

40-8452 

Bear Creek Uranium Co., Casper, WY 

5 

50-13 

Babcock & Wilcox Co. Critical Facility 

10 

40-8502 

Wyoming Minernl Corp., Lakewood, CO 

5 

50-18 

Vallecitos Boiling Water Reactor 

10 

40-8584 

Minerals Exploration Co., Los Angeles, CA 

6 





ix 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-20 

Massachusetts Institute of Technolog)' 

10 

50-249 

Dresden Nuclear Power Station, Unit 3 

36 


Research Reactor 








50-250 

Turkey Point Plant, Unit 3 

39 

50-29 

Yankee-Rowe Nuclear Power Station 

10 







50-251 

Turkey Point Plant, Unit 4 

41 

50-30 

Plum Brook Research Reactor Facility 

1 1 







50-254 

Quad-Cities Station, Unit 1 

44 

50-54 

Union Carbide Research Reactor 

11 







50-255 

Palisades Nuclear Plant 

46 

50-62 

Umv of Virginia Research Reactor 

12 







50-259 

Browns Ferry Nuclear Power Station, Unit 1 

47 

50-70 

General Electric Test Reactor 

12 







50-260 

Browns Ferry Nuclear Power Station, Unit 2 

52 

50-72 

Univ of Utah Research Reactor 

12 







50-261 

H, B. Robinson Plant, Unit 2 

55 

50-73 

General Electric Nuclear Test Reactor 

12 







50-262 

Brigham Young Univ. Research Reactor 

57 

50-83 

Uiuv of Florida Training Reactor 

12 







50-263 

Monticello Nuclear Generating Plant 

58 

50-113 

Univ. of Arizona Research Reactor 

12 







50-264 

Dow Chemical Co 

59 

50-123 

Umv of Missouri Research Reactor 

13 







50-265 

Quad-Cities Station, Unit 2 

59 

50-133 

Humboldt Bay Power Plant, Unit 3 

13 







50-266 

Point Beach Nuclear Plant, Unit 1 

61 

50-139 

Univ of Washington Research Reactor 

14 







50-267 

Fort St Vrain Nuclear Generating Station 

64 

50-142 

UCLA Training Reactor 

14 







50-269 

Oconee Nuclear Station, Unit 1 

67 

50-146 

SdXton, Nuclear Experimental Facility 

15 







50-270 

Oconee Nuclear Station, Unit 2 

69 

50-155 

Big Rock Point Nuclear Plant 

15 







50-271 

Vermont Yankee Nuclear Power Station 

70 

50-156 

Umv of Wisconsin Research Reactor 

17 







50-272 

Salem Nuclear Generating Station, Unit 1 

72 

50-166 

Umv of Maryland Research Reactor 

17 







50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

74 

50-170 

National Naval Medical Center 

17 







50-277 

Peach Bottom Atomic Power Station, Unit 2 

81 

50-171 

Peach Bottom Atomic Power Station, Unit 1 

17 







50-278 

Peach Bottom Atomic Power Station, Unit 3 

83 

50-182 

Purdue Univ Research Reactor 

17 







50-280 

Surry Power Station, Unit 1 

85 

50-185 

Plum Brook Reactor— Mock-up 

17 







50-281 

Surry Power Station, Unit 2 

88 

50-201 

West Valley Reprocessing Plant 

17 







50-282 

Prairie Island Nuclear Station, Unit 1 

91 

50-206 

San Onofre Nuclear Station, Unit 1 

18 







50-285 

Fort Calhoun Station, Unit 1 

93 

50-213 

Haddam Neck Plant 

21 







50-286 

Indian Point Station, Unit 3 

94 

50-219 

Oyster Creek Nuclear Power Plant 

23 







50-287 

Oconee Nuclear Station, Unit 3 

97 

50-220 

Nine Mile Point Nuclear Station, Unit 1 

26 







50-289 

Three Mile Island Nuclear Station, Unit 1 

99 

50-223 

Univ. of Lowell Research Reactor 

28 







50-293 

Pilgrim Nuclear Power Station, Unit 1 

105 

50-224 

Univ. of California Research Reactor 

28 







50-295 

Zion Nuclear Power Station, Unit 1 

108 

50-225 

RPI Critical Experiment 

28 







50-296 

Browns Ferry Nuclear Power Station, Unit 3 

110 

50-237 

Dresden Nuclear Power Station, Unit 2 

28 







50-298 

Cooper Nuclear Station 

114 

50-238 

Nuclear Ship Savannah 

31 







50-301 

Point Beach Nuclear Plant, Unit 2 

116 

50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

31 







50-302 

Crystal River Nuclear Plant, Unit 3 

118 

50-245 

Millstone Nuclear Power Station, Unit 1 

32 







50-304 

Zion Nuclear Power Station, Unit 2 

120 

50-247 

Indian Point Station, Unit 2 

34 





X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-305 

Kewaunee Nuclear Power Plant 

123 

50-358 

William H Zimmer Nuclear Station, Unit 1 

235 

50-306 

Prairie Island Nuclear Station, Unit 2 

125 

50-361 

San Onofre Nuclear Station, Unit 2 

236 

50-309 

Maine Yankee Atomic Power Plant 

126 

50-362 

San Onofre Nuclear Station, Unit 3 

239 

50-3 1 1 

Salem Nuclear Generating Station, Unit 2 

128 

50-364 

Joseph M Farley Nuclear Plant, Unit 2 

242 

50-312 

Rancho Seco Nuclear Generating Station 

130 

50-366 

Edwin 1 Hatch Nuclear Plant, Unit 2 

245 

50-313 

Arkansas Nuclear One, Unit 1 

133 

50-368 

Arkansas Nuclear One, Unit 2 

248 

50-315 

Donald C. Cook Nuclear Power Plant, Unit 1 

136 

50-369 

William B. McGuire Nuclear Station, Unit 1 

251 

50-316 

Donald C Cook Nuclear Power Plant, Unit 2 

139 

50-370 

William B. McGuire Nuclear Station, Unit 2 

253 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit I 

142 

50-373 

LaSalle County Station, Unit 1 

255 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

144 

50-374 

LaSalle County Station, Unit 2 

258 

50-320 

Three Mile Island Nuclear Station, Unit 2 

147 

50-382 

Waterford Generating Station, Unit 3 

261 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

151 

50-383 

Waterford Generating Station, Unit 4 

266 

50-322 

Shoreham Nuclear Power Station 

153 

50-387 

Susquehanna Steam Electric Station, Unit 1 

266 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

164 

50-388 

Susquehanna Steam Electric Station, Unit 2 

269 

50-324 

Brunswick Steam Electric Plant, Unit 2 

169 

50-389 

St, Lucie Plant, Unit 2 

272 

50-325 

Brunswick Steam Electric Plant, Unit 1 

172 

50-390 

Watts Bar Nuclear Plant, Unit 1 

275 

50-327 

Sequoyah Nuclear Plant, Unit 1 

175 

50-391 

Watts Bar Nuclear Plant, Unit 2 

278 

50-328 

Sequoyah Nuclear Plant, Unit 2 

177 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

281 

50-329 

Midland Plant, Unit 1 

179 

50-396 

Umv, of Virginia Cavalier Reactor 

283 

50-330 

Midland Plant, Unit 2 

186 

50-397 

WPPSS Nuclear Project, Unit 2 

283 

50-331 

Duane Arnold Energy Center 

193 

50-400 

Shearon Harris Nuclear Power Plant, Unit l 

286 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

195 

50-401 

Shearon Harris Nuclear Power Plant, Unit 2 

294 

50-334 

Beaver Valley Power Station, Unit 1 

197 

50-402 

Shearon Harris Nuclear Power Plant, Unit 3 

299 

50-335 

St Lucie Plant, Unit I 

199 

50-403 

Shearon Harris Nuclear Power Plant, Unit 4 

300 

50-336 

Millstone Nuclear Power Station, Unit 2 

202 

50-407 

Umv, of Utah Research Reactor 

300 

50-338 

North Anna Power Station, Unit 1 

204 

50-409 

La Crosse Boiling Water Reactor 

300 

50-339 

North Anna Power Station, Unit 2 

207 

50410 

Nine Mile Point Nuclear Station, Unit 2 

302 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

210 

50412 

Beaver Valley Power Station, Unit 2 

303 

50-344 

Trojan Nuclear Plant 

212 

50413 

Catawba Nuclear Station, Unit 1 

305 

50-346 

Davis-Bessc Nuclear Power Station, Unit 1 

214 

50414 

Catawba Nuclear Station, Unit 2 

312 

50-348 

Joseph M. Farley Nuclear Plant, Unit 1 

217 

50416 

Grand Gulf Nuclear Station, Unit 1 

317 

50-352 

Limerick Generating Station, Unit 1 

221 

50417 

Grand Gulf Nuclear Station, Unit 2 

323 

50-353 

Limerick Generating Station, Unit 2 

227 

50423 

Millstone Nuclear Power Station, Unit 3 

326 

50-354 

Hope Creek Nuclear Station, Unit 1 

232 

50424 

Vogtle Electric Generating Plant 

328 

50-355 

Hope Creek Nuclear Station, Unit 2 

234 

50-425 

Vogtle Electric Generating Plant 

331 
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Docket 

Name 

Page 

Docket 

Name 

Page 

STN-50-437 

Floating Nuclear Plant 

333 

STN-50-498 

South Texas Project, Unit 1 

393 

50438 

Bellefonte Nuclear Plant, Unit t 

333 

STN-50-499 

South Texas Project, Unit 2 

394 

50439 

Bellefonte Nuclear Plant, Unit 2 

336 

50-500 

Davis-Bessc Nuclear Power Station, Unit 2 

395 

50440 

Perry Nuclear Power Plant, Unit 1 

338 

50-501 

Davis-Besse Nuclear Power Station, Unit 3 

395 

50-44! 

Perry Nuclear Power Plant, Unit 2 

342 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

395 

50443 

Seabrook Nuclear Station, Unit 1 

346 

STN-50-509 

WPPSS Nuclear Project, Unit 5 

399 

50444 

Seabrook Nuclear Station, Unit 2 

349 

50-513 

WPPSS Nuclear Project, Unit 4 

401 

50445 

Comanche Peak Steam Electric Station, 

351 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

403 


Unit 1 


50-515 

Pebble Springs Nuclear Plant, Unit 2 

403 

50446 

Comanche Peak Steuni Electric Station, 

356 





Unit 2 


STN-50-518 

Hartsville Nuclear Plant, Unit l 

404 

STN-50-447 

GESSAR-238 

361 

STN -50-5 19 

Hartsville Nuclear Plant, Unit 2 

404 

STN-50454 

Byron Station, Unit 1 

361 

STN -50-520 

Hartsville Nuclear Plant, Unit 3 

404 

STN-50-455 

Byron Station, Unit 2 

365 

STN-50-521 

Hartsville Nuclear Plant, Unit 4 

404 

STN-50-456 

Braidwood Station, Unit 1 

368 

50-522 

Skagit Nuclear Power Project, Unit 1 

404 

STN-50457 

Braid wood Station, Unit 2 

370 

50-523 

Skagit Nuclear Power Project, Unit 2 

405 

50458 

River Bend Station, Unit ! 

373 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

406 

50459 

River Bend Station, Unit 2 

376 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

409 

50460 

WPPSS Nuclear Project, Unit 1 

378 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

412 

50461 

Clinton Power Station, Unit 1 

381 

50-537 

Clinch River Breeder Reactor 

415 

50462 

Clinton Power Station, Unit 2 

383 

50-538 

Memphis State Umv, Research Reactor 

415 

50463 

Fulton Generating Station, Unit 1 

383 

STN-50-546 

Marble Hill Nuclear Station, Unit 1 

415 

50464 

Fulton Generating Station, Unit 2 

384 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

416 

50466 

Allens Creek Nuclear Station, Unit 1 

384 

STN-50-553 

Phipps Bend Nuclear Station, Unit 1 

417 

50467 

Allens Creek Nuclear Station, Unit 2 

384 

STN-50-554 

Phipps Bend Nuclear Station, Unit 2 

417 

STN- 50470 

CESSAR System 80 

384 

STN-50-556 

Black Fox Station, Unit 1 

417 

50471 

Pilgrim Nuclear Power Station, Unit 2 

384 

STN-50-557 

Black Fox Station, Unit 2 

417 

STN-50482 

Wolf Creek Generating Station 

384 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

417 

STN-50483 

Callaway Plant, Unit 1 

388 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

418 

STN-50486 

Callaway Plant, Unit 2 

392 
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STN-50488 

Perkins Nuclear Station, Unit i 

392 

70-0027 

Babcock & Wilcox Co. , Lynchburg, VA 

418 

STN-50489 

Perkins Nuclear Station, Unit 2 

392 

70-0036 

Combustion Engineering, Inc., Windsor, CT 

418 

STN -5 0490 

Perkins Nuclear Station, Unit 3 

392 

70-0143 

Nuclear Fuel Services, Inc , Erwin, TN 

418 

STN -50493 

Cherokee Nuclear Station, Unit 3 

392 

70-0152 

Purdue Univ,, West Lafayette, IN 

419 

50-496 

Montague Nuclear Power Station, Unit 1 

392 

70-0190 

Catholic Univ. of America, Washington, DC 

419 

50497 

Montague Nuclear Power Station, Unit 2 

392 

70-0371 

UNC Naval Products, Inc., Uncasvillc, CT 

419 
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Docket 
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Page 

70-0378 

Army, Dept of, Adelphi, MD 

419 

Packaging of Radioactive Material for Transport and 





Transportation of Radioactive Material Under Certain 


70-0398 

Commerce, Dept of, Washington, DC 

419 

Conditions - 

- Docket 71 


70-0474 

Upsala College, East Orange, NJ 

419 

71-0511 

Deltak Corp 

422 

70-0553 

Army, Dept of, Sacramento, CA 

420 

71-0513 

Edlow International Co 

422 

70-0687 

Union Carbide Corp , Tuxedo, NY 

420 

71-0514 

North American Inspection 

422 

70-0712 

Kcrr-McGce Nuclear Coip , 

420 

71-5450 

Model RCC -1, -2, -3, -4, Westmghouse 

422 


Oklahoma City, OK 



Electric Corp 


70-0734 

GA Technologies, Inc , San Diego, CA 

420 

71-6206 

Model B, Babcock & Wilcox Co 

422 

70-0824 

Babcock & Wilcox Co , Lynchburg, VA 

420 

71-6406 

Model None, Energy, Dept of 

422 

70-0920 

Rensselaer Polytechnic Institute. Troy, NY 

420 

71-6601 

Model. CNS 8-120, Chem-Nuclear 

422 





Systems, Inc. 


70-0925 

Kerr-McGee Nuclear Corp,, 

420 





Oklahoma City, OK 


71-9001 

Model IF-300, General Electric Co 

422 

70-0984 

Baltcllc Memorial Institute, Richland, WA 

420 

71-9009 

Model: FL 10-1, General Electric Co. 

423 

70-1100 

Combustion Engineering, Inc , Windsor, CT 

420 

71-9027 

Model 741 & 74 IE, Technical Operations, 

423 





Inc, 


70-1113 

General Electric Co , Wilmington, NC 

421 

71-9036 

Model: C-l, Source Production & 

423 

70-1143 

Westmghouse Electric Corp , Pittsburgh, PA 

421 


Equipment Co , Inc. 


70-1151 

Wcstinghouse Electric Corp,, Pittsburgh, PA 

421 

71-9071 

Model: AP-101, ANEFCO, Inc 

423 

70-1193 

Kcrr-McGec Nuclear Corp., 

421 

71-9079 

Model: HN-100, Series 2 & 2A, 

423 


Oklahoma City, OK 



Hittman Nuclear & Development Corp 


70-1201 

Babcock & Wilcox Co,. Lynchburg, VA 

421 

71-9080 

Model: HN-600, NUPAC 7-100 & CNS 

423 




7-100, Hittman Nuclear & Development 


70-1257 

Exxon Nuclear Co , Inc., Richland, WA 

421 


Corp 


70-1311 

Air Force, Dept ol, USAE, Academy, CO 

421 

71-9108 

Model CNS 6-75, Chem-Nuclear Systems, 

Inc 

423 

70-1359 

IRT Corp., San Diego, CA 

421 





71-9134 

Model ETR, Exxon Nuclear Idaho Co 

423 

70-1621 

Duqucsne Light Co , Pittsburgh, PA 

421 

71-9160 

Model: 20-VS & 40-VS, Gulf Nuclear, Inc 

423 

70-1717 

Norwalk Hospital, Norwalk, CT 

422 

71-9161 

Model R, Gulf Nuclear, Inc. 

423 

70-2199 

Veterans Administration Medical Center, 

422 





Washington, DC 


71-9162 

Model. GNM-20, Gulf Nuclear, Inc. 

423 

70-2946 

Louisiana Power & Light Co , 

422 

71-9175 

Model CNS6-80B Nuclear Packaging, Inc 

423 


New Orleans, LA 


71-9190 

Model: CASTOR V, Gescllschafl Fuer 

423 

70-2955 

Edlow International Co., Washington, DC 

422 


Nuklear Service, MBH 


70-2988 

Philadelphia Electric Co , Philadelphia, PA 

422 
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Low Level Radwaste Disposal Sites — Docket 27 



Minerals Exploration Co , Los Angeles, CA 

40-8584 

6 

Barnwell, SC, Chem-Nuclear Systems, Inc 

27-047 

I 

Nuclear Dynamics, Inc , Phoenix, AZ 

40-8663 

6 

Richland, WA, U S Ecology, Inc 

27-048 

1 

Nuclear Metals, Inc , Concord, MA 

40-0672 

2 

Sheffield, IL, U,S Ecology, Inc 

27-039 

1 

Ogle Petroleum, Inc , Casper, WY 

40-8745 

7 

Domestic Licensing of Source Material — Docket 40 


Pathfinder Mines Corp , Riverton, WY 

40-2259 

3 

Allied Chemical Corp , Morristown, NJ 

40-3392 

3 

Pathfinder Mines Corp , Shirley Basin, WY 

40-6622 

4 

AM AX Environmental Services, Inc,, 

40-8820 

7 

Plateau Resources, Ltd , 

40-8674 

6 

Golden, CO 



Grand Junction, CO 



American Bearing Co , Indianapolis, IN 

40-0481 

2 

Plateau Resources, Ltd., 

40-8698 

6 




Grand Junction, CO 



Army, Dept, of, Sacramento, CA 

40-8107 

5 

Rio Algom Corp., Moab, UT 

40-8084 

5 

Atlas Minerals, Inc., Denver, CO 

40-3453 

3 

Silver King Mines, Inc , Casper, WY 

40-8602 

6 

Automation Industries, Inc., Phoenixville, PA 

40-6920 

4 

40-1478 

2 

Spencer Chemical Co., Kansas City, MO 

Bear Creek Uranium Co., Casper, WY 

40-8452 

5 






Target Research, Inc , Wharton, NJ 

40-8824 

1 

Catholic Umv. of America, Washington, DC 

40-6329 

4 

Tennessee Valley Authority, Chattanooga, TN 

40-1341 

2 

Edlow International Co., Washington, DC 

40-8760 

7 

Teton Exploration Drilling Co., Inc., 

40-8781 

7 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8681 

6 

Casper, WY 



Exxon Co., USA, Houston, TX 

40-8102 

5 

Union Carbide Corp , Grand Junction, CO 

40-0299 

1 

Fedcrai-Amcrican Partners, Riverton, WY 

40-4492 

4 

Uranerz USA, Inc., Casper, WY 

40-8783 

7 

Getty Oil Co.-Pctrotonncs Co , 

40-6659 

4 

Uranium Resources, Inc , Richardson, TX 

40-8786 

7 

Shirley Basin, WY 



Western Nuclear, Inc,, Jeffrey City, WY 

40-1162 

2 

Honeywell, Inc,, Hopkins, MN 

40-8830 

8 






Western Nuclear, Inc., Lakewood, CO 

40-8684 

6 

Kawecki Berylco Industries, Inc., 

40-6940 

5 




Boyertown, PA 



Whittaker Metals, Los Angeles, CA 

40-7455 

5 

Kerr-McGec Chemical Corp., 

40-2061 

2 

Wyoming Fuel Co,, Lakewood, CO 

40-8829 

7 

Oklahoma City, OK 








Wyoming Mineral Corp , Lakewood, CO 

40-8502 

5 

Kerr-McGee Nuclear Corp., 

40-8027 

5 




Oklahoma City, OK 



Wyoming Mineral Corp., Lakewood, CO 

40-8585 

6 

Kerr-McGee Nuclear Corp., 

40-8586 

6 

Domestic Licensing of Production and Utilization Facilities — 


Oklahoma City, OK 



Docket 50 



Kerr-McGee Nuclear Corp., 

40-8647 

6 

Allens Creek Nuclear Station, Unit 1 

50-466 

384 

Oklahoma City, OK 



Allens Creek Nuclear Station, Unit 2 

50-467 

384 

Kerr-McGee Nuclear Corp., 

40-8727 

7 




Oklahoma City, OK 



Arkansas Nuclear One, Unit 1 

50-313 

133 

Kerr-McGee Nuclear Corp , 

40-8768 

7 

Arkansas Nuclear One, Unit 2 

50-368 

248 

Oklahoma City, OK 
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Name 

Docket 

Pnge 

Name 

Docket 

Page 

Babcock & Wilcox Co., Critical Facility 

50-13 

10 

Davis-Besse Nuclear Power Station, Unit 2 

50-500 

395 

Beaver Valley Power Station, Unit 1 

50-334 

197 

Davis-Besse Nuclear Power Station, Unit 3 

50-501 

395 

Beaver Valley Power Station, Unit 2 

50-412 

303 

Diablo Canyon Nuclear Power Plant, Unit 1 

50-275 

74 

Bellcfontc Nuclear Plant, Unit 1 

50438 

333 

Diablo Canyon Nuclear Power Plant, Unit 2 

50-323 

164 

Bellefontc Nuclear Plant, Unit 2 

50439 

336 

Donald C Cook Nuclear Power Plant, Unit 1 

50-315 

136 

Big Rock Point Nuclear Plant 

50-155 

15 

Donald C, Cook Nuclear Power Plant, Unit 2 

50-316 

139 

Black Fox Station, Unit 1 

STN-50-556 

417 

Dow Chemical Co, 

50-264 

59 

Black Fox Station, Unit 2 

STN-50-557 

417 

Dresden Nuclear Power Station, Unit 1 

50-10 

9 

Braid wood Station, Unit 1 

STN-50456 

368 

Dresden Nuclear Power Station, Uml 2 

50-237 

28 

Braidwood Station, Unit 2 

STN-50457 

370 

Dresden Nuclear Power Station, Uml 3 

50-249 

36 

Brigham Young Univ, Research Reactor 

50-262 

57 

Duane Arnold Energy Center 

50-331 

193 

Browns Ferry Nuclear Power Station, Unit I 

50-259 

47 

Edwin I Hatch Nuclear Plant, Unit 1 

50-321 

151 

Browns Ferry Nuclear Power Station, Unit 2 

50-260 

52 

Edwin I. Hatch Nuclear Plant, Unit 2 

50-366 

245 

Browns Ferry Nuclear Power Station, Unit 3 

50-296 

110 

Enrico Fermi Atomic Power Plant, Unit 2 

50-341 

210 

Brunswick Steam Electric Plant, Unit 1 

50-325 

172 

Floating Nuclear Plant 

STN-50-437 

333 

Brunswick Steam Electric Plant, Unit 2 

50-324 

169 

Fort Calhoun Station, Unit 1 

50-285 

93 

Byron Station, Unit l 

STN-50-454 

361 

Fort St. Vrain Nuclear Generating Station 

50-267 

64 

Byron Station, Unit 2 

STN-50-455 

365 

Fulton Generating Station, Unit 1 

50463 

383 

Callaway Plant, Unit 1 

STN-50483 

388 

Fulton Generating Station, Unit 2 

50464 

384 

Callaway Plant, Unit 2 

ST N -50-486 

392 

Genera! Electric Nuclear Test Reactor 

50-73 

12 

Calvert Cliffs Nuclear Power Plant, Unit 1 

50-317 

142 

General Electric Test Reactor 

50-70 

12 

Calvert Cliffs Nuclear Power Plant, Unit 2 

50-318 

14 4 

GESSAR-238 

STN-50447 

361 

Catawba Nuclear Station, Unit l 

50413 

305 

Grand Gulf Nuclear Station, Unit 1 

50-416 

317 

Catawba Nuclear Station, Unit 2 

50414 

312 

Grand Gulf Nuclear Station, Unit 2 

50417 

323 

CESSAR System 80 

STN-50470 

384 

H. B, Robinson Plant, Unit 2 

50-261 

55 

Cherokee Nuclear Station, Unit 3 

ST N -50-493 

392 

Haddam Neck Plant 

50-213 

21 

Clinch River Breeder Reactor 

50-537 

415 

Hartsville Nuclear Plant, Unit 1 

STN-50-518 

404 

Clinton Power Station, Unit 1 

50-461 

381 

Hartsvillc Nuclear Plant, Unit 2 

STN-50-519 

404 

Clinton Power Station, Unit 2 

50462 

383 

Hartsville Nuclear Plant, Unit 3 

STN-50-520 

404 

Comanche Peak Steam Electric Station, 

50-445 

351 

Hartsville Nuclear Plant, Unit 4 

STN-50-521 

404 

Unit 1 









Hope Creek Nuclear Station, Unit I 

50-354 

232 

Comanche Peak Steam Electric Station, 

50-446 

356 




Unit 2 



Hope Creek Nuclear Station, Unit 2 

50-355 

234 

Cooper Nuclear Station 

50-298 

114 

Humboldt Bay Power Plant, Unit 3 

50-133 

13 

Crystal River Nuclear Plant, Unit 3 

50-302 

118 

Indian Point Station, Unit 1 

50-3 

8 

Davis-Besse Nuclear Power Station, Unit 1 

50-346 

214 

Indian Point Station, Unit 2 

50-247 

34 



Name 

Docket 

Page 

Name 

Docket 

Page 

Indian Point Station, Unit 3 

50-286 

94 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

409 

James A Fitzpatrick Nuclear Power Plant 

50-333 

195 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

412 

Joseph M. Farley Nuclear Plant, Unit 1 

50-348 

217 

Peach Bottom Atomic Power Station, Unit 1 

50-171 

17 

Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

242 

Peach Bottom Atomic Power Station, Unit 2 

50-277 

81 

Kewaunee Nuclear Power Plant 

50-305 

123 

Peach Bottom Atomic Power Station, Unit 3 

50-278 

83 

La Crosse Boiling Water Reactor 

50-409 

300 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

403 

LaSalle County Station, Unit 1 

50-373 

255 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

403 

LaSalle County Station, Unit 2 

50-374 

258 

Pennsylvania State Univ, Research Reactor 

50-5 

9 

Limerick Generating Station, Unit 1 

50-352 

221 

Perkins Nuclear Station, Unit 1 

STN-50488 

392 

Limerick Generating Station, Unit 2 

50-353 

227 

Perkins Nuclear Station, Unit 2 

STN-50-489 

392 

Maine Yankee Atomic Power Plant 

50-309 

126 

Perkins Nuclear Station, Unit 3 

STN-50-490 

392 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

415 

Perry Nuclear Power Plant, Unit 1 

50-440 

338 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

416 

Perry Nuclear Power Plant, Unit 2 

50-441 

342 

Massachusetts Institute of Technology 

50-20 

10 

Phipps Bend Nuclear Station, Unit 1 

STN-50-553 

417 

Research Reactor 









Phipps Bend Nuclear Station, Unit 2 

STN-50-554 

417 

Memphis State Univ. Research Reactor 

50-538 

415 







Pilgrim Nuclear Power Station, Unit l 

50-293 

105 

Midland Plant, Unit 1 

50-329 

179 







Pilgrim Nuclear Power Station, Unit 2 

50-471 

384 

Midland Plant, Unit 2 

50-330 

186 







Plum Brook Reactor-Mock-Up 

50-185 

17 

Millstone Nuclear Power Station, Unit 1 

50-245 

32 







Plum Brook Research Reactor Facility 

50-30 

11 

Millstone Nuclear Power Station, Unit 2 

50-336 

202 







Point Beach Nuclear Plant, Unit 1 

50-266 

61 

Millstone Nuclear Power Station, Unit 3 

50-423 

326 







Point Beach Nuclear Plant, Unit 2 

50-301 

116 

Montague Nuclear Power Station, Unit 1 

50-496 

392 







Prairie Island Nuclear Station, Unit 1 

50-282 

91 

Montague Nuclear Power Station, Unit 2 

50-497 

392 







Prairie Island Nuclear Station, Unit 2 

50-306 

125 

Monticello Nuclear Generating Plant 

50-263 

58 







Purdue Univ. Research Reactor 

50-182 

17 

National Naval Medical Center 

50-170 

17 







Quad-Cities Station, Unit 1 

50-254 

44 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

26 







Quad-Cities Station, Unit 2 

50-265 

59 

Nine Mile Point Nuclear Station, Unit 2 

50-410 

302 







Rancho Scco Nuclear Generating Station 

50-312 

130 

North Anna Power Station, Unit 1 

50-338 

204 







River Bend Station, Unit 1 

50-458 

373 

North Anna Power Station, Unit 2 

50-339 

207 







River Bend Station, Unit 2 

50-459 

376 

Nuclear Ship Savannah 

50-238 

31 







Robert Emmet Ginna Nuclear Plant, Unit 1 

50-244 

31 

Oconee Nuclear Station, Unit 1 

50-269 

67 







RPI Critical Experiment 

50-225 

28 

Oconee Nuclear Station, Unit 2 

50-270 

69 







Salem Nuclear Generating Station, Unit 1 

50-272 

72 

Oconee Nuclear Station, Unit 3 

50-287 

97 







Salem Nuclear Generating Station, Unit 2 

50-311 

128 

Oyster Creek Nuclear Power Plant 

50-219 

23 







San Onofre Nuclear Station, Unit 1 

50-206 

18 

Palisades Nuclear Plant 

50-255 

46 







San Onofre Nuclear Station, Unit 2 

50-361 

236 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

406 
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Docket 
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Docket 

Page 

San Onolre Nuclear Station, Unit 3 

50-362 

239 

Umv of Utah Research Reactor 

50-407 

300 

Saxton Nuclear Experimental Facility 

50-146 

15 

Umv ot Utah Research Reactor 

50-72 

12 

Seabrook Nuclear Station, Unit 1 

50-443 

346 

Umv of Virginia Cavalier Reactor 

50-396 

283 

Seabrook Nuclear Station, Unit 2 

50-444 

349 

Umv of Virginia Research Reactor 

50-62 

12 

Sequoyah Nuclear Plant, Unit 1 

50-327 

175 

Umv of Washington Research Reactor 

50-139 

14 

Sequoyah Nuclear Plant, Unit 2 

50-328 

177 

Umv. of Wisconsin Research Reactor 

50-156 

17 

Shearon Harris Nuclear Power Plant, Unit 1 

50-400 

286 

Vallecitos Boiling Water Reactor 

50-18 

10 

Shcaron Harris Nuclear Power Plant, Unit 2 

50-401 

294 

Vermont Yankee Nuclear Power Station 

50-271 

70 

Shearon Harris Nuclear Power Plant, Unit 1 

50-402 

299 

Virgil C Summer Nuclear Station, Unit 1 

50-395 

281 

Shcaron Harris Nuclear Power Plant, Unit 4 

50-403 

300 

Vogtle Electric Generating Plant 

50-424 

328 

Shoreham Nuclear Power Station 

50-322 

153 

Vogtlc Electric Generating Plant 

50-425 

331 

Skagit Nuclear Power Project, Unit J 

50-522 

404 

Waterford Generating Station, Unit 3 

50-382 

261 

Skagit Nuclear Power Project, Unit 2 

50-523 

405 

Waterford Generating Station, Unit 4 

50-383 

266 

South Texas Project, Uml l 

STN-50-498 

393 

Watts Bar Nuclear Plant, Unit 1 

50-390 

275 

South Texas Project, Umt 2 

STN-50-499 

394 

Watts Bar Nuclear Plant, Umt 2 

50-391 

278 

St Luctc Plant. Unit 1 

50-335 

199 

West Valley Reprocessing Plant 

50-201 

17 

Si Lucie Plant, Unit 2 

50-389 

272 

William B McGuire Nuclear Station, Unit 1 

50-369 

251 

Surry Power Station, Umt 1 

50-280 

85 

Wtlham B McGuire Nuclear Station, Umt 2 

50-370 

253 

Surry Power Station, Unit 2 

50-281 

88 

William H Zimmer Nuclear Station, Unit t 

50-358 

235 

Susquehanna Steam Electric Station, Unit 1 

50-387 

266 

Wolf Creek Generating Station 

STN-50-482 

384 

Susquehanna Steam Electric Station, Unit 2 

50-388 

269 

WPPSS Nuclear Project, Unit 1 

50-460 

378 

Three Mile Island Nuclear Station, Umt 1 

50-289 

99 

WPPSS Nuclear Project, Unit 2 

50-397 

283 

Three Mile Island Nuclear Station, Uml 2 

50-320 

147 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

395 

Trojan Nuclear Plant 

50-344 

212 

WPPSS Nuclear Project, Unit 4 

50-513 

401 

Turkey Point Plant, Unit 3 

50-250 

39 

WPPSS Nuclear Project, Umt 5 

STN -50-509 

399 

Turkey Point Plant, Unit 4 

50-251 

41 

Yankee-Rowe Nuclear Power Station 

50-29 

10 

UCLA Training Reactor 

50-142 

14 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

417 

Union Carbide Research Reactor 

50-54 

11 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

418 

Umv. of Arizona Research Reactor 

50-1 13 

12 

Zion Nuclear Power Station, Unit 1 

50-295 

108 

Umv of California Research Reactor 

50-224 

28 

Zion Nuclear Power Station, Unit 2 

50-304 

120 

Umv of Florida Training Reactor 

50-83 

12 

Domestic Licensing of Special Nuclear Material 

— Docket 70 


Umv. of Lowell Research Reactor 

50-223 

28 

Air Force, Dept, of, USAF Academy, CO 

70-1311 

421 

Untv of Maryland Research Reactor 

50-166 

17 

Army, Dept of, Adelphi, MD 

70-0378 

419 

Umv, of Michigan Research Reactor 

50-2 

8 

Army, Dept, of, Sacramento, CA 

70-0553 

420 

Umv of Missouti Research Reactor 

50-123 

13 

Babcock & Wilcox Co., Lynchburg, VA 

70-1201 

421 



Name 

Docket 

Page 

Babcock & Wilcox Co , Lynchburg, VA 

70-0027 

418 

Babcock &. Wilcox Co , Lynchburg, VA 

70-0824 

420 

Battellc Memorial Institute, Richland, WA 

70-0984 

420 

Catholic Umv of America, Washington, DC 

70-0190 

419 

Combustion Engineering, Inc,, Windsor, CT 

70-0036 

418 

Combustion Engineering, Inc., Windsor, CT 

70-1100 

420 

Commerce, Dept of, Washington, DC 

70-0398 

419 

Duquesne Light Co , Pittsburgh, PA 

70-1621 

421 

Edlow International Co., Washington, DC 

70-2955 

422 

Exxon Nuclear Co , Inc , Richland, WA 

70-1257 

421 

GA Technologies, Inc., San Diego, CA 

70-0734 

420 

General Electric Co , Wilmington, NC 

70-1113 

421 

IRT Corp., San Diego, CA 

70-1359 

421 

Kerr-McGee Nuclear Corp , 

Oklahoma City, OK 

70-1193 

421 

Kerr-McGee Nuclear Corp., 

Oklahoma City, OK 

70-0712 

420 

Kerr-McGee Nuclear Corp., 

Oklahoma City, OK 

70-0925 

420 

Louisiana Power & Light Co., 

New Orleans, LA 

70-2946 

422 

Norwalk Hospital, Norwalk, CT 

70-1717 

422 

Nuclear Fuel Services, Inc., Erwin, TN 

70-0143 

418 

Philadelphia Electric Co., Philadelphia, PA 

70-2988 

422 

Purdue Univ., West Lafayette, IN 

70-0152 

419 

Rensselaer Polytechnic Institute, Tioy, NY 

70-0920 

420 

UNC Naval Products, Inc., Uncnsvillc, CT 

70-0371 

419 

Union Carbide Corp., Tuxedo, NY 

70-0687 

420 

Upsala College, East Orange, NJ 

70-0474 

419 

Veterans Administration Medical Center, 
Washington, DC 

70-2199 

422 

Wcstinghousc Electric Corp., Pittsburgh, PA 

70-1143 

421 


Name 

Docket 

Page 

Wcstinghousc Electric Corp , Pittsburgh, PA 

70-1151 

42! 

Packaging of Radioactive Material for Transport and 
Transportation of Radioactive Material Under Certain 
Conditions — Docket 71 


Deltak Corp 

71-0511 

.422 

Edlow International Co 

71-0513 

422 

Model. 20-VS & 40-VS, Gulf Nuclear, Inc 

71-9160 

423 

Model 741 & 74 IE, Technical Operations, 

Inc 

71-9027 

423 

Model: AP-101, ANEFCO, Inc 

71-9071 

423 

Model B, Babcock & Wilcox Co. 

71-6206 

422 

Model: C-l, Source Production & 

Equipment Co , Inc 

71-9036 

423 

Model. CASTOR V, Gesellschafl Fuer 

Nuklcar Service, MBH 

71-9190 

423 

Model CNS 6-75, Chein-Nuclcar Systems, 

Inc 

71-9108 

423 

Model. CNS 8-120, Chem-Nuclear Systems, 

Inc 

71-6601 

422 

Model CNS6-80B, Nuclear Packaging, Inc 

71-9175 

423 

Model ETR, Exxon Nuclear Idaho Co. 

71-9134 

423 

Model. FL 10-1, General Electric Co 

71-9009 

423 

Model - GNM-20, Gulf Nuclear, Inc. 

71-9162 

423 

Model HN-100, Scries 2 & 2A, Hillman 
Nuclear & Development Corp. 

71-9079 

423 

Model: HN-600, NUPAC 7-100 & CNS 

7-100, Hittman Nuclear & Development 

Corp 

71-9080 

423 

Model: IF-300, General Electric Co 

71-9001 

422 

Model: None, Energy, Dept, of 

71-6406 

422 

ModekR, Gulf Nuclear, Inc 

71-9161 

423 

Model. RCC -1, -2, -3, -4, Wcstinghousc 
Electric Corp 

71-5450 

422 

North American Inspection 

71-0514 

422 




DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 37-039 SHEFFIELD. 1L, U 8 ECOLOGY. INC 


8403010844 Requests correction In distribution list to reflect 
J8 Good l o «* assistant atty general 

GOODIE . J S Illinois. State of 84/03/10 Division of Waste 
Management. Ip 33449 333 


8403160077 Trip rapt of attendance at Sheffield Tritium Migration Study 
Steering Committee 840119 meeting re fiscal arrangements, 
groundwater tracer study, temp surveys & addl data needs 
GOODE, D, Geotechnical Branch (Past 831001) SHAFFhER, J A 
Low-Level Waste 5< Uranium Recovery Projects Branch 84/03/31 
HIGQINBDTHAM, L. Low-Ltvtl Waste & Uranium Recovery Projects Branch 
KNAPP. M. H Geotechnical Branch (Post 831001) 3pp 23663 384 


8403300317 Forwards agenda far Q4033B-39 technical meetings at 
Sp rlngf i e 3 d, IL to review existing monitoring programs 
& possible monitoring program after site closure 
LA8H.T R Illinois, Stats of B4/03/31 Illinois, State of 

3p p , 23709-164, 


8403070380 Notification of contract ex rcut 1 on. Mod 3, to "Evaluation of 
Location* S< Ratas of Groundwater Discharge from Sheffield 
Law level Waste Disposal Facility " Contractor U8QS 
PAGE. M Technical Assistance Contracts Branch NRC-02-BQ-069 
84/03/01. DAVIS, J Office of Nuclear Material Safety & 
Safeguard*, Director OOODE, D J NRC - No Detailed Affiliation 
Given lp 33367.041 


— 84030703B3 Mod 3, changing name of project officer, to “Evaluation of 
Locations 6 Rates of Groundwater Discharge from Sheffield 
Low Level Waste Disposal Facility “ 

e Interior, Dept of. Geological Survey SMITH, P Division of 
Contracts NRC-03-80-069, B4/03/01, , lp 33367 042, 


8403320218 Informs of establishment of task working group to formulate 
alternative strategies for transfer of Sheffield loui level 
waste disposal facility to DOE Response requested by 640308 
as to assignment of staff reprasantati ves, 

BROWNING, R E. Division of Waste Managsmant 84/03/09 KNAPP, M 
Geotechnical Branch (Post 831001) BUNTING, J Division of Waste 
Management. HIGGINBOTHAM, L. Low-Level Waste S < Uranium Recovery 
Projects Branch 2pp 23731,357 


DOCKET 37-047 BARNWELL, BC, CHEM-NUCLEAR SYSTEMS, INC. 


8403130316 Forwrds summary, in grams, of BNM disposed of at site during 
CYB3 under License 13-13336-01 8NM amounted to 193, 104 37 g 
STILL, J. Chem-Nucleer Systems, Inc 84/02/30 Division of Waste 
Management. 3pp. 22649:307. 


DOCKET 37-04© RICHLAND, WA, U. S, ECOLOGY, INC 


B403030377 Forwards summary of technical update meeting on 840119 in 
U80B of c s in Urbane, IL ra tritium migration investigation at 
Sheffield low level waste disposal site, 

OAYNOR, R K U B. Ecology, Inc (formerly Nuclear Engineering, Inc ) 
84/02/13 U 8. Ecology, Inc, (formerly Nucleer Engineering, 

Inc.). 3pp. 22492.187 


8403010341 Forwards monthly BNM receipt S< burial rept for Uan 1984 & 
rapt Of isotopic activity as required by State of WA W/o 
ends. 

WRIOHT, 8. V. U, S Ecology, Inc (formerly Nuclear Engineering, Inc ) 
04/02/14. BROWNING, B, Low Level Waste Licensing Branch lp 
22449:334. 


0403010349 Requests specific approval for one-time disposal of 5 
Ci Pu-230 neutron source Info re source described in 
attached 831011 Itr 

WALLER, W K US Ecology, Inc (formerly Nuclear Engineering, Jnc ) 
84/02/14 SCHAFFNER, J NRC - No Detailed Affiliation Given 4pp 
22449 348 


8403190317 Forwards FR notice of issuance 6 negative declaration on 
license amend re SNM disposal. for FR publication 

HIGGINBOTHAM. L Low-Level Waste S< Uranium Recovery Projects Branch 
04/02/24 FELTON, J M Division of Rules and Records 4p p 
22649 303 


8403190283 Forwards Amend 4 to License 16-19204-01 Amend author! les 
receipt 5c disposal of SNM at US Ecology, Inc low level 
rodwaste burial facility in Hanford.WA 

HIGGINBOTHAM. L Low Level Waste Licensing Branch 04/03/27. 
8C0VILLE, J J U 8 Ecology. Inc (formerly Nuclear Engineering. 
Inc ) 2pp 22662 001 


— 0403130201 Amend 4 to Mat 1 /Byproduct License 16-19204-0 1 , reflet ting 
waste man! fast, watte form 5c classification requirements 
contained in 10CFR61 5c 20 311 

HIGGINQOTHAMi L Low-Level Waste 5< Uranium Recovery Projects 
Branch 84/02/16 29pp 22662 003 


8403160094 Advises that App A of 8NM license unchanged in order to 
maintain consistency w/App A of State of WA license, per 
Dec 1983 telcon re inconsistent sole-use vehicle limits 5, 
removable contamination limits 

SHAFFNER, J A Low-Level Waste 5, Uranium Recovery Projects Branch 
84/02/27 THOMAS, B Region 3. Office Of Director lp. 22662 273 


8403220235 Responds to 840214 Itr requesting one-time approval of 
disposal of 3 Ci Pu-233 neutron source NRC needs data 
necessary to make independent determination of no 
significant environ impact due to disposal of package 
SHAFFNER, J A Low-Level Waste tc Uranium Recovery Projects Branch 
84/03/05 WALLER, K U S Ecology, Inc (formerly Nucloar 
Engineering, Inc ) 2pp 2271? 337 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UNION CARBIDE CORP , GRAND JUNCTION, CO 


B403010012 Requests reconsideration of classification of 830810 
submittal to License SUA-64S re testing clay cap & cover 
matl for inactive tailings area as minor amend Submittal not 
request for amend 

LYONS, J L Union Carbide Corp 83/00/16 PETTING ILL, H A Uranium 
Recovery Field Office ip 22479 340 


8403130284 Water level evaluation rept for Jan 1984 Production from 
pumpback well Improved compared to Dec, but remains below 
vol required for reversal of hydraulic gradient W/840131 
1 tr 

LYONS, J L Union Carbide Corp 84/01/31 PETT1NGILL, H Uranium 
Recovery Field Office 17pp 22648 22? 


8403130210 Advises that review of expansion application & periodic 
rev* temporarily suspended pending successful resolution of 
A-9 seepage problem 

ERICKSON- J Wyoming, State of 84/02/11 LYONS, P J Union Carbide 

Corp 2pp 22649,030 


8403070266 Forward* payment for Enforcement Action 83-108 dtd 840210 
NRC findings disputed 

8H0RTR I DOE, E W. Union Carbide Corp 84/02/28, Director'* Office, 
Office of Inspection and Enforcement 2pp 22347-316 


1 



2 


DOCKETED ITEMS 


DOCKET 40-0401 AMERICAN BEARING CO ■ INDIANAPOLIS, IN 


0403060490 Forward* Oak Ridgi Associated Univs final rept on 
decontamination of American Bearing Corp facilities in 
Indianapolis, IN W/o enc I 

CROWtW T Uranium Fuel Licensing Branch 04/ 02/27 Uranium Fuel 

Licensing Branch ip 22332 309 


DOCKET 40-0672 NUCLEAR METALS. INC . CONCORD, MA 


8403050136 Ac k receipt of 040115 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Kept 40-0672/03-00 
MARTIN* T T Division of Engineering $, Technical Programs 04/02/24 
VUMBACO, F J Nuclear Metals, Inc Ip 23400 111 


—8403050144 Responds to NRC 030305 ltr re Item 7 listed in Confirmatory 
Action Ltr 03-00 Descriptions of listed programs submitted 
for NRC review Adtfl info forwarded to Matl Licensing Branch, 

Olv of Fuel Cycle 6 Matl Safety 

VUMBACO, F J Nuclear Metals, Inc 04/01/13 MARTIN. T T 
Division of Engineering t, Technical Programs 2pp 22460 112 


0403260102 Forward s IE Jnsp Rept 40-1341/04-01 on B40I23 No violations 
found 

HALL. fl E Region 4, Office of Director 04/02/22 DONOVAN, T K 
Tennessee Valley Authority 2pp 32750 349 


—0403260109 IE Insp Rept 40-1341/04-Oi on 840123 No violations or 
deviations identified Major areas inspected organization t, 
adminl stration, radiation protection, respiratory protection i< 
independent measurements 

SPITZDERO, D B , J1ERREE. C C , EVERETT, R R Region 4, Office of 
Director 04/02/21 4pp 22790 247 


04D32OO333 Amends Condition 31 to License 8 UA-B 16 Amend approves 
radiological safety plan it procedures in health physics 
manual as basis for implementing radiation safety programs 
9MITH.R 0 Uranium Recovery Field Office 04/02/27 Tennessee 

Valley Authority 2pp 2270? 124 


— 0403200335 Safety evaluation re review of health physics manual for 
decommissioning Edgemont Mill Manual acceptable 
HAWKINS, E F . -JIERREE, C C Uranium Recovery Field Office 
04/02/23 6pp 23709 136 


-0403030150 Forwards, for review, info for Inclusion into renewal 
application for License SMB-17? based on request from Region 
1 It documented in 830005 Confirmatory Action Ltr 03-08 
VUMBACO. F J Nuclear Metals. Inc 04/01/15 WANG, J C Division 
of Fuel Cycle & Material Safety 55pp 22400 114 


DOCKET 40-147B SPENCER CHEMICAL CO . KANSAB CITY. MQ 


B4032601 16 FOIA request for five categories of documents re facilities 
BARNES, C Affiliation Not Assigned 03/12/03 FELTON, J M 
Division of Rules and Records ip 32763-333 


— 0403050156 “Rept of In Vivo Counting for Nuclear Metals, Inc " Work 
performed on 020710-22 

GUEHRING. J S Helgeson Nuclear Services. Inc 03/10/05 93pp 
224B3 169 


6403220090 Ack receipt of 040217 ltr informing NRC of steps taken to 
correct violations noted in IE insp 

MARTIN. T T Division of Engineering & Technical Programs 64/03/09 
TUFFIN, U 0 NucleaT Metals, Inc ip 23716 398 


— 6403220093 Responds to NRC 040117 ltr re violations noted in IE insp 
Corrective actions radiological work audit program fc format 
revised 

VUMBACO, F J Nuclear Metals. Jnc 04/02/17 MARTIN. T T 

Division of Engineering & Technical Programs 12pp 22716 29? 


DOCKET 40-1162 WESTERN NUCLEAR. INC . JEFFREY CITY, WY 


6403260133 Partial response to FOIA request for five categories of 
documents re Kerr-McOee Oil Industries, Inc Foruerds 
documents listed on app Review of eddl documents subj to 
request continuing 

FELTON, J M Division of Rules and Records B4/03/02 BARNE0, C 
Affiliation Not Assigned 2pp 22763 334 


--B403260139 Rept* 660207 explosion due to accumulation of hydrogen gas, 
killing operator fc injuring two other employees Operation of 
thorium process line terminated 

WULLER, e E Karr-McGee Corp 66/03/03 PRICE, ER Atomic Energy 
Commission 2pp 23763 336 


— 6403260136 Forwards investigation rept re 660307 explosion at facility 
Licensee evaluation of hazard* Involved in processing source 
matl should be reviewed W/o stated ends 

DUBINSKI.L Atomic Energy Commission 66/00/02 PAGE, R 0 
Atomic Energy Commission 4pp 32763 340 


8403200343 Submits revitu of Fir st. Be c one fc Third Quarter 1903 water 
quality sampling monitoring for Split Rock Mill Movement 
of contaminated waters detected 

KDNWINSKI.G R , PETTENCILL, H U Uranium Recovery Field Office 
04/02/09 Uranium Recovery Field Office 5pp 22709 114 


— B403260141 Confirms that Enforcement Branch will not communicate 
u/licenser re compliance investigation rept concerning 
explosion on 660207 No Items of noncompliance noted during 
investlga tion 

PAGE.R 0 Atomic Energy Commission 66/00/17 Atomic Energy 
Commission ip 22763 344 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


0403220220 Forwards Tevised, "Edgemont Mill Decommissioning Project 
Health Physics Manual" in response to £ Hawkins concerns 
Revised info provided as clarification U elaboration of 
statements mad* in original manual 

MILLS, L M Tennessee Valley Authority 04/01/16 SMITH, R D 
Uranium Recovery Field Office 2pp 32721 236 


— 0403220234 Rev i to “Edgemont Mill Decommissioning Health Physic* 
Manua 1 “ 

* Tennessee Valley Authority 84/01/31 ItOpp 22721 241 


0403150237 Forwards rept for Nov 1963 on status of projects active 
under FIN A-9350 

KELLY, M J Oak Ridge National Laboratory FIN A-9350 03/12/14 

HAWKINS, E F Uranium Recovery Field Office 4pp 22649 012 


0403190229 Provides sddl info in response to concern* raised during NRC 
review of proposed Pond 10 mods Mods Include const of new 
Isolated elevated pond Weekly visual insp uill be conducted 
for all Pond 10 dikes 

MILLS, L M Tennessee Volley Authority B4/01/C4 SMITH. R D 
Uranium Recovery Field Office 3pp 2264? 027 


0403150230 Forwards status rept for Dec 19Q3 on projects active under 
FIN A-9350 

KELLY, M vJ Oak Ridge National Laboratory FIN A-9350 B4/OI/10 

HAWKINS, E F Uranium Recovery Field Office 4pp 23649 023 


— 0403260148 Forwards Region IV 660729 memo re results of survey of 
licensee facility at Cushing, OK Licensee mej sur ements, as 
reported in 660609 Itr, substantiated by Region IV findings 
ROY, W Atomic Energy Commission 66/00/09 NUSSBAUMER , D A 
Atomic Energy Commission ip 32763 345 


— 0403260153 Discusses certification Df 660426 rept re disposition of 
SNM, par Q Waller 660603 telcon Rept should indicate that 
contamination limits met in order for Commission to 
authorize transfer of facility 

NUSSBAUMER, D A Atomic Energy Commission 66/06/10 LAMBERTUS, H 
Kerr-McOee Corp 2pp 22763 34B 


— B40326015B Confirm* 660207 chemical explosion et Cushing, OK thorium 
processing plant, per 660307 telcon Investigation complete, 
LAMBERTUS, H Kerr-McOee Corp 66/02/0B WALKER, N I Atomic 
Energy Commit* ion 3pp 23763 352 


DOCKET 40-2061 KERR-MCOEE CHEMICAL CORP , OKLAHOMA CITY, OK 


8403030130 Motion to change status of Chamber of Commarca of City 
of West Chicago to that of limited appearance Certificate 
of 9vc end 

FAWELL.T, W Meat Chicago, IL 84/02/87 Atomic Safety and 
Licensing Board Panel 4pp 22442 151 


B403130101 Forwards IE Insp Rept 40-2061/04-01 on 031011,17,1109,10, 
1213, 21, 0401 16, IB, 20. 27, 0202-03 & 07 No noncompHance 
identified 

PAPER 1 ELLQ, C J Region 3, Office of Director B4/02/27 

RAINEY, J L Kerr-McOee Chemical Corp (subs of Kerr-McOee Corp 1 

2pp 22614 261 
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— 0403130117 IE Insp Rept 40-2061/04-01 on 831011/17.1109,10,1212.21. 
040116/10/20,27/0202-03 6 07 No none omp 1 1 anc e noted Major 
areas Inspected Incinerator Installation, test Ing & readiness 
for operation 

JANUSKA, A 0 , 8 CHUMACHER/M C Region 3. Office of Director 
04/02/27 Up p 22614 263 


8403060118 People of State of 1L revised statement of interest from 
B30707 petition for hearing 6 for leave to intervene 
HARRIGAN.N F Illinois/ State of 84/02/29 Atomic Safety and 

Licensing Board Panel Ip 2 2516 317 


— 8403060124 People of State of IL revised Contention 2(a) Rev 
incorporates deleted Contention 2(c) Certificate of Svc 
enc 1 

RAPKINj A Illinois/ State of 84/02/29 Atomic Safety and 

Licensing Board Panel 8 pp 22516 319 


8403070027 Requests leave to revise statement of interest included in 
030707 petition for hearing U for leave to intervene 
HARTIOAN, N F Illinois, State of 04/02/29 2pp 22541 200 


DOCKET 40-2259 PATHFINDER MINES CORP , RIVERTON, UV 


8403130342 "Semiannual Effluent Monitoring Rept, Jul-Dec 1983 " 
Documentation required by License Condition 25 Amend 16 
end W/040220 Itr 

HARDOROVE/ T W Pathfinder Mines Corp 03/12/31 WOOLSEY, R T 
Uranium Recovery Field Office I 6 pp 22649 247 


0403190443 Submits review of first 1903 semiannual rept of environ 
data S, 1903 land use survey rept Site performance within 
acceptable limits w/exception of certain groundwater 
resul ts 

WDOLSEY, R T , PETTEN01LL, H J Uranium Recovery Field Office 
84/02/09 Uranium Recovery Field Office 9pp 22679 357 


8403120251 Requests accelerated approval to quarterly schedule for 
stack effluent monitoring Approval will allow quarterly 
schedule to be instituted prior to final approval of entire 
license renewal application 

NUSENTi E L Pathfinder Mines Corp 84/02/17 PETTENO ILL. H 
Uranium Recovery Field Office Ip 22619 207 


— 0403070030 People of State of IL agreed revised contentions Proof of 
0 vc enel 

KAPK1N/A Illinois, State of 84/02/29 Atomic Safety and 
Licensing Board Panel Spp 22541 202 


B4Q3Q9QQ79 Order granting West Chicago Chamber of Commerce motion to 
make written limited appearance in proceeding 

FRYE, J H Atomic Safety and Licensing Board Panel 84/03/07 Ip 
22375 296 


8403090119 Memorandum i< order admitting revised Contentions 2<a).(l>, 
(n),(p> & (q) Contentions will be governed by 040224 
prehearing conference order discovery schedule 

FRYE, J H Atomic Safety and Licensing Board Panel 84/03/07 tp 
22376 067 


DOCKET 40-3392 ALLIED CHEMICAL CORP , MORRISTOWN, NJ 


0403130083 Forwards IE Insp Rept 40-3392/84-01 on 040131-0202 No 
violations or deviations identified 

PAPERIELLO/C J Region 3, Office of Director 04/02/23 
CIPOLLA.A J Allied Chemical Corp 2pp 22398 335 


— 0403130094 IE Insp Rept 40-3392/84-01 on 040131-0202 No violations or 
deviations identified Major areas inspected radiation 
protec tion, sol id ratfweste mgt. environ moni toring, safety 
committees & conduct of operations 

MILLER, D E , FRANCE, 0 M , GREGER, L R Region 3, Office of 
Director 84/02/22 6 pp 2239B 337 


8403200327 Summary of 040301 meeting u/Dupont to discuss source matl 
1 learning 

PAGE, R 0 Uranium Fuel Licensing Branch 04/03/08 DAVIS, J G 
Office of Nuclear Material Safety Si Safeguards, Director 3pp 
22709 140 


8403200003 Motion for leave to file instanter revised Contentions 2(k), 
(u) b (w) Kerr-McOee & staff do not object to late filing of 
revised contentions Revised contentions encl 

RAPKIN, A Illinois, State of 84/03/14 Atomic Safety and 
Licensing Board Panel lp 22685 280 


— 0403200009 Revised Contentions 2(k),(u) t< (w) Applicant chose West 
Chicago site solely for reasons of short 7 term economic 
convenience k benefit, including avoidance of expenditures 
for transportetion 6 land acquisition Proof of Bvc end 
RAPKIN.A Illinois, State of 84/03/14 Atomic Safety and 
Liceneing Board Panel Spp 22685 289 


0403210019 Notice of appearance in proceeding Certificate of Bvc encl 
HEDOLON, M Kerr-McOee Chemical Corp (subs of Kerr-McOee Corp ) 
84/03/19 7pp 22706.350 


0403200028 Submits address chenge for Nuclear Licensing & Regulation 
Dipt, UC Stauter will serve as primary addressee for encl 
list of licensees 

SHELLEY, W J Kerr-McOee Corp 04/03/21. SCHAEFFER, C NRC - No 
Detailed Affiliation Given 3pp 22777 060. 


0403290385 Notice of withdrawal of appearance In proceeding Certificate 
of Svc encl 

CHARNDFF, 8 Shaw, Pittman, Potts & Trowbridge DSB 189 84/03/27 

Spp 22814 291 


0403230077 Forwards corrected "Facility Effluent Rept, 830701-840101 “ 
CIPOLLA.A U Allied Chemical Corp 84/02/29 Region 3, Office of 
Director lp 22730 122 


— 0403230100 Corrected "Facility Effluent Rep t, 830701-840101 “ 
* Allied Chemical Corp 84/01/01 0pp 22730 123 


DOCKET 40-3453 ATLAS MINERALS, INC , DENVER, CO 


0401120171 Forwards annual audit rept of Koab Mill radiation protection 
program Followup rept addressing action taken or to be 
taken for each item In audit encl 

BLUBAUGH, R E Atlas Minerals, Inc 03/09/16 WEAVER, R R Atlas 
Minerals, Inc 2pp 21605 020 


— 0401120180 "ALARA Audit Rept of Atlas Mineral* Corp Environ 6 
Radiological Monitoring Program," executive summary 
8 AVIQNAC, N Atlas Minerals, Inc 83/09/30 37pp 21005 022 


0403150264 "Sampling t< Analysis Results of Environ Monitoring Program, 
Second Half 1983" per License Condition 42 t, 43 W/840223 
1 tr 

EDWARDS, D L Atlas Minerals, Inc B3/12/31 SMITH, R D Uranium 
Recovery Field Office 125pp 22640 037 


0403060465 Issues Amend 14 to License 8UA-917, adding Conditions 19(E) 6 
56 re potential impact of past disposal of metal drums 
containing vanadium wattes & disposal of wastes In tailings 
pond or beach, respectively 

OARCIA, P J. , PETTENGILL, H J Uranium Recovery Field Office 
04/01/10 Uranium Recovery Field Office 4pp 22549 327 


——8403290389 Response to 8 tate of IL Atty Oeneral 040314 proposed revised 
Contentions 2(k),2(u) J. 2<w) Revised Contention 2<k) w/o 
merit b licensee objects to admission of revised Contention 
2<u) b 2(w) as repetitive. W/Certl ficate of Svc 
HEDOLON, M Kerr— McGee Corp. 04/03/27 Commissioners Spp 

22014' 254. 


B40330023B Motion for extension of time until 840417 to submit briefs 
in response to ASLB 840224 order Certificate of Bvc encl 
RAPKIN.A Illinois, State of DSB 216, 04/03/30 Commissioners 

4pp 22824:074. 


8403070367 Issues Amend 14 to License 8UA-917, proh ib 1 ting disposal of 
wastes other than mill process or liquid sanitary wastes in 
tailings pond unless specifically authorized by NRC 
BMITH, R D Uranium Recovery Field Office 04/01/18 Atlas 
Minerals, Inc Spp 22564 143 


8403150300 Forwards clarification of storage/seepage terms in “Water 
Balance Study, U Mill Tailings Impoundment," in response to 
840110 request 

BLUBAUGH, R E Atlas Minerals, Inc, 84/02/14 PETTENGILL, H J 
Uranium Recovery Field Office 3pp 22646 359 


8403200399 Submits review of technical evaluation performed by Dames b 
Moore of emhankment performance for Moab Mill Embankment in 
excellent condition & functioning as designed 
OARCIA, P J , PETTENGILL. H J Uranium Recovery Field Office 
04/02/14 Uranium Recovery Field Office 2pp 22707 357 
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8403230267 Advises that License SUA-917 will be renewed It reduced 
monitoring program submitted in anticipation of increased 
sales market for U-308 concentrate 

DLUBAUQH, R E Atles Minerals, Inc ad/02/16 SMITH, R D Uranium 
Recovery Field Office ip 22741 356 


04031 50242 Informs of annual survey of land use within 2-milt area of 
mill Summary of differences in land use provided 
EDUARDS. D L Atlas Minerals, Inc 34/02/24 SMITH. 0 Uranium 
Recovery Field Office 2pp 22649 010 


0403190431 Notifies of issuance of Amend 14 License SUA-9I7 Amend 
requires evaluation of possible Impacts from waste other 
than mill tailings disposed in tailings pond or removal of 
wastes 

GARCIA. P J , PETTENQILL.H J Uranium Recovery Field Office 
04/03/01 MILLER. H O License Fee Management Branch lp 
226B1 326 


DOCKET 40-4492 FEDERAL- AJ1 E RICAN PARTNERS, RIVERTON. WY 


B4-Q 3200374 "Semiannual Rept on Radioactive Effluent Per 1 0CFR40 65, 
Jul-Dec 1983 " One overs! <e map encl Aperture card is 
available in PDR H/American Nuclear Carp 840227 Itr. 

* Federal American Partners 03/12/31 40pp 22707 283 


9403190414 Aclt receipt of 840203 request for approval of In-place 
reclamation of ail existing tailings generated by Federal 
American Partners in Gas Hills area Review under way 
SMITH. R D Uranium Recovery Field Office 84/02/14 ANDRUS. N J 
American Nuclear Carp Ip 22681 330 


8403200323 Forwards pertinent sections of draft DES re in-place 
reclamation of tailings pond Requests review of American 
Nuclear Corp request Si comments re concept of in-place 
reclamation of Tailings Pond 1 

PETTEN01LL. H Uranium Recovery Field Office 04/02/23 RANDEN, L 
Wyoming, State of 2pp 22709 149 


— 8403200323 Discusses status of preparing final reclamation plan for 
Tailings Pond 2 Requests assurance that Region IV approves 
concept of in-place reclamation for tailings existing at 
mill. 

ANDRUS, N J American Nuclear Corp 04/02/03 SMITH, R D Uranium 
Recovery Field Office lp 22709 131 


— D403200339 Responds to 040203 request for NRC approval of ln-place 
reclamation of existing tailings generated at mill operated 
in Gas Hill area of State of WY Situation currently under 
review 

SMITH. R 0 Uranium Recovery Field Office 64/02/14 ANDRUS, N J 
American Nuclear Corp lp 22709 152 


8403220045 Forwards Federal -Amer lean Partners. "Semiannual Rapt on 
Radioactive Effluent, Per 10CFR40 65, Jul-Dec 1963 " 

ANDRUS. N J American Nuclear Corp 04/02/27. Region 4, Office of 
Director 2pp 22715 122 


— 6403220054 "Semiannual Rept on Radioactive EffluentrPer 10CFR40. 65, 
Jul-Dec 1903 " W/one overs lie figure Aperture card Is 
available In PDR 

* Federal American Partners 03/12/31 3Bpp 22713 124 


DOCKET 40-6329 CATHOLIC UNI V CF AMERICA, WASHINGTON, DC 


0403130422 Discusses IE insp of Licenses SNM- 1 64. EUD-137 U 08-02075-03 
on 040126-27 & forwards notice of violation 

MARTIN. T T Division of Engineering U Technical Programs 84/03/00 
MURPHY. J J Catholic Untv of America, Washington, DC 2pp 
22613 140 


— 0403130433 Notice of violation from insp on 840126-27 Violations 
noted survey meters not callbr at proper Intervals 
* Division of Engineering 6 Technical Programs B4/03/08 lp 
22613 142 


DOCKET 40-6622 PATHFINDER NINES CORP , SHIRLEY BASIN, WY 


8403190416 Reviews 830314 submittal of parameters for radiological 
assessment Parameters requiring clarification listed 
Response requested by B40301 

PETTENQILL.H J Uranium Recovery Field Office 84/02/09 
RUSSELL. J E Pathfinder Mines Corp 3pp 22681 347 


0403200397 Reviews application for renewal of License SUA-442 Several 
areas Identified needing add 1 info Bpeciflc data 
requirements 6 appropriate section of renewal summarised 
PETTENQILL.H J Uranium Recovery Field Office B4/02/10 
RUSSELL, J E Pathfinder Mines Corp 2pp 22707 361 


DOCKET 40-6659 (JETTY OIL CO - PETROTOMICS CO , SHIRLEY BASIN. WY 


0403260242 Radionuclide liquid effluent rept for Jul-Dec 1903 List of 
particulates in form of stack gases released to unreetrlcted 
areas submitted. 

PFAFF, 9 J Oetty/Petrotomic S Co 84/01/24 Region 4. Office of 
Director lp 22754 326 


B403200377 Forwards review of First 6 Second Quarter 1903 environ 
monitoring data for Petrotomics Mill Levels of chlorides l< 
sulphates decreasing 

K0NWIN9KI.0 R , PETTENOILL. H J Uranium Recovery Field Office 
64/02/22 Uranium Recovery Field Office 9pp 2270B 337 


DOCKET 40-6920 AUTOMATION INDUSTRIES. INC . PH0EN1 XVILLE, PA 


0403010472 Discusses IE Insp Repts 40-6920/63-01 6 30-05990/63-01 on 
630315,0607 t, 0604 6 IE Insp RsptS 40-6920/03-02 h 
30-05998/03-02 on 831017-IB J< 1102-03 t< foruerdi notice Of 
violation 

MURLEY. T E Region 1. Office of Director B4/02/16 DWIGHT, J, 
Automation Industrial, Inc 4pp 2243S 290, 


— 8403010403 Notice of violation t. proposed imposition of civil penalty 
in amount of *5,625 Violations noted , fai lure to apply 
correction factor to meter reading* previously Identified 
during NRC insp Si radioactive metis not suitably packaged 
MURLEY, T E Region 1, Office of Director 04/02/16 6pp, 

22439 294 


0403020331 Confirms 04022? tel con understanding of listed actions based 
on results of 040228 Insp 

MARTIN, T T Division of Engineering It Technical Programs 04/02/27 
MORELAND, P Automation Industries, Inc 2pp 22439 213 


0403120234 Forwards order to show cause 6 order temporarily suspending 
Licenses 37-00611-09 6 BUD -8 60 

DEYQUNO. R C Director's Office, Office of Inspection and 
Enforcement 84/03/02 DWIGHT, J Automation Industries, Inc 2pp 
22619 241 


— 8403120242 Order to show cause t, order temporarily suspending Licenses 
SUa-069 b 37-00611-0? re apparent excess radiation exposure 
to thumb It fingernails of two radiation technicians working 
In restricted area 

DEYDUNO, R c Director's Office, Office of Inspection and 
Enforcement 84/03/02 Automation industries, Inc 10pp 
22619 243 


0403210001 Responds to notice of violation & proposed imposition of 
civil penalties Third party being located to take over 
activities at Phoeni xvi 1 1 #, PA nuclear encapsulation 
faci 1 ity 

BOWMAN. D C Automation Industries, Inc 04/03/14, Diractor's 
Office, Office of Inspection and Enforcement 3pp, 22707 092 


— 8403210005 Responds to NRC 031227 Itr re violations noted in IE 
enforcement conference rept it Insp of License 37-00611-09 
Drawings for extension tubes used w/Model B source changer 
revised 

MORELAND, P E, Automation Industries, Inc 84/02/03 MARTIN, T T 
Division of Engineering It Technical Programs 7pp, 22707:055 


— 0403210010 Forwards add! technical info re discussions during S3O920 
enforcement conference concerning fractured secondary 
encapsulation on Co-60 source 6 evaluation of source 
connector. No disconnects observed during 12,000 cycles. 

MORELAND, P E Automation Industries, Inc 04/01/30. ALLEN, J M 
Region 1, Office of Director 17pp 22707*062. 


B4G33000QB Responds to 840302 order to thou cause It order temporarily 
suspending Licenses 37-00611-09 It SUB-860 Certain facts In 
Paragraphs II 6 III of order contested. Hearing requested 
BOWMAN, D C Automation Industrial, Inc, 84/03/26. Director's 
Office, Office of Inspection and Enforcement 2pp 22821 163 
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DOCKET 40-6940 KAWECKI BERYLCO IND , INC , BOYERTOWN, PA 


0403070317 Forward* submittal* Prom Kawecki Beryl co Industrie* re cause 
b extent of fluoride contamination in monitoring well 4 & 
background radiological parameters in Host Swamp Creek 
WYN8ARDEN, 8 D Uranium Fuel Licensing Branch 04/02/27 Uranium 

Fuel Licensing Branch 6pp 223A4 321 


DOCKET 40-7453 WHITTAKER METALS, LOS ANGELES, CA 


0403190310 Discusses IE Imp of License SMA-1018 on 831 101-02 Nd 
violations observed Insp limited to review of Whittaker 
Metals site in Oreenvi 1 1 e, PA 

MARTIN, T T Division of Engineering b Technical Programs 04/O3/OB 
COLLINS, T J Desco Marine Ip 22673 274 


0403200327 Summary of B40301 meeting w/Dopont to discuss source matl 
licensing 

PAGE, R 0 Uranium Fuel Licensing Branch 84/03/08 DAVIS, J 0 
Office of Nuclear Material Safety b Safeguards, Director 3pp 
22709' 140 


DOCKET 40-8027 KERR-MCOEE NUCLEAR CORP , OKLAHOMA CITY, OK 


8403140215 Advises of Issuance of Amend 24 to License SUB-1010 
changing name of company to Sequoyah Fuels Corp. Review 
end 

PAOE, R 0 Uranium Fuel Licensing Branch 03/12/16 SHELLEY, W J 
Sequoyah Fuele Corp ip 22637 331 


— 0403140217 Review of B3i021 application to amend License SUB-1010 
changing company name to Sequoyah Fuels Corp Amend should be 
issued 

KDSLA.B M , CROW, W T Uranium Fuel Licensing Branch 03/12/16 
2pp 22637 332 


8403010907 Issues Amend 26 to License SUB-1010, amend i ng Conditions 5,6 
fe 7 re quantitative analyses for metals b specified 
Isotopes, ex Istlng monitoring wells b surface water samples 
PAOE, R 9 Uranium Fuel Licensing Branch 04/02/16 SHELLEY, W J 
Kerr-McOee Corp Spp 22430,310 


— 8403010513 8ER supporting issuance of Amend BA to License SUB-1010, 
amending Conditions 5,6 b 7 re quantitative analyses for 
metals & specified isotopes, ex 1 st ing monitoring wells & 
surface water samples 

RHODES, M , CRDW.W T Uranium Fuel Licensing Branch 84/02/16 
1 7pp 22430 313 


B4032800BB Bubmlts address change for Nuclear Licensing b Regulation 
Dept JC Btauter will serve as primary addressee for end 
list of licensees 

SHELLEY, W J Kerr-McGee Corp 04/03/21, SCHAEFFER, C NRC - No 
Detailed Affiliation Oiven 3pp 22777 060 


DOCKET 40-8084 RIO ALCOM CORP . MOAB, UT 


8403130200 "Semiannual Environ Monitoring Rept for Jul-Dec 1983 '• 
LAWTON, M D. Rio Algom, Ltd 83/12/31 34pp 22648 246 


8403130274 Provide* addl Info re annual yallowcake production before 
final assay adjustment from existing carbonate leach at 
Lisbon mill, 

PATTIBON, R S Rio Algom, Ltd. 84/02/09. SMITH, R D Uranium 
Recovery Field Office 2pp 22640 283 


B403190413 Forwards request for addl info re principal parameters for 
radiological assessment Info needed to complete review of 
application to renew Source Matl License SUA-1119 Response 
requested by 040316 

PETTENOILL, H J, Uranium Recovery Field Office 04/02/13 
LAWTON, M D Rio Algom, Ltd ip. 22681 331 


DOCKET 40-0102 EXXON CO., USA, HDUBTON, TX 


B 403260138 AcV receipt of 831109 ltr informing NRC of steps taken to 
correct violations noted in IE insp of License GUA-1139 on 
030904-0 B Addl info required re site security 

HALL, R, E. Region 4, Office of Director 04/01/18 SHANNON. J B 
Exxon Corp. ip, 22790' 13B 


--8403260142 Responds to NRC 031014 ltr re violations noted in IE insp of 
License SUA-1I39 on B30906-08 Corrective action Section 3 4 
of license renewal application modified to reflect current 
secur 1 ty practices 

SHANNON, J D Exxon Corp 03/11/09 HALL, R E Region 4, Office 
of Director 3pp 22730 139 


0402140329 Ac k receipt of 031109 b 940123 ltr* informing NRC of steps 
taken to correct violations noted in IE insp of License 
8UA-1139 on 030906-00 

HALL, R E Region 4, Office of Director 04/02/08 SHANNON, J B 
Exxon Corp lp 22220 237 


— 8402140327 Responds to NRC 831014 ltr re violations noted in IE insp 
of License 0UA-I139 on 030906-08 Corrective actions product 
storage warehouse secured, 1 imi ting access to authorised 
personnel t< continuous site security provided 

SHANNON, J 0 Exxon Corp 04/01/23 HALL, R E Region 4, Office 
of Director 2pp 22228 238 


0403200300 Forwards summary of 840213 meeting between representatives 
of Exxon Minerals 6 U Recovery Field Ofc to discuss comments 
on Exxon proposed decommissioning plans for Highland U 
operations 

PANOBURN, 0 C , PETTENOILL, H J Uranium Recovery Field Office 
04/02/22 Uranium Recovery Field Office 3pp 22700 332 


DOCKET 40-8107 ARMY, DEPT DF, SACRAMENTO, CA 


8403200107 IE Insp Findings S < Licensee Ac k dtd 840207 of License 
STB-1101 Insp findings no violations observed 

8K0V, D D Region 3, Office of Director 04/02/07 lp 22683 333 


DOCKET 40-8432 BEAR CREEK URANIUM CO , CASPER, WY 


6403130239 Forwards 1983 reclamation bond calcul at ions, Inc lud ing 
performance bond calculation b cost detail far mill site 
d 1 smant 1 Ing, decomml n toning b reclamation activities 
MEDLOCK, R L Bearfoot Corp B3/09/20 SMITH, D , GARCIA. P Uranium 
Recovery Field Office 7pp 22649 016 


8403130102 "Bear Creek U Co Semiannual Rept tD NRC, Jul-Dec 1983, Environ 
Sampling " W/040309 ltr 

BLOSSOM, J N Bear Creek Uranium Co 83/12/31 21pp 22641 169 


0403130226 Water quality data for monitor wells b static levals for 
monitor well for Fourth Ouarter 1983 par Condition 91<al of 
License 8UA-1310 W/840222 ltr 

BLOSSOM, J N Bearfoot Corp 03/12/31 3pp 22649 032 


8403190436 "Tailings Disposal Area 1983 Technical Evaluation " W/040131 
1 tr 

MEDLOCK. R L Bear Creak Uranium Co 03/12/31 SMITH, 0 Uranium 
Recovery Field Office 40pp 22681 072 


8403190243 Forwards design review of PMF channel per License Condition 
Sli, Amend 22 to Source Matl License SUA-1310 

MEDLOCK, R L Bearfoot Corp 04/01/31 SMITH, D Uranium Recovery 
Field Office Spp 22648 397 


8403200330 Forward* review of monitoring data required by License 
Condition 31<a> of Source Matl License SUA-1310 
PANOBURN, 0 C , PETTENOILL, H J Uranium Recovery Field Office 
84/02/29 Uranium Recovery Field Office 3pp 22709 104 


DOCKET 40-8302 WYQMINO MINERAL CORP , LAKEWOOD, CO 


0403220182 Advises that review of proposed program for demonstrating 
restoration of alternative lixlviant test area at Irlgaray 
Min* elt* will be completed by 840313 All well fields must 
be restored. 

HAWKINS, E F Uranium Recovery Field Office 84/02/22 OEASON, C W 
Malapal Resources Co lp 22723 2B2 


8403220196 Advises that review of proposed program for demonstrating 
restoration of alternative lixlviant test area at Irlgaraif 
Min* sit* will be completed by 840313 All uell fields must 
be restored 

HAWKING, E F Uranium Recovery Field Office 64/02/22 RUTLEDGE, C 
Meetinghouse Electric Corp lp 22723 279 
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DOCKET 40-B5B4 MINER ALB EXPLORATION CO , LOB ANGELES. CA 


3403150320 Submits responses to questions re 9ept 1932 application for 
amend to Source Hatl License SUA-1330 

KLEIN. T J Minerals Exploration Co (subs of Union Oil Co of 
California! 03/03/02 PETTENOILL.H Uranium Recovery Field 
Office 2pp 22649 030 


0403260039 Notifies that U processing suspended. equl pment 
d sc on tamlna te if for suspension period & monitoring reduced 
Suspension to 1 1 1 extend through & possibly beyond 3 yrs 
HILLjC Z union Minerals 83/12/13 PETTENOILL.H Uranium 
Recovery Field Office 2pp 22312 343 


B40322C06B Forwards summary at envlrnn monitoring {, me t eorol ogica 1 
conditions for Jul-Dec 1963. per License Conditions 
34.43 L 40 Environ moot tor ing. as modified by Amend 12. 
implemented w/eiception of addl air monitor downwind 

KLEIN. T J Union 76 Minerals Exploration Co 84/02/23 Region 4, 
Office of Director lp 22712 218 


— '6403220 071 Summary of environ monitoring &. meteorological conditions 
for Jul -Dec 1933 

• Union 76 Minerals Exploration Co 83/12/31 74pp 22712 219 


8403220117 Forwards summary of environ monitoring J< meteorological 
c ondl 1 1 ons. per License BUA-l 330. Sec t Ion 3 S, Conditions 34.43 
& 4B Station will be operable in First Quarter 1934 
KLEIN, T J Union Minerals 34/02/23 Region 4. Office of 
Director Ip 22718 1J6 


— 0403220124 Summary of environ monitoring *, meteorological conditions 
for Third f< Fourth Quarters 1903 
a Union Minerals 83/12/31 76pp 22718:117 


DDCKET 40-6583 WYOMING MINERAL CORP . LAKEWOOD, CO 


3403260213 "Semiannual Effluent Monitoring Rept, Jul-Dec 1903 « 
W/040227 Itr 

BERG, R E Westingh xuse Electric Corp 83/12/31 2pp 22736 162 


DOCKET 40-B386 KERR-MCOEE NUCLEAR CORP , OKLAHOMA CITY, OK 


8403180332 Forwards rapt re abandonment *c plugging procedures for water 
well L mon i tor hole 

SHBLLEY, W J Kerr-McOee Corp 83/10/03 PETTENOILL.H Uranium 
Recovery Field Office 3pp 22649 271 


8403280099 Forwards completed NRC Farm 314 for license License will not 
be renewed at present 

LANDACDRA.M Kerr-McOee Corp 63/11/21 Division of Fuel Cycle St 

Material Bafety Ip. 22811 361 


•8403280103 Certificate of disposition of matls no matls procured by 
licensee under Litense SUA-I330, 

SHELLEY, W J. Kerr-McOee Corp 03/11/21 lp 22811 362 


DOCKET 40-3602 SILVER KING MINES, INC,. CASPER, WY 


3403200390 "Annual Land Use Survay Project Area - Five Mile Radius, 
1983 " H/34022B Itr One overtire map end Aperture card Is 
available in pDR 

» Silver King Mines, Inc 83/12/31 PETTENOILL, H J Uranium 
Recovery Field Office 12pp 22703 293 


8403230210 Responds to 031122 request to extend license A defer further 
preaperatlDnal environ monitoring Approval at request would 
not be in keeping u/lntent of WC regulations License 
rent wal application should be submitted 

PETTENOILL.H J Uranium Recovery Field Office 84/02/23 
WOLFF, C E Silver King Mines. Inc. lp, 22723269 


DOCKET 40-8647 KERR-MCOEE NUCLEAR CORP . OKLAHOMA CITY, OK 


8403200023 Submits address change for Nuclear Licensing b Regulation 
Dept JC 8teut«r will serve as primary addrassse for end 
list of 1 icensees 

SHELLEY. W J. Kerr-McOee Corp B4/03/21, SCHAEFFER, C NRC - No 
Datallad Affiliation Given. 3pp 22777.060. 


DOCKET 40-8663 NUCLEAR DYNAMICS, INC , PHOENIX, AZ 


8403130212 Bubmit* analysis of Ra-226 level In water immediately prior 
to discharge, supplementing 831109 request for permission to 
discharge water in evaporation ponds Application to amend 
License SUA-1331 under NRC consideration 

FRITZ, D M Western Water Consultants, Inc 84/01/13 WAGNER. J 
Wyoming, State of 4pp 22649.046 


DOCKET 40-8674 PLATEAU RESOURCES, LTD , GRAND JUNCTION. CO 


8403220191 "Effluent Monitoring Rept, Jul-Dec 19B3 " W/B40227 Itr 
* Plateau llfsources, Ltd 83/12/31 lOpp 22717 036 


DOCKET 40 -8681 ENERGY FUELS NUCLEAR. INC , DENVER, CO 


3403190424 Forwards rept of B3O330 ALARA audit Rept provides dat* tt 
trends which enabled audit committee to make recommendations 
to reduce worker exposures & environ effluents Next rept 
scheduled for 040229 

SMITH, D E Energy Fuels Nuclear, Inc 03/11/28 VI NCELETTE, D 
Energy Fuels Nuclear, Inc 49pp 22700 179 


0403260107 Lists corrective actions to be taken, per 840112 telcon 
re 031127 incident «■ measures to prevent recurrence of 
violations noted in IE insp on 040104-09 

COLLINS, J T Region 4, Office Of Director 04/01/13 BPARLINQ, D K 
Energy Fuel t Nuc 1 ear, Inc lp 22736 121 


8403200360 Forwards review of semiannual ALARA rept for Energy Fuels 
NuclesT White Sand Mill for period ending 830630 Future 
rept* should contain more detailed discussion of audit 
committee findings 

HILDENBRAND, P , HAWKINS, E F Uranium Recovery Field Office 
B4/02/19 Uranium Recovery Field Office 7pp 22709 003 


8403200309 Requests assistance in reviewing Union Carbide application 
for self-bonding 

SMITHiR D. Uranium Recovery Flold Office 84/02/16 BROWNING, R E 
Division of Waste Management 3pp 2B70B 313 


— 0403200394 Forward* proposed reclamation surety agreement, 

organi xat ianal chart *e specific employee qualification for 
White Mesa U Mill near Blending, UT 

OEKOLLANDER. 0 Union Carbide Corp 84/02/10 HILDENBRAND, P 
Uranium Recovery Field Office 17pp 22708 319 


8403200363 Summary of 840209 net tlng_u/Uni on .Carb i d e 6 Energy Fuels 
Nuclear in Denver, CO re submittal in support of Energy Fuels 
request to transfer Source Matl License SUA-139B to Union 
Carbide 

HILDENBRAND, P , HAWKINS, E F Uranium Recovery Field Office 
84/02/21 Uranium Recovery Field Office 3pp 22708 396 


8403190339 FN-84-014 on 8403 1 6, n otic e of violation b proposed 
imposition of civil penalty in amount of *6,000 Issued to 
licensee Action based on violations involving radiological 
occurrence w/potential for radiation exposures 

FLACK.E , AXELRAD, J Director's Office, office of Inspection and 
Enforcement. 84/03/13 2pp 22679 027 


DOCKET 40-86B4 WESTERN NUCLEAR, INC , LAKEWOOD, CO 


8403190219 Forwards results of expanded study by In-Sltu, Inc of pump 
test, specif lcally addressing issue of leakage from aguifers 
adjacent to production aquifer through confining layers, 

0OGDEN.G Western Nuclear. Inc (subs of Phelps Dodge Corp ) 
84/01/26 HILDEBRAND, P Uranium Recovery Field Office Bpp 
22649 039 


DOCKET 40- 869B PLATEAU RESOURCES, LTD , GRAND JUNCTION, CO 


6403190213 Confirms telcon re resignation of RJ Carr, effective 640131 
JW Davis will assume RJ Carr duties, effective 840201 Resume 
of JW Davis end 

OEfiDEMAN.FW Plateau Resources, Ltd. 84/01/16. SMITH, R. D 
Uranium Rat ovary Field Office. 3pp 22649* 043 


8403190249 Forwards Teturee of N savignac per E Hawkins requa st. Savignac 
will conduct QC audits 

GERDEMAN.FW Plateau Resources, Ltd 84/02/02 SMITH, R, D. 

Uranium Recovery Field Office 6pp 22648.331. 
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1403220183 Forward* “Effluent Monitoring Rept, Jul-Oec 1783 " Results 
of Pb-210 analyse* for fourth quarter high vol air sample* 
tdill be available by Q40309 

OERDEMAN, F W Plateau Resources Ltd 84/02/27 Region 4, Office 
Of Director Ip 22909 200 


-3403220187 “Effluent Monitoring Rept.Jul-Dec 1983 " 

* Plateau Resource*. Ltd B3/12/31 39pp 22909 201 


OCKET 40-8727 KERR-MCOEE NUCLEAR CORP , OKLAHOMA CITY, OK 


403230028 Submit* address change for Nuclear Licensing b Regulation 
Dept JC Stauter will sarve a* primary addressee for end 
lilt of 1 icemees 

SHELLEY. W J Kerr-McQe* Corp 84/03/21 SCHAEFFER. C NRC - No 
Detailed Affiliation Given 3pp 22777 060 


OCKET 40-8743 DOLE PETROLEUM. INC . CASPER, WV 


403230136 Notifies of amend to License SUA-1396. deleting License 
Condition 81 to Indicate radiation safety officer 
satisfactorily completed formaliied Intensive health physics 
training program 

SMITH. R D Uranium Racovery Field Office, 04/02/27 Ogle 
petroleum. Inc lp 22743.334 


-8403230197 Notifies that Ogle Petroleum, Inc fulfilled requirements of 
License Condition 13 re radiation safety officer 
safcisfactorl ly completing formaliied intensive health 
physics training program 

WABTLER, 8 L , HAWKINS, E F Uranium Recovery FUld Office 
04/02/22. Uranium Recovery Held Office Ip 22743 393 


ICKET 40-8760 ED LOW INTERNATIONAL CO . WASHINGTON, DC 


03270086 Ac k receipt of 840306 l fcr informing NRC of steps taken to 
correct violations noted In IE in*P of License SMC-1377 
Request* evaluation to determine whether train accident 
could affect safe storage of natural UF6 

HIND.U A Division of Radiological & Materials Safety Programs 
84/03/22 EDLOW, J Edlow International Co 3pp 22770 026 


8403270094 Responds to NRC telcon w/J Edlow re violation noted In IE 
imp of License SKC-1377 Corrective action* UF6 will not ba 
stored inside warehouse before license issued 

P0IDHUR8T.B w Edlow International Co 84/03/06 ALEX SON, W L 

Region 3, Office of Director lp 22770 028 


CKET 40-8768 KERR-MCOEE NUCLEAR CORP » OKLAHOMA CITY, OK 


03010071 Forwards info-sent to Btate of WV Dept of Environ Quality to 
be Inserted into 0-Sand in situ project application. 

FREEMAN, M D Sequoyah Fuels Corp 84/01/23 H1LDENBRAND, P R, 
LINEMAN, J J Uranium Recovery Field Office. 16pp 224B0 008 


□3200335 Discusses dstection of excessive U concentration in urint 
analysis at Karr McOte Q-8and Project Vendor actions 
■ atlsfac tory. 

•TILDENBRAND, P , HAWKINS, E. F. Uranium Recovery Field Office 
34/02/0? Uranium Racovary Field Office 2pp 2270B 339 


33280127 Informs of issuancs of amend to Licsnse SUA-13B7 designating 

Sequoyah Fuels Corp as wholly owned subsidiary of 

terr-MeGee 

SMITH, R D Uranium Racovery Field Office 84/02/09 SHELLEY, W J 
Urr-McOte Corp 2pp 22811 060, 


>3200375 Summary of 840221 meeting w/West*rn Nuclear, Inc In Denver, CO 
'e concerns about Willow Creek RbD project discovered during 
-eakage analysis of pump test data. 

I ILDENBRAND, P. , HAWKINS, E F. Uranium Recovery Field Office 
>4/02/23, Uranium Recovery Field Office 2pp 22708 342 


*3280-028 Submits address change for Nucleer Licensing b Regulation 
*ept. JC Stauter will serve es primary addreseee for end 
1st of licensees, 

IHELLEY, W J. Kerr-McOee Corp, 04/03/21 SCHAEFFER, C NRC - No 
'•tailed Affiliation Given 3pp 22777-060 


DOCKET 40-B781 TETON EXPLORATION DRILLINO CO , INC , CASPER, WV 


0403190205 Comments on ene 1 quarterly Tepfc for Oct-Dee 1963 Listed 
changes suggested 

8TAUD.W P Oak Ridge National Laboratory 84/01/1* WILLIAMS, R E 
Idaho, Unlv of, Moscow, ID 2pp 22646 226 


— 0403130207 “Teton Exploration Drilling Co - Louenberger Project, 
Quarterly Rept for Oct-Pec I9B3 “ 

* Idaho, Univ of, Moscow, ID 83/12/31 33pp 22646 230 


DOCKET 40-8783 URANERZ USA, INC , CASPER, WV 


0403190412 "Quarterly Operating Rept for Third Quarter 1903 '• W/931101 
L tr 

SOMERVILLE, K Q Uranerx USA, Inc 83/09/30 LINEMAN, J J Uranium 
Recovery Field Office lOOpp 22601 106 


0403190411 “Quarterly Operating Rept for 8econd Quarter 1983 “ W/ 
030901 1 tr 

SOMERVILLE, K Q Uraneri USA, Inc 83/06/30 LINEMAN, J J Uranium 
Recovery Field Office 99pp 22681 212 


DOCKET 40-0786 URANIUM RESOURCES. INC . RICHARDSON. TX 


040-3190272 Informs of contamination of DJ Kindle urine sample 14-11 
taken op 831124 Source of contamination could not be 
identified Bioassay samples will be placed in lock ed, tampe r 
proof receptacle to prevent contamination 

FREEMAN, M D , 8INKE, G J Kerr-McOee Corp 04/01/04 SMITH. R D 
Uranium Recovery Field Office 3pp 22648 2B0 


S4031S0293 Comments on adequacy of pump test Tegt will yield most 
info requested Borne data may require reanatysis 

MULLER, K Wyoming. State of 04/01/26 Wyoming, State of 3pp 
22648 340 


0403190260 Comment* on Kerr-McGee response* to previous comments, 
excluding pump test comment* Adequacy or remaining issue 
noted as appropriate 

MULLER, K Wyoming, State of 84/01/26 Wyoming, State of 2pp 
22648 346 


8403190294 Forwards info sent to State of WV Dept of Environ Quality to 
be inserted in 0 Sand in-situ project application 
FREEMAN, M D Kerr-McOee Corp 84/01/31 LINEHAN. -J J Uranium 
Recovery Field Office 16pp 22649 317 


DOCKET 40-8820 AMAX ENVIRONMENTAL SERVICES, INC . GOLDEN, CO 


8403070340 Issues Amend 1 to License 8MD-1410, adding Condition 19 
stating that rept required by Condition 17 muit be submitted 
by Q4D319 

PAGE, R G Uranium Fuel Licensing Branch 84/02/27 KERRIGAN.J E 
AMAX Environmental Services, Inc (subs of AMAX, Inc > Ip 
22964. 126 


DOCKET 40-8824 TARGET RESEARCH, INC , WHARTON, NJ 


B403220I70 Ac k receipt of 040213 ltr informing NRC of steps taken to 
correct violation* noted in IE insp of License SUB-1421 
MARTIN, T T Division of Engineering b Technical Programs 84/03/19 
GUADAONO. V Target Research, Inc lp 22909 196 


— S403220173 Responds to NRC ltr re violations noted in IE Insp of 
License SUB-1421 Corrective actions license amended to allow 
transport of matl to licensed recipient & to modify 
detection requirements 

GUADAONO, V Target Research, Inc 84/02/13 FRIEDMAN, L F 
Region 1, Office of Director 2pp 22909.197 


DOCKET 40-802? WYOMING FUEL CO , LAKEWOOD, CO 


8403130319 Forwards response* to NRC questions re solar evaporation 
pond design b State of NE questions re Crow Butte U Project. 

W/four overslxt maps Aperture cards are available in PDR. 

STOUT, D H Wyoming Fuel Co 83/10/21. LINEMAN, J Uranium Recovery 
Field Office 136pp. 22677,113 
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— 9403 1 503=10 "Soils Engineering flept. Wyoming Fuel Co Crow Butte Project 
Pilot Te»t Pond Area " 

FISHER. R . HARD EM p K C Fisher, HaTd en t Fisher 82/12/31 32pp 
22677 197 


04031 30206 Comments on Wyoming Fuel Co response to request for addl 
Info !< on "Guidelines foT Groundwater Monitoring at In Bitu 
U Solution Mines " Ltr to EPA dttf 831203 outlining 
procedures for exempting aquifsr end 

HOFFMAN, T E Western Nebraska Resources Council 94/01/06 
HAWKINS, E F Uranium Recovery Field Office 7pp 22649 333 


B403190413 Forwards draft rept of review of hydrology far Wyoming Fuel 
Co proposed Crow Butte RbD project Rept util bo basis for 
hydrology section of EIA 

HAWKINS, E F Uranium Recovery Field Office 94/02/09 HABERMAN, C 
Nebraska, State of 32pp 82700 147 


B403200372 Foruards review of waste storage ponds which should be 
included in environ assessment Fend & liner designs meet 
applicable criteria 

GILLEN, D M , JOHNSON, T L Engineering Branch (Post B31001 ) 
94/02/1 5 WA5TLER.S L Uranium Recovery Field Office 3pp 
22709 343 


94031904 1 9 Foruards EIAs b licenses for Kerr-McGee b Uraneri RbD 
projects, per request W/o end 

HAWKINS, E F Vranium Recovery Field Office B4/02/17 HABERMAN, C 
Nebraska, State of Ip 22691 346 


B403200320 Responds to comments b requests for addl Info on groundwater 
restoration b potential for Increased energy costs at U In 
situ leach project No impact evident on preeent rate payer 
or environ due to project 

HAWKINS, E Uranium Recovery Flel-d Office S4/02/22 HOFFMAN, T 
Western Nebraska Resources Council 2pp 82709 162 


9403230190 Foruards description of pump test by Wyoming Fuel Co for 
proposed Crow ITutte project & subsequent analyses of pump 
test data W/o end 

HAWKINS, E F Uranium Recovery Field Office 84/02/22 REILLY. F 

Interior, Dept of, Geological Survey ip 22723 291 


DOCKET 40-B930 HONEYWELL, INC , HOPKINS, MN 


9403060201 Foruards IE Insp Repts 40-9930/94-01 t 30-20329/94-01 on 
8408Q7-OB No noncompliance noted 

UIEDEMAN, D 0 Region 3, Office of Director 84/03/01 F RAKES, J 

Honeywell, Inc. Ip 22917 176 


-- -9403060210 IE Insp Repts 40-9030/94-01 b 30-20329/94-01 on 840207-OB 
No noncompliant e noted Major areas inspected organl la 1 1 an. 
licensee audits, training, re training b Instructions to 
work er s, radioing leal protection procedures it metis 
MADERA, J R , DBERQ, C T , WIEDEMAN. D 0 Region 3, Office Of 
Director 94/02/29 Upp- 22317 177 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 


DOCKET 30-2 1/N1V CF MICHIGAN RESEARCH REACTOR 


F Security, medical, emergency fc fire protection plans 


9403230205 Forwards sanitised version of updated Feb 1994 route survey 
for shipment from Ann Arbor, Ml to Savannah River, EC to 
replace Aug 1983 version, per JOCFR73 21 Portions of 03OB23 
ltr remain unchanged 

SHERR, T S Material Transfer Safeguards Licensing Branch 04/03/12 
KERR, W Michigan, Univ of, Ann Arbor, MI. 14pp 22909,214 24X 

Fiche 30-002, 94/03/ 1 2, 9403200203 


DOCKET 30-3 INDIAN POINT STATION, UNIT 1 


F Security, medical, emergency b fire protection plans 


G4O3O9OS00 Public version of page changes to Book I personnel 
procedures i Book II emergency proc eduras, including 
Procedure IP-1007 re determination of magnitude of release 
b exposure rate W/B31213 ltr b JM Felton release memo 
O'TOOLE, J D Consolidated Edison Co of New York, Inc 03/12/02 
HURLEY, T E Region I, Office of Director 80pp 22392 2 2 0 24K 

Fiche 30-003,83/12/02, B403090299 


9403190243 Not i f 1 cot 1 on of 940419 workshop in King of Prussia, PA to 
discuss lossons learned from recent App R fire protection 
safe shutdown insp b topics described In IE Info Notice 
94-07 Agenda for workshop end 

HURLEY, T E Region 1. Office of Director 94/03/09 O'TOOLE, J D 
Consolidated Edison Co of New York, Inc HE1DER,L H Yankee Atomic 
Electric Co COUNSIL, W 9. Connecticut Yankee Atomic Power Co 
33p p 22672 062 24X Fiche 30-000,84/03/09,8403170243 


8403190069 Provides preliminary estimate of cost to upgrade present 
primary emergency operations facility to provide radiation 
protection factor of five 

O'TOOLE. J D Consolidated Edison Co of New York, Inc 94/03/14 

EIBENHUT, DG Division of Licensing 2pp 22666 132 24X 

Fiche 30-003,84/03/14.9403170069 


B403290231 Advises that B31014 rev to physical security plan consistent 
u/pTovislons of 10CFR30 34<p) 6 acceptable 

MARTIN, T T Division of Engineering b Technical Programs 94/03/21 
O'TOOLE, J 0 Consolidated Edison Co of New York, Inc. 4pp 
22900 001 24 X Fiche 30-003,94/03/21.9403290291 


0 Inspection reports, IE Bulletins b correspondence 


9401190072 IE Info Notice 94—13. "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 9301031 84/02/28 Consolidated Edison Co of New 

York, Inc 113pp 22709 239 24X Flcha 30-000, B4/02/2B, 0401 190072 


0402090007 IE Info Notice 94-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list enc 1 

GRACE, J N Division of QA, Safeguards b Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Cd of New York, Inc 

1 30pp 22532 329 24X Ficha 30-000, 84/03/02, B402090007 


B40209000B IE Info Notice 94-16, "Failure of Automatic Sprinkler 9ys 
Valves to Operate " Bvc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 B4/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22353 098. 24X Fiche' 30-000, 94/03/02, 8402090008, 


9402090009 IE Info Notice 34-13, "Reporting of Radiological Releases “ 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness b Enginesring 
Response (Post 030103k, 94/03/02 Consolidated Edison Co of New 

York. Inc 119pp 22333 217 24X Fi c ha , 30-000, B4/03/02, B402090009 


B402070011 IE Info Notice 04-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp “ Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103k 84/03/03 Consolidated Edison Co. of New 

York, Inc 117pp 2233 3 33 6 24X Fiche', S'O-OOO, B4/03/03, B402090011 


8402090024 IE Info Notice B4-09, Rev i, "Lessons Learned From Imp* of 
Fire Protection Bafe Shutdown By* “ Svc list end 
JORDAN, E L, Division of Emergency Preparedness b Engineering 
Response (Pott 930103) 04/03/07. Consolidated Edison Co. of Nau 

York, Inc I18pp 22633' 049 24X FI e h e 30-000, 04/03/07. 8402090024 


B402090028 IE Info Notice 04-10, "8tre»s Corrosion Cracking In PWR 
Sy» " 8vc list end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 330103 ) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 223B4*1B6 24X Fiche. 30-000, 94/03/07, B4020900SB 


0402090031 IE Bulletin B4-02. "Failures of QE Type HFA Relays in Use in 
Class IE 9afety Sys. " Svc list end 

DEYOUNG, H, C. Director's Office, Offlcs of Inspsction and 
Enforcement. 04/03/12 Consolidated Edison Co of New York, Inc 
134pp 67243 273 24X FI c h 30-000, B4/03/12, 9402090031. 


9402090043 IE Info Notice 04-19. "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities," Bvc list end, 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229. 24X Fiche' 30-000, 04/03/21, B402090043 


0402090044 IE Info Notice 04-20. "Svc Life of Relays In Bef e ty-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103k 04/03/21 Consolidated Edison Co of New 

York, Inc l3Spp 22933 001, 24X Fiche: 30-000, B4/03/21, 8402090044 


R Periodic operating report* b related correspondence 


B403230133 "Personnel Whole Body Exposure for CY83, " W/840301 ltr 
□ 'TOOLE, J, D Consolidated Edison Co. of New York, Inc 03/12/31. 
MUR LEY, T E Region 1, Office of Director. 3pp 22730' 137, 24X 

Fiche- 30-003, 03/12/31, 0403230133, 
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8403260130 "Effluent b Waste Disposal Semiannual Rept for Jul-Dec 
1983 " W/040301 itr 

□ 'TOOLE, 0 D Consolidated Edison Co o f New York, Inc 03/12/31 
MURLEY, T E Region li Office of Director 46pp 2273B 086 24X 

Fie he 30-003,03/12/31,0403260120 


B. Reportable occurrences, LERs b related correspondence 


0403260233 Forwards summary list of deficiencies Identified per 
10CFR90 88(e), Part 21 l< potential generic Itr repts for 
c ammenti 

BTAROBTECKI, R Division of Project & Resident Programs 04/02/28 
Region 1, Offlct of Director 7pp 22786 063 24X 

FI che 30-000, 04/O2/2B. 0403260233 


DOCKET 80-8 PENNSYLVANIA STATE UNIV RESEARCH REACTOR 


F. Occur lty, medical, emergency It fire protection plans 


0403070360 Requests addl info identified in end NRC emergency plan 
review by 040430 Plan submitted on 021029 does not meet 
requirements or guidelines in Rev 1 to Reg Ouide 2 6 b 
AN9I/AN8-18 16-1982. 

THOMAS, C 0 Standard 1 let 1 on It Special Projects Branch 84/02/27 
CUNNINGHAM, R 0. Pennsylvania State Untv , University Park, PA 2pp 
22564,130 24X Ficha 80-005, 84/02/27,0403070360 


,0403070362 Evaluation of Pennsylvania State Univ research reactor 
emergency preparedness plan 

• Division of Emergency Preparedness 5, Engineering Response (Past 
030103) 84/02/29 3pp 22864 140 24X Fiche 50-005,84/02/27, 

0403070360 


p Operating license stage documents b correspondence 


0403020037 Notification of contract execution "Dresden & Perry 
Simulator Leasing, " awarded to GE 

JESSUP, D Technical Assistance Contracts Branch FIN B-B713 
84/02/17 HAVINSi 0 H Director's Office, Office of Inspection and 
Enforcement lp 22491 043 24X Fiche 50-000,04/02/17,0403020037 


— 0403020043 Contract “Dresden b Perry Simulator Leasing, " awarded to 
GE 

PIERCE, R L General Electric Co MORTON, K V Division of 
Contracts FIN B-B713 04/02/17 30p p 22491 046 24X 

Ficho 30-000,04/02/17,8403020037 


0403130275 Generic Ltr 84-07 to all licensees of DHRs re procedural 
guidance for pipe replacement at OWRs Svc list end 
E ISENHUT, D 0 Division of Licensing 84/03/14 Commonwealth 

Edison Co 20pp 22823 354 24X Fiche 50-000,84/03/14,0403150275 


O Inspection reports, IE Bulletins b correspondence 


04O3OSOO43 Forwards Rev 0 to "Corporate Regulatory Performance 
Improvement Plan ” Plan designed to heighten employee 
awareness & strengthen corporate ability to Improve 
regulatory performance 

THOMAS, B Commonwealth Edison Co 84/02/24 KEPPLER, J 0 Region 
3, Office of Director 3pp 22490 139 24X Fiche 50-000, 04/02/24. 

0403050043 


— 0403050046 Rev 0 to “Corporate Regulatory Performance Improvement 
Plan " 

# Commonwealth Edison Co 84/02/29 22p p 22490 142 24X 

Fiche 50-000,84/02/24,0403050043 


DOCKET 80-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


0401 190072 IE Info Notice 04-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits & Annunciation " Svc list 
end, 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc 118pp. 22909 239 24X Fiche 80-000,84/02/20.8401190072 


F. Security, medical, emergency b fire protection plans 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC " Svc list encl 

GRACE, J N Division of QA, Safeguards b Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co of New York, Inc 

130pp 22582 329 24X Fiche 80-000,04/03/02,8402090007 


8402090000 IE Info Notice 84-16, "Failure of Automatic Sprinkler 8ys 
Valves to Operate “ Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Naw 

York, Inc I22pp 22553 098 24X Fiche 50-000. B4/03/02, B402090008 


0403120053 Advises of 040323 regional workshop In Rosemont, IL w/all 
Region 111 licensees to discuss fire protection safe 
shutdown requirements of 10CFR80,App R Agenda end 
SPES9ARD, R L Division of Emergency Preparedness b Operational 
Support B4/03/06 REED, C Commonwealth Edison Co 3pp 
22509' 222 24X Fiche. SQ-01Q, B4/03,/06, 84P3120033 


0402090009 IE Info Notice 04-15, "Reporting of Radiological Releases “ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22853 217 24X Fiche 50-000,04/03/02, B4020900Q9 


0. Adjudicatory correspondence 


0402220187 Order extending time until 840220 far Commission to act to 
review Director's Decision DD-S3-14 

CHILK, B, J Office of the Secretary of the Commission 04/02/21 
Commissioners lp 22337362 24X Fi Che 80-000, B4/02/21, 

04O222O187 


0403010238 Order extending time until 840308 for Commission to act to 
review Director's Decision DD-83-14 b 831029 decision 
denying request of Environ Policy Inst. 

CHILK, 8 J Office of the Secretary of tha Commission 04/02/28 
Commissioner* ip. R2434'210. 24X Fiche' 30-000, 84/02/28, 

0403010230 


0403090069 Inform* that Commission unanimously declined to review 
Director's Decision DD-83-14 Tim# provided by NRC 
regulations within Which Commission may act to review 
expired. Decision beceme final agency action on 840305 
CHILK, 0, J. Office of the Secretary of the Commission 04/03/08 
CELEBREZZE, A J. Ohio, State of, 2pp 22875-380 24X 

F Lche; 80-000, B4/03/0B, 8403090069 


B40209001 1 IE Info Notice 84-17, “Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Bvc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc U7pp 22583 336 24X Fiche 50-000,04/03/05,0402090011 


0402090024 IE Info Notice 84-09, Rev 1, “Lessons Learned From Insps of 
Fira Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22638 049 24X Fiche 50-000,04/03/07,8402090024 


6402090020 IE Info Notice 84-18, "Btres* Corrosion Cracking In PWR 
Sys. " Svc list anc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Poit 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22584 186 24X Fiche. 50-000, 84/03/07, 8402090028 


8402090031 IE Bulletin 04-02, "Failures of QE Type HFA Relays In Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Nsw York, Inc 

i 34pp. 67245 273 24X Fiche 30-000,84/03/12,0402090031. 


0403090074 Informs that Commission unanimously declined to review 
Director's Decision DD-83-14. Tim# provided by NRC 
regulations within which Commission may act to raview 
expired. Decision became final agancy action on 040308 
CHILK, 8. J. Office of the Secretary of the Commission 04/03/00 
MILLAR, F. Environmental Policy Institute. lp. 22878 292 24X 

Fiche: 30-000, B4/03/0B, B403090074. 


0403090113 Informs of Commission decision not tD review Director s 
Decision DD-83-14. Time for Commission to act expired on 
840303. W/o end j 

CHILK, 8. U. Office of the Secretary of the Commission 04/03/OB 
RE8NIK0FF.M. Blerra Club lp. 22876.079 24X 

F ich s: 80-000, 04/03/08, 04030901 13. 


84O323OOB0 Ack receipt of regulatory performance improvement plan 
Periodic meetings requested to discuss progress on program 
*c provide feedback. 

KEPPLER, J 0 Region 3, Office of Director. 04/03/20 THOMAS, B 
Commonwealth Edison Co lp 22730 161 24X Fiche- 30-000, 84/03/20, 

8403230008 


— B403230 107 Forwsrds corporate regulatory performance Improvement plan 
THOMAS, B Commonwealth Edison Co 04/02/24 KEPPLER. J 0. Region 
3, Office of Director 3pp, 22730 162. 24X Fiche 30-000, 

04/03/20, 8403230088 
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— B4 03230 126 Rev O to "Corporate Regulatory Performance Improvement Plan 
For Dresden, Ouad Cities. Zion S. LaSalle Operating Mjc 1 e a r 
Station* 5. Byron & Braidwood Project Operating 
Organ i rati on s " 

* Ccmmonwea 1 fch Edison Co 04/02/29 22pp 22730 16ft 2 4X 

Flche 50-000, S4/03/20. 8403230039 


8402090043 IE Info Notice B4-19, "Two Events Involving Unauthori led 
Entries into PWft Reactor Cavities “ Svc list end 
JORDAN. E L Division of Emergency Preparedness 2 Engineering 
Response (Past 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc I23pp 23823*229 24X Flche 30-000, B4/03/2J , 8403090043 


9402090044 IE Info Notice 84-20, “Svc Life of Relags in Safety-Related 
Sys *’ Svc list end 

JORDAN, E L Division of Emergency Preparedness &, Engineering 
Response (Post 83O103J 84/03/31- Consolidated Edison Co of New 

York, Inc 1 35pp 22933 001 24X Flche 30-000. 84/03/21. 9402090044 


R Periodic operating reports It related correspondence 


8403060099 "Reft of Radioactive Effluents, Jo 1-Dec 1903 " W/840B15 1 tr 
SCOTT, D J Commonwealth Edison Co 93/12/31 KEFPLER.J 0 Region 
3, Office of Director 17pp 22306 243 24X Flche' 30-010, 93/12/31, 

8403060099 


B4030B0197 "Rept of Occupational Personnel Radiation Duses, 1983 " 
W/a4022? ltr 

SCOTT. J S Commonwealth Edison «n 83/12/3! CASE, E C Office of 
Nuclear Reactor Regulation, Director 13pp 22389 099 24X 

Flche 80-000,63/12/31,8403030197 


8403220120 Annual whole body external exposures for 1983 U/04O3I6 ltr 
RYBAK, B Commonweal th Edison Co 83/12/31 7pp. 22716 007 24X 

Flche 30-000,83/12/31,8403220130. 


DOCKET 30-13 BABCOCK S, WILCOX CO CRITICAL FACILITY 


P Operating license stage documents 6 correspondence 


6403020162 Responds to 831128 request for waiver on use of qualified 
reactor operators for futl handling operations during period 
between time of CX-10 facility final shutdown t completion 
of fuel shipments Request denied 

THOMAS, C 0 atantfardiiatlon 4, Special Projects Branch 84/02/17 
OLSEN, A F Babcock i, Wilcox Co 3pp 22491 139 24X 

Flche 30-013,84/02/17, B403O2O162 


DOCKET 30-18 VALLECITOS BOILING WATER REACTOR 


R Periodic operating reports S< related correspondence 


8403200244 "Annual Operating Rept 19 for Vail »c l to* BWR (Deactivated! “ 
W/B40312 ltr 

* General Electric Co 83/12/31 DENTON* K R Office of Nuclear 

Reactor Regulation, Director ftpp 22691,119 24X 

Fiche 30-010, B3/12/31 , B403200244 


DOCKET 30-20 MASSACHUSETTS INST OF TECH RES. REACTOR 


F, Security, medical, emergency & fire protection plant 


0402130347 Forwards Rev 30 to BAR for retsarch reactor HITR-II. 
affecting physical security plan Rev withheld 
(ref 1QCFR73 21). 

CLARK. L Massachusetts institute flf Technology, Cambridge, MA. 
84/02/07 THOMAS, C 0 Standard i xe 1 1 on 6 Special Projects Branch 
Ip 22203 299 24X Fi ch«* 30-020, 84/02/07, 8402130347 


0403220034 Advises that Region I appr a i »«!/ insp of emergency 
preparedneis program scheduled to begin 840403 

MARTIN, T T Division of Engineering 6 Technical Program* 84/03/13 
CLARK. L Massachusetts Institute of Technology, Cambridge. HA ip 
22717 182 24X Fichs 30-020,84/03/13,8403220034 


0 Inspection reports, IE Bulletins t. correspondence 


0403220034 Advises that Region I appralsal/insp of emergency 
preparedness program scheduled to begin 840403 

MARTIN, T T Division of Engineering 6 Technical Programs 84/03/13 
CLARK. L Massachusetts Institute of Technology, Cambridge, MA Ip 
22717 192 24X Fiche, 30-020, 84/03/13. B403220034 


DOCKET 80-29 YANHEE-ROWE NUCLEAR POWER STATION 


F gecwrity. medical, emergoncy t> fire protection plans 


8403190243 Notification of 940418 workshop in King of Prussia, PA to 
discuss lessons learned front recent App R fire protection 
safe shutdown insp S. topics described in IE Info Notice 
84-09 Agenda for workshop end 

MURLEV.T E Region 1. Office of Director 84/03/09 O'TOOLE, J D 
Consolidated Edison Co of New York, Inc HEIDER, L H Yankee Atomic 
Electric Co C0UN9IL, W 0 Connecticut Yankee Atomic Power Co 
33PP 22672 062 24X Flche! 30-000, 84/03/09, 8403190243 


J Insurance ft indemnity information 


9403140033 Forward* Endorsement 90 to MAELU Policy MF-26 6 Endorsements 
iOB It 109 to NELI A Policy NF-7& 

BINISI.J M Marsh & McLennan, Inc 04/03/08 8ALTZMAN, J D 
Assistant Director for State 6 Licensee Relations 4pp 22634 133 
24X Flche 30-029,84/03/09, 8403140033 


8403270216 Submit* info re nuclear property insurance coverage a* of 
840401 Coverage carried w/Amsr lean Nuclear Insurance ii 
Mutual Atomic Energy Reinsurance Pool 

KAY, J A Yankee Atomic Electric Co 84/03/22 CRUTCHFIELD, D 
Operating Reactors Branch ft Jp 22772 087 24X 

Fiche 30-029, 84/03/32, 8403270216 


P Operating license stage documents 6 correspondence 


8403080007 Forwards YAEC-139B, "Main Steam Line Break Analysis Addition 
of Boron Transport Model " Post-processor to RETRAN coda 
developed to predict Yankee Nuclear Power Station transient 
baron concentrations 

KAY, J A Yankee Atomic Electric Co 64/03/02 CRUTCHFIELD, D 
Operating Reactors Branch ft ip 22357 133 84X 

Fiche 30-029. 84/03/02,8403080007 


— 6403080009 "Yankee Nuclear Power Station Main Steam Line Break Analysis 
Addition of Boron Transport Modal " 

KENDALL, J M , FUJITA.N , CHANDOLA, V Yankee Atomic Electric Co 
YAEC-1398 84/02/29 llftpp 2S337 137 24X 

Flche 30-029,84/03/02,0403080007 


8403120123 Forward* proposed resolution of specific equipment environ 
quai i f i cation deficiencies identified in Franklin Research 
ctr Technical Evaluation Rept T6fi-Cft2S7-463 

KAY, J A Yankee Atomic Electric Co 84/03/08 EISENHUT. D 0 
Division of Licensing 35pp 22369229 24X Fiche 80-029,84/03/05, 

8403120123 


94031302B7 Requests exemption from 10CFR30 44( c 1 ( i i 1 (B>, spec i f y ing 
requirements for containment penetrations designated for use 
as post-accident hydrogen re comb iner, by 840405 

KAY , J A Yankee Atomic Electric Co B4/03/06 CRUTCHFIELD. D 
Operating Reactors Branch 3 Dpp 22614 146 24X 

Fiche 50-029.84/03/06,8403130287 


8403190367 Notifies of assignment of EC Weiniingrr as Chief, Reactor 
Projects Section 1A, Div of Project 6 Resident Programs, 
effective immediately 

STAR OSTEC KI.fi Division of Project 8, Resident Programs 84/03/12 

HEIDER, L H Yankee Atomic Electric Co 2pp 22671,299 84X 

Fiche 50-029,84/03/12,9403190267 


6403200284 Request* YAEC-1399P, "Determination of Decay Heat for LWR 
LOCA Analysis, “ b« withheld (ref 10CFR2 790) 

KAY, J A Yankee Atomic Electric Co 84/03/19 CRUTCHFIELD, D 
Operating Reactors Branch 3 3PP 22696 246 24X 

Flche 30-029,84/03/19, 84032002B4 


—8403200286 Requests exemption from 10CFR5O, App K requirement re use of 
1971 ANS std on decay heat for inifinite reactor operation 
w/+20K uncertainty factor In alternative, propose* use of 
1979 ANS std 

KAY. J, A Yankee Atomic electric Co 84/03/09 Office of 
Nuclear Reactor Regulation, Director 3pp 22696 249. 24X 

Flche 50-029,84/03/19,8403200284 


—8403200290 "Executive Buunmary Rept on Just! f icetien of Modified Decay 
Heat Model for Yankee Nuclear Power Statiqn “ 

HARVEY, R C , HUSAIN, A Yankee Atomic Electric Co 84/03/09, 

29pp 22696 232 24 X Fich* 90-029, 84/03/19, B403200284 


6403270007 Responds to open item identified in util integrated 
assessment ( NURE0-0823 > . Topic UI-IO A Utl) established 
criterion per Reg Guide 1 106 for thermal overload 
protection for motor operated valve* 

KAY, J A Yankee Atomic Electric Co 04/03/22 CRUTCHFIELD, D 
Operating Reactor* Branch S 3pp 22769 390 24X 

Fiche 50-029,84/03/22,6403270007 
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B403270Q03 Responds to open item Identified in util integrated 
assessment ( NUREG-0823 > , SEP Topic III-5 A Analysis performed 
per ANBI/ANS SB 2 to determine force imparted on electrical 
penetration Blister 12E from break on Steam Generator 2 
KAY. J A Yankee Atomic Electric Co 84/03/23 CRUTCHFIELD. D 
Operating Reactors Branch s 3pp 22769 346 24X 

Fiche 30-029.84/03/23,8403270003 


B403300192 Forwards draft Rev 3 to Procedure DP-3838 re low voltage on 
Emergency But 1 or 6-3 4BO-volt bus, draft Rev 3 to OP-3844 
re low voltage on Emergency Bus 2 or 4-1 400-volt bus & 
draft Rev 3 to 0P-3B43, per SEP Topic VIII-l a 

KAY, J A Yankee Atomic Electric Co 84/03/28 CRUTCHFIELD, D 
Operating Reactors Branch 3 12pp 22819 231 24X 

Fiche 50-029.84/03/28,8403300192 


Q Inspection reports, IE Bulletins & correspondence 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits fc Annunciation " 3vc list 
end. 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 84/02/28 Consolidated Edison Co of Neu, 

York, Inc 113pp 22909 239 24X Fiche 30-000,84/02/20.8401190072 


0403010331 Advises that plan for e««m of primary nozzles described In 
B40112 ltr satisfies conditions of 840103 relief requests 
from inservlce lnsp requirements 

CRUTCHFIELD, D Operating Reactors Branch 3 84/02/29 KAY, J A 

Yankee Atomic Electric Co 2pp 22432 076 24X 

Fiche 30-029,84/02/29,8403010331 


8402090007 IE Info Notice 84—14, "Highlights of Recent Transport 
Regulatory Revs by DDT k NRC " Svc list enc 1 

QRACEr J N Division of OA, Safeguards & Inspection Programs (Post 
830103). 84/03/02 Consolidated Edison Co of New York, Inc 

130pp. 22332 329 24X Fiche 50-000,84/03/02.8402090007 


840209000B IE Info Notice 84-16, "Failure of Automatic Sprinkler 8ys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc. 122pp 22333 098 24X Fiche 30-000, B4/03/02. 8402090008 


0402090009 IE Info Notice 84-13, "Reporting of Radiological Releases 11 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness t Engineering 
Response (Post 830103). B4/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22353 217 24X Fiche 30-000,84/03/02,8402090009 


0402090011 IE Info Notice 84-17, "Problems W/Liquid Nitrogen Cooling 
Components Beloui Nil Ductility Temp " Bvc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of New 

York, Inc U7pp 22533 336 24X fiche 30-000, 84/03/03, 8402090011 


0402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22633 04? 24X Fiche 50-000,84/03/07.8402090024 


8402090028 IE Info Notice B4-1S. "Stress Corrosion Cracking in PUR 
Sys. " Bvc list enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc ilBpp 22384 186 24X Fiche 30-000,84/03/07,8402090028 


0402090031 IE Bulletin 84-02, "Failures of QE Type HFA Relays in Use in 
Claes IE Safety Sye " Svc list end 

DEYOUNOifl.C Director's Office, Office of Inspection and 

Enforcement. 84/03/12 Consolidated Edison Co of New York, Inc 
134pp, 22823-094 24X Fiche 30-000,84/03/12,8402090031 


0403290286 Forwards IE lnsp Rept 30-029/B4-02 on 840126-27 No 
violations noted 

MARTIN, T. T, Division of Engineering & Technical Programs 84/03/13 

HEIDER, L H Yankee Atomic Electric Co 2pp 22800 031 24X 

Fiche 30-029,84/03/13,8403290286 


—0403290292 IE lnsp Rept 30-029/84-02 on 840126-27 No violations noted 
Major areas Inspec ted - f si 1 ure analysit & activities to 
replace 3/4-d iameter, Schedule 80 vant line on steam 
generator Loop 1 

CRAY, E. H , DURR, J P Region 1, Office Of Director 84/02/21 
3pp. 22B00. 033 24 X Fiche 30-029,84/03/13,8403290286 


0402090043 IE Info Notice 84-19, "Two Events Involving Unauthorlted 
Entries into PUR Reactor Cavities 11 8vc list and 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Pott 030103) 84/03/21 Consolidated Edison Co of New 

York, Ine 123pp. 22B23 229. 24X Fiche 30-000,84/03/21,8402090043 


8402090044 IE Info Notice B4-20. "Bvc Life of Relays In Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co Of New 

York, Inc 133pp 22933 001 24X Fiche 50-000-84/03/21,0402090044 


R Periodic operating report* &, related correspondence 


8403020292 Personnel & man-rem by work 6 duty function rept, 1983 H/ 
840224 ltr 

ST LAURENT, N , HEIDER, L H Yankee Atomic Electric Co 83/12/31 
HAYNES. R C Region 1, Office of Director 4pp 22440 229 34X 

Fiche 30-029,63/12/31.8403020292 


B4031201B1 "Semiannual Effluent Release Rept for Jul-Dec 1983 " 
U/840301 ltr 

KAY, J A Yankee Atomic Electric Co 83/12/31 MURLEY, T E Region 
1, Df f Ice of Director !6pp 225B9 133 24X F 1 c he- 30-029, 83/ 12/31 , 
0403120101 


8403210068 "1983 Annual Rept " W/040301 ltr 

HEIDER, L H Yankee Atomic Electric Co 83/12/31 HURLEY, T E 
Region I, Office Of Director 9pp 22703 043 24X 

Fiche 30-029,63/12/31,8403210068 


8403020072 Monthly operating rept for Jan 1904 M/840206 ltr 

WHIPPLE, 8 , HEIDER. L H Yankee Atomic Electric Co 04/01/31 6pp 
22441 339 24X Fiche 30-027,04/01/31,8403020872 


8403300083 Monthly operating rept for Feb 1984 M/B40303 ltr 

WHIPPLE, S , HEIDER, L H Yankee Atomic Electric Co 84/02/29 6pp 
22821 181 24X Fiche 30-029,84/02/29,8403300003 


8 Reportable occurrences, LERs & related correspondence 


8211110398 Discusses failure of Uestlnghouse Type SC-1 1876-072 
relays No further review should be conducted based on 
review of info 

ASHE, F Reactor Operations Analysis Branch 02/10/21 8EYFRIT, K V 
Reactor Operations Analysis Branch 3pp 22773 233 24X 

Fiche 30-029,62/10/21,8211110398 


B4Q3090175 Forwards LER 84-001-00 

ST LAURENT, N N Yankee Atomic Electric Co 84/02/23 MURLEY, T E 
Region ), Dffice of Director lp 22373 263 24X 

Fiche 50-029,04/02/23,8403090173 


0403200215 LER 84-002-00 on 840214, during review for SEP Topic IV-10 A, 
surveillance procedure inadequacy discovered Tech Spec 
changes did not contain time requirement Procedure changed 
W/B40313 ltr 

DRAWBRIDGE, 0 L , 3T LAURENT, N N Yankee Atomic Electric Co 
84/03/15 3pp 22679 320 24X Fiche 30-029, 84/03/1 3, 84032002i5 


DOCKET 30-30 PLUM BROOK RESEARCH REACTOR FACILITY 


R Periodic operating reports S< related correspondence 


8403060403 Forwards "Annual Status Rept for 1983, 11 per 810316 
dismantling order 

R1CHLEY.E A , D01TEL.E C National Aeronautics t, Space Admin 
84/03/01 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22310 292 24X Fiche 30-030. 84/03/01, 8403060403 


— 8403060410 "Annual Status Rept for 1983 " 

* National Aeronautics & Space Admin 84/02/06 Qpp 22518 294 
24 X Fiche 30-030,84/03/01,8403060403 


W Decommissioning Stage Documents l< Correspondence 


8403130214 EVALUATION 8F NUCLEAR FACILITY DECOMMISSIONING PROJECTB 
Summary Report - Plum Brook Reactor Facility 
DOERQE, D H , MILLER, R L United Nucleer Corp FIN B-7368 
NUREG/CR-3603 04/02/29 Division of Engineering Technology 
34p p Available at NRC *4 23 22649 032 24X 

Fiche 30-030,04/02/29,8403130214 


DOCKET 30-34 UNION CARBIDE RESEARCH REACTOR 


I Financial Information 


8403220043 Submits financial Info re operation of facility, per 840302 
request Cost estimate for decommissioning enct Annual 
Financial Rept, 1982 forwarded 

MCGOVERN. J J Union Carbide Corp 84/03/13 THOMAS, C O 
Standard i zat ion U Special Projects Branch Spp 22712 146 24X 

Fiche 30-054.84/03/15,6403220043 
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DOCKETED ITEMS 


P operating license stage documents b correspondence 


0-103130043 Application for amend to License R-Bl, adding one addl 
change to Tech Specs re experiment review & approval to 
more fully describe extent of nuclear safeguards committee 
r espons i bi 1 i ty 

RUZICKA, W G Union Carbide Corp 04/03/01 THOMAS, C O 
S tandar d i lat Ion b Special Projects Branch lp 03390 361 24X 

Fiche 30-034,04/03/0-1,0403130043 


— 0403130032 Proposed Tech Spec change request re experiment review b 
approve 1 

• Union Carbide Corp 04/03/01 ip 2259B 3*2 24X 

Ftche 50-034, B4/03/01, 0 4 031300 4 3 


0403120294 Requests add) info re May 1900 application for license 
renewal re detailed estimates of total annual operating 
b decommissioning costs & detailed explanation of sources 
of funds to cover costs info should be submitted by 040324 
THOMAS, C 0 Standard 1 z at ion Sc Special Projects Branch 04/03/02 
MCGOVERN, J union CdTblde Carp 2pp 22594, 361 24X 

Fiche 50-054,04/03/02,0403120244 


□403130170 Requests Geosciences Branch review geology 6 seismology 
sections of enc 1 Union Carbide reactor SER for Union Carbide 
subsidiary company license renewal application 

THOMAS, C 0 Standardization b Special Projects Branch 94/03/05 
JACKSON, R Geosciences Branch 3ipp 22646 2BL 24X 
Fiche 50-054, 84/03/05. 04Q313O17S 


G Inspection reports, IE Bulletins & correspondence 


0403020290 Forward* IE Insp Rept 50-034/84-01 on 940104-06 No 
violations noted 

8TAR0STECK1 , R Division of Project 8t Resident Programs 04/02/16 
MCGOVERN, J J Union Carbide Corp 2pp 22440 052 24X 

Fiche 50-054, 94/02/16, 8403020293 


--04O3O2O3O5 IE Insp Rept 50-054/84-01 on B40-104-06 No violations or 
deviations noted Major areas Inspected licensee action on 
previous insp f ind tngs, fac il ity reviews 6 audl ts, open ato r 
requalification training b surveillance activities 
KINNEY-, W W , ROBERTSON, J A Region 1, Office -of Director 
ELSASBER, T C Division of Project b Reiident Programs B4/0B/03 
tOpp 22440 054 24X Ftche 50-054, 84/02/16,8403020270 


R Periodic operating reports b rslated correspondence 


8403270193 “Annual Rept for 17B3 " H/840320 1 tT 

E7JTACK. R A Union Carbide Corp 83/12/31 9TAR0STECK 1 , R Division 
of Project & Resident Programs 7pp 22772 014 24X 

Fiche 50-054,83/12/31.0403270190 


DOCKET 50-62 UNiV OF VIRGINIA RESEARCH REACTOR 


F Security, medical, emergency b fire protection plans 


0403270326 Forwards updated spent nuclear fuel route from Unfv of 
Virginia to Savannah River, 6C 

SHEAR, T S Material Transfer Safeguards Licensing Branch 84/03/12 
BENNECHE, P E Virginia, Univ of, Char iottesvl He. VA 9pp 
22022 229 24X Fiche 50-062.84/03/12,8403270320 


R Periodic operating reports b related correspondence 


9403010397 Annual operating rept for 1903 

FARRAR, JP Virginia, Unlv of, Charlottesville, VA 84/02/16 
Division of Licensing lOpp 22433 093 24X Fiche 50-062,04/02/16, 

0403010397 


DOCKET 50-70 GENERAL ELECTRIC TEST REACTOR 


R Periodic operating reports b related c orr s sp ondenc e 


0403200242 "QE Test Reactor Annual Rept.Number 25 " W/S40312 ltr 

CUNNINGHAM, 0 E Qeneral EleetTlc Co 93/12/31 DENTON, H R Office 

of Nuclear Reactor Regulation, Director 7pp 22670 157 24X 

Fiche 50-070,63/12/31,0403200242 


DOCKET 50-72 UNJV OF UTAH RESEARCH REACTOR 


F Security, medical, emergency b fire protection plant 


9403200261 Forwards revised emergency plan.addl financial info b 1903 
financial statement for unlv 

SAND3UI3T, G 11 Utah, UniV of, Balt Lake City, UT 04/03/14 
THOMAB, C 0 Standardize tion b Special Projects Branch lp 
22696 201 24X Fiche 50-072,04/03/14,8403200281 


— 0403200293 Revised "Univ of Utah Emergency Plen for Training b Research 
Reactors " 

BANCO VIST, G M Utah, Univ of, Sait Lake City, UT UTEC ME 

04-0205 04/03/14 29pp £2696 2B2 24X Fiche 50-072,84/03/14, 

B4 032 00281 


—0403200296 Unlv of Utah operating budget 1903-84 

* Utah, Unlv Of, Salt Lake City, UT 04/03/14 37PP 
22696 310 24X F iche • 30-072. 04/03/14, 8403200201 


I Financial Information 


0403200201 Forwards revised emergency plan.addl financial info b 1993 
financial statement for univ 

SAWDQU1ST, G M Utah, Univ of. Salt Lake City, UT 04/03/14 
THOMAS, C 0 Standardization b Special Projects Branch ip 
22696 28 i 24 X Fiche 50-072, 04/03/14, 8403200201 


—0403200296 Untv of Utah operating budget 1983-84 

* Utah. Univ of, Salt Lake City, UT 84/03/14 37pp 
22696 310 24 X Fiche 50-072,84/03/14,0403200281 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


R Periodic operating reports b related correspondence 


G40315D072 Annual Rept 24 of o p era 1 1 on, change s, t es ts b experiments far 
GE nuclear test reactor W/840305 ltr 

REED, L L , CUNNINGHAM, G E General Electric Co 03/12/31 
DENTON, M R Office of Nuclear Reactor Regulation, Director 7pp 
22641 042 24 X Fiche 50-073,83/12/31,8403150072 


DOCKET 50-03 UNIV OF FLORIDA TRAINING REACTOR 


F Security, medical, emergency b fire protection plant 


0403010247 Ack receipt of 031122 b 040201 ltr* transmitting Rev 7 to 
physical security plan Change* consistent w/provlsioni Pf 
10CFR50 54<p) te acceptable for inclusion into plan 
LEWI8,R C Division of Project b Resident Programs 84/02/24 
DIAZ, N J Florida, Univ of, Gainesville, FL 2pp 22432 010 24X 

Fiche 50-033,04/02/24,0403010247 


P Operating license stage documents b correspondence 


8403200065 Forwarde Amend 14 to License R-56 b safety evaluation Amend 
adds new Section 663. "Other Special Rept*," to Tech Spec* 
covering Level i,2 or 3 personnel changes b change* In 
transient or accident analyse* 

THOMAS, C O Standardization b Special Project* Branch 04/03/06 
D1AZ.N J Florida, Unlv of, Gainesville. FL 2pp 22812 31B 24X 

Flcho B 0-08 3, 84/03/06, 0403280065 


— 04O320OO6B Amend 14 to License R-56, adding new Section 6 6 3, "Other 
Spacial Repts, ” to Tech Spec* covering Level 1,2 or 3 
personnel changes b changes in trantlezit or accident 
analytes 

THOMAS, C O Standard! zation b Special Project* Branch 04/03/06 
5pp 82812 320 24X Fiche 50-003,84/03/06,0403280069 


--04O320OO7I Safety evaluation supporting Amend 14 to Licfnie R-56 

* Office of Nuclear Reactor Regulation, Director B4/03/06 ip 
22012 325 24 X Fiche 50-003,04/03/06,0403280065 


DDCKET 30-113 UNIV OF ARIZONA RESEARCH REACTOR 


Q Inspection reports, IE Bulletin* b corr**pondence 


8403060165 Forwards IE Insp Rept 50-113/84-01 on 840109-iO No 
none ompl iance identified. 

WENSLAWSKI, F A Region 3, Office of Director 84/02/03 
GALLAGHER, R Ariiona, Univ of, Tueton, AZ 2pp 22517 004 24X 

Fiche 50-113,84/02/03,0403060165 
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■0403060 1 72 IE Insp Rept 50-113/B4-01 on 840109-10 No noncompliance 
identified Major area* Inspected radiation control program. 
Including posting & lab e 1 Ing, surveys & personnel radiation 
dosimetry 

SHERMAN, C I , WEN8LAWBK I , F A Region 3, Office of Director 
B4/G2/02 7pp 22317 006 24X Fiche 30-113.84/02/03,8403060163 


DOCKET 30-123 UNIV OF MISSOURI RESEARCH REACTOR 


□ Inspection reports. IE Bulletins b correspondence 


84031900B5 Act receipt of 840305 ltr Informing NRC of schedule to 
revise !< update radiation protection procedures per IE Insp 
Rept 30- 1 23/B4-01 

NORELIUB, C E Division of Project & Resident Programs B4/03/14 
WARNER. D Missouri. Unlv of. Rolla. MO lp 22669 323 24X 

Fiche- 30-123, 84/03/14, 8403190003 


— 8403190000 Responds to NRC 840216 ltr re violations noted in IE Insp 
Rept 30-123/84-01 Corrective actions procedure changes to 
prevent detector from being left disconnected Implemented t< 
radiation procedures rewritten 

BOLON, A E Missouri. Unlv of. Rolla, MO 84/03/03 
NORELIUB, C E Division of Project & Resident Programs lp 
22669-326 24X Fiche 30-123,84/03/14,8403190085 


— 0403190094 Forwards IE Insp Rept 30-123/84-01 on 840125 W/o App A 
describing noncamp 1 lane s 

NORELIUS.C E Division of Project & Resident Programs 84/02/16 
WARNER, D Missouri, Unlv of, Rolla, MO 2pp 22669 327 84X 

Fiche- 30-123, 04/03/14, 0403190083 


— —8403190096 IE Insp Rept 30-123/04—01 on 840125 None omp I lance noted 
incomplete procedures re radiation protection 
R IDQWAY, K R , TAMBUNO, T N Region 3, Office of Director 
04/02/06 6pp 22669.329 24X Fiche 30-123,84/03/14,8403190083 


DOCKET 30-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


F Security, medical, emergency b fire protection plans 


0402230176 Forwards revised Qtate of CA nuclear power plant emergency 
response plan 

MEDFORD, M □ Southern California Edison Co 84/02/16 
EI8ENHUT, D 0 Division of Licensing 2903pp 22333 001 24X 

Fiche 30-000,04/02/16,8402230176 


— 8403020117 Revised State of CA nuclear power plant emergency response 
plan. 

* California, 8tata of 83/04/30. 2901pp 22333 003 24X 

Fiphe 30-000,84/02/16,8402230176 


0403270203 Discusses Southern California Edison submittal of 1983 
revised State of CA emergency response plan on behalf of all 
State of CA pi ants, lncorp ora ting plan into Diablo Canyon 
Addl planning info will not be developed for Humboldt Day 
BCHUYLER, J 0 Pacific Oas St Electric Co 84/03/22 DENTON, H R 

Office of Nuclear Reactor Regulation, Director lp 22772,137 24X 

Fiche* 30-000, 84/03/22, B403270203 


0 Adjudicatory correspondence 


8403270004 Discusses State of CA emergency response plan Plan 
Incorporated Into Diablo Canyon plan Addl planning will not 
be performed for Humboldt Bay per 1980 legislation Related 
correspondence 

SCHUYLER, JO. Pacific Oas t. Electric Co D8B 117 84/03/22 

DENTON, H, R Office of Nuclear Reactor Regulation, Director lp 
22769:349. 24X Fiche. 30-000, 84/03/22, 8403270004 


0403270037 Responds to IE Bulletin 83-07 re apparently fraudulent 
products sold by Ray Miller, Inc No subj metis incorporated 
in any safety-related sys, Related correspondence 
SCHUYLER, U □ Pacific Oas & Electric Co DSD 116 84/03/22 

MARTIN, U B Region 3, Office of Director 2pp 22769 322 24X 

Fiche- BO-133, 84/03/22,8403270037 


I Financial information 


0403280031 Annual Financial Rept 1903 W/B40326 ltr 

MIELKE, F, W. . BHACKELFORD, B , CRANE, P A Pacific Gas b Electric Co 
83/12/31 SOpp 22776230. 24X Fiche 30-000, 83/12/31 , B4032B0051 


J Insurance l. Indemnity Information 


8403060178 Forwards Endorsements 101 t, 102 to NELIA Policy NF— 133 
CRANE. P A Pacific Oas & Electric Co 84/02/20 SALT2MAN. U 0 
Assistant Director for State b Licensee Relations 3pp 22518 345 
24X Fiche 50-133,84/02/20.8403060178 


P Operating license stage document* & correspondence 


8403130275 Generic Ltr 04-07 to all licensees of BWRs re procedural 
guidance for pipe replacement at BWRs Svc list end 
EISENHUT, D 0 Division of Licensing 04/03/14 Commonwealth 
Edison Co 20pp 22023 334 24X Fiche 50-000.84/03/14,8 403130273 


G Inspection reports, IE Bulletins 6 correspondence 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation “ Bvc list 
end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc llSpp 22909 239 24X Fiche 30-000, 84/02/28, 8401 190072 


8402090007 IE Info Notice 84-14. "Highlights of Recent Transport 
Regulatory Revs by DOT 6 NRC “ Svc list end 

ORACE. J N Division of OA, Safeguards & Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

1 30pp 22552 329 24X Fiche 30-000,84/03/02,8402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN. E L Division of Emergency Preparedness t, Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co- of New 

York, Inc I22pp 22333 098 24X Fiche 30-000, 04/03/02, 840209000B 


0402090009 IE Info Notice 84-15. "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc I19pp 22553 217 24X Fiche 30-000, 04/03/02, 0402090009 


8402090011 IE Info Notice 84-17, "Problems W/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JDRDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22353 336 24X Fiche 30-000,84/03/03,8402090011 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Bvc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) B4/O3/07 Consolidated Edison Co of New 

York, Inc llSpp 22304 186 24X Fiche 50-000,84/03/07,8402090023 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety 8ys " Bvc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22023 094 24X Fiche 30-000-84/03/12,8402090031 


B402090043 IE Info Notice 04-19, “Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Past 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fi e h e - 30-000, 84/03/21 , 8402090043 


8402090044 IE Info Notice 84-20. "Bvc Life of Relays in Safety-Related 
Sys " 8vc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc I35pp, 22933 001 24X Fiche 30-000, 84/03/21, B402090044 


0403270037 Responds to IE Bulletin 03-07 re apparently fraudulent 
products sold by Ray Miller, Inc No subj matls incorporated 
in any safety-related sys Related correspondence 
SCHUYLER, J □ Pacific Oas b Electric Co DBS 116 84/03/22 

MARTIN, J B Region 3, Office of Director 2pp 22769,322 24X 

Fiche, 50-133, 04/03/22, 8403270037 


R, Periodic operating reports b related correspondence 


8403020006 Monthly operating rept for Jan 1984 U/Q40203 ltr 

DERKB, P 6 , WEEKS, E D Pacific Gas b Electric Co 84/01/31 Spp 
22442 210 24 X FI c h #. 50-133, 04/01 /3 1 , 8403020006 


8403300075 Monthly operating rept for Feb 19B4 W/840305 Hr 

DERKB, P S , WEEKS, E D Pacific Oas t< Electric Co 84/02/29 3pp 
22821 302 24X Fiche 50- 133, 84/02/29, B403300073 
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DOCKETED ITEMS 


DOCKET 50-139 UNIV OF WASHINGTON RESEARCH REACTOR 


F Security, medic* 1. emergency h fir* protection plans 


8403260340 Advises that emergency plan, submitted on 821104, does not 
meet requirements of App E to 10CFR50 or guidance criteria 
in Rev J to Reg Guide 2 6 Addl info identified in end 
emergency plan revi ew, should be provided by 040430 
THOMAS, c O Standard]!* t i on 4, Special Projects Branch B4/Q3/09 

ROBKIN, M A Washington, lintv of, Seattle. WA 5p p 22775 350 

24X Fithe 50-137. 64/03/09, 0403260340 


8403170010 Response opposing A6LB 840224 allegations of 
misrepresentation re Part 73 issues Representations 
accurate U no action per 1GCFR2 713 should be taken 
WOODHEAD, C P Hearing Branch 4 84/03/07 Atomic Safety and 

Licensing Board Panel 14pp 22663 133 24X Fich# 30-142, 04/Q3/O9i 

8403 1 70010 


— -8403170014 Affidavit of DM Carlton in response to ABLE 840234 
memorandum l< order 

CARLSON, D M Division of Safeguards S4/03/07 lOOpp 
22665 147 24X Ficbe 50-142,04/03/07,0403170010 


DOCKET 50-142 UCLA TRAINING REACTOR 

F Security, medical, emergency i< fire protection plans 


S4031900L0 Response opposing ABLS B40224 allegations of 
misrepresentation re Part 73 issues Representations 
accurate S, no action per 10CFR2 713 should be taken 
WDODHEAD.C P Hearing Branch 4 84/03/07 Atomic Safety and 

Licensing Board Panel I4pp 22665 133 24X Fich* 50-142,84/03/09. 

8403170010 


--8403170015 Affidavit of CP Woodhead in response to A5LB 040234 
memorandum U order re misrepresentation 

WOODHEAD, C P Hearing Branch 4 B4/03/07 33pp 2266 3 336 24X 

Fithe 50-142.84/03/09.0403170010 


— B40317QQ22 Affidavit of JR Gray re CP Woodhead 830B15 filing 
Certificate of Svc *ncl 

CRAY, J R Hearing Branch 4 84/03/09 Spp 22665 36B 24X 

Flche 50-142, 84/03/09, B4Q3190010 


0 Adjudicatory correspondence 


8403010249 Response to board B31223 ordeT to respond to Committee to 
Bridge the Gap allegations of matl false statements Record 
evidence contradicts allegations 

WDODHEAD.C P Hearing Branch 4 B4/01/10 26pp 22432 124 24X 

Flche 50-142.84/01/10,8403010240 


— 8403170013 Affidavit of CP Uoodhead in response to A3L8 840224 
memorandum t order re misrepresentation 

WOODHEAD, C P Hearing Branch 4 84/03/07 33pp. 22665 236 24* 

Flche 50-142,04/03/07,0403170010 


—8403190022 Affidavit of JR Gray re CP Woodhead 830810 filing 
Certificate of Svc tncl 

GRAY. J R Hearing Branch 4 84/03/07 Spp 22665 268 24X 

Flche: 50-142, 84/03/09 , 8403 1 90010 


8403170157 Forwards IE ltr sent to licensee re proposed Tsneuel 
of OL W/o end 

WOODHEAD, C P Hearing Branch 4 84/03/14 HIR3CH, D Affiliation 

Not Assigned lp 22668 354 24X Flche 50-142, 84/03/ 14, 0403170137 


8403200021 Summarizes 840307 press conference where CG Young announced 
that UCLA reactor shut down for repairs b would remain shut 
down through Olympics tc possibly thereafter 

BAY. J H. Committee to Bridge the Gap BAY.J H Nuclear Law Center 
04/03/14 FRYE.J H , BRIGHT, GO . LUEBKE, E A Atomic Safety and 
Licensing Doard Panel 3pp 22678 355 24X Flche 00- 142, 84/03/ 1 4. 

0403200021 


B403170177 Requests notification of accuracy of Washington Post 040310 
article indicating that reactor will close during Summer 
Olympics to avoid possibility of terrorist attack Article 
end 

FRYE. J H Atomic Safety and Licensing Board Panel B4/03/15 
CORMIER, W H California. Univ of, Los Angeles. CA 2pp 
22671 165 24X Flche 50-142. B4/03/15, 8403190177 


8403010233 Affidavit of JR Miller in response to Cunvsittee to Bridge 
the Gap allegation that verification that reactor radiation 
was 100 rem/b at 3-ft, unshielded, was untrue 
MILLER, J R Operating Reactors Branch 3 B4/01/07 3p p 

22432 130 24X Flche 30- 1 42. B4/OI/IO, 84030 10249 


- 840301-0253 Affidavit af RE Carter verifying that JR Miller 6 author 
performed calculations in early 19BI to assess radiation 
level of reactor core 

CARTER, R E Standard i la 1 1 on & Special Projects Branch 04/O1/Q7 

6pp 22432 133 24X Fiche 50-142,84/01/10.0403010240 


8403010260 Affidavit of DM Carlson showing that statement in 1777 
meeting did not contradict truth of 010407 affidavit re 
necessity of sabotage protection at nonpower reactors 
CARLSON. D M NRC - No Detailed Affiliation Given B4/01/10 Bpp 
22432 1 57. 24X Fiche 50- 1 42, B4/01/10. 84030 1 024S 


—8403010263 Affidavit of DM Carlson re areas requiring controlled access 
to comply w/!0CFR73 Security sys sufficient to comply 
W/10CFR73 67 b no requirement eiists for guard, metal or 
eiplosive detectors Certificate of Svc end. 

C 5^ L T-? f< ' 0 M Physical Security Licensing Branch 81/04/17 iSep 
22432 167 24x Fiche 30-142,04/01/10,8403010240 


Affidavit of GQ Nelson re B30628 physical inventory of SNM 
NELSON, s B Region 3, Office of Director 84/01/07 20pp 
22432 186 24X Fich* 50- i 42. 84/Oi /tO, 04O3QIO24B 

i34 ?ou^ 0 ?So/ O^U^, ^ , * nUre "• CDrd 0f in.p r.pts for 

1973-1763 provided by Region V W/o end. 

Hearing Branch 4 84/03/07 FRYE.J H. BRIGHT. G 0 , 

* Atomic 5*frty 4nd Lie* mfcinfl Board Pjn*J J » 

22633" Ofl 4 24X Rich*. 50-142. 94/03/ 0?i 8403 1 40064 ? 


8403140087 Response t0 ASLB S40224 order indicating concerns on 
p i a " 1 ' * ecurit, J *nsp repts re sabotage matters 
If 5° nt * 1 ' tlor ’ XX fc directing uoJv & staff to respond 

by B40307 Certificate of Svc end. P 

California, univ of. Los Angeles. CA B4/03/07 
Atomic Safety and Licensing Board Panel 130pp. 22623 175 say 

Fiche 50-142, 84/03/09, E 4 031 40087 3 =4X 


8403210027 Notifies Df appraisal of Ofc of IE re protection against 
sabotage U IE Insp Rept 90-124/83-01 for Virginia 
Polytechnic Inst re insp for radiological sabotage 
Related correspondence 

WOODHEADjC P Hearing Branch 4 84/03/16 FRYE, J H . BRIGHT. 0 Q . 

LUEBKE, E A Atomic Safety and Licensing Board Panel. Ip 
22706 337 24X Fich# 30-142,84/03/16,8403210027 


B40326Q3B0 Responds to 840313 Inquiry re info reported in 840310 
Washington Post article Reactor will remain shut down until 
after Olympic Games Barricades 6 armed guards planned 
Related correspondence 

CORMTER.w H California, Univ of, Los Angelas. CA. DSD 083 
04/03/20 FRYE, J H , LUEBKE, E A , BRIGHT. G 0 Atomic Safety and 
Licensing Board Panel 2pp 22760,140 24X Flche; 30- 142. 84/03/80. 

0403260300 


B4Q3260003 Memorandum k order ruling on Committee to Bridge the Cap 
objections to rebuttal testimony Served on 840323 
LUEBKE. E A , BRIGHTiG 0 , FRYE,J H Atomic Safety and Licensing 
Board Panel DBB 002 B4/03/22 Committee t D Bridge the 0«» 

31pp 2274B 313. 24X Fiche 30-142,64/03/22,8403260003, 


8403260365 Requests that review of 8ECY-B3-300 re staff proposal to 
eliminate sabotage protection requirement* for research 
reactors await completion of Qfc of Inspector b Auditor 
investigation W/o ends Related correspondence 

H1RSCH. D Government Accountability Project. DBB Iqs 84/03/83 
PALLADINO. GILINSKY. ROBERTS Commi isloner* 2pp. 32760 077 B4Y 
Fiche 50-142,84/03/23,0403260365 ' * 


P Operating license stage documents L correspondence 


840307041 E Forwards chronology of licenses act ivi ties, ind lea tin# 
relicensing, intervenor << hearing highlights 


BERNARD, H 
THOMAS. C D 
22367 013 


Standard! jation l< Special Projects Branch. 84/03/01, 
Standardization 6 Special Projects Branch 7po 
24X Fiche 30-142, 84/03/01,8403070412 
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DOCKET 50-146 BAXTON NUCLEAR EXPERIMENTAL FACILITY 


J Insurance It indemnity Information 


84032B0064 Forwards Endorsement 91 to Policy NF-164, Endor sements 71 fc 
74 to NELIA Policy NF-220. Endorsement 61 to MAELU Policy 
MF-73 6 Endorsements 02 8. 03 to NELIA Policy NF-I07 
HDFFMAN, J Marsh *, McLennan. Inc 04/03/22 DINITZ, I Assistant 
Director for State 4, Licensee Relations 7pp 22776 337 24X 

Flche 30-146.84/03/22,6403200064 


DOCKET 30-153 BIO ROCK POINT NUCLEAR PLANT 


F Security, medical, emergency Si fire protection plans 


6403070229 Rev 42 to emergency plan implementing procedures, Vol 9A 
* Consumers Power Co 84/02/20 4pp 22371 240 24X 

Flche 30-133,84/02/23,0403090227 


B40309021B Forwards evaluation rapt of offsite radiological emergency 
preparedness exercise conducted on 830726 Deficiencies 
observed did not detract from overall demonstrated 
capability to protect public 

KRIMM, R W Federal Emergency Management Agency 84/03/06 
JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post B30103> 7pp 22371 142 24X Flche 30-133,84/03/06, 

840307021B 


— 0403090221 Evaluation of State of MI, Charlevoix S< Emmet Counties 
offsite radiological emergency preparedness exercise for 
Big Rock Point Nuclear Power Station 

# Federal Emergency Management Agency 03/07/26 43pp 
22371 149 24X Flche 30-133,64/03/06,8403090218 


8403120097 Extends Invitation to attend 640323 regional workshop In 
Rosemont, IL re 10CFR30, App R safe shutdown requirements. 

Workshop will cover subjs described in IE Info Notice 64-09 

Si provide add! guidance in safe shutdown analyses 

9PESBARD, R L. Division of Engineering 84/03/06 DEWITT, R B 

Consumers Power Co 3pp 22338,160 24X Flche 30-133,64/03/06, 

8403120097 


B403220021 Forwards exemption from requirements of Section III 0 3 of 
App R to 10CFR30 re fire detection Si fixed fire suppression 
sys In areas for which alternate shutdown capability 
provided, in response to util 831020 ltr. 

CRUTCHFIELD, D, Operating Reactors Branch 3, 84/03/20 

VANDEWALLE, D. d Consumers Power Co 3pp 22713.343 24X 

Flche 30-133, B4/03/20, 8403220021 


— 8403220023 Exemption from requirements of Section III 0 3 of App R to 
10CFR30 re fire detection li fixed fire suppression sys in 
areas for which alternate shutdown capability provided 
EISENHUT, D 0 Division of Licensing. 84/03/20 Consumers Power 
Co 4pp 22713 348 24X Flche 30-138,84/03/20,8403220021 


<? Adjudicatory correspondence 


6403010203 Forwards licensee S40120 L 24 Itrs on Chrlsta-Mar ia 
Subcontention 9(6) which question* adherence to guidance of 
NURE0-0737 re radiation monitoring sys. Related 
correspondence, 

OALLO, J Isham, Lincoln t< Beale GALLO, J Consumers Power Co 
84/02/27 BLOCH, P B , PARIS, 0 H , SHON, F J Atomic Bafety and 
Licensing Board Panel 4pp 22435,283 24X Flche' 30-133, 84/02/27, 

8403010203 


0403060188 Forwards replies to J O'Neill 840207 It 09 proposed findings 
on Contention II-D 1 issues other than aircraft contention 
FURSE, M. C. Isham, Lincoln & Beale FURSE, M C Consumers Power Co 
64/03/01 BLOCH, P. B , PARIS, 0, H , SHON, F J Atomic Safety and 
Licensing Board Panel, lp. 22919 118 24X Flche 90-199,84/03/01, 

8403060 IBB. 


— 6403060192 Reply opposing J O'Neill 840207 proposed findings of fact on 
O'Neill Contention II-D re aircraft harerds 
OALLO, J , COPELAND, V Consumers Power Co OALLO, J Isham, 

Lincoln & Baala. 84/03/01. 21pp 22319 119 24X 

Flche. 90-199,84/03/01, 84030601 BB, 


— 8403060202 Reply opposing J O'Neill proposed findings of fact on 'Issues 
other than aircraft contention Findings lack merit l< have no 
baeis in record Certificate of Svc end 

OALLO, J , FURBE, M C Consumers Power Cd OALLO, J Isham, Lincoln 
it Beale 84/03/01 22pp 22919 140 24X Flche. 30-199, B4/03/01, 

84 03060 IBB. 


6403140096 Forwards NRC response to Intsrvenor J O'Neill proposed 
findings of fact on Contention IID re aircraft crashes, 
seismic crane 6 pool concrete integrity 

GODDARD, R J Hearing Branch 3 84/03/01 BLOCH, P B , PARIS, OH , 

SHON, F J Atomic Safety and Licensing Board Panel 3p p 22621 338 
24 X Flche 30-193,84/03/01,6403140096 


— 8403140099 Response to Intervenor J O'Neill proposed findings of fact 
on pool concrete Integrity, seismic crane & aircraft haiards 
contentions Proposed findings unfounded based on sample 
si is & analysis completeness 

BACHMANN, R a Hearing Branch 1 CDDDARD, R J Hearing Branch 3 
84/03/01 12pp 22621 341 24X Flche 30-133,84/03/01,6403140096 


S403120033 Notice of appearance in proceeding Certificate of Svc enc 1 
FURBE, M C Consumers Powsr Co 04/03/03 3pp 223B9 267 24X 

Flche 30-133,04/03/05,8403120033 


B403080110 Memorandum & order reopening record on B-52 bomber crash 
probability Staff review of 1980 USAF analysis shall be 
filed by 040405 

BLOCH, P B , PARIS, 0 H , SHON, F J Atomic Safety and Licensing Board 
Panel 84/03/06 Office of the Executive Legal Director 6pp 
22539 267 24X Flche 30-133,04/03/06,0403030110 


8403090132 Memorandum clarifying ABLB S40306 order (LDP B4-12A) 
reopening record on B-32 bomber crash probability 
Probability of crash on Beythors Range or overflight of 
facility need not be calculated 

BLOCH, P B , PARIS, 0 H , SHON, F J Atomic Safety and Liceneing Board 
Panel 84/03/08 3pp 22373 123 24X Flche 30-133, B4/03/0B, 

8403090132 


0403190004 Forwards HMM Assoc, Inc rsvissd rept, "Evacuation Time 
Estimates for Areas Near Dig Rock Point “ Related 
correspondence 

OALLO, J Isham, Lincoln t< Deale OALLO, J Consumers Power Co 
84/03/13 BLOCH, P B , PARIS, 0 H , SHON, F J Atomic Bafsty and 
Licensing Board Panel 130pp 22665 001 24X Fiche 30-133, 

84/03/13, B403I90004 


B403200130 Petition to reconsider & vacate 040306 It 07 order* & find 
Detourne testimony re 1980 risk analysis to be reliable St 
probative evidence Certificate of Svc end 

OALLO, J Consumers Power Co OALLO, J Isham, Lincoln It Beale. 
B4/03/16 9pp. 22699 164 24X Flche 30-133,84/03/16.0403200130 


8403260360 Response apposing licsnsee 040301 introduction It motion to 
strike Reasonable amount of time to supply more transcript 
citation* rsquestsd If 840209 filing found deficient Related 
correspondence 

O'NEILL, J O'Neill, J DSD 004 84/03/16 Atomic Bafety and 

Licensing Board Panel 2pp 22760 262 24X Flche 30-153, 04/03/16, 

8403260360 


0403200333 Response to licensee 840316 petition for reconsideration 
of ABLB unpublished 840306 memorandum i< order reopening 
hearing record on O'Neill Contention 1 1— D Notice of 
appearance l< Certificate of Svc end 

PATTERSON , U F Hearing Branch 3 DSD 133 04/03/23 6pp 

22787 204 24X Fiche, 30-133, 84/03/23, 8403280333 


I Financial Information 


8403190071 Annual Financial Rept far 1983 W/840312 ltr 

BELBY, J D , FOLAHEE, J B , PERRY, P A Consumers Power Co B3/12/3I 
0 1 AMBU880, A Division of Llcenflng 34pp 22666, 136 24X 

Fiche. 30-000, B3/12/31, B403190071 


P Operating license stage documents tt correspondence 


8403030003 Forwards notice of consideration of Issuance of amend to 
License DPR-6 re radioactive Iodine coolant concentre 1 1 on 
1 Imi ts, 

CRUTCHFIELD, D Operating Reactors Branch 3, 04/02/22 

VANDEWALLE, D. J Consumers Powsr Co 4pp 22490 063 24X 

Flche 30-133, B4/02/22, 8403030003 


— 8403030006 Notice of consideration of issuance of amend to License 
DPR-6 It proposed NBHC determination It opportunity for 
hearing bated on 831216 request re radioactive iodine 
coolant concentration limits 

CRUTCHFIELD, D Operating Reactors Branch 3 84/02/22 7pp 

22490 069 24X FI Che, 30-1 S3, 04/02/22, B403030003 


8403030121 Forwards notice of consideration of issuance of amend to 
License DPR-6, bated on 011213 S< revised 831216 applications 
Amend changes Tech Specs re stack gas monitoring sys 
CRUTCHFIELD, D Operating Reactors Branch 3 84/02/22 

VANDEWALLE, D J Consumers Power Co 4pp 224BB 032 24X 

Fiche 30-133,84/02/22,0403050121 
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64-03060039 Board Notification 94-041 forwards util B40202 Updated 
proposed resolutions It c ontn tmenfcs per integrated assessment 
of plant Several issues under litigation before ASLB re 
proposed etpansion of spent fuel pool storage capacity 
MIRAGL1A.F J Assistant Director for Safety Assessment 64/02/24 
BLOCH> P J3 , PARIS. 0 H . SHON. F J Atomic Safety and Licensing Board 
Panel 5pp 22548 263 24X Fiche 30-135.84/02/24,8403060039 


B403060356 Advises tlvat justification of unlimited or limited use of 
purge ays during normal operations will not be pursued Sys 
will only be operated during cold shutdown condition Info 
reguested in NRC 640126 I tr no longer required 
JOHNSON. 0 D Consumers Power Co 84/03/01 CRUTCHFIELD. D 
Operating Reactors Branch 3 ip 22319 206 24X 

Fiche 30-133, 84/03/01, B403060336 


8403060321 Forwards request for addl info re updated inservice testing 
program for pumps 6 valves. described in 830121 ltr 
Conference call to discuss items requested 
CRUTCHFIELD, 8 Operating Reactors Branch 5 84/03/02 

VANDEWALLE, D J Consumers Fewer Co 6pp 22313 116 24 X 

Fiche 30-153,84/03/02,8403060321 


B4Q3040210 Advises that util 640220 proposed variance for high-range 
stack gas monitors unacceptable Sys should be modified to 
meet display guidance of NUREQ-0737, 1 tern II F Mil. "Addl 
Accident Monitoring Instrumentation 

CRUTCHFIELD. D Operating Reactors Branch 3 84/03/07 

VANDEWALLE. D J Consumers Power Co 5pp 22974 338 24X 

Fiche 30-000,84/03/07.8403090210 


8403160122 Summary of 640222 meeting w/utll in Bethesda.MD re 840202 
submittal updating integrated assessment Conclusions on 
listed items provided 

EMCH. R L Operating Reactors Branch 5 84/03/13 Operating 

Reactors Branch 5 4pp 22632 020 24X Fiche 30-135,84/03/13, 

8403160122 


0403150275 Generic Ltr 84-07 to all licensees of BWRs re procedural 
guidance for pipe replacement at BWRs Bvc list end 
E 1 SENHUT , D 0 Division of Licensing B4/03/14 Commonwealth 

Edison Co 20pp 22823334 24X Fiche 30-000,84/03/14,8403130275 


840330030B Board Notification 04-034 forwards NRC evaluation t< 
conclusion re util variance from NUREG-0737 guidance 
concerning high range stack gas monitor 
i 7MI Item I 1 F l 1 ) 

HIRAGLIA.F J Assistant Director for Safety Assessment 94/03/14 
BLOCH, P B ■ PARIS. O H . SHON, F J Atomic Safety and Licensing Board 
Panel 7pp 22B44 282 24X Fiche 90-i 33, B4/03/1 4, 040 3300308 


B40319017B Forwards safety evaluation approving util response to 
NUREG-0737, Item II K 3 44, "Evaluation of Anticipated 
Transients W/Stngle Failure to Verify No Fuel Failure “ 

Issue resolved 

CRUTCHFIELD, D Operating Reactors Branch 3 84/03/13 

VANDEWALLE. D J Consumers Power Co 6pp 22671 L67 24X 

Fiche 50-135, 34/03/13, B4031901 78 


6403200177 Forwards comparison of proposed radiological effluent Tech 
Specs (RETS) w/model BWR RETS tc comparison ef proposed 
offsite dose calculation manual w/NRC generic guidelines 
It NURE0-0I33 

CRUTCHFIELD. D Operating Reactors Branch 3 04/03/13 

VANDEWALLE, B J Consumers Power Co 137pp 22697 206 24X 

Fiche 30-133, B4/03/ 1 5, 8403200177 


□403230143 Forwards corrected safety evaluation, re NUREQ-0737. 
Item II K 3 44, "Evaluation of Anticipated Transients 
w/Sing 1 e Failure to Verify No Fuel Failure " I tern resolved 
for facility 

CRUTCHFIELD. D Operating Reactors Branch 5 B4/03/22 

VANDEWALLE, D J Consumers Pqwbt Co 3pp 22730 142 24X 

Fiche 50-153. B 4/03/ 22, 8403230143 


6403270106 Forwards BER for SEP outstanding hydrologic issues 
Identified during review of integrated plant safety 
assessment rept (NUREG-0B28) Issues include local plant 
flooding from pfip L flood emergency plan 
CRUTCHFIELD, D Operating Reactors Branch 5 84/03/22 

VANDEWALLE, D J Consumers Power Co 3pp 22774 032 24X 

Fiche 50-155, 84/03/22, 8403270106 


— 6403270113 SER re SEP outstanding hydrologic issues PMP flooding would 
not cause failures of sys required for safe shutdown 
* Office of Nuclear Reactor Regulation. Director 34/03/22 6pp 
32774 Ain --w - -,e* 30-133, 04/03/22, 8403270106 


8403280034 Summary of 640314 meeting w/util tt 1NEL in Dethesda.MD re 
environ equipment qualification (EEQ) for facility Util will 
submit analyses re general profile St temp spike E< addl info 
concerning EEQ by 040306 Viewgraphs end 

EKCH.R L Operating Reactors Branch S 84/03/26 Operating 
Reactors Branch 3 21pp 22777 023 24X Fiche 50-1 33, B4/03/26, 

9403280034 


8403290197 Responds to NRC request far graphic representation of info 
on revised Table 4-1, "Hydrostatic Test Pressure/Temp 
L Imi ts, Hea tup Pressure Temp Limits St Cooldown/Temp Limits," 
per 631024 Tech Spec change request Graphs encl 

KRICH, R M Consumers Power Co 84/03/26 CRUTCHFIELD, D Operating 
Reactors Branch 5 4pp 22B01 024 24X Fiche 50-133,84/03/26, 

B4032901 B7 


B4 03290249 Submits addl info re containment water level & pressure 
monitoring sys, per B40312 request Power supply voltage 
variations effect negligible on overall sys accuracy 

XR1CH, R M Consumers Power Co 84/03/26 CRUTCHFIELD, D Operating 
Reactors Branch 5 lp. 22800 042 24X Fiche 50-155,84/03/26, 

8403590249 


Q Inspection reports, IE Bulletins J< correspondence 


B401 190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits St Annunciation " Svc list 
encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York. Inc 115pp 22909 239 24X Fiche. 50-000, 84/02/28, 8401190072 


8403120131 Responds to IE Bulletin B3-07, "Apparently Fraudulent 
Products Sold by Ray Miller, Jnc “ Purchase order records for 
1975-79 reviewed it 14 suspect purchase orders found No metis 
supplied on orders purchased from Ray Miller, Inc 

JOHNSON, B D Consumers Power Co 04/03/01 KEFPLER, J 0 Region 3. 
Dfficc of Director 2pp 22580 238 24X Fiehs 50-000.84/03/01, 

B403I2O13J 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT h NSC " Bvc list encl 

GRACE, J N Division of OA, Safeguards 6 Inspection Programs (Poet 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22532 329 24X Fiche 50-000, 84/03/02, B402090007 


8402090008 IE Info Notice 94-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list and 

JORDAN. E t- Division of Emergency Preparedness St Engineering 
Response (Post 630103) B4/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22353 090 24X Fiche 50-000,84/03/02,8402090008 


8402090009 IE Info Notice 94-15, “Reporting of Radiological Releases 1 
Bvc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) B4/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22553 217 24X Fiche 50-000,84/03/02,8402090009 


0402090011 IE Info Notice 94-17. "Problems W/Liquld Nitrogen Cooling 
Components Below Mil Ductility Temp “ Svc list encl 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 94/03/05 Consolidated Edison Co of Now 

York- Inc 117pp 22 5 5 3 3 3 0 24X Fiche 50-000, 84/03/05, B40209001I 


8402090024 IE Info Notice 94-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) B4/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22639 049 24X Fiche 50-000,84/03/07,8402090024 


0402090023 IE Info Notice 94-18, "Stress Corrosion Cracking in PUR 
Sys ” Svc list and 

JORDAN, E L Division of Emergency preparedness S, Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc 1 18pp 22384 196 24X Fiche 50-000, 84/03/07, B4O2G90O28 


8402090031 IE Bulletin 04-02, “Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys ” Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York. Inc 

134pp 22023 094 24X Fiche 50-000, 84/03/ 1 2, B40209003 1 


0402090043 IE InPo Notice 84-19. “Two Events Involving Unauthori j ed 
Entries Into PUR Reactor Cavities " Svc list encl 
JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 94/03/21 Consolidated Edison Co of New 

York, Enc 1 23pp 22823 229. 24X Fiche 50-000, 84/03/21, 8402090043 



DOCKETED ITEMS 


17 


8402090044 IE Info Notice 84-20. "Svc LiPe of Relags in 8a f e tg-Re la ted 
By» " Svc list end 

JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc 139pp 22933 001 24X Flc he 30-000, B4/03/21 . 8402090044 


R Periodic operating report* 4, related correspondence 


8403000131 "Semiannual Radioactive Effluent Release Rept. Jul-Dec 1983 
W/840229 Itr 

KRICH, R M Consumers Power Co 83/12/31 KEPPLER, J G Region 3, 
Office of Director 12pp 22539 lf>6 24X Fiehe 50-135.83/12/31. 
0403000131 


8403000141 “Annual Operating Rept Occupational Exposure, 1983 " W/840229 
1 fcr 

KRICH, R M Consumers Power Co 83/12/31 KEPPLER. J G Region 3, 
Office Of Director 4pp 22539 223 24X Fiche 50-159,83/12/31, 

8403080141 


04O3O2OQB0 Monthly operating rept for Jan 1984 W/840203 Itr 
BALCH. L L , HOFFMAN, D P Consumers Power Co 84/01/31 7pp 
22442 292 24X Fiche 50-133,84/01/31,8403020088 


8403300132 Corrected monthly operating rept for Feb 1984 W/840307 Itr 
EALCH, L. , HDFFMAN, D P Consumers Power Co 84/02/29 2pp 
22819 330 24X Fiche 30-133,84/02/29,0403300132 


E Reportable occurrences, LERi it related correspondence 


84030B0249 Confirmatory action Itr re problems w/Anchor-Dar 1 ing valves 
used in reactor depressurization tys Caused by Increased 
closing air pressure to 130 psig resulting in binding Addl 
• earn St testing required 

KEPPLER, J 0 Region 3, Office of Director 04/03/02 REYNOLDS, J W 
Consumers Power Co 2pp 22336 291 24X Fiche 50-133,04/03/02, 

840300024? 


8403120078 Updated PNO-I I I-B4-020A three reactor depressurization sys 
valves failed Caused by binding of disc In seat resulting 
from Increase In closing air pressure Reactor restarted & 
in situ testing conducted 

DEFAYETTE, R Region 3, Office of Director 84/03/06 lp 
22306 303 24X Fiehe 30-133,84/03/06,8403120078 


8403270066 LER 84-001-00 on 840228, three of four reactor 
depressurization sys isolation valves failed to operate in 
open position Caused by increased air supply pressure to 
gate valve Air pressure reduced W/840322 Hr 

CASTIOLIONE, L , KRICH, R M Consumers Power Co 84/03/22 7pp 
22766.233 24X Fiche 30-133,84/03/22,8403270066 


DOCKET 30-136 UNIV OF WI BOONS IN RESEARCH REACTOR 


H General correspondence 


0403200020 Informs that JA Franzen S< GC Penn removed from appointments 
as reactor operators at facility 

MATUSEWIC, 8 M Wisconsin. Unlv of, Madison, WI 04/03/13 
Standardization tt Special Projects Branch lp 22698 334 24X 

Fiche' 30-136, 84/03/13,8403200020 


DOCKET 30-166 UNIV OF MARYLAND RESEARCH REACTOR 


P, Operating license stage documents i< correspondence 


8403210124 Application for renewal of License R-70 All future 
correspondence re license should be addressed to F Kerr, 
TOLL, J 0 Maryland, Unlv of, College Park, MD 04/03/13 
THOMAS, C Q Standardization it Special Projects Branch lp. 
22707' 183 24X Fiche. 30-166, B4/03/13, B403210124 


--8403210126 Tech Specs for Unlv of Maryland training reactor 
« Maryland, Unlv of, College Park, MD 84/03/13 42pp 
22707 1S6. 24X Fiche 30-166,84/03/15,8403210124. 


DDCKET 30-170 NATIONAL NAVAL MEDICAL CENTER 


Q Adjudicatory correspondenco 


8403190182 Order granting joint motion for approval of stipulation S. 
withdrawal of intervener, llcansee it NRC motions for 
summary disposition Adjudicatory proceedings dismissed 
HOYT. H F Atomic Safety and Licensing Board Panel. 84/03/13 
Office of the Executive Legal Director 3pp 22670 320 24X 

Fiche' 30-170, 84/03/13, 8403190182 


DOCKET 30-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


R Periodic operating reports {< related correspondence 


8403230012 "Annual Decommission Rept, 1983 " W/840320 Itr 

FLEISCHMANN, R Ph 1 1 ode 1 p h-ia El ec tr i c Co 03/12/31 STOLZ, J F 

Operating Reactors Branch 4 2pp 22727 337 24 X 

Fiche 30-171, B3/12/31. 8403230012 


W Decommissioning Stage Documents It Correspondence 


B403230012 "Annual Decommission Rept, 1983 " W/840320 Itr 

FLEISCHMANN, R, Ph 1 1 ade 1 p h 1 a El ec tr i c Co 83/12/31 STOLZ, J F 
Operating Reactors Branch 4 2pp 22727 337 24X 

Fiche 30-171,03/12/31,8403230012 


DOCKET 30-102 PURDUE UNIV RESEARCH REACTOR 


F Security, medical, emergency 8, fire protection plans 


0403190211 Forwards IE Safeguards Insp Repts 30-102/84-01 fc 
70-0132/84-01 on 840216-17 No noncompliance Identified 
AXELSON, W L Region 3, Office of Director B4/03/14 LYKCJUDIS, P 
Purdue Unlv , West Lafayette, IN 2pp 22671 109 24X 

Fiche 30-182,84/03/14,6403190211 


Q Inspection reports, IE Bulletins it correspondence 


040319021 1 Forwards IE Safeguards Insp Repts 50-182/B4-01 t< 
70-0132/84-01 on 840216-17 No noncompl lance Identified 
AXELSON, W L Region 3, Office of Director 84/03/14 LYKOUDIS, P 
Purdue Unlv , West Lafayette. IN 2pp 22671 109 24X 

Fiche 30-182,84/03/14,8403190211 


DOCKET 30-185 PLUM EROOK REACTOR - MOCK-UP 


R Periodic operating reports it related correspondence 


8403060403 Forwards "Annual Status Rept for 1903, 11 per 810516 
dismantling order 

RICHLEY, E A , BOITEL, E C National Aeronautics it Space Admin 
84/03/01 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22910 292 24X Fiche 90-030,84/03/01,0403060403 


— 8403060410 "Annual Status Rept for 1983 " 

* National Aeronautics & Space Admin B4/O2/06 Qpp 22310 294 
24X Fiche 30-030,04/03/01.0403060403 


DOCKET 30-201 WE8T VALLEY REPROCESBING PLANT 


0 Adjudicatory correspondence 


6402220137 Order eztending time until 64022B for Commission to act to 
review Director's Decision DD-83-14 

CHILK, S J Office of the Secretary of the Commission 84/02/21 
Commissioners lp 22337 362 24X Fiche 30-000,84/02/21, 

8402220137 


0403010230 Order extending time until 840303 for Commission to act to 
review Director's Decision DD-83-14 & 031029 decision 
denying request of Environ Policy Inst 

CHILK, S J Office of the Secretary of the Commission 84/02/20 
Commissioners lp 22434 210 24X Fiche 30-000,84/02/20, 

8403010230 


8403090069 Informi that Commission unanimously declined to review 
Director's Decision DD-83-14 Time provided by NRC 
regulation* within which Commission may act to review 
expired Decision became final agency action on 840303 
CHILK, 8 J Office of the Secretary of the Commission 84/03/00 
CELEBREZZE, A J Ohio, State of 2pp 22373 330 24X 

Ficha 30-000,84/03/00,0403090069 


0403090074 Informs that Commission unanimously declined to review 
Director's Decision DD-83-14 Time provided by NRC 
regulations within which Commission may act to review 
expired Decision became final agency action on 840305 
CHILK, 8 J Office of the Secretary of the Commission 84/03/08 
MILLAR, F Environmental Policy Institute lp 22373 292 24X 

Fiche 90-000,04/03/08,0403090074 
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0403090113 Inform* af Commis* Ion decision not to review Director'* 
Decision DD-S3—14 Tims for Commission to act expired on 
840305 W/o end 

CHILK.8 J Office of the Secretary of the Commission 04/03/08 
RESNIKOFF. M Sierra Club Ip 22574 079 24X 

FI che 50-000, 34/03/08. B403090 113 


DOCKET 90-204 SAN ONOFfiE NUCLEAR STATION, UNIT 1 
F Security, medical, emergency & fire protection plans 


0402030330 Forwards revised “Emergency Plan Implementing Procedures, 
San Onofr e Nuclear Generating Station, Uni ts 1,2 4 3 ’’ 

CRDYjP A Southern, California Edison Co B4/QI/27 NRC - No 
Detailed Af f i 1 iatien Given Ip 22044 013 24X 

Firhe 90-204,04/01/27,8402030338 


- 9402030344 Revised "Emergency Plan Implementing Procedures, 9an Onofre 
Nuclear Generating Sta t ien, Uni t » 1,2 4 3" 

ANDERSON. C R , PATRISBI.G A Southern California Edison Co 
04/01/27 523pp 22064 015 24X Ficbe 50-206, B4/01 /27, 

0403030330 


3403050140 Forwards "Evaulation of Southern California Edison 
Si te -Spec 1 f 1c Offsite Radiological Emergency Preparedness 
Prompt Alert 4 Notification Sys Evaluation 11 Bye adequate to 
aleTt It notify public In event of accident 
SPECK, 0 W Federal Emergency Management Agency 64/01/31 
DIRCKB, W J Office of the Executive Director for Operations ip 
22407 314 24X Fiche 50-206,04/01/31,8403050148 


■0403090172 "Evaluation of Southern California Edison Si ke-9p ec 1 f 1 c 
Offsite Radiological Emergency Preparedness Prompt Alert 4 
Notification 8ys " 

* Federal Emergency Management Agency 04/01/05 6tpp 
22407 319 24X Ficbe 50-204,04/01/31,6403050146 


0403150031 Revs tb emergency plan implementing procedures, Inc 1 udlng 
EPIP S0123-VIII-0 202, "Assignment of Emergency Response 
Personnel" 6 S023-VIII-I, "Recognition t< Classification of 
Emergencies " w/040227 Itr 

DENNETT, D D . PEACDFUD H , CR0Y, P A Southern California Edison Co 
04/02/15 6Spp. 22643 207 24X Fiche 30-206, 64/02/1 5, 6403 13003 1 


6402230176 Forward t revised State of CA nuclear power plant emergency 
response plan 

MEDFORD, M 0 Southern California Edison Co 04/02/16 
EIBENHUT, D Q Division Of Licensing 383p p 22333 00 i 24X 
Fiche 50-000,04/02/16.8402230176 


--B403020117 Revised State of CA nuclear power plant emergency reiponse 
p lan 

* California, State of 83/04/30 2901pp 22353003 24X 

Fiche 50-000,04/02/16,0402230176 


0403050127 Forwards exemption from 10CFR50, App E, Section IV F 1 re 
requirement for state & local participation in annual 
emergency plan exercise scheduled for B40229 
E1EENHUT.D 0 Division of Licensing 84/02/29 BASKIN, K P 

Southern California Edison Co 3pp 22409' 145 24X 

Fiche 50-206,84/02/29,8403050127 


—0403090132 Exemption from JOCFR-SO, App E, Section IV F 1 re requirement 
far state t< local participation in annual emergency plan 
exercise scheduled for 040229 

MIRASLJA.F J Division of Licensing 04/02/29 southern 
California Edison Co 3pp 22409 160 24X Fiche 50-206,84/02/2?, 

0403050127 


0403270256 Forwards Rev 12 to physical security plan Rev withheld 
fref t QCFR73 21 > 

HAYNEB, J 0. Southern California Eiflson Co 64/03/07 MARTIN, J B 
Region 5, Office of Director 2pp 22772 031 24X 

Fiche 50-206,84/03/07.0403270256 


0403200097 Informs that emergency operations facility KVAC control 
logic mod & procedures necessary to implement HVAC Isolation 
completed prior to 040229 commitment date 
MEDFORD, M O, Southern California Edison Co 64/03/14 
EIBENHUT, D 0 Division of Licensing ip 22699 095 24 X 

Fiche 50-206 , 84/03/14, 8403200097. 


8403220010 Forwards "Updated Fire Haiardt Ana ly* i s, Vole 1-4." 

BABKIN, It P Southern California Edison Co B4/03/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lOpp 22739 238 
24 X Fiche 50-206,84/03/19,0403220016 


— B403R20024 "Tests for Fire Protection for Complete Fire Engulfment of 
Cable Trays & Conduits Containing Grouped Electrical 
Conductors, Test Rept on Kaouool " 

CHA1LLE.C E Southern California Edison Co 70/10/24 7pp 
22735 240 24X Fiche 30-206,84/03/19,8403220018 


— 8403220027 "Updated Fire Haxards Ana ly s 1 s, Vo l s 1-4 " 

* Southern California Edison Co 84/03/19 U78pp 22735 341 
24 X Fiche 50-206,04/03/19,8403220018 


8403270205 Discusses Southern California Edison submittal of 1903 
revised State of CA emergency response plan on behalf of all 
State of CA p lants, inc orp orating plan into Diablo Canyon 
Add! planning info will not be developed for Humboldt Bay 
SCHUYLER, J □ Pacific Oat U Electric Co 04/03/22 DENTON, H R 

Office of Nuclear Reactor Regulation, Director ip 22772 137 24X 

Fiche 50-000,84/03/22,0403270205 


8403280030 Responds to NRC fire protection review OF Installed mods 6 
two area* of nonconformance Corrective actions addl fire 
stop Installation expected to be complete prior to startup 
from pTesent outage 6 pressure verification retested 
MEDFORD, M 0 Southern California Edison Co 04/03/26 
CRUTCHFIELD, 0 Operating Reactors Branch 5. 2pp 22777 046 24X 

Fiche 50-206,04/03/26,8403280030 


0403290122 Forwards examples of data output from technical support ctr 
accident monitoring sy* computer, supplementing 831110 ltr 
re containment pressure, water level & hydrogen monitor 
Instrumentation, per NRC request 

MEDFORD, M 0 Southern California Edison Co B4/03/27 
CRUTCHFIELD, D Operating Reactors Branch 5 Spp 22006 357 24X 

Fiche 50-206,04/03/27,0403290122 


H General correspondence 


8403120036 Requests notification whether util committed In writing or 
orally to counter proposals or mods to intsgrated living 
schedule contained in Denton 640208 Itr to Baskin 
BR0N5K1 , D , MCDONALD, U E Sierra Club 84/03/05 CRUTCHFIELD, D 
Office of Nuclear Reactor Regulation, Director lp 22590 317 24X 

Fiche 50-206,84/03/05.0403120038 


8403160063 Requests that HQ Stoehr be removed from distribution list 
& that L Bernath be added 

HULSEY, S A San Diego Qas b Electric Co 84/03/12 EI8ENHUT, D 0 
Division of Licensing lp 22655 0B3 24X Fiche 50 - 2 0 6 , 84/03/12, 
0403160063 


J Insurance t, indemnity information 


8403060395 Forwards Endorsements 100 & 0B to NELIA Policy NF-146 J< 
MAELU Policy MF— 30, resp ec t i ve 1 y 

ROCCO, J Southern California Edison Co 84/02/29 DINITZ, I 
Office of Nuclear Reactor Regulation, Director 3pp 22S18 152 
24X Fiche 50-206,84/02/29,8403060395 


P Operating license stags documents t, correspondence 


8403020222 Notifies that Class III fee rather than Class II fee 
appropriate for review of Amend 72 to License DPR-13, since 
review involved consideration of tingle safety issue 
Remittance of addl sum requested 

DIGGS, R M License Fee Management Branch 04/02/27 RAY, H B 

Southern California Edison Co ip 22494 323 24X 

Fiche 90-206.84/02/27,8403020222 


04O316OO9B Summary of 840200 It 09 meetings w/Ut i l , Wooduar d/C 1 yde 
Consultants & Bechtel at site 4< in Los Angeles, CA, 
respectively,™ SEP Topics 11-4 F, "Settlement of 
Foundations & Buried Equipment" fc 1 1 1—6 

CHENO, T M Systematic Evaluation Program Branch 04/02/27 
GRIMES. C 1 Systematic Evaluation Program Branch 7pp 22662 268 
24X Fiche 90-206.04/02/27,0403160090 


8403060196 Notification of 840308 msetlng w/util In Bethesda.MD to 
discuss licensee 040227 revised integrated living schedule 
MCKENNA, E Operating Reactors Branch 5 04/03/02 CRUTCHFIELD, D 

Operating Reactor* Branch 5, 2pp 22513 355 24X 

Fiche 90-206,84/03/02.8403060156 


B 403070254 Notifies that info re BEP integrated atseisment originally 
scheduled to be submitted by 840305 will not be provided 
until 840330 due to necessity of further review 
KRIEGER.R W Southern California EdUon Co 84/03/02 
CRUTCHFIELD, D Operating Reactor* Branch 5 lp 22547 294 24X 

Fiche 50-206,04/03/02.0403070254 
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840309019S Discusses seismic evaluation of structural elements, par 
84020B Itr Yield displacement of steel beams should be used 
to calculate ductility factors instead of calculated plastic 
moment capacity of beams 

MIRAQLIA, F J Assistant Director for Safety Assessment 84/03/07 
BASKIN, K Southern California Edison Co 4pp 22375 143 24X 

FichB 30-206, B4/03/07, 8403090193 


8403130216 Forwards request for addl info re Proposed Changes 76 & 126 
to Tech Specs Info requested within 30 days of ltr date 
CRUTCHFIELD, D Operating Reactors Branch 3 B4/03/09 BASKIN, K P 

Southern California Edison Co 3pp 22614 103 24X 

Fiche 30-206, B4/03/09, B403130216 


8403160013 Forwards "Evaluation of Natural Circulation Cooldown Test 
Performed at San Onofre Nuclear Generating Station " Rept 
provides evaluation of applicability of results to Bt Lucie 
Unit 2 

WILLIAMS, J W Florida Power & Light Co 84/03/13 EIBENHUT. D 0 
Division of Licensing Ip 22632 179 24X Fiche 30-000,84/03/13, 

8403160013 


B40327Q33B Requests appropriate Class III fee for review of Proposed 
Change 123 to License DPR-13 dtd B30909 re purging & 
venting of containment 

MILLER, W 0 License Fee Management Branch 04/03/13 MEDFORD, M 0 
Southern California Edison Co 2pp 22787 346 24X 

Fiche 50-206, B4/03/13, B40327033B 


8403160291 Notifies that addl time required to process proposed 
Tech Spec changes re RCS heatup L cooldown curves Submittal 
expected by 040323 

KRIEGERjR W Southern California Edison Co S4/03/14 
CRUTCHFIELD, D Operating Reactors Branch 3 Ip 22660 123 24X 

Fiche 50-206,04/03/14,8403160231 


B403220001 Summary of S4O308 meeting w/utils In Bethesda, MD re licensee 
revised proposal for integrated living schedule submitted by 
940227 ltr List of attendees & agenda end 

MCKENNA, E Operating Reactors Branch 3 04/03/20 Operating 

Reactors Branch 3 37pp 22713 091 24X Fiche 30-206,04/03/20, 

8403220001 


8403220121 Forwards revised pages to 831213 submittal of radiological 
effluent Tech Specs, per 040131 telcon Bummary of changes 
1 i sted 

MEDFORD, M 0 Southern California Edison Co B4/03/20 
CRUTCHFIELD, D Operating Reactors Branch 3 2pp 22716 219 24X 

Fiche 30-206,04/03/20,8403220121 


— 9403220125 Revised pages to radiological effluent Tech Specs re 
radioactive gaseous effluent monitoring instrumentation 
* Southern California Edison Co 84/03/20 3pp 22716 221 24X 

Fiche* 50-206, 04/03/20, 0403220121 


8403230070 Notification of 84032S meeting w/util in Bethesda, MD to 
discuss util proposed integrated living schedule 

MCKENNA, E M Operating Reactors Branch 3 84/03/20 CRUTCHFIELD, D 

Operating Reactors Branch 5 2pp 22726 320 24X 

Fiche 30-206,04/03/20,8403230070 


8403290182 Responds to 840216 ltr re operability of 6-lnch butterfly 
valves used for containment venting Valves do not have to 
be closed when reactor not In cold shutdown or refueling 
mode 

MEDFORD, M 0 Southern California Edison Co 84/03/27 
CRUTCHFIELD, D Operating Reactors Branch 3 3pp 22003 326, 24X 

Fiche 30-206, B4/03/27, 8403290102 


0403290298 Provides justification why limiting use of 6-inch 
containment vent sys considered unnecessary Based on info 
provided, vent sys demonstrated capable of performing 
intended isolation function under transient conditions 
MEDFORD, M □ Southern California Edison Co 04/03/27 
CRUTCHFIELD, D Operating Reactors Branch 3 Spp 22000*037 24X 

Fiche, 30-206, 04/03/27, 0403290293 


Q. Inspection reports, IE Bulletins & correspondence 


B4O30SQ40B FOIA request for repts of imp carried out under Condition 2 
of Nuclear Energy Liability policies for facilities 
C ALSOYAB, C D Affiliation Not Assigned 04/02/07 Region 3, 
Office of Director, 4pp 22367 341 24X FI che: 30-000, 84/02/07, 

0 403000400 


0403060023 Forwards IE Insp Repts 30-206/93-28,30-361/03-43 i, 
30-362/03-42 on 831210-840121 No noncomp 1 iance noted 
B TSHOP, T W Division of Res ident, Reac tor Project & Engineering 
Programs B4/02/09 BASKIN, K P Southern California Edison Co 
2pp 22316. 2B3 24X Fiche 30-206, B4/02/09, B40306002S 


—0403060029 IE Insp Repts 30-206/03-28,30-361/83-43 !< 30-362/03-42 on 
031210-84012! No noncompliance or deviations noted Major 
areas inspected operational safety veri fication, power 
ascension transient testing t< malnt activities 
CHAFFEE, A E , STEWART, J P , D'ANGELO, A Region 3, Office of 

Director 84/02/07 13pp 22316 287 24X Fiche 30-206, B4/02/09, 

8403060025 


0403060008 Forwards IE Insp Repti 30-206/84-02,30-361/84-02 & 
90-362/84-02 on 840H3-20 No noncompliance noted 
WENSLAWSKI,F A Region 3, Office of Director 84/02/16 
BASKIN, K B Southern California Edison Co 2pp 22316 2 68 24X 

Fiche 30-206,84/02/16.8403060008 


— 8403060019 IE Imp Repts 30-206/84-02,30-361/84-02 6 30-362/84-02 on 
840113-20 No noncompliance or deviations noted Hajor areas 
inspected radiation protection program, heal th phyelcs !< 
chemistry training l< general employe# training 
SHERMAN, C I , WENSLAW8KI, F A Region 3, Office of Director 
04/02/15 1 Spp 22316 270 24X Fi C he 30-206, 84/02/ 16, 8403060008 


84030B0419 Responds to FOIA request for repts of insp carried out under 
Condition 2 to Nuclear Energy Liability policies for 
facilities NRC doe« not have repts 

FELTON, J M Division of Rules and Records 84/02/22 CALSOYAS, C D 

Affiliation Not Assigned ip 22367 345 24X 
Fiche 90-000.84/02/22,8403000419 


8401190072 IE Info Notice 84-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits & Annunciation “ Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/02/2B Consolidated Edison Co of Neu 

York, Inc USpp 22909 239 24 X Fiche 30-000, B4/02/28, 8401190072 


0403190367 Forwards IE Insp Repts 30-206/84-04.30-361/84-03 l< 
30-362/84-03 on 840123-27 No noncompliance noted 
WENBLAW5KI i F A Region 3. Office of Director 04/03/01 
BASKIN, K B Southern California Edison Co 2pp 22679 220 24X 

Fiche 30-206,84/03/01,0403190367 


—8403190373 IE Insp Repts 50-206/84-04,90-361/04-09 $< 30-362/84-03 on 
840123-27 No noncomp 1 iance noted Major areas Impacted, 
radiological environ monitoring program it followup on 
licensee action re previous imp findings 
YUHA9.0 P , WENBLAWSKI, F A Region 3, Office of Director 
84/03/01 6pp 22673 222 24X Fiche. 30-206, 84/03/01, 8403190367 


8402090007 IE Info Notice 04-14, "Highlights of Recent Trensport 
Regulatory Revs by DOT t< NRC “ Svc list end 

GRACE, J N Division of QA, Safeguards t, Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22392 329 24X Fiche 90-000i 84/03/02, 840209000 7, 


0402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post 830103) 84/03/02 Consolidated Edisdn Co of New 

York, Inc 122pp 22533 098 24X Fiche 30-000,84/03/02,8402090009 


8402090009 IE Info Notice 84-19, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22993 217 24X Fiche 30-000,84/03/02,8402090009 


8402090011 IE Info Notice 84-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/03/03 Consolidated Edison Co of New 

York, Inc 117pp 22333 336 24X Fiche 30-000,84/03/03,8402090011 


B402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Ineps of 
Fire Protection Baft Shutdown Sys " Svc list end. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/07. Consolidated Edison Co of New 

York, Inc ltGpp 22633 049 24X Fiche 30-000,04/03/07,8402090024 


8402090028 IE Info Notice 04-18. "Stress Corrosion Cracking in PWR 
Sys " Svc 1 1 st end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post B30103) 84/03/07 Consolidated Edison Co of New 

York, Inc UGpp 22384 186 24X Fiche 90-000,84/03/07,0402090028 


B402090031 IE Bulletin B4-02, "Failures of ge Type HFA Relay* In Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22023, 094 24X Fiche 30-000,84/03/12,8402090031 
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B402090043 IE Info Notice 84-19. "Two Event* Involving Unaut h on I e S 
Entries into RWR Reactor Cavities " Svc list end 
JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response IPoit B301031 84/03/21 Consolidated Edison Co of New 

York. Inc I23pp 25323 229 24X Fiche 30-000. 84/03/21 . 8402090043 


0402070044 IE info Notice B4-20, "Svc Life of Relays in Safety-Related 
Sys “ Bvc list end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post B30103) B4/03/21 Consolidated Edison Co of Mew 

York. Inc I33pp 22933 001 24X Fiche 50-000. B4/03/2I . B402O9OO44 


R Periodic operating reports l< related correspondence 


B403060438 "Annual Personnel Honltorlng Rept, 1963 " W/B40229 Itr 
HAYNES. J 0 Southern California Edison Co B3/12/3I 4pp 
22311 189 24 X Fiche 30-206.83/12/31.0403060433 


B403020219 Monthly operating rept for Jan 1994 W/840215 Itr 

MORRIS. C A . HAYNES. J 0 Southern California Edison Co B4/01/31 
6pp 22440 263 24X Flche 50-206, B4/0 1 /3l . B40302021B 


6403300003 Monthly operating Tept for Feb I9B4 W/840312 Itr 

MORRIS. C A . HAYNES. J 0 Southern California Edison Co B4/02/27 
6pp 22B22 119 24X Fiche 50-206, B4/02/B9, B403300003 


S Reportable occurrences, LERs X, related correspondence 


6403010451 Informs Commission of problems w/emergency diesel generators 
mfg by Transamerica Delaval.Inc 

DTRCKS. W J Office of the Eiecutive Director for Operations 
SECY-B3-034 B4/01/25 4pp 22439 347 24X Fiche 30-000,64/01/25, 

9403010451 


S40301020-7 Forwards "Investigation of Types AF & AE Piston Skirts." per 
Transamerica Delaval.Inc Owners Group program commitments 
Rept evaluates cracks in AF piston skirts in Shoreham It 
Grand Oulf Nuclear Power Stations 

MUSELER, W J TDE (Transamerica Delaval. Inc ) Owners Group 
MUSELER. W J tang Island Lighting Co B4/02/27 DENTON. H R 
Office of Nuclear Reactor Regulation., Director 3pp 22434 090 
24X Fiche 30-000,04/02/27.9403010207 


6403140203 Forwards "Operating History Overview for Diesel Generators 
in Nuclear Svc," comparing Transamerica Delaval.Inc 
generators u/generators mfg by other vendors 

HEBDCN, F J Program Technology Dranch 64/02/27 DER LINGER. C H 
NRC - No Detailed Affiliation Given lp 22636 319 24X 

Fiche 50-000,84/02/27,8403140203 


— 8403140203 'Operating History Overview for Diesel Generators In Nuclear 
Svc “ 

« Director's Office 84/02/29 63pp 2263B 320 24X 

Ftche 50-000, 84/02/27. 6403)40203 


8403010219 Forwards task descriptions for 16 known problems re 
Transamerica Delaval.Inc emergency diesel generators 
MUSELER, W J TD1 (Transamerica Delaval. Inc ) Owners Group 
MUSELER, W J Long Island Lighting Co 84/02/28 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 42pp 22435 177 
24X Fiche 50-000,84/02/28,0403010216 


8403060194 RQ on B40J 18. d ur 1 ng 6-month fire detector surve 1 1 lance, Zone 
4 detector failed to actuate deluge sys in hydrogen seal oil 
unit area Caused by sliding deluge solenoid valve Fire 
watch established S, valve repaired 

HAYNES, J G Southern California Edison Co B4/02/28 MARTIN, J D 
Region 5, Office of Director lp 22517 334 24X 

Fiche 50-206, 64 /02/2D. B403Q60 194 


8403020275 Responds to reliability survey questions re diesel generator 
startup L operation Responses to NRC request for addl info 
re Transamerica Delaval emergency diesel generators will be 
submitted by 040801 

MEDFORD, M G Southern California Edison Co 84/02/29 

CRHTrwFTei n r> -- - ors Dranch 3 5pp 52440 074 24X 


lnt Evaluation, “ 
"ab I ish 


76 24 X 


2pp 


B4030 60399 Provides addl info re reactor coolant gas vent sys, per 
NUREG-0737. Item II 0 1 Sys used to purge nitrogen 
accumulated in reactor vessel head on 631110 RCS will be 
vented periodically to reduce nitrogen pressure 
MEDFORD. M □ Southern California Edison Co 84/03/02 
CRUTCHFIELD, D Operating Reactors Branch 3 3pp 22510 271 24X 

Fiche 50-206,84/03/02, B403060399 


B403140048 Forwards "Grand Gulf Component Tracking Sys," "Shoreham 
Component Tracking Sys" & “Transamerica Delaval, Inc 
Diesel Generators Owners Group Program Plan, " to resolve 
concerns w/emergency diesel generators 

MUSELER, W J Lung I s land Li g h ting Co B4/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22626 062 
24X Fiche 50-000, 04/03/02, B4O314OO40 


--04O314OO99 "Transamerica Delaval.Inc Diesel Generators Owners Group 
Program Plan " 

* TOI (Transamerica Delaval, Inc ) Owners Group 04/03/02 
261pp 22629 223 24X Fiche 50-000.84/03/02,0403140040 


0402090039 Board Notification 04-052 forwards meeting summaries 
containing transcripts of 840210 & 16 meetings between NRC & 
Transamerica Delaval.Inc (TDI1 Owners Group Distribution 
list end 

EISENHUT , D G Division of Licensing 04/03/12 PALLADINO 
Commissioners Spp 22700 001 24X Fiche 50-000,04/03/12, 

0402090039 


— 0403060536 Forwards summary of 040210 meeting w/Transamer i ca Delaval. 
Inc Owner* Group in Bethesda.MD re problems w/emergency 
diesel generator* 

CARUSO, R Licensing Branch 2 04/02/27 0 'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Fiche 50-000,04/03/12,8402090039 


— B403060354 Transcript of 840210 meeting w/Transamerica Delaval.Inc 
Owners Group in Bethesda.MD re problems w/emergency diesel 
g enerators 

» NRC - No Detailed Affiliation Given 84/02/10 147pp 

67201 008 24X Fiche 50-000,04/03/12,8402090039 


— 0403070409 Summary of B40216 meeting w/Transamerica Delaval.Inc Owner* 
Group in Wading River, NY re program plan to establish 
reliability of diesel generators Agenda. meeting transcript b 
attendance list enc 1 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Dranch 4 

Qpp 22708 161 24X Ftche 50-000, 04/03/ 1 2, B402090039 


— 0403070423 Transcript of 640216 conference in Wading River, NY ra 
Transamerica Delaval.Inc diesel generators Pp 1-52 
* Commissioners B4/02/16 84pp 22700, 169 24X 

Fiche 50-000,04/03/12,8402090039 


B4-03140030 Forwards "Design Review of Connecting Hod Bearing Shells for 
Transamerica Delaval Enterprise Engines" for 9horeham & 

Grand Gulf diesel generators 

MUSELER, U J Long Island Lighting Co 84/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 22632 074 
24X Fiche 50-000,84/03/12,0403140050 


0403150133 Forwards "Transamerica Delaval.Inc Diesel Generator Rocker 
Arm Capscrew Btress Analysis Rept " Capscrew design adequate 
for applicable engines It svc conditions 

MUSELER, W J TDI (Transamerica Delaval, Inc ) Owners Group 
MUSELER, W.J Long Island Lighting Co 04/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22639 270 
24X Fiche 50-000,04/03/13,0403150133 


— 8403130154 "Emergency Diesel Generator Rocker Arm Capscrsw Strsss 
Analysis," prepared for Transamerica Delaval, Inc Owners 
Group 

* Stone U Webster, Inc 84/03/31 27pp 22639 272 24X 

Fiche 50-000,84/03/13,8403150133 


8403190376 PNB-V-B4-004 on 8403 1 4, 1 i e ens ee notified that results of 
chemical tests performed on contractor employaas suspected 
of possession or use of controlled substances while onsite 
indicated positive In two of four test* 

SCHWAN, C. A , NQRDERHAUQ, L R Region 5, Office of Director 
84/03/kS lp 22675' 21* 24X Fiche 50-206,04/03/15,8403190376 


8403200222 Responds to 040214 Requests for Info 1 & 2 re R-4 series 
engines List Indicating engine number, model t, svc number, 
customer name L ad dre ss, rating, date shipped L date started 
end 

MATHEWS. C S. Transamerica Delaval, Inc 84/03/16 EISENHUT, D, G 
Division of Licensing 20pp 22691 177 24X Fiche 90-000,84/03/16, 

8403200222 
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□403210063 LER 84-001-00 on 04O213> tear gas drifted onto site Plant 
& personnel precautions token Cause unknown Investigation 
conducted by Marine Corps to determine whether gas came Prom 
training exercises at Camp Pendleton W/840316 ltr 
HAYNES, vl 0 Southern California Edison Co 04/03/16 3pp 
22704 357 24X Fiche 30-206.04/03/16,8403210063 


B403270217 Part 21 rept re broken contact carrier In control device of 
7 3 kV-15 kV, 300-750 MV A, 3 kV 330-3,000 6 a 1 1 HKV circuit 
breakers Initially reported on 830223 Addenda to 
installation S< malnt procedures sent to affected units 
DUVALL, D D Brown Boverl Corp (subs of Brown Boveri 6 Co , Ltd I 
04/03/19 Record Services Branch (Document Control Desk! 5pp 
22772 114 24 X Fiche 30-000,64/03/19,8403270219 


8403270132 Forwards “Emergency Diesel Generator Air Start Valve 
Capscrew Dimension 1< Stress Analysis," prepared by 8t,W for 
Transamerlca Delavalilnc (TDI) Diesel Generator Owners 
Croup 

MUBELER.W U TDI (Transamerlca Deloval, Tnc > Owners Group 
MU3ELER, W V Long Island Lighting Co 84/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22774 001 
24X Fiche 30-000,04/03/23,8403270132 


B403270134 Requests meeting on B4041B to discuss short-term & long- 
term corrective actions 8* investigations re Transamerlca 
Oelaval diesel generators List of suggested meeting topics 
end 

MCGAUQHY, V P TDI ( Trans awe r i ea Delaval, Inc > Owners Group 

MCQAUQHY, J P Mississippi Power It Light Co 04/03/23 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 4pp 22769 133 
24X Fiche- 30-000, 04/03/23, 8403270134 


T Hearing transcripts on non-anti trust matter* 


0402090039 Board Notification 84-032 forwards meeting summaries 
containing transcripts of B40210 t, 16 meetings between NRC k 
Transamerlca Delavalilnc (TDI) Owners Group Distribution 
list end, 

EI8ENHUT, P 0 Division of Licensing 84/03/12 PALLADINO 
Commissioners 3pp 22708 001 24X Fiche 30-000,84/03/12, 

8402090039 


— 9403060336 Forwards summary of B40210 meeting w/Transamer 1 ca Delaval, 
Inc Owners Group In Bethesda,MD re problems u/emergency 
diesel generators 

CARUSO, R Licensing Branch 2 04/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 02708 006 24X 

Fiche 30-000,84/03/12,8402090039 


■-0403060534 Transcript of 040210 meeting w/Tran*amer lea Delavalilnc 
Owners Group in Bethesda,MD re problem* w/emer g ency diesel 
generators 

* NRC - No Detailed Affiliation Given 84/02/10 147pp 

67201 000, 24X Fiche 30-000,84/03/12,8402090039 


- -8403070409 Summary of 040216 meeting w/Tronsamer 1 ca Delaval, Inc Owners 
Group in Wading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript & 
attendance list end 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

Qpp 22700 161 54 X Fiche 30-000,04/03/12,0402090039 


--0403070423 Transcript of 040216 conference in Wading River, NY re 
Transamerlca Delavalilnc diesel generators Pp 1-BP 
* Commissioners 84/02/16 B4pp 2270B' 169 24X 

Fiche 30-000,84/03/12,8402090039 


X Onsite Storage of Low Level Waste 


8403060363 Forwards program description for waste classification k form 
to be used to implement 10CFR61 & I0CFR20 311 requirements 
re land disposal of radwaste 8, stds for protection from 
radiation 

MEDFORD, M 0 Southern California Edison Co B4/03/02 
EISENHUT, D 0 Division of Licensing 0pp 22310 207 24X 

Fiche. 30-206, 84/03/02, 6403060363 


DOCKET 30-213 HADDAM NECK PLANT 


F. Security, medical, emergency tt fire protection plans 


8403090289 Public version of Rev 12 to emergency p lan. W/r ece ip t form 5, 
JM Felton B40307 release memo 

DONOFRIO, M Connecticut Yankee Atomic Power Co. 83/12/13 
E1BENHUT, D NRC - No Detailed Affiliation Given 209pp 22396 134 

24X Fich* 30-213, 03/12/13, B403090289, 


B403260143 Forwards general position statement on Reg Guide 1 97. Rev 2 
re justification of significant generic deviations, per 
NUREQ-0737, fiuppl 1 

C0UN3IL, W G , SEARS, C F Northeast Nuclear Energy Co (Subs of 
Northeast Utilities) COUN01L.W 0 Connecticut Yankee Atomic Power 
Co 04/02/29 MILLER, J R Operating Reactors Branch 3 
CRUTCHFIELD, D Operating Reactors Branch 3 3pp 22738 162 24X 

Fiche 30-000, 84/02/29, B4032601 43 


— 8403260131 General position statement on Reg Oulde 1 97, Rev 5 re 
instrumentation for assessing plant & environ conditions 
during & following accidents 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) • 
Connecticut Yankee Atomic Power Co # Northeast Utilities 
84/02/29 69pp 22738 163 24X Fiche 30-000,84/02/29,0403260143 


8403190243 No 1 1 f l cati on of 840418 workshop in King of Prussia, PA to 
diicuss lessons learned from recent App R fire protection 
safe shutdown insp 6 topics described In IE Info Notice 
04-09 Agenda for workshop end 

MURLEY, T, E Region i. Office of Director 84/03/09 O'TOOLE, J D 
Consolidated Edison Co of New York, Inc HEIDER, L H Yankee Atomic 
Electric Co C0UN91L,W 0 Connecticut Yankee Atomic Power Co 
33pp. 22672 062 24X Fiche- 30-000, 84/03/09, 0403190243 


8403260146 Forward! revised procedures for corporate organisation for 
nuclear incidents procedure manual, lnclud ing Procedure CONI 
re table of contents 6 CONI 1 03 re corporate emergency 
operations ctr operations W/o end 

COUN0IL, W 0 , SEARS, C F Connecticut Yankee Atomic Power Co 
COUNSILrU 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 84/03/09 EISENHUT, D 0 Division of Licensing 2pp 
22730 330 24X Fiche 30-000,84/03/09,9403260146 


0403270068 Revised emergency plan implementing proc tdurei, ind udlng 
Rev 21 to EP IP 1 3-2 re notification 6 communication, RtV 3 
to EPIP 1 3-13 re personnel accountability l< Rev 1 to EPIP 
1 3-41 re core damage estimate procedure, W/04Q3Q9 ltr 
COUNBIL, U G , SEARS, C F Connecticut Yankee Atomic Power Co 

04/03/09 EISENHUT, D 0. Division of Licensing 63pp 22766 262 

24X Fiche 30-213,04/03/09,0403270060 


8403190131 Ack receipt of 840216 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 30-213/03-20 
MARTIN, T T Division of Enginsering U Technical Programs, 84/03/13 
COUNSIL.W G Connecticut Yankee Atomic Power Ca 2pp. 22668 329 
24X Fiche 30-213,84/03/13,8403190151 


—0403190133 Responds to NRC 040120 ltr re violations notsd in IE Insp 
Rept 90-213/83-28 Corrective actions two employees who have 
not received proper training removed from emergency on-call 
schedule t, will not be reassigned until trained 
CDUNSIL, W 0 Connecticut Yankee Atomic Power Co 04/02/16 
MARTIN, T T Division of Engineering 6 Technical Programs 3pp, 
22660 331 24 X Fiche 30-213,84/03/13,0403190131 


8403270008 Informs that util will provide info re planned dsviatlons 
from Buppl i to NUR EO-0737 by B40501 Delay hat no effect on 
schedule* for Imp lsmentat ion of Suppl 1 to NURE0-0737 
COUNBIL, W G , 8EAR3, C F Connscticut Ysnkei Atomic Powsr Co 
COUNSIL, W G Northeast Nuclear Energy Co (sub* of Northeast 
Utilities) 84/03/16 EIBENHUT, D 0 Division of Licensing 2pp 
22770 01 1 24 X Fich* 90-000,04/03/16,8403270000 


J Insurance k indemnity information 


0403140092 Forwards Endorsements 1,2 k 3 to NELIA Certificate N-ll 6 
Endorsements 1,8 k 3 to MAELU Certificate M-li 
SINIBI.JM Marsh k McLennan, lne 04/03/03 BALTZMAN.JD, 
Assistant Director for State k License* Relations 2Spp 22623:306 
24 X Fiche 30-213,04/03/09,8403140092. 


0403140116 Forwards Endorsement 70 to MAELU Policy MF-39 fc Endorsements 
79 k 00 to NELIA Policy NF-lSi 

SINIBIrJ M Connecticut Yank** Atomic Power Co 04/03/03, 

BALTZMAN. J 0 Assistant Director for Stats k License* Relation* 

4pp. 22620 334 24X Fiche 30-213,84/03/03,8403140116 


p Operating license stage documents fc correspondence 


8403010340 Corrects Incorrect statement re problem associated w/drawing 
containment air sample using post-accident sampling ays par 
TMI Item II B 3, Valve is motor operated three-way valv* 

COUNBIL, W. 0 Connecticut Yankee Atomic Power Co. 33/11/10, 

MURLEY, T E. Region 1, Office of Director. ip 22432 327. 24X 

Fiche - 90-213,83/11/10, 0403010340. 


B403010391 Bummer lies findings from audit of TMI action items during uk 
of 831024 Item II B 3, "Post-Accident Sampling By* IPAflfl), " 
findings are of most concern Corrective action* listed 
COUNBIL, W 0 , OPEKA, J F Connecticut Yankee Atomic Power Co. 
83/11/23 MURLEY, T E Region 1, Office of Director. 4pp 
22434 068 24X Fiche 30-213,83/11/23,8403010391 
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0403060323 Forwards UCAP-10433, "Determination of Capper Content of 
Longitudinal Held Seams in Intermediate Shell Region of 
Kaddam Neck Reactor Vessel,” confirming past estimates of 
cappsT content t, through-wall distribution 

COUNEIL.W G Connecticut Yankee Atomic Power Co 84/02/17 

CRUTCHFIELD. t> Operating Reactors Branch 3 ip 22313 320 24X 

Fiche 30-513. 34/02/ 17, 8403060323 


— 3403060326 “Determination of Copper Content of Longitudinal Held Beams 
in Intermediate Shell Region of Haddan, Neck Reactor Vessel " 

B8QG8. R S , YANICHKO, S E Hestinghouse Electric Corp WCAP-10433 
33/11/30 llpp 22513 321 24X Fiche 30-213, B4/02/1 7 , 

0403060325 


6403030105 Advises that operability testing of RCS vent valves will tie 
performed per retirements of ASHE, Bee 1 1 on X I , Subset t i on 
IWV-3410, for Category D valve*. per NURE0-0737, I tern II 3 1 
COUNBIL, H G Connecticut Yankee Atomic Power Co COUNSIL.W O 
Northeast Nuclear Energy Co Csubs of Northeast Utilities) 

COUNBIL, W 0 Northeast Utilities B4/02/21 MILLER, J R Operating 
Reactors Branch 3 CRUTCKF I ELD. D Operating Reactors Branch 3 
2pp 22488 043 24X Fiche 30-000, B4/02/2I, B403030 105 


B4 03070003 Requests, ui thin 15 days. fee for 031024 application for amend 
to Tech Specs re operator staffing 

DIGGS. R M License Fee Management Branch B4/02/24 COUNBIL. W G 
Connecticut Yankee Atomic Power Co Ip 22362 332 24X 

Fiche- 50-213, 84/02/24, 3403070003 


B403010384 Forwards SER for SEP Topic II-3 C, "UHS ■> Issue adequately 
resolved based an review of B31114 ltr Resolution will be 
incorporated in suppl to integrated plant safety assessment 
rapt (NURE0-0826) 

CRUTCHFIELD, D Operating Reactors Branch 3 84/02/28 COUN9IL, W Q 

Northeast Nuclear Energy Ca (subs of Northeast Utilities) 6pp 
22434 061 24 X Fiche 50-213.84/02/28,8403010384 


B40314C01 4 Discusses review of post-TMI periodic testing program 
Including containment atmosphere sampling portion of 
post-accident sampling sys, normal containment gas sampling 
sys in integrated test unnecessary 

COUNBIL, U G » SEARS. C F Connecticut Yankee Atomic Power Co 
□4/02/29 CRUTCHFIELD, D Operating Reactors Branch 5 2pp 
22633 238 24X Fiche 30-213,84/02/29,8403140014 


B4D3I30027 Informs that Amends 34,92 U 87 to Licenses DPR-61 , DPfl-21 S< 
DPR-65. respec 1 1 vely. i nadver tently eliminated reporting 
requirements for exceeding radiological limiting conditions 
for operation Corrective actions identified 

CDUNSIL.H G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) C0UNS1L.W G Connecticut Yankee Atomic Power Co 
COUNSIL.WG Northeast Util ities 84/03/01 MILLER, J R Operating 
Reactors Branch 3 CRUTCHFIELD, D Operating Reactors Branch S 
4pp 22613 107 24X Fiche 50-000,34/03/01,8403130027 


8403130350 Notification of 840329 meeting w/util in Bethesda.MD to 
discuss integrated living schedule 

MINER. S Operating Reactors Branch 4 64/03/07 STOLZ.J F 

Operating Reactors Branch 4 2pp 22649 iOB 24X 
Fiche 30-213.84/03/07,8403150330 


8403260162 Application to amend License DPR-61 based on granting 
rellaf from ASHE Code volumetric requirement* L visual ln«p 
of welds it internal surfaces of reactor coolant pump* Class 
III license amend fee end 

COUNBIL, H G Connecticut Yankee Atomic Power Co 64/03/12 
CRUTCHF 1ELD. D Operating Reactors Branch 3 4pp 22730 349 24X 

Fiche 30-213,04/03/12,0403260162 


B40326G200 Comments on Issue 3 of NUREG-Q803, "NRC Policy & Planning 
Guidance, 1984 ” Seven themes Identified represent important 
abjective* for industry 

CaUNSIL.U G Northeast Utilities 84/02/12 DIRCHS.H J Office of 
the Executive Director for Operations 4pp 22736 204 24JC 
Ft ch* 50-000,64/03/12.6403260200 


84032602S2 Maintains position that changes in Amend 37 to License 
BPR-51 re transmission r i ght s-of-way, mini s ter la 1 in nature, 
required as matter of law it therefore require no license 
amend fee 

CQUNSILiH G Connecticut Yanlee Atomic Power Co 84/03/12 
KILLER, W B License Fee Management Branch 2pp 22734 311 24 X 

FichB 80-213,64/03/12,8403260252 


I40329027B Responds to SEP Topic VIII-3 D re dc power sys bus voltage 
monitoring i, annunciation Commitment to provide battery 
current Indication In control room during 1984 refueling 
outage retracted 

COUNBIL. W G Connecticut Yankee Atomic Power Co 84/03/22 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 22601 330 24X 

F l c ha 50 - 2 1 3, 84/0 3 /22, 040 3290278 


Q Inspection reports, IE Bulletins L correspondence 


8403010399 Forwards IE Insp Rept 30-213/94-02 on 840103-31 No 
violations observed 

8TAR09TECK.il R Division of Project it Resident Programs 84/02/16 
COUNBIL, W 0 Connecticut Yankee Atomic Power Co 2pp 22434 029 
24X Fiche 50-213,04/02/16,8403010399 


— 040301040-4 IE Insp Rept 50-213/84-02 an 840103-31 No violations 
identified Major areas inspected control room, turbine bldg, 
primary auxiliary bldg & auxiliary feed pump room, plant 
operations t, surveillance testing program 

BWETLAND, P D Region 1, Office of Director EL8A8SER. T C 
Division of Project L Resident Programs 84/02/16 15pp 
22434 031 24X Fiche 50-213,84/02/16,0403010399 


8401190072 IE Info Notice 84-13. '“Potential Deficiency In Motor 
Operated Valve Control Circuits S, Annunciation “ five list 
enc 1 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 04/02/28 Consolidated Edison Co of New 

York, Inc I15pp 22909 239 24X Fiche 50-000,84/02/28,0401190072 


8403090137 Informs that util doe* not Intend to perform mechanical 
snubber functional testing referenced In A8ME Code as part 
of inservlee insp during refueling outage Testing will be 
performed upon equipment delivery 

COUNSIL.W G , DPEKA, J F Connecticut Yankee Atomic Power Cd 
94/02/20 CRUTCHFIELD, D Operating Reactors Branch 5 2pp 
22573 060 24X Fit h e • 30-2 1 3, B4/02/28, 0403090137 


B402090007 IE Info Notice 84-14. "Highlights of Recent Transport 
Regulatory Rev* by DOT t> NRC " Svc list encl 

GRACE, J N Division of OA. Safeguards U Inspection Program* (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

IGOpp 22352 329. 24X Fiche 50-000. 84/03/02, 0402090007 


8402090003 IE Info Notice 84-16, "Failure of Automatic Sprinkler By* 
Valves to Operate 11 Bvc list end 

JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc 122pp. 22553 098 24X Fiche 50-000, 84/03/02, B402090008 


8402090009 IE Info Notice 04-13. "Reporting of Radiological Releases ” 
8 vc list encl 

JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc 119pp 22553 217 24X Fiche 30-000, 84/03/02, B402090009 


8402090011 IE Info Notice 84-17. "Problems W/Llquid Nitrogen Coding 
Component* Below Nil Ductility Temp " 8vc list encl 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 04/03/05 Consolidated Edlion Co of New 

York, Inc I17pp 22553 336 24X Fiche" 50-000, 84/03/03, 840209001 1 


8402090024 IE Info Notice 84-09, Rev 1, “Lessons Learned From Insp* of 
Fire Protection Safe Shutdown By* " Svc list encl 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc UBpp 22633 049 24X Fiche 30-000,84/03/07, 0402090024 


B402090028 IE Info Notice 84-18, "Stress Corrosion Cracking In PWR 
3ys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc UBpp 22504 186 24X Fiche 50-000, 84/03/07, S40209002B 


8403230136 Amends 830510 response to IE Bulletin 82-02. Listed 
commi tmenfes, Inc lud Ing visual exam of RCPB threaded 
fasteners, deleted due to over ly-c onservatl ve interpretation 
of bulletin Future exams will be per ASME Section XI 
COUNBIL, W 0 , BEARS, C F Connecticut Yankee Atomic Power Co 
B4/03/09 MURLEY, T E Region i, Office of Director 2pp 
22730 140 24 X Fiche 30-213,84/03/09,8403230136 


B402090031 IE Bulletin 04-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Eys “ Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 
1 34pp 22823 094 24X Fiche 50-000,84/03/12,8402090031 


0403260162 Application to amend License DPR-61 baled on granting 
relief from ABME Code volumetric requirement! i, visual insp 
of welds U internal surfaces of reactor coolant pump* Clat* 

III license amend fee end 

COUNS IL, W Q Connecticut Yankee Atomic Power Co 84/03/12. 
CRUTCHFIELD, D Operating Reactore Branch 3 4pp 22750 349 24X 

Fiche: 50-213, 04/03/12,8403260162 
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€403 1 901 3 1 Ack receipt of 340216 l tr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-213/83-29 
MARTIN. T T Civilian of Engineering 6 Technical Programs 04/03/13 
COUNBIL, W 0 Connecticut Yankee Atomic Power Co 2pp 22663 329 
24 X Fiehe 30-813.34/03/13.3403190131 


— 3403190133 Respond* to NRC 340120 Itr re violation* noted in IE Insp 
Rept 50-213/33-28 Corrective actions two employees who have 
not received proper training removed from emergency on-call 
schedule it will not be reassigned until trained 
COUNBIL, W 0 Connecticut Yankee Atomic Power Co 34/02/16 
MARTIN. T T Division of Engineering Ji Technical Programs 3pp 
22660 331 24X Riche 30-213,34/03/13.3403190131 


3 Reportable occurrences. LERs U related correspondence 


3403020233 PND-I 1-04-020 labor contract w/lntl Drotherhood of 
Electrical Workes erpires at midnight on B40229 Possibility 
esists that workers will reject contract Si not rept to work 
on 040302 Supervisory personnel will continue operations 
OREENMAN.E Region 2. Office of Director LIPINSKI.D Region I. 
Office of Director 04/02/29 ip 22440 093 24X 

Fiehe 50-213.84/02/29,0403020230 


DOCKET 30-219 OYSTER CREEK NUCLEAR POWER PLANT 


B403220136 Provides results of reevaluation of performance assessment, 
per util 831219 ltr addressing topics discussed at 031129 
0ALP mgt meeting Category 1 rating will be assigned to 
refueling area for Millstone 2 Enplaint Category 3 ratings 
HURLEY, T E Region 1. Office of Director 84/03/16 CDUNSIL, W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
22716 047 24X Fiehe 30-000,34/03/16,0403220136 


F Security, medical, emergency *< fire protection plans 


0403130269 Forwards IE Insp Rept 50-219/83-26 on 031 107-1231 it notice 
of violation 

9TAR0STECKI, R Division of Project it Resident Programs 04/02/27 
FIEDLER, P 0 General Public Utilities - GPU Service Corp 2pp 
22603 101 24 X Fiehe 30-219,34/02/27,0403130269 


0402090043 IE Info Notice 94-19, “Two Events Involving Unauthorised 
EntT let into PUR Reactor Cavities " Sve list end 
JORDANrE L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc i23pp 22023 229 24X Fiehe 30-000,84/03/21,8402090043 


B40B09QQ44 IE Info Notice 84-20, "Bvc Life of Relay* in Safety-Related 
ay* ■' Svc list end 

JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York. Inc 133pp. 22933 001 24X Fiehe 30-000,84/03/21,3402090044 


B403300144 Responds to IE Bulletin 83-08, "Electrical Circuit Breakers 
W/Undervoltage Trip Feature in Use in Safety-Related 
Applications Other Than Reactor Trip 8ys 11 Haddam Neck 
facility use* 31 Westinghouse-type DB breakers 

CDUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CDUNSIL, W 0 Connecticut Yankee Atomic Power Co 
CDUNSIL, W 0 Northeast Utilities 84/03/21 MURLEY. T E Region 1, 
Of fits of Director 4pp 22020 068 24X Fiehe 30-000,84/03/21, 

8403300144 


£340330016 1 Ack receipt of 840301 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-213/03-26 
MARTIN, T T Division of Engineering t> Technical Program* 84/03/23 
COUNBIL, W 0 Connecticut Yankee Atomic Power Co 2pp 22820 034 
24 X Fiehe 30-213,84/03/23.8403300161 


— 8403130272 Notice of violation from insp on 031107-1231 

* Region 1, Office of Director 84/02/27 ip 22603 103 24X 

Fiehe 50-219. 34/02/27,8403130269 


—8403130280 IE Insp Rept 30-219/83-26 on B3U07-1231 Violation noted 
failure of Surveillance Procedure 645 6 012, “Fire Pump 
Functional Test" to incorporate Tech Spec change 
CDWOILL. C I CONNER, E L Region 1, Office of Director B4/02/15 
llpp 22603 104 24 X Fiehe 30-219,04/02/27.8403130269 


0403190243 Notification of 040418 workshop in King of Prussia. PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp & topics described in IE Info Notice 
84-09 Agenda for workshop end 

MURLEY, T E Region 1, Office of Director 84/03/09 O'TOOLE. J D 

Consolidated Edison Co of New York, Inc KOBER,R If Rochester Gas 

it Electric Carp KEMPER, J S Philadelphia Electric Co 35pp 
22672 062 24X Fiehe 50-000,84/03/09,3403190243 


8403190063 Forwards 46 overslie drawings submitted in conjunction 
w/031216 submittal re fire haiards analysis rept it 10CFR50, 

App R, Section III 6, "Safety Shutdown Evaluation " Aperture 
cards are available in PDR 

FIEDLER, P D General Public Utilities - OPU Service Corp 34/03/J2 
CRUTCHFIELD, D Operating Reactors Branch 3 Ip 22673 OBO 24X 
Fiehe 30-219,84/03/12,8403190063 


— 8403300166 Responds to NRC 840131 ltr re violations noted in IE Insp 
Rept 30-213/83-26 Corrective actions Procedure CHDR i B 
revised on 840224 to document alternative method of 
performing filtration Si counting of filtration paper* 

C0UN8IL.W 0 . BEARS, C F Connecticut Yankee Atomic Power Co 
84/03/01 MARTIN, T T Division of Engineering ti Technical 
Program* 2pp 22820 036 24X Fiehe 30-213,04/03/23,3403300161 


R. Periodic operating reports S, related correspondence 


0403230022 "Haddam Neck Plant h Millstone Station Units 1 it 2 
Annual Rept, 1933 " W/B40301 ltr 

COUNBIL, W 0 , BEARS, C F Northeast Nuclear Energy Co (subs, of 
Northeast Utilities) CDUNSIL, W Q Connecticut Yankee Atomic Power 
Co B3/12/31 MURLEY, T E Region 1, Office of Director. 340pp 
22727 001 24X Fiehe 30-000,83/12/31,8403230022 


H General correspondence 


0403060231 Forwards ordinance prohibiting import of spent nuclear 
fuel or raduaste for storage within township it regulating 
storage of spent nuclear fuel it radwaste at facility NRC 
requested to meet w/township to discuss problem 

DELO.H A Lacey Township, NJ 84/03/01 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 4pp 22316. 161 24X 

Fiehe 30-219, 04/03/01, B403060231 


0403290013 Requests that R Arnold be removed from NRC correspondence 
distribution list it PR Clark be added as president of GPU 
J Knubel should be deleted from "cc" listing as manager of 
BWR licensing Only titles should be used in future 

THORPE, J R General Public Utilities - OPU Service Corp. 84/03/26 
CRUTCHFIELD, D. Operating Reactors Branch 3 2pp 22006.203 24X 

Fiehe 30-219,04/03/26,8403290015 


9403020093 Monthly operating rept for Jan 1904 W/840213 ltr 
UNIKEWICZ, S , GRAVES, R H Connecticut Yankee Atomic Power Co 
04/01/31, IOpp 22442.321 24X Fiehe 30-213,84/01/31,8403020093 


8403300176 Monthly operating rept for Feb 1984 W/B40313 ltr 

GRAVES, R H Connecticut Yenket Atomic Power Co 04/02/29 IOpp 
22820 321, 24X Fiehe. 30-213, 04/02/29, 0403300176 


0403130283 Forwards "Semiannual Radioactive Effluent Release Rept.Jul- 
Dec 1983 " Due to new computerised data base mgt sys, 
calculations of meteorological joint frequency distribution* 

& offsite dose estimates delayed until 640430 
CDUNSIL. W 0 , BEARS, C F. Connecticut Yankee Atomic Power Co 
84/03/01 MURLEY, T E Region I, Office of Director ip 
67207:324 24X Fiehe, 30-213. 84/03/01, 8403130283 


— 8403130289 “Semiannual Radioactive Effluent* Release Rept, 
Jul-Dec 1933 " 

■* Connecticut Yankee Atomic Power Co 83/12/31 15pp. 

82608 002, 24X Fiehe- 30-213, 84/03/01, 0403130283 


P Operating license stage documents t< correspondence 


8403140340 Summary of 831213 meeting w/GE It Mark I Owners Group in 
Bethesda.MD re Mark 1 containment wetwell-drywel 1 vacuum 
breaker design methodology 

SIEGEL, B L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 51 p p 22633 193 24X Fiehe 30-000,84/02/21. 

0403140340 


8403030070 Forwards Clast III fee for Amend 70 to License DPR-16, par 
340210 request 

THORPE, J R General Public Utilities - GPU Service Corp 84/02/27 
DIGGS, R M License Fee Management Branch 2pp 22490 IBS 24X 
Fiehe 30-219, B4/02/27, B403030070 


0403010290 Notification of 840307 meeting w/util in Bethesda.MD to 
discuss detailed control room design & review process 
LOMBARDO, J J Operating Reactors Branch 5 04/02/29 

CRUTCHFIELD, D Operating Reactors Branch 3 3pp 22434-261 24X 

Fiehe 30-219, 04/02/29, B4030I0290 


DOCKETED ITEMS 


27 Forwards corrected Page 3 1-0 (Table 3 1 i> of Amend 71 to 
e DPR'lfj Replacement corrects error in Table 3 1 1. 
ctlve Instrumentation Requ 1 r etnen t * " 

1FIELD, D Operating Reactor* Branch 3 04/03/09 FIEDLER. P D 

'*1 Public Utilities - GPU Service Corp 3pp 22016 006 24X 

50-El Vi 04703/03.0403060327 


60328 Corrected Page 3 1—3 (Table 31 11 of Amend 71 to License 
-16. correcting errer in Table 311. "Protective 
.rumantation Requirements 11 

IRC - No Detailed Affiliation Given 34/03/03 Ip ES516 003 
l Fiche 30-219. B4/03/03, G4G3060327 


99 ForwsTds info In response to NRC Q20630 Itr re NUREG-0737. 

II B 3. "Post-Accident Sampling Bys " W/three overalia 
ig* Aperture cards art available in PDR 

R.P B General Public Utilities - GPU Service CoTp 04/03/06 
HFIELO.D Operating Reactors Branch 3 33pp 82600 246 24X 

30-219. 04/03/06. 0403130197 


194 Forward* request for addl Info re full-term OL conversion - 
nn review Response requested by B40331 to bo consistent 
version schedule On# dag site visit tentatively 
uled for first wk in Apr 19B4 

HF 1 ELD. D Operating Reactors Branch 3 G4/03/07 FIEDLER, P D 

ral Public Utilities - GPU Service Corp 3pp E2339 218 24X 

30-219. B4/03/07. 04O3OBOD94 


E97 Approves proposed disposal methods for contaminated 
Bte Evaluation complete 

HF1ELD.D, operating Reactors Branch 3 B4/03/OB FIEDLER. P B 

ral Public Utilities - GPU Service Corp 2pp 2237S 204 24X 

90-219. 01/03/00, 0403090297 


OB3 Forwards Rev i to expanded safety parameter display sys 
) schedule Planned Cycle II refueling outage will 
rt completion a# tasle SPDS in 1906 Remaining 
llatlcn work to be completed during Cycle II refueling 
ER.P B General Public Utilities - GPU Service Corp. 64/03/09 
NHUT. D 0 Division of Licensing 3pp 22642 332 24X 

90-217, B4/03/09. B4031 30003 


?203 Forwards revised page of Tech Spec Change Request 103, 
•paretlng BT8 definition of hat shutdown condition into 
ing condition for operation action statement 
UtT.M W General Public Utilities - QPU Service Cotp 64/03/12 
CHF1ELD, D Operating Reactors Branch 3 lp 22635 242 24X 

x 30-219,04/03/12,8403160203 


160204 Revised Tech Specs incorporating BT8 definition of hot 
itdoun condition Into limiting condition for operation 
tlon statement 

General Public Utilities - GPU Service Corp 04/03/12 ip 
>33 243 24X Fiche 90-2)9,04/03/12,6403160203 


0002 Forwards "Oyster Creek Nuclear Oenerating Station Qenerlc 
ns 1 s of 4160-Volt Bui tchgear fc 460-Volt Unit Substation 
nets." in response ta SEP Topic IJ1-6, "Seismic Design 
tderations 11 

LER.P D QeneT at Public Utilities - OPU Service Dorp 04/03/13 
TCHFIELD, D Operating Reactor* Branch 9 2pp 22713.001 24X 

» 90-219,84/03/13.0403220002 


220004 "Oyster Creek Nuclear Oenerating Station Seismic Analysis 
4160-Volt Switchgear & 460-Volt Unit Substation 
hinets “ 

MPR Associates. UlC MPR-794 63/11/30 96pp 22713003 

X Fiche, 90-219, 84/03/13. 8403220002 


0192 Forward s "Turbin* Bldg Tornado Evaluation, SEP Topic III— 2 
& Tornado Leadings, " per request 

!LER, P If General Public Utilities - GPU Service Cotp 84/03/13 
ITCHF1ELD, D Operating Reactor* Branch 3 Ip 22714 001 24X 

9 30-219,04/03/13,0403220132 


1220153 "Turbine Bldg Tornado Evaluation, BEP Topic lll-SWlnd S. 
irraarfc Loadings " 

General Public Utilities - GPU Service Corp 04/01/31 I40pp 
7714 002, 24X Fiche 50-219,94/03/13.8403220132 


40275 Generic Ltr 94-07 to all licensees of BWR* re procedural 
lance for pipe replacement at BUR* Bvc list end 
NHUT, D G 01 vl * 1 on of Licensing 04/03/14. Commonwealth 
son Co 20 p p 22823 354. 24X Fiche : 50-000. 84/03/ 1 4. 0 4031 30273 


'flee that Clast III fee rather than Class IV Pet 
* withdrawal of 010313 application for Tech 
cor* epray chargers 6 piping. Refund 

cense Fee Management Branch 84/03/19 FIEDLER.P 0 
Utilities - OPU Service Corp ip 25844,306 24X 

/03/15, B403300304. 


B403220012 Forwards responses to listed B31207 requests for Info re 
environ qualification of electrical equ i pment, Inc 1 uding 
resolution of deficiencies {, TMI action plan items 
( NUREG-0737 > to be installed at end of Cycle 10 outage 
FIEDLER, p 8 General Public Utilities - GPU Service Corp 84/03/16 
CRUTCHFIELD, D Operating Reactors Branch 9 19pp 22712 343 24X 

Ficha 50-219, B4/03/16, 8403220012 


B40327O16S Informs that provisions of Code Cases N-34 1 S. N-3S6 re 
NDE personnel qualification will be adopted Time period 
for requal 1 f tcatinn increased to 9 yrs 

FIEDLER, P B General Public Utilities - GPU Service Corp 84/03/21 
EI6ENHUT, D 0 Division of Licensing lp 82774 146 24X 

Fiche 90-219, B4/03/21, 0403270169 


0403290011 Forwards request for addl info re spent fuel pool expansion 
Response requested within 19 days 

CRUTCHFIELD, D Operating Reactor* Branch 3 04/03/26 FIEDLER, P 0 

General Public Utilities - GPU Service Corp 3pp 22777 079 24X 

Fiche 90-219,84/03/26,0403290011 


Q Inspection reports, IE Bulletins S. correspondence 


0403130269 Forwards IE Insp Kept 90-219/03-26 on 031107-1231 h notice 
of v 1 Plat i on 

BTAR0E5TECKI. R Division of Project b Resident Programs 04/02/27 
FIEDLER, P 0 General Public Utilities - GPU Service Corp 2pp. 
22605 10 i 24X Fiche 50-2 19. B4/02/27, 84031 30269 


— 0403130272 Notice of violation from insp on 031107-1231 

* Region 1, Office of Director 04/02/87 Ip 22603 183 24X 

Fiche 30-219, 04/02/27. B40313Q269 


— 8403130280 IE Insp Rept 90-219/03-26 on 03 1 107- 1 231. Vi o 1 at ion noted 
failure of Surveillance Procedure 643 6 012. “Fire Pump 
Functional Test" to incorporate Tech Spec change. 

COWGILL.C , CONNER. E L Region 1. Office of Director 04/02/13 
itpp 22609 104 24X Fiche 30-219, B4/02/27. 8403130269 


0401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits & Annunciation " Bvc list 
oncl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103), 04/02/20 Consolidated Edison Co of New 

York. Inc 1 ISpp 22909 239 24X Fiche 30-000.84/02/20.0401190072 


0403150012 Forwards IE Insp Rept 50-219/04-02 on B401 16-20 No 
violations observed 

MARTIN. T T Division of Engineering 6 Technical Program*. B4/03/01 
FIEDLER, P B General Public Utilities - GPU Service Carp 2pp 
22641 291 24 X Fiche 50-219,04/03/01,0403190012 


— 0403150017 XE Insp Rept 90-219/84-02 on 040116-20 No violations 
Identified Major areas inspected radiation protection 
program, including personnel s e lec t ion, qua 1 if icat i on l« 
training 8< radiological control technician qualification 
DflAQDUN, T , HICEHQUSE.H , SRANBAK.Y.M Region 1, Office of 
Director 04/02/20 9pp 22641 283 24X Fiche 90-219,84/03/01, 

□4031 90012 


B402090007 IE Info Notice 04-14. "Highlights of Recent Transport 
Regulatory Revs by DDT 6 NRC " Sve list enel 

GRACE, J N Division of QA, Safeguards L Inspection Programs (Post 
030103) 04/03/02 Consolidated Edison Cd of New York, Inc 

1 30pp 225 92 329 24X Fiche 50-000,84/03/02.8402090007 


8402090000 IE Info Notice 84-16, "Failure of Automatic Sprinkler By* 
Valves to Operate " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22953 09B 24X Fiche 90-000,04/03/02,0402090000 


B402Q90Q09 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Svc list end. 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Usui 

York, Inc t!9pp 22393217. 24X Fiche 90-000,84/03/02.0402090009. 


8402090011 IE Info Notice 04-17. "Problems W/Llquld Nitrogen Cooling 
Components Below Nil Ductility Terns " Svc list sncl 
JORDAN, E L Divtiion of Emergency Preparedness L Engineering 
Response (Post 830103) 04/03/03 Consolidated Edison Co of New 

York, Inc 117pp 22333 336 24X Fiche 90-000, 84/03/09, 840209001 1 


B40309007C Act receipt of 040127 ltr Informing NRC of step* taken to 
correct violations noted In IE Insp Rept 50-219/83-25, 

BELLAMY, R R. Division of Engineering & Technical Program*. 

04/03/05 FIEDLER, P. B General Public Utilities - opu BstvIc* Corp. 
lp 22375 209 24T Ficha 50-219,84/03/03,8403090070 



DOCKETED ITEMS 


26 


— 8403070073 Respond* to NRC 631228 ltr re violations noted in IE Insp 
Rept 30-21 9/03-23 Corrective action* chemistry surveillance 
test program revised to ensure that chemistry surveillances 
listed 8< completed ai scheduled 

FIEDLER, P B Genera 1 Public Utilities - GPU Service Corp 
84/01/27 MARTIN* T T Division of Engineering !< Technical 
Programs 2pp 22573 290 24X Fiche 30-2 19- 84/03/05i 8403090070 


8402090024 IE Info Notice 84-09, Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sy s " Svc list end 
JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response tPost 0301031 B4/03/07 Consolidated Edison Co of New 

York. Inc llBpp 22633 049 24X Fiche 30-000. B4/03/07i 840S090024 


B4Q209002B IE Info Notice B4-1B, "Stress Corrosion Cracking in PWR 
Bys " Bvc list end 

JORDAN) E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York. Inc llBpp 223B4. 186 24X Fiche 30-000.34/03/07.8402090020 


0403160203 Ack receipt of 840224 ltr Informing NRC of step* taken to 
correct violations noted in IE Insp Rept 30-219/B3-27 
MARTIN. T. T Division of Engineering & Technical Programs 84/03/07 
FIEDLER, P 8 General Public Utilities - GPU Service Corp 2pp 
22633 216 24X Fiche 30-219. 84/03/07. B403160203 


— 840316020B Responds to NRC S40117 ltr re violations noted in IE Insp 
Rept 30-219/B3-27 Corrective actions supervisors instructed 
to Verify drain plug integrity Temporary rev to Procedure 
331 32 submitted for review 

FIEDLER.P B General Public Utilities - GPU Service Corp 
04/02/24 MARTIN* T T Divleion of Engineering & Technical 
Programs 3pp 22633 218 24X Fiche 50-2 19. 84/03/07. 8403160203 


8402090031 IE Bulletin 84-02. "Failures of GE Type HFA Relay* In Use in 
Class IE Safety By*. " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

134pp 22923 094 24X Fiche 30-000, B4/03/ 1 2. 8402090031 


8403290099 Forward* IE Insp Rept 30-219/84-04 on B40207-10 No 
violation* observed 

MARTIN, T T Division of Engineering S. Technical Programs 84/03/13 
FIEDLER.P B General Public Utilities - GPU Service Corp 2pp 
22806 330 24X Fiche 30-219. B4/03/13, B403290099 


— B403290104 IE Insp Rept 30-219/84-04 on 840207-10 No violations 
identified Major areas Inspected inservice insp program 
GRAY, E H. . DURR.J. Region 1, Office of Director. 04/03/07 4pp 
22806 332 24X Fiche 30-219.84/03/13,8403290099 


6403200036 Forward* Rev 0 to "Masonry Wall Failure Consequence 
Analysis" L "Oyster Creek Generating Btatlon Containment 
Spray 6ys Assessment re Postulated Collapse of Reactor Bldg 
Southeast Btairuiall Masonry Halls," per IE Bulletin 80-11 
FIEDLER.P, B General Public Utilities - GPU Service Corp 04/03/14 
CRUTCHFIELD, D Operating Reactor* Branch 3 tp 22607 001 24X 

Fiche 30-219, B4/03/14, 0403200036. 


— 8403200062 Rev 0 to "Ma*onry Wall Failure Consequence Analysis " 
BALLARD, M F Impel 1 Corp 02-0370-1132 R00 03/08/31 U6pp 

22607 003 24 X Fiche 30-219,84/03/14,8403200036 


— 8403200067 Rev 0 to "Oyster Creek Nuclear Generating Station 
Containment 9pray 8ys Assessment re Postulated Collapse 
of Reactor Bldg Southeast Stairwell Masonry Walls " 

DE ORASBI.Q , MARANTE, R J Impell Corp 02-0370-1139 R00 
03/10/31 49pp 22607 119 24X Fiche 30-219, B4/03/14, 0403200036 


8402090043 IE Info Notice 04-19, "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities “ Svc list end 
JORDAN, E L Division of Emergency Preparedness S. Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp, 82823,229 24X Fiche 30-000,04/03/21,0402090043 


B40S090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
By*. " Svc list end, 

JDRDAN, E L, Division of Emergency Preparedneis & Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York. Inc, 133pp. 22933 001 24X Fi ch e • 30-000, 04/03/21* 0402090044 


B4O320OOO5 Forwards evaluation rept re deferment of masonry wall mod* 
(IE Bulletin BO-1 1 ) Evaluation addresses only request for 
deferment of mods to certain walls* not ongoing staff review 
at IE Bulletin BO-11 responses 

CRUTCHFIELD* D. Operating Reactor* Branch 3 84/03/27 FIEDLER.P □ 

General Public Utilities - GPU Service Corp i2pp 22777 139, 24X 

Fiche, 30-219, B4/03/27, B4O320OOO3 


fl Periodic operating reports t< related correspondence 


B4Q3260074 "Semiannual Effluent Release Rept for June-Dee 1983 " 
W/B40229 Itr 

FIEDLER.P B General Public Utilities - GPU Service Corp 83/12/31 
170pp 22749 202 24X Fiche 50-219,03/12/31.0403260074 


0403020120 Monthly operating rept for Jan 1904 W/040210 ltr 

BARAN, R , FIEDLER.P B General Public Utilities - GPU Service Corp 
04/01/31 Bp p 22442 008 24X Fiche 30-219.84/01/31.8403020120 


8403010236 NPDEB noncompliance notification on 840123, dl scharge-lntake 
temp difference of augment offgas-new radwaste sys cooling 
water exceeded permit limiting condition of 27 F Bvc water 
pump t< HX repaired 

FIEDLER, P B , DOUGLAS. M General Public Utilities - GPU Service 
Corp 04/02/24 GA8TDN, J New Jersey. State of Spp 22432 263 
24X Fiche 30-219.84/02/24,8403010236 


— 8403010261 "NPDES Discharge Monitoring Rept far Jan 1904 " 

FIEDLER, P B General Public Utilities - GPU Service Corp 
04/01/31 Spp 22432 270 24X Fiche 30-219, 04/02/24, 8403010296 


0403070203 Forwards summary rept of Woodborer Study Program from June 
1973 through 1903, per 631108 agreement 

HEWARD, R U General Public Utilities - GPU Service Corp 84/02/28 

LOMBARDO, J J NRC - No Detailed Affiliation Given Spp 22S30 334 

24X Fiche 30-219, 04/O2/2B, B403070203 


8403160037 “NPDEB Discharge Monitoring Rept. Feb 1984 ■ W/840309 ltr 
FIEDLER.P General Public Utilities - GPU Service Corp 84/02/29 
GASTON, J New Jersey. State of Bpp 22632:313 24X 

Fiche 30-219,04/02/29,0403160037 


B403230119 Forwards 1983 ecological studies rept for 1983 (< result) 
of fish kill monitoring program 

FIEDLER.P B General Public Utilities - GPU Service Corp 84/02/29 

MURLEY.T E Region 1, Office of Director, Ip 22731 001 24X 

Fiche 50-219,84/02/29,0403230119 


— 8403230122 "Winter Outage Fish Sampling Program Rept, Sept 1982 - Aug 
19B3 " 

* General Public Utilities - GPU Service Corp 84/02/29 20pp 
22731-002 ‘ 24X Fiche 30-2)9,84/02/29,8403230119 


—8403230123 "Ecological Studies Progress Rept.Bept 1982 - Aug 19B3 
* Ecological Analyst*, Inc 83/00/31 SOpp 22731 022 24X 

Fiche 90-219,84/02/29,0403230119 


0403300001 Monthly operating rept for Feb 19B4 W/84031S ltr 

BARAN, R , FIEDLER, P B General Public Utilities - GPU Service Corp 
84/02/29 Spp 22022 ill 24X Fiche 30-219,04/02/29,8403300001 


0403230110 Forwards “Study of Woodborer Papulations Re Oyster Creek 
Generating Station, 831021-B40131. " progress rept for 33th 
quartor 

FIEDLER, P B General Public utilities - GPU Service Corp 84/03/16 

MURLEY.T E Region 1, Office of Director lp 22731 072 24X 

Fiche 30-219, 84/03/16, B403230110 


— 04032301 12 "Study of Woodborer Populations Re Oyster Creek Generating 
Station, 031021-040131 , " progress rapt for 33th quarter 
HILLMAN, R E, , BELMORE.C 1 Da t tel le Memor 1 a 1 Institute, PaclPlc 
Northwest Laboratories 84/01/31 24pp 22731 074 24X 

Fiche 30-219,84/03/16,0403230110 


8 Reportable occurrences. LERs & related correspondence 


8303200133 Forwards Technical Review Rept AE0D/T312, "Failure of 3-kV 
Cable Terminations " Failure probably caused by nick in 
cable insulation 

CHIRAMAL. M Reactor Operations Analysis Dranch 83/03/09 
BEYFRIT.K V Reactor Operations Analysis Branch Ip 22789 313 
24X Fiche 30-219,03/03/09,8303200133. 


B403010236 NPDEB noncompl lance notification- 
temp difference of augment offgas-new radw 
water exceeded permit limiting condition c 
pump & HX repaired 

FIEDLER.P B , DOUGLAS, M General Public 1 
Carp 84/02/24 GASTON. J New Jersey. 
24X Fiche, 30-219, 84/02/24, B 4030102 AA 


—0403010261 “NPDEB Discharge M 
FIEDLER.P B General Publi 
04/01/31 Spp 22432 27C 
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DOCKETED ITEMS 


403070236 Followup Part 21 rapt re defective mechanical snubber 
capstan spring* supplied by Pacific Scientific Affected 
utils listed Purchasers have been notified tt advised to work 
directly w/Paciflc Scientific in disposition 

HDVIlL NPS Industries, Inc 94/02/24 DEYOUNG, R c Director's 
□ f-Mee. Office of Inspection and Enforcement 2pp 22536 279 24X 

Fiche 90-000,84/02/24,940307025* 


403 1 3Q2QB PNO-1-94-023 on 840306, wor k en repairing lights In turbine 
bids sustained radioactive contamination on waist to head 
Incident Investigated t< critiqued Corrective actions being 
reviewed by specialist 

N1MITZ, R L , SHANBAKY, M . BELLAMY. R Region l. Office of Director 
04/03/07 ip 22603 096 24X Fiche 90-219,94/03/07,0403130206 


I4032900QB PN0-1-B4-02? on 940323, the ough-wal 1 crack discovered on 
weld on condensate return line from south isolation 
condenser No repalT or replacement plans formulated Facility 
currently shut down for refueling N mod 

TnlPP, L , KEIMTQi R Region 1, Office of Director 94/03/23 tp 
22903 292 24X Fiche 90-219, 84/03/23. B40329000B 


1403300074 PNE-I-B4-003 on 940324, male phoned Jersey Central Power 
Si Light Customer Svc Ctr S, notified that FFA will start 
demolishing plants Oyster Creek implemented emergency 
contingency plan li Till increased security awareness 
MADDEN, W » JOYNER. J Region l, Office of Director 64/03/26 lp 
22022 0B9 ?4X Fichb 30-000,84/03/26,6403300074 


Operator Examinations 


14030B0231 Submits projected requests for site visits to conduct 
operator licensing exam* through FYB7, p er 631221 request & 

Generic Ltr B3-40 

FIEDLER, P r General Public Utilities - GPU Service Corp 94/03/01 
EIGEN HUT, D 0 Division of Licensing Bpp 22961-032. 24X 

Fiche SO-219, 94/03/01,8403090231. 


1403270163 Informs that provisions of Code Cases ft-341 6 N-356 re 
NDE personnel qual if ica tion will be adopted Time period 
for requalification increased to 3 qrs, 

FIEDLER, P P General Public Utilities - CPU Bervlce Corp. 94/03/21 
EIBENIIUT, D 0 Division of Licensing lp 22774 146 24X 

Fiche 30-219,94/03/21,0403270163 


DOCKET 90-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


Security, medical, emergency fc fire protection plant 


3403060036 Advises that NRC will not review emergency plans to delate 
privacy or proprietary info unless specifically requested by 
licensee, per D1O709 Generic Ltr Bl-27 W/o request, entire 
plan will be placed in PDR 

VA56ALLQ, D B Operating Reactors Branch 2 B4/02/10 RHODE, G K 

Niagara Mohawk Power Corp. 2pp 22929 327 24X 

Fiche 90-220,94/02/10,6403060036 


9403130496 Forwards comments on 830930 detailed control room design 
review program plan per Su-ppl 1 to NUflEG-0-737 Specific areas 
of plan not described in enough detail to ensure that plan 
will meet requirements, in— progress audit suggested 
VAS3ALL0, D 9 Operating Reactors Branch 2 94/02/22 RHODE, 0 H 

Niagara Mohawk Power Corp 13pp 22619.348, 24X 

Fiche 50-220.84/02/22,9403130496 


8403 1 30006 Forwards I£ Tnsp Rept 30-220/93-30 on B3JE17-04O1 31 No 
violations observed 

STAROQTECKI, R Division of Project t, Resident Programs. 84/02/27 
RHODE. 0 K Niagara Mohawk Power Corp Bpp 22619 169 24X 

Fiche 30-220.84/02/27,0403130006 


—9403130021 IE Insp Rept 50-220/93-30 on 831219-940131 No violation* 
identified Major areas inspected licensee action on previous 
insp f Indin-g*: operational safety verif ication, phy s I cal 
secur 1 ty, p lent tours 1< surveillance testing 

HUDSON, 9 D , COLLINS, 9 J Region i, Office of Director 04/02/22 
12pp 2261S 171 24X Fiche’ 90-220, 64/02/27, 04031300-06 


0403060439 Forwards marked-up procedures generation package for 
Implementing symptom-baaed emergency operating procedures, 
per Suppl 1 to NUREQ-0737, for comment 

LEMPGES i T E Niagara Mohawk Power Corp 04/03/01. VASBALLO, D D, 
Operating Reactors Branch 2 I22pp 22909 143 24X 

"" “'01,0403060439 


cted page revs to Issue 2,R*v 0 to security l 
>lans. Pages withheld 

awk power Carp 84/03/01. MARTIN. T T 
^ Technical Programs lp 22875-354 24X 

3090063. 


9403130396 Forwards response to 9401 12 request -for addl info re 
NUflEG-0737, Item II B 3, "Post-Accident Sampling Sys " 

Emergency Procedure EPP-9, "Determination of Cor# Damage 
Under Accident Conditions'' also encl 

MANOAN, C V Niagara Mohawk Power Corp 64/03/00 VASBALLO. D B 
Operating Raeetors Branch 2 15pp 22609 010 24X 

Fiche 50-220,84/03/06,9403130306 


— 940-3130391 Rev 0 to Emergency Procedure EPP-9, "Determination of Core 
Damage Under Accident Conditions " 

LEACH, E W , ROMAN, T W Niagara Mohawk Power Corp 04/03/31 
2?pp 22603 023 24X Fiche 30-220, 84/03/OB, 94O3I303B6 


0403190243 Notification Of B4Q410 workshop In King of Prussia, PA to 
discuss lesso-ns learned from recent App R fire protection 
safe shutdown insp 6 topics described in IE Info Notice 
04-09 Agenda for workshop encl 

HURLEY, TE Region l, Office of Director 04/03/09 O'TOOLE.JD 
Consolidated Edison Co of New York, Inc. KOOER , R W Rochester Oas 
8, Electric Corp KEMPER, J 5 Philadelphia Electric Co 39pp 

22672 062 24X Fiche 50-000,04/03/09,0403190243 


6403230116 Discusses calculated dose rates due to shine from reactor 
bldg atmosphere to control room * security bldg following 
design basis LDCA, per IE Insp Rept 90-22-0/93-19 Doses not 
eipected to exceed 9 rooi during first 0 h following DBA 
MANOAN, C V Niagara Mohawk Power Corp 94/03/19 VASSAL LO, D 0 
Operating Reactors Branch 2 2pp 22730 333 24X 

Fiche- 50-220, 84/03/19, 0403230116 


1 Financial information 


6403290177 Annual Financial Rept 1993 W/940322 ltr 

HAEHLrj G ■ DONLON, W J . LEMPGES, T E Niagara Mohawk Power Corp 
03/12/31, 4lpp 22BOO 319. 24 X Fiche. 90-220. 93/ 12/3 1 , 6403290177 


U Insurance t, indemnity information 


84032D0036 Forwards Endorsement 71 to MAELU Policy MF-46 

RUBHMORE. J W Niagara Mohawk Power Corp 04/03/22 BALTZMAN, J 
Assistant 'Director for Estate S, Licensee Relations 2pp 22777 021 
24X Fiche 90-220,94/03/22,9403280036 


9403290047 Forwards Endorsements 95 t, 06 to NEL1A Policy NF-161 
EHIBHMORE, J H Niagara Mohawk Power Corp 84/03/22 BALTZMAN, U 
Assistant Director for State It Licensee Relations 3pp 22776 359 
24X Fiche- 50-220, 04/03/22, B4O3280Q47 


P. Operating license stage documents U correspondence 


9403140340 Summary of 031219 meeting u/OE & Mark I Owners Group In 
Dethesda.MD re Mark I containment wetwe 1 l-drywe 1 1 vacuum 
breaker design methodology 

RIEDEL, B L Operating Reactors Branch 2 04/02/21 Operating 

Reactors Branch 2 91pp 22633 190 24X Fi cha : 50-000, B4/02/21, 

9403140340 


8403060247 Forwards status, plans & schedules per Generic Ltr B3-29, 
"Required Actions Rated on Generic Implications of Salem 
ATWfl Events “ 

MANOAN, C V Niagara Mohawk Power Cotp 84/02/29 VASBALLO, D 8 
Operating Reactor* Branch 2 6pp 22519 195 24X 

Fiche 50-220. 04/02/29, 8403060247- 


9403090040 Remits fee for Tech 9pec amend application dtd 040109, per 
040126 requut 

MANOAN, C V Niagara Mohawk Power Corp B4/02/2? DIQQB, R M 
License Fee Management Branch 2pp 22576 009 24X 

Fiche 50-220, B4/02/S9, 8403090040 


6403060221 Forward* eupp lemental clarifying info re ipent fuel pool 
mod, based on review of encl* to NRC 040201 ltr providing 
Amend 94 to License DPR-63 Dose tracking sys will be 
implemented to maintain control of worker exposures 
MANOAN, C V Niagara Mohawk Power Corp 94/03/01 VAS8ALL0.D. B 
□perating Reactor* Branch S Sfp 22515 172. 24X 

Fiche. 90-220, 04/03/01, 6403060221 


6403060446 Advise* that offsite dose calculation manual will be 
submitted by 040307 

MANOAN. C V Niagara Mohawk Power Corp 94/03/01 VASBALLO, D, B 
□perating Reactors Branch 8, ip 22518. 130 24X 

Fiche. 80-220, 04/03/01 , 940306044*. 


9403120224 Notification of 940315 meeting w/utll in Bethesde MD to 
discuss environ qualification of equipment 

HERMANN, R A, Operating Reactor* Branch 2 84/03/03 VABALLO, D B, 

Operating Reactors Branch 8 lp 22615,360 S4X 
Fiche- 50-220, 94/03/03, 0403120224, 



DOCKETED ITEMS 


27 


8403090146 Withdraws 770116 b 0713 applications for amend to License 
DPr- 63 Revised Tech Specs re diesel instrument setpoint 
logic b relief valves will be submitted by B40401 
MANQAN, C V Niagara Mohawk Power Corp 84/03/05 VASBALLO, D 0 
Operating Reactors Branch 2 ip 22373 04B 24k 

Flche 50-220,04/03/03,0403090146 


0403120039 Forwards results of safety evaluation of Nl/REQ-0737, 1 tem 
II K 3 10 concluding that eliminating high dryweli pressure 
permissive could increase severity of loss of feedwater 
transient by actuating automatic depre s s uri xat i on sys 
MANQAN, C V Niagara Mohawk Power Corp 04/03/06 VASBALLO, D D 
Operating Reactors Branch 3 3pp 223B6 269 24X 

Flche 50-220,04/03/06,0403120039 


0403090240 Summary of B40216 meeting w/Northeast Nuclear Energy Co, 
Boston Edison Co, Vermont Yankee Nuclear Powar Co & Teledyne 
Engineering Svcs in Waltham, MA re addl Mark I torus 
structural analysis List of attendees end 

8MEA, J J Operating Reactors Branch 3 SIEGEL, B Operating 
Reactors Branch 2 04/03/07 CRUTCHFIELD,!) Operating Reactors 

Branch 3 4pp 22372 290 24X Ftche 30-000,04/03/07,0403090240 


8403130340 Forwards offsite dose calculation manual, per proposed 
radiological effluent Tech Spec dtd 040201 Response to 
Franklin Research Ctr comments re 830301 offsite dose 
calculation manual also and 

LEMPGES, T E Niagara Mohawk Power Corp 04/03/07 VASBALLO, D B 
Operating Reactor* Branch 2 6pp 22607,134 24X 

Fich#' 30-220, B4/03/07, 0403130340 


— 8403130349 "Offsite Dose Calculation Manual " 

« Niagara Mohawk Power Corp 04/03/01 B3pp 22607 160 24X 

Fiche. 30-220, 04/03/07, 8403130340. 


8403130386 Forward* response to 840112 request for addl info re 
NUREQ-0737, Item II B 3, “Post-Accident Sampling Bys » 

Emergency Procedure EPP-9, “Determination of Core Damage 
Undar Accident Conditions" also and 

MANGANiC V Niagara Mohawk Power Corp 84/03/08 VABSALLa , d B 
Operating Reactors Branch 2 I3pp, 22603 010 24X 

Fiche 30-220,84/03/08,8403130386 


— 8403130391 Rev 0 to Emergency Procedure EPP-9, “Determination of Core 
Damage Under Accident Conditions “ 

LEACH, E W . ROMAN, T W Niagara Mohawk Power Corp 84/03/31 
29p p 22603 023 24X Fiche 30-220,84/03/08,0403130306 


8403130273 Generic Ltr 64-07 to all licensees of DWRs re procedural 
guidance for pipe replacement at BWRs. 8vc list end 
EIBENHUT, DO Division of Licensing 04/03/14 Commonwealth 
Edison Co 20pp 22823 334, 24X Flche 30-000.84/03/14,8403130273 


8403200002 Forwards list of items under review needed to support 
refueling outage i< items not yet submitted by util 
MANQAN, C V Niagara Mohawk Power Corp 84/03/19 VASBALLO, D U 
Operating Reactors Branch 2 2pp 22603 361 24X 

Fiche 30-220, 84/03/13, 6403200002. 


6403220129 Forward* Rev i to control room habitability summary rept, 
per 040131 ltr St TM1 Action Plan Item Hi D 3 4 Main steam 
line break source term revised to correspond to Tech Bpec 
concentration limit of 23 uCi total iodine per g of water 
LEMPGES, T E, Niagara Mohawk Rower Corp 84/03/19 VASBALLO, D, B 
Operating Reactors Branch 2 6pp 22716 001 24X 

Fiche. 30-220, 84/03/19, 8403220129. 


8403220177 Responds to NRC request to eiplain operator action given 
draft emergency condenser Tech Spec change Operator* will 
take into account plant condition Si other indications, 
besides high radiation signal, before manually isolating sys. 
MANOAN, C V Niagara Mohawk Power Corp. 84/03/19 VASBALLO, D B 
Operating Raactors Branch 2 2pp 22717*022 24X 

Fiche* 30-220, B4/03/19, 0403220177 


8403300241 Requests remittance of fee for review of 840113 proposed 
Tech Bpec changes re installation of protective relaying on 
outside of reactor protection S< reactor trip bus motor 
generator sot. 

D1QGB.R M License Fee Management Branch B4/03/19 RHODE, C K 
Niagara Mohawk Power Corp ip. 22B40 361 24X 

Fiche: 30-220, 84/03/19, 8403300241 


8403230079 Provides addl info re Type C testing of emergency cooling b 
reactor cleanup inboard isolation valves b method for 
extrapolation of leakage test results from reduced pressure 
to accident pretsure,per 831101 Tech Spec amend application 
MANOAN, C V Niagara Mohawk Power Corp 84/03/20 VASBALLO, D B 
Operating Reactor* Branch 2 2pp 22726 333, 2qx 
Fich* 30-220,04/03/20,8403230078 


8403270176 Advises that final status rept re equipment qualification 
program to be supplied to Commission by B4060l.per 630320 
submittal 

MANOAN, C V Niagara Mohawk Power Corp 04/03/20 VAS9ALL0, D B 
Operating Reactors Branch 2 ip 22771 132 24X 

Fiche 30-220,84/03/20,8403270176 


8403300038 Forwards proposed mod to existing logic for automatic 
Initiation of diesel generators upon loss of voltage & 
degraded voltage Proposed mod involves physical changes to 
undervoltage relaying circuits for Powerboards 102 * 103 
MANOAN. C V Niagara Mohawk Power Corp 84/03/27 VASBALLO. D D 
Operating Reactors Branch 2 9pp 22821 103 24X 

Fiche 30-220,04/03/27,8403300038 


G Inspection reports, IE Bulletins b correspondence 


8403130006 Forwards 1E tnsp Rept 30-220/83-30 on 831219-840131 No 
violations observed 

8TAR08TECK1, R Division of Project b Resident Programs 84/02/27 

RHODE, G K Niagara Mohawk Power Corp 2pp 22613,169 24X 

Ficho 30-220,84/02/27,0403130006 


—0403130021 IE tnsp Rept 30-220/03-30 on B31219-H40131 No violations 
identified Major areas inspected licensee action on previous 
insp findings, operational safety verification, physlca 1 
securi ty, p lant tours b surveillance testing 

HUDBON, S D , COLLINS, 8 J Region 1, Office of Director 04/02/22 
12pp 22613 171 24X Fiche 30-220,04/02/27,8403130006 


0401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits !< Annunciation " Svc list 
enc i, 

JORDAN, E L Division of Emergency Preparedness J, Engineering 
Response (Post 8301031 04/02/28 Consolidated Edison Co of New 

York. Inc U3pp 22909 239 24X Fiche 30-000, 04/O2/2B, 0401 1 90072 


0403260270 Responds to IE Bulletin 83-OB Uestinghouse Type DQ or DS 
breakers b GE Type AK-2 brea kers, w/undervol tag e trip 
a ttachments, not in use at facility 

LEMPGE8, T E Niagara Mohawk Power Corp 84/03/01 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement ip 
23734 282 24X Fiche 30-220,04/03/01,8403260270 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC “ Svc list end 

GRACE, J N Division of QA. Safeguards b Inspection Programs (Post 
B30103) 04/03/02 Consolidated Edison Co. of New York. Inc 

1 30pp 22332 329 24X Flche 50-0 0 0,04/03/02.8402090007 


0402090000 IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22333 090 24X Fiche 30-000, 04/03/02, B402Q9000B 


8402090009 IE Info Notice 84-13, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc 119pp. 22533 217 24X Fiche 30-000,84/03/02,8402090009 


0402090011 IE Info Notice 04-17. "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Bvc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Responee (Post 830103) 04/03/03 Consolidated Edison Co of New 

York, Inc 117pp 22333 336 24X Flche 30-000,04/03/05,8402090011 


8402090024 IE info Notice 84-09. Rev 1* "Lessons Learned From Inaps of 
Fire Protection Safe Shutdown Sys ” Svc list and 
JORDAN, E L Division of Emsrgency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc llSpp 22633 049 24X Fich* 30-000,04/03/07,0402090024 


8402090020 IE Info Notice S4-1B, "Stress Corrosion Cracking in FUR 
Sys 11 Svc list end 

JORDAN, E L Division Df Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07. Consolidated Edison Co of New 

York. Inc 110pp 22584 186 24X Fiche 30-000,84/03/07,0402090020 


8403120044 Forward* revised lnservice lnsp program Program will 
incorporate portion* of 1980 edition through Winter 1981 
addenda of Section XI of ABME Boiler b Pressure Vessel Code 
Pereonntl qualification per proposed Tech Specs end 
LEMPGES, T E Niagara Mohawk Power Corp, 04/03/07 VASBALLO, D B 
Operating Reactor* Branch 2 lp 22390 209, 24X 

Fiche* 30-220, B4/03/07, 8403120044 


— 8403120030 Revised "Inservice Insp Program " 

* Niagara Mohawk Power Corp 84/03/31 4pp 22390 290 24X 

Fiche 30-220,84/03/07,8403120044. 
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2070031 IE Bulletin 84-02, "Failures of GE Type HFA Relays in Use in 
less IE Safety Sys " Bvc list end 

EVDUNGj R C Director's Office. Office of Inspection and 

enforcement 04/03/12 Consolidated Edison Co. of N*u> York, Inc 

34 p p 22B23 074 24X Flche 50-000, 84/03/12. B402070031 


3300275 Requests remittance of fee for final review of 000302 
ubmittel It 820730 rev re inservice lnsp program & requested 
• lief from ASME Code iritp requirements 

IGQS, R M License Fee Management Branch 84/03/13 RHODE. 0 K 
legera Mohawk Power Corp ip 22844 318 24X 

i che- 30-220, 84/03/ 1 3, S40330D273 


32301 16 Discusses calculated dose Tates due to shine from reactor 
ldg atmosphere to control room 6 security bldg following 
esign basis LOCA. per IE lnsp Rept 30-220/03-13 Doses not 
ipected to exceed 3 rem during first B h following DBA 
IANGAN. C V Niagara Mohawk Power Corp 84/03/17 VASSAL LO, D B 
Derating Reactors Branch B 2pp 22730 333 24X 

idle 30-220,84/03/17,8403230116 


>2070043 IE InPo Notice 84-19, "Two Events Involving Unauthoriied 
ntrles Into PWR Reactor Cavities 11 Svc list end 
IORDAN, E L Division of Emergency Preparedness t< Engineering 
e spans e {Post 830103), 04/03/21 Consolidated Edison Co of New 

ork, Inc 123pp, 22Q23 227 24X Flche 30-000, B4/03/21, 0402070043 

>2070044 IE Info Notice 84-20. "Svc Life of Relays in Safety-Related 
ys '* Svc list end 

ORDAN.E L Division of Emergency Preparedness «< Engineering 
esponse (Post 830103) 84/03/21 Consolidated Edison Co of New 

ork. Inc 133pp 22733 001. 24X FlchB 30-000,04/03/21,8402070044 


3300131 Responds to IE Bulletin 83-07 re falsification, of matl 
edifications by Ray Miller, Inc Util received no metis 
rlglnating from Ray Miller, Inc through any intermediaries 
isted in IE Bulletin 83-07, Suppl 1. 

EMPOEB, T E Niagara Mohawk Power Corp 84/03/23 MURLEY, T E 
rg lan 1, Office of Director 2pp 22820 030. 24X 

iche 30-220,84/03/23, 8403300151 


Periodic operating reports & related correspondence 


3070194 "Radioactive Effluent Release Semiannual Rept, Jut-Dec 
783 « H/840301 ltr 

EMPOEB, T E Niagara Mohawk Power Corp 83/12/31 MURLEY, T E 
egion 1, Office of Director S2pp 22538 162 24X 

Iche 50-220,83/12/31,8403070174 


□130031 Monthly operating rept for Feb 1984 W/840310 ltr. 

OMAN, T W , LEMPQES, T E Niagara Mohawk Power Corp 04/02/2? 5pp 
22641.350 24 X Flche 30-220, B4/02/29, 84031 50051 


Reportable occurrences, LERs b related correspondence 


3210043 Nonroutine radiological environ operating rept on B40217, 

horeline sediment samples collected In Nov 19B3 indicated 

oncentrations of Cs-I37 & Sr-70 exceeding control sample 

slues Caused by effluent dischargee W/B403I3 ltr 

EMPQES, T E Niagara Mohawk Power Corp 84/02/17 MURLEY, T E 

egion 1, Office of Director, 3pp 22707.037 24X 

iche 30-220,84/02/17,8403210043 


DOCKET 80-223 UNI V. OF LOWELL RESEARCH REACTOR 
0 Inspection reports, IE Bulletins 8, correspondence 


B 403300165 Act receipt of B4O307 ltr Informing NRC of steps token to 
correct violation* noted In IE lnsp Rept 30-223/83-02. 

STAROSTECKI , R Division of Project U Resident Programs, 84/03/26 
BEOHIAN, L E Lowell, Univ of. Lowell, MA lp 22B20 030 24X 

Flche: 30-223,04/03/26, 0403300163 


— 8403300167 Respond* to NRC 040209 ltr re violations noted in IE lnsp 
Rapt 50-223/03-02 Corrective action* automatic notification 
issued to committee members 6 tickler ays installed to 
measure control & regulating valve interval* 

BEOHIAN, L Lowell, Untv of. Lowell, MA. 84/03/07 
STAR08TECKI, R Division of Project S, Resident Programe 2pp 
B2B20 031 24X Flche 30-223,84/03/26,8403300163 


DOCKET 30-224 UNIV OF CALIFORNIA RESEARCH REACTOR 
R Periodic operating report* fc related correspondence 


8403130113 "Berkeley Research Reactor Annual Rept of Operation*, 1783 " 
W/B4030? ltr 

LIM,T H California, Univ. of. Berkeley, CA B3/12/31, MILLER, J A 
S tender dilation & Special Project* Branch llpp 22640 040, 24X 

Flche. 30-224,83/12/31,8403130113 


DOCKET 50-225 RPI CRITICAL EXPERIMENT 


F Security, medical, emergency t, fire protection plena 


8403060204 Proposed emergency plan for License CX-22 W/840206 ltr 
WICKS, F , HARRIS, D. R»n*»elaer Polytechnic Institute, Troy, NY 
84/02/27 THOMAS. C □ Standardization k Special Project* Branch 
22pp 22317 134 24X FI ch e ■ 30-223. 84/02/27, 8403060204. 


R Periodic operating report* <t related corr*ipond*nc« 


8403200229 "Annual Rept of Tests b Experiment*, Mer 1902 - Feb 1703 1 
WICKS, F , HARRIS, D R Rensselaer Polytechnic Institute, Troy. NY 
83/02/28 2pp 22670 164. 24X Flche 30-223,83/02/29,8403200227 


B403260156 "Annual Operating Rept, Mar 1983 - Mar 17B4 " 

WICKS, F , HARRIS, D R Rensselaer Polytechnic Institute, Troy, NY 
84/03/01 Region 1, Office of Director, 4pp 22730 337 24X 
Flche 30-225,84/03/01,8403260136 


DOCKET 30-237 DRE9DEN NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency 6 fire protection plan* 


8403030004 Forward* FEMA 840206 ltr fc final axereise evaluation* on 
830714 offsite emergency preparedness exercise. 

Recommendations from rept do not affect approval of plan 
PAPER IELLO, C J Region 3, Office of Director 84/02/27 REED, C 
Commonwealth Edison Co 2pp 22490 240 24X Flche. 30-237, 84/02/29, 

8403030004 


3140122 Part 21 rept re status update concerning abnormal wear on 
inear converters Test program underway Results of 
nvestlgation indicate excessive wear caused by hunting of 
ontrol circuitry 

□ □SON, J P Pacific Air Products Co 94/03/0? Director's 

ffice. Office of Inspection and Enforcement 7pp 22624.060 24X 

iche 30-000,84/03/07,0403140122 


8403120093 Advises of 840323 regional workshop in Roiemont, IL u/all 
Region III licensees to dlicuss fire protection saf* 
shutdown requirements of 10CFR30, App R Agenda end. 

SPE8SARD, R L. Division of Emergency Preparedness b Operational 
Support 84/03/06 REED, C Commonwealth Edison Co 3pp. 

22903 222 24 X Flch#> 50-010, 84/03/06, 8403120033. 


□170135 PNS-I— 04-002 on 040312. bomb threat received from 
nldrntifled caller Site emergency b safeguard* contingency 
lan requirements Implemented Public area* & site protected 
rea searched w/negatlve findings 

AD DEN, B , JOYNER. J Region 1. Office of Director 64/03/12 lp 
2674*332 24X Flche 50-220,84/03/12.8403170133. 


0403150072 Forward* results of ln-progres« audit of d*tail«d control 
room design review Util pursuing court* of review which NRC 
believe* will satisfy requirements of Buppl 1 to NURE0-0737. 
CRUTCHFIELD, D Operating Reactor* Branch 3 84/03/14 FARRAR, D L 

Commonwealth Edison Co llpp 22643 002, 24X FI che. 30-237, 

04/03/14, 0403130092 


3220073 EN-B4-013 on B40320, not 1 c * of violation 6 proposed 

reposition of civil penalties in amount of 4100,000 will be 

slued to licensee Action based on failure to maintain 

□ntalnment integrity l failure to conduct surveillance 

RAID, J . AXELRAO, J- Director's Office, Office of Inspection and 

nforeement 84/03/13 2pp 22712*308. 24X Flche 30-220.04/03/15, 

403220073 


0 Adjudicatory correspondence 


8402230137 Order extending time until B40228 for Commission to act to 
review Director'* Decision DD-B3-14 

CHILK. S J Office of the Secretary of the Commission 84/02/21. 
Commissioners ip. 22337.362. 24X Fich# 30-000,84/02/21, 

0402220137 
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0403010230 Order extending time until 040305 for Commission to act to 
review Director's Decision DD-B3-14 & 031029 decision 
denying request of Environ Policy Inst 

CHILK, 8 J Office of the Secretary of the Commission B4/02/28 
Commissioners ip 22434 210 24X Flche 30-000,04/02/20, 

8403010230 


8403090069 Informs that Commission unanimously declined to review 
Director's Decision DD-B3-14 Time provided by NRC 
regulations within which Commission may act to review 
expired Decision became final agency action on 840305 
CHILK, 8 J Office of the Secretary of the Commission B4/03/08 
CELCBREZZE, A U Ohio, State of 2pp 22373 330 24X 

Fiche 30-000,84/03/00,0403090069 


8403090074 Informs that Commission unanimously declined to review 
Director's Decision DD-B3-14 Time provided by NRC 
regulations within which Commission may act to review 
expired Decision became final agency action on 040305 
CHILK, 8 U Office of the Becretary of the Commission 84/03/08 
MILLAR, F, Environmental Policy Institute Ip 22573 292 24X 

Fiche 30-000,84/03/08,0403090074 


8403090113 Informs of Commission decision not to review Director's 
Decision DD-03-I4 Tims for Commission to act expired on 
840303 M /0 end 

CHILK, 8, J Office of the Secretary of the Commission 84/03/00 
RE8NIK0FF, M Sierra Club ip 22376 079 24X 

Fiche' 30-000, 84/03/08, B403090U3 


P Operating license stage documents & correspondence 


8403090183 Resubmits response to SEP Topic VII-1 A, "Isolation of 
Reactor Protection Sys from Nonsafety 8y s, Inc lud ing 
Qualification of Isolation Devices " Page 2 omitted from 
original response 

RVBAK.B Commonwealth Edison Co 84/02/13 CHERV, D Division of 
Licensing lp 22568 319 24X Fiche 30-237,04/02/13.8403090183 


— 8403090191 Responds to SEP Topic VIl-l A, "Isolation of Reactor 
Protection Sys from Nonsafety Sys, Including Qualification 
of Isolation Devices " APRM inputs will have Class IE 
isolators rated at 1 meg-ohm w/separate power supplies 
RYBAK, B Commonwealth Edison Co 1378A 83/08/03 GILBERT, R 

Operating Reactors Branch 3 4pp 22368 320 24X 

Fiche 30-237,04/02/13,8403090183 


— 8403090194 Forwards Info re 9EP Topic VII-1 A, "Isolation of Reactor 
Protection sys from Nonsafety Sys, Inc lud Ing Qualification of 
Isolation Devices," in response to 801022 request 
JANECEK, R F Commonwealth Edison Co 81/01/21 LAINA8, 0 C 

Assistant Director for Safety Assessment. 22pp 22360.324 24X 

Fiche 30-237,84/02/13,8403090183 


0403020037 Notification of contract execution "Dresden t< Perry 
Simulator Leasing, " awarded to QE 

JESSUP, B Technical Assistance Contracts Branch FIN 0-8713 
64/02/17 HAVINS.O H. Director's Office, Office of Inspection and 
Enforcement lp. 22491 043 24X Fiche 30-000,84/02/17,8403020037 


— 0403020043 Contract "Dresden it Perry Simulator Leasing, " awarded to 
SE 

PIERCE, R L General Electric Co MORTON, K V Division of 
Contracts FIN B-8713 84/02/17 38pp 22491 046 24X 

Fiche 30-000,04/02/17,8403020037 


8403140340 Summary of 031213 meeting w/GE it Mart I Owners Group in 
Bethesda,MD re Mark I containment wetwel 1-drywel 1 vacuum 
breaker design methodology. 

SIEGEL, B L Operating Reactors Branch 2 04/02/21 Operating 

Reactors Branch 2. 31pp. 22633 198 24X Fiche 30-000,84/02/21, 

8403140340 


B403030119 Forwards supplemental rasponse to Generic Ltr 83-20, 
"Required Actions Based on Generic Implications of Balem 
ATW8 Events " 

BARNES, P L Commonwealth Edison Co 84/02/29 DENTON, H R Office 

Of Nuclear Reactor Regulation, Diractor 26pp 22488 084 24X 

Fiche: 30-000, 04/02/29,8403030119. 


8403130070 Forwards proposed resolution of environ qualification 8ER 
i< Franklin Research Ctr technical evaluation rept open item 
deficiencies Final 0ER should be Issued to indicate 
resolution of program deficiencies, 

RYBAK, B Commonwealth Edison Co 84/02/29, DENTON, H R. Office of 
Nuclsar Reactor Regulation, Director. 46pp 22602' 123 24X 

Fiche, 30-237, 04/02/29,8403130070 


8403130400 Forwards 040210 responses to Generic Ltr 03-35 clarifying 
TMI Item II K 3 31 Util concurs w/NRC position Item should 
be closed 

RYBAK, B Commonwealth Edison Co 84/03/02 EISENHUT, D G Division 
of Licensing 2pp 22613 143 24X Fiche 30-000,84/03/02, 

0403130400 


8403130410 Application for amend to Licenses DPR-19 & DPR -23 , rev 1 s i n g 
Tech Spec Table 3 7 1 to require min addition of four LPC I 6 
two torus spray suction valves 

RYBAK, B Commonwealth Edison Co 84/03/03 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 22616 051 24X 

Fiche 30-237,04/03/03.0403130410 


— 840313041B Proposed changes to Tech Spec Table 3 7 1 to require min 
addition of four LPCI it two torus spray suction valves 
» Commonwealth Edison Co 84/03/03 lOpp 22616 033 24X 

Fiche 30-237,04/03/03,8403130410 


8403130040 Forwards request for addl info to support conclusions re 
current design codes U criteria & load combinations in 
020002 ltr per integrated plant safety assessment rept 
(NUREG-0023) 

CRUTCHFIELD. D Operating Reactors Branch 3 84/03/09 FARRAR, D L 

Commonwealth Edison Co Bpp 22643 004 24X Fiche 50—237,84/03/09, 

8403130040 


— 8403130043 "Review of Licensee Response to Design Codes . Do sign 
Criteria t Loading Comb inations, Dresden Nuclear Power 
Station Unit 2," draft supplemental technical evaluation 
rept 

STILWELL, T C , DARWISH, M . HALLO, E U' Franklin Ins 1 1 tut e/Frank 1 1 n 
Research Center NRC-03-B1-130 TER-C3S06-423 83/11/19 

PER8INK0, D NRC - No Detailed Affiliation Given 36pp 
22643 092 24X Fiche 30-237,84/03/09,0403130040 


0403130273 Generic Ltr 84-07 to all licensees of BWRs re procedural 
guidance far pipe replacement at BWRs Svc list end 
EISENHUT, D.G Division of Licensing 84/03/14 Commonwealth 
Edison Co 20pp 22Q23 334 24X Fiche 30-000,84/03/14,8403150273 


8403220133 Application to amend Licenses DPR-19 t< DPR-25, rev 1 sing 
Tech Specs to update snubber tables to reflect additions, 
deletions & other changes 

RYDAK.B Commonwealth Edison Co 84/03/13 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 22713 338 24X 

Fiche 30-237,84/03/13,8403220133 


— 0403220150 Proposed Tech Specs updating snubber tables to reflect 
additions, deletions & ether changes 

* Commonwealth Edison Co 04/03/13 20pp 22719 341 24X 

Fiche, 30-237, 04/03/13, 0403220133 


B40327013Q Application for amend to License DPR-23, c hangi ng Tech Specs 
to extend certain MAPLHQR curves to 40,000 MWd/ST, 

RYBAK, B Commonwealth Edison Co 84/03/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Bpp 22774 129 B4X 
Fiche 30-000,04/03/19,8403270130 


—0403270136 Errata t. Addenda Sheet 9, replacing Page 4-14 to "LOCA 
Analysis Rept for Dresden Units Z k 3 4 Quad Cities 1 it 2 
Nuclear Power Stations “ 

# General Electric Co NED0-24146A ERR 09 83/01/31 2pp 

22774 133 24X Fiche, 30-000, 84/03/19, 8403270130 


8403220047 Forwards corrected Page 43 to Amends 81 tc 73 to Licenses 
DPR-19 6 DPR-23, respectively, whi ch failed to Include 
Footnote 11 re verification of time delay setting between 
3 fc 9 s 

CRUTCHFIELD, D Operating Reactors Branch 3 84/03/20 FARRAR, D L 

Commonwealth Edison Co 4pp 22712 197 24X Fiche 30-237,04/03/20, 

0403220047 


Q Inspection reports, IE Bulletins It correspondence 


0403120134 Forwards IE Insp Repts 30-237/84-01,30-249/84-01, 
00-234/84-01,30-263/84-01.30-293/84-01 it 30-304/84-01 on 
040203-14 No noncompliance Identified 

SHAFER, W D Region 3, Office of Director 04/02/23 REED, C, 
Commonwealth Edison Co 2pp 22390 090 24X Fiche 30-000,84/02/23. 

8403120134 


— 8403120137 IE Insp Repts 30-237/84-01,30-249/84-01,30-234/84-01, 
30-269/04-01,30-293/84-01 !t 30-304/84-01 on 840203-14 No 
noncomp 1 lance or deviations Identified Major areas 
Inspected allegations of Improper operation 
CHRiaaoTIMOS.N , TONGUE, T , H0LZMER, M Region 3, Office of 

Director 04/02/21 4pp 22390 092 24X Fiche 90-000,84/02/23, 

B403120134 
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6403030043 Forwards Rev O to Corporate Regulatory Performance 
Improvement Plan “ Plan designed to heighten employee 
awareness 6 strengthen corporate ability to Improve 
regulatory performance 

THOMAS, a CommDnuealth Edison Co 84/02/24 KEPPLER, J G Region 
3, Office of Director 3pp 22490 13? 24X Fiche 30-000,84/02/24, 

3403090043 


— 0403030046 Rev O to "Corporate Regulatory Performance Improvement 
Plan “ 

* Commonweal th Edison Co 84/02/29 22pp 22490 1 42 24X 

Fiche 50-000, B4/02/24, 3403030043 


0403120070 Forwards IE Insp Rept 30-237/04-02 on 040110-26 & notice 
of violation 

NORELMS, C E Division of Project 6 Resident Programs 04/02/24 
REED, C Commonwealth Edison Co 2pp 22391 133 24X 

Fiche 30-237,84/02/24,0403120070 


— 8403120073 Notice of violation from insp on 840110-26 

NORELIUS.C E Division of Project 8 Resident Programs 84/02/24 
2pp 22591 133 24X Fiche 50-237,04/02/24,8403120070 


— 0 403120 079 IE insp Rept 30-237/84-02 an 840110-26 None amp 1 lane e noted 
failure to fallow control rod sequence procedure 6 
out-of-svc procedure, resul t ing in skipping 20 steps 
TONGUE, T M , STASEK, S , WALKER, R D Region 3, Office of Director 
04/02/22 Bp p 22591 137 24X Fiche 50-237.04/02/24.8403120070 


3401190075 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits L Annunciation " Svc list 
ene 1 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response CPost 330i03> 34/02/23 Consolidated Edison Co of New 

York, Inc 1 1 5pp 22909 239 24X Fiche 50-000,04/02/26,3401190072 


0402090007 TE Info Notice 84-14, "Highlights af Recent Transport 
Regulatory Revs by DOT & NRC “ Svc list end 

GRACE, J N Division of QA, Safeguards & Inspection Programs (Post 
030103) 64/03/03 Consolidated Edison Co of New York, Inc 

130pp 22332 329 24X Fiche 50-000,84/03/02,0402090007 


— 8403230126 Rev 0 to "Corporate Regulatory Performance Improvement Plan 
For Dresden, Quad Cities, Zion & LaSalle Operating Nuclear 
Stations & Byron & Braidwood Project Operating 
Organ! iations " 

* Commonwealth Edison Co 04/02/29 22pp 22730 165 24X 

Fiche 30-000,84/03/20.0403230000 


0403260196 Forwards responses to IE Bulletin 03-07, "Apparently 
Fraudulent Products Sold by Ray Miller, Inc “ Quad Cities 
supplied uVpiping matls from Ray Killer, Inc during const 
Evaluation enc 1 Concerns of IE Bulletin 03-06 satisfied 
BARNES. P L Commonwealth Edison Co S4/03/20 KEPPLER. J 0 Region 
3, Office of Director I9pp 22736 105 24X Fiche 30-000,84/03/20, 

0403260196 


8402090043 IE Info Notice 84-19, "Two Events Involving llnauthor 1 led 
Entries into PWR Reactor Cavities " Svc list encl 
JORDAN, E, L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 S2 9 24X Fiche 30-000,84/03/21,0402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 330103) 04/03/21 Consolidated Edison Co of New 

York. Inc 133pp 22933 001 24X Fiche 30-000,84/03/21,8402090044 


8403270114 EN-S3-076A on 640323, order imposing civil monetary penalties 
In amount of 450,000 Action based an failure to daselfy 
torus-to-dryurell vacuum breaker actuation arm shaft seals 
under App D Mitigation of 031115 penalty unwarranttd 

KLINQLER.O , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 94/03/23 tp 22774 031 24X Fiche 50-237,84/03/23, 

0403270114. 


R Periodic operating report# 8, related correspondence 


0403060099 "Rept of Radioactive Ef fluents, Jul-Dec 1903 « W/840213 ltr 
SCOTT, D J Commonwealth Edison Co 03/12/31 KEPPLER, J 0 Region 
3, Office of Director 17pp 22506 845 24X Fiche 50-010,83/12/31, 

0403060099 


3402090000 IE Info Notice 04-16, “Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list encl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) B4/03/02 Consolidated Edison Co of New 

York. Int I22pp 22553 096 24X Fiche 50-000,84/03/02.8402090000 


B4O30BQ197 "Rept of Occupational Personnel Radiation Doses, 19B3 " 
W/B40227 ltr 

SCOTT, J S Commonwealth Edison Co 03/12/31 CASE, E G Office of 
Nuclear Reactor Regulation. Director J3pp 22359 099 24X 

Fiche 30-000, 03/13/31, 0403000197, 


0402090009 IE Info Notice 84-13. "Reporting of Radiological Releases " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 84/03/02 Consolidated Edison Co of New 

York. Inc 119pp 22553 217 24X Fiche 50-000,84/03/02. 8402090009 


840209QDI 1 IE Info Notice 84-17, "Problems W/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list encl 
JORDAN. E L Division of Emergency Preparedness 8. Engineering 
Response (Post 830103) 84/03/D5 Consolidated Edison Co of New 

York. Inc 117pp 22553 336 24X Fiche 50-000, B4/03/ 05, B40209001 1 


9403220120 Annual uholi body external exposures for 1983 W/B40316 ltr 
RYBAK, B. Commonwealth Edison Co 83/12/31 7pp 22716 007 24X 

Fiche 50-000,83/12/31,8403220120 


040313001 5 Monthly operating repts for Feb 1984 W/840301 ltr 

SCHROEDER, 0 A , SCOTT, D J Commonwealth Edison Co 84/02/29 17pp 
22614 344 24X Fie he 50-237,84/02/29,8403130015 


S Reportable occurrences. LERi {< rslated correspondence 


5402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From Insp* of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc liBpp 22635 049 24X Fiche 50-000.84/03/07,0402090024 


8402090020 IE Info Notice 84-18. "Stress Corrosion Cracking in PWR 
Sys “ Svc list encl 

JORDAN, E L Division of Emergency Preparedness K Engjneering 
Response (Post 830103} 84/03/07 Consolidated Edison Co of New 

York, Inq U 0 pp 225B4 196 24X Fiche 30-000,04/03/07,8402090028 


6402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays In Use in 
Class IE Safety figs " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 
I34pp 22823094 24X Fiche 50-000, 84/03/ 1 2, B402090031 


84032300BB Ack receipt of regulatory performance improvement plan 
Periodic meetings requeited to discuss progress on program 
h provide feedback 

KEPPLER, J G Region 3. Office of Director 04/03/20 THOMAS, B 
ninwinnoa* 11 Edison Co l p 22730 1 6 ! 24X F i che. 30-000, 84/03/20, 


— 0403230107 Forwards corpo 
THOMAS, B Commonwealth 
3, Office of Director. 
84/03/20. 84O323006B 


rate regulatory performance improvement plan 
Edison CD 04/02/24 KEPPLER, J Q Region 
3pp 22730 162, 24X Fiche 30-000, 


8403270089 Supplemental LER 83-080/03X-1 on 031 124, of fgas log rad 
monitor 2-1705-A delivered offgas high alarm 6 high alarm 
spiked & drifted downscale Caused by burned out resistor 
Power supply Installed & monitor cal ibr. W/840307 ltr 
W0JTULEHIC2, T , SCOTT, D J Commonwealth Edison Co 83/12/20 
KEPPLER. J 0 Region 3, Office of Director 3pp 22766 252, 24X 

Fiche 50-237, 83/12/20, 8403370089, 


8403230096 Updated LER 03 012/01X— 1 on 030210, while conducting routine 
mechanical snubber test.main steam line mechanical snubbers 
44,46,50,51 5 , 53 found lnopsrable Thorough Investigation 
revealed no cause Snubbers replaced W/840302 ltr 
SCHROEDER, 13 , MIROCHNA.R , SCOTT, D J CDmmonwsalth Edison Co 
04/03/02 KEPPLER, J 0, Region 3, Office of Director 6pp. 

22730 123 24X F 1 c ha , 30-237, 84/03/02, 8403230096 


0403270056 Updated LER 83-084/03X-1 on 831230, during normal operation, 
primary containment oxygen sample from torus alarmed on low 
level sample flow Caused by sample line moisture Line 
drained & leads reconnected W/840314 ltr 

BEROANi Q W , SCOTT, D. J Commonwealth Edison Co 04/03/14, 

KEPPLER, J <5 Region 3, Office of Director 3pp. 22766*136 24X 

Fiche 50-237, 04/03/14, 8403270056 


B403260260 LER 84-003-00 on 840221. core spray valva M02-1 402-23A 
failed to operate from control room Caused by cracked 
bearing race 6 gear housing Work requasts writtsn to modify 
existing circuitry W/840319 ltr 

COYLE, L > SCOTT, D J Commonwealth Edison Co 84/03/19 4pp 
22754 359. 24 X Fiche 30-237,84/03/19,8403260260 
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8403260223 LER B4-004-00 on 840222, during Coro Spray Vulva Operability 
Test DOS 1400-2, core spray suction valve M0-2-I402-3A failed 
to close from control roam Caused by faulty auxiliary 
breaker contact Contacts replaced W/84O320 ltr 

COYLE, L . SCOTT, D J Commonwealth Edison Co 04/03/20 4pp 
22756 086 24X Fiche 50 - 237 , B 4 / 03/ 20, 8403360223 


S403160158 Notification of 040315 meeting w/ut i 1 , App 1 led Research Assoc 
U Oilbert Assoc in Bethesda, MD to discuss site-specific 
tornado parameters 6 structural upgrade program 
PERSINKD. D Systematic Evaluation Program Branch 04/03/07 

GRIMES, C I Systematic Evaluation Program Branch ip 22662 266 

24X Flche 50-244. 04/03/07, B40316015B 


DOCKET 50-230 NUCLEAR SHIP 8AVANNAH 


R Periodic operating reports & related correspondence 


64030301 1 1 Forwards "Semiannual Survey Rept TLD Monitoring Rept, Direct 
Radiation Survey & Containment Survey Results & Environ 
Sample Analysis Rept, 820? 16-031031 " 

CHERRY, J E Commerce, Dept of, Maritime Administration 84/02/29 
NRC - No Detailed Affiliation Given 2pp 22407 271 24X 

Fiche 50-230. B4/02/29, 04030501 11 


— 8403050113 "Semiannual Survey Rept' TLD Monitoring Rept, Direct Radiation 
Survey fc Containment Survey Results & Environ Sample 
Analysis Rept, 820916-831031 " 

* South Carolina. State of 83/10/31 29pp 22407 273 24X 

Flche 50-230,84/02/29,8403050111 


DOCKET 30-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT I 


F Security, medical, emergency & fire protection plans 


0403060290 Summary of B40222 meeting w/utll t> Bechtel re proposed App R 
exemption requests *, alternative shutdown sys Meeting 
agenda h list of attendees end 

DICK , Q F Operating Reactors Branch 3 84/02/29, Operating 

Reactors Branch 3 3pp 22319 163 24X Fiche 30-244,84/02/29, 

8403060290 


0403 190243 Notification Of 840410 workshop in King of Prussia. PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp Si topics described in IE Info Notice 
84-09 Agenda for workshop encl 

HURLEY, T E Region 1, Office of Director 94/03/09 0'TOPLE, J D 
Consolidated Edison Co of New York, Inc POLLOCK, M S Long island 
Lighting Co UDERITZ Public Service Electric G Qas Co of New 
Jersey 33pp 22672 062 24X Fiche 30-000,04/03/09,0403190243 


0403260243 Revised emergency plan implementing procedures, includ lng 
Procedure SC-410 re insp of emergency eqg ipment, Procedure 
SC-322 re manning emergency survey c tr S< Procedure 0C-3I2 re 
manning operation support etr W/840320 ltr 

a Rochester Oas S< Electric Corp 84/03/20 MURLEY, T E Region i, 
Office of Director 27pp 22754 327 24X Fiche 50-244,84/03/20, 

8403260243 


J Insurance 8, indemnity information 


0403140070 Forwards Endorsement 79 to MAELU Policy MF-47 Si 
Endorsements 93 Si 94 to NELIA Policy NF-I70, 

B1NISI.J M Marsh 8< McLennan, Ind 84/03/05 8ALTZMAN, J D 
Assistant Director for State S< Licensee Relations 4pp 22634 186 
24X Fiche 30-244,84/03/03,8403140078 


D Advisory Committee on Reactor Safeguards reports Si correspondence 


0403280333 Summery Df ACRE Subcommittee on RE Oinna 831116 meeting w/ 
u tl Is, 01 lber t Assoc, Westi nghouse, KMC, Inc, Tay lor Assoc Si 
LeBoeuf, Lamb, Leiby t, MacRae in Wash ing ton, DC re application 
to convert provisional OL to full-term OL 

e ACR8 - Advisory Committee on Reactor Safeguards, 84/02/10 
ACRB - Advisory Committee on Reactor Bafeguerd* 20pp 22807’ 239 
24X Fiche- 30-244. 84/02/10, B403280333 


P Operating license stage documents 4, correspondence 


8403060115 Forwards addl info in Support of 831110 Tech Spec change 
request re use of technical support ctr battery in place of 
one Class IE battery for brief period 

KOBER, R W Rochester Q*s & Electric Corp 84/02/29 CRUTCHFIELD, D 
Operating Reactors Branch 3 2pp, 22318 086 24X 

Flche 30-244,84/02/29,8403060113 


— 8403060126 Rev 2 to Procedure EWR 3398, "Design Criteria Oinna Station 
Technical Support Ctr Battery - Vital Battery Intertie " 

W/two oversixe drawings, Aperture cards are aveilable in PDR 
SMITH, J H , ANDERSON, C R , DANIELS. 0, W. Rochester Gas 1, Electric 
Corp 62/11/11. Itpp 22318, 088 24X Flche 30-244,84/02/29, 

8403060115 


8403200122 Summary of 840224 meeting w/West inghouse Owners Group in 
Bethesda, MD tb proposed Westlnghouse steam generator tube 
rupture generic program Attendee list & agenda encl 
NERSES, V Licensing Branch 3 84/03/07 Licensing Branch 3 

35pp 22811 131 24X Flche 50-000,04/03/07,8403200122 


8403130225 Advises of plan for resolving upper plenum injection issue 
Involving ECC8 models by Westlnghouse t, Exxon for 
calculating ECCS performance of Westlnghouse two-loop 
plants Response to upcoming SER due 90 dags after issuance 
CRUTCHFIELD, D Operating Reactors Branch 5 84/03/0? KOBER. R W 

Rochester Oas S, Electric Corp 3pp 22606 060 24X 

Flche 30-244, 04/03/09, B4031 30225 


8403210135 Forwards notice of consideration of issuance of amend to 
License DPR-10 & proposed NSHC determination & opportunity 
for hearing on 031220 request for Tech Spec change re fuel 
design 

CRUTCHFIELD, D Operating Reactors Branch 5 B4/03/19 KOBER, R W 

Rochester Gas ti Electric Corp 2pp 22707 23B 24X 

Fiche 50-244,04/03/19,0403210135 


— 0403210143 Notice of consideration of issuance of amend to License 
DPR-10 *< proposed NSHC determination !» opportunity for 
hearing re proposed fuel design change 

CRUTCHFIELD, D Operating Reactors Branch 3 84/03/15 Ilpp 

22707 240 24X Fiche 50-244,84/03/19,8403210135 


8403260190 Forwards proprietary responses to NRC questions re util 
application for amend to Tech Specs dtd Doc 1903 t, 
application for withholding info Info withheld (ref 
10CFR2 790) 

KOBER, R W Rochester Oas U Electric Corp 84/03/19 CRUTCHFIELD, D 
Operating Reactors Branch 3 lp 22756 099 24X 

Fiche. 50-244, 04/03/19, B4O326O190 


— 8403260201 Application for withholding proprietary responses to 
questions re applications for amend to Tech Specs dtd Dec 
1903 

WIEDEMANN, R A We « 1 1 ng hous e El ec tr i c Corp 04/03/16 PENTON. H R 
Office of Nuclear Reactor Regulation, Director llpp 22756 100 
24 X Fiche 30-244.04/03/19,0403260190 


8403200069 Discusses installation *< NDE of steam generator tubesheet 
sleeves Approval to install 10 addl sleeves, based on insp 
results, requested, 

KOBER, R Rochester Gas 6 Electric Corp 34/03/23 CRUTCHFIELD. R 
Operating Reactors Branch 9 5pp 22776 344 24X 

Fiche 50-244,04/03/23,8403230069 


B4032901BS Forwards "Containment Vessel Tendons" S, "Containment Vessel 
Tendons Stress Relaxation " completing response to 
Comments 0 t, liaiper NRC 830308 ltr Response to Comment 10 
expected by 840401 

KOBER, R W Rochester Gas i Electric Corp 84/03/26 CRUTCHFIELD, D 
Operating Reactors Branch 5 2pp 22B01 020 24X 

Fiche 50-244, 84/03/26, 0403290 IBS 


— 0403290100 "Containment Vessel Tendons,” 1983 surveillance final rept 
DEMOSS, G T , FULTON, J F , HERR, J C Gilbert Associates, Inc GAI 
2512 84/01/31 96pp 22001 030 24X Fiche 50-244,04/03/26, 

0403290105 


— 0403290 1 B9 "Containment Vessel Tendons Stress Relaxation Properties of 
Retensioned Wires " 

FULTON, J F , HBIEH.S 8 , HERR, J, C Gilbert Associates, Inc QAI 
2499 03/12/31 I20pp 22001 127 24X Flche 50-244,04/03/26, 

0403290105 


Q, Inspection reports, IE Bulletins t, correspondence 


8401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits & Annunciation " Sve list 
encl, 

JORDAN- E L Division of Emergency Preparedness *< Engineering 
Response (Post 830103) 84/02/20 Consolidated Edison Co of New 

York, Inc U3pp 22909 239 24X Fi c h e 50-000, 84/02/20, 8401 1 90072 


8402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT Si NRC " Svc list encl, 

GRACEr J N Division of QAi Safeguards St Inspection Program* (Post 
030103) 84/03/02 Consolidated Edison Co o-f New York, Inc 

130pp 22352 329 24X Flche 50-000,84/03/02,8402090007 
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0402090008 IE Info Notico 84-16, “Failure of Automatic Sprinkler Sys 
valves to Operate ” Svc list encl 

JORDAN, E L Division of Emergency Prepare-dnes s b Engineering 
Response (Post B30103) B4/03/02 Consolidated Edison Co of New 

York. Inc I22pp 22353 09B 24X Fichs 30-000. BA/03/02. B40a090QQS 


0402090009 IE Info Notice B4-15, “Reporting of Radiological Releases " 
Svt list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post B30103) B4/03/02 Consolidated Edison Co of Now 

York. Inc U9pp 22353 317 24X Fiche 30-000.04/03/02,8402090009 


040207001 I IE Info Notice 04-17. 'Problems W/LIqutd Nitrogen Cooling 
Components Below Nil Ductility Temp “ Svc list one 1 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 0301031 04/03/03 Consolidated Edison Co of Now 

York, Inc 117pp 22353 336 24X Fiche 50-000. 04/03/03. B40209001 1 


B40209B034 IE Info Notice 84-09, Rev 1, "Lessons Learned From Intps of 
Fire Protection Safe Shutdown Sys ” Bvc list encl 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Past 830)03) 94/03/07 Consolidated Edison Co of New 

York. Inc napp 32635 049 24X Fiche 30-000,64/03/07.8402090024 


B402Q-90026 IE Info Notice B4—IB, “Stress Corrosion Cracking in PWR 
By s " Svc list end 

JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Past B301O3) 34/03/07 Consolidated Edison Co of New 

York. Inc llOpp 22504 106 24X Fiche 30-000, B4/03/07. 0402090023 


B4020-90031 IE Bulletin 04-02, “Failures of OE Type UFA Relays in Use In 
Class IE Safety Sys “ Svc list encl 

DEYBUNO.O C Director's Office. Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York. Inc 

134PP 22023094 24X Fiche 50-000,04/03/12,0402090031 


0403370150 Responds to- IE Bulletin 03-00 re electrical circuit breakers 
w/undervol tago trip feature in use in safety-related 
applications other than reactor trip sys No subj circuit 
breakers in use at facility 

KOBER.R W Rochester Oas t Electric Corp 04/03/12 HURLEY, T E 
Region 1, Office of Director lp 22769 J30 24X 

Fiche 30-244.04/03/12,0403270150 


0402090043 IE Info Notice 04-19. "Two Events Involving Unautboriiad 
Entries Into PWfS Reactor Cavities " Svc list encl 
JORDAN, t L Division of Emergency Preparedness b Engineering 
Response (Post B30103I B4/03/21 Consolidated Edison Co of New 

York, Inc I23pp 2BB23 229 24X Fiche 30-000,04/03/21.0402090043 


0402090044 IE Info Notice 04-20. "Svc Life of Relays in Safety-Related 
Bys " Bvc i t st enc l 

JORDAN. f L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/31 Consolidated Edison Co of New 

York. Inc 135pp 22933 ODi 24 X Fiche 50-000, 64/03/21. B402090044 


0403270152 Responds to IE Bulletin B3-07 re apparently fraudulent 
products sold by Ray Hiller. Inc Matts never received 
directly from Ray Hiller t, equipment never received from 
suppliers using Ray Miller matls 

HUBER. R W Rochester Oas b Electric Corp B4/03/21 HURLEY, T E 
Region 1, Office of Director tp 22769 149 24X 

Fiche 30-244,04/03/21,0403270152 


84D3280069 Discusses installation b NOE of steam generator tubesheet 
sleeves Approval to install to add! si eeve*. based on tnsp 
results, requested 

KOBERi R Rochester Oas b Electric Corp 04/03/23 CRUTCHFIELD, R 
Operating Reactors Branch 5 3pp 22776 344 24X 

Fiche 30-244,04/03/23,0403260069 


8403300109 Ack receipt of B40127 Itr Informing HRC of steps taken to 
correct violations noted in IE Insp Rept 50-244/33-23 
9TAR0BTECKI , R Division of project b Resident Programs B4/03/23 
KOBER.R W Rochester Oas t Electric Corp Spp 22B19 204 24X 

Ficli » 30-244, 04/03/23, B40D300189 


- -8403300191 Responds to NRC 031229 ltr re violations noted in IE Insp 
Rept 50-244/03-23 Corrective actions Procedure SM-2606 SD 
approved for use on 921203 Training accomplished for all 
liaison engineers in plant administrative procedures 
MAI ER, J E Rochester Gas b Eleetric Corp 04/01/27 HURLEY. T E 
Region t. Office of Director 6pp 22B19 206 24X 

Fiche 30-244,04/03/23, 0403300199 


R Periodic operating reports b related correspondence 


9403020202 Monthly operating rapt for Jan 19B4 W/040210 itr 

MCNAMARA, A E , SNOW), B A Rochester &** b ElectTic Corp 84/01/31 
Spp 22440 231 24X Fiche 50-244,04/01/31,0403020202 


B4033000B1 Monthly operating rept for Feb 1984 H/840310 ltr 

D0DOE, R E . SNOW, B A Rochester Oas b Electric Corp 84/02/29 
6pp 22822 070 24X Fiche 50-244 , 04/02/29, 8403 30 0 001 


B4O3130132 Forwards "Effluent h Waste Disposal Semiannual Rept, 
Jul-Dec 19B3," "Std Rept of Personnel Whole Body Exposure 
(Rem) by Exposure Groups, 19B3" b "8td Rept Of Personnel b 
Man-Rem by Work b Job Functi on, 19B3 “ 

KOBER.R W Rochester Oas b Electric Corp 04/03/02 HURLEY, T E 
Region 1. Office of Director lp 22600 033 24X 

Fiche 30-244,04/03/02, B403130132 


— 0403130142 "Effluent b Waste Disposal Semiannual Rept, Jul-Dec 19B3 
• Duke Power Co 83/12/31 ISpp 22600 034 24X 

Fiche 30-244,84/03/02.0403130132 


— B403130149 "Std Rept of Personnel Whole Body Exposure (Reml by Exposure 
Group i, 1903 “ 

» Duke Power Co 83/12/31 lp 22600 046 24X 

Fiche 30-244,04/03/02, B403130132 


— B403130137 "Std Rept of Personnel b Man-Rem by Work b Job Function for 
1733 " 

e Duka Power Co 83/12/31 lp 22600 047 34X 

Fiche 30-244.04/03/02,8403130132 


S Reportable occuriences, LERs b related correspondence 


0403260233 Forwards summary list of deficiencies identified per 
10CFR30 35(e). Part 21 b potential generic ltr repts for 
comments 

BTAR08TECKI, R Division of Project b Resident Programs B4/02/2B 
Region 1, Office of Director 7pp 22756:065 24X 

Ficbo 50-000,84/02/28,84 0 3 26 0233. 


V Operator Examinations 


0403190425 Notification of Significant Licensee Meeting 04-23 on 84031S 
w/util in King of Prussia, PA to discuss Region I evaluation 
of licensed operator requal If ication program 

COLLINS, 8 J Assistant Director for Operating Reactor* 84/03/08 
DIRCKSiU Office of the Executive Director for Operations 
DEYQUNOiR Director's Office, Office of Inspection and Enforcement 
EIBENHUT, D Division of Licensing lp 226SI 331 24X 

Fiche 50-244. 04/03/08, 8403190425 


DOCKET 5Q-H45 MILLSTONE NUCLEAR POWER STATION, UNIT i 


F Security, medical, emergency b fire protection plans 


B403260 195 Rev 41 to emergency plan implementing procedure Index b Rev 
1 to Procedure EPIP 430SA, "Meteorological Tower Emergency 
Operations Facility Computer Terminal Operation " 

W/840309 ltr 

CQUNBIL, W 0 . SEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNBIL.H Q Northeast Utilities 04/02/15 
EI0ENHUT, D 0 Division of Licensing 14pp 22756 171 24X 

Fiche 50-245,04/02/15,0403260195 


B4O3260 143 Forwards general position statement on Reg Guide 1 97. Rev 2 
re justification of significant generic deviations, per 
NURE0-0737. Sup pi 1 

COUNBIL, u 0 , BEARB, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) CQUNSILiW 0 Connecticut Yankee Atomic Power 
Co 04/02/29 MILLER, J R Operating Reactors Branch 3. 

CRUTCHFIELD. D Operating Reactors Branch 5. 3pp 22758 162 24X 

Fiche 50-000, 04/02/29, 6403260143 


— 8403260131 General position statement on Reg Quids i 97, Rev 2 re 
Instrumentation for assessing plant b environ conditions 
during b following accidents 

« Northeast Nuclear Energy Co (subs, of Northeast Utilltlas). • 
Connecticut Yankae Atomic Power Co * Northeast Utilities 
04/02/29 69pp 22738 169 24X Fiche 30-000,84/02/29,0403260143 


0403190243 Notification of 040418 workshop In King of Prussia,PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp b topics described in IE Info Notice 
B4-09 Agenda for workshop encl 

HURLEY, TE Region 1, Office of Director. 04/03/09, O'TOOLE, J D 
Consolidated Edison Co of New York, Inc POLLOCK, M 6 Long Island 
Lighting Co UDERITZ Public Service Electric b Oas Co. of New 
Jersey 35pp 22672 062. 24X Fiche. 50-000, B4/03/09, 8403190243 


0403230029 Forwards response to request for addl info concerning 
Suppl 1 to NUREQ-0737 re procedures gsneration package b 
Rev 1 to emergency procedures guidelines 

C0UN81L, W 9 , SEARS, C F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities) COUNBIL, W. 0. Northeast Utiliblas 04/03/09 
CRUTCHFIELD, D Operating Reactors Branch 9 46pp, 22728 210 24X 

Fiche 50-245, 84/03/09, 8403230029 
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— 8403230034 Rev 1 to. "Millstone Nuclear Power Station Unit 1. Emergency 
Procedures Guidelines " 

« Northeast Nuclear Energy Co (subs of Northeast Utilities) 
84/03/31 56pp 22728 236 24X Fiche 50-245.04/03/09,0403230029 


0403260146 Forwards revised procedures for corporate organ! cation for 
nuclear Incidents procedure manual, 1 nc lud ing Procedure CONI 
re table of contents St CONI 1 05 re corporate emergency 
operations ctr operations W/o end 

COUNBIL, W Q , SEARS, C F Connecticut Yankee Atomic Power Co 
CQUN9IL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) B4/03/0? EIBENHUT.D 0 Division of Licensing 2pp 
22750 330 24X Fiche 50-000,84/03/09,8403260146 


0403220136 Provides results of reevaluatlon of performance assessment, 
per util 031219 ltr addressing topics discussed at 831129 
8 ALP mgt meeting Category 1 rating will be assigned tD 
refueling area for Millstone 2 Explains Category 2 ratings 
HURLEY, T E Region 1, Office of Director 04/03/16, COUNSIL, W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
22716 047 24X Fiche 50-000,84/03/16,8403220136 


0403270000 Informs that util will provide info re planned deviations 
from Suppl l to NUREQ-0737 by 840301 Delay has no effect on 
schedules for Implementation of Suppl l to NUREG-0737 
C0UN0IL, W G , BEARS, C F Connecticut Yankee Atomic Power Co 
COUNBIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 04/03/16, EI8ENHUT, D Q Division of Licensing 2pp 
22770 011 24X Fiche’ 30-000, 04/03/16, B40327000B 


8403300084 Advises that 831214 Rev 10 to security plan St 040110 Rev 2 
to training 8, qualification plan consistent w/provisions of 
IOCFR30 S4ip) 4< acceptable 

MARTIN, T T Division of Engineering St Technical Programs 84/03/26 
COUNSIL, W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 3pp 22822 014 24X Fiche 30-243,84/03/26,8403300084 


J Insurance l< Indemnity Information 


0403140031 Forwards Endorsement 92 to NELIA Policy NF-173 

S1NI6I < J M Marsh St McLennan, Inc 04/03/03 8ALTZMAN, J D 
Assistant Director for State t. Licensee Relations 2pp 22633 019 
24X Fiche 30-243,04/03/05,8403140031 


P Operating license stage documents t< correspondence 


8403200271 Affidavit of 0 Sherwood requesting NEDE-20592-6P. "STR 
Bundle Submittal, Mil l»tene-l Segmented Test Rod Bundle, Buppl 
6," dtd Jul 1902, be withheld from public disclosure 

BHERWDDD, 0 0 General Electric Co 03/06/02 3pp 22696 171 24X 

Fiche 30-243, 03/06/02, B403200271. 


0403060434 Forwards Amends 93 St 92 to Licenses DPR-21 L DPR-63, 
respectively Amends change Tech Specs to comply w/final rule 
on licensed operator staffing. 

CRUTCHFIELD, D Operating Reactori Branch 3. 04/02/16 COUNSIL, W G 

Northeast Nuclear Energy Co (subs of Northeast Utilities), 3pp 
22311.193 24 X Fiche' 30-243, 84/02/16, 8403060434 


— 0403060439 Amends 93 4, 92 to Licenses DPR-21 t< DPR-63, respectively, 
changing Tech Specs to comply w/flnal rule an licensed 
operator staffing 

CRUTCHFIELD, D Operating Reactor* Branch 3 84/02/16 14pp 

22311 196, 24 X Fiche 30-243,84/02/16,0403060434 


0403140340 Summary of B31213 meeting w/QE i< Mark I Quner* ©roup in 
Betheeda, MD re Mark I containment uetiue 1 1-drywe 1 1 vacuum 
breaker design methodology. 

SIEGEL, B, L, Operating Reactors Branch 2. S4/02/21 Operating 

Reactor* Branch 2 9 1 p p 22633 198 24X Fiche 30-000,84/02/21, 

8403140340. 


8403070304 Provide* response* to three open item* from NRC/BNL Yankee 
Atomic Electric Co St consultants Mark I containment program 
plant-unique analysis rept 840216 review meeting 

CELIA, N 6, Teledyne Engineering Services 84/02/28 SIEGEL, B NRC 
- No Detailed Affiliation Given 4pp 22346.171 24X 

Fiche. 90-000, 84/02/28,8403070304. 


8403130027 Informs that Amends 34,92 & 87 to Licenses DPR-61 , DPR-21 St 
DPR-63, respectively, Inadvertently eliminated reporting 
requirements for exceeding radiological limiting conditions 
for operation, Correc tive actions identified, 

COUNSIL, W 0 Northeast Nuclear Energy Co (subs, of Northeast 
Utilities) COUNSIL, W G Connecticut Yankee Atomic Power Co 
COUNSIL, W.G Northeast Utilities 84/03/01. MILLER, J R Operating 
Reactor* Branch 3. CRUTCHFIELD, D. Operating Reactor* Branch 3 
4pp 22613 107. 24X Fiche 30-000,04/03/01,8403130027 


0403190040 Inform* that util postponed ultrasonic test/lnep of safe- 
end, naule bare t, biend regions of feedwater noule per 
NUREG-0619, due to installation of low flow feedwater 
control ler 

COUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL, WG North ea st Ut i 3 i t i e s 64/03/03 

CRUTCHFIELD, D Operating Reactors Branch 5 2pp 22666 231 24X 

Fiche 50-245,04/03/05.0403190048 


0403090240 Summary of 040216 meeting u/Northeast Nuclear Energy Co, 
Boston Edison Co, Vermont Yankee Nuclear Power Co St Teledyne 
Engineering Svcs in Waltham, MA re addl Mark 1 torus 
structural analysis List of attendee* enc 1 

SHEA, J J Operating Reactors Branch 3 SIEOEL, B Operating 
Reactors Branch 2 04/03/07 CRUTCHFIELD, D Operating Reactors 

Branch 3 4pp 22572 290 24X Fiche 30-000,84/03/07,8403090240 


8403260200 Comments on Issue 3 of NUREG-OBBS. "NRC Policy 6, Planning 
Guidance, 1904 " Seven themes identified represent important 
objectives for industry 

COUNSIL, WO Northeast Utilities 64/03/12 DIRCKS. W J Office of 
the Executive Director for Operation* 4pp 22756 204 24X 

Fiche 30-000,04/03/12,0403260200 


8403130275 Generic Ltr 84-07 to all licensees of BWRs re procedural 
guidance for pipe replacement at DWR* Svc list end 
EISENHUT > D G Division of Licensing 04/03/14 Commonwealth 

Edison Co 20pp 22023 354 24X Fiche 30-000,84/03/14,0403130273 


0403190303 Notification of 040412 meeting w/util in BethesdarMD to 
review addl justification for exemption Prom primary reactor 
containment leakage testing requirements re transversing 
in-core probe 

8HEA, U J Operating Reactors Branch 3 84/03/14 CRUTCHFIELD, D 

Operating Reactors Branch 3 3pp 22673 203 24X 

Fiche 30-249,84/03/14,8403190303 


8403210070 Forward* Amends 96 t, 93 to Licenses DPR-21 St DPR-63, 
respectively Amends consist of change* to Section 6 of 
Tech Specs re nuclear review board , reorgan 1 cat i on L BTS 
CRUTCHFIELD, D Operating Reactor* Branch S 84/03/19 COUNSIL, W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 6pp 
22703 089 24X Fiche 30-245,04/03/19,0403210070 


— 0403210079 Amends 96 St 93 to Licenses DPR-21 6 DPR-63, r espec tivet y. 
consisting of changes to Section 6 of Tech Specs re nuclear 
review board, reorganl tation & STS 

CRUTCHFIELD, D. Operating Reactor* Branch 3 84/03/19 23pp 

22703 093 24X Fiche, 30-243, 84/03/19, 0403210070 


8403230083 Forwards safety evaluation of BWR Owners Group generic 
response to NUREG-0737, I tern II K 3 4S re depret surl latl on 
w/Dther than automatic depressuri ration sys (ADS) No mods to 
plant design t> operation required 

CRUTCHFIELD, D Operating Reactors Branch 5 84/03/20 COUNSIL, W C 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 6pp 
22726.333 24X Fiche 50-245,84/03/20,8403230083 


0 Inspection reports, IE Bulletin* t< correspondence 


8401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuit* & Annunciation " Svc list 
end 

JORDANrE L Division of Emergency Preparednei* 8, Engineering 
Response (Post 030103) 84/02/28 Consolidated Edison Co of New 

York, Inc U3pp 22909 239 24X Fiche 30-000. 84/0B/2S, B40U 90072 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT 8 NRC," Bvc list encl 

GRACE, J N Division of OA, Safeguard* St Inspection Program* (Post 
030103), 04/03/02 Consolidated Edison Co. of New York, Inc 

130pp, 22532 329 24X Fiche 30- 000,84/03 /02,8402090007 


8402090008 IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedness >i Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22533.090 24X Fiche 50-000.04/03/02,0402090008 


8402090009 IE Info Notice 04-iS, "Reporting of Radiological Release* “ 
Svc list encl. 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co. of New 

York, Inc ll?pp 22353 217 24X Fiche 50-000,84/03/02,8402090009 


0402090011 IE Info Notice 84-17, "Problems W/Hquid Nitrogen Cooking 
Component* Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness *, Engineering 
Response (Post 030103) 04/03/05 Consolidated Edison Co of New 

York, Inc 1 17pp 22533 336 24X Fiche 30-000,04/03/03,0402090011 
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8302090024 IE info Notice 84-09. Rev 1. "Lessons Learned from Insps of 
Fire Protection Safe Shutdown Sys 11 Svc list end 
JORDAN. E L Division of Emergency Preparedness t. Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of New 

York. Inc uapp 22633 049 24* Flche 30-000,84/03/07.8402090024 


B40209002B IE Info Notice B4-IB, "Stress Corrosion Cracking in PUR 
Bys ” Svc list e-ncl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 330103) B4/03/07 Consolidated Edison Co of New 

York. Inc HBpp 223B4 I B6 24X Flche 50-000, B4/03/07, 0402090028 


840209003 I IE Bulletin 34-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Bys " Svc list end 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of NeiiJ York, Inc 

134pp 22923 094 24X Flche 50-000. B4/03/12. B402090031 


8403190045 Notification of B40323 meeting w/util In Bethesda.MD to 
discuss OUR primary coolant recirculation piping insp 6 
possible use of pipe clamps if cracks identified 

SHEA, J J Operating Reactors Branch 5 B4/03/14 CRUTCHFIELD. D 

Operating Reactors Branch 5 2pp 22666 173 24X 

Fiche 30-243.84/03/14,0403190043 


B4032B0136 Provides results of reevaluation of performance assessment, 
per util 831219 1 tr addressing topics discussed at B31129 
SALP mg t meeting Category 1 rating Jill be assigned to 
refueling area for Millstone 2 Eiplatns Category 2 ratings 
HURLEY, T E Region 1, Office of Director B4/03/16 COUNSIL.W G 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
22716 047 24X Flche 50-000.84/03/16,8403220136 


8402090043 JE Info Notice 04-19, "Two Events Involving Unaut hori ted 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 030103) B4/Q3/21 Consolidated Edison Co of New 

York. Inc 133pp 22823 229 24X Fi che 50-000, 04/03/21. 0402090043 


B402090044 IE Info Notice B4-20. "Eve Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc 133pP 22933 001 24X Flche 30-000,84/03/21.0402090044 


8403300144 Responds to IE Bulletin 03-OB, "Electrical Circuit Breakers 
W/Under valtag e Trip Feature In Use In Safety-Related 
Applications Other Than Reactor Trip Sys " Haddan Neck 
facility uses 3i Wes t ing house- typ e DB breakers 

CDUN5IL, W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CCUNSIL.W G Connecticut Yankee Atomic Power Co 
CDUNSIL.WG Northeast Utilities B4/03/21 HURLEY. T E Region 1, 
Offiee of Director 4pp 22820 068 24X Fiche 30-000,84/03/21, 

6403300 1 44 


8403300086 Act receipt of B40224 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-243/83-20 & 

50-336/83-28 

MARTIN. T T Division of Engineering. 6 Technical Programs B4/03/23 
COUNSJL.W J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 22822 017 24X Flche 30-245. B4 /03/23, 8403300086 


--84 03300 092 Responds to NRC B40123 ltr re violations noted in IE Insp 
Repts 30-245/83-20 U 30-336/03-28 Corrective actions 
Procedure CP B09A rewritten to include method of determining 
hi 4 hi-hl alarm setpoints 

C0UN6IL, W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CDUNSIL.WG Nor thea at Ut I li t 1 es 04/02/24 

HURLEY. T E Region i. Dfflce of Director 2pp 22822 019 24X 

FlchB 50-243,84/03/23.8403300086 


R Periodic operating rep or ts 6 related correspondence 


8403230022 "Haddam Neck Plant 4 Millstone Station Units 1 U 3 
Annual Rept. 1963 " W/B40301 ltr 

CDUNSIL, W 0 . SEARB.C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL.W G Connecticut Yankee Atomic Power 
Co 83/12/31 MURLEY.T E Region 1, Office of Director 348pp 
22727 001 24 X Fiche 50-000. 83/ 12/3J. 8403230022 


9403020035 Monthly operating rept for Jan 1984 W/B40213 ltr 

HARflAN, G , MHGCZKA, E J ■ MROCZKA, E J Northeast Nuclear Energy Co 
t sub l of Northeast Utilities). 04/01/31 5pp 22442 234 24X 

Fiche 30-245. B4/O1/31.B40302O055 


8403120133 Forward* "Semiannual Radioactive Effluents Release Rept, 
Jul-Dec 1903 ’’ Offsite dose estimates not included due to 
estimate delays Complete rept will be resubmitted by 040430 
COUNSIL.W Q . OPEKA, J F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL.W 0 Northeast Utilities 04/02/20 

HURLEY, T E Region 1, Office of Director lp 22590 096 24X 

Fiche 30-24 5, B4/O2/20, 8403 J 2 0 1 35 


-—84031201 3B "Semiannual Radioactive Effluents Release Rept, Jul-Dec 
1903 " 

e Northeast Nuclear Energy Co (subs of Northeast Utilities) 
83/12/31 42pp 22590 097 24X Fiche 50-245,84/02/28,8403120133 


8403300135 Monthly operating rept for Feb 19B4 W/040313 ltr 

HARRAN, 0 , MROCZKA. E J Northeast Nuclear Energy Co (subi of 
Northeast Utilities) MROCZKA.E J Northeast Utilities 04/02/29 
7pp 22820 023 24 X Flche 50-243,84/02/29,8403300133 


S Reportable occurrences, LEfis 4 related correspondence 


8403260233 Forwards summary list of deficiencies identified per 
10CFR30 53(e), Part 21 4 potential generic ltr repts for 
c omments 

0TARO3TECKI. R Division of Project 4 Resident Programs 84/02/28 
Region 1, Office of Director 7pp 22736 063 24X 

Fiche 30-000,04/02/28.8403260233 


64 03260284 LER B4-003-OC* on 840213, gamma scan performed on two oysters 
indicated presence of Ag-llOM w/concentratlon exceeding 
control station average activity No operational corrective 
a c t ions necessary W/B40316 ltr 

K.AN0LEV, J P , MROCZKA. E J Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 84/03/16 4pp 22734 270 24X 

Fiche 50-243. 84/03/16, 84032602B4 


DOCKET 30-247 INDIAN PDINT STATION, UNIT 2 


F Security, medical, emergency 4 fire protection plans 


B4O3Q902B8 Public version of page changes to Book I personnel 
procedures 4 Bonk II emergency p rocedures, inc luding 
Procedure 1P-1O07 re determination of magnitude of release 
4 exposure rate W/831213 ltr 4 JM Felton release memo 
O'TOOLE. J D Consolidated Edison Co of New York, Inc 83/12/02 
MURLEY.T E Region 1. Office of Director SOpp 22592 220 24X 

Fiche 30-003, 03/12/02, 84030902B8 


8403020341 Forwards IE Insp Rept 50-247/84-01 on 040109-11 No 
violations noted 

MARTIN, T T Division of Engineering 4 Technical Programs 84/02/17 
O'TOOLE, J D Consolidated Edison Co of New York, Inc 2pp 
22439 296 24X Flche 50-247,84/02/17,0403020341 


— 8403020342 IE Insp Rept S0-247/B4-01 Dn 040109-11 No violations noted 
Major areas inspected public pTompt notification sys 
W0JNA3.E J , CROCKER, H W Region 1, Office of Director 04/02/14 

5pp 22439 29B 24X FI c h e 30-247, 04/02/ 1 7, 0403020341 


8402090006 Board Notification 84-034 forwards R Yollmer B40206 memo to 
D Elsenhut re fire research results concerning fires In 
electrical cabinets in control room 

EISENHUT.D G Division of Licensing 04/02/23 PALLADINO, 

Q I L INSKY. ROBERTS Commissioners lp 22376 203. 24X 

Fiche 30-000,04/02/23. 0402090006 


— 8403000316 Recommends that Info Tt fire research results concerning 
fires in elec tr leal cabinets in control room be submitted 
for board no t If 1 cat Ion. per NRR Qfc Ltr 19, dtd 021001 Further 
evaluation of test data required 

VOLLHER, R H Division of Engineering 04/02/06 EIBENHUT, D 0 
Division of Licensing lOpp 22576 204 24X 

Flche 30-000,04/02/23,0402090006 


B4O3190243 Notification of B4041B workshop In King of Prussia, PA to 
discuss lessons learned from recent App R fir* protection 
safe shutdown Insp & topics described in IE Info Notice 
84-09. Agenda for workshop end 

MURLEY.T E Region 1. Office Df Director 84/03/09 O'TOOLE, J D 
Consolidated Edison Co of New York, Inc LUND V ALL, A E, Baltimore 
Gas It Electric Co RANDAZZA. J 8. Maine Yankee Atomic Power Co 
33pp 22672 062 24X Fiche 30-000,04/03/09,0403190243 


0403190353 Forward* revised schedule re safety assessment sy»/*ap»ty 
parameter display sys per Suppl 1 to NUREG-0737 Assessment 
indicates contractor capable of completing job 

O'TOOLE, J D Consolidated Edison Co of New York, Inc 84/03/12. 

EIBENHUT, D G Division of Licensing App 32675 176 24X 

Fiche 50-247,04/03/12.8403190333 


0403190069 Provides preliminary estimate of cost to upgrade present 
primary emergency operations facility to provide radiation 
protection factor of five 

O 'TOOLE. J D Consolidated Edison Co of New York, Inc 84/03/14. 

EISENHUT.D G Division pf Licensing 2pp 22666 132 24X 

Fiche 30-003,84/03/14.8403190069 
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B403290231 Advise* that 031014 rev to physical security plan consistent 
w/provisions of 10CFR30 34(p) fc acceptable 

MARTIN) T T Division of Engineering it Technical Programs 04/03/21 
O'TOOLE, J D Consolidated Edison Co of Neu Yorki Inc 4pp 
22600 001 24X Fiche 30-003,64/03/21.0403290251 


H General correspondence 


8403010170 Forward* Resolution 76 authorizing County participation in 
four-county radiological planning task force & authorizing 
use of County employees for radiological emergency response 
preparedness Implementation requested W/Certlf icate of Svc 
BE I GERMAN, V K Rockland County, NY 04/02/13 PALLAD INO, N 
Commissioners 3pp 22433 307 24X Fiche 30-247,64/02/13, 

0403010170 


P Operating license stage documents It correspondence 


8403010262 Further response to F01A request for documents re Sandia 
Contract A-1123 it bibliography used by R Dernero Forward* 

App A document* 

FELTON. J M Dlvition of Rule* and Record* FIN A-U23 03/12/20 

RUTLEDGE, P Carolina Environmental Study Qroup 2pp 22444 069 
24X Fiche 30-000,83/12/20,8403010262 


— B4O3O1O260 Forward* preliminary draft documents re Sandia Labs work in 
area of siting criteria development Rept* represent work 
being done in expanding use of probabilistic analysis in 
regulatory work W/o encls 

DIRCKS, W J Office of the Executive Director for Operations 
62/04/26 QILINSKY Commissioner* Spp 22444,071 24X 

Fiche 30-000,63/12/20,8403010262 


8403290002 Final response to FQIA request for four categories of 
documints, tests, stud 1 e* h analyse* referencing or pertaining 
to NUREG-0103, "STS for D$iW PWR " App A document* end 
FELTON. J M Division of Rule* and Records 84/01/13 MADDEN, T J 
Kaye. Scholar, Flerman, Hay* 1< Handler 6pp 22816 127 24X 

Fiche 30-000,84/01/13,8403290002 


— B403290004 Speech entitled "RCPfi Leakage Detection By* " 

POMEROY, D L Atomic Energy Commission, Directorate of Regulatory 
Operations 04/01/13 Spp 22817 003 24X Fiche 30-000, 

84/01/13, 8403290002 


0403070394 Forwards Amend 07 to License DPR-26 it safety evaluation 
Amend modifies Tech Specs to require min of 23 ft of water 
above reactor vessel flange during fuel handling operations 
PEDERSEN.fi L Operating Reactors Branch I 84/02/29 □' TOOLE, J D 

Consolidated Edison Co of New York, Inc Spp 22367 023 24X 

Flcho 30-247,04/02/29.8403070394 


— 0403070398 Amend 87 to License DPR-26. mod i f y ing Tech Spec* to require 
min of 23 ft of water above reac tor vessel flange during 
fuel handling operations 

VARQA, S A Operating Reactors Branch 1 84/02/29 4pp 

22967 026 24X Fiche 30-247,84/02/29,0403070394 


— 0403070402 Safety evaluation supporting Amend 07 to License DPR-26 
* Office of Nuclear Reactor Regulation, Director 84/02/29 2pp 
22367 030 24X Fiche 50-247,04/02/29,8403070394 


8403210197 Forwards Amend B8 to License DPR-26 Amend modifies Tech 
Specs by relocating requirements of reactor vessel 
surveillance program from miscellaneous insp Section 4 2 
to RCS limiting conditions for operation in Section 3 1 0 
VARGA. B A Operating Reactors Branch 1 84/03/07 O'TOOLE, J D 

Consolidated Edison Co of New York, Inc 6pp 22709 170 24X 

Fiche 30-247,04/03/07,0403210197 


— 8403210200 Amend 58 to License DPR-26, modi fy ing Tech Specs by 
relocating requirements of reactor vessel surveillance 
program from miscellaneous insp Section 4 2 to RCS 
limiting conditions for operation in Section 3 1 8 
VARGA, S A Operating Reactors Branch 1 84/03/07 Bpp 

22709 104 24X Fiche 50-247,04/03/07,0403210197 


0403300231 Advises that goal for completion of technical reviews !< 
implementation of all NUREQ-0737 i terns, exc lud ing Buppl 1,1s 
Sept 1984 Requests to be advised of potential problems 
within 30 days 

VARGA i S A Operating Reactors Branch i 04/03/13 O'TOOLE, J D 
Consolidated Edison Co of New York, Inc 2pp 22944 393 24X 

Fiche 30-247,04/03/13,8403300231 


0402090041 Board Notification 04-050 provides Commission policy 
statement t- proposed rulemaking on environ qualifications 
EISENHUT, 0 G Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel lOpp 22716 330 24X Fiche 50-000,84/03/14. 

8402090041 


8403010186 Forwards Amend 86 to License DPR-26 Si safety evaluation 
Amend changes Tech Spec* to require that no movement of 
reactor fuel be made unlet* reactor subcrltlcal for at 
leait 131 h 

PEDERGEN, R L Operating Reactor* Branch 1 84/02/21 O'TOOLE, J D 

Consolidated Edison Co of New York, Inc 2pp 2247? 1 199 24X 

Fiche' 30-247, 84/02/21, 8403010186 


— 8403010194 Amend 86 to License DPR-26, chang ing Tech Spec* to require 
that no movement of reactor fuel be made unless reactor 
subcrltlcal for at least 131 h 

VARGA, 8 A Operating Reactor* Branch 1 84/02/21 4pp 

22479 201 24X Fiche 50-247,84/02/21,8403010186 


'8403010199 Safety evaluation supporting Amend 86 to License DPR-26 
# Office of Nuqlear Reactor Regulation, Director 84/02/21 3pp 
22479 206 24X Fiche 50-247,84/02/21,6403010186 


8403020178 Requests addl info re Ta*k Action Plan r 1 if) <31 Forwards 
list of question* needed to complete review Respontes 
expected within 30 daye of 1 tr receipt 

VARGA, 8 A Operating Reactor* Branch 1 84/02/22 O'TOOLE, J D 

Consolidated Edieon Co of New York, Inc 4pp 22491 086 24X 

Fiche. 30-247, B4/02/22, 8403020178 


8403200124 Advises that schedule for submittal of detailed control 
room destgn review summary rept util be provided by 840731, 
par 830031 1 tr 

O'TOOLE, J D Consolidated Edison Co of New York, Inc 04/03/14 
EIBENHUT, D G Division of Licensing lp 2360 5 392 2 4X 

Fiche 50-247,84/03/14,0403200124 


8403290170 Forwards review status of remaining Generic Ltr 83-20 items 
re required actions based on generic implication of Salem 
A TUB events Westlnghouse conducting life-cycle testing of 
shunt & undervoltage trip attachments 

O'TOOLE, J D Consolidated Edison Co of New York, Inc 04/03/13 

EISENHUT, D G Division of Licensing 7p p 22803 081 24X 

Fiche 50-247,04/03/13,8403290170 


0403270193 Notifies that util will provide addl info re performance 
testing of relief *< safety valves, per Item II D l of NUREG- 
0737, by 040613, per 840308 agreement 

O'TOOLE, J D Consolidated Edison Co of New York, Inc 04/03/16 

VARGA, 3 A Operating Reactors Branch 1 lp 22771 102 24X 

Fiche 30-247,04/03/16,8403270193 


Q Inspection reports, IE Bulletins & correspondence 


8403090093 Forward* application to amend Licente DPR-26 consisting of 
proposed Tech 8pec change*, incorporating requirements of 
Item II B 1 of NUREQ-0737, "Reactor Coolant Vent Bys 11 
□ 'TOOLE, J D Consolidated Edlion Co of New York, Inc 84/02/20 
VARGA, 8, A Operating Reactor* Branch I 2pp 22376 007 24X 

Fiche' 30-247, 84/02/28, 8403090093 


— 8403090098 Application for amend to License DPR-26, revi sing Tech Specs 
to incorporate requirements for reactor coolant vent sys, 

O'TOOLE, J D, Consolidated Edison Co. of New York, Inc 84/02/28 
Spp 22376.009 84X Fiche 30-247,84/02/28,8403090093 


— 3403090101 Proposed Tech Spec re RCB vent* per NURE0-0737, Item II B l 
# Consolidated Edison Co. of New York, Inc 84/02/29 Spp 
22376:011 24 X Fiche 30-247,84/02/28,8403090093. 


0403020341 Forward* IE In«p Rept 90-247/04-01 on 840109-11 No 
violations noted 

MARTIN, T T Division of Engineering Technical Programs 84/02/17 
O'TQDLE, J D Consolidated Edison Co of New York, Inc 2pp 
22439 296 24X Fiche 30-247.84/02/17.8403020341 


— -8403020342 IE Insp Rept 50-247/04-01 on 040109-11 No violations noted 
Major areas inspected public prompt notification sys 
W0JNA8, E J , CROCKER, H H Region 1, Office of Director 04/02/14 
3pp 22439 290 24X Fiche 30-247,04/02/17,0403020341 


0403050014 Ack receipt of 040127 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-247/83-22 
MARTIN, T T Division of Engineering & Technical Programs 04/02/24 
O'TOOLE , J D Consolidated Edison Co of Neu York, Inc 2pp 
22490 133 24 X Fiche 30-247,04/02/24,0403030014 
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— 84030500 1 5 Responds to NRC 031229 ltr re violations noted in IE Insp 
Rept 30-247/03-22 Corrective actions detailed evaluation of 
documentation ti insp records of 40 raalnt work packages 
conducted Withdrawal of violation requested 

O'TOOLE. J D Consolidated Edison Co of New York, Inc 04/01/27 
MARTIN. T T Division of Engineering b Technical Programs 3pp 
22490 135 24X Flche 50-247.04/02/24,0403050014 


8401190072 IE Info Notice 04-13, '‘Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/02/SB Consolidated Edison Co of New 

York, Inc 115pp 22909 239 24X Fiche 50 - 000 , 04/OB/2B, B401 190072 


8402090007 IE Info Notice B4-14, "Highlights of Recent Transport 
Regulatory Revs by DDT b NRC " Svc list encl 

GRACE, J fl Division of OA, Safeguards b Inspection Programs (Post 
030103) 04/03/02 Consolidated Edison Co of Neui York. Inc 

!30pp 22532 329 24X Flche 50-000.84/03/02,8402090007 


8402090006 IE Info Notice 84-1*. "Failure of Automatic Sprinkler By s 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22333 098 24X Flche 50-000.04/03/02,0402090008 

8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Pest 630103) 04/03/02 Consolidated Edison Co of New 

York, fnc 119pp 22553 217 24X Flche 50-000. B4/O3/02, B402090009 


B4 0207001 1 IE Info Notice 34-17, "Problems W/Liquid Nitrogen Cooling 
Components Delon, Nil Ductility Temp " Svc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 04/03/05 Consolidated Edison Co of Nau, 

York, Inc 117pp 22553 33* 24X Flche 50-000,84/03/03,9402090011 


B402Q90024 IE Info Notice 84-09. Rev 1, “Lessons Learned From Insps of 
fire Protection Safe Shutdown Sys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B301031 B4/03/07 Consolidated Edison Co of New 

York. Inc llBpp 22*33 049 24X Fiche 50-000.04/03/07,8402090024 


0402090058 IE Info Notice 84-18, "Stress Corrosion Cracking in PUR 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 930103) 04/03/07 Consolidated Edison Co of New 

York. Inc llBpp 22534 18* 24X Fiche 50-000,84/03/07.8402090020 


8403210197 Forwards Amend B8 to License DFR-2* Amend modifies Tech 
Specs by relocating requirements of reactor vessel 
surveillance program from miscellaneous insp Section 4 2 
to RCS limiting conditions for operation in Section 3 1 3 
VAROA, B A Operating Reactors Branch I B4/03/07 O'TDOLE.J D 
Consolidated Edison Co of New York, Inc *pp 22709 17B 24X 

Fiche 50-247,84/03/07,0403210197 


— 3403210200 Amend 08 to License DPR-26, mod i f y i n g Tech Specs by 
relocating requirements of reactor vessel surveillance 
program from miscellaneous insp Section 4 2 to RCS 
limiting conditions for operation in Section 313 
VAROA, S A Operating Reactors Branch 1 04/03/07 8pp 

22709 184 24X fiche 30-247,04/03/07,0403210197 


0403130029 Forwards request for scheduler relief from AShE Boiler l 
Pressure Vessel Code Section XI, IWD-2410 (b) re 
implementation of sys pressure testing as part of inservlce 
insp pr ogram, u-nti 1 Cycle 7/B refueling outage uompleta 
O'TOOLE, J D Consolidated Edison Co of New York, Inc 04/O3/OB 
VARGA. S A Operating Reactors Branch 3 3pp 22*41 001 24X 

Fiche 50-247,04/03/08.8403150029 


0402090031 IE Bulletin 84-02. "Failures of GE Type HFA Relays In Use in 
Class IE Safety Bye 11 Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X FichB 50-000. 04/03/ 12, B 4 0209003 1 


B403290172 Forwards summary of analysis assuming failure of fast acting 
main feedwater regulating valve to close on demand In 
response to IE Bulletin B0-04 Containment pressure b core 
reactivity response within FEAR acceptance criteria. 

O'TOOLE, J D Consolidated Edison Co of New York, Inc 84/03/13 
VARGA, 3 A Operating Reactors Branch 1 App 22003 333 24X 

Flche* 30-247,84/03/13, 0403290172 


B402090043 IE Info Notice B4— 19, “Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities *’ Eve list end 
JORDAN, E L Division of Emergency Preparedness b Erginearlng 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp. 22B23 229 24X Fiche 30-000,04/03/21,0402090043 


B402090044 IE Info Nntice 84-20, "Svc Life of Relays in Safety-Related 
Bys ” Svc list encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Fiche 30-000,04/03/21,8402090044 


04033902*8 Forwards response to IE Bulletin 03-07. "Apparently 
Fraudulent Products Sold by Ray Miller, Inc “ No subj metis 
received for use at facilities Evaluation of other metis 
received from vendor encl 

Q ' TOOLE, J D Consolidated Edison Co of New York. Inc 84/03/22 
DEYOUNG, R C Director's Office. Office of Inspection and 
Enforcement 9pp 22000 011 24X Flche 90-247, 04/03/22, B403290268 


R Periodic operating reports b related correspondence 


8403230133 "Personnel Whole Body Exposure far CY83 “ W/B40301 Itr 
O’TDOLE.J D Consolidated Edison Co of New York, Inc 83/12/31 
HURLEY, T E Region 1, Office of Director 3pp 22730.137 24X 

Fiche. 30-003, 03/12/31, 8403230135 


64032*0120 "Effluent b Waste Disposal Semiannual Rept for Jul-Dec 
1983 " W/040301 ltr 

O'TODLE, J D Consolidated Edison Co of New York, Inc 83/12/31 
HURLEY, T E Region 1, Office of Director 4*pp 22738 08* 24X 

Ficho 90-003,03/12/31.0403240120 


0403020195 Monthly operating rept for Jan 1904 W/840213 ltr 

DLATT.M , O'TOOLE, J D Consolidated Edison Co of New York, Inc 
04/01/31 MCDONALD,!) 0 Office of Resource Management, Director. 
6pp 22442 028 24X Flche 50-247,04/01/31,0403020199 


8403270106 Monthly operating rept for Feb 1904 W/840319 ltr 

BLATT.M , O'TOOLE, J D Consolidated Edison Co of New York, Inc 
84/02/29 MCDONALD, W 0 Distribution Services Branch 7pp 
22771 324 24X Fiche 90-247,04/02/29,040327010* 


8 Reportable occurrences, LERs b related correspondence 


B1O3210I94 LER 84-001-00 on 040104, low pressure alarm on weld channel 
b containment penetration pressur 1 latlon sya sounded in 
central control room Caused by leakage past one or both 
containment purge exhaust valves W/040227 ltr 

BLATT, H , O'TOOLE, J D Consolidated Edison Co of New York, Inc 

B4/02/03 MURLEY. T E Region 1. Office of Director 4pp 

22707 098 24X Fiche 50-247,84/02/03,0403210154 


0403130405 LER 84-002-00 on 840105, two of four MSIVs did not fully 
close within 5 s Tech Spec requirement Caused by dried out 
valve shaft lubrication Shaft b packing lubricated 
W/040227 ltr 

BLATT.M , O'TOOLE, J 0 Consolidated Edison Co of New York, Inc 

04/02/04 MURLEY, T E Region 1, Office of Director 3pp 

22*13 147 24X Fiche 90-247,04/02/04,8403130405 


8403 1 9Q093 EN-04-012 on 8403 13, not 1 C e of violation b proposed 
imposition of civil penalty in amount of *40,000 will be 
Issued to license Action based on violation of Tech Specs 
re containment spray sys Inoperability 

CRAIG, J , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 84/03/00 lp 22641 240 24X Flche 50-247.84/03/00, 

0403150093 


8403270204 LER 04-003-00 on 040203. Unit brought to hat shutdown due to 
RPI channel drift Caused by uncallbr analog-signal due to 
movement in voltage adjustment potentiometer on RPI power 
supply sola transformer W/840322 ltr 

O'TODLE, J 0 Consolidated Edison Co of New York, Inc. 84/03/22. 
qpp 22770 2B4 24X Flche 50-247,04/03/22,0403270204 


T Hearing transcripts on non-anti trust matters 


84031*0004 Transcript of ACRB Subcommittees an Reliability b PRA b 
Ind ian Point Units 2 b 3 840314 meeting in Mash ing ton. DC 
Pp 1-60, Supporting documentation encl 

a ACRE - Advisory Committee on Reactor Safeguards 84/03/14 Alpp 
22*93.209 24 X Flche 50-247,64/03/14,0403160004 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION. UNIT 3 


F Security, medical, emergency b fire protection plans 


B403090004 Forwards FEMA 040206 ltr b final exercise evaluations on 
030914 offsite emergency preparedness exercise. 

Recommendations from rept do not affect approval of plan. 

PAPERIELLO, C J Region 3. Office of Director 04/02/29. REED, C 
Commonwealth Edison Co 2pp 22490 240 24X Fiche 30-237,84/02/29, 

8403050004 
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B4031200S3 Advise* of B40323 regional workshop in Rosomont, IL w/all 
Region III licensees to discus* fire protection safe 
shutdown requirements of IGCFRSO.App R Agenda end 
BPEBBARDifl L Division of Emergency Preparedness S, Operational 
Support 64/03/06 REED.C Commonwealth Edison Co 3pp 
32385 222 24X Fiche 30-010,84/03/06.0403120033 


0403130400 Forwards B40210 responses to Generic Ltr 03-35 clarifying 
TMI Item II K 3 31 Util concurs w/NRC position Item should 
be closed 

RYBAK, 0 Commonwealth Edison Co 84/03/02 EI5E-NHUT, D G Division 
of Licensing 2pp 22613 143 24X Fiche 30-000,84/03/02, 

0403130400 


8403150092 Forwards results of ln-progress audit of detailed control 
room design review Util pursuing course of review which NRC 
believes will satisfy requirements of Sup p 1 1 to NUREG-0737 
CRUTCHFIELD, D Operating Reactors Branch 5 04/03/14 FARRAR, D L 

Commonwealth Edison Co 1 1 p p 22643 002 24X Fiche 30-237, 

84/03/14, 0403130092 


8403130410 Application for amend to Licenses DPR-19 b DPR -25 , r evl * i ng 
Tech Spec Table 3 7 1 to require min addition of four LPCI t< 
two torus spray suction valves 

RYBAK, B Commonwealth Edison Co 84/03/05 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 22616 051 24X 

Fiche 50-237,84/03/03,8403130410 


G Adjudicatory correspondence 


0402220137 Order extending time until 84022B for Commission to act to 
review Director's Decision DD-B3-14 

CHILKiB U Office of the Secretary of the Cominiss i on 04/02/21 

Commissioners ip 22337 3*2 24X Fiche 30-000,84/02/21, 

8402220157 


B40301023B Order extending time until 840303 for Commission to act to 
review Director's Decision DD-B3-14 b B31Q29 decision 
denying request of Environ Policy Inst 

CHILK, B U Office of the Secretary of the Commission 04/02/28 
Commissioners ip 22434' 210 24XFicho 30-000,04/02/20, 
8403010230 


0403090069 Informs that Commission unanimously declined to review 
Director's Decision DD-B3-I4 Time provided by NRC 
regulations within which Commission may act to review 
expired Decision became final agency action on 840303 
CHILK, 8 J Office of the Secretary of the Commission 84/03/00 
CELEBREZZE, A J Ohio, State of 2pp 22575 350 24X 

Fiche 50-000, B4/03/OB, B403090069 


— 0403130410 Proposed changes to Tech Epee Table 3 7 1 to require min 
addition of four LPCI b two torus spray suction valves 
» Commonwealth Edison Co B4/03/03 iOpp 22616 033 24X 

Fiche 30-237.04/03/03,8403130410 


8403140133 Forwards Amend 74 to License DPR-25 S< safety evaluation 
Amend changes Tech Specs to support Cycle 9 operation 
u/reload fuel supplied by b associated analyses performed by 
Exxon 

CRUTCHFIELD, D. Operating Reactors Branch 5 84/03/09 FARRAR, D U 

Commonwealth Edison Co 4pp 22620 189 24X Fiche 50-249,84/03/09, 

8403140133 


— 0403140143 Amend 74 tD License DPR-25 changing Tech Specs to support 
Cycle 9 operation w/reload fuel supplied by 6 associated 
analyses performed by Exxon 

CRUTCHFIELD, D Operating Reactors Branch 5 04/03/09 IOpp 

22620 193 24X Fiche 30-249,84/03/09,0403140133 


— 8403140180 Safety evaluation supporting Amend 74 to License DPR-25 
■* Office of Nuclear Reactor Regulation, Director 04/03/09 
12pp 22620 203 24X Fiche 50-249, B4/Q3/09, 04031401 33 


0403090074 Informs that Commission unanimously declined to review 
Director's Decision DD-83-14 Time provided by NRC 
regulations within which Commission may act to review 
■ x p ired. Dec 1 si on became final agency action on 840303 
CHILK, 0 J Office of the Secretary of the Commission 84/03/00 
MILLAR.F Environmental Policy Institute ip 22373 292 24X 

FlchS' 30-000, 04/03/08, 8403090074 


0403090113 Informs of Commission decision not to review Director's 
Decision DD-03-14 Tim* for Commission to act expired on 
040303 W/o end. 

CHILK. B 0 Office of the Secretary of the Commission 84/03/08 
RESNIKOFF, M, Sierra Club lp 22376 079 24X 

Fiche' 30-000, 04/03/08, 8403090113 


P, Operating license stage documents *< correspondence 


0403020037 Notification of contract execution "Dresden b Perry 
Simulator Leasing," awarded to QE 

JEBBUP, B Technical Assistance Contracts Branch FIN B-8713 
84/02/17 MAVINBi O H Director's Office, Office of Inspection and 
Enforcement lp 22491 043 24X Fiche 30-000,84/02/17,0403020037 


0403150275 Generic Ltr 84-07 to all licensees of DWRs re procedural 
guidance for pipe replacement at BWRs Svc list enc 1 
EIBENHUT , D 0 Division of Licensing 84/03/14 Commonwealth 
Edison Co 20pp 22823 394 24X Fiche 50-000, B4 /03/ 1 4, 8 4031 5027 5 


8403220153 Application to amend Licenses DPR-19 b DPR-23, rev 1 s lng 
Tech Specs to update snubber tables to reflect additions, 
deletions & other changes 

RYBAK, 13 Commonwealth Edison Co 84/03/13 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 22713 338 24X 

F 1 ch B 30-237,04/03/15,8403220133 


— 8403220198 Proposed Tech Specs updating snubber tables to reflect 
additions, deletions t, other changes 

* Commonwealth Edison Co 04/03/19 ZOpp 22715 341 24X 

Fiche 30-237,04/03/15,8403220153 


0403270130 Application for amend to License DPR-25, c hang lng Tech Specs 
to extend certain MAPLHGR curves to 40,000 HWd/ST 

RYBAK, B Commonwealth Edison Co 84/03/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 22774 129 24X 

Ficho 90-000,04/03/19,0403270130 


—8403020043 Contract "Dresden b Perry Simulator Leasing," awarded to 
OE 

PIERCE, R, L General Electric Co, FIN B-0713 04/02/17 3Bpp 

22491,046 24X Fi che • 50-000, 04/02/17, 0403020037 


— 8403270136 Errata S< Addenda Sheet 9. replacing Page 4-14 to "LQCA 
Analysis Rept for Dresden Units 2 t, 3 b Quad Cities 1 1 2 
Nuclear Power Stations 11 

t General Electric Co NED0-24146A ERR 09 03/01/31 2pp 

22774 135 24X Fiche 50-000,04/03/19,8403270130 


0403140340 Summary of 831215 meeting w/GE b Mark I Owners Group In 
BethssdaiMD re Mark I containment we twell-dry we 1 1 vacuum 
breaker design methodology 

8IE0EL, B L Operating Reactors Branch 2 04/02/21 Operating 

Reactors Branch 2 31pp 22639 198 24X Fiche, 30-000, 84/02/21, 

8403140340 


0403030119 Forwards supplemental response to Generic Ltr 83-28, 
"Required Actions Based on Generic Implications of Salem 
ATW8 Events. " , „ 

BARNES, P L. Commonwealth Edison Co. 84/02/29 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 26pp 22488 0B4 24X 

Fiche. 30-000, 04/02/29, 04030301 19 


— B403270 144 Proposed Tech Bpecs re extension of certain MAPLHGR corves 
to 40, 000 MWd/8T 

* Commonwealth Edison Co 84/03/19 3pp 22774 137 24X 

Fiche 30-000,84/03/19.8403270130 


84O3220047 Forwards corrected Page 43 to Amends 81 b 73 to Licenses 
DPR-19 *, DPR-25, respectively, which failed to include 
Footnote 11 re verification of time delay setting between 


3 8, 9 a 

CRUTCHFIELD, D Operating Reactors Branch 5 84/03/20 FARRAR, D L 

Commonwealth Edison Co 4pp 22712 197 24X Fiche 30-237,04/03/20. 

8403220047 


8403130070 Forwards proposed resolution of environ qualification 8ER 
It Franklin Research Ctr technical evaluation rept open item 
deficiencies Final 6ER should be issued to Indicate 
resolution of program deficiencies 

RYBAK, B. Commonwealth Edison Co B4/02/29 DENTON, H R. Office of 
Nuclear Reactor Regulation, Director 46pp 22602 123 24X 

Fiche' 30-237,04/02/29, B403130070 


Q Inspection reports, IE Bulletins b correspondence 


0403120134 Forwards IE Insp Repts 30-237/84-01,50-249/04-01, 
30-234/84-01,30-263/04-01,30-299/84-01 *, 90-304/04-01 an 
840203-14 No noncanplUnce identified 

SHAFER, U D Region 3, Office of Director 84/02/23 REED.C 
Commonwealth Edison Co 2pp 22390 090 24X Fiche 50-000,84/02/23, 

B 403120134 
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— B403120137 IE Insp Repts 50-237/84-01 , 50-247/84-01 , 50-2 34/34-01 » 
50-265/84-01,50-293/84-01 t< 50-304/84-01 on 340203-14 No 
noncompliance or deviations identified Major areas 
inspected allegations of improper operation 

CKRIBSOTIMDS, M , TONGUE. T . HGLZMER, M Region 3. Office of 

Director 84/02/21 4pp 22570 092 24X Flche 30-000. B4/02/23. 

B 4 031 20- 1 34 


3403030043 Forwards Rev 0 to "Corporate Regulatory Performance 
Improvement Plan " Plan designed to heighten employee 
awareness it strengthen corporate ability to improve 
regulatory performance 

THOMAS, B Commonwealth Edison Co B4/02/24 KEPPLER, J G Region 
3. Office of Director 3pp 22490 139 24X Flche 30-000, B4/02/24, 

8403050043 


— 8403050046 Rev O to "Corporate Regulatory Performance Improvement 
Plan " 

* Commonwealth Edison Co B4/02/29 22pp 22490 142 24X 

Flche 50-000, 84/02/24, B403050043 


8401190072 IE Info Notice 84-13, "Potential Deficiency in MotoT 
Operated Valve Control Circuits L Annunciation " Eve list 
enc 1 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response IPost B30103) 84/02/28 Consolidated Edison Co of New 

York, Inc llSpp 22909 239. 24X Flche 30-000,84/02/28,0401190072 


6402090007 IE Info Notice B4-14. "Highlights of Recent Transport 
Regulatory Revs by DDT it NRC " Svc list encl 

GRACE, J N Division of QA, Safeguards L Inspection Programs IPost 
6301031 64/03/02 Consolidated Edison Co of New York, Inc 

130pp 22532 32? 24X Fi the: 50-000, 04/03/02, 6402090007 


8402090008 IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate 11 Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) B4/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 098 24X Flche 30-000,84/03/02, 8402090000 


8402090009 IE Info Notice 84-15, “'Reporting of Radiological Releases " 
Svc list; encl 

JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response (Pest 830103) B4/03/02 Consolidated Edison Co of New 

York, Inc U9pf 22353 217 24K Flche 50-000,84/03/02,6402090009 


8402090011 IE Info Notice B4-I7, "Problems W/Llquid Nitrogen Cooling 
Components Delow Nil Ductility Temp " Svc list enc) 

JORDAN, E t- Division of Emergency Preparedness t. Engineering 
Response (Post 830103) B4/03/05 Consolidated Edison Co of New 

York. Inc U7pp 22553 336 E4X Flche 50-000.64/03/05,840209001! 


8403130370 Forwards summary of ultrasonic imp t: resultant repairs 
□ n stainless steel uelvls covered by B3GB26 order Sumsary 
lists overall insp scope, welds not examined tr table of welds 
w/ind 1 c at ions pf intergranular stress corrosion cracking 
RYBAK, B Commonwealth Edison Co 84/03/05 DENTON, H ft Office of 
NucleaT Reactor Regulation, Director 51pp 22616 334 24X 

Flche 50-249, 84/03/05, B403130370 


8403190074 Forwards order re i nter granul ar stress corrosion cracking 
Insp 6 repair at facility &, HER 

CRUTCHFIELD, D Operating Reactors Branch 5 84/03/15 FARRAR, DL 

Commonwealth Edison Co 2pp 22669 335 24X Flche 50-249,84/03/15, 

8403190074 


— 8403190077 Order confirming util commitments re intergranular stress 
corrosion cracking insp 

PURPLE, R A Division of Licensing S4/03/15 Commonwealth 
Edison Co 6pp 22669 337 24X Flche 30-249,84/03/15,8403190074 


— 6403190082 Safety evaluation re intergranular stress corrosion cracking 
Insp & repair Plans for insp it mod of recirculation & other 
RCPB piping sys should be submitted for review 3 months 
before refueling outage 

* Office of Nuclear Reactor Regulation, Director 84/03/15 
13pp 22669 343 24X Flche 30-249,04/03/15,8403190074 


8403190107 Forwards safety evaluation supporting util 831209 plan for 
insp 6 repair of remaining welds covered in NRC 830B26 
intergranular stress corrosion cracking insp order 
confirming shutdown Plant may return to power operation 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
64/03/15 FARRAR, D L Commonwealth Edison Co 3pp 22669 200 
24X Fiche 50-249, B4/03/15, 0403190107 


— B 403 1901 1 3 Safety evaluation supporting util B31209 plan for insp 6 
ropair of remaining welds covered in NRC 830826 
Intergranular stress corrosion cracking insp order 
confirming shutdown Full power operation acceptable 
* Office of Nuclear Reactor Regulation, Director 04/03/15 
15pp 22669 203 24X Fiche 50-249, B4/03/ 1 5, 04031901 07 


84032300BB Ac k receipt of regulatory performance Improvement plan 
Periodic meetings requested to discuss progress on program 
& provide feedback 

KEPPLER, J D Region 3, Office of Director 84/03/20 THOMAS, B 
Commonwealth Edison Co lp 22730 161 24X Flche 90-000,04/03/20, 

B4032300B8 


— 0403230107 Forwards corporate regulatory performance improvement plan 
THOMAS, D Commonwealth Edison Co 84/02/24 KEPPLER, J 0 Region 
3, Office of Director 3pp 22730 1*2 24X Flche 50-000, 

84/03/20, 8403230Q8B 


— 84Q3230 1 26 Rev 0 to “Corporate Regulatory Performance Improvement Plan 
For Dresden, Quad Cities, Zion 4, LaSalle Operating Nuclear 
Stations 6 Byron t, Dratduiood Project Operating 
Organisations " 

a Commonwealth Ellison Co 04/02/27 22pp 22730 1 65 24X 

Fiche 50-000, 04/03/20, 0403230089 


8403260196 Forwards responses to IE Bulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Miller, Inc " Quad Cities 
supplied w/plplng matls from Ray Miller, Inc during const 
Evaluation encl Concerns of IE Bulletin B3-06 satisfied 
DARNES, P L Commonwealth Edison Co 84/03/20 KEPPLER, J 0 Region 
3, Office Of Director 19pp 22736 185 24X Flche 50-000,04/03/20, 

0403260 1 96 


B402090024 IE Info Notice B4-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Bys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response <Po»t 8301031 B4/03/07 Consolidated Edison Co of New 

York. Inc llBpp 2263 5 049 24X Flche 50-000,04/03/07,0402090024 


840209002B IE Info Notice 34— IB, "Stress Corrosion Cracking in PWR 
Sys " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of New 

York. Inc IIBpp 22584 1B6 24X Fiche 50-000, B4/03/07, 0402090020 


840319000! Commits to submit plans for insp , corrective actions 8,/or 
mods, inc ludi ng potential replacement of rec ircul at 1 on or 
other piping, at least 90 days prior to neit refueling outage 
scheduled for Apr 1985 

BCHROEDEH, C L Commonwealth Edison Co 34/03/09 DENTON, H R 
Dfflce of Nuclear Reactor Regulation, Director 2pp 22664 324 
24X Fiche 50-249,84/03/09,8403190001 


B402090043 IE Info Notice 84-19, "Two Events Involving Unauthorlied 
Entries Into PHR Reactor Cavities ” Svc list encl 
JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc I23pp 22823 229 24X Flche 50-000,84/03/21,8402090043 


0402070044 IE Info Notice 64-20, "Svc Life of Relays in Safety-Related 
Bys " flve 1 1st encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103), 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Flche 50-000,84/03/21,6402090044 


R Periodic operating reports 6 related correspondence 


0403060097 "Rept of Radioactive Ef f 1 uents, Ju 1-Doc 1903 " H/840215 ltr 
SCOTT, D J Commonwealth Edison Co 03/12/31 KEPPLER, J 0. Region 
3, Office of Director 17pp 22506 243 24X Fiche 50-010,83/12/31, 

8403060099 


8402090031 IE Bulletin 84-02, "Failures of QE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list encl 

DEYDUNOiR C Director's Offlca, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22023 094 24X F 1 c h •: 50-000, 84/03/ 1 2. B40209003 1 


8403000197 "Rept of Occupational Personnel Radiation Doses, 1983, " 
W/840227 ltr 

SCOTT. J 8 Commonwealth Edison Co 03/12/31 CASE, E 0 Office of 
Nuclear Reactor Regulation, Diractor 13pp 22559 099 24X 

Fiche 50-000,03/12/31,0403080197 


8403200196 Responds to 840307 telcon re mid-cycle insp results of 
sweepolet welds 22A-4 U 22B-B on recirculation sys piping 
RYBAK, B Commonwealth Edison Co 84/03/12 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 22677 116 24X 

Fiche. 50-249, 84/03/12, 8403200196 


0403220120 Annual whole body external eeposures for 1983 W/B40316 ltr 
RYBAK, B Commonwealth Edison Co 83/12/31 7pp 22716 007 24X 

Ficho 50-000,83/12/31,8403220120 
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840313001 3 Monthly operating repts for Feb 19B4 W/8403O1 ltr 

8CHR0EDER, B A , 9C0TT. D J Commonwea 1 th Edison Co B4/02/29 17pp 
23614 344 24X Fiche 30-337,84/03/29,0403130015 


DOCKET 50-230 TURKEY POINT PLANT, UNIT 3 


— 8403070139 Motion for leave to file brief on conflict pnsed by legal 
requirements of timeliness & equitable considerations on 
B40303 instead of 840302 Certificate of Svc end 
HODDER, M H Center for Nuclear Responsibility B4/03/03 
Atomic Bafetu and Licensing Board Panel 2pp 22538 276 24X 

Fiche 50-250, B4/03/03, 8403070135 


F Security, medical, emergency b fire protection plans 


B4032B0110 Public version of Emergency Plan Imp 1 ement iny Procedures 
20103, "Classification of Emergencies" & 20104, "Emergency 
Roster " W/840123 ltr b UM Felton 840322 release memo 
BAKER, C , WILLIAMS, J W Florida Power b Light Co B4/01/17 
O'REILLY, V P Region 2, Office of Director 31pp 22B1 1 329 24X 

Fiche 30-230,84/01/17,0403200110 


B403020204 Forwards IE Insp Repts 50-230/03-43 t< 30-251/83-42 on 
831216 b notice of violation Notice of violation 
withheld (ref 10CFR2 790(d) 4. 10CFR73 21) 

LEWIS, R C Division of Project b Resident Programs B4/Oi/B3 
WILLIAMS, J W Florida Power b Light Co 2pp 22440 094 24X 

Fiche 30-250, B4/01/23, B403020204 


—0403020241 IE Insp Repts 50-250/03-43 t< 50-251/03-42 on 831216 
Noneompl lance noted employee circumvented security access 
control sys Details withheld (ref 10CFR2 790 b 10CFH73 21) 
TILLMAN, A , BREWER, R Region 2, Office of Director MCOUlRE, D R 
Division of Emergency Preparedness & Materials Safety 04/01/20 
lp 22440 096 24X Fiche 30-250,04/01/25,0403020204 


0403060086 Approves state b local plans & preparedness for alerting b 
protecting public in event of radiological emergency 
Approval conditional on verification of alert & notification 
sys per criteria of App 3 of NLREG-0654/FEMA-REP-1, Rev 1 
BPECK, 8 W Federal Emergency Management Agency 04/02/15 
DIRCK8,W J Office of the Executive Director for Operations Ip 
22316 300 24 X Fiche 50-250, 04/02/ 1 5, 04O3O6OOB6 


B40301Q173 Forwards order confirming licensee commitments to implement 
post-TKI related items per Suppl 1 to NUREO-0737 Scheduler 
commitments reasonab 1 e, ac h 1 evabl * b will provide timely 
upgrading of emergency response capability 

VARGA, 8 A Operating Reactors Branch 1 £34 /02/23 WILLIAMS, d J 

Florida Power b Light Co 4pp 22479 209 24X 

Fiche. 30-230,04/02/23, 8403010173 


—8403010100 Order confirming licensee commitments to upgrade emergency 
response capabi 1 1 ty> pel Suppl 1 to NUREG-0737 
(Generic Ltr 02-33) 

EIBENHUT, D 0 Division of Licensing 84/02/23 Florida Power b 
Light Co 6pp 22479 213 24X Fiche 50-250.04/02/23,8403010173 


B4Q3Q20285 Ack receipt of 040215 Hr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
50-250/B3-43 b 50-251/03-42 

LEWIB, R C Division of Project & Resident Programs 04/02/29 
WILLIAMS, J W Florida Power b Light Co lp 22440 069 24X 

Fiche 50-250,04/02/29,0403020205 


— 0403020288 Responds to NRC 840125 Hr re violations noted in IE 
Safeguards Insp Repts 50-250/B3-43 b 50-251/03-42 Corrective 
actions withheld (ref 10CFR2 790 b 73 21) 

WILLIAMS, J W. Florida Power b Light Co 04/02/15 O'REILLY, J P 
Region 2, Office of Director lp 22440 070 24X 

Fiche 50-230.84/02/29,0403020285 


0403160234 Notifies of 840316 workshop to discuss 10CFR30,App R 
requirements b insp results to resolve misunderstandings ra 
fire protection Attendees should be limited to six due to 
size of conference room 

LEWIS, R C Division of Project b Resident Programs 04/03/02 
WILLIAMS, J W Florida Power b Light Co lp 22*60 235 24X 

Flehe 30-000,84/03/02,8403160254 


6403190429 Forwards regulatory effectiveness review (HER) rept, poss lb le 
solutions to RER concerns b observations b vital areas 
definition rept.Encls withheld <ref I0CFR73 21) 

VAROA, 8 A Operating Reactors Branch 1 04/03/06 WILLIAMS, JW 

Florida Power b Light Co, lp 22601 327 24X Fiche 30-230, 

04/03/06, 0403190429 


0 Adjudicatory correspondence 


0403070133 Brief on conflict posed by legal requirement of timeliness 
b equitable considerations ASLB should issue ruling allowing 
petitioners contentions that address new fuel core design, 
changes in Tech Specs b reduction in safety margins 
HODDERiM H Center for Nuclear Reepons lb l li ty 84/03/03 llpp 
2233B 263 24 X Fiche 30-230,04/03/03,8403070133 


8403070143 Forwards applicant 030323 ltr w/encl re util pressurized 
thermal shock b flux reduction program per 840223 request 
W/o ltr 

HODDER, M H Hodder, M H HDDDER, M H Center for Nuclear 
Responsibility 84/03/03 Atomic Safety and Licensing Doard 
Panel 7pp 22338 270 24X Fiche 30-250.84/03/03,8403070133 


8403140017 Response to NRC t util responses to amended petition to 
Intervene NRC guilty of conducting business lawlessly via 
repeated OL amends ui/NSHC determination Certificate of Svc 
enc 1 

HODDER, M H Center for Nuclear Responsibility HODDER, M H Hodder. 
H H B4/03/07 Atomic Safety and Licensing Board Panel 20pp 
22632 144 24X Fiche 30-230,64/03/07,8403140017 


— 8403140023 Motion for leave to file late, due to delays In typing b 
reproduc tion 

HODDERiM H Center for Nuclear Responsibility HODDER, M H 
Hodder, M H B4/03/07 Atomic Safety and Licensing Board Panel 
3pp 22632 164 24X Fiche 30-250, 84/03/07, 0403140017 


0403130034 Order granting licensee motiqn for extension of time to 
040314 for filing response to petitioner B40303 brief ra 
consolidating consideration of two sets of license amends 
Issued last yr 

LAZO,R M Atomic Safety and Licensing Board Panel 84/03/09 lp 
22614 307 24 X Fiche 50-250,84/03/09,0403130034 


8403190062 Response to Ctr for Nuclear Responsibility b J Lorlon B40303 
brief on conflict posed by legal requirements of timeliness 
b equitable considerations ASLB should exclude any b all 
Issues re B31209 Amends 92 b 98 Certificate of Svc end 
WOODHEAD, C P Hearing Branch 4 84/03/14 12pp 22666 200 24X 

Fiche 30-250,04/03/14,0403190062 


0403190171 Response to petitioners B40303 brief re consolidating two 
sets of license amends issued in late 1903 in support of 
new fuel assemblies ASLB should confine proceeding to 
841007 amends 

DAUSER, M A Florida Power b Light Co HAUSER, M A Newman & 
Holtzinger 84/03/14 Atomic Safety and Licensing Board Panel 
1 Spp 22670 263 24X Fi c h e , 30-230. 84/03/ 1 4, 04031 901 7 1 


— B403190I79 Affidavit of DC FoteralsKi on petitioners 040303 brief re 
conflict posed by legal requirement of timeliness h 
equitable considerations Util 830720 amends not part of 
pressurized thermal shock program W/Certt f icate of Svc 
POTERALSKI , D C Florida Power b Light Co 04/03/09 17pp 

22670 2B0 24X Fiche 50-230,84/03/14,0403190171 


8403290299 Forwards WL Guthrie 840226 ltr to be served on parties 
Copy should be placed in PDR 

LAZO, R M Atomic Safety and Licensing Board Panel DSD 170 
84/03/27 CLEMENTS, W L Record Services Branch (Document Control 
Desk) lp 22B01 336 24X Fiche 50-250.04/03/27,0403290299 


— 0403290304 Forwards file presented to Dade County Citizens Review 
Committee objecting to OL issuance 

GUTHRIE, W L Affiliation Not Assigned 04/02/20 Atomic Safety 
and Licensing Board Panel 37pp 22B01 337 24X 

Fiche 50-230,04/03/27,0403290299 


H General correspondence 


8403280149 Responds to 840200 Hr requesting assistance in responding 
to J Paskavltch ltr requesting latest EI9 on concentrations 
of Sr-?0, Cs-137 b 1-131 near plants Two annual repts end 
W/o repts 

DIRCK8, W J Office of the Executive Director for Operations 
84/03/07 CHILES, L Senate 4pp 5200? 316 24X 

Fiche 30-000,04/03/07,0403200149 


— 8403280156 Forwards constituent U Paskavltch ltr requesting latest EIS 
on concentrations of 8r-?0, Cs-137 b 1-131 near plants. 

Comments b views requested, 

CHILES, L Senate 04/02/00 KAMMERER, C. Office of Congressional 
Affairs Bpp 22809 320 24X F i che 50-000, 84/03/07, 8403280 1 49 


J Insurance b indemnity information 


8403060332 Forwards Endorsement 70 to NELIA Policy NF-105 

DUCK, J R Harsh b McLennan, Inc 04/02/20 BALTZMAN, J Assistant 
Director for State b Licensee Relations 2pp 22916 011 24X 

Fiche 30-250,04/02/28,0403060332 
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P Operating license stage documents k correspondence 


B403010I60 Forwards Amends lOl & 95 to Licenses DPFl-31 k DPR-41. 
respectively & safety evaluation Amends revise Tech Specs to 
add motor operated valves &63-A k 863-0 to existing valves 
required to have power removed 

MCDONALD. D G Operating Reactors Drench 1 B4/02/22 WILLIAMS, J W 

Florida Power b Light Co 3pp 22479 232 24X 

Fiche 30-250. 84702/22, 040301 0160 


- -840301017 1 Amends iOl Jc 95 to Licenses DPR-31 6 DPR-4 1 , res p ec t i ve 1 y. 
revising Tech Specs to add motor operated valves 863-A fc 
863-0 to existing valves required to have power removed 
VARGA. S A Operating Reactors Branch i B4/02/22 7pp 
22479 235 24X Fiche 50-250. B4/02/22. B4030I0160 


--B40301 0177 Safety evaluation supporting Amends JOl *, 93 to Licenses 
DPR-31 6 QPR-41 . respect ive 1 g 

• Office of Nuclear Reactor Regulation. Director 04/02/22 7pp 
22479 242 24X Fiche 30-250.04/02/22,8403010160 


04030201 B4 Requests Identification of eng potential problems or Items 
that cannot be met within time frame required to meet Sept 
1984 goal for completion of NUREG-0737 items 

VARGA. a A Operating Reactors Branch 1 84/02/22 WILLIAMS, V 

Florida Power 8. Light Co 2pp 22493 003 24X 

Fiche 30-250, B4/02/22, B4O3O2Q104 


E 4 03060 1 69 Notifies that administrative program 8, procedures now in 
effect will be reviewed to confirm implementation of 
recommended guidelines in NUTAC rept.per Generic Ltr 83-20 
MILL TAMS. V C Florida Power U Light Co 84/03/01 E ISENHUT, D G 
Division of Licensing tp 22318 336 24X Fiche 50-000,04/03/01, 

04O2O6O16B 


B4030B0020 Forwards integral neutron source data for evaluating t, 
verifying flux reduction per 04117 request Data for Cycle 9 
core octant time averaged relative power dens 1 ty» cr itical 
weld peaking factor k peripheral assembly pin power end 
WILLIAMS, J W Florida Power U Light Co 04/03/01 VARGA. B A 
Operating Reactors Branch I. IOpp 22S39 229 B4X 
Fiche 50-250, 84/03/01. B4030B0020 


8403190150 Notifies of 040402-06 meeting t, pre 1 mp 1 ementat 1 on audit at 
Turkey Point to discuss confirmatory items identified In 
safety evaluation of detailed control room design reviews 
for facilities 

VAROA, S A Operating Reactors Branch 1. 94/03/07 WILLIAM, J W 

Florida Power &. Light Co 6p p 226SI 311 24X 

Fiche 50-000, B4/03/07. 0403190150 


8403200264 Application to amend Licenses DPR-31 h DPR-4T . chang lng Tech 
Specs to eipand spent fuel storage facilities to accommodate 
expected increase In inventory of spent fuel assemblies 
above capacity of existing storage facility 

WILLIAMS, J U Florida Power k Light Co 84/03/14 E I SENHUT , D 0 
Division of Licensing 3pp 22607 263 24X Fiche 50-2S0.84/03/14, 

8403200264 


— B403200266 Proposed Tech Spec s< e xpand lng spent fuel storage facilities 
* Florida Power k Light Co 04/03/14 I7pp 226B7 266 24X 

Fiche 30-230,84/03/14,8403200264 


— B403020241 IE Insp Repts 50-250/93-43 i< 50-231/03-42 on 031216 
None omp 1 lance noted employee circumvented security access 
control sys Details withheld (ref 10CFR2 790 k 10CFR73 211 
TILLMAN, A , BREWER, R Region 2. Office of Director MCGUIRE, D R 
Division of Emergency Preparedness k Materials Safety 84/01/20 
tp 22440 096 24X Ficho 30-230, 84/01 /23, B403020204 


840 3T 60306 Forwards IE Insp Repts 30-250/B4-02 & 30-231/84-02 on 
B4D121-31 No violations or deviations noted 

DANCE, H C Division of Project k Resident Programs 84/02/21 
WILLIAMS, J W Florida Power k Light Co 2pp 22660 14 5 24X 

Fiche 50-230,84/02/21,8403160306 


-0403160316 IE Insp Repts 30-250/04-02 k 30-231/04-02 on 840121-31 No 
violations or deviations noted Major areas Inspected plant 
operations, survei 1 lance testing k plant tours 

KRUQ, H E Region 2, Office of Director JAPE, F Division of 
Engineering k Operational Programs 84/02/14 8pp 22660 147 
24X Fiche 50-230,84/02/21,0403160306 


8401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits t< Annunciation " Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 0301031 84/02/23 Consolidated Edison Co. of New 

York, Inc 113pp 22909 239 24X Fiche 30-000,84/02/28,0401190072 


□403020203 Ack receipt of 040215 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
30-250/B3-43 t, 50-251/03-42 

LEWIS, R C Division of Project I, Resident Programs B4/02/29 
WILLIAMS, J W Florida Power «< Light Co tp 22440 069 24X 

Fiche 30-250, 04/02/29, B4030202B5 


— 0403020280 Responds to NRC 040125 ltr re violations noted in IE 
Safeguards Insp Repts 30-230/83-43 6 50-231/83-42 Corrective 
actions withheld (ref 10CFR2 790 k 73 21) 

WILLIAMS, J W Florida Power k Light Co. 04/02/13 O'REILLY, J P 
Region 2, Office Of Director ip 22440 070 24X 

Fiche 30-250,94/02/29,8403020283 


B403040291 Requests 1-month exemption from 10CFR30 55a ( g ) < 3 ) < 1 i ) 
scbedular requirements re inservice insp Due to recent revs 
to cade boundary drawings, ad d 1 time to review k incorporate 
changes required 

WILLIAMS, JW Florida Power fc Light Co 04/03/01 El SENHUT, D 0 
Division of Licensing 2pp 22519 0B6 24X Fiche 30-230,04/03/01, 

8403060291 


8403140300 Discusses util request to update requirements for sys 
pressure tests & extend existing 10-year insp Interval due 
to lengthy steam generator repair outages Extension 
unacceptable Update of test requirements acceptable 
VAROA, B, A Operating Reactors Branch 1 84/03/01, WILL IAMB, J, W 

Florida Power k Light Co 3pp 22633 31S 24X 

Fiche 30-250,04/03/01,0403140300 


— 8403140306 Exemption from requirements of pressure test to 19B0 Edition 
through Winter 1901 ASME Code, Section XI Requests to extend 
Insp Intervals to 040901 unacc Bp tab le 

EIBENHUT, D 0 Division of Licensing B4/03/01 Florida Power 6 
Light Co 4pp 22633 323 24X Fiche 30-230,04/03/01,0403140300 


— 8403200270 "Spent Fuel Storage Facility Mod.SAft * 

* Florida Power 4 Light Co 04/03/14 I06pp 22687 203 24X 

Fiche 50-250,04/03/14,0403200264 


0403300200 Requests remittance of Pee for review of 040210 rapt 
summarizing available reactor vessel matls data in response 
to pressuriied thermal shock concerns 

DIGGS, R M License Fee Management Branch 04/03/13 UHRIQ.R.E 
Florida Power k Light Co. Ip 22844 329 24X Fiche 50-230. 

B4/03/1 5, 84 0330 028 B 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DDT k NRC " Bvc list end 

GRACE, J N Division of 0A« Safeguards k Inspection Programs (Post 
8301031 84/03/02 Consolidated Edison Co of New York, Inc 

I30pp 22552 329 24X Fiche 30-000,84/03/02,8402090007 


8402090008 IE Info Notice 34-16. "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end. 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830HS3) 04/03/02. Consolidated Edison Co of New 

York, Inc I22pp 22333 078 24X Fiche 30-000,84/03/02,0402090008 


6403260203 Advises that proposed license amend re spent fuel storage 
expansion submitted on B40314 forwarded to state designee 
for State of FL, in accordance w/10CFR50 9l(bKl) 

W ILLIAMS, J W Florida Power & Light Co B4/03/16 EIBENHUT. D G 

Division of Licensing Ip 22756 209 24X Fiche 50-250.94/03/16. 

0403260203 


0 Inspection reports. IE Bulletins fc correspondence 


0403020204 Forwards IE Insp Repts 30-250/03-43 I» 50-251/03-42 on 
031216 k notice of violation Notice of violation 
withheld (ref 10CFR2 7?0(d> k 10CFR73 21) 

LEUIS, R C Division of Project *, Resident Programs 04/01/23. 
WILLIAMB, J W. Florida Power & Light Cq 2pp 22440 094 24X 

Fiche 50-230, B4/01/23, B4O3O0O2O4. 


0402090009 IE Info Notice B4-13. "Reporting of Radiological Releases “ 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc I19pp 22353 217 24X Fiche 50-000.84/03/02,8402090009 


8402090011 IE Info Notice 94-17, "Problems W/LIquld Nitrogen Cooling 
Components Below Nil Ductility Temp M Svc list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103), 84/03/03 Consolidated Edison Co of New 

York, Inc, 1 17pp 22353 336 24X Fiche 30-000.84/03/03,8402090011 


0402090024 IE Info Notice 94-09. Rev 1. "Lessons Learned From Imps of 
Fira Protection Safa Shutdown Bys. " Svc list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 04/03/07. Consolidated Edison Co. of New 

York, Inc llBpp 22633:049 24X Fiche 50-000,94/03/07,0402090024 
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B402Q9OO28 IE Info Notice 04-lB, "Stress Corrosion Cracking In PWR 
Sys " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York. Inc Il8pp 22584 106 24X Flche 30-000. B4/03/07. 0402090028 


8403290123 Forward* response to Action Item 4 requested by IE Bulletin 
02—02 re maint procedures for threaded fasteners in RCPB 
Response to Action Item 3 previously provided in B2O0O2 Itr 
WILLIAMS, J W Florida Power b Light Co 04/03/09 O'REILLY. J P 
Region 2, Office of Director 3pp 22007 109 24X 

Fiche 30-230. B4/03/09. 0403290123 


840209003 i IE Bulletin 04-02, ‘'Failures of CE Type HFA Relays In Use In 
Class IE Safsty Bye " Svc list end 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

1 34pp 22823 094 24X Flche 30-000.84/03/12,8402090031 


0403290313 Summarize* 840309 meeting u/ufcil to discuss performance 
enhancement program. current events b outstanding regulatory 
Issues Meeting beneficial b provided better understanding of 
util plans 

O'REILLY, J P Region 2. Office of Director 84/03/16 

HUDIBURG, J J Florida Power b Light Co Ip 22802 093 24X 

Flche 30-230, 84/03/16, 8403290313 


8403290097 Summarizes 840313 meeting ui/util at Region 11 ofc re 
performance enhancement program, current events b outstanding 
regulatory issues 

O'REILLY, J P Region 2, Office of Director 84/03/19 ADOMAT, E A 
Florida Power b Light Cd lp 22B06 349 24X Fiche 30—230, 

04/03/19, B403290097 


8403290192 Confirms IE mgt meeting on B40322 in Region II ofc to 
discuss proposed revs to plant performance enhancement 
program, per 040313 telcon 

LEWIS, R C Division of Project b Resident Programs 04/03/20 
WILLIAMS, J W Florida Power Si Light Co lp 22803 313 24X 

Flche 30-230,84/03/20,8403290192 


0402090043 IE Info Notice 84-19, "Two Events Involving Unauthorized 
Entries Into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) B4/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X Fiche 30-000,04/03/21,8402090043 


0402090044 IE Info Notice 84-20, “Svc Life of Relays In Safety-Related 
Gys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp, 22933 001 24X Fiche 30-000,84/03/21,8402090044 


R Periodic operating reports b TelatBd correspondence 


B403020033 Monthly operating repts for Jan 19B4 W/840213 ltr 
QRANT.N W, , WILLIAMS, J. W. Florida Power & Light Co 84/01/31 
19pp 22442 233 24X Fiche 30-000,84/01/31,0403020033 


6403300173 Forwards monthly operating repts for Feb 1904 b corrected 
Page 1 of St Lucie Unit 2 monthly operating rept for 
Jan 1984 

WILLIAMS, J W Florida Power b Light Co B4/03/13 Office of 
Resource Management, Director lp 22819 283, 24X 

Flche 50-000,84/03/13,8403300173 


— 84033001BS Monthly operating repts for Feb 1984 

GRANT, N. W Florida Power b Light Co 84/03/13 16pp 22819 264 
24 X Fiche 30-000,84/03/15,8403300173 


— 0403300193 Corrected Page i of monthly operating rept far Jan 1904 
GRANT, N W, Florida Power b Light Co B4/02/1B lp 22819 200 
24X Fiche 30-000,04/03/13,8403300173 


8. Reportable occurrences, LERs Si related correspondence 


8402270125 LER 84-004-00 on 040104, au> i 1 iary feedwater sys periodic 
test Initiated b pump A failed to develop required flaw. 

Caused by (disposition of manual governor speed control knob 
Knob reset to max position. W/B40222 ltr, 

ARIAS, J., WILLIAMS, J W Florida Power b Light Co 84/02/22 4pp 
22389.243 24X Fiche 30-230,84/02/22,8402270123 


8403020248 PNO-1 1-84-018, on 840227, units shut down following failure 
of Slemens-Allis breaker to trip during functional test of 
4-kV electrical breakers for nonsafety-related electrical 
bus 3C. Insp b repair underway 

DANCE. H, C. , LEWIS, R C Region 2, Office of Director. 04/O2/2B. 
2pp. 22440-101 24X Fiche 30-250,84/02/28,8403020248 


8403160039 LER 04-006-00 on 8402 12. r eac tor tripped Caused by electrical 
relay malfunction resulting in loss of power to nonsafety- 
related 4160-volt bus Design review b complete testing of 
automatic turbine governor Initiated W/840313 ltr 

ROACH, P A , WILLIAMS. J W Florida Power b Light Co 84/03/13 3pp 
22632 323 24X Fiche 50-250,84/03/13,8403160038 


8403220104 LER B4-007-00 on 840216, while at steady operat Ion. dual unit 
trip occurred from 1Q0X power, resul t ing in loss of 4,160- 
v d 1 1 buses 3C b 4C Caused by bolt In breaker 4AC01 cubicle 
door travel Doors checked for proper clearance U/8403I9 ltr 
ARIAS, J , WILLIAMS, J W Florida Power b Light Co 84/03/19 6pp 
22715 279 24X Fiche 30-230,84/03/19,8403220104 


T Hearing transcripts on non-anti trust matters 


0403020249 Transcript of 040228 prehearing conference in Homestead, FL 
Pp 1-84 

» Atomic Safety and Licensing Board Panel B4/02/2B S6pp 
22440 107 24 X Fiche 30-230,04/02/28,8403020249 


V Operator Examinations 


B40302027B Forwards list of requested dates for NRC site visits to 
conduct operator licensing exams as requested in Generic Ltr 
B3-40 

WILLIAMS, J W Florida Power b Light Co 04/02/29 El BENHUT , D 0 
Division of Licensing 3pp 22440 071 24X Fiche 50-250,84/02/29. 

0403020278 


DOCKET 50-231 TURKEY POINT PLANT, UNIT 4 


F Security, medical, emergency b fire protection plans 


8403280110 Public version of Emergency Plan Implementing Procedures 
20103. "Classification of Emergencies" b 20104, "Emergency 
Roster " W/840123 ltr b JM Felton 840322 release memo 
BAKER, C , WILLIAMS, J W Florida Power b Light Co 84/01/17 
O'REILLY. JP Region 2, Office of Director 31pp 22811 329 24X 

Flche 30-250,84/01/17,8403280110 


8403020204 Forwards IE Insp Repte 30-250/03-43 b 30-231/83-42 on 
031216 b notice of violation Notice of violation 
withheld (ref 10CFR2 790(d) b 10CFR73 21) 

LEWI8, R C Division of Project b Resident Programs 84/01/25 
WILLIAMS, J W Florida Power b Light Co 2pp 22440 094 24X 

Fiche 30-250,84/01/23,8403020204 


—8403020241 IE Insp Repts 30-250/93-43 b 30-231/B3-42 on B31216 
Noncompliance noted employee circumvented security access 
control sys Details withheld (ref 10CFR2 790 b 10CFR73 21) 
TILLMAN, A Region 2, Office of Director 84/01/20 lp 
22440 096 24X Flche 30-230,04/01/23,8403020204 


B4030600B6 Approves state b local plans b preparedness for alerting b 
protecting public in event of radiological emergency 
Approval conditional on verification of alert b notification 
sys per criteria of App 3 of NUREG-0634/FEHA-REP- 1 , Rev 1. 

SPECK. S W Federal Emergency Management Agency 84/02/15 
DIRCKSi W J Office of the Executive Director for Operations lp 
22516 300 24 X Flche 30 - 250 , B4/02/ 13, 8403060086 


8403010173 Forwards order confirming licensee commitments to implement 
post-TMl related Items par Buppl 1 to NUREG-0737 Scheduler 
commitments reasonabl e, achievable b will provide timely 
upgrading of emergency response capability 

VAROA.fi A Operating Reactors Branch 1 84/02/23. WILLIAMS, J J 

Florida Power b Light Co 4pp 22479 209 24X 

Fieho 30-230, 84/02/23, 8403010173. 


—8403010180 Order confirming licensee commitments to upgrade emergency 
response capabi 1 i ty. per 8uppl 1 to NUREG-0737 
(Generic Ltr 82-33), 

E18ENHUT. D G Division of Licensing 84/02/23 Florida Power <« 

Light Co 6pp 22479 213 24X Fiche 30-230,84/02/23,8403010173 


8403020289 Ac k receipt of 840213 ltr informing NRC of steps taken tq 
correct violations noted in IE Safeguards Insp Repts 
30-250/B3-43 b 30-251/83-42 

LEWIS, R C Division of Project b Resident Programs 04/02/29 
WILLIAMS, J W Florida Power b Light Co ip 22440 069, 24X 

Fiche 30-230,84/02/29.8403020283 


— 8 403020288 Responds to NRC 840123 ltr r* violations noted in IE 
Safeguards Insp Repts 30-230/03-43 b 30-231/83-42 Corrective 
actions withheld (rsf 10CFR2, 790 b 73 21) 

WILLIAMS, J W Florida Power b Light Co 84/02/13 O'REILLY, J P 
Region 2. Office of Director lp 22440 070 K4X 
Fiche 30-230,04/02/29,0403020283 
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9403160234 Notifies of 840316 workshop to dlstuts JOCFRSO, App R 
renulrsments A Insp result? to resolve nu aund era ta n tfi ng » re 
fire protection Attendees should be limited to six due to 
stir of conference room 

LEWIB'R C Division of Project 6 Resident Programs B4/O3/02 
WILLIAMB, J W Florida Power A Light Co lp 22660 233 24* 

Ticho 30-000,84/03/02.8403160254 


U40319042? Forwards regulatory effectiveness review <RER > r e p t. possibl e 
solutions to HER concerns A observations A vital areas 
definition ropt Ends withheld Cref 10CFR73 21) 

VARQA.S A Operating Reactors Branch 1 04/03/06 WILLIAMS. J W 

Florida Power & Light Co Ip 226B1 327 24X Fiche 30-230, 

84/03/06, B4031 90429 


0 Adjudicatory correspondence 


3403070133 Brief on conflict posed by legal requirement of timeliness 
A equitable considerations ASLB should issue ruling allowing 
petitioners contentions that address new fuel core design, 
changes in Tech 5pecs A reduction In safety margins 
HODDER. M H Center for Nuclear Responsibility 84/03/03 llpp 
22338 263 24X Fiche 30-230.84/03/03,8403070133 


— 040307013? Motion for leave to file brief on conflict posed by legal 
requirements of timeliness A equitable considerations an 
040303 instead of 840302 Certificate of Svc enc) 

HODDER. M H Center for Nuclear Responsibility 84/03/03 
Atomic Safety and Licensing Board Panel 2pp 22338 276 24X 

Fiche 30-290.84/03/03,8403070135 


— 8403070143 Forwards applicant B3032S 1 tr w/encl re util pTessuriied 
thermal shack 6 flux reduction program per 040228 request 
W/o 1 tr 

HODDER, M H Hodder. hi H HODDER, M H Center for Nuclear 
Responsibility 84/03/03 Atomic Safety and Licensing Ooard 

Panel 7pp 22330 270 B4X Fiche 30-250. 84/03/03, B403070135 


□403140017 Response to NRC A util responses to amended petition to 
intervene NRC guilty of conducting business lawlessly via 
repeated OL amends w/NSHC determination Certificate of Svc 
end 

HDDDER, hi H Center for Nuclear Responsibility HODDER. M H Hodder. 
M H 84/03/07 Atomic Safety and Licensing Board Panel 20pp 

22632 i 4 4 24X Fiche 30-230, 04/03/07, S4031 40017 


— B4D314DD23 Motion for leave to file late, due to delays in typing A 
reproduction 

HODDER, M H Center for Nuclear Responsib i 1 i ty HODDER, M H 
Madder, M H 84/03/07 Atomic Safety and Licensing Board Pane) 
3pp 22632 164 24* Fiche 50-290,04/03/07,0403140017 


B403130034 Order granting licensee motion for extension of time to 
040314 foT filing response ta petitioner B40303 brief re 
consolidating consideration of two sets of license amends 
Issued last yr 

LAZO, R M Atomic Safety and Licensing Board Panel 04/03/0*? lp 
22614 307 24* Fiche 50-290,04/03/09,8403130034 


6403190062 Response to Ctr for Mucleai Responsibility t J Lorion 640303 
brief on conflict posed by legal requirements of timeliness 
A equitable considerations ASLB should exclude any A all 
issues re 831309 Amends 92 St 96 Certificate of Svc encl 
WOODHEAD.C P Hearing Branch 4 84/03/14 12pp 22666 200 24X 

Ftchs 30-230, 84/03/ I 4. 0403190062 


D403I90I71 Response to petitioners 040303 brief re consolidating two 
sate of license amends Issued In late 19B3 in support of 
how fuel assemblies ASLB should confine proceeding to 
841007 amends 

BAUSER.fl A Florida Power 6 Light Co HAUSER, M A Newman A 
Holtiingsr 94/03/14 Atomic Safety and Licensing Board Panel 

I3pp 22670 265 24* FU he 50-250. 84/03/ 14, 0403190171 


— 0403190179 Affidavit of DC Poteraiski on petitioners 040303 brief re 
conflict posed by legal requirement of timeliness A 
equitable considerations Util 630720 amends not part of 
pressurised thermal shock program W/Cer t i f 1 cate of Sue 
PQTERALSKI.D C Florida Power A Light Co 84/03/09 !7pp 
22670 290 24* Fiche 50-250, 04/03/ !4 , 8403 1 901 7 1 


9403290299 Forwards WL Guthrie 840228 Itr to be served ail parties 
Copy should be placed in PDR 

LAZO, R hi Atomic Safety and Licensing Board Panel DSB 170 
04/03/27 CLEMENTS, W L Record Services Branch IDocument Control 
Desk) Ip 22601 336 24* Flch e , 50-250. 84/03/27, B403290299 


— 0403290304 Forwards file presented to Dade County Citirens Review 
Committee objecting to OL 1 ssuanc e 

0U7HRIE.NL APfi llatlon Not Ass igned 04/02/20 Atomic Safety 
and Licensing Board Panel 57pp 22001 337 24X 

Fiche 50-250,84/03/27,0403290299 


H General correspondence 


B4O320O149 Responds to B4020D Itr requesting assistance in reeponding 
to J Paskavitch Itr requesting latest E1S on concentrations 
of Sr-90, Cs-137 & 1—131 near plants Two annual repts encl 
W/o repts 

DIRCKG.W J Office of th 0 Executive Director for Operations 
04/03/07 CHILES, L Senate 4pp 22809 316 24X 

Fiche 50-000, 04/03/07. 04O32BO149 


— 0403200 1 56 Forwards constituent J Paskavltch Itr requesting latest EIS 
on concentrations of Sr-90, Cs— 137 A 1-131 near plants 
Comments 6 views requested 

CHILES, L Senate 84/02/00 HAMMERER, C Office of Congressional 
Affairs 8pp 32009 320 24X Fiche 50-000,84/03/07,8403280149 


J Insurance 6 Indemnity information 


8403060332 Forwards Endorsement 70 to NELIA Policy NF-1B5 

DUCK, J R Marsh ft McLennan, Inc B4/O2/20 SALTZMAN, J Assistant 
Director for State t< Licensee Relations 2pp 22516 011 24X 

Fiche 50-290. B4/02/2B. 8403060332 


P Operating license stage documents t < correspondence 


0403010160 Forwards Amends 101 S< 9S to Licenses DPR-31 S< DPR-41. 
respectively 8, safety evaluation Amends revise Tech Specs to 
add motor operated valves 063-A A 063-B to existing valves 
required to have power removed 

MCDONALD, D 0 Operating Reactors Branch 1 84/02/22 WILLIAMS, J W 

Florida Pnwer 6 Light Co 3pp 22479 232 24X 

Fiche 50-290,04/02/22,3403010160 


— B403010171 Amends 101 It 93 to Licenses DPR-31 A DPR-4 1 , r e« pe c 1 1 ve 1 y , 
revising Tech Bpecs to add motor operated valves B63-A A 
063— D to existing valves required to have power removed 
VARGA, S A Operating Reactors Branch 1 84/02/22 7pp 

22479 233 24X Fiche 30-250.04/02/22.0403010160 


— 0403010177 Safety evaluation supporting Amends 101 & 95 to Llcenees 
DPR-31 tt DPR-41 , reap ec t ive 1 y 

* Office of Nuclear Reactor Regulation, Director 64/02/22 7pp 
22479 242 24 X Fiche 30-230.04/02/22,0403010160 


8403020104 Requests identification of any potential problems or items 
that cannot be met within time frame required to meet 9ept 
1984 goat for completion of NUREG— 0737 items 

VARGA, 3 A Operating Reactors Branch 1 04/02/22 WILLIAMS, J 

Florida Power A Light Co 2p p 22495 003 24X 

riche 30-230.04/02/22,0403020184 


B4Q306016B Notifies that administrative program A procedures now In 
effect will be reviewed to confirm implementation of 
recommended guidelines in NUTAC rept.per Generic Ltr 83-20 
WILL I AMS, J C Florida Power A Light Co 84/03/01 EISENHUT. D 0 

Division of Licensing Ip 22318 336 24X Fiche 50-000,04/03/01, 

8403060160 


B4030B0020 Forward's integral neutron source data for evaluating A 
verifying flu* reduction per B4117 request Data for Cycle 9 
core octant time averaged relative power donsi ty , er i 1 1 c a 1 
weld peaking factor A peripheral assembly pin power encl 
WILLIAMS, J W Florida Power A Light Co 04/03/01 VARGA, 8 A 
Operating Reactors Branch 1 lOpp 22539 229 24X 

Tithe 90-250, 04/03/01. B4030B0020 


B403190150 Notifies of 040402-06 meeting A p r e imp 1 ementa 1 1 on audit at 
Turkey Point to discus* confirmatory items identified in 
safety evaluation of detailed control room design reviews 
for f ac i lit i es 

VARGA, B A, Operating Reactors Branch 1 84/03/07 WILLIAM. J W 

Florida Power A Light Co 6pp 22601 311 24X 

Fichu 30-000. B4/03/O7. Q40319O1 30 


8403200264 Application to amend Licenses DPR-31 A DPR-41, chang lng Tech 
Specs to expand spent fuel storage facilities to accommodate 
uxpectod increase In inventory of spent fuel assemblies 
above capacity of existing storage facility 

WILLIAMS, J W Florida Power A Light Co 04/03/14 EISENHUT, D 0 
Division of Licensing 3pp 226B7 260 24X Fiche 30-250, 84/03/ 14 , 

0403200264 


— 0403200266 Proposed Tech Sp e c *« * x p and i ng spent fuel storage facilities 
* Florida Power & Light Co 04/03/14 17pp 226B7‘266 S4X 
Fiche 30-250,04/03/14,0403200264 


— 0403200270 "Spent Fuel Storage Facility Mod, GAR " 

a Florida Power A Light Co B4/ 03/ 1 4 1 06 p p 22687 283 24 X 

Fiche 50-230,04/03/14,0403200264 
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8403300288 Requests remittance of fee For review of 840210 rept 
summarising available reactor vessel matls data in response 
to pressurised thermal shock concerns 

DIGGS.R M License Fee Management Branch 84/03/15 UHRIG.n E 
Florida Power & Light Co Ip 22044 329 24X Fithe 50-230. 

04/03/15, B4O33OO200 


0403260203 Advises that proposed license amend re spent fuel storage 
expansion submitted on 040314 forwarded to state designee 
for Btate of FL, in accordance W/10CFR50 91(b)(1) 

WILLIAMS, J W Florida Power it Light Co 04/03/16 EISENHUT, 0 G 
Division of Licensing Ip 22736 209 24X Fiche 30-230. B4/03/ 1 6. 

8403260203 


0 Inspection reports, IE Bulletins L correspondence 


0403020204 Forwards IE Insp Repts 30-230/83-43 h 30-251/83-42 on 
031216 4t notice of violation Notice of violation 
Withheld iref I0CFR2 790(dl it 10CFR73 211 

LEWIBj R C Division of Project it Resident Programs 04/01/23 
WILLIAMS, J W Florida Power «, Light Co 2pp 22440 094 24X 

Fiche 30-230, 84/01/25, B403020204 


—8403020241 IE Insp Repts 30-230/03-43 & 30-231/03-42 on 031216 
Noncompliance noted employee circumvented security access 
control sys Details withheld (ref 10CFR2 790 it 10CFR73 21) 
TILLMAN, A , BREWER, R Region 2, Office of Director MCGUIRE, D R 
Division of Emergency Preparedness it Materials Safety 04/01/20 
lp 22440 096 24X Fiche 30-230,84/01/23,8403020204 


8403160306 Forwards IE Insp Repts 30-230/B4-02 it 30-231/84-02 on 
840121-31 No violations or deviations noted 

DANCE, H C Division of Project it Resident Programs 84/02/21 
WILLIAMS, J W Florida Power it Light Co 2pp 22660 143 24X 

Fiche 30-250,84/02/21,8403160306 


—8403160316 IE Insp Repts 30-230/84-02 t, 30-231/04-02 on 040121-31 No 
violations or deviations noted Major areas Inspected plant 
operations, survei 1 lance testing t, plant tours 

KRUG, H E Region 2, Office of Director JAPE.F Division of 
Engineering it Operational Programs 04/02/14 8pp 22660 147 
24 X Fiche 30-250,84/02/21,0403160306 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits it Annunciation " Bvc list 
end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc liSpp 22909 239 24X Fiche 50-000,84/02/28,8401190072 


0403020205 Ack receipt of 840213 ltr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Repts 
30-230/83-43 l< 30-231/03-42 

LEWIB, R C. Division of Project i, Resident Programs 84/02/29 
WILLIAMS, J W Florida Power 4, Light Co lp 22440 069 24X 

Fiche 30-250, 04/02/29. B403020283 


—0403020200 Responds to NRC 040123 ltr re violations noted In IE 
Safeguards Insp Repts 30-230/83-43 b 30-231/83-42 Corrective 
actions withheld (ref 10CFR2 790 i, 73 21) 

WILLIAMS, J W Florida Power 8< Light Co 84/02/13 O'REILLY, J P 
Region 2, Office of Director lp 22440 070 24X 

Fiche 30-230, 64/02/29, 0403020283 


8403060291 Requests 1-month exemption from 10CFR30 33aig ) ( 3) ( 1 1 > 
scheduler requirements re inservice Insp Due to recent revs 
to cade boundary drawings , add 1 time to review 6 Incorporate 
changes required 

WILLIAMS, J W Florida Power S, Light Co R4/03/0I EISENHUT, D 0 
Division of Licensing 2pp 22319,086 24X Fiche 30-230,84/03/01. 

8403060291 


6403140300 Discusses util request to update requirements for sys 
pressure tests it extend existing 10-year Insp interval due 
to lengthy steam generator repair outages Extension 
unacceptable Update of test requirements acceptable 
VARGA, S A Operating Reactors Branch 1 04/03/01 WILLIAMS. JW 

Florida Power it Light Co 3pp 22633 318 24X 

Fiche 30-230,84/03/01,8403140300 


— 8403140306 Exemption from requirements of pressure test to 1900 Edition 
through Winter 1901 ASME Code, Section XI Requests to extend 
insp Intervals to B40901 unacceptable, 

EISENHUT, D, G Division of Licensing 04/03/01 Florida Power !< 
Light Co 4pp 22633 323 24X Fiche 30-250,04/03/01,0403140300 


0402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT i, NRC " SVC list enc 1 

GRACE, J N, Division of GA, Safeguards V Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22352 329 24X Fiche 30-000,04/03/02,0402090007, 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 030103) B4/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 090 24X Fiche 50-000,04/03/02,8402090008 


0402090009 IE Info Notice 84-15, "Reporting of Radiological Releases “ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of Now 

York, Inc 119pp 22553 217 24X Fiche 50-000,84/03/02,8402090009 


8402090011 IE Info Notice 04-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list enc) 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 630103) 84/03/03 Consolidated Edison Co of New 

York, Inc U7pp 22353 336 24X Fiche 50-000,84/03/05,8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Inspa of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Past 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 23635 049 24X Fiche 50-000,04/03/07,0402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys ” Svc list end 

JORDAN, E L Division of Emergency Preparedness i> Engineering 
Response (Post 630103) 84/03/07 Consolidated Edison Co of New 

York, Inc 110pp 22584 106 24X Fiche 50-000.04/03/07,8402090028 


0402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays In Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director’s Office, Office of Inspection and 

Enforcement B4/03/12 Consolidated Edison Co of New York, Inc 

1 34pp 22823 094 24X Fiche 50-000,04/03/12,0402090031 


8403290315 Summarizes 840309 meeting w/util to discuss performance 
enhancement program, current events t< outstanding regulatory 
issues Meeting beneficial t< provided better understanding of 
util plans 

O'REILLY, J P Region 2, Office of Director S4/03/16 

HUDIDURG, J J Florida Power J< Light Co lp 22802 093 24X 

Fiche 50-230,04/03/16,0403290313 


0403290097 Summarizes 840315 meeting w/util at Region II ofc re 
performance enhancement program, current events t< outstanding 
regulatory issues 

O'REILLY, J P Region 2, Office Of Director 04/03/19 ADOMAT, E A 
Florida Power & Light Co lp 22906 349 24X riche 50-230. 

84/03/19, B403290097 


8403290192 Confirms IE mgt meeting on 840322 in Region II ofc to 
discuss proposed revs to plant performance enhancement 
program, per 040313 telcon 

LEWIS. R C Division of Project fc Resident Programs 84/03/20 
WILLIAMS, J W Florida Power !< Light Co Ip 22803 313 24X 

Fiche 30-230,04/03/20,0403290192 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthoriiod 
Entries into PWR Reactor Cavities " Svc list encl 
JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X fiche 50-000,84/03/21,8402090043 


0402090044 IE Info Notice 04-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list oncl 

JORDAN. E L Division of Emergency Preparedness t. Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co af New 

York, Inc 133pp 22933 001 24X Fiche 30-000,84/03/21,0402090044 


R Periodic operating reports & related correspondence 


0403020033 Monthly operating repts for Jan 1984 W/840215 ltr 
ORANT.N W , WILLIAMS, J W Florida Power 1 Light Co 04/01/31 
19pp S2442 233 24X Fiche 30-000,04/01/31,0403020033 


0403300173 Forwards monthly operating repts for Feb 1904 it corrected 
Page 1 of St Lucie Unit 2 monthly operating rapt for 
Jan 1904 

WILLIAMS, J W Florida Power & Light Co 04/03/13 Office of 
Resource Management, Director lp 22019 263 84X 

Fiche 50-000,84/03/13,0403300173 


— 8403300185 Monthly operating repts for Feb 1904 

QRANT.N W Florida Power t< Light Co 84/03/13 16pp 22819 264 
24X Fiche 30-000,04/03/15.8403300173 
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S I! cpor table occurrences. LER* &, related corresporderce 


6403020248 PNO- [ I -84-0 IB on 640227, units shut down following failure 
oP Siemens"* 1 1 i s breaker to trip during functional test of 
4-kV electrical breakers for n ansa f e ty -re 1 ated electrical 
bus 3C Insp 1 repair underway 

DANCE. H C . LEWIS. n C Region 2. Office of Director 04/02/29 
2pp 22440 lOl 24X Fiche 50-230. 84/02/26, 040302024 8 


8403160039 LER 84-001-00 on 8402 12. rea c t or tripped Caused by 
electrical synchronism-check relay malfunction Design 
reviewed St automatic turbine governor runback logic 
circuitry tested satisfactorily W/B40313 1 tr 

ROACH. P A , WILLIAMS, J W TJorida Power b Light Co 94/03453 3pp 
22633 136 24X FI Che 50-231,84/03/13,6403160039 


6403160069 LER 64-002—00 on 6402 1 2, re a c tor trip occurred due to steam 
flow greater than feed flow coincident Caused by high steam 
flow reading on steam generator 4A Calibr check performed 
W/040313 Ur 

ARIAS. J . WILLIAMS. J W Florida Power & Light Co 64/03/13 3pp 
22635 006 24X Fiche 50-251,64/03/13,6403160069 


T Hearing transcripts on non-an 1 1 trus t matters 


6403020249 Transcript of B4032B prehearing conference In Homestead, FL 
Pp 1-64 

* Atomic Safety and Licensing Board Panel 64/02/28 S6pp 
22440 107 24X Fiche 50-250.04/02/20,6403020249 


V Operator Eiami na 1 1 on* 


6403Q20278 Forwards list of requested dates for NRC site visits to 
conduct operator licensing exams as requested in OeneTic Ltr 
63-40 

WILLIAMS, J W Florida Power b Light Co 84/02/39 EISENHUT.D Q 
Division of Licensing 3pp 22440 071 24X Fiche 50-230,64/02/27, 

0403020278 


DOCKET 30-234 QUAD CITIES STATION, UNIT l 


F Security, medical, emergency b fire protection plans 


8403090294 Public version of revised emergency plan implementing 
procedures. including Procedures QEP 1 10-0 re station 
director b OEP 110-2 re acting station directory (shift 
engineer) W/UM Felton release memo 

KQUAK, T J , TIETZ.G , GERNER.L Commonwealth Edison Co 03/11/03 
43pp 22392 017 24X Fiche 30-234,83/11/03,0403090294 


0403060063 Advises that NF1C will not Teview emergency plans to delete 
privacy or proprietary info unless specifically requested by 
licensee, per 810709 Generic Ltr 01-27 w/o r eque s t, ent 1 r e 
plan will be placed In PDR 

VASSALLO, D D Operating Reactors Dranch 2 64/02/10 FARRAR 0 L 

Commonwealth Edison Co 2pp 22526 303 24X Fiche 50-234, 04/02/10. 

8403060063 


8403130155 Advises that state 6 local plans & preparedness for 
radiological emergencies adequate Approval conditional on 
FEHA verification of adequacy of alerting 4- notification 
sysrper App 3 of Rev 1 to NURE0-0A34/FEHA-REP- I 
SPECK, S W Federal Emergency Management Agency 84/03/02 
DIRCKS.W J Office of the Executive Director for Operations 2pp 
22600 329 24X Fiche 30-234,64/03/02,8403130153 


8403120149 Notifies of 040323 regional workshop in Rosemont. IL ui/a 1 1 
Reg ion III 1 1c onsee s to discuss fire protection safe 
shutdown requirements Workshop will provide addl guidance re 
lOCFRBOiApp R requirements Agenda end 

EFESSARDiR L Division of Emergency Preparedness i, Operational 
Support 84/93/06 REED, C Commonwealth Edison Co 3pp 
22506 102 24X Fiche 30-234. B4/03/06, 8403129149 


P Operating license stage documents &• correspondence 


0403010089 Application to amend License DPR-29, chang i ng Tech Bpecs re 
MAPLHGR curves for certain fuel types 

RYBAK, 0 Commomuea 1 th Edison Co 04/02/21 DENTON, H K Office pf 
Nuclear Reactor Regulation, Director 2 pp 22436 070 24X 

Fiche 50-254.84/02/21. B4039100B9 


— B4030 10093 Proposed changes to Tech Spec Figure 3 3-1, revising MAPLHGR 
curve s 

* Commonwealth Edison Co 84/02/21 18pp 22436 009 24X 

Fiche 50-234.64/02/21,0493010009 


B403 140340 Summary of 03121 5 meeting w/QE b Mark I Owners Group in 
Bethesda.MD re Mark I containment we twe 1 1-drywel 1 vacuum 
breaker design methodology 

SIEGEL. B L Operating Reactor* Branch 2 04/02/21 Operating 

Reactors Branch 2 51pp 22635 190 24X Fiche 30-000,04/02/21, 

8403140340 


B403060273 Application for amend to License DPR-29, c hang 1 ng Tech Spec 
Pages 3 1/4 1 -0, -9, - 10, - 1 2, - 1 3, - 1 4, -2, -2a, -3. -7, 

3 2/4 2-14 b 3 3/4 3-3 re scram discharge vol sys mads 
Class III fee end 

RYBAK. R Commonwealth Edison Co 64/02/28 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 22317 030 24X 

Fiche 30-254,84/02/20,0493060273 


— 0403060279 Proposed changes to Tech Spec Pages 3 1/4 1 -B, -9, -10. -1 2. 
-13. -14, -2. -2a. -3. -7, 3 2/4 2-14 b 3 3/4 3-3 re scram 
discharge vql sya mods 

* Commonwealth Edison Co 84/02/20 14pp 22317 052 24X 

Fiche 30-234. 84/02/2B, 8403060273 


0403030119 Forwards supplemental response to Generic Ltr B3-2B. 
"Required Actions Based on Generic Implications of Salem 
ATWS Events 

BARNES.P L Commonweal th Edison Co 84/02/29 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 26pp 22488 0B4 24X 

Flcho 30-000,04/02/29,0403030119 


8403130353 Documents present resolution of 6ER open Items b 
deficiencies noted in Franklin Research Ctr technical 
evaluation rept re environ qualification of safety-related 
electrical equipment 

RYBAK. B Commonwealth Edison Co 84/02/29 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 40pp S2617 OBO S4X 
Fiche 30-234.04/02/29.8403130333 


B4031 30400 Forwards 840210 responses to Generic Ltr 63-35 clarifying 
TMI Item II K 3 31 Util concurs u/NRC position Item should 
be closed 

RYBAK, B Commonwealth Edison Co 84/03/02 CI8ENHUT, D G Division 
of Licensing 2pp 22613 143 24X Fiche 30-000,64/03/02, 

0403130400 


8403130273 Generic Ltr 64-07 to all licensees of BWRs re procedural 
guidance for pipe replacement at BWRs Svc list end 
EIBENHUT, D G Division of Licensing 84/03/14 Commonwealth 

Edison Co 20pp 22B23 354 24X Fiche 30-000.64/03/14,8403130275 


0403270130 Application for amend to License DPR-23, chang i ng Tech Specs 
to extend certain MAPLHGR curves to 40,000 MWd/BT 

RYBAK, B Commonwealth Edison Co 84/03/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 22774 129 24X 

Fiche 30-000.04/03/19,8403270130 


— 8403270136 Errata 8. Addenda Sheet 9, replacing Page 4-14 to "LOCA 
Analysis Rept for Dresden Units 2 8, 3 b Quad Cities 1 b 2 
Nuclear Power Stations " 

* General Electric Co NEDP-24146A ERR 09 63/01/31 2pp 

22774 135 24X Fjche 30-900,64/03/19,0403270130 


9 Inspection reports, IE Qulletlns b correspondent e 


0403120134 Forwards IE Insp Repts 50-237/04-01,50-249/04-01, 
30-254/04-01. 30-263/64-01, 30-295/04-01 b 50-304/04-01 on 
840203-14 No none omp 1 1 anc e Identified 

SHAFER, U D Region 3, Office of Director 84/02/23 REED, C 
Commonweal th Edison Co 2pp 22S90 090 24X Fiche 30-000,84/02/23, 

0403120134 


— Q403L20137 IE Insp Repts 30-237/04-01,50-249/04-01,50-234/04-01, 
30-263/84-91,30-295/04-01 b 30-304/84-01 on 840203-14. No 
noncompliance or deviations Identified Major areas 
Inspected allegations qf improper operation 
CHHI96DTIM0S.N , TONGUE, T , HOLZMER, M Region 3, Office of 

Director 04/02/21 4pp 22390 092 24X Fiche 50-000,84/02/23, 

0403120134 


8403030002 Submits brief outline of regulatory Improvement program 
Program imp 1 ements basic chang es in practices {, structure of 
operation Summary ef con ective actions taken in response to 
control rod insertion error end 

THOMAS, B Commonwealth Edison Co 84/02/24 KEPPLER, J Q Region 
3, Office of Director Upp 22490 226 24X Fiche 50-254,84/02/84. 

8403050002 


0403050043 Forwards Rev 0 to "Corporate Regulatory Performance 
Improvement Plan 11 Plan designed to heighten employee 
awarenese 8, strengthen corporate ability to improve 
regulatory per f oTmance 

THOMAS, B commonwealth Edison Co 84/02/24 KEPPLER, J G Region 
3, Office of Director 3pp 22490 139 24X Fiche 50-000,84/02/24, 

0403050043 
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—0403030046 Rev 0 fcD "Corporate Regulatory Performance Improvement 
Plan " 

* Commonwealth Edison Co 04/02/29 22pp 22490 142 24X 

Flche 30 - 000 , B4/02/24, 0403050043 


0401190072 IE Info Notice 04-13. "Potential Deficiency In Motor 
Operated Valve Control Circuits fa Annunciation " Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) B4/O2/20 Consolidated Edison Co of New 

York, Inc 115pp 22909 239 24X Flche 30-000. 04/02/28, B401 1 90072 


0403030072 Forwards addendum to IE Insp Repts 30-254/83-21 fa 
30-263/03-19, comparing beta analyses of liquid samp le split 
fa gross beta results of spiked liquid sample Info will close 
Open Items 30-234/03-21-02 & 30-263/83-19-01 

PAPERIELLO, C J Region 3. Office of Director 04/02/29 REED, C 
Commonwealth Edison Co ip 22490 014 24X Fiche 30-234,04/02/29, 

8403030072 


B403270173 Submits plan for insp 6 repair of intergranular 
corrosion cracking Indications in stainless steel piping 
drywell during refueling outage initiated on 04D3O6 
RYBAK, 0 Commonwealth Edison Co B4/03/ 19 DENTON, H R 
Nuclear Reactor Regulation. Director 4pp 22771 133 
Fiche 30-254,04/03/19,8403270175 


s tress 
in 

Office 

24X 


Of 


B4O323OO08 Ac k receipt of regulatory performance improvement plan 
Periodic meetings requested to discuss progress on program 
6 provide feedback 

KEPPLER, J G Region 3, Office of Director 04/03/20 THOMAS, 0 
Commonwealth Edison Co lp 22730 161 24X Flche 30-000,04/03/20. 

8403230000 


— 8403230107 Forwards corporate regulatory performance improvement plan 
THOMAS, D Commonwealth Edison Co 04/02/24 KEPPLER, J 0 Region 
3, Office of Director 3pp 22730 162 24X Fiche 30-000. 

04/03/20, 0403230000 


— 0403030074 Addendum to IE Insp Repts 30-234/83-21 fa 30-265/03-19 re 
comparative beta analysis results of liquid sample split fa 
gross beta results of spiked liquid sample 

* Region 3, Office of Director 84/02/29 lp 22490 013 24X 

Fiche 30-234,84/02/29,8403030072 


— 0403230126 Rev O to "Corporate Regulatory Performance Improvement Plan 
For Dresden, Quad Cities, Zion & LaSalle Operating Nuclear 
Stations fa Byron S< Braiduiood Project Operating 
Organi jat ions " 

# Commonwealth Edison Co 84/02/29 22pp 22730 163 24X 

Fiche 50-000, 04/03/20, B4O323OO00 


8403190207 Forwards IE Insp Repts 50-2S4/S3-24 & 30-263/03-23 on 
030804-840202. No noncompliance identified 

LITTLE, W 8 Region 3, Office of Director B4/03/01 REED, C 
Commonwealth Edison Co 2pp 22671 072 24X Fiche 50-234,04/03/01, 

0403190207 


— 8403190208 IE Insp Repts 30-234/03-24 fa 30-265/03-23 on B30B04-840202 
No noncompliance or deviations identified Major areas 
inspected review of inservice insp, reactor water cleanup sys 
piping, IE bulletins fa LERs 

CILIMDERG, R L , DANIELSON, D H , WARD, K D Region 3, Office of 
Director 84/03/01 26pp 22671 074 24X Fiche 50-234,84/03/01, 

8403190207 


0408090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT fa NRC " Svc list end 

GRACE, J N Division of QA, Safeguards fa Inspection Programs (Post 
030103) B4/O3/02 Consolidated Edison Co of New York, Inc 

130pp 28332 329 24X Flche 30-000,84/03/02,8402090007 


8402090000 IE Info Notice B4-16, "Failure of Automatic Sprinkler Bys 
Valves to Operate 11 Svc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 04/03/02 Consolidated Edison Co of New 

York. Inc 12Ppp 22533 090 24X Fiche 90-000,04/03/02,8402090000 


0408090009 IE Info Notice 04-15, "Reporting of Radiological Releases 11 
8vc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York, rnc 119pp 22533 217 24X Fiche 50-000,84/03/02,8402090009 


8403260196 Forwards responses to IE Bulletin 03-07. "Apparently 
Fraudulent Products Sold by Ray Miller, Inc " Quad Cities 
supplied w/piping matls from Ray Miller, Inc during const 
Evaluation end Concerns of IE Bulletin 03-06 satisfied 
BARNES, P L Commonwealth Edison Co 04/03/20 KEPPLER, J 0 Region 
3, Office of Director 19pp 22736 105 24X Fiche 30-000,84/03/20, 

8403260196 


8402090043 IE Info Notice 84-19, "Two Events Involving Unau th or i j ed 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X Fi che 30-000, 84/03/21 , 8402090043 


8402090044 IE Info Notice 04-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc I33pp 22933 001 24X Fiche 50-000,84/03/21,0402090044 


R Periodic operating reports fa related correspondence 


8403080197 "Rcpt of Occupational Personnel Radiation Doses, 1983 " 
W/840227 ltr 

SCOTT , J 8 Commonwealth Edison Co 83/12/31 13pp 22339 099 

24X Flche 30-000,03/12/31,0403080197 


8403220120 Annual whole body external exposures for 1903 U/040316 ltr 
RYBAK, 0 Commonwealth Edison Co 83/12/31 7pp 22716007 24X 

Flche 30-000,03/12/31,0403220120 


8402090011 IE Info Notice 04-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Bvc list end 
JORDAN. E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 84/03/05 Consolidated Edison Co of New 

York, Inc U7pp 22333 336 24X Flche 30-000,84/03/03,8402090011 


0402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Insps of 
Fir* Protection Eaf* Shutdown Bys " Svc list end 
JORDAN. E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 84/03/07 Consol 1 da ted Edison Co of New 

York, Inc tiepp 22633 049 24 X Flche 30-000,84/03/07,8402090024 


04O2O9OO2B IE Info Notice 84-18, "Stress Corrosion Cracking In PWfi 
Sys " Svc list and. 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post B30103) 84/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22584 186 24X Fiche 30-000, B4/03/07, B40209002B 


B403190075 Requests 801002 fa 810109 confirmatory orders on IE Bulletin 
80-17 re scram discharge mods be rescinded fa actions no 
longer applicable be removed fa/or deleted 

RYBAK, B Commonwealth Edison Co 84/03/07 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 22669 358 24X 

Fiche 30-234. 04/03/07, 8403190075 


0402090031 IE Bulletin 04-02, "Failures of GE Type HFA Relays in Use In 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22023 094 24X Fiche 30-000,04/03/12,8402090031 


8403060113 Forwards Rev 1 to "Effluent fa Waste Disposal Semiannual Rept 
Ju 1— Dec 1902 “ Errata for "Liquid Alpha Radloac t ivi ty , Jan- 
Jul 1983" & "Solid Radwaste Summary . Ju 1 -De c 1983," also 
enc 1 

KALIVIANAKIS, N Commonwealth Edison Co 04/02/07 KEPPLER, J 0 
Region 3, Office of Director lp 22510 252 34X 

Tiche 30-254,84/02/07,8403060113 


— 8403060117 Rev 1 to "Effluent & Waste Disposal Semiannual Rept Jul-Dec 
1982 » 

* Commonwealth Edison Co 83/05/31 7pp 22518 253 24X 

Fiche 50-254,04/02/07,0403060113 


— 8403060121 Errata for "Liquid Alpha Radioactivity Jan-June i9B3 “ 
« Commonwealth Edison Co 03/06/30 lp 22510 260 24X 

Flche 50-254,84/02/07,0403060113 


— 0403060127 "Solid Radwaste Summery, Jul-Dec 1903 " 

* Commonwealth Edison Co 03/12/31 6pp 22510 261 24X 

Flche 30-254,04/02/07,8403060113 


8403 1 30302 Monthly operating repts for Feb 1904 W/840300 ltr 

MISAK, A , KALIVIANAKIS, N Commonwealth Edison Co 04/02/29 24pp 
22616 295 24X Flche 50-234,84/02/29,8403130382 


8403130019 Listing of e hang e s, test s fa experiments completed during 
Feb 19B4 Summary of safety evaluation reported per 
IOCFR30 59 end W/840300 ltr 

KALIVIANAKIS, N Commonwealth Edison Co 84/02/29 CASE, E G 
Office of Nuclear Reactor Regulation, Director 3pp 22644 360 
24X Fiche 50-254,84/02/29.0403130019 
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S Reportable occurrences. LERs 6 related correspondence 


0403070336 Followup Part SI rept re defective mechanical snubber 
capstan springs supplied by Pacific Scientific Affected 
utils listed Purchasers have been notified 6 advised to work 
directly w/Facific Scientific In disposition 

KOVI.L NPB Industries, Inc 84703/24 DEYOUNQ.R C Director's 
Office. Office of Inspection and Enforcement 2pp 3233-6 279 24X 

Fiche 30-000,84/02/34,8403070256 


8403000011 Forwards response to Commissioner Oil insky reguest for Info 
on frequency of personnel errors at selected operating 
plants Summary of tabulated events re operator errors, 
personnel errors or procedural errors provided for CY03 
DIRCK6, W 0 Office of the Executive Director for Operations 
04/02/34 PALLADIMO. GILIN5KY, ROBERTS Commissioners i 7pp 
22584 142 24X Fiche 50-000, 84/02/24, B4O3O0OO1I. 


8403130235 PND-H I-B4-023 on 840305. HPC I sys declared inoperable when 
surveillance test revealed excessive leakage an main pump 
outboard bearing During test of automatic depressurization 
sys, a 1 ec tromat it relief valve E failed to open 

CHR 1 8S0T IKQS, N . SHAFER. W Region 3. Office of Director B4/03/06 
lp 22617278 24X Fiche 30-254,84/03/06,8403130233 


DOCKET 50-253 PALISADES NUCLEAR PLANT 


F Security, medical, emergency & fire protection plans 


B403D10331 Summery of 840209 meeting w/utll. St 1 ent e App 1 1 cat ions. Inc . 
MPR Assoc L MIT re NRC comments on detailed control room 
design review program plan, per requirements of Suppl 1 to 
NURE0-0737 Viewgraph* end 

PAULSON, If A Operating Reactors Branch 5 04/02/29 Operating 

Reactors Branch 3 36pp 22432 329 24X Fiche 30-253,84/02/29, 

8403010351 


8403120113 Notifies of 840323 workshop on fire protection safe shutdown 
requirements of lOCFRSO.App R in Rosemont, IL to discuss IE 
Info Notice B 4-09 6 provide ad-dl shutdown analyses 6/nr mod 
guidance Agenda enc 1 

SPESSARO, R L Division of Emergency Preparedness t Operational 
Support 84/03/06 DEWITT, R B Consumers Power Co 3pp 
2230B 235 24X Fiche 30-235. 84/03/06, B4031 201 1 3 


I Financial information 


8403190071 Annual Financial Rept for 19B3 U/B40312 Itr 

SELBY. J D . FOLAMEE, J B , PERRY, P A Consumers Power Co 03/12/31 
0 IAMBUS so, A Division of Licensing 34pp 22666 136 24X 

Fichu 50-000,83/12/31,8403190071 


P Operating license stage documents tc correspondence 


8403010368 Forwards Amend 79 to License DPR-20 t, safety evaluation 
Amend deletes capsule A-60 from reactor vessel surveillance 
capsule program 6 modifies coupon removal schedule 
PAULSON, W A Operating Reactors Branch 3 84/02/28 

VANDEWALLE, D J Consumers Power Co 2pp 22433 030 24X 

Fiche 30-235, B4/OP/20, 84030 l 0368 


— 8403DI0372 Amend 79 to License DPR-20, d e 1 e t i n g capsule A~60 from 
Tractor vessel surveillance capsule program S< modifying 
coupon removal schedule to provide option of removing 
equivalent capsule instead of primary Capsule 
CRUTCHFIELD, D Operating Reactors Branch 5 04/02/28 4pp 

22433 082 24X Fiche 50-233.84/02/28.8403010368 


— 8403010373 Safety evaluation supporting Amend 79 to License DPR-20 
» Office of Nuclear Reactor Regulation. Director 04/02/20 3pp 
22433 086 24 X Fiche 30-255.84/02/20,8403010368 


8403220078 Advises that issue of justifying unlimited or limited use 
of purge tys during normal operations will not be pursued 
Sys will operate only during told shutdown Tech Spec mod 
expected by 840430 Resubmitted due to error in orlgihal 
JOHNSON, B D Consumers Power Co B4/03/01 CRUTCHFIELD, D, 
Operating Reactors Branch 3 lp 22712 313 24X 

Fiche 30-253,84/03/01,8403220070 


B 403080232 Summary of B40307 meeting w/util,NDE Technology, 

Wes t i nghous e, Bechte 1 , C-E, Engineer Ing Planning 6 Ngt & Newman 
6 Holtzinger in Bethesda.MD re NDE program for steam 
generator tubes 

PAULSON. (4 A Operating Reactors Dranch 5 04/03/07 Operating 

Reactors Branch 5 I16pp 22361 034 84X Fiche 90-253,84/03/07, 

B4030B0232 


8403090210 Advises that util 840220 proposed variance for high-range 
stack gak monitors unacceptable Sys should be modified to 
meet display guidance of NUREQ-Q737, Itam II F 1(1), "Add! 

Accident Monitoring Instrumentation 11 
CRUTCHFIELD, D Operating Reactor* Branch 3 84/03/07 

VANDEUALLE.D J ConsumBre Power Co 3pp 22374 330 24X 

Fiche 90-00 0, B4/ 03/07, 840 3090210 


8403190145 Ac k receipt of NRC 840123 request for info re post-accident 
sampling sys <TMI Item II 8 3> Plant-specific core damage 
estimate procedure 6 info demonstrating equipment 
operability 6 operator training will be provided by 840313 
JOHNSON. 13 0 Consumers Power Co 84/03/12 CRUTChFlELD, D 
Operating Reactors Branch 3 lp 22639 362 24X 

Fiche 30-233,84/03/12,8403130143 


0403230093 Application for 'ffiSlnd" to License DPR-20, cons l s t i ng of 
proposed Tech epee change request to revise accident 6 
transient analyses due to steam generator tubs plugging 
Class III amend fee end Heatup scheduled for 840308 
JOHNSON, 0 D Consumers Power Co 84/03/16 CRUTChFlELD, 0 
Operating Reactors Branch 3 lBpp 22731 099 24X 

Fiche 30-235.84/03/16,0403230093 


— 0403230090 Proposed pages to Tech Spec change request. r«vi sing accident 
6 transient analyses due to steam generator tube plugging 
a Consumers Power Co 04/03/16 3ipp 22731 117 24X 

Fiche 50-233,84/03/16,8403230093 


— 8403230102 "Palisade* Cycle 6 Setpoint Verification W/90X Steam 
Generator Tube Plugging " 

LINDQU1 ST, T R , NUTT, W T Exxon Nuclear Co . Inc (subs of Ekxon 
Corp 1 XN-NF-84-14 B4/03/09 43pp 22731 138 24X 

Fiche 30-2 95,04/03/16,8403230093 


— B403230 106 "Plant Transient Analysii for Palisade* Nuclear Power Plant 
W/30X Steam Generator Plugging " 

LINDQUIST. T R , NUTT, W T Exxon Nuclear Co , Inc (subs of E»xon 
Corp 1 XN-NF-04-10 84/03/0? ISOpp 22731 202 24X 

Fiche. 30-233, 84/03/16.8 4032300 93 


— B4032301U "Palisades L0CA-ECC8 Analysis for 2125 MWt Operation 6 90V. 
Steam OeneratOT Tube Plugging,” 

TAHVILtrT Exxon Nuclear Co , Inc (subs of Exxon Corp 1 
XN-NF -04-24 84/03/09. 94pp 22731 393 R4X 

Fiche 50-235,84/03/16,8403230093 


0403260113 Requests extension to respond to Generic Ltr B3-20 to 
reflect extension of current refueling outage Work 
necessary to address remaining Issues will commence 60 days 
after end of current refueling outage 

VANDEWALLE, D J Consumers Power Co 84/03/22 EISENHUT, D 0 
Division of Licensing 2pp 22750 361. 24X Fiche 50-233,84/03/22, 

84032601 13 


8403270166 Notification of 840409-06 meetings u/utll In Van Buren 
County, HI to discuss proposed radiological effluent Tech 
Specs 

PAULSON, U A Operating Reactors Branch J 84/03/23 CRUTCHFIELD, D 
Operating Reactor* Qranch 8 3pp 22774 147. 24X 

Fiche 30-253.84/03/23,0403270166 


8403300064 Notification of 840410 meeting w/util in Bethesda.MD to 
discuss steam genarator repair 

PAULSON, W A Operating Reactors Dranch 5 64/03/28 CRUTCHFIELD, D 

Operating Reactors Branch 9 4pp 22022 106 24X 

Fiche, 30-235.84/03/28,8403300064 


0 Inspection reports. IE Bulletins & correspondence 


0403030223 Further response to FOIA request for records of named 
individuals, including rept*, ana lyses. studies, test 
calcula t ions, proc #d ures 6 practices for measurement of RC8 
leakage Forwards App C documents Search continuing 

FELTON. J M Division of Rules and Record* 84/02/07, MADDEN, T J. 
Kaye, Schuler, Fierman, Haye *> Handler 3pp 22496-234 24X 

FichB 30-000, 04/02/07, 8403050223. 


— 8403050236 Notifies that Independent measurement* of identified 6 
unidentified RC8 leak ratos for all PWR* in Region III 
performed per Procedure* 61727B t< 6172BB Insp finding* 
summari zed. 

NOREL IUB, C E Division of Engineering 02/03/08 JORDAN, E L 
Division of Engineering 6 Quality Assurancs <Pre 8301031 2pp 
22496 270 24X Fiche- 50-000, 84/02/07, B403030223 


840U90072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits 6 Annunciation " Svc list 
enc 1 

JORDAN, E L Olviiion of Emergency Preparedness 6 Engineering 
Response (Post 830103). 84/02/28 Consolidated Edison Co of New 

York, Inc 113pp. 22909 239 24X Fiche 30-000,04/02/28,8401190072 
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8403120131 Responds to IE Bulletin 83-07. "Apparently Fraudulent 
Products Sold by Ray Miller. Inc 11 Purchase order records for 
1775-79 reviewed !< 14 suspect purchase orders found No matin 
supplied on orders purchased from Ray Miller. Inc 

JOHNSON. 0 D Consumers Power Co 84/03/01 KEPPLER, J 0 Region 3. 
Office of Director 2pp 22388 238 24X Flche 30-000.84/03/01, 

8403120131 


0402090007 IE Info Notice 04-14. "Highlights of Recent Transport 
Regulatory Revs by DOT tt NRC ” Svc list encl 

BRACE. J N Division of QA> Safeguards & Inspection Programs (Post 
8301031 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22332 329 24X Fiche 30-000,84/03/02,8402090007 


0402090008 IE Info Notice B4-16. "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list encl 

JDRDAN, E L Division of Emergency Preparedness i, Engineering 
nesponse (Post 0301031 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22333 098 24X Fiche 50-000,84/03/02,8402090008 


8402090009 IE Info Notice 84-13. "Reporting of Radiological Releases " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 8301031 84/03/02 Consolidated Edison Co of New 

York. Inc 1 1 9pp 22333 217 24X Fiche 50-000,84/03/02.8402090009 


8402090011 IE Info Notice 84-17, "Problems U/Llqutd Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list encl 
JDRDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 84/03/03 Consolidated Edison Co of New 

York. Inc 117pp 22353 336 24X Fiche 50-000. B4/03/03, 8402090011 


8403070300 Responds to IE Bulletin 83-08, "Electrical Circuit Breakers 
W/Jndervoltage Trip Feature in Use in Baf ety-Re lated 
Applications Other Than Reactor Trip Sys " Subj circuit 
breakers not installed in safety-related sys 

VANDEWALLE, D J Consumers Power Co 84/03/03 KEPPLER, J 0 Region 
3, Office of Director 2pp 22346 360 24X Fiche 30-2^3,84/03/03, 

8403070300 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JDRDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 84/03/07 Consolidated Edison Co of New 

York. Inc llBpp 22633 049 24X Fiche 30-000.84/03/07,8402090024 


840209002B IE Info Notice 84-18, "Stress Corrosion Cracking in PUR 
Sys, " Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 84/03/07 Consolidated Edison Co of New 

York. Inc IlBpp 22504 186 24X Fiche 30-000,84/03/07,8402090028 


B40209003 1 IE Bulletin 84-02, “Failures of QE Type HFA Relays in use in 
Class IE Safety Sys " Svc lift end 

DEYOUNG, R C Director's Office, Office of Inspection end 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

I34pp 22823 094 24X Fiche 30-000,84/03/12,8402090031 


0402090043 IE Info Notice 84-19, "Two Events Involving Unauthorlied 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22B23 229 24X Fiche 30-000,84/03/21,0402090043 


8402090044 IE Info Notice B4-20, "Svc Life of Relays in Safety-Related 
Sys, " Svc list enc 1 

JDRDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post S30I03) 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Fiche 30-000,84/03/21,8402090044 


R Periodic operating reports & related correspondence 


8403080184 "1983 Annual Operating Rept - Occupational Exposure " w/ 
840229 ltr 

JOHNSON, H D Consumers Power Co 83/12/31 KEPPLER, J 0 Region 3, 
Office of Director 4pp 22339 202 24X Fiche 30-233,83/12/31, 

8403080184 


8403080206 "Radioactive Effluent & Waste Disposal Semiannual Rapt 
Jul-Dec 1983 " W/840229 ltr 

JOHNSON, B D Consumers Power Co 83/12/31 KEPPLER, J 9 Region 3, 
Office of Director llpp 22360' OOB 24X Fiche 30-233,83/12/31, 
8403080206 


8403120041 "1983 10CFR30 49 Annual Rapt " W/840229 Ur 

JOHNSON, B D Consumers Power Co 83/12/31 KEPPLER, J 0 Region 3, 
Office Of Director 3pp 22389 274 24X Fiche 30-233,83/12/31, 

8403120041 


8403120140 Monthly operating rept for Feb 1984 W/B4O307 ttr 

CAVADAS. K J , VANDENDERO, D Consumers Power Co 84/02/29 5pp 
22383 243 24X Fiche 30-253,84/02/29,8403120140 


S Reportable occurrences, LERs S< related correspondence 


S302020109 Forwards technical review rept, “Diesel Generator Load 
Sequencer Design Deficiency - LER 82-025/01T " 

CH1RAMAL. M Reactor Operations Analysis Branch B3/0L/19 
8EVFRIT.K V Reactor Operations Analysis Branch ip 22808 306 
24X Fiche 50-233.83/01/19,8302020109 


— 0403270330 "Diesel Generator Load Sequencer Design Deficiency - LER 
82-025/01T. " technical review rept 

» Reactor Operations Analysis Branch 83/01/19 3pp 22808 307 
24X Fiche 30-253,83/01/19.8302020109 


8403190101 Part 21 rept re apparent design deficiency in Siemens Allis 
Model MA-205B stored energy circuit breaker. Breaker insp U 
hold down device orientation will be complete by 840401 
Determination of permanent f i x S< Implementation by 640601 
JOHNSON. B D , VANDEWALLE, D J Consumers Power Co 04/02/29 
KEPPLER. J G Region 3, Office of Director 5pp 22669 303 24X 

Fiche 30-233,04/02/29,8403190101 


8403190091 PN0-1I 1-84-026 on 840313, dur 1 ng Insp to verify support plate 
Integrity after tube-pulling ae tivi ti es, damage observed to 
auxiliary feedwater sparger piping in both steam generators 
Damago may delay May 1984 startup 

DEFAVETTE, R , BOYD, D Region 3, Office of Director 84/03/13 Ip 
22669 227 24X Fiche 50-255,84/03/13,8403190091 


0403230023 PNO-1 1 1-84-027 on S4031B, diver working on fuel assembly 
uponder received radiation dose to right thigh of 4 5 rams 
Caused by licensee failure to identify localited high 
radiation field near upender 

GREGER, L R , PAPERIELLO, C Region 3, Office of Director 84/03/1? 
Ip 22726 318 24X Fiche 30-235,84/03/19,8403230023 


DOCKET 50-239 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency t< fire protection plans 


8403060238 Emergency plan implementing procedures. inc ludl ng IP-2 re 
notification of unusual event. IP-3 re alert, IP-4 re site 
emergency t, ip-6 re radiological emergency p lan, ac t lvat ion 
at support e tr W/84022B ltr S, list of effective pages 
MILLS, L M Tennessee Valley Authority 84/02/10 O'REILLY, J P 
Region 2, Office of Director 32pp 22316 090 24X 

Fiche 30-239,84/02/10,8403060238 


8403060971 Advises that NRC will not review emergency plans to delete 
privacy or proprietary info unless specifically requested by 
licensee, per B10709 Generic Ltr 81-27 W/o request, entire 
plan will be placed in PDR 

VA08ALLO. D B Operating Reactors Branch 2 04/02/10 PARRIS, H 0 

Tennessee Valley Authority 2pp 223S2 261 24X 

Fiche 50-239,84/02/10,8403060371 


0403060235 Rev 3 to Procedure IP-9, "Muscle Shoals Emergency Ctr 
Implementing Procedures Document " W/B40213 ltr 
MAXWELL, R , SLIGER, E K Tennessee Valley Authority 84/02/13 
63p p 22518 023 24X Fiche 30-000,84/02/13,8403060233 


8403060147 Forwards revised effective pages to Knoxville Emergency Ctr, 
Central Emergency Control Ctr, Div of Nuclear Power Emergency 
Ctr 8. Muscle Shoals Emergency Control Ctr emergency plan 
Implementing procedures W/o Muscle Shoals pages 

MILLS, L M Tennessee Valley Authority 84/02/20 O'REILLY, J P 
Region 2, Office of Director Ip 22516 163 24X 

Fiche 30-000,04/02/28,8403060147 


— 8403060163 Revised list of effective pages to Knoxville Emergency Ctr 
emergency plan Implementing procedures 

e Tennessee Valley Authority 84/02/06 Bpp 22316 166 24X 

Fiche 30-000,84/02/28,0403060147 


— 8403060189 Revised list of effective pages to Central Emergency 
Control Ctr emergency plan implementing procedures 
* Tennessee Valley Authority 84/02/06 Bpp 22516 174 24X 

Fiche 30-000,84/02/28,8403060147 


— 8403060206 Revised list of effective pages to Dlv of Nuclear Power 
Emergency Ctr emergency plan implementing procedures 
« Tennessee Valley Authority 04/02/06 4pp 22316 182 24X 

Fiche 50-000,84/02/28,8403060147 
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0403160162 Acl receipt of B40222 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-239/83-37, 
30-260/33-57 i. 30-296/B3-57 

LEWIS* R C Division of Project l> Resident Programs B4/02/29 
PARRIS, H G Tonnes see Valley Authority Ip 22655 270 24X 

Pi che 30-357,04/02/29,8403160162 


— B403I60I7I Responds to NRC B40123 Str re violations noted In IE Insp 
Repts 50-239/83-57,30-260/03-57 U 50-296/03-57 Corrective 
actions policy statement issued to health physics 
technicians re high radiation area doors 

MILLS, L M Tennessee Valley Authority B4/02/22 O'REILLY, J P 
Region Office of Director 5pp 22655 274 24X 

Fiche 50-239,84/02/29.8403160162 


— 84031601 5-1 Notice of violation from Insp on B3>t26-1223 

» Region 2, Office of Director 84/0S/23 2pp 22635 201 24X 

Fiche 30-259,84/02/29.8403160162 


--84031601863 IE Insp Repts 50-259/83-37.30-260/83-57 6 50-296/83-37 on 
03 1 1 26— 1523 Violations noted failure to lock high radiation 
area, to follow special work permit 6 to have adequate fire 
protection malnt procedure 

PAULK, G L. Region 2- Office of Director 84/01/21 6pp 
22635 283 24X Fiche 30-259.64/02/29,8403160162 


B40316021B Act receipt of B40209 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-239/63-40, 

5 0-260 / 83—40 & 50-296/83-40 

LEWIS. R C. Division of Project 6 Resident Programs 64/03/01 
PARRIS, H G Tennessee Valley Authority lp 22661 098 24X 

Fiche 50-339, 04/03/01 « 8403160216 


— 0403160223 Responds to NRC 840111 Itr re violations noted In IE Insp 
Repts 30-259/83-40,50-260/83-40 6 50-296/83-40 Corrective 
actions radiological emergency planning program reviewed 6 
areas requiring rev identified 

MJLL&.L n Tennessee Valley Authority 84/02/09 0 'REILLY, J P 

Region a. Office of Director 6pp 22661 099 24X 

Fiche 50-239, B4/03/01 . 84031602 1 B 


8403190136 Act receipt of 840221 *< 0312 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-239/E3-59, 50-260/03-39 *< 30-296/83-39 Responses meet 
10CFR2 201 requirements 

LEWIS, R C Division of Project tt Resident Programs 84/03/14 
PARRIS, H 0 Tennessee Valley Authority Ip 22670 3i4 24X 

Fiche 90-239, B4/03/ 14, 8403190136 


— B4031 90 149 Suppis response to NRC B40120 Itr re violations noted in IE 
Insp Repts 30-239/03-39,30-260/83-39 6 30-296/83-57 
Responses withhold IrBf 10CFR73 21) 

MILLS. L M Tennessee Valley Authority 84/03/12 O'REILLY, J P, 
Region 2, Office of Director lp 22670 313 24X 

Fiche 30-239, B4/03/14. 0403 1901 36 


—8403190161 Responds to NRC S40120 Itr re violations noted in IE Insp 
Repts 50-239/83-39, 50-260/B3-59 6 50-296/83-39 Responses 
withheld (ref 10CFR73 21) 

MILLS, L M Tennessee Valley Authority 84/02/21 O'REILLY, JP 
Region 3, Office of Director ip 22670 316 24X 

Fiche 50-239,84/03/14,8403190136 


— 0403190172 Forwards IE Insp Repts 30-259/83-39,30-260/83-39 1, 
50-296/83-39 on 831216 S, notice of violation Notice of 
violation withheld (ref 10CFR2 790 6 73 21) 

LEWIS, R C Division of Project & Resident Programs 84/01/20 
PARRIS), H <3 Tennessee Valley Authority 2pp 22670 317 24X 

Fiche 50-239,84/03/14,8403190136 


— B4031901BB IE Insp Repts 30-239/83-59,30-260/83-39 6 50-296/03-39 on 
031216 Noncompliance noted security force member foiled to 
control access to area Details withheld (ref 10CFR73 21 6 
2 790) 

TILLHAN, A Region 2. Office of Director 84/01/19 lp 
22670 319 24X Fiche 50-239,84/03/14.8403190136 


B403290U7 Forwards FEMA final rept for 831013-16 emergency exercise 
VERRELL 1 , D M Division of Project ?, Resident Programs 84/03/20 
PARRIS, H 0 Tennessee Valley Authority ip 22807 027 24X 

Fiche 50-239, 84/03/20, 8403290 117 


—0403160230 Forwards IE Insp Repts 50-239/83-40,30-260/83-4 0 *, 
30-296/ B3-40 on 831017-21 t< 1122 6 notice of violation 
LEWIS, R C Division of Project 6 Resident Programs 04/01/lt 
PARRIS, H 0 Tennessee Valley Authority 2pp 2266S 103 24X 

Fiche 50-259,04/03/01,8403160218 


— 8403160239 Notice of violation from insp on 031017-21 U 1122 

» Region 2, Office of Director 84/01/11 3pp 22661 107 24X 

Fiche 50-259,04/03/01,8403160218 


— 84031 60244 IE Insp Repts 50-239/83-40, 50-260/83-40 6 30-296/03-40 on 
031017-121 l 1122 Noncompliance noted failure to control 
documents. pToperly train emergency personnel in protective 
action r-equ i remen t s 6 incorporate protective action 
DECKER, T R Region 2, Office of Director 04/01/06 9pp 
22661 I IO 24 X Fiche 30-239, 84/03/01 , B403 1 60218 


G Adjudicatory correspondence 


0403200039 Submits eddl Info an util initiatives in PR A, per response to 
840227 Itr Effort to reduce number of violations S< risks 
ma intained 

FREEMAN, 80 Tennessee ValiBy Authority 04/03/12 MARKET, E J 
House of Rop , Interior & Insular Affairs 2pp 2268S 033 24X 

Ficho 30-239,84/03/12.8403200059 


J Insurance 6 indemnity Information 


0403060334 Forwards Endorsement 73 to NELIA Policy NF-198 

DUCK. J R Marsh *c McLennan, Inc 84/02/28 SALTZMAN, J Assistant 
Director for State h. Licensee Relations 2pp 22316 009 24X 

Fiche 30-239. 84/02/28, 0403060334 


0403160345 Extends Invitation to attond region 840316 workshop at 
regional ofc to discuss 10CFR50. App R requirements 6 recent 
results of insp to help resolve misunderstandings associated 
w/r equ i reman t s 

LEWIS, R C Division of PThject L Resident Programs 04/03/02 
PARRIS, H (3 Tennessee Valley Authority 2pp 22660 003 24X 

Ficho 50-000,84/03/02,8403160345 


B4O31304B5 Acl receipt of 640119 Itr transmitting Rev 7 to security 
personnel training & qualification plan Rev consistent 
w/p rov i s i ons of 10CFR30 54 ( p > 6 acceptable 

LEWIS, R C Division of Project 8, Resident Programs 04/03/08 
PARRIS, H Q Tennessee Valley Authority 2pp 22613 210 24X 

Fiche 50-259.84/03/08,8403130465 


8403130489 Acl receipt of 840130 Itr transmitting rev to physical 
security plan Rev consistent w/provisions of 10CFR50 54<p) 
t acceptable 

LEWIS, R C Division of Project 6 Resident Programs 64/03/09 
PARR1B.H G Tennessee Valley Authority 2pp 22613 197 24X 

Fiche 30-259, 84/03/09, B403 130464 


6403160025 Advises that 040116 rev to physical security 
training S< qualification plan consistent w/provtsions 
1 0CFR50 ( p ) {/ dcc^p I v 

LEWIS, R C Division of Project & Resident Programs 
PARRIS, H G Tennessee Valley Authority 2pp 22653 
Fiche 50-239, B4/03/ 1 3, 0403160023 


pers onne I 
of 

04/03/13 
338 24X 


P Operating license stage documents 6 correspondence 


0403060076 Forwards request Pot odd I info re iniervice testing af pumps 
U valves, in order to complete review of 820831 t< 830406 
submittals Response requested within 43 days of Itr receipt 
VASSALLO, D D Operating Reactors Branch 2 B4/02/10 PARRI8, H 0 

Tennessee Valley Authority 4pp 22928 2BB 24X 
Fiche, 30-239, 04/02/10, 8403060076 


8403140340 Summary -of 031213 meeting w/GE 6 hark I Owners Or oup In 
Dcthesda.MD re Mark I containment wetuel 1-dryuel 1 vacuum 
breaker design methodology 

BIEQEL.D L Operating Reactors Branch 2 04/02/21 Operating 

Reactors Branch 2 31pp 22633 198 24X Fiche 30-000,04/02/21, 

0403140340 


0403010306 Application for amend to Licenses DPR-33, DPR -32 6 DPR-6B, 
changing Tech Specs to lower Group 1 isolation setpoint far 
reactor lower water level W/prop r ietary NEDE-30012, " MSIV 

Water Level " Rept withheld (ref 10CFR2. 790) 

MILLS, L M Tennessee Valley Authority 84/02/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 22433 042 
24 X Fiche 30-239,04/02/22,8403010306 


—8403010313 Proposed changes to Tech Specs lowering Group 1 isolation 
setpoint far reactor lower water level W/affldavlt 
* Tennessee Valley Authority 84/02/22 29pp 22433 043 24X 

Fiche 50-259.04/02/22,0403010306 
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B403150323 Forwards Info re DNL dose reduction project plant visit Info 
allow* DNL personnel to better prepare for station visit* 
expedite paperwork t* minimlie Impact on plant personnel 
VASSALLO.D B Operating Reactors Branch 2 84/02/20 PARRIS, H G 

Tennessee Valley Authority 46pp 22662 040 24X 

Fiche 90-239,04/02/28,6403150323 


0403130007 Forwards response to Qeneric Ltr 03-36 re NUREG-0737 Inch 
Specs 

MILLS, L M Tennessee Valley Authority 84/03/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3PP 22613 349 
24X Fiche 50-259, 84/03/07, B403I30007 


8403130025 Informs that addl info requested on 831012 re reactor 
protection sy* power monitoring sy* design mods will bo 
submitted by 040702 

MILLS, L M Tennessee Valley Authority 84/03/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 22614 362 24X 

Fiche 50-259,04/03/07,8403130023 


8403160247 Informs of B40327 meeting to discuss proposed responses 
to NRC questions on Rev 7 to topical QA program, per 
840302 telcoh 

LEWI8, R C Region 2, Office of Director 84/03/08 PARR IB, H 0 
Tennessee Valley Authority lp 22660 361 24X 

Fiche 50-000,04/03/08,8403160247 


B403160373 Notifies of use of AEME Nuclear Components Code Case N32-4 
for hydrostatic testing of Class 3 embedded piping NRC 
position re use of Code Case N32-4 requested 

MILLS. L M Tennessee Valley Authority 84/03/12 DENTON, H R. 

Office of Nuclear Reactor Regulation, Director lp 22660 014 24X 

Fiche- 50-000. B4/03/I2, 0403160373 


8403150275 Generic Ltr 84-07 to all licensees of BWRs re procedural 
guidance for pipe replacement at OMRs Svc list end 
EIBENHUT, D 0 Division of Licensing 84/03/14 Commonwealth 

Edison Co 20pp 22823 354 24X Fiche 50-000,84/03/14,0403150273 


8403200170 Forwards response to Item 4 5 of Generic Ltr B3-2B. 
"Required Actions Based on Generic Implications of Bnlem 
ATHS Events" re reactor trip sys reliability Control rod 
tests check rod insertion times b hydraulic scram valves 
MILLS, L M Tennessee Valley Authority 84/03/15 DENTON, HR 
Office of Nuclear Reactor Regulation, Director lOpp 22700 024 
24X Fiche 90-259,84/03/15,8403200170 


8403260229 Forward* addl info re test configuration & results of 
verification testing, per 840106 request re adequacy of 
station electric distribution sys voltages Test results 
indicated no unexpected voltage levels 

MILLS, L M Tennessee Valley Authority 84/03/19 DENTON, HR 
Office of Nuclear Reactor Regulation, Director H6pp 22756 124 
84X Fiche 30-259.84/03/19,8403260329 


0 Inspection reports, IE Bulletins t< correspondence 


8403070094 Respond* to NRC ltr re violations noted in IE Insp Ropts 
30-299/03-09,50-260/83-09 & 50-296/83-09 List of 
identified deficlencits b implementation schedule provided 
to senior NRC inspector on 030901 

MILLS, L K Tennessee Valley Authority 03/09/19 O'REILLY, JP 
Region 2, Office of Director lp 22947 261 24X 

Fiche 90-259, B3/09/19, B403070094 


8403070237 Updates 830715 response to NRC 030616 ltr re violations 
noted in IE tnsp Repts 90-259/83-19,50-260/03-19 b 
30-296/83-19 Operating Instructions revised b Units 2 b 3 
P9C charging sys operational 

MILLS, L M Tennessee Valley Authority 83/09/30, O'REILLY, J P 
Region 2. Office of Director lp 22541 361 24X 

Fiche- 50-259, 03/09/30, B403070237 


6403070271 Supple B30B30 response to NRC ltr re violations noted In IE 
Insp Repts 50-259/03-23,50-260/63-23 b 50-296/83-23 Borfll 
best specimen installation will be delayed until 031028 due 
to late receipt of matls per 831012 telcon 

KAMMER, D 8 Tennessee Valley Authority 83/10/21 O'REILLY, J P 
Region 2, Office of Director lp. 22546 396 24X 

Fiche 90-239,83/10/21,8403070271 


8403070023 Responds to NRC ltr re violations noted in IE Insp Repts 
90-299/83-27, 90-260/83-27 b 30-296/B3-27 Corrective actions 
compliance w/instructions will be achieved b corrective 
action* will be completed before Cycle 6 operation 
MILLS, L M Tennessee Valley Authority 83/10/27 O'REILLY, J P 
Region 2, Office of Director lp 22941 262 24X 

Fiche- 90-259, 03/10/27, 8403070023 


8403070067 Forwards IE Insp Repts 50-239/83-50, 50-260/03-50 b 
50-296/83-50 on 830912-16 b 26-30 Unresolved item re 
possible high radiation doses measured by personnel 
dosimeters. discussed on 831028, considered closed 

O'REILLY, J P Region 2, Office of Director 84/01/11 PARRIS, H G 
Tennessee Valley Authority 2pp 22545 341 24X 

riche 50-259,84/01/11,8403070067 


—8403070072 IE Insp Repts 50-259/83-50,50-260/03-50 b 50-296/03-50 on 
831028 No violations or deviations noted Major areas 
inspected TLD b multiple hedging 

DEBS, B T Region 2, Office of Director 83/12/05 5pp 
22543 343 24X Fiche 50-299.04/01/11,0403070067 


8403160232 Forwards IE Insp Repts 90-259/84-04,50-260/04-04 b 
50-296/84-04 on 040123-27 No violations or deviations noted 
VERRELL1 , D (1 Division of Project b Resident Programs B4/02/16 

PARRIB.H G Tennessee Valley Authority 2pp 22661 029 24X 

Fiche 90-259,04/02/16,0403160232 


— 8403160230 IE Insp Repts 50-259/84-04,90-260/04-04 b 90-296/84-04 on 
040123-27 No violations or deviations noted Major areas 
inspected startup testing, new fuel receipt, p lant tours b 
MBIV repair status 

DAVENPORT, K E Region 2, Office of Director JAPE, F Division of 
Engineering b Operational Programs 84/02/14 9pp 22661 031 
24X Fiche 90-259,84/02/16,0403160232 


0401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Gvc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/02/28 Consolidated Edison Co of New 

York, Inc 1 1 Spp 22909 239 24X FI c h e 50-000, 04 /O2/20, 8401 190072 


B403 160162 Ack receipt of 840222 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/B3-57, 
50-260/83-57 b 50-296/03-57 

LEWIS, R C Division of Project b Resident Programs 04/02/29 
PARRIS, H G Tennessee Valley Authority lp 22695 273 24X 

fiche 50-259,84/02/29,8403160162 


—8403160171 Responds to NRC 840123 ltr re violations noted in IE Insp 
Repts 50-259/03-57.50-260/03-57 b 50-296/03-97 Corrective 
actions policy statement Issued to health physics 
technicians re high radiation area doors 

MILLS, L M Tennessee Valley Authority 04/02/22 O'REILLY, J P 
Region 2, Office of Director Spp 22655 274 24X 

Fiche 50-259.04/02/29,0403160162 


—0403160178 Forwards IE Insp Repts 50-299/83-57,50-260/83-57 b 
90-296/83-97 on 831126-1225 b notice of violation 
LEWIS, R C Division of Project b Resident Programs 84/01/23 
PARRIS, H G Tennessee Valley Authority 2pp 22699 279 24X 

Fiche 50-259,84/02/29.8403160162 


— 8403160181 Notice of violation from Insp on 831126-1229 

* Region 2, Office of Director 84/01/23 2pp 22655 281 24X 

Fiche 90-259,84/02/29,8403160162 


— 8403160186 IE Insp Repts 90-239/B3-57, 90-260/03-97 b 50-296/83-97 on 
031126-1225 Violations noted foilure to lock high radiation 
area, to follow special work permit b to have adequate fire 
protection maint procedure 

PAULK, G L Region 2, Office of Director CANTRELL, F 8 Division 
of Project b Resident Programs 84/01/21 6pp 22655 203 24X 

Fiche 50-259,84/02/29,0403160162 


8403 16021 B Ack receipt of B40209 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 00-259/B3-40. 
50-260/83-40 b 50-296/83-40 

LEWIS, R C Division of Project b Resident Programs 84/03/01 
PARRIS, H G Tennessee Valley Authority lp, 22661 09B 24X 

Fiche 50-259,04/03/01,8403160218 


— 8403160223 Responds to NRC 040111 ltr re violations noted in IE Insp 
Repts 50-259/03-40,50-260/83-40 b 90-296/83-40 Corrective 
actions radiological emergency planning program reviewed b 
areas requiring rev identified 

MILLS. L M Tennessee Valley Authority B4/02/09 0 'RE ILLY, J P 

Region B, Office of Director 6pp 22661 099 24X 

Fiche 50-259,84/03/01,8403160210 


—8403160230 Forwards IE Insp Repts 90-259/03-40,50-260/03-40 b 
50-296/03-40 on 831017-21 b 1122 b notice of violation 
LEWI8.R C Division of Project b Resident Programs 04/01/11 
PARRIS, H G Tennessee Valley Authority 2pp 22661 109 24X 

Fiche 50-259,04/03/01,0403160210 


—8403160239 Notice of violation from insp on 831017-21 b 1122 

« Region 2, Office of Director 04/01/11 Spp 22661 107 24X 

Fiche 30-259.84/03/01,0403160210 
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— 8403160244 IE Insp Rapt* 30-259/83-40,30-260/83-40 & 30-296/83-40 on 
831017-21 8c 1122 Noncomp 1 i ant* noted failure to contT a 1 
d ocuments, pr op erl y train emergency personnel in protective 
action requirement* & incorporate protective action 
DECKER. T R , STODDART. P <3 Region 2, Office of Director 
JENKINS. G R Division of Emergency Preparedness it Materials 
Safety 84/01/06 9pp 22661 lio 24X Fiche 50-239,84/03/01, 
8403160218 


8402090007 IE Info Notice B4-I4r "Highlights of Recent Transport 
Regulatory Revs by DOT It NRC " Eve list enc 1 

GRACE, J N Division of QA, Safeguards h Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 32352 329 24X Fiche 30-000,84/03/02,8402090007 


8402090008 IE Info Notice 84—16, "Failure of Automatic Sprinkler Sy » 
Valves to Operate “ Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 64/03/02 Consolidated Edison Co of Now 

York. Inc 122pp 22353 090 24X Fiche 50-000. B4/03/02, B40209000B 


8402090009 IE Info Notice 84-15. "Reporting of Radiological Releases *' 
Svc list enc l. 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post B30103) 84/03/02 Consolidated 1 Edison Co of New 

York, Inc H9pp 22553 217 24X Fiche 30-000,84/03/02,0402090009 


840308O213 EN-84-O07. on B40307, no t i c e of violation U proposed 
Imposition of civil penalties in amount of 440.000 to be 
issued Action based on failure to control access into v i ta 1 
area due to guard leaving post 

ROSANO, R , AXELRAD, J 1 Director's Office. Office of Inspection and 
Enforcement 84/03/02 Ip 22560,021 24X F i c he. 50-259. 34/03/03, 

8403000213 


8402090011 IE Info Notice 84-17. "Problems U/Liquid Nitrogen Coaling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/03/05 Consolidated Edison Co of Mew 

York, Inc 117pp 22353 336 24X Fiche 50-000, 84/03/03, B40209001 I 


8403160308 AcV receipt of 040217 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-259/83-36 
LEU1S.R C Division of Project It Resident Programs 84/03/05 
PARRIS, H G Tennessee Valley Authority ip 22660 085 24X 

Fiche 90-239,04/03/05,8403160306 


— 8403160310 Responds to NRC B40117 ltr re violations noted in IE Insp 
Repts 30-259/B3-56. 50-260/83-56 8< 50-296/03-56 Corrective 
actions 10X retest sample calculation made for all snubbers 
within Ca t egory/Oroup 3 

MILLS, L M Tennessee Valley Authority 84/02/17 O'REILLY.J P 
Region 2, Office of Director 2pp 22660 086 24X 

Fiche 50-259. 84/03/05, 8403160300 


-—3403160320 Forwards IE Insp Repts 30-2 99/83-56. 50-260/B3-36 t< 
50-296/03-36 on 831213-16 (, notice of violation 
LEWIS, R C Division of Project S< Resident Programs Bq/Ob/17 
PARRIS, H 0 Tennessee Valley Authority 2pp 22660 080 24X 

Fiche 30-257, 84/03/05. B403I60308 


— 0403160-332 Notice of violation from in>p on 831213-16 

* Region 2, Office of Director 04/01/17 lp 22660 090 24X 

Fiche 50-259,04/03/05,0403160308 


—8403160339 IE Insp Repts 50-239/03-36,50-260/03-36 & 30-296/03-56 on 
831213-16 Violation noted failure tu test addl lOX sample 
for each snub-bsr that failed functional test 

UNITENER.H L Region 2. Office of Director JAPE, F Division of 
Engineering !« Operational Programs 84/01/10 Bpp 22660 091 
24X Fiche 50-299, 64/03/03, 8403160308 


1403290237 Forwards IE Insp Repts 50-259/04-05,50-260/04-03 & 
50-296/04-03 an 840130-0201 No violations or deviations 
identified 

VERRELL I , D M Division of Project & Resident Programs 94/03/03 
PARRIS. H G Tennessee Valley Authority 2pp 22800 229 24X 

Fiche 50—239,84/03/05, 8403290237 


■6403290239 IE Insp Repts S0-239/B4-05. 50-260/84-03 t, 50-296/84-03 on 
840130-0201, No violations or deviations identified Major 
areas inspected followup of IE Bulletin 81-03, review of LER* 
re bulletin t, procedures for flow reverif I cation tests 
CUNNINGHAM. A L Region 2, Office of Director MONTGOMERY. D H 
Division of Engineering t. Operational Programs 04/03/02 3pp 
28800 231 24X Fiche 30-239,84/03/03,8403290237 


8402090024 IE Info Notice 84-09, Rev 1. '‘Lessors Learned From Inops of 
Fire Protection 3afe Shutdown Sys '• Svc list enc i 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22639 049 24X Fiche 30-000. 84/03/07, B402090024 


B 40 20 90020 IE Info Notice 04-18, "Stress Corrosion Cracking in PUR 
Sys " 3vc list and 

JDRDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

VuTk, Inc ll0pp 22384 186 24X Fiche 30-000,04/03/07,8402090028 


0403160273 Forwards IE Enforcement Conference Repts 30-259/84-06. 
50-260/84-06 8. 50-296/04-06 on 840224 

□ 'REILLY, J P Region 2. Office of Director B4/O3/O0 PARRIS, H 0 
Tonne ese e Valley Authority 2pp 22661 004 24 X 

Fiche 30-259,84/03/08.0403160273 


— 8403160282 IE Enforcement Conference Repts 30-239/04-06,50-260/84-06 & 
30-296/84-06 on 040224 Major Items discussed bypassing rod 
sequence control sys while shutting down t, isolation of 
dryuelt to pool pressure Instrument 

BUTCHER, R C Region 2, Office of Director CANTRELL. F S 
Division of Project it Resident Programs 84/02/29 4pp 
22661 006 24 X Fiche 30-239,04/03/00,8403160273 


0402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, OfflcB of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

1 34pp 22823 094 24X Fiche 30-000,84/03/12,8402090031 


8403190136 Ack receipt of 840221 t, 0312 ltrs informing NRC of steps 
taken to correct violation* noted in IE Insp Repts 
50-259/83-59,30-260/83-59 6 50-296/83-59 Responses meet 
10CFR2 201 requirements 

LEUIS.R C Division of Project t< Resident Programs 84/03/14 
PARRIS, H Q Tennessee Valley Authority lp 22670 314 24X 

Fiche. 50-239, 84/03/14, 0403190136 


— 8403190149 Suppls response to bflC 040120 ltr re violations noted in IE 
Insp Repts 50-239/83-59,50-260/83-59 & 50-296/83-59 
Responses withheld (ref 10CFR73 21) 

MILLS, L M Tennessee Valley Authority 04/03/12 O'REILLY, J P 
Region 2, Office of Director lp 22670 313 24X 

Ficha 50-259,84/03/14. B403190136 


—0403190161 Responds to NRC 840120 ltr re violations noted in IE Insp 
Repts 50-259/03-59.50-260/83-39 i, 50-296/83-39 Responses 
withheld (ref 10CFR73 21) 

MILLS, L (1 Tennessee Valley Authority 84/02/21 O'REILLY.J P 
Region 2, Office of Director lp 32670 316 24X 

Fiche 50-259,04/03/14,0403190136 


— 8403190172 Forwards IE Insp Repts 30-239/03-39. 30-260/B3-39 it 
30-296/83-39 on B31216 b notice of violation Notice of 
violation withheld (ref 10CFR2 790 «, 73 21) 

LEU IS, R C Divillon of Project it Resident Programs B4/01/20 
PARR 1 8, H 0 Tennessee Valley Authority 2pp 22670 317 24X 

Fiche 50-239,84/03/14,0403190136 


- - B 403 1901 88 IE Insp Repts 30-239/83-59,50-260/83-59 it 30-296/03-59 on 
831216 Noncompliance noted security force member failed to 
control access to area Details withheld (ref 10CFR73 21 & 

2 790) 

TILLMAN, A , PATTERSON, C Region 2, Office of Director 
MCGUIRE, D R Division of Emergency Preparedness S. Materials 
Safety 84/01/19 ip 22670 319 24X Fiche 50-239,84/03/14, 

8403190136 


8403290047 Summarises 040312 meeting in Region II ofc re planned util 
organ! i at Iona 1 changes It regulatory performance Improvement 
program for facility 

O'REILLY, JP Region 2, Office of Director 04/03/13 PARRI6.H.0 
Tennessee Valley Authority lp 22806’ 271 24X 

Fiche 30-239,04/03/13,8403290047 


8403290178 Ack receipt oP 840217 ltr informing NRC of steps taken to 
correct violations noted in IE Ihsp Repts 30-239/03-38, 

30-260/ B3-38 t, 30-296/83-30 

LEWIS, R C Division of Project t< Resident Program* 04/03/20 
PARRIS.H 0 Tennessee Valley Authority lp 22800278, 24X 

Fiche 30-239.84/03/20,8403290178 


—8403290183 Suppls response to NRC 840119 ltr re violations noted 
in IE Insp Repts 30-239/03-30, SO- 260/B3-38 it 50-296/03-38 
Corrac tlve actions distribution of Insp r tp t to health 
physics personnel initiated 

MILLS, L M Tennessee Valley Authority 84/02/17 O'REILLY.J P 
Region 2, Office of Director 2pp 22800 279 24X 

Ficha 30-239,04/03/20,8403290178 


— 0403290190 Ack receipt of 831209 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt* 50-259/03-30, 

30—260 / B3-38 t, 30-296/83-38 

O'REILLY.J p Region 2, Office of Director 84/01/19 
PARRIS, H 0 Tennessee Valley Authority 2pp 22000.28 1 24X 

Fiche 50-259,84/03/20,0403290170 
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— 0403290203 Ac* receipt of B31209 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-299/83-38, 
30-260/83-30 S < 50-296/B3-3B 

LEWIS. R C Division of Project 6 Resident Programs B3/12/21 
PARRIS. H 0 Tennessee Valley Authority ip 22BOO 2S3 24X 

Fiche 30-239, 04/03/20. 84032901 7B 


— 3403290207 Responds to NRC B31109 itr re violations noted in IE tnsp 
Repts 90-259/83-38,50-260/83-30 it 30-296/03-38 Corrective 
actions insp rept distributed to health physics personnel 8< 

RCI-9 revised to incorporate I0CFR49 changes 

MILLS. L M Tennessee Valley Authority B3/12/09 0 'REILLY. J P 

Region 2, Office of Director 3pp 22800 284 24X 

Fiche 50-239,84/03/20,8403290178 


— 8403290211 Forwards IE Insp Repts 30-239/83-3B, 30-260/B3-3B b 
3Q-296/B3-30 on 830912-16 it notice of violation 
LEWI8, R C Division of Project 8< Resident Programs 83/11/09 
PARRIS, H 0 Tennessee Valley Authority 2pp 22B00 289 24X 

Fiche 30-239, 84/03/20, 84O3290i7B 


— 8403290214 Notice of violation from insp on 830912-16 

* Region 2, Office of Director 83/11/09 2 pp 22800 291 24X 

Fiche 30-239,84/03/20,8403290178 


—8403290220 IE Insp Repts 30-239/B3-3B, 30-260/83-3B 8. 30-296/83-30 on 
830912-16 Violations noted 33-gallon drum reading 30 to 63 
mlllirem per hour observed unlabeled 6 radiation control 
procedures not prepared or adhered to 

DEBB.B T Region 2, Office of Director BARR, K P Division of 
Engineering it Operational Programs B3/11/03 6pp 22B00 293 
24 X Fiche 50-239,84/03/20,8403290178 


0402090043 IE InfD Notice 84-19, "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities " 3vc list end 
JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp. 22823 229 24X Fi che 30-000. B4/03/21 , 8402090043 


0402090044 IE Info Notice 84-20, "8vc Life of Relays in Safety-Related 
Bye 11 8vc list end 

JORDAN, E L Division of Emergency Preparednoss t, Engineering 
Response (Post B3O1031. 84/03/21 Consolidated Edison Co of New 

York, Inc. 133pp. 22933 001 24X Fiche 30-000, B4/03/21 , 8402090044 


R Periodic operating reports !< related correspondence 


8403080103 Monthly operating repts for Jan 1984 W/B4O2I0 itr 
CHAPMAN, M , THOM, T, , JONES, 0 T. Tennessee Valley Authority 
04/01/31. 41pp 22443 i66 24X Fiche 50-239, B4/01/3! , 8403020103 


8403300133 Forwards monthly operating repts for Feb 1984 6 corrected 
Jan 1984 monthly operating rept for Unit 1 

JONES, 0 T Tennessee Valley Authority 84/03/09 Office of 
Rasourcs Management, Director. ip 22820 203 24X 

Fiche 30-299, 84/03/09, B403300133 


— 0403300136 Monthly operating repts for Feb 1984 

THOM, T Tennessee Valley Authority 84/02/29 37pp 22820 204 
SAX Fichs 50-239,84/03/09,8403300133 


--B403300139 Corrected monthly operating rept for Jan 1984 
CHAPMAN, M Tennessee Valley Authority 84/01/31 2pp 
22820 243 24X Fiche 30-239,84/03/09,8403300133 


8. Reportable occurrences, LERs h related correspondence 


84O3O10226 Updated LER B3-016/03X-1 on 830309, of f si te analysis of 
charcoal sample from control room emergency ventilation sys 
showed methyl iodide removal efficiency less than required 
Caused by degradation of stored charcoal W/B402I3 Itr 
CLARA, JR., JONES, 0 T Tennessee Valley Authority 84/02/13 
0 'REILLY, J, P Region 2, Office of Director. Spp 22433.238 24X 

Fiche. 30-239, 84/02/13, 8403010226. 


8403020323 Updated LER 83-029/03L-1 on 830604, during standby gas 
treatment sys oparability test, train B found inoperable 
Caused by erratic McDonnel J, Millar Model AF-i flow 
switches Damper 0-63-503 ad justed. W/840221 Itr 
CARTER, 9. D , JONES, o T Tennessee Valley Authority 84/02/21 
□'REILLY, J P Region 2, Office of Director 3pp. 22439.312 24X 

Fiche 30-259,84/02/21,8403020323 


8403010371 LER 84-008-00 on 040129, during normal operation, one or more 
pressure differential transmitter instrumentetion 1-23A 
through D failed in downscale direc tion. caus ing troub.le 
alarm, Cause unknown, Instruments recalibr, W/840223 itr 
MARKIN, K M , JONEB, g T Tennsssee Valley Authority 84/02/23. 4pp 
22433)009 24X Fiche 30-239, 84/02/23, 0403010371 


8403060244 LER 84-010-00 on 840203, operator observed hydrogen-oxygen 
analyzer D isolated Caused by faulty Group 6 isolation relay 
signal Signal reset 6 hi 6 low relays replaced W/840228 Itr 
M0RK1N, K M , JONES, G T Tennessee Valley Authority 84/02/28 3pp 
22913 178 24X Fiche 90-239, B4/02/2B, 0403060244 


8403260233 Forwards summary list of deficiencies identified per 
10CFR90 59(e),Part 21 6 potential generic Itr repts for 
comments 

STAR05TECKI.fi Division of Project S, Resident Programs S4/02/2B 
Region 1, Office of Director 7pp 22796 063 24X 

Fiche 50-000,04/02/28,8403260233 


8403090003 LER 84-011-00 on 840209, during routine surveillance testing, 
automatic scram initiated Caused by failure of MSIV dc 
solenoid Failure considered random event Solenoid colls 
checked weekly for operability W/B4Q229 Itr 

SMITH, D L , JONES, O T Tennessee Valley Authority 84/02/29 3pp 
22373 317 24X Fiche 90-239,84/02/29,0403090089 


8403090249 Followup LER 84-007-01 on 840127, operator observed 
decreasing pressure on control atmospheric dilution tanks 
Caused by two isolation valves being in closed position 
Operating instructions revised W/840302 Itr 

WALKER, J B , JONES, 0 T Tennessee Valley Authority 84/03/02 3pp 
22573 293 24X Fiche 90-239,84/03/02,8403090245 


0403090253 LER 84-013-00 on 040213, air 6 vacuum release valves found 
underrated for surge check valve sve application Caused by 
misapplication of valve New va Ives , u/prop er design 6 
pressure rat ing, ins ta 1 1 ed w/840302 Itr 

WALKER, J B , JONES, 0 T Tennessee Valley Authority 84/03/02 3pp 
22573 236 24X Fiche 30-259,84/03/02,8403090233 


8403130203 LER 84-012-00 on 840214, RHR valve FCV-1-74-40 failed to 
open, making normal method cold shutdown impossible to 
achieve Possibly caused by failure of Phase B motor winding 
Next rept will be submitted by 840901 W/Q403O6 Itr 

ROZEAR, C J , JONES, 0 T Tennessee Valley Authority 84/03/06 3pp 
22617 292 24X Fiche 30-239,84/03/06,8403130203 


8403190371 LER 04-015-00 on 040221 . during ongoing design review of 
plant sy s, d 1 scovere d that emergency equipment cooling water 
vacuum priming valve on north header underde s i gned for sys 
pressure Cause not stated Valve isolated W/040309 Itr 
SMITH, D L , JONES, 0 T Tennessee Valley Authority 84/03/09 3pp 
22673 304 24X Fiche 30-239,84/03/09,8403190371 


8403200213 Updated LER 03-O66/O3X-1 on B3U 12. interlock that prevents 
bridge travel over core w/ono red withdrawn S< fuel grapple 
extended failed to op era t e, r esul t ing in loss of rod block 
function Caused by improper adjustment W/840309 Itr 
HOLDER, E T , JONES, G T Tennessee Valley Authority 84/03/09 
O'REILLY, J P Region 2, Office of Director 6pp 22699 314 24X 

Fiche 50-239,84/03/09,6403200213 


8403190123 LER 84-014-00 on 840222. reactor scrammed when turbine 
high pressure first stage pressure exceeded i42 psig w/ 
turbine stop valves closed Caused by procedural error 
Operating instruction will be revised W/B40313 Itr 

ROZEAR, C J , JONEB, G T Tennessee Volley Authority 84/03/13 3pp 
22668 248 24X Fiche 30-259,84/03/13.8403190123 


B403220046 Updated LER 84-014-01 on 840222, reac tor scrammed whan 
turbine high pressure first stage pressure exceeded 142 psig 
w/turbine stop valves closed Caused by procedural error, 

Operating instruction revised W/840316 Itr 

ROZEAR, C J , JONEB, G T Tennessee Valley Authority B4/03/13 3pp 
22712 194. 24X Fiche 30-239,84/03/13,0403220046 


V Operator Examinations 


8403160227 Confirms 840302 meeting In Atlanta, OA re 840319 operator 
r equal i f icat ion exam, per B40229 telcon 

LEWIS, R C Division of Project 6 Resident Programs 04/03/01 
PARRIB, H 0 Tennessee Valley Authority lp 22660 320 24X 
Fiche 30-259, 04/03/01, B403160227 


B403290322 Discusses B40117 Itr confirming arrangements for 
administration of requalification exams Random selection 
process used to determine identify of examinees for written 
& oral exams List of examinees end 

LEWIS, R C Division of Project it Resident Programs 84/03/13 
PARRIS, H G Tennessee Valley Authority 3pp 22B02 049 24X 

Ficha. 30-299, 84/03/13, 8403290322 


B403B90213 Summarizes B40302 meeting w/util re 040323 requalification 
exam of licensed operator S< senior operator personnel at 
facilities. Meeting provided better understanding of operator 
requalif lcatlon training & exam programs 

LEWISiR C Division of Project 6 Resident Programs 84/03/19 
PARRIS, HG, Tennessee Valley Authority 3pp 22800 360 24X 

Fiche 30-299,84/03/13,8403290213 
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SOCKET 30-260 BROWNS FERRY NUCLEAR POWER STATION, UNIT a 


F Security, medical, emergency & flTe protection plans 


6403040230 Emergency plan implementing pr oc edur es, Inc lud 1 ng IP-2 re 
notification of unusual event, IP-3 re alert, IP-4 re site 
emergency ii IP-4 re radiological emergency p 1 an, a c t i vat i on 
at support ctr W/B4O220 1 tr t< list of effective pages 
MILLS, LM Tennessee Val ley Authority 94/02/10 O'REILLY, UP 
Region 2, Office of Director S2pp B25I4 090 24X 

Flche 50-339,04/02/10.6403060230 


6403060371 Advises that NRC uill not review emergency plans to delete 
privacy or proprietary Info unless specifically requested by 
licensee, per 810709 Generic Ltr 81-27 W/o raques t, entir e 
plan (uill be placed In PDR 

VAB5ALL0, D B Operating Reactors Branch 2 04/02/10 PARR IS, H 0 

Tennessee (/alley Authority. 2pp 22532 261 24X 

Flcha 50-259,04/02/10, B403060S71 


8403060235 Rev 9 to Procedure IP-9, "Muscle Shoals Emergency Ctr 
Implementing Procedures Document * W/B40213 ltr 
MAXWELL, R , 5L1GER.E X. Tennessee Valley Authority 64/02/13 
63pp 22518 023 24X Fiche 50-000,34/02/13,8403060233 


8403060147 Forwards revised effective pages to Knoivllle Emergency Ctr, 
Central Emergency Control ctr,Div of Nuclear Power Emergency 
Ctr S, Muscle Shoals Emergency Control Ctr emergency plan 
implementing procedures W/o Muscle Shoals pages 

KILLS, L M Tennessee Valley Authority 04/02/29 O'REILLY, J P 
Region 2, Office of Director Ip, 22516-165 24X 

Fiche 30-000, B4/0S/28, B403060147 


— 0403060163 Revised list of effective pages to Knoxville Emergency Ctr 
emergency plan implementing procedures 

* Tennessee Valley Authority B4/02/06 8pp 22516 166 24X 

Fiche 30-000, B4/02/2B. 8403060147 


— 9403060189 Revised list of effective pages to Central Emergency 
Control Ctr emergency plan implementing procedures 
« Tennessee Valley Authority 84/02/06 Bpp 22516 174 24X 

Fiche 30-000,64/02/29,6403060147 


— 9403060206 Revised list of effective pages to Div of Nuclear Power 
Emergency Ctr emergency plan Implementing procedures 
♦ Tennessee Valley Authority 64/02/06 4p p 22316 1 B2 24X 
Fiche 30-000,64/02/28,6403060147 


8403160162 Act receipt of 640222 ltr informing NRC of steps taken to 
correct violations noted In IE Intp Rept* 90-239/83-57, 
30-260/83-37 * 50-296/83-57 

LEWIE, R C Division of Project S< Resident Programs 04/02/29 
PARRIS, H G Tennessee Valley Authority ip 2365S 273 24X 

Fiche 50-259, B4/02/29. 8403160162 


-B403160171 Responds to NRC 840123 itr re violations noted In IE Insp 
•Repts 30-259/83-37,30-260/83-57 6 50-296/83-37 Corrective 
actions policy statement issued to health physics 
technicians re high radiation area doors 

KILLS, L M Tennessee Valley Authority 84/02/22 O'REILLY, JP 
Region 2, Office of Director Spp 22633 274 24X 

Fiche 90-259, B4/0B/29, 6403160162 


— 0403160181 Notice Of violation from insp on 031126-1223 

♦ Region 2, office of Director 84/01/23 2pp. 22635 281 24X 

Fiche 30-239,84/02/29,6403160162 


— 84031601B6 IE Jnsp Repts 30-239/83-37,90-260/83-57 V 30-296/83-37 on 
831126-1225 Violations noted failure to lock high radiation 
area, to follow special work permit fct to have adequate fire 
protection malnt procedure. 

PAULK, GL Region 2. Office of Director B4/01/21 6pp 
22655 283 24X Fiche 50-239,34/02/29,8403160162 


3403160219 Act receipt of 840209 ltr informing NRC of steps taken to 
eoTTPct violations noted in JE Insp Repts 50-239/83-40, 

30-360/83-40 W 50-296/03-40 

LEWIS, R C Division of Project h Resident Programs 04/03/01 
PARRIS, H G Tennessee Valley Authority Ip 22661 090 24X 

Fiche 50-259, 84/03/01, B40316021B 


-8403160223 Responds to NRC 840111 ltr re violations noted In IE Insp 
Repts 30-299/03-40,30-260/83-40 6 60-296/B3-40 Corrective 
actions radiological emergency planning program reviewed & 
areas requiring rev Identified 

MILLS, L.M Tennessee Valley Authority 04/02/09. O'REILLY, JP 
Region 2, Office of Director fepp 22661 099 24X 

Fiche 50-239,84/03/01,8403160210 


— 6403 i 60330 Forwards IE Insp Repts 90-259/03-40,50-260/83-40 L 
50-296/03-40 on 831017-21 t< 1122 6 notice of violation 
LEWIS, R C Division of Project 6 Resident Programs 84/01/11 
PARRIS, H G Tennessee Valley Authority 2pp 22661 10S 24X 

Ficho 30-239, B4/03/01, B40316021B 


— 8403160239 Notice of violation from insp on 031017-21 *< 1122 

» Region 2, Office of Director 84/01/11 3pp 22661 107 24X 

Fiche 30-239,04/03/01,8403160210 


— 8403160244 IE Insp Repts 30-259/03-40,30-260/03-40 fc 30-296/03-40 on 
631017-21 !< 1122 Nunc omp 1 i anc e noted failure to control 
d ocuments, properly train emergency personnel In protective 
action requirements it incorporate protective action 
DECKER. T R Region 2, Office of Director 84/01/06 9pp 
22661 110 24X Fiche 30-239,04/03/01,8403160218 


8403160343 Eitends Invitation to attend region 840316 workshop at 
regional ofc to discuss 10CFR50,App R requirements W recent 
results of insp to help resolve misunderstandings associated 
w/requirementa 

LEWIS, R C Division of Project 6 Resident Programs 04/03/02 
PARRIS. H 0 Tennessee Valley Authority 2pp 22660 0B3, 24X 

Fiche 30-000,04/03/02,0403160343 


0403130483 Ac k receipt of 840119 ltr transmitting Rev 7 to security 
personnel training 6 qualification plan Rev consistent 
u/provitions of 10CFR30 34(p) tt acceptable 

LEWIS, R C Division of Project J« Resident Programs 84/03/08 
PARRIS, H G Tennessee Valley Authority 2pp 22613 210 24X 

Fiche- 30-239, B4/O3/O0, 8403130403 


0403130404 Act receipt of 040130 ltr transmitting rev to physical 
security plan Rev consistent u/provisions of 1OCFR90 34<p) 

S, acceptable 

LEWIS, R C Division of Project N Resident Programs 04/03/09 
PARRIS, H 0 Tennessee Valley Authority 2pp 22613 197, 24X 

Fiche 30-239,04/03/09,0403130484 


0403160025 Advises that 0401 16 rev to physical security personnel 
training 6 qualification plan consistent w/provislons of 
10CFR30 S4(p> & acceptable 

LEWIS, R C Division of Project S< Resident Programs 84/03/13 
PARRIS, H G Tennessee Valley Authority Spp 22653 390 24X 

Fiche 30-299,84/03/13,0403160023 


S403190 136 Act receipt of 840221 1< 0312 1 trs Informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
30-239/83-59, 30-260/83-59 «, S0-296/B3-59 Responses meet 
10CFR2 201 requirements 

LEWIS, R C Division of Project 6 Resident Programs 84/03/14 
PARRIS, H 0 Tennessee Valley Authority lp 22670 314 24X 

Fiche 30-259.84/03/14.0403190136 


— 8403190149 Supple response to NRC S4012Q ItT re violations noted in IE 
Insp Repts 50-239/03-39, 50-B60/B3-39 & 30-296/83-39 
Responses withheld (ref 10CFR73 21). 

MILLS, L M Tennessee Valley Authority 84/03/12, O'REILLY, J P 
Region 2, Office of Director lp. 22670 315 24X 

Fiche 50-299,04/03/14,0403190136 


•B403190161 Responds to NRC 040120 ltr re violations noted in IE Insp 
Repts 50-239/03-99,30-260/83-39 I< 30-296/03-59 Responses 
withheld (ref 10CFR73 21) 

MILLS, L M Tennessee Valley Authority 84/02/21 O'REILLY, J P 
Region 2, Office of Director lp 22670 316 24X 

Fiche 30-259,04/03/14.0403190136 


—0403190170 ForwaTds IE Inep Repts 50-259/83-39 , 30-260/03-39 t< 
90-296/03-99 on 031216 & notice of violation Notice of 
violation withheld (ref 10CFR2 790 fc 73 21) 

LEWIS, R C Division of Project & Resident Programs 04/01/20 
PARRIS. H G Tennessee Valley Authority 2pp 22670 317 24X 

Fiche 30-259,04/03/14,0403190136 


—0403190108 IE Insp Repts 50-239/83-39,30-260/83-99 tt 30-296/83-3? on 
831216 Noncomp 1 lance noted security force member failed to 
control access to area Details withheld (ref 10CFR73 21 6 
3 790) 

TILLMAN, A Region S. Office of Director 84/01/19. lp. 

22670,319 24 X Fiche 50-259,04/03/14,8403190136. 


B403290117 Forwards FEMA final rept for 031013-16 emergency exercise, 
VERRELLI.D -M Division of Project 4< Resident Programs 84/03/20 
PARRIB, H, 0 Tennessee Valley Authority lp 22007.027 24X 

Fiche 30-239, 04/03/20, B403290117, 
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0 Ad jud icatory correspondence 


H403200039 Submits addl info on util initiatives in PRA, per response to 
040227 Itr Effort to reduce number of violations Si risks 
maintained 

FREEMAN. S D Tennessee Valley Authority 04/03/12 MARKEY, E J 
House of Rep , Interior Si Insular Affairs 2pp 22689 033 24X 

Fiche 30-239.04/03/12.8400200039 


J. Insurance b Indemnity information 


B4O3O60334 Forwards Endorsement 73 to NELIA Policy NF-19B 

DUCK. J R Marsh b McLennan, Inc 84/02/28 SALT Z MAN, J Assistant 
Director for State b Licensee Relation* 2pp 22S16 009 24X 

Fiche 30-239. 04/O2/2B, B403060334 


P Operating license stage documents b correspondence 


8403060076 Forwards request for addl info re inservice testing of pumps 
i valves, in order to complete review of Q20831 b 83040b 
submittals Response requested within 43 days of ltr receipt 
VABSALLC), D, B Operating Reactors Rranch 2 84/02/10 PARRIS, H 0 

Tennessee Valley Authority 4pp 22328 288 24X 

Fiche ’ 30-239, B4/02/10, 8403060076 


0403140340 Summary of B3121S meeting w/QE b Mark 1 Owners Croup in 
Sethe«da,MO re Mark I containment wetwe 1 1-drywel 1 vacuum 
breaker design methodology 

5IECEL, Q L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 Slpp. 22633 198 24X Fiche 50-000.84/02/21, 

8403140340, 


0403010306 Application for amend to License* DPR-33, DPR-32 b DPR-6B. 
changing Tech Spec* to lower Croup 1 isolation setpoint for 
reactor lower water level W/proprietary NEDE-30012, " ,M8IV 
Hater Level. " Rapt withheld (ref 10CFR2 790) 

KILLS, L M Tennessee Valley Authority 84/02/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 22433 042 
24X Fiche 30-239, B4/02/22, 8403010306 


— 8403010313 Proposed change* to Tech Specs lowering Group 1 isolation 
setpoint for reactor lower water level H/affidavit 
• Tennessee Valley Authority 84/02/22 29pp 22433,043 24X 

Fiche 30-239.84/02/22,8403010306 


04031 50323 Forward* info re BNL dose reduction project plant visit Info 
allows DNL personnel to better prepare for station visit, 
expedite paperwork b minimlie Impact on plant personnel 
VASBALLO, D B Operating Reactors Branch 2 B4/02/28 PARRIS, H 0 

Tennessee Valley Authority 46pp 22662 040 24X 

Fiche 30-239, B4/02/28, 8403130323 


8403130007 Forwards response to Generic Ltr 83-36 re NUREO-0737 Tech 
Specs 

KXLLB, L, M, Tennessee Valley Authority 84/03/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3PP 22613 349 
24 X Fiche 30-239, B4/03/07. 8403130007 


8403130023 Informs that addl info requested on B31012 re reactor 
protection syt power monitoring sys design mods will be 
submitted by 840702 

MILLS, L M Tennestee Valley Authority. 84/03/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 22614 362 24X 

Fiche' 30-239, 84/03/07, 8403130023, 


B403160247 Informs of 840327 meeting to discuss proposed responses 
to NRC questions on Rev 7 to topical OA program, per 
840302 telcon 

LEWIS, R C Region 2. Office of Director B4/03/0B PARRIS, H 0 
Tennessee Valley Authority lp 22660 361. 24X 

Fiche. 90-000, 84/03/08, 8403160247 


0403160373 Notifies of us* of A8ME Nuclear Components Code Case N32-4 
for hydrostatic testing of Class 3 embedded piping hfiC 
position re use of Code Csss N32-4 requested 

MILLS. L, M Tennessee Valley Authority 84/03/12. DENTON, H R, 

Office of Nuclear Reactor Regulation, Director. lp 22660.014 24X 

Fiche.' 30-000, 84/03/ 12, 8403160373 


9403130273 Centric Ltr 84-07 to all licensees of 8WR * re procedural 
guidance for pip* replacement at BWRt. Bvc list end 
EI8ENHUT, D. 0 Division of Licensing 84/03/14 Commonwealth 
Edison Co 20pp 22B23.334. 24X Fiche; 30-000, 84/03/14, 8403130273 


8403200170 Forwards response to Item 4 9 of Generic Ltr 83-2B, 
"Required Actions Bated on Generic Implication* of Balem 
ATWB Events" re reactor trip sy* reliability Control rod 
tests check rod insertion times b hydraulic scram valves 
MILLS, L M Tennessee Valley Authority 04/03/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 10pp 32700 024 
24 X F 1 e h e . 30-239, 84 /03/ 1 9 , 8403200 1 70 


8403260229 Forwards addl info re test configuration b results of 
verification testing, per 840tO6 request re adequacy of 
station electric distribution sys voltages Test results 
indicated no unespected voltage levels 

MILLS, L M Tennessee Valley Authority 04/03/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 26pp 22796 124 
24X Fiche 90-239.84/03/19,0403260229 


□ Inspection reports, IE Bulletins b correspondence 


9403070034 Responds to NRC ltr re violations noted In IE Insp Repts 
30-239/83-09,30-260/03-09 & 30-296/83-09 List of 
Identified deficiencies b implementation schedule provided 
to senior NRC Inspector on 030901 

MILLS. L M Tennessee Valley Authority 83/09/15 O'REILLY, J P 
Region 2. Office of Director lp 22347 261 24X 

Fiche 90-259,03/09/13,0403070034 


0403070237 Updates 830713 response to NRC 830616 ltr re violations 
noted in IE Insp Repts 30-239/83-19,50-260/03-19 b 
30-296/03-19 Operating instructions revised b Units 2 b 3 
P8C charging sys operational 

MILLS, L M Tennessee Valley Authority 83/09/30 □ 'REILLY, V P 

Region 2, Office of Director. ip 22541 361 24X 

Fiche 30-259,03/09/30,8403070237 


8403070271 Suppls 830S30 response to NRC ltr re violations noted in IE 
Insp Repts 50-239/83-23,50-260/83-23 b 30-296/83-23 Boral 
test specimen installation will be delayed until 031020 due 
to late receipt of matli per 831012 telcon 

HAMMER, D 3 Tennessee Valley Authority 83/10/21 O'REILLY, vl P 
Region 2, Office of Director ip 22346 336 24X 

Fiche 30-299,03/10/21.8403070271 


8403070023 Responds to NRC ltr re violations noted in IE Insp Repts 
30-239/83-27,30-260/83-27 & 50-296/83-27 Corrective actions 
compliance u/instructlons will be achieved b corrective 
actions will be completed before Cycle 6 operation 
MILLS, L M Tennessee Valley Authority 83/10/27 O'REILLY, J P 
Region 2, Office of Director lp 22341 262 24X 

Fiche 30-239,03/10/37,8403070023 


0403070067 ForwardB IE Insp Repts 50-239/03-30,30-260/83-30 b 
30-296/83-30 on 830912-16 b 26-30 Unresolved item re 
possible high radiation doses measured by personnel 
dosimeters, discussed on B3 1028, considered closed 

□'REILLY, J P Region 2, Office of Director B4/01/11 PARRIS, H 0 
Tennessee Valley Authority 2pp 22343 341 24X 

Fiche 30-239,84/01/1 1, B403070Q67 


—0403070072 IE Insp Repts 30-259/03-50, 50-260/03-50 b 50-296/B3-30 on 
831020 No violations or deviations noted Major areas 
Inspected TLD b multiple badglng 

DEBS, B T Region S, Office of Director 83/12/05 3pp 
22343 343 24X Fiche 30-259,84/01/11,8403070067 


0403160232 Forwards IE Insp Repts 30-239/84-04,30-260/84-04 b 
30-296/84-04 on 840123-27 No violations or deviations noted 
VERRELLI, D M Division of Project b Resident Programs 84/02/16 
PARRIS, H G Tennessee Valley Authority 2pp 22661 029 24X 

Fiche 30-259,84/02/16,8403160232 


—8403160230 IE Insp Repts 30-239/04-04,30-260/84-04 b 30-296/84-04 on 
840123-27 No violations or deviations noted Major areas 
inspected startup testing, new fuel receipt, p lant tours b 
MBIV repair status 

DAVENPORT, K E Region 2, Office of Director JAPE, F Division of 
Engineering b Operational Programs 84/02/14 5pp 22661 031 
24 X Fiche 30-239,84/02/16,0403160232. 


0401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
one 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/02/20 Consolidated Edison Co of New 

York, Inc Ji3pp 22909 239 24X Fiche 30-000, 04/02/28, B40i 190072 


8403160162 Ac k receipt of 840222 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-239/83-37, 
90-260/83-37 b 30-296/83-57 

LEWIS, R C, Division of Project b Resident Programs, 84/02/29 
PARRIS, H G Tennessee Valley Authority lp. 22633 273 24X 

Fiche. 50-239, 04/02/29,8403160162 


— B403160171 Responds to NRC 840123 ltr re violations noted in IE Insp 
Repts 50-299/83-57,30-260/03-57 b 30-296/83-57 Corrective 
actions policy statement issued to health physics 
technicians re high radiation area doors 

MILLS, L M Tennessee Valley Authority 84/02/22 O'REILLY, J P 
Region 2, Office of Director 5pp 22633 274 24X 

Fiche 30-239,84/02/29,8403160162 



54 


DOCKETED ITEMS 


— B4031601 78 Forwards IE Insp Repts 30-239703-37, 50-260/83-37 & 
50-296/83-37 an S3I 136-1225 fa notice of violation 
LEWIE, R c Division of Project & Resident Programs B4/Q1/23 
PARRIS, H G Tennessee Valley Authority 2 pp 22655 279 24X 

Fichu 30-239.84/02/29,8403160162 


— B 4 03 1 60 1 a 1 Notice of violation from insp on B31 126-1223 

* Region 2. Office of Director 84/01/23 2pp 22633 231 24X 

Fiehe 50-239,84/02/29,0403160162 


— E4031601B6 IE Insp Repts 30-239/83-57. 30-260/83-37 fa 30-296/83-37 on 
331126-1223 Violations noted failure to lock high radiation 
area, to follow special work permit fa to have adequate fire 
protection malnt procedure 

PAULK, G L Region 2, Office of Director CANTRELL, F S Division 
of Project fa Resident Programs B4/01/21 6pp 22633 2B3 24X 

Fiehe 50-259,84/02/29,0403160162 


840316021a Ack Tecetpt of 840209 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp ReptS 50-239/83-40, 
30-260/83-40 6 30-296/B3-40 

LEUIBiR C Division of Project 6 Resident Programs 04/03/01 
PARRIS. H G Tennessee Valley Authority ip 22661 090 24X 

Fiehe* 30-259, 04/03/01. B4O316O210 


0403160223 Responds to NRC 840111 ItT re violations noted in IE Insp 
Repts 30-239/83-40,50-260/93-40 I, 50-296/03-40 Corrective 
actions radiological emergency planning program reviewed 6 
areas requiring rev identified 

HILLS, l M Tennessee Valley Authority B4/02/09 □ 'REILLY, J P 

Region 2, Office of Director. 6pp. 22661 099 24X 

Fiehe 50-239,84/03/01,8403160218 


— B40316023Q Forwards IE Insp Repts 50-239/B3-40, 30-260/B3-40 & 
30-296/83-40 on B3I017-21 fa 1122 6 notice of violation 
LEWIS, R c Division of Project 6 Resident Programs B4/01/11 
PARRIS, H G Tennessee Valley Authority 2pp 22661 105 24X 

Fiehe 50-259,04/03/01,8403160218 


— B403160239 Notice of violation from insp on B31017-2I fa 1122 

* Region 2, Office Of Director 84/01/11 3pp 22661 107 24X 

Fiehe 30-239,84/03/01,0403160218 


— B40316024 4 IE Insp Repts 50-239/83-40, 50-260/B3-40 fa 50-296/83-40 on 
031017—21 fa 1122 Noncompliance noted failure to control 
documents, properly train emergency personnel in protective 
action requirements fa incorporate protective action 
DECKER, T R . STODDART, P G Region 2, Office of Director 
■JENKINS, G R Division of Emergency Preparedness fa Hatarlals 
Safety B4/01/06 9pp 22661 110 24X Flche 50-239, B4/03/01. 

6403160218 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT fa NRC " Svc list end 

GRACE, J N Division of QA. Safeguards fa Inspection Programs (Post 
0301033 84/03/02 Con s d i da t ed Edison Co of New York, Inc 

130pp 22552 329 24X Fiehe 30-000,84/03/02,0402090007 


8402090008 IE Info Notice B4-I6. “Failure of Automatic Sprinkler 8ys 
Valves to Operata ” Svc list end 

JORDAN, E L Division of Emergency Preparedness fa Engine*rin 4 
Response (Post B30103I 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22353 09B 24X Fiehe 30-000, 84/03/ 02, B40209000B 


8402090009 IE Info Notice 04-13, "Reporting of Radiological Releases." 
Bvc list incl 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post B30103) B4/03/02 Consolidated Edison Co of New 

York. Inc 119pp 22353 217 24X Flche 30-000,84/03/02,8402090009 


8403000213 EN-04-007 an B40307, not i ce of violation fa proposed 
Imposition of civil penalties In amount of 440,000 to be 
Issued Action based on failure to control access into vital 
area due to guard leaving post 

ROSANQ, R , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 84/03/02 Ip 22360 021 24X Fiehe 30-239,84/03/02, 

8403080213 


0402090011 IE Info Notice 84-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp ” Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness fa Enginetring 
Response <Post 0301031 84/03/03 Consolidated Edison Co of Now 

York, I he 1 17pp 32353 336 24X Flche 30-000,84/03/03,8402090011 


8403160308 Ack receipt of 840217 Itr informing NRC of stepe taken to 
correct violations noted in IE Insp Rept 30-239/83-36 
LEWI5.fi C Division of Project fa Resident Programs 84/03/03 
PARRIS, H G Tennessee Valley Authority lp 22660 OB3 24X 
Fiehe: 30-239, 84/03/03, 8403160306 


— 04O316O3IB Responds to NRC 840117 ltr re violations noted in IE Insp 
Repts 50-239/03-56,30-260/83-36 fa 30-296/83-36 Corrective 
actions 10X retest sample calculation made for all snubbers 
within Category /Group 3 

KILLS, L M Tennessee Valley Authority 04/02/17 O'REILLY. J P 
Region 2, Office of Director 2pp 22660 086 24X 

Flche 30-239,84/03/03,8403160308 


— 8403160320 Forwards IE Insp Repts 30-259/83-36,30-260/83-36 fa 
30-B96/B3-S6 on 831213-16 fa notice of violation 
LEWIBiR C Division of Project fa Resident Programs 64/01/17 
PARRIS, H 0 Tennessee Valley Authority 2pp 22660 086 24X 

Flche 30-239,84/03/03.8403160308 


— 0403160339 IE Insp Repts 30-259/83-56, 50-260/B3-56 fa 30-296/83-36 on 
B31213-16 Violation noted failure to test addl 107. sample 
for each snubber that failed functional test 

WHXTENER.HL Region 2, Office of Director JAPE, F Division of 
Engineering fa Operational Programs 84/01/10 8pp 22660 091 
24X Fiehe 50-239, 84/03/03, B4031 60308 


0403290237 Forwards IE Insp Repts 30-259/84-03,50-260/84-05 fa 
30-296/84-03 on B4013Q-0201 No violations or deviations 
identified. 

VEfiRELLIi D. M Division of Project fa Resident Progrems, 84/03/03 
PA8RIB, H 0 Tennessee Valley Authority 2pp 22800 229 24X 

Flche 30-239,84/03/05,8403290237 


—8403290239 IE Insp Repts 50-239/B4-05, 50-260/84-03 fa 30-296/84-03 on 
S40I30-Q2O1 No violations or deviations identified Major 
areas inspected followup of IE Bulletin 81-03, review of LERs 
re bulletin fa procedures for flow reverlf ication tests 
CUNNINGHAM, A L Region 2, Office of Director. MONTGOMERY, D M 
Division of Engineering fa Operational Programs 84/03/02 Spp 
22800 231 24X Fiehe 30-239, B4/03/Q3, 8403290237 


8402090024 IE Info Notice 84-09, Rev 1, "Lesions Learned From Insps of 
Fire Protection Safe Shutdown Sys " 8ve list end 
JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 8301031 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 25633 049. 24X Flche. 30-000, 04/03/07, 6402090024 


8402090Q2S IE Info Notice 84-18, “Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22584.186 S4X Fiehe 30-000, 84/03/07, B402090028 


B403160273 Forwards IE Enforcement Conference Repts 30-239/84-06, 
50-260/84-06 fa 50-296/84-06 Dn 840224 

O'REILLY, J.P Region 2, Office of Director 04/03/08 PARRIB.H G 
Tennessee Valley Authority. spp 22661 004 24X 

Fiehe 30-239,04/03/08,0403160273 


— 8403160282 IE Enforcement Conference Repts 30-239/B4-06, 30-260/84-06 fa 
S0-296/B4-06 on 840224 Major itsms dl scussed- bypassing rod 
sequence control sys while shutting down fa isolation of 
drywell to pool pressure instrument 

BUTCHER, R C Region 2, Office of Director CANTRELL. F 8 
Division of Project fa Resident Programs 84/02/29 4pp 
22661 006 24X Fiehe- 30-239, B4/O3/O0, B403160273 


8402090031 IE Bulletin 84-02, “Failures of GE Type HFA Relays in Use in 
Claes IE Safety Sys " 8vc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

134pp 22023.094 24X Fiehe - 30-000, 04/03/12, 840209003 1 


8403190136 Ack receipt of 040221 fa 0312 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-239/83-39, 30-260/03-39 fa 50-296/83-59 Responses meet 
10CFR2 201 requirements 

LEWIS, R C Division of Project & Resident Programs 84/03/14 
PARRIS, H o Tennessee Valley Authority lp 22670 314 24X 

Fiehe 30-239,04/03/14,0403190136. 


■8403190149 Supple response to hRC 840120 ltr re violations noted In IE 
Insp Repts 30-239/83-39, 30-260/83-39 fa 30-296/83-39 
Responses withheld (ref 10CFR73 21), 

MILLS, L H Tennessee Valley Authority 84/03/12 O'REILLY, J P. 
Region 2. Office of Director lp 22670 313 24X 

Fiehe 50-239, B4/03/ 14, 8403190106 


— 8403190161 Responds to NRC 840120 ltr re violations noted in IE Insp 
Repts 50-239/03-59,50-260/83-39 fa 30-296/03-39 Responses 
withheld < ref 10CFR73 21) 

MILLS, L M Tennessee Valley Authority 84/02/21 O'REILLY, J P 
Region 2, Office of Director lp. 22670 316 24X 

Fiehe 30-239,84/03/14,0403190136 
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— 0403190178 Forwards IE Insp Repts 30-257/83-59.30-260/03-59 !< 
50-296/83-59 on 831216 h notice of violation Notice of 
Violation withheld (ref 10CFRS 790 & 73 2L> 

LEWIS. R C Division of Project t, Resident Programs 04/01/20 
PARRIS.H 0 Tennessee Valley Authority 2pp 22670 317 24X 

Fiche 50-239,84/03/14,8403190136 


— 8403190100 IE Insp Repts 30-239/83-39,30-260/83-59 S' 50-296/83-59 on 
831216 Noncompliance noted security force member failed to 
control access to area Details withheld (ref 10CFR73 21 S< 

2 790) 

TILLMAN, A . PATTERSON. C Region 2, Office of Director 
MCOUIRE, D R Division of Emergency Preparedness S, Materials 
Safety 04/01/19 lp 22670 319 24X Fiche 50-239, B4/03/14, 

04031 90136 


8403290047 Summarizes 040312 meeting in Region II ofc re planned util 
organizational changes S< regulatory performance improvement 
program for facility 

0 'REILLY. V P Region 2, Office of Director B4/03/13 PARRIS.H 0 
Tennessee Valley Authority lp 22806,271 24X 

Fiche 30-839. 04/03/13, B403290047 


8403870178 Ack receipt of 840217 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-237/03-38. 
30-260/83-30 8< 50-296/B3-3B 

LEWIS. R C Division of Project it Resident Programs B4/03/20 
PARRIB, H 0 Tennessee Valley Authority lp 22800 278 24X 

Fiche- 30-839, 84/03/20, 8403290178 


— 8403290183 Supple response to NRC 840119 Itr re violations noted 
in IE Insp Repts 30-2S9/B3-3B, 30-260/03-30 it 50-296/03-38 
Corrective actions distribution of insp rept to health 
physics personnel Initiated 

MILLS. L M Tennessee Valley Authority 84/02/17 O'REILLY. Jf 
Region 2, Office of Director 2pp 82800 279 24X 

Fiche 50-239, B4/03/20, 04O329O17B 


— 8403290190 Ack receipt of 831209 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-259/83-38, 
50-260/03-38 8, 50-296/83-38 

O'REILLY, J P Region 2, Office of Director 84/01/19 
PARRIS.H 0, Tennessee Valley Authority 2pp 22800 23 1 24X 

Fiche 50-259, 04/03/20, B403290178 


— 8403290203 Ack receipt of 831209 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-259/03-38, 
50-260/83-38 it 5O-296/03-3B 

LEWIB.R C Division of Project it Resident Programs 83/12/21 
PARR I 8. H 0 Tennessee Valley Authority lp 22000 203 24 X 
Ficha. 50-259, 84/03/20, 8403290170 


— 0403290207 Responds to NRC 83110? ltr re violations noted In IE Insp 
Repts 50-257/S3-38, 50-260/83-3B 8, 30-296/03-38 Corrective 
actions insp rept distributed to health physics personnel it 
RCI-5 revised to incorporate 10CFR49 changes 

MILLS, L M Tennessee Valley Authority 83/12/09 O'REILLY. JP 
Region 2, Office of Director Spp 22000 284 24X 

Fiche, 50-259, 84/03/20, 8403290170 


— 8403290211 Forwerds IE Insp Repts 50-259/03-38,50-260/93-30 it 
50-296/83-30 on 830912-16 & notice of violation 
LEWIB.R C Division of Projoct t. Resident Programs 03/11/0? 
PARRIS.H 0 Tonnes sea Valley Authority 2pp 22800*289 24X 

Fiche 5Q-259, 84/03/20, 8403290178 


— 8403290214 Notice of violation from insp on 830912-16 

» Region 2, Office of Director 83/11/09 2pp 22800 291 24X 

Fiche, 50-259, 84/03/20, 840329017B 


— 8403290220 IE Insp Repts 50-259/83-30,50-260/83-38 It 50-296/03-30 on 
830912-16 Violations noted 55-gallon drum reading 30 to 65 
raltlirem per hour observed unlafaeled !< radiation control 
procedures not prepared or adhered to 

DEBBr B T, Region 2, Office of Director HARR,K P Division of 
Engineering it Operational Programs 83/11/03 6pp, 22800 293 
24X Fiche' 50-259,84/03/20, 8403290170 


8402090043 lE Info Notica 84-19, "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities " Sve list end 
JORDAN, E L Division of Emergency Preparedness i< Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 22? 24X Fiche 50-000,84/03/21,8402090043 


8402090044 IE Info Notice 04-20, "Svc Life of Relays in Safety-Related 
Sys, •' Svc list encl 

JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc 133pp 22933 001 24X Fiche 50-000. 04/03/21, 8402090044 


R Periodic operating reports 6 related correspondence 


0403020103 Monthly operating repts for Jan 1904 W/B40210 ltr 
CHAPMAN, M . THOM, T . JONES, 0 T Tennessee Valley Authority 
04/01/31 41pp 22443 166 24X Fiche 50-259,84/01/31,0403020103 


8403300133 Forwards monthly operating repts for Feb 1984 6 corrected 
Jen 1984 monthly operating rept for Unit 1 

JONES, 0 T Tennessee Valley Authority 84/03/09 Office of 
Resource Management, Director lp 22820 203 24X 

Fiche 50-259, 84/03/09, B403300133 


— 8403300136 Monthly operating repts for Feb 1984 

THDM, T Tennessee Valley Authority B4/02/29 37pp 22020 204 
24 X Fiche 50-259, 84/03/09,0403300133 


B Reportable occurrences, LEfis 1, related correspondence 


8403260233 Forwards summery list of deficiencies identified per 
10CFR50 55(e). Part 21 it potential generic ltr repts for 
c ommants 

8TAR0BTECKI, R Division of Project E, Resident Programs 84/02/28 
Region 1, Office of Director 7pp 22756 065 24X 

Fiche 50-000,84/02/20,8403260233 


8403130101 LER 84-003-00 an 840212, routine surveillance testing stopped 
because operator unable to bring HPC1 turbine speed down to 
required 2,400 rpm Caused by erratic ramp generator/signal 
converter bo* adjustment W/840306 ltr 

SMITH.D L , JONES, 0 T Tennessee Valley Authority 84/03/06 3pp 
22617 324 24X Fiche 50-260, B4/03/06, 8403130101 


8403200171 Followup LER 82-028/03X-3 on 810921. turbine reactor bldg 
Doors 237 it 230 opened s lmu 1 taneousl y, breach ing secondary 
containment Caused by failed Folger Adams interlock sys due 
to loose door latch screws Procedures revised W/B403O9 ltr 
CARTER, B , JONES, 0 T Tennessee Valley Authority 84/03/09 
O'REILLY, J P Region 2, Office of Director 3pp 22699 353 24X 

Fiche 50-260,04/03/09,8403200171 


0403220159 LER 84-004-00 on 840222, dur Ing star tup, reactor scTammed 
Caused by high flu* spike on channels C & F of Intermediate 
range monitors Plant written procedures it nuclear engineer 
qualification program revised W/840315 ltr 

M0RK1N, K M . JONES, 0 T Tennessee Valley Authority 84/03/15 3pp 
22713 331 24X Fiche 50-260,84/03/15,0403220159 


V Operator Examinations 


8403160227 Confirms 840302 meeting in Atlanta, OA re B40319 operator 
r equal i ft ca t ton exam, per 840229 telcon 

LEWIS, R C Division of Project 1. Resident Programs 84/03/01 
PARRIB, H 5 Tennessee Valley Authority lp 22660 320 24X 
Fiche 30-259, B4/03/01, 8403160227 


8403290322 Discusses 840117 ltr confirming arrangements for 
admini etration of r equa 1 1 f 1c at Ion exams, Random selection 
process used to determine Identify of examinees for written 
& oral exams List of examinees encl 

LEWIS, R C Division of Project & Resident Programs 84/03/13 
PARRIB, H 0 Tennessee Valley Authority 3pp 22002 047 24X 

Fiche 50-259,04/03/13,0403290322 


8403290213 Summarizes 840302 meeting w/util re 040323 requalification 
exam of licensed operator 6 senior operator personnel at 
facilities Meeting provided better understanding of operator 
r equa i l f 1 ca t i on training 5, exam programs 

LEWIS, R C Division of Project !< Resident Programs 84/03/15 
PARRIB, H 0 Tennessee Valley Authority 3pp 22000,360 24X 

Fiche* 50-259, 84/03/15, 8403290213 


DOCKET 50-261 H D ROBINSON PLANT, UNIT 2 


F. Becurity, medical, emergency fc fire protection plan* 


0403160385 IE Insp Rept 50-261/84-02 on 040111-0210 No violations or 
deviations identified Major areas inspected Tech Spec 
compliance, plant tour, aperat ions p srformanc e, ROs, 
house keeping, si te security, survel llance & maint activities 
WEI8E, 8 , MYERS, D Region 2, Office of Director BEMIS-P R 
Division of Project & Resident Programs 04/02/16 IZpp 
22660,002 24X Fiche 50-261,84/02/17,8403160382 


8403160382 Forwards IE Insp Rept 50-261/84-02 on B4O111-021O No 
violations or deviations identified 

VERRELLI.D M Division of Project it Resident Programs 84/02/17 

UTLEY. E E Carolina Power h Light Co lp 22660*001 24X 

Flchs 30-261,84/02/17,8403160382 
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8403Q60508 Forwards order c on f i rmi n g util commitments to implement 
requirements of Suppl I to NUREC-0737 Order based on 
commitments Contained In util 8-40415 i 030824. responses to 
S3 1217 Generic Ltr B2-33 

VARGA, S A Operating Reactors Branch 1 B4/Q2/21 UTLEY. E E 

Carolina Power 5. Light Co 3pp 22552 165 24K 

FI che SO-261. B4/02/21 . 8403060500 


— 8403060510 Order confirming licensee commitments on emergency response 
capab i 1 Ity, per Generic Ltr B2-33> Su p p 1 1 to NUREQ-0737 
EISENKUT, D G Division of Licensing 84/02721 Carolina Power 

6 Light Co 6pp 22552 1 6B 24X Fiche 50-26 I , B4/02/21 1 
9403060309 


8403160249 Ac! receipt of 840217 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-261/83—35 
Implementation of corrective actions oil 1 1 be examined during 
future insps 

LEWIS. R C Division of Project U Resident Programs 84/02/29 

UTLEY. E E Carolina Power t< Light Co Ip 22660 299 24X 

Fiche 30-261. 04/02/29. B403 16024? 


— B403160262 Responds to NRC 840U8 ItT re violations noted in IE Insp 
Rept 50-261/83-33 Corrective actions Emergency Procedure 
PEP-105 will be revised to implement recommendations of IE 
Info Notice 83-28 6 NUREG-0634 

MORGAN. R E Carolina Power 6 Light Co 84/02/17 O'REILLY. J P 
Region 2. Office of Director 3pp 22660 300 24X 

Fiche 50-261, 84/02/29. B403I60249 


— B403160300 IE Insp Rept 50-261/93-35 on B31205-09 Violation noted IE 
Info Notice B3-2B guidance not incorporated into Emergency 
Procedure FeP- 105, ’’Emergency ContTol - General Emergency " 
STODDAST. P G Region 2, Office of Director JENKINS, G R 
Division of Emergency Preparedness tc Materials Safety 84/01/11 
7pp. 22660 303 24X Fiche 50-26 1. 84/02/29, B403I60249 


B403200245 Revised emergency implementing procedures, inc 1 uding Rev 1 to 
procedure PEP-503. ’'Administration of Radioprotective Drugi" 

U Rev 1 to Procedure PEP-653. "Performance of Training, 

Ex ere lies 6 Drills ” W/840316 ltr 

MORGAN, R E Carolina Power 6 Light Co 84/02/29 a 'REILLY, J P 
Region 2, Office of Director 13pp 22691 120 24X 

Fiche 50-261,84/02/29.8403200245 


8403160293 Advlsea of 840316 meeting in Region II ofc to discuss App R 
requirements u results of recent App R insps Attendance 
should he limited to sir util employees 

LEWIS, R C Division of Project S< Resident Programs 04/03/02 

UTLEY, E E Carolina Power L Light Co Ip 22660 109 24X 

Fiche 30-000,84/03/02,8403160203 


0403090094 Suppls 831025 request for exemption from requirements of 
1DCFR73 35 for portion of steam generator repair program 
End withheld iref 10CFR73 21) 

UTLEY. E E Carolina Power 1. Light Co 84/03/05 VARGA, 8 A 
Operating Reactors Branch I 2pp 22371 114 24X 

Fiche 90-261,84/03/05,8403090094 


3403230127 Rev* 0 & 4 to Emergency Plan Implementing Procedure PEP-109 
''Emergency Control - General Emergency " W/940320 ltr 
MORGAN, R E Carolina Power t< Light Ca 84/03/20 O'REILLY, J P 
Region 2. Office of Director I4pp 22730 193 SAX 
Fiche 50-261.84/03/20,8403230127 


P Operating license stage documents 6 correspondence 


9403060470 Discusses negotiations w/licehsee on NUflEG-0737 items re 
emergency operating procedur es. per 030601 & 0712 memos 
REGUA, G Operating Reactors Branch 1 83/09/09 EISENHUT, D 0 

Division Of Licensing Ip 2254? 326 24X Fiche 50-261.83/09/09. 

8403060470 


0403010230 Notification of B4022B meeting u/utll in Oethesda.MD to 
discus# multi-plant actions, TMI action items 6 specific open 
i terns 

REQUA. G Operating Reactors Branch I 84/02/21 VARGA, 8 A 
Operating Reactors Branch 1 2pp 22479 195 24X 

Fiche 50-261, B 4 /02/P 1,8403010230 


B403Q6QQ03 Forwards Amend 77 to License DPR-P3, ASLD order dismissing 
proceeding 6 notice of issuance Amend approves steam 
generator repair program & provides licensing conditions re 
repair operation W/o ASLB order 

REOUA.G Operating Reactors Branch 1 84/02/2B UTLEY, E E 

Carolina Power U Light Co 3pp 22S2B 354, 24X 

Fiche 50 - 26 1 . 84 /02/2B, 840306 0005 


— B 4 030600 D? Amend 77 to License DPR-23. approving steam generator repair 
program t, providing licensing conditions re repair 
opera 1 1 on 

ETSENHUT. D 0 Division of Licensing 84/02/28 3pp 22S2B 357 
24X Fiche So -261, 84/02/ 2B. B40306 0005 


— B403060012 Notice of Issuance & availability of Amend 77 to License 
DPR-23 

VARGA, S A Operating Reactors Branch I 84/02/28 3pp 
22520 360 Z4X Fiche 30-26 1 - 84/02/28, 8403060005 


8403030217 Forwards request for add! info re TMI Item II D 3 4, 
"Control Roam Habitability '■ Response requested within 45 
days of receipt of ltr 

VARGA, 8 A Operating Reactors Branch i 84/02/29 UTLEY, E E 
Carolina Power b Light Co 4pp 22328 139 24X 

Fiche 30-261,84/02/29,0403050217 


8403130093 Forwards util resolution of generic environ qualification 
of safety-related electrical equipment deficiencies 
discussed in 830103 HER 

CUTTER, A B Carolina Power U Light Co 84/03/02 VARGA, 8 A 
Operating Reactors Branch 1 46pp 22614 219 24X 

Fiche 50-261.84/03/02.8403130093 


8403150161 Application to amend License DFR-23. r eques 1 1 ng blanket 
approval to transfer slightly contaminated sediment from 
settling ponds to facility ash ponds using either 
hydrovacuum truck or direct piping/sluicing method 
UTLEY, E E Carolina Power L Light Co 84/03/09. VARGA. 8 A 
Operating Reactors Branch 1 3pp. 22640 059 24X 

Fiche 50-261. B4/03/09, B4031 50161 


— 8403130163 "Transfer of Slightly Contaminated Bediment to Ash Pend via 
Ash Sluice By s. “ BAR 

» Carolina Power & Light Co 83/01/19 27pp 22640 062 24X 

Fiche 50-261, 84/03/09, B403150161 


8403210093 Provides addl info re adequacy of electrical distribution 
voltage sys, per 840119 request Criteria used In selecting 
undervoltage t< overvoltage alarm setpoints for 115-kV grid 
voltage discussed. 

CUTTER, A B Carolina Power «< Light Co, 84/03/0? VARGA, 0 A 
Operating Reactors Branch 1 10pp 22703 339 24X 

Fiche 30-261, B4/03/09, 9403210093 


8403210116 Forwards addl info re power distributions as part of 
pressurised thermal shock program to effect flux reduction, 
per 830930 submittal, In response to B40301 telcon 
ZIMMERMAN, B R Carolina Power U Light Co 84/03/12 VARGA, 0 A 
Operating Reactors Branch 1 3pp 22705 064 24X 

Fiche 50-261.84/03/12.8403210116 


8403300225 Requests remittance of Class V fee for 020701 application 
for steam generator repair program EIS prepared to assess 
major environ impact of oc cupa tlonal radiation exposures 
associated w/pToposed repair of steam generator 

MILLER, W O License Fee Management Branch 94/03/14 JONEB, J. A 
Carolina Power It Light Co 2pp 22845 037 24X 

Fiche 90-261.94/03/14. 8403300223. 


0403270235 Application for amend to License DFR-23 revising Tech Specs 
re Immediate notification requirements for LER sys 
CUTTER, a If Carolina Power 6 Light Co 84/03/21 VARGA, 9 A 
Operating Reactors Branch 1 2pp 22772.033 24X 

Fiche 90-261,84/03/21,8403270235 


— 8403270239 Proposed Tech Specs re immediate notification requirements 
of LER sys 

* Carolina Power & Light Co 84/03/21 30pp 22772 035 24X 

Fiche 50-261,84/03/21,6403270235 


a inspection reports, IE Bulletins U correspondence 


0402140 189 Forwards IE Insp Rept 50-261/83-37 on B3121S-16 No 
violations or deviations noted 

VERHELLI.D M Division of Project U Resident Programs 84/01/10 
UTLEY, E E Carolina Power t< Light Co Spp 22228 355. 24X 

Fiche: 90-261,84/01/10, 8402(40189 


— 8402140193 IE Insp Rept 50-261/83-37 on 831219-16 No violations or 
deviations noted Major areas inspected- RCS leak rate 
measurement 

BURNETT, P T Region 2, Office of Director JAPE.F Division of 
Engineering & Operational Programs, 84 /ot/lO 5pp. 22228’ 337 
24 X Fiche: 50-2*1, 84/01/10, 84021401 89 


84031*0382 Forward* IE Insp Rapt 50-261/84-02 on 8401 11-0210. No 
violations ur deviations identified, 

VERRELLJ , D, M Division of Project h Resident Programs 84/02/17 
UTLEY. E E Carolina Power fc Light Co Ip 22660’QOl, 24X 

Fiche. 90-261.84/02/17. 0403160382 
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— 0403160383 IE Insp Kept 50-261/84-02 on 840111-0210 No violations or 
deviations Identified Major areas inspected Tech Spec 
compl lane e. p lan t tour. operations p er f ormanc e ■ ROs , 
house k eep Ing . s 1 1* securi ty, survel 1 lance & malnt activities 
HEI8E.8 . MYERS. D Region 2, Office of Director DEMIS. P fi 
Division of Project b Resident Programs 84/02/16 12pp 
28660 002 24 X Flche 50-26 1 . B4/02/1 7. 8403160382 


8401190072 It Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
anc 1 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 34/02/28 Consolidated Edison Co of New 

York. Inc 115pp 22909 239 24X Flche 50-000,84/02/28,8401190072 


840316024? Ack receipt of 840217 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-261/03-33 
Implementation of corrective actions will be examined during 
future lnsps 

LEWIS, R C. Division of Project b Resident Programs 84/02/29 
UTLEY, E E Carolina Power b Light Co Ip 22660 299 24X 

Flche 30-261, 84/02/29, 0403160249 


——0403160262 Responds to NRC 840118 Itr re violations noted in IE Insp 
Rept 50-261/83-33 Corrective actions Emergency Procedure 
PEP-105 will be revised to implement recommendations Df IE 
Info Notice 83-28 b NUREQ-0634 

MOROAN. R E Carolina Power b Light Co 84/02/17 O'REILLY, J P 
Region 2, Office of Director 3pp 22660 300 24X 

Flche 50-261,84/02/29,8403160249 


— B403160273 Forwards IE Insp Rept 50-261/83-33 on 031205-09 b notice 
of violation W/o notice of violation 

LEWIS, R C Division of Project b Resident Programs 84/01/18 

UTLEY, E E Carolina Power b Light Co 2pp 22660 303 24X 

Flche 30-261, 84/02/29, B40316024? 


— 8403160300 IE Insp Rept 50-261/83-35 on 031205-09 Violation noted IE 
Tnfo Notice 83-28 guidance not incorporated into Emergency 
Procedure PEP-103, "Emergency Control - General Emergency " 
BTODDART, P 0 Region 2, Office of Director JENKINS , 0 R 
Division of Emergency Preparedness b Materials Safety 84/01/11 
7pp 22660 303 24X Flche 50-261,04/02/29,8403160249 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC 11 Svc list end 

GRACE, J N Division of QA, Safeguards b Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22352,329 24X Flche 50-000,84/03/02.8402090007 


B4O209OOD0 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate 11 Svc list end 

JDRDAN, E L Division of Emergency Preparedness b Engineering 
Retpanse (Post 8301031 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 098 24X Tiche 50-000.84/03/02,0402090008 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Svc list end 

JDRDAN, E L Division of Emergency Preparedness b Engineering 
Response (Pott 830103) B4/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22353 217 24X Flche 30-000,84/03/02,0402090009 


84020 9001 1 IE Info Notice 84-17, "Problems H/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Bvc list end 
JDRDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 84/03/03 Consolidated Edison Co of New 

York. Inc U7pp 22553 336 24X Flche 30-000,84/03/05,8402090011 


0402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From lnsps of 
Fire Protection Safe Shutdown Sys " Svc list enc 1 
JDRDANiE L Division of Emergency Preparedness b Engineering 
Response (Pest 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22635 049 24X Fiche 50-000,84/03/07,0402090024 


8402090028 IE Info Notico 84-18, "Stress Corrosion Cracking in PWR 
Sys. " Svc list sncl 

JDRDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co Df New 

York, Int 1 18pp 22504' 186 24X Fiche 50-000,04/03/07,8402090028 


8403160267 Forwards IE Enforcement Conference Repts 50-261/84-00 b 
30-400/B4-0B on 840223 

□ 'REILLY, J P Region 2, Office Of Director 34/03/09 UTLEY, E E 

Carolina Power b Light Co 2pp. 22660 275 24X 

Fiche 30-000,84/03/09,8403160267 


— B403160274 IE Enforcement Conference Repts 30-261/84-08 b 30-400/84-08 
on 840223 Major area* discussed unauthoriied entry into 
facility reactor cavity b OA programs re procurement of 
sves b matls 

VERRELLI.D.M Division of Project b Resident Programs B4/03/06 
3pp 22660-277 24X Fiche 50-000,84/03/09,8403160267 


040209003 1 IE Bulletin 04-02, "Failures of GE Type KFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEYOUNQ, R C Director's Office, Office of Inspection and 

Enforcement B4/03/12 Consolidated Edison Co of New York, Inc 

1 34p p 22823 094 24X Flche 50-000,04/03/12,8402090031 


B403300324 Discusses IE insp on B40221 b forwards notice of violation 
b proposed imposition of civil penalty 

O'REILLY, J P Region 2, Office of Director 84/03/13 UTLEY. E E 

Carolina Power b Light Co 2pp 22042 312 24X 

Fiche 50-261. B4/03/13, 8403300324 


— 0403300327 Notice of violation b proposed Imposition of civil penalty 
in amount of *30.000 Violation noted health physics 
technician failed to perform adequate surveys for licensed 
operator when entry made Into reactor keyway sump 
O'REILLY, J P Region 2. Office of Director 84/03/13 4pp 
22842 315 24X Fiche 50-261.84/03/13,8403300324 


8402090043 IE Info Notice 04-19, "Two Events Involving Unauthoriied 
Entries Into PWR Reactor Cavities " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolldeted Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 50-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20. "Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Flche 50-000,84/03/21,8402090044 


R Periodic operating reports b related correspondence 


8403080135 Monthly operating rept for Jan 1984 W/040302 Itr 

SCOTT, A E , NORRIS, H R , MOROAN, R E Carolina Power b Light Co 
84/01/31 DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 4pp 22559279 24X Flche 50-261,84/01/31,8403000135 


8403080250 Monthly operating rept for Feb 1984 W/840302 Itr 

NORRIS, H R , SCOTT. A E . MORGAN, R E Carolina Power b Light Co 
04/02/2? DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 4pp 22557 117 24X Fiche 50-261.84/02/29,8403080250 


S Reportable occurrences, LERs b related correspondence 


8403150098 Special rept on 840131, sli hose s tations. seven non-Tech Spec 
hose stations b two hydrants inoperable due to Isolation of 
water loop for bldg const Addl support for rerouted fire 
water piping provided 

MORGAN, fi E Carolina Power b Light Co 84/03/06 O'REILLY.J P 
Region 2, Office of Director tp 22640 362 34 X 

Flche 50-261,84/03/06,8403190098 


0403130445 EN-84-009 on 84031 2, not 1 c e of violation b proposed 
imposition of civil penalty In amount of *30,000 will be 
issued based on failure of Tech Specs procedures re entry 
into locked high radiation area 

FLACK, E , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 04/03/07 2pp 22613 138 24X Flche 50-261.84/03/07, 

8403130445 


DOCKET 50-262 BRIGHAM YOUNG UNIV RESEARCH REACTOR 
G Inspection reports, IE Bulletins b correspondence 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
one 1 

JORDAN. E L Division of Emergency Preparedness i Engineering 
Response (Post 830103) 84/02/20 Consolidated Edison Co of New 

York, Inc 113pp 22909 239 24X Fiche 50-000,84/02/20,8401190072 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT t, NRC " Svc list end 

GRACE, J N Division of OA, Safeguards b Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

1 30p p 22552 32? 24X Flche 50-000,84/03/02.8402090007 


8402090008 IE Info Notice 84-16, "Failure op Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103 ) 04/03/02 Consolidated Edison Co of New 

York, Inc !22pp 22553 090 24X Flche 50-000,84/03/02,8402090008 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Svc list enc 1 

JDRDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22353 217 24X Fiche 50-000,84/03/02.8402090009 
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8402090011 IE Info Notice 84-17, "problem W/Liqutd Nitrogen Cooling 
Component* Below Nil Ductility Tefnp " Svc list enc I 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, flic 1 1 7 pp 22533 336 24X Fiche 30-000.84/03/05,8402090011 


8402090024 IE Info Notice 84-07, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B30I031 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22635 C49 24X Fiche 30-000,84/03/07,8402070024 


8402090028 IE Info Notice B4-1B, "Stress Corrosion Cracking In PWR 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22384 186 24X Fiche 30-000,84/03/07,8402090028 


8402090031 IE Bulletin B4-02, “Failures of GE Type HrA Relays in Use in 
Class IE Safety Sys “ Svc list encl 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

1 34pp , 22823 074 24X Fiche 50-000,84/03/12,0402090031 


8402070043 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries into PWS Reactor Cavities " Svc list encl 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 8301031 64/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 227 24X Fiche 30-000, 84/03/21, B402090043 


8402070044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Ftche 30-000, 84/03/21. 8402090044 


DOCKET 30-263 HDNT I CELLO NUCLEAR GENERATING PLANT 


F Security, medical, emergency It fire protection plans 


□403060041 Advises that NRC will not review emergency plans to delete 
privacy or proprietary Info unless specifically requested by 
licensee, per 610707 Generic Ltr 81-27 W/o r eque st, ent 1 r e 
plan will be placed in PDR 

VASSALLO, D B Operating Reactors Branch 2 84/02/10 MUSOLF. D M 

Northern States Power Co 2pp 22528 32S 24X 

Fiche 30-263,64/02/10.8403060041 


6403060283 Rev 3 to Emergency Plan Implementing Procedure A 2-106. 
"Activation of Technical Support Ctr *■ W/840301 ltr & list 
of current pages 

BRURG, R L . SCHE INERT. R L , FEY, F L Northern States Power Co 
64/02/28 Spp 22519 207 24X Fiche 50-263,84/02/29, 8403060263 


8403060165 Ack receipt of B402Q7 ltr transmitting Rev 14 to security 
plan Rev consistent u/provlstcns of 10CFR50 54(p> L 
acc ep tab I e 

AXELSON.W L Region 3, Office of Director B4/03/01 MUSOLF, D M 
Northern States Power Co 2pp 22516 359 24X 

Fiche 50-263,84/03/01.8403060185 


64O3O0O23S Forwards "Monticello Nuclear Power Plant Site-Specific 
Offsite Radiological Emergency Preparedness Evaluation" 1 1 
"Monticello Nuclear Power Plant Full-Scale Joint Emergency 
Eiercise on 030223," final rept 

KRlMH, R W Federal Emergency Management Agency 84/03/03 
Federal Emergency Management Agency 3pp 22560 127 24X 

Fiche 50-263,04/03/03,8403030236 


— 8403080242 "Monticello Nuclear Power Plant Bite-Specific Offsite 
Radiological Emergency Preparedness, State of MN & Sherburne 
6 Wri ght Counties," regional directors evaluation 
» Federal Emergency Management Agency 64/01/26 32pp 
22540 130 24X Fiche 30-263,84/03/05,8403080236 


--04O3OBO244 "Monticello Nuclear Power Plant Full-Scale Joint Emergency 
Exercise on 830223," final rept 

a Federal Emergency Management Agency 64/03/05 llOpp 
22560 2SS 24X Fiche 50-263. B4/ 03/05. B 40306 0238 


6403130148 Forwards evaluation of State of MN !< Shelburne *< Wright 
Counties emergency preparedness plan for 830223 full-scale 
exercise Identified deficiencies corrected 

KRIMN, R W Federal Emergency Management Agency 84/03/03 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103J 7pp 22613 256 24X Fiche 30-263.04/03/05, 

6403130198 


— 8403130207 Evaluation of State of MN & Shelburne 6 Wright Counties 
emergency preparedness plan for 030223 full-scale exercise 
* Federal Emergency Management Agency 64/03/05 63pp 
22613 263 24X Fiche 50-263,64/03/03,8403130190 


8403120060 Extends Invitation to attend regional workshop on fire 
protection safe shutdown requirements of lOCFRSO.App R 6 IE 
Info Notice 04-09 on 840323 in Rosomont, IL Proposed agonda 
encl for review 

SPEBBARD.F L. Division of Engineering 84/03/06 LARSON, C E 
Northern States Power Co 3pp 22370 2B6 24X 

Fiche 50-863. B4/03/06, B4031 20060 


I Financial Information 


8403270115 Suppl to Annual Financial Rept 1783, cons 1 s ting of financial 
6 statistical Info W/840326 ltr 

BRUSVEN, A D Northern States Power Co 83/12/31 23pp 22B06 IBS 
24X Fiche 30-000,03/12/31.3403290115 


P Operating license stage documents & correspondence 


8403140340 Summary of 631215 meeting u/GE t, Mark l Owners Group in 
Dethesda.MD re Mark I containment wetwel 1-dryue 1 1 vacuum 
breaker design methodology 

SIEGEL, Q L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 3lpp 22635 196 24X Ftche 30-000,84/02/21, 

8403140340 


B403140185 Forwards SER on NUREG-0737. Item II D 1 re performance 
testing of SWR relief & safety valves Item satisfactorily 
r esalve d 

VASSALLO, P B Operating Reactors Branch 2 04/02/24 MUSOLF, D M 

Northern States Power Co 17pp 22638 004 24X 

Fiche 30-263,64/02/24,8403140183 


6403130079 Forwards "Effluent & Waste Disposal Semiannual RsptiJul- 
Dee 1783," "Offsite Radiation Dose Asses sment, 1783" 6 
Rev 4 to "Offsite Dose Calculation Manual " 

FEV, F L Northern States Power Co 84/03/01 Region 3, Office of 

Director Ip 22617 327 24X Fiche 50-263,64/03/01,8403130077 


— 8403130103 Rev 4 to “Offsite Dose Calculation Manual " 

* Northern States Power Co 84/02/23 12pp 22617 347 24X 

Fiche 30-263,84/03/01,8403130079 


8403150275 Generic Ltr 64-07 to all licensees of BWRs re procedural 
guidance for pipe replacement at BUR s Svc list encl 
EISENHUT, 0 0 Division of Licensing 84/03/14 Commonwealth 
Edison Co 20pp 22B23 334 24X Fiche 30-000,84/03/14,0403150275 


8403300323 Notifies that Class III fee appropriate for review of Q00513 
application to amend License DPR-22 re definition of term 
operab 1 e 

DIOGS, R M License Fee Management Branch 84/03/13 MUSOLF, D W 
Northern States Power Co lp 22842 317 24X Fiche 30-263. 

04/03/ 1 3, 0403300323 


8403270049 Provides Info to aid NRC In review It approval of alternate 
shutdown sys design (A8S0) Drawings showing physical 
location of ASSD control S, relay panels t, PMDs for RHR & 
reactoT water cleanup sys will be provided 

MUSOLF, 0 Northern States Power Co 84/03/19 Office of Nuclear 

Reactor Regulation, Director Spp 22769 344, 24X 

Fiche 30-263,64/03/19,8403270049 


O Inspection reports, IE Oulletlns It correspondence 


8403120141 Forwards IE In«P Rept 50-263/84-01 on 840111-0201 No 
nonconrip liance Identified 

SHAFER. W 0 Region 3, Office of Director 84/02/23 LARSON, C, E 
Northern States Power Co 23pp 22583 234 24X 

Fiche 30-263, B4/02/23, 8403120141 


— B40312O 149 IE Insp Rept 50-263/64-01 on 040111-0201 No non c omp 1 lane • 
or deviations identified Major areas inspected operational 
safety, LERs, IE bulletins l< c Irculars, preparation for 
re fue 1 1 ng, onsl te review committee k procedures 

BROWN, C H , GROSE, J A , EVANS, C D Region 3, Office of Director 
84/02/21 Bpp 22505 236 24X Fiche 50-263,84/02/23,8403120141 


6403200207 Forwards IE Insp Rept 50-263/04-02 on B40206-10 No 
non comp] lances Identified 

PAPERTELLO. C J Region 3. Office of Director 84/03/06. 
LARSON, C B Northern States Power Co lp 22696 342 2 4X 

Fiche 50-263, B4/03/06, 8403200287 
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— 0403200291 IE Insp Rept 30-263/84-02 on 840206- 1 0 No none omp 1 l anc e 
or deviation Identified Major area* inspected organiiatlon 
it mg t control, aud 1 ta, advance planning t< preparation, tra ining 
if qualification* !< exposure control 

GRANT i W D , GHEGER.L R Region 3. Office of Director 04/03/09 
7pp 28696 343 24X Fiche 30-263.04/03/06,0403200387 


8403190064 Informs that investigation of vendor purchase orders 
indicated that facility received no fraudulent products sold 
by Ray Mi 1 1 er , I nc . p er IE Bulletin 03-07 review 

LARSON. C E Northern States Power Co 04/03/13 DEYOUNG, R C 
Director's OfficB. Office of Inspection and Enforcement 2pp 
23664 323 24X Fiche 50-263.04/03/12.0403190064 


R Periodic operating reports l< related correspondence 


8403030197 Monthly operating rept for Jan 1984 W/B402I0 1 tr 

MYRABO, A L , MU80LF, D Northern States Power Co 84/01/31 3pp 
22440 337 24 X Fiche 90-263,84/01/31,8403020197 


8403300067 Monthly operating rept for Feb 1904 W/840306 ltr 

MYRABO, A L , MUSOLF.D Northern States Power Co 04/02/2 9 9pp 
22822 021 24 X Fiche 30-263,84/02/29,0403300007 


8403130079 Forwards "Effluent * Waste Disposal Semiannual Rept.Jul- 
Dec 1983, " "Offsite Radiation Dose Assessment, 1983" 4. 

Rev 4 to "Offsite Dose Calculation Manual " 

FEY.F L Northern States Power Co 04/03/01 Region 3, Office of 

Director Ip 22617 327 24X Fiche 30-363,04/03/01,8403130079 


— 8403130007 "Effluent & Waste Disposal Semiannual Rept, Jul-Dec 1983 
# Northern States Power Co 83/12/31 13pp 22617 320. 24X 

Fiche 90-263.04/03/01,8403130079 


— 8403130096 "Offsite Radiation Doss Assessment, 1903 " 

» Northern States Power Co 83/12/31 4pp 22617 343 24* 

Fiche 90-263,84/03/01,8403130077 


—0403130103 Rev 4 to "Offsite Dose Calculation Manual " 

a Northern States Power Co 84/02/23 I2pp 22617 347 24X 

Fiche 90-263,04/03/01,8403130079 


S Reportable occurrences, LERs & related correspondence 


8403010316 LER 04-006-00 on 8401 19, r eac tor bldg isolation h initiation 
of standby gas treatment occur red when radiation check 
source brought too dose to refuel floor spent fuel pool 
monitor Area radiation monitor relocated W/B40224 ltr 
MILLER, M L , MUSOLF.D Northern States Power Co B4/02/24 3pp 
22432. 098 24X Fiche 50-263,04/02/24,0403010316 


B4030B0233 PN0-1I I-B4-017A several crack* discovered In stainless steel 
piping sections in LPC1 sys & jet pump instrument seal 
Stainless steel sections Ik jet pump instrument seal lines 
will be replaced 

DEFAYETTE, R , CHR1S60TIM0B, N , SHAFER, W Region 3, Office of 
Director. 84/03/01 ip 22960 129. 24X Fiche 90-263,84/03/01, 

8403080233 


8403120000 LER 84-007-00 on 840206, reactor recirculation motor 
generator Set drive motor breaker failed to open remotely 
Caused by binding of rollers Rollers cleaned & repacked 
W/vendor approved lubricant W/840306 itr 

PUDLICK, L , MUSQLF, D Northern States Power Co 84/03/09 3pp, 
K23BB. 243 24X Fiche- 90-263, 04/03/09, 0403120088. 


8403120033 LER 84-008-00. Dn 840207, operating recirculation pump tP) 
shutdown & associated pump set generator field breaker did 
not trip Caused by faulty field breaker Maint frequency 
increased & all bearings 6 rollers cleaned W/640307 ltr 
KELLER, M , MUSOLF.D Northern States Power Co 84/03/06, 4pp 
32809 225 24X Fiche 90-263,94/03/06,0403120033 


8403130365 LER 84-009-00 on 840207, EFT sys (control room HVAC) 
transferred to emergency mode due to toxic chemical detector 
tape break Caused by excessive friction between optics block 
L tape Spring tension reduced i< block replaced W/B40308 ltr 
HAMMER, M F , MUSOLF.D Northern States Power Co 04/03/00 3pp 
22616 270 24X Fiche: 50-263, B4/03/0B, 8403130365 


8403130423 PND-I I I-B4-017B on 840308, during visual insp, four J noizles 
on feedwater spargers of reactor vessel found cracked 
Decision on repair 6 replacement pending more detailed exam 
State Of W notified 

DEFAYETTE, R , WALKER, R , 8HAFER, W Region 3, Office of Director 
94/03/00 Ip 22613 090 24X Fiche 50-263,84/03/08.0403130423 


8403200259 LER 04-010-00 on B402 1 7, emerg ency filtration train sys 
control room HVAC transferred to toxic chemical emergency 
mode Caused by release of chlorine into chlorine tank 
storage room N/040316 ltr 

IVERBON, 0 N , MUSOLF.D Northern States Power Co 84/03/16 3pp 
22691 100 24X Fiche 50-263,04/03/16,8403200259 


8403220003 LER B4-011-00 on B4021B & 23, crack indications detected on 
loop jet pump D instrument seal & an loops A & B of RHR 
LPCI lines Caused by intergranular stress corrosion 
cracking Affected matls replaced U/040319 ltr 

KELLER, M , MUSDLF, D Northern States Power Co 04/03/19 3pp 
22713 342 24X Fiche 90-263,84/03/19,0403220003 


DOCKET 50-264 DDW CHEMICAL CO 


F Security, medical, emergency 6 fire protection plans 


0401260161 Releases public version of request for 2~mcmth extension 
for completion of revs to emergency plan 

FELTON, J M Division of Rules and Records 84/Oj/ia Document 

Management Branch ip 21999 397 24X Fiche 50-264, 04/01/ IB, 

0401260161 


— 0401260167 Submits public version of request for 2-month extension for 
completion of revs to emergency plan from 040103-0302 
Extension period will be used to modify plan per final 
ANSI 15 II (1902) ltd 

KOCHER.C W Dow Chemical Co 03/12/23 THOMAS, C □ 

Standard i latlon & Special Projects Branch ip 21999 356 24 X 

Fiche 50-264,04/01/10,8401260161 


0403090012 Forwards revised emergency plan 

KOCHER.C W Dow Chemical Co 04/03/01 THOMAS, C O 

Standard i xation 6 3pecial Projects Branch ip 22490 077. 24X 

Fiche 90-264,84/03/01,0403050012 


— 0403090013 Revised emergency plan 

* Dow Chemical Co 04/02/23 33pp 22490 070 24X 

Fiche 30-264, 04/03/01, B403030012 


DOCKET 30-263 QUAD CITIES STATION, UNIT 2 


F Security, medical, emergency & fire protection plans 


0403090294 Public version of revised emergency plan implementing 
procedures, inc lud ing Procedures QEP 110-0 re Btation 
director 6 QEP 110-2 re acting station directory (shift 
enginaer) W/JM Felton release memo 

KOVAK.T J , T1ETZ.0 , QERNER, L Commonwealth Edison Co 83/11/03 
43pp 22392 017 24X Fiche 30-234, 83/ il /03„ B403090294 


0403060063 Advises that NRC will not review emergency plans to delete 
privacy or proprietary info unless specifically requested by 
licensee. per 010709 Generic Ltr 81-27 W/o request, entir e 
plan will be placed in PDR 

VABBALLO, D 0 Operating Reactors Branch 2 B4/02/10 FARRAR, D L 

Commonwealth Edison Co. 2pp 22320 303 24X Fiche 30-234,84/02/10. 

8403060063 


B403 1301 55 Advises that state 6 local plans 5, preparedness for 
radiological emergencies adequate Approval conditional on 
FEMA verification of adequacy of alerting 8, notification 
sys, per App 3 of Rev 1 to NUREQ-0634/KEMA-REP-1 
BPECK, S W Federal Emergency Management Agency 84/03/02 
DIRCK8.W J Office of the Executive Director for Operations 2pp 
22600 229 24X Fiche 30-254, 04/03/02. 04031 30 1 33, 


0403120149 Notifies of B40323 regional workshop in Rosemolit, IL ui/ali 
Region III licensees to diicuis fire protection safe 
shutdown requirements Workshop will provide addl guidance re 
10CFR30, App R requirements Agenda end 

8PE80ARD, R L, Division of Emergency Preparedness i< Operational 
Support 84/03/06 REED. C Commonwealth Edison Co 3pp 
22306 102 24 X Fiche 30-254,04/03/06,0403120149 


P Operating license stage documents & correspondence 


8403030337 Forward* order confirming util commitment re intergranular 
stress corrosion cracking insp t> repair Order being filed 
w/Ofc of FR for publication Safety evaluation also end 
VABBALLO, D B Operating Reactors Branch 2 84/02/13 FARRAR, D L 

Commonwealth Edison Co 2pp 22301 344 24X Fiche 90-263.84/02/15, 

8403030337 
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— 8403050341 Order confirming util commitment re intergranular stress 
corrosion cracking in*p b repair RC5 leakage will be limited 
to 3 gpm increase in unidentified leakage within any 24 h 
period 

EISENHUT.D 0 Division of Licensing 84/02/19 Commonwealth 

Edison Co 6pp. 22901 346 24X Fiche 50-26 5,04/02/15. 04030303 37 


— 0403050349 Safety evaluation re Intergranular strsss corrosion 
cracking Insp b mod plans must be submitted to NRC at least 
3 months prior to start of ne-rt refueling outage 
* Office of Nuclear Reactor Regulation. Director 04/02/19 
llpp 22501 352 24X Fiche 50-265, B4/02/I5. 8403050337 


0403060099 Forwards safety evaluation re util response to 030704 
intergranular stress corrosion cracking insp order 
confirming shutdown to inspect racir cula t i on. RHft, cot* spray 
U reactor water cleanup sys Required actions satisfactory 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
04/02/19 FARRAR, D L Commonwealth Edison Co 2pp 22920 222 
24X Fiche 50-265.84/02/15,0403060059 


B403140340 Summary of 931215 meeting w/GE t Hark I Owners Group in 
De the s da, fID re Mark I containment wetwell— dryuel l vacuum 
breaker design methodology 

SIEGEL, 0 L Operating Reactors Branch 2 04/02/21 Operating 

Reactors Branch 2- 51pp 22635 198 24X Fiche 90-000,04/02/21, 

0403140340 


B403130102 Submits info re Cycle 7 shutdown margin iemonstra tlon, per 
940224 request Reloaded core in compliance ui/T*ch Specs & 
startup allowed to proceed 

RYBAK, B Commonwealth Edison Co 84/02/27 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 12pp 22602 212 24X 

Fiche 50-269,04/03/27,8403130102 


8403050117 Forwards supplemental response to Generic Ltr 03-20, 
"Required Actions Based on Oeneric Implications of Salem 
ATMS Events " 

BARNES, P L Commonwealth Edison Co B4/02/29. DENTON, H R Office 
of Nuclear Reactor Regulation, Director 26pp. 224GB 0B4 B4X 

Fiche 50-000, 04/02/29, 04030501 17 


8403130353 Documents present resolution of SER open items & 
deficiencies noted In Franklin Research Ctr technical 
evaluation rapt re environ qua 1 i f ica t ion of safety-related 
electrical equipment 

RYBAK, B Commonwealth Edison Co 84/02/29 DENTON, K R Office of 
Nuclear Reactor Regulation, Director 40pp 22617 000 24X 

Fiche 50-254, B4/02/27, B403130353 


9403130400 Forwards 940210 responses to Generic Ltr 03-33 clarifying 
TMI Item II K 3 31 Util concurs u/NRC position item should 
be closed 

RYBAK, B Commonwealth Edison Co 84/03/02 E 1 5ENHUT , D G Division 

of Licensing 2pp 32613 143 24X Fiche 50-000, B4/03/02 , 

B4031 30400, 


9403150279 Generic Ltr 84-07 to all licensees of TtWRs re procedural 
guidance for pipe replacement at DWRs 8vc list end 
EISENhUT.D G Division of Licensing 04/03/14 Commonwealth 
Edison Co 20pp 22823 394 24X Fiche 50-000,04/03/14.8403150275 


940327Q130 Application for amend to License DPR-25, chang 1 ng Tech Specs 
to s s tend certain MAPLHCR curves to 40,000 MWd/ST 

RYBAK, B Commonwealth Edison Co 84/03/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 22774 J2? 24X 

Fiche 30-000,04/03/19,8403270130 


— 0403270136 Errata & Addenda Sheet 9, replacing Page 4-14 to "LCCA 
Analysis Rapt for Dresden Units 2 4 3 & Quad Cities 1 5 , 2 
Nuclear Power Stations “ 

* General Electric Co NEDO-24146A ERR 09 03/01/31 2pp 

22774. 135 24X Fi che 50-000. 04/03/ 1 7, B4Q32701 30 


Q Inspection reports, IE Bulletins & correspondence 


9403050337 Forwards order confirming util commitment re i ntergranular 
stress corrosion cracking insp & repair Order being filed 
w/Ofc of FR for publication Safety Evaluation also enc 1 
VASEALLQ, D D Operating Reactors Branch 2 04/02/15 FARRAR, D C 

Commonwealth Edison Co 2pp 22501 344 24X Fiche 50-265,94/02/13, 

04 030 50337 


-B403050341 Order confirming util commitment re intergranular stress 
corrosion cracking insp b repair RCff leakage wilt fie limited 
to B gpm increase in unidentified leakage within any 24 h 
period 

EISENHUT.D G, Division of Licensing 84/02/15 Commonwealth 
Edison Ce 6pp 22501 346. 24X Fi c he- 50-269. B4/02/ 19, 8403050337 


— 8403050345 Safety evaluation re Intergranular stress corrosion 
cracking insp b mod plans must be submitted to NRC at least 
3 monthi prior to start of not refueling outage 
e Office of Nuclear Reactor Regulation, Director 04/02/15 
llpp 22501 352 24 X Fiche 90-269, 04/02/ 1 5, B403050337 


B403060059 Forwards safety evaluation re util response to B30904 
intergranular stress corrosion cracking imp order 
confirming shutdown to inspect rec irculati on, RKR, core spray 
& reactor water cleanup tys Required actions satisfactory 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/02/15 FARRAR. D L Commonwealth Edison Co 2pp 2292B 222 
S4X Fiche 50-265,04/02/15,0403060057 


B403120134 Forwards IE Insp Repts 50-237/84-01,50-249/04-01. 
50-254/84-01.50-265/04-01,50-295/04-01 b 50-304/04-01 on 
B40203-14 No none omp 1 lane e identified 

SHAFER, W D Region 3, Office of Director 04/02/23 REED, C 
Commonwealth Edison Co 2pp 22590 090 24X Fiche 50-000.04/02/23, 

8403120134 


— 8403120137 IE Insp Repts 90-237/B4-01, 50-2 4 9/04-01, 90 -2 54/ 84-01. 
50-265/84-01, 50-279/B4-01 b 50-304/84-01 on 040203-14 No 
noncompliance or deviations identified Major areas 
inspected allegations of improper operation 
CHRI6SDTIM0S, N . WALKER. R D Region 3, Office of Director 
04/02/21 4pp 22590 092 24X Fiche 50-000,04/02/23.8403120134 


8403050002 Submits brief outline of regulatory improvement program 
Program implements basic changes in practices b structure of 
operation Summary of corrective actions taken in response to 
control rod insertion error end 

THOMAB, B Commonwealth Edison Co 04/02/24 KEPPLER, J 0 Region 
3, Office of Director llpp 22490 226 24X Fiche, 50-254, 84/02/24, 

0403050002 


0403050043 Forwards Rev 0 to "Corporate Regulatory Performance 
Improvement Plan “ Plan designed to heighten employee 
awareness b strengthen corporate ability to improve 
rogulatory performance 

THOMAS, B Commonwealth Edison Co 04/02/24 KEPPLER, J 0 Region 
3, Office of Director 3pp 22490 139 24X Fiche 30-000,84/02/24, 

0403050043 


— 0403050046 Rev 0 to “Corporate Regulatory Performance Improvement 
Plan " 

« Commonwealth Edison Co 04/02/29 22pp 22490 142 24X 

Ficbo 90-000, B4/02/24, 8 4 03 0 5 00 4 3 


0401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operatod Valve Control Circuits b Annunciation " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Pose 0301031 04/02/20 Consolidated Edison Co of New 

York, int IlSpp 22709 237 24K Fiche 50-000,04/02/20,0401190072 


B403050Q72 Forwards addendum to IE Insp Repts 50-254/83-21 b 
50-265/B3-I9, comparing beta analyses of liquid sample split 
b gross beta results of spiked liquid sample Info will close 
Open Items 90-254/03-21-02 b 30-265/03-19-01 

P APER lELLD, C J Region 3, Office of Director 84/02/29 REED, C 
Commonwealth Edison Co tp 22490 014 24X Fiche 50-254,04/02/27, 

0403050072 


— 8403050074 Addendum to IE Insp Repts SO-254/03-21 b 50-265/03-19 re 
comparative beta analysis results of liquid sample split b 
gross beta results of lpiked liquid sample 

» Region 3, Office of Director 04/02/29 Ip. 22490 015 24X 

Fiche 90-254,04/02/29,8403050072 


8403190207 Forward* IE Imp Repts 50-294/03-24 b 50-86S/B3-23 on 
830004-040202 No noncomp 1 lane e identified 

LITTLE, W S Region 3, Office of Director 04/03/01, REED, C 
Commonwealth Edison Co 2pp 22671 072 24X Fiche 50-254,04/03/01. 

□403190207 


— 04031 90S0S IC Insp Repts 50-254/B3-24 b 50-265/B3-23 on 830004-040202 
No noneompl iance or deviations identified Major areas 
inspected review of inservice insp, reactor water cleanup sys 
piping, IE bulletins b LERs 

C1LIMDER0.R L - DANIELSON, D H , WARD, K D Region 3, Office of 
Director 04/03/01 B6pp 22671 074 24X Fiche, 50-254, B4/03/01, 

0403170207 


B4Q20900Q7 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DDT b NRC " Svc list end 

GRACE, J N Division of QA, Safeguards b Inspection Programs (Rost 
830103) B4/03/O2 Consolidated Edison Co of New York, Inc 

1 30pp 22552 329 24X Fiche 50-000.04/03/02,8402090007 



DOCKETED ITEMS 


61 


84 0209 000 8 IE Info Notice 04-16, "Failure of Automatic Sprinkler Bys 
Valves to Operate " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Pott 030103) 84/03/02 Consolidated Edison Co of New 

Vork. Inc 122pp 22333 07B 24X Fiche 30-000.84/03/02.0402090008 


8402090009 IE Info Notice Q4-19i "Reporting of Radiological Releases 
Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

Vork, Inc t!9pp 22333 217 24X Fiche 30-000,84/03/02.8402090009 


6402090011 IE Info Notice 84-17. "Problems W/Liquld Nitrogen Cooling 
Components Belou Nil Ductility Temp " Bvc list end 
JORDAN. E L Division of Emergency Preparedness h Engineering 
Response (Post B30103) 84/03/03 Consolidated Edison Co of New 

Vork. Inc 117pp 22333 336 24X Fiche 30-000,84/03/03,8402070011 


6402090024 IE Info Notice 84-09, Rev 1. "Lessons Learned From Insps of 
Firs Protection Safe Shutdown Sys " Bvc list end 
JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) B4/03/07 Consolidated Edison Co of Neu 

York, Inc il8pp 22633 049, 24X Fiche 30-000.84/03/07,8402090024 


B402Q90029 IE Tnfo Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B30103) 84/03/07 Consolidated Edison Co of Neu, 

York, Inc 118pp 22384 186 24X Fiche 30-000, 84/03/07, 840209002B 


6402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu York, Inc 

1 34pp 22823 094 24X Fiche 30-000,84/03/12,8402090031 


8403230088 Ack receipt of regulatory performance Improvement plan 
Periodic meetings requested to discuss progress on program 
& provide feedback 

KEPPLER, J G Region 3, Office of Director 84/03/20 THOMAS, B 
C ommonuea 1 th Edison Co Ip 22730 161 24X Fiche 30-000.84/03/20, 

8403230008 


— 8403230107 Foruards corporate regulatory performance Improvement plan 
THOMAS, S Commonwealth Edison Co 84/02/24 KEPPLER, J 0 Region 
3, Office of Director 3pp 22730 162 24X Fiche 30-000, 

84/03/20, 84032300S8 


■0403230126 Rev O to "Corporate Regulatory Performance Improvement Plan 
For Dresden, Quad Citlee.Zion S< LaSalle Operating Nucl ear 
Stations & Byron l, Braiduood Project Operating 
Organ! lations " 

a Commonwealth Edison Co 84/02/29 22pp 22730 163 24X 

Fiche 30-000, 84/03/20. B403230088 


B403260196 Foruards responses to IE Bulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Miller, Inc " Quad Cities 
supplied w/piping matls from Ray Miller, Inc during const 
Evaluation end Concerns of IE Bulletin 83-06 satisfied 
BARNES, P L Commonwealth Edison Co B4/03/20 KEPPLER, J 0 Region 
3, Office of Director. i9pp 22736 183 24X Fiche 30-000,84/03/20. 

8403260 1 96 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorlied 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 30-000,84/03/21,8402090040 


9402090044 IE Info Notice 84-20, “Svc Life of Relays In Safety-Related 
8ys 11 Bvc list end 

JORDAN, E, L, Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Neu 

York, Inc 133pp. 22933 001. 24X Fiche' 30-000, B4/03/21, 8402090044 


R Periodic operating reports & related correspondence 


B4030B0197 "Rept of Occupational Personnel Radiation Doses. 1983 11 
M/840227 Ur 

SCOTT, J 8 Commonwealth Edison Co 83/12/31 13pp, 22339 099 

24X Fiche 30-000, B3/i2/31 , 0403080197 


8403220120 Annual whole body external exposures for 1983 W/B40316 ltr 
RYBAK, B Commonuealth Edison Co 83/12/31 7pp 22716 007 24X 

Flch*' 30-000, 83/12/31, 0403220120 


0403060113 Torwards Rev 1 to "Effluent 6 Waste Disposal Semiannual Rept 
Jul-Dec 1982 " Errata for "Liquid Alpha Rad 1 nac 1 1 v 1 ty, Jan- 
Jul 1983" ti "Solid Radwaste Summary . Ju 1-Dec 1983." also 
enc 1 

KALIVIANAKIS, N Commonwealth Edison Co 04/02/07 KEPPLER, J G 
Region 3. Office of Director Ip 22318 232 24X 

Fiche 50-254,84/02/07,8403060113 


— 8403060117 Rev 1 to "Effluent t< Waste Disposal Semiannual Rept Jul-Dec 
1982 " 

* Commonuealth Edison Co 83/05/31 7pp 22518 233 24X 

Fiche 30-234,84/02/07.8403060113 


— 8403060121 Errata for "Liquid Alpha Radioactivity Jan-June 1983 
a Commonuealth Edison Co 83/06/30 ip 22318 260 24X 

Fiche 30-254, 84/02/07, B4030601 13 


— 8403060127 "Solid Raduaste Summary, Jul-Dec 1983 ” 

* Commonuealth Edison Co 83/12/31 6pp 22318 261 24X 

Fiche 30-234,84/02/07,8403060113 


8403130382 Monthly operating repts for Feb 1984 W/840308 ltr 

MISAK, A , KALIVIANAKIS, N Commonwealth Edison Co S4/02/29 24pp 
22616 295 24X Fiche 30-294, B4/02/29, 8403130382 


8403130019 Listing of changes, tests S< experiments completed during 
Feb 1984 Summary of safety evaluation reported per 
10CFR30 39 end W/840308 Ur 

KALIVIANAKIS, N Commonuealth Edison Co 04/02/2? CASE, E G 
Office of Nuclear Reactor Regulation, Director 3pp 22644 360 
24 X Fiche 50-234,04/02/29,8403130019 


S Reportable occurrences, LERs 6 related correspondence 


8403120107 Revised LER B3-Q20/01T-3 on 831027,11 Uelds Identified as 
having crack indications Caused by intergranular stress 
corrosion cracking Repair employed ueld overlay or 
Induction heat stress Improvement W/840221 ltr 
CLARK, D , KALIVIANAKIS, N Commonwealth Edison Co 84/02/21 
KEPPLER, J Region 3, Offlcr of Director 7pp 22988 172 24X 

Fiche 50-265,84/02/21.8403120107 


8403070256 Followup Part 21 rept re defective mechanical snubber 
capstan springs supplied by Pacific Scientific Affected 
utils listed Purchasers have been notified t, advised to work 
directly u/Pacific Scientific in disposition 

HQVI.L NPS Industries, Inc 84/02/24 DEYOUNG, R C Director's 
Office, Office of Inspection and Enforcement 2pp 22336 279 24X 

Fiche 30-000,84/02/24.8403070256 


8403080011 Forwards response to Commissioner Giltnsky request for info 
on frequency of personnel errors at selected operating 
plants Summary of tabulated events re operator errors, 
personnel errors or procedural errors provided for CY83 
DIRCK8.W J Office of the Executive Director for Operations 
84/02/24 PALLADINO, QILINBKY, ROBERTS Commissioners 17pp 
22384 142 24X Fiche 30-000.84/02/24,8403080011 


8403200106 Revised LER 83-021/01T-5 on 031028. ul trasonic exams of large 
bore stainless steel pipe uelds identified 11 uelds u/crack 
indications Caused by intergranular stress corrosion 
cracking Weld overlay performed W/840228 ltr 
CLARK, D , KALIVIANAKIS. N Commonuealth Edison Co 04/02/28 
KEPPLER, J Region 3, Office of Director 7pp 22683 318 24X 

FI chr* 30-263, 04/02/20, 8403200106 


8403160027 LER 84-003-00 on 840211, main feed breaker to 480-volt 
essential svc bus 2? tripped Caused by overcurrent 
condition through crosstie Loads limited W/840308 ltr 
CLARK, D 0 , KALIVIANAKIB, N Commonuealth Edison Co 04/03/08 3pp 
22633 169 24X Fiche 50-263,84/03/08,8403160027 


04O32OO1BB LER 84-004-00 on 840215. full scram received while reactor 
shut down Caused by faulty 1055 closure limit switch on MStV 
AD 2-203-2A Limit switch replaced W/840313 Ur 

KALIVIANAKIS, N Commonwealth Edison Co 84/03/13 2pp 22698 2B4 
24X Fiche 30-263,84/03/13,0403200188 


DOCKET 30-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency 5< fire protection plans 


8403030208 Advises that NRC will not review emergency plans to delete 
privacy or proprietary info unless specifically requested by 
licensee, per 010709 Generic Ltr 01-27 W/o request, entire 
plan will be placvd in PDK 

MILLER, J R Operating Reactors Branch 3 84/02/16 FAY, C W 

Wisconsin Electric Power Co 2pp 22328 132 24X 

Fiche 30-266,84/02/16,8403030208 


I 
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q0312Q043 Notifies 6f Q4Q323 workshop on fire protection safe 
shutdown requirements of I0CFR30. App R in Rosemo-nt, IL to 
discuss IE Info Notice 34-09 fii provide addl shutdown 
analyses b/or nod guidance Agenda o r.c 1 

SPESSARD, R L Division of Emergency Preparedness & Operational 
Support 04/03/06 BURSTEIN.S Wisconsin Electric Power Co 3pp 
22390 294 24X Piche 50-266, B4/03/06, 0403120045 


403160080 Submits addl info on Generic Ltr 02-33 schedule requirements 
for emergency response capat 1 Utie s Vendor of new computer 
sys requested 1-yr delay to June 1793 for del 1 very, a f P e ct 1 ng 
schedular commitments made to hRC 

FAYiC W Wisconsin Electric Pooler Co 94/03/09 DENTON, H ft 
Office of Nuclear Reactor Regulation, Director 4pp 22632 327 
24X Piche 3Q-266, B4/03/09, B403I60090 


403220073 Aclt receipt of B40306 ltr informing NRC of corrective 
actions re deviation fra* commitment 6 resolution of revised 
emergency plan SER clarification Items noted in IE Insp 
ReptS 50-266/ 93-23 t, 50-301 /S3-23 

PAPER IELLOi C J Region 3, Office of Director 84/03/19 
QURSTEI N, S Wisconsin Electric Power Co ip 22716 324 24-X 

Fiche 30-266,84/03/17,8403220093 


-9403220097 Responds to NRC B40202 ltr forwarding revised emergency plan 
SER tf request for c lari f 1 c et ion of listed ttemi U deviation 
from commitment Corrective actions Procedure EP 5 0. 

"Organ! lational Control of Emergencies," revised 
FAY, C U Wisconsin Electric Power Co 84/03/06 KEPPLER, W 0 , 
PAPERIELLO.C J Region 3, Office of Director 7pp 22716 323 
24X Fiche 50-266 , 04/03/19,0403220093 


Adjudicatory correspondence 


3402220137 Order extending time until 04O22B for Commission to act to 
review Director's Decision DD-B3-14 

CM ILK, 8 J Office of the Secretary of the Commission 84/02/21 
Commissioners Ip 22337 362 24X Fiche 30-000, B4/02/21 , 

S 4 02220 157 


3403010238 Order extending time until 940305 for Commission to act to 
review Director's Decision DD-93-14 031029 decision 

denying request of Environ Policy Inst 

CHILK,B J Office- of the Secretary of the Commission B4/02/28 
Commissioners ip 22434 210 24X Fiche 30-000,04/02/28, 

B40301023Q 


B403070069 Informs that Commission unanimously declined to review 
Director's Decision DD-93-14 Time provided by NRC 
regulations within which Commission may act to review 
expired Decision became final agency action on B40303 
CKILK, 3 J Office of the Secretary of the Commission. B4/03/08 
CELEBREZZC.A J 1 Ohio, State of 2pp 22373 330 24X 

Fiche 50-000, 04/03/00, 9403090069 


8403090074 Informs that Commission unanimously -declined to review 
Director's Decision DD-03-14 Time provided by NRC 
regulations within which Commission may act to review 
expired Decision became final agency action on B40303 
CHI LX, S J Office of the Secretary of the Commission 84/OD/OB 
MILLAR, F Environmental Policy Institute ip 22579 292 C4X 
Fichu 30-000, 84/03/09, 9403070074 


9403090113 Informs of Commission decision not to review Director's 
Decision D0-B3-14 Time for Commission to att expired on 
840305 W /0 end 

CKILK, B J Office of the Secretary of the Commission 84/03/09 
REBNIKDFr , M Sierra Club Ip 22376 077 24X 

Fiche 30-000,94/03/08.9403090113 


P Operating license stage documents 4< correspondence 


0403270002 Pina) response to FQIA request for four categories of 
documents, tests, studies & analyses referencing or pertaining 
to NUREQ-0103, “STS for B&U PWR ” App A document* enci 
FELTON, J M Division of Rules and Records 94/01/13 MADDEN, T J 
Kaye, Scholar, Flermen, Kays t Handler. 6pp S2B16 127 24x 

Fiche 30- ODD, 04/0 1/13, 0403290002 


— 6403290045 Discusses G Reed 730301 ltr to G Arlotto re RCPB leakage 
detection sys Method for detecting slow departure from 
normal indications of laakage detection sys provided in util 
monitoring ehaTte 

PORSEpL Atomic Energy Commission - Directorate of Regulatory 
Standards 73/03/09 HICKMAN, K Atomic Energy Commission 2pp 
22B16 303 24 X Fiche 50-000,84/01/13,0403290002 


— B -40329 0047 Forward* info describing RCB leakage monitoring Related Info 
end 

REED. 0 A Wisconsin Electric Power Co 73/03/0! ARLQTTO. 0 
Atomic Energy Commission - Directorate of Regulatory Standards 
40pp 22817 330 24X Fiche 30-000, B4/01/I3, 8403270002 


6403070235 Application for amend to Licenses DPR-24 & DPR-27 Amend 
incorporates changes to Tech Specs re accident monitoring 
instrumentation to be installed per NUREG-0737 requirement 
FAY, C H Wisconsin Electric Power Co 04/02/29 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director MILLER, cl R. 
Operating Reactors Branch 3 4pp 22336.179. 24X 

Fiche 30-266, 04/02/29, B40307029S 


— 8403070237 Proposed Tech Specs incorporating changes ra accident 
monitoring instrumentation to be installed per NUREQ-0737 
requirement 

« Wisconsin Electric Power Co B4/02/2? 10pp 22336; 103 24X 

Tiche 30-266,04/02/29,0403070203 


□403060373 Informs that end notice Df consideration of issuance of 
amend to Licenses DPR-24 fc DPR-27 6 propoeed N8HC 
determination t, opportunity for hearing sent to Oft of FR 
far publication Amend concerns leak surve 1 1 lance. W/d end 
COLBURN, T G Operating Reactors Branch 3 B4/03/OI FAY, C. W 

Wisconsin. Electric Power Co ip 22332-253 24X 

Fiche 30-266, 94/03/01, 0403060573. 


B403120237 Requests remittal of addl fee for review of B20327 
application re steam generator replacement, in response to 
util 031203 denial that Class V fee applicable 

KILLER, W D License Fee Management Branch 04/03/01 FAY, C W. 
Wisconsin Electric Power Co 3pp 22619 230 24X 

Fiche 30-266,84/03/01, 0403120237 


0403220234 Forwards FR notice of consideration of issuance of amend to 
Licenses DPR-24 & DPR— 27 fix proposed NSHC fit opportunity for 
hearing re 831223 application to revise surveillance 
interval for post-accident recovery sys outside containment 
COLBURN, T G, Operating Reactors Branch 3 04/03/01 FAY, C w 

Wisconsin Electric Power Co 2pp 22723 325 24X 

Fiche 30-266,84/03/01,0403220254 


— 0403320239 FR notice of consideration of issuance of amend to Licenses 
DPR-24 6 DPR-27 S, proposed NSHC Si opportunity for hearing re 
B31223 application to revise surveillance interval for post- 
accident recovery sys outside containment 
MILLER, J R Operating Reactors Branch 3- 84/02/09- 8p p 

22723327 24X Fiche 90-266.04/03/01,0403220254 


B403120157 Advises that, due to delays in delivery & installation of 
auxiliary safety instrumentation panels £ ASIPs ) , insta 1 1 a ti on 
of six accident monitors addressed in NUREO-0737, Item* 
ll F 1 I through II F I 6 will hot be completed by 040630. 

FAY.C W -Wisconsin Electric Power Co 84/03/03. DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3 3p p 22386:230 &4X 

Fichfi 30-266,54/03/05,8403120137 


0403130 D05 Informs of plans re Cycle t2 reload core Startup of Cycle 12 
expected in mid-Mar 1904 following steam generator 
r ep lac ament 

FAY, C W Wisconsin Electric Power Co 04/03/05 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. MILLER, J R 
Operating Reactors Branch 3 3pp 22613 193 24X 

Tiche 90-266,04/03/03,6403130005 


8403190419 Comments on 040207 ltr modifying 831023 request for amends 
to Tech Bpecs re changes in conduct of containment 
integrated leak test rates No significant haiards 
consid era tion discussion required 

MILLER, J R Operating Reactors Branch 3 64/03/06 FAY, C U 

Wisconsin Electric Power Co 2pp 22601 344 24X 

Fiche 30-266,04/03/06,0403190419 


840-3160034 Submits evaluation procedure for reactor vessel outlet 
no Jil e-to-she ) I weld ind i cat i on, p er IWB-3122 4 of ASMS 
Section XI Flaws acceptable Continued ivc warranted based on 
evaluation re*ults 

FAY, C W Wisconsin Electric Power Co 04/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactor* Branch 3. 3pp 22634 360 24X 

Fiche 50-266,04/03/12,0403160034 


8403210077 Responds to Generic Ltr 84-01 re use of terms important to 
safety t< safety-related Widespread use of terms in NRC 
regulations considered unresolved Notification of meeting 
r eques ted 

FAY-C W Wisconsin Electric Power Co 84/03/13, E ISENMUT, D 0. 
Division of Licensing. TAYLOR, J M Director's Office, Office of 
Inspection and Enforcement lp 22703 16S. B4X 
Fiche 30-266,04/03/15,8400210077 


8403220162 Application to amend Lictnies DPR-24 Ik DPR-27, changing Tech 
Bpecs to add addl restrictions on hesvy loads over spent 
fuel pool fi, making additions fc deletions re safety— related 
snubbers, per IE Bulletin 79-14 l< Item II D i 

FAY, C W Wisconsin Electric Power Co. 04/03/16. DENTON, H R. 

Office of Nuclear Reactor Regulation, Director MILLER, T R 
Operating Reactors Branch 3, 4pp 22718.037 BAX 
Fiche 50-266,84/03/16,8403220162 
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— 3 4032301*7 Proposed Tech Specs, adding ad d I restrictions on heavy loads 
ov»r spent fuel pool. making additions b deletions to list of 
safety-related snubbers & revising position titles within 
administrative specs 

« Wisconsin Electric Power Co 84/03/16 29pp 22718 061 24X 

Fichs 30-266,84/03/16.8403220162 


B40327D12S Submits balance of payment far Class V fee for license amend 
approval re steam generator replacement 

FAY. C W Wisconsin Electric Power Co 84/03/16 MILLER, U O 
License Fee Management Branch lp 22774 114 24X 

Fiche 30-266, 84/03/16, 8403270123 


B403270Q98 Responds to request for Tech Spec change to limit amount of 
overtime worked by plant staff members performing safety- 
related functions Amend to Tech Specs delayed pending 
adoption of Commission proposed rule 

FAY, C W Wisconsin Electric Power Co 84/03/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactor* Branch 3 2pp 22766 33? 24X 

Fiche 30-266, 84/03/19, B403270098 


0403270237 Discusses reactor vessel outlet no t z 1 o-to-she 1 1 weld 
flaw indication evaluation Requirements of ABME Section XI 
safiefled 4. reactor vessel confirmed for continued 
operation 

FAY, C. W Wisconsin Electric power Co 84/03/23 DENTON. H R. 
Office of Nuclear Reactor Regulation. Director MILLER. J R 
Operating Reactors Branch 3, 6pp. 22771 348 24X 

Fiche 30-266, 84/03/23, 8403270237 


□ Inspection reports, IE Bulletins 6 correspondence 


8403030223 Further response to FOIA request for records of named 
individuals, including repts, analyses, studies, test 
ca Iculations, procedures i< practices for measurement of RCS 
leakags Forwards App C documents Search continuing 
FELTON, J M Division of Rules and Records 84/02/07 MADDEN, T J 
Kaye, Scholar, Flerman, Hays t< Handler 3pp 22496 234 24X 

Fiche: 30-000, 84/02/Q7, B403050223 


--B403030236 Notifies that Independent measurements of identified 6 
unidentified RC8 leak rates for all PMRs in Region III 
performed per Procedure* 617278 6 61728B Insp finding* 
s umirsr 1 zed 

NQRELIUS, C E Division of Engineering 82/03/08 JORDAN, E L 
Division of Engineering & Quality Assurance (Pre 830103) 2pp 
22496 270 24X Fiche 30-000,84/02/07,8403030223 


0403040131 Forwards IE Insp Repts 30-266/03-21 *< 50-301/83-20 on 
331011-8401 1 1 & mgt meeting on B40104 & notice of violation 
SFES9ARD, R L Region 3, Office of Director 84/02/21 BUR8TEIN. S 
Wisconsin Electric Power Co 3pp 22306 102 24X 

Fiche 90-266,04702/21,8403060131 


— B40306Q1 62 Notice of violation from insp on 831011-840111 

8PESBARD, R L Region 3, Office of Director 84/02/21 App 
22306.183 24X Fiche' 30-266, 84/02/21 , 8403060131 


— 9403060176 IE Insp Repts 30-266/83-21 & 30-301/B3-20 on 831011-040111 
& mgfc meeting on 840104 Violation noted failure to maintain 
cleanliness control, provide tt follow procedures, control 
documents b properly store records 

HA80E, R A , CHOULES, N C , JORDAN, M J Region 3, Office of 
Director 84/02/13 34pp 22306 191 24X Fiche 30-266. B4/02/21 , 

84030601 51 


B4 031 30 002 Forwards IE Insp Repts 30-266/03-26 & 30-301/83-24 on 
B3I2O1-840131 b notice of violation 

SHAFER, W D Region 3, Office of Director 84/02/22. BUR8TEIN, S 
Wisconsin Electric Power Co 2pp 22613.267 24X 

Fiche. 50-266, B4/02/22, 8403130002 


— 0403130011 Notice of violation from insp on 831201-840131 

SHAFER, W D Region 3, Office of Director 84/02/22 2pp 
22613 269 24X Fiche 30-266,84/02/22,8403130002 


— 0403130023 IE Insp Repts 30-266/83-26 It 90-301/83-24 on 031201-840131 
Noncompliance noted' fire in containment resulted when 
welding slag landed on acetylene hose attached to acetylene 
bottle not in use & not moved to safer location 
HAGUE, R L , FITZPATRICK, B , JACKIWi 1 N Region 3, Office of 
Director 84/02/21 9pp 22613 271 24X Fiche 30-266,84/02/22. 

9403 130002 


B401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valvp Control Circuits b Annunciation " Svc list 
enc 1 

JORDAN, E, L Division of Emergency Preparedness b Engineering 
Response (Post 830103) B4/02/28 Consolidated Edison Co of New 

York, Inc. 115pp 22909- 239 24X Fiche 50-000,84/02/28,8401190072 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatorg Revs by DOT J, NRC " Svc list end 

GRACE, J N Division of QA, Safeguards b Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22332 32? 24X Fiche 30-000.84/03/02,8402090007 


8402090008 IE Info Notice 84—16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22353 098 24X Fiche 30-000,84/03/02,8402090008 


8402090009 IE Info Notice 84-13, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 04/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22353 217 24X Fiche 50-000. 04/03/ 02, B402090009 


0402090011 IE Info Notice 04-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ouctility Temp " Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of New 

York, Inc H7pp 22353 336 24X Fiche 50-000,84/03/05,8402090011 


8403190240 Forwards IE Insp Rept 30-266/03-20 on 031213-16 b 840110-13 
b notice of violation 

LITTLE. W 9 Region 3, Office of Director 94/03/05 BUR8TEIN. S 
Wisconsin Electric Power Co 2pp 22672 037 24X 

Fiche 30-2*6,84/03/03,8403190240 


— 0403190244 Notice of violation from insp on 831213-16 b 840110-13 
LITTLE. W S Region 3. Office of Director 94/03/02 2pp 
22672 039 24X Fiche 30-266,04/03/03,8403190240 


—8403190247 IE Insp Rept 50-266/03-20 on 83(213-16 b 040110-13 
Noncgmp 1 ianc e noted failure to follow steam generator 
replacement project procedures 

KLEINSORQE, W P Region 2, Office of Director BLAKE, J J 
Division of Engineering 5, Operational Programs 84/02/23 17pp 
22672 041 24 X Fiche 30-266,84/03/05,0403190240 


8402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22633 049 24X Fiche 50-000,04/03/07,0402090024 


0402090028 IE Info Notico 84-1B, "Stress Corrosion Cracking in PWR 
Sys 11 Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc ilBpp 22384 186 24X Fiche 30-000,04/03/07.0402090028 


8402090031 IE Bulletin 04-02, "Failures of CE Type HFA Relays in Use )n 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

134pp 22023 094 24X Fiche 30-000.04/03/12,840209003 1 


0403220093 Ac k receipt of 040306 1 tr informing NRC of corrective 
actions re deviation from commitment b resolution of revised 
emergency plan SER clarification items noted in IE Insp 
Repts 50-266/83-23 6 30-301/83-25 

PAPER IELLO, C J Region 3. Office of Director 84/03/19 
BURSTEIN, S Wisconsin Electric Power Co ip 22716 324 24X 

Fiche SO-266, 84/03/19, 0403220093 


— 0403220099 Responds to NRC 040202 ltr forwarding revised emergency plan 
8ER b request for clarification of listed items 6 deviation 
from commitment Corrective actions Procedure EP 3 0, 

"Organi tat ional Control of Emergencies," revised 

FAY, C W Wisconsin Electric Power Co 04/03/06 KEFPLER.J 0 , 

PAPER 1 ELLQ, C. J Region 3, Office of Director 9pp 22716 323 

24 X Fiche 50-266,84/03/19,8403220093 


0402090043 IE Info Notice 84-19, "Two Events Involving Unauthorized 
Entries Into PWR Reactor Cavities " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 94/03/21 Consolidated Edison Co of New 

York, Inc I23pp 22B23 229 24X Fiche 50-000,04/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Poet 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Fiche 50-000, 84/03/21. 8402090044 
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R Periodic operating reports U related correspondence 


1 Financial Information 


9403060359 "Semiannual Monitoring Rept.Jul-Dec 1903 " M/e40329 Hr 
FAY.C H Wisconsin Electric Power Co B3/12/31 CEmOW.HR 
Office of Nuclear Reactor Regulation. Director 16 pp 32917 036 
24X Flche 50-266,93712/31,9403060359 


awwj*; f w a minun i 




ntu'iyijiu }tr 


PERSON, R T , WALKER, R r , WAREMBOURO. D Public Service Co of 
Colorado 03/12/31 DOYO, r a Office of Nuclear Re"t 0 ? 

0^O3S7oUS' 0iT '* 5Ct,JT ' 57PP 22770073 24X F i c h . 90-867. 03/13/3! . 


0403120066 "Annual Results L Data Rept. 1903 " W/040301 ItT 

FAY, C W Wisconsin Electric Power Co 03/12/31 KEPPLEfl . J 0 
Region 3, Office of Director 59pp 22591 070 34X 

F 1 Che 50-266,93/12/31.0403120066 


8403140139 Monthly operating repts for Feb 1994 H/B40309 Itr 

FAY, C W Wisconsin Electric Power Co 84/02/29 llpp 22620 252 
24X Fiche 50-366,94/02/29,9403140139 


p Operating license stage documents 6 correspondence 






documents re NRC reg ionali la t ion program App a documents in 
POR Review of remaining documents Incomplete 

FELTON, J fl Division of Rules ond Records 03/18/16 LOWENTHAL, J 
Nuclear Information S< Resource Service 3pp 32498 24 B 24 X 

Flcbe 30-000, 03/12/16, 8403020014 


S Reportable occurrences, LERs S, related correspondence 


8403130379 PNO-I I I-B4-022 i r» response to IE Info Notice B2“29,»iam 
identified 67 of 74 control rod drive support pins u/tracX 
indications Licensee u Westlnghouse evaluating eiam findings 
to determine required action 

JORDAN, M . JACKJW, I , SHAFER, H Region 3, Office of Director 
84/03/02 ip 22616 092 24X F i cb e 30 - 26 6 , 04 /03/02, 0403130379 


0403260072 Forwards safety evaluation of damaged control rod guide tube 
support pins UT indictions on shan k- to-col lar not safety 
concern 

FAY, C W Wisconein EiectMi Power Co 04/03/19 DENTON. N R 
Office of Nuclear Reactor Regulation. Director MILLER. J ft 
Operating Reactors Branch 3 17pp 22746 323 24X 

Fiche 50-866,64/03/19,0403260072 


— 0403260075 "Wes t i nghous e Safety Evaluation. Creeled Control Hod Guide 
Tube Support Pins 

» Wes 1 1 ngbouse Electric Corp 94/03/03 20pp 22746 340 24X 

Fiche 50-266,64 / 03/19.0403260072 


-02)2000692 Forwardi FR notice amending lOCTRSO 4, informing public that 
communications 6 applications should be sent to Region 4 Ltr 
to Congressional committees end 

S^TaN-H R Office of Nuclear Reactor Regulation. Director 
82/12/0! FELTON. J H Division of Rules and Record! 2pp 
22493 309 24X Fiche 50-000,03/13/16,0403020014 

-0212000693 ’"Regional Licensing Program - Fort St Vrain Generating 
Station, lOCTRSO final rule Amend delegates responsibil tty 
for implementing licensing program to regional 
administrator Draft Congressional Itri end 

i h * Executive Director for Operations. 
02/12/01 Spp 22493 31 1 84X Fiche 50-000,03/12/16,0403020014 


-P2J2130052 Summary of B2UI6 meeting u/util onsite re delegation of 
licensing functions to Region 4 Uniqueness of facility k 
need to treat aspects differently from other LWH discussed. 

Draft delegetlon of authority memo end for signature 

iJ n „ Office of Nuclear Reactor Regulation, Director 
03/11/89 DfRCKS, W J Office of the Eiecutive Director for 
3pp 32 493 206 24X Fiche 30-000,03/12/16, 

34030200! 4 


DOCKET 50-367 FORT ST VRAIN NUCLEAR GENERATING STATION 
F Security, medical, emergency t fire protection plans 


8403360161 Forwards IE tnsp Kept 50-267/83-32 on 031205-09 No 
violations or deviations identified 

JOHNSON, EH Region 4, Office of Director 94 /02/03 LEE, D ft 
Public Service Co of Colorado 4pp 32750 345 24x 

Fiche 30-267 , 04/02/03, 0403260161 


-8403260167 IE Jnsp Rapt 90-267/83-32 on 031205-09 No violations or 
deviations ldenifisd Major areas inspected security sys 
audit physical barriers— protected areas 6 vital area, tas t ing 
L matnt (, alarm stations Details withheld (ref ICCPR73 S 1 1 
CALDWELL, R A , KELLY. J A F , HUNNlCUTT. 0 H Region 4, Office of 
Director 04/02/01 2pp 82790 347 84X Fiche 50 - 26 7 , 94/02/03. 

0403260161 


8403260100 Forwards IF lnsp Rept 50-367/04-03 on 040116-20 Np 
violations or deviations noted 

JOHNSON, E H Region 4, Office of Director 84/02/14 LEE.0R 
Public Service Cd of Colorado 2pp 22738 231 jgx 
Fict.e 90-267.94/02/14.6403260100 


— 0403260107 IE lnsp Rapt 50-267/04-03 an 0401)6-20 No violations or 
deviations noted Major areal inspected radwaste program, 
including organication t, mg t c ontrcl s, train lug 6 
qualifications L solid radwaste piocestlng 
WU.QORN.L , MURRAY, 0 , HUNNlCUTT, D M Region 4, Office of 
Director 84/02/13 lOpp 2275Q 253 24X Fiche 50-267, 04/02/14, 

0403360100 


9403130435 Requests etemption from requirements of Sections III O.J.L b 
0 to IOCFR50,App R Fire protection provisions believed 
adequate to protect health It safety of public in event of 
accident* Involving fires Affidavit end 

LEE, D R Public Service Co of Colorado 04/03/02 COLLINS, J T 
Region 4. Offiee of Director 9pp 32613 163 24X 

Fiche 50-267,94/03/02,0403130435 


B40322013B Forward* revised schedule for supplying Info re emergency 
response capabilities requested by Generic Ltr 62-33, per 
B40223 telcon R«g Guide 1 97 rept will b* completed by 
B 5022S y 

DREY,H L Public Service Co of Colorado S4/03/09 C0LLJN8.J T 
Region 4. Office of Director 3pp 22714 205 24X 

Fiche 50-267,04/03/09,9403220130 






, , ■-- - - ", vu luurnuu, reri ec 

4 ,»*el f nment of certain licensing actione to Region 4 
administrator 

n n ?£?*'',’ of NutU * r n, °c tor Regulation, Director 
02 / 11/30 DIRCK 8 , U j Office of the Executive Director for 
0403030014 ' n 32493 303 24 X Fiche 50 - 000 , 03 / 12 / 16 . 


-UWU..., vitro ueecrioey selected approach for transfer 6 matnt of 
facility official docket files t, supporting documentation to 
Region 4 Region 4 will assume routine document distribution 
an 021 ioi 

r?rruuni- kJ n L ^ Riming * Program Analysis Staff 02/10/10, 
EDCNHUT, DO Division of Licensing Spp 22492 353 B4X 
Fiche 50-000,03/12/16.0403030014 


•8301140490 Advises that Region 4 assume* responsibility for receipt fc 

ai'rtrrna ° n 0f al1 pac>1Jt 'l documentation! effective 021101 
SCOTT, R , B Document Management Branch, 02/10/20 Documant 
nJnSiU™ * Bran ch ip 22492 355 24X Fiche 50-000,03/12/16, 


■disseminetion of incoming licensee communications for 
faci lity, effective 021101 

BCOTTiR 6 Document Management Branch 02/10/27 QAOLIARD0.J E 
ff'et^r Project (, Engineering Programs Ip 
22492 356 24X Fiche 50-000,83/12/16,0403020014, 


. .... ” . ■ v a Ms. n A Yinnirvi S n 9 K K i 1 t \ co togpn 

ddminutMtiv* fitp«cfci of ttanifer* of NRC hmdquaj'ttr* 
aTfffihu 1 t0 r * 9loru S ^J* to prepare checklUtt for lit t»tf 

Regional Operation* ^Generic Rtqui r tmtn t» 03/04/1? 
® * H „ Office of Nuclear Reactor Regulation, Director 
DBYOVmit Director's Office, Office of Inspection and 
Enforcement DAVIS, J Office of Nuclear Material Safety t, 

Doctor 3pp 82493 337 24X Fiche' 50-000, 03/12/16- 

0403020014 




»» • y isir>vn * VD 




licensing function* for facility 
ncuT^M* I - ! ti Df t )ce of th* Eiecutive Director for Operatione 
noyli R pf Nuclear Reactor Regulation. Director 

M 4 T « 4 ' Office of Director 9pp 

22493 289 24X Fiche 50-000,83/12/16.0403020014 


. ^ uKu-rwi imciai piennmg meeting w/MKK.UfcLU.ei 

Lwl t l V *■ Qf ^,, 0f Ad ^iRi*tr»tion re iicenting transfer from 
B2091 5 R * 8>0r ’ IV [><rt * ‘ * ,ncl Nt,t meeting scheduled for 

Dlr,t to'' f»r Safety Assessment 82/09/03, 

39493 OA 7 Dlr * tto '' fDP Safety Assessment 27pp 

33492 k6j7 24X Fiche 50-000r 03/ 13/J 61 840305001 4 
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--8403020041 Informs of forthcoming FR publication of end amend to 
Commission rule* in 10CFR50 re implementation of facility 
regional! latlon program Amend issued as final rule effective 
an 821201 W/o end 

DENTON.hr Office of Nuclear Reactor Regulation. Director 
83/ 12/16 U D ALL. M K House of Rep , Interior {< Insular Affairs 
lp 22493 316 24X Fiche 30-000.83/12/16.8403020014 


— 0403020043 Informs of forthcoming FR publication of oncl amend to 
Commission rules in 10CFR30 re implementation of facility 
reg ionaliiation program Amend issued as final rule effective 
on 021201 W/o end 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
83/12/16 MOFFETT. T House of Rep . Government Operations lp 
22493 317 24X Fiche 30-000,03/12/16,8403020014 


— 0403020046 Informs of forthcoming FR publication of end amend to 
Commission rules In 10CFR30 re implementation of facility 
reg i onatl jatlon program Amend issued as final rule effective 
an 821201 W/o end 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
83/12/16 OTTINOER.R. L House of Rep , Energy t, Commerce lp 
22493:318 24X Fiche 50-000. B3/I2/16, B40302t)014 


— 6403020040 Informs of forthcoming FR publication of end amend to 
Commission rules in 10CFR30 re implementation of facility 
rsg 1 onel liation program Amend issued as final rule effective 
on 021201. W/o end 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director 
83/12/16 8IMPS0N.A Senate, Environment & Public Works lp 
22493 319 24X Fiche 50-000,83/12/16,8403020014 


B40125046B Forwards engineering evaluation rept. "Temporary Loss of 
All AC Power due to Relay Failures in Diesel Generator Load 
Bheddlng Circuitry " Practice of running emergency power 
sources in parallel w/offsite power sys may be prevalent 
HELTEMES, C J Director's Office 84/01/06 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 3pp 22437 349 24X 

Fiche: 30-267,84/02/21, 8402290004 


— 8401230456 Revises 831213 schedule for NRC 840123 drill in preparation 
for 640306-08 federal field exercise Executive team members 
should be available for entire time 

DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 04/01/10 PALLADINO, N Commissioners 2pp 
67130 048 24X Fiche 50-267,84/02/21,8402290004 


— B401250496 Forwards Engineering Evaluation E401 . "Temporary Loss of 
All ac Power Due to Relay Failures in Diesel Generator 
Load Shedding Circuitry " Failures occurred while generator 
IB operated In parallel w/plant distribution sys 

CHIRAMAL, M Director's Office 84/01/04 6EYFRIT. K V Reactor 
Operations Analysis Branch lp 22437 330 24X 

Fiche - 50-267. 04/02/21,8402290004 


— 8401250510 "Temporary Loss of All ac Power due to Relay Failures in 
Diesel Generator Load 8hadding Circuitry (LER 03-8) " 

CHIRAMAL, M Director '» Office 84/01/04 7pp 22437,351 24X 

Fiche, 50-267, 84/02/21, 0402290004 


0403010101 Responds to request for eddl info re proposed amend to 
Limiting Condition for Operation 4 1 9 re average core temp 
during shutdown 

WAREPIBOURO, D W, Public Service Co of Colorado 04/02/24, 
JOHNSON, E H Region 4, Office of Director 3pp 22436 038 24X 

Fiche - 50-267,04/02/24, 8403010101 


H403130177 Advieee that util will be utilising respiratory protective 
equipment under provisions of 10CFR20 103, ef f ee t i ve 840401, 
per 840220 telcon 

B0R8T, F. 0 Public Service Co of Colorado 84/02/28 COLLINS, J T 

Region 4, Office of Director, lp 22615 303 24X 

Fiche 30-267,84/02/28,8403130177 


8403160303 Provides radiological ETS clarifications It changes based on 
Item 267/0403-01 in IE Insp Rept 50-267/84-03 
WAREMBDURO, D, W. Public Service Co of Colorado 84/02/29 
COLLINS. J. T Region 4, Office of Director 2pp. 22660 347 24X 

Fiche. 30-267, 04/02/29, 8403160303 


8403130231 Request* FR publication of Amend 40 to License DPR-34, 
revising deiign feeture Tech Spec* to describe type of fuel 
elements to be utilited in upcoming 6 future reloads 
JOHNSON. E H Region 4, Dffice of Director 84/03/02 MILLER, J R 

Operating Reector* Branch 3 2pp 22617 260 24X 

Fi Che: 30-267, 04/03/02, 8403130231 


0403130291 Forwards Amend 40 to License DPR-34 fc safety evaluation 
Amend revise* Tech Spec design features to indicate approval 
for Type H-431 6 H-327 graphite in future reload fuel 
elements 

WAGNER, P C Region 4, Office of Director 84/03/02 LEE, 0 R 
Public Service Co. of Colorado ip 22617 237 24X 

Fiche - 30-267, 84 /03/02 , B403 1 302 5 1 


— 8403130257 Amend 40 to License DPR-34, re v i s l ng Tech Spec design 
features to indicate approval for Type H-451 6 H-327 
graphite in Future reload fuel elements 

JOHNSON, E H Region 4, Office of Director 84/03/02 5pp 
22617 240 24 X Fiche 50-267,04/03/02,0403130251 


— 0403130263 Safety evaluation supporting Amend 40 to License DPR-34 

» Region 4, Office of Director 84/03/02 lOpp 22617 245 24X 

Fiche 50-267,84/03/02,8403130231 


8403120001 Forwards safety evaluation re Sections 5 1 l & 5 3 of 
NUREG-0612, "Control of Heavy Loads at Nuclear Power 
Plants " Guidelines satisfied Phase I acceptable 
JOHNSON, E H Region 4, Office of Director 04/03/06 LEE, 0 R 
Public Service Co of Colorado 2pp 22590 168 24X 

Fiche 50-267,84/03/06,0403120081 


--0403120086 Safety evaluation re NUREG-0612, "Control of Heavy Loads. " 
Phase I Guidelines satisfied 

* NRC - No Detailed Affiliation Given 84/03/06 2pp 
22390 170 24 X Fiche 50-267,84/03/06,0403120081 


— 8402280723 "Control of Heavy Loads at Nuclear Power Plants, Fort St 
Vrain Nuclear Generating Station, Phase I," technical 
evaluation rept 

STICKLEY, T H EGLQ, Inc FIN A-6437 EGG-HS-6294 R03 84/01/31 

NRC - No Detailed Affiliation Given 27pp 22390 172 24X 

Fiche 30-267,04/03/06,8403120081 


8403190330 Forwards application for amend to License DPR-34, C 1 ari fy ing 
Tech Spec changes by revising reporting requirements of 
Sections SO 72 6 50 73 No license amend fee required per 
Generic Ltr 83-43 

LEE, □ R Public Service Co of Colorado 84/03/06 COLLINS, J T 
Region 4. Dffice of Director 2pp 22673 293 24X 

Fiche 50-267,04/03/06,0403190330 


— 0403190357 Application to amend License DPR-34, c lar i Fy i Ti g Tech Spec 
changes by revising reporting requirements of Sections 30 72 
S< 50 73 

LEE, 0 R Public Service Co of Colorado 04/03/06 2pp 
22673 297 24X Fiche 30-267,84/03/06,0403190330 


— 8403190339 Proposed Tech Specs revising reporting requirements of 
Sections 50 72 It 50 73 

a Public Service Co of Colorado 84/03/06 lOpp 22673 299 
24 X Fiche 50-267,84/03/06,8403190330 


0403130234 Disagrees w/utll 840209 ltr concluding that no Tech Spec 
revs required to finalise NURE0-0737 items presented in 
Generic Ltrs 83-36 U 03-37 Changes needed for conformance 
to NUREQ-0737 end Commitments requested within 20 days 
JOHNSON, E H Region 4, Office of Director 84/O3/0B LEE. 0 R 
Public Service Co of Colorado 3pp 22617 263 24X 

Fiche 30-267,84/03/08,0403130234 


8403190003 Forwards Amend 41 to License DPR-34 &. safety evaluation 
Amend allows rece ip t, possession t, use of radioactive 
instrument callbr sources containing up to 300 Cl Cs-137 
WAGNER, P C Region 4, Office of Director 84/03/00 LEE, OR 
Public Service Co of Colorado 3pp 22674 213 24X 

Fiche 50-267,84/03/00,0403190003 


— 0403190087 Amend 41 to License DPR-34, a 1 1 owi ng r ec e ip t, p os se s s 1 on t< use 
of radioactive instrument callbr sources containing up to 
300 Cl Cs-137 «. 200 uCi Kr-05 

JOHNSON, E H Region 4, Office of Director 84/03/08 2p p 
22674 216 24X Fiche 30-267.04/03/08,8403190003 


— 8403190093 Safety evaluation supporting Amend 41 to License DPR-34 
* Office of Nuclear Reactor Regulation, Director 94/03/00 2pp 
22674 218 24 X Fiche 30-267,84/03/08,8403190003 


8403190320 Requests FR publication of notice of issuance of Amend 41 
to License DPR-34 Amend allows possession 6 use of larger 
died radioactive Cs-137 J, Kr-83 instrumentation callbr 
sources 

JOHNSON, E H Region 4, Office of Director 04/03/00 MILLER, J R 
Operating Reactors Branch 3 2pp 22673 270 24X 

Fiche 30-267,84/03/00,0403190320 


8403160229 Forwards Rev A to Work 8poc WB-93-0004, "Reeva 1 ua ti on of 
Plant Protection Sys Setpoints," as result of 831027 
agreement to revise previous application for amend to Tech 
Specs 

WAREMBOURG, D Public Service Co of Colorado 84/03/09, 

COLLINS, J T Region 4, Office of Director 2pp 22661 - 0 4 5 24X 

Fiche 50-267,84/03/09,8403160229 
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— B403160233 Rev A to Wort Spec W5-93-0004, " Reova 1 ue 1 1 on of Plant 

Protection Hij s Setpoints " 

FLOWER, M Public Service Co of Colorado 04/02/17 17pp 
22661 047 24X Fiche 50-267, 04/03/09, B403160229 


B403270189 Forwards application to amend License DPR-34 , c ban g i ng Tech 
Specs re limiting conditions for instrumentation S < control 
sys, control room temp h area radiation monitoring 

LEE, 0 R Public Service Co of Colorado 04/03/14 COLL INS, J T 
Region 4, Office of Director 4pp 22771 103 24X 

Fiche 50-267,04/03/14. 8403270109 


— 8403270191 Application for amend to License DPR-34, revi s 1 ng Tech Specs 
re limiting conditions fDT operation of instrumentation & 
control sys. control room temp U area radiation monitoring 
* Public Service Co of Colorado 04/03/14 3pp 22771 107 
24X Fiche 50-267,04/03/14, 9403270189 


— 3403270194 Proposed Tech Specs re limiting conditions for operation of 
instrumentation !< control sys, control room temp 6 area 
radiation monitoring 

» Public Service Co of Colorado 04/03/14 14pp 22771 110 
24X Fiche 50-267, B9/03/ 14, 8403270189 


0 Inspection reports, IE Bulletins L correspondence 


8403130122 Forwards IE Insp Sept 50-267/03-20 on 831120-1202 fc notice 
of deviation 

JOHNSON, E H Region 4, Office of Director 94/01/25 LEE, 0 R 
Public Service Co of Colorado 2pp 22602 199 24X 

Fiche 50-267,64/01/25.8403130122 


--8403130135 Notice of deviation from insp on B31128-1202 

* Region 4, Office of Director 84/01/25 2pp 22602 200 24X 

Ftche 50-267,84/01/25,0403130122 


—840313014a IE Insp Rept 50-267/83-20 on B31 128-1202 Deviation noted 
Inadequate designation of person responsible for low level 
waste transp orta 1 1 on 6 lack of suitable plan for training 
& retraining re waste transportation 

CHANEY, H D , MURRAY. B , HUNNICUTT, D M Region 4, Office of 
Director 84/01/IB lOpp 22602 202 24X Fiche 50-267, B4/01 /25, 

8403130122 


8403260161 Forwards IE Insp Rept 50-267/B3-32 on 031205-09 No 
violations or deviations Identified 

JOHNSON, E K Region 4, Office of Director 84/02/03 LEE, □ R 
Public Service Co of Colorado 4pp 22750 345 24X 

Fiche 50-267,84/02/03.8403260161 


— B403260167 IE Insp Rept 50-B67/B3-32 on 831205-09 No violations or 
deviations idenlfled Major areas inspected security sys 
audit, physical barrier s-protec ted areas U vital area, testing 
t. maint i alarm stations Details withheld (ref 10CFR73 21) 
CALDWELL. R A . KELLY. J A F , HUNNICUTT. D M Region 4, Office Of 
Director 84/02/01 2pp 22750 347 24X Fiche 50-267, B4/02/03. 

8403260161 


B4O3260I00 Forwards IE Insp Rept 5D-267/B4-03 on 840116-20 No 
violations or deviations noted 

JOHNSON, E H Region 4, Office of Director 04/02/14 LEE, D R 
Public Service Co of Colorado 2pp 22758 251 24X 

Fiche 50-267, B4/02/ 14. B403260100 


— B403260107 IE Insp Rept 50-267/84-03 on 840116-20 No violations or 
deviations noted Major areas inspected radwaste program, 
including orgeniiation (, mgt control s, training 6 
qualifications 6 solid radwaste processing 

WILDQRN, L , MURRAY, B , HUNNICUTT, D M Region 4, Office of 
Director 84/02/13 lOpp 2275B 253 24X Fiche 50-267.84/02/14, 

8403260100 


8403010107 Submits schedule & program description, for Segment 3 fuel 
element insps, per 040210 telcon Program will be performed 
upon request Fuel element cracks have no effect on fuel 
particle integrity 

UAREMBOURO, D U Public Service Co of Colorado 84/02/13 
COLLINS, J T Region 4, Office of Director 6pp 22436 057 24X 

Fiche 50-267,04/02/15.8403010107 


0403010304 Responds to IE Bulletin 79-14 re review of seismic piping 
redocumentation status Util will finalise design work in 
upcoming months i. remaining mod will be completed prior to 
startup after fourth refueling outage 

DREY. H L Public Service Co of Colorado B4/02/17 COLLINS, J T 
Region 4, Office of Director 2pp 22432 122 24X 

Fiche 50-267.84/02/17.8 4 0301 0304 


8403050112 Respond s to NRC 040125 i tr re deviations noted in IE Insp 
Rept 50-267/83-20 Corrective actions Radiation Protection 
Administrative Procedure RPAP— 4 will be revised to include 
administrative control section 

WAREMDOURQ, D W Public Service Co of Colorado 84/02/22 
COLLINS, J T Region 4, Office of Director 3pp 22487 303 24X 

Fiche 50-267,04/02/22,8403080112 


8403050153 Ack receipt of 031128 ltr Informing NRC of step* taken to 
correct violations noted in IE Insp Rept S0-267/B3-26 No 
ad d 1 response required to NR MCA certificate as error not 
germane to corrective action 

JOHNSON, E H Region 4. Office of Director 84/02/23 LEE, 0 R 
Public Service Co of Colorado tp 22485 060 24X 

Fiche 50-267.04/02/23, B4030501 33 


8401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits & Annunciation " Bvc list 
end 

JORDAN. £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/02/23 Consolidated Edison Co of New 

York, Inc 115pp 22909 239 24X Ft Che : 50-000, B4/02/2B, 8401190072 


8403160303 Provide* radiological ETS clarification* Si change* based on 
Item 267/8403-01 in IE Insp Rept 50-267/04-03 
WAREMDOURO. D W Public Service Co of Colorado B4/02/29 
COLLINS, J T Region 4, Office of Director 2pp 226 6 0 347 24X 

Fiche 50-267,84/02/29,8403160303 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC " Svc list end 

GRACE. J N Division of GA, Safeguards ti Inspection Programs (Post 
B3010J) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22552 329 24X Fiche 50-000,94/03/02,04020900 07 


0402090008 IE Info Notice 84-16. "Failure of Automatic Sprinkler 8ys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co, of New 

York, Inc !22pp 22553 098 24X Fiche 50-000, 84/03/02, B40209000B 


8402090009 IE Info Notice 84-15. "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness Engineering 
Response (Post B30103) 84/03/02 Consolidated Edison Co of New 

York, Inc ll9pp 22553 217 24X Fiche 50-000,84/03/02,8402090009 


8402090011 IE Info Notice 84-17, "Problems U/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp “ Svc list end 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc I17pp 22553 336 24X Fiche 50-000- B4/03/05, 84020900 1 1 


0403260205 Forwards IE Insp Rept 50-267/84-04 on 840206-10 S< notice 
of viol at ion 

JOHNSON, E H Region 4, Office of Director 84/03/05 LEE, 0 R 
Public Service Co of Colorado 2pp 22756 210 24X 

Fiche 50-267, B4/03/05, 0403260205 


— B403260209 Notice of violation from Insp on 040206-10 

* Region 4, Office of Director 84/03/05 Ip 22756 212 24X 

Fiche 50-267,04/03/05, B4032602O5 


— 8403260211 IE Insp Rept 50-267/84-04 on 840206-10 Violation noted 
maint worker proceeded toward work area w/anticontaminat ion 
clothing surveyed indicating 400 counts per minute & clothes 
not stored for decay b rewashing 

WILBORN.L , MURRAY, 8 , HUNNICUTT, D (1 Region 4, Office of 
Director 04/03/05 lOpp 22756 213 24X Fiche 50-267, 84/03/05, 

0403260205 


B403160326 Documents 040305 telcon which advised NRC that photographs 
committed to in fuel element insp program underexposed 
Preparations to remove all Region 10 fuel elements from fuel 
storage well to permit photographs of elements begun 
WAREMBDUROi D W Public Service Co of Colorado 84/03/06 
COLLINS, J T Region 4. Office of Director 2pp 22660.039. 24X 

Fiche 50-267. B4/O3/06, 0403160326 


8402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys *' Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co. of New 

York, Inc U0pp 22635 049. 24X F i c h ■ 50-000, 84/03/07, 0402090024 


840209002a IE Info Notice 84-10. "Stress Corrosion Cracking in PWR 
Bys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response iPost 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc 1 lBpp 22584 106 24 X Fiche 50-000,84/03/07,9402090028 
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8403260174 Forwards IE Insp Rept 50-267/B4-07 on 840213-16 No 
violations or deviations identified 

JGHNSON.E H Region 4, Office of Director B4/03/0B LEE. 0 R 
Public Service Co of Colorado 2pp 22757 343 24X 

Fiche 30-267.84/03/08,8403260174 


--8403260177 IE Insp Rept 50-267/84-07 on 840213-16 No violations or 
deviations identified Major areas inspected GA procedures 
for installation of safety-related electrical equipment fc 
qualification of QC electrical personnel 

BESS, J E , JAUDON, J P . HUNNICUTT, D M Region 4. Office of 

Director B4/03/0B 7pp 22757 343 24X Fiche 50-267 , B4/03/08. 

8403260174 


B40209003 i IE Bulletin B4-0S, “Failures of GE Type HFA Relays in Use In 
Class IE Safety Sys " Bvc list end 

DEYOUNQ, R C Director's Office, Office of Inspection and 

Enforcement B4/03/12 Consolidated Edison Co of New York, Inc 

134pp 22023094 24X Fiche 50-000,84/03/12,8402090031 


B40B090043 IE Info Notice B4-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) B4/03/21 Consolidated Edison Co of New 

York, Inc iD3pp 22BB3 229 24X Fiche 50-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safe ty-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post B30103) 04/03/21 Consolidated Edison Co of New 

York, Inc 133pp, 22933 001 24X Fiche 50-000.84/03/21,8402090044 


R Periodic operating reports fc related correspondence 


B403060309 "Semiannual Effluent Rept,Jul-Dec 1983 “ U/B40202 l tr 

B0R8T.F J Public Service Co of Colorado B3/12/31 COLLINB.J T 
Region 4, Office of Director 17pp 22515 33B 24X 

Fiche 30-267,03/12/31,8403060309 


0403130396 "Environ Radiation Surveillance Program Summary Rept for 
Third It Fourth Quarters 19B3 " W/B40229 Itr 

JOHNSON, J E Colorado State Unlv , Ft Collins, CO BREY, H L 
Public Service Co of Colorado 63/12/31 COLLINS, J T Region 4, 
Office of Director i43pp 22604 207 24X Fiche 50-267 , 83/12/31, 

6403130396, 


8403010118 "Annual Occupational Exposure Rept 1983 " 

BORST, F J Public Service Co of Colorado B4/02/21 COLLINS, J T 
Region 4, Office of Director lp 22436 034 24X 

Fiche. 30-267, 84/02/21 , 840301 01 18 


8403190344 Monthly operating rept for Feb 1984 W/840313 ltr 

FULLER, C , WAREMBOURQ.D Public Service Co of Colorado 84/02/29 
9pp 22673 156 24X Fiche 50-267,84/02/29,8403190344 


B, Reportable occurrences, LERs it related correspondence 


B403010134 Forwards LERs B0-030/03X-2 & B1-068/03X-1 

HAREMBOURQ, D Public Service Co of Colorado 84/02/16, 

COLLINS, j T Region 4, Office of Director lp 22435 349 24X 

Fiche 30-267, 84/02/16, 0403010134 


— 8403010153 LER 00-030/03 X~2 on 800604, steam generator penetration 
leakage appeared to be greater than 400 lb per day Caused 
by purified helium leakage internal to loop 2 penetration t, 
occurring between interspace & cold reheat steam piping 
NOVACHEK, F., FRYE, D L , MCBRIDE, L M Public Service Co, Df 
Colorado 84/02/16 7pp 22435 350 24X Fiche 80-267,04/02/16, 

8403010134 


— B403010167 LER B1-068/03X-1 on 811024, loop 2 steam generator Interspace 
leakage exceeded limits Caused by helium leakage internal to 
penetration interspace t, occurring between Interspace fc cold 
reheat steam piping 

NOVACHEK, F , FRYE.D L , MCBRIDE, L M Public Service Co of 
Colorado 84/02/16 4pp 22435357 24X Fiche 50-267,84/02/16, 

8403010134. 


8403010116 LER 84-002-00 on B40123, during surveillance test, one of 
throe bearing water pressure differential switches Pound 
inoperable Cause unknown Switch replaced t cellbr to 
Instrument operating requirements M/840222 ltr, 

NOVACHEK, F . HAREMBOURQ, D Public Service Co. of Colorado 
84/02/22 COLLINS, J T Region 4, Office of Director 6p p 
22436 020 24 X Fiche 50-267,84/02/22,8403010116 


8403120071 Requests initiation of new tasi interface agreement for 
review of licensee 840120 submittal re steam generator 
tube leak Acceptable steam generator tube surveillance 
program should be established 

DENISE, R P Division of Resident, Reactor Project 4 Engineering 
Programs 34/03/06 EISENHUT.D Q Division of Licensing 2pp 
225B9 302 24 X Fiche 50-267.84/03/06.8403120071 


B403520063 LER 04-003-00 on 8402 12, automa 1 1 c plant protective sys 
reactor scram initiated by one of two logic trips involving 
nuclear startup channel II Caused by insertion of fuel block 
containing neutron startup source W/840313 ltr 
NOVACHEK, F . WAREMDQURO, D Public Service Co of Colorado 
84/03/13 COLLINS, J T Region 4, Office of Director 7pp 
22717 173 24 X Fiche 50-267,84/03/13.8403220063 
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F Security, medical, emergency it fire protection plans 


8403090254 Public version of revised crisis mgt plan implementing 
procedures, Inc 1 uding Procedures 5 3 4 re scheduling/planning 
support group, 5 3 6 re radiological support group 6 5 3 7 re 
technical support group W/831107 ltr 8, JM Felton memo 
TUCKER, H B Duke Power Co 83/10/31 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 271pp 22595 055 24X 

Fiche 30-000,83/10/31,8403090234 


8403060225 Rev 11 to crisis mgt plan W/040224 ltr It public into 
pamphlet 

VAUGHN, T E , TUCKER, H B Duke Power Co 84/02/02 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 66pp 22516 1B9 
24X Fiche 50-000,84/02/02.8403060223 


8403160134 Forwards IE Insp Repts 50-269/84-04,50-270/84-04 It 
30-287/84-04 on 840201-02 No violations or deviations 
ldentl f i ed 

DANCE, H C Division of Project 4 Resident Programs 84/02/16 
TUCKER, H D Duke Power Co 2pp 22655 336 24X 

Fiche 50-269,84/02/16.0403160134 


--B403160141 IE Insp Repts 50-269/84-04, 30-270/84-04 It 50-267/84-04 on 
040201-02 No violations identified Major areas Inspected 
emergency preparedness areas of protective action 
dec is lonmak i ng 

CLINE. W E Region 2, Office of Director 84/02/15 4p p 
22655 339 24X Fiche 50-269,84/03/16,8403160134 


0403090222 Forwards Rev 3 to training & qualification plan Rev 
withheld (ref 10CFR7321) 

TUCKER, H 0 Duke Power Co 04/02/29 O'REILLY, J P Region 2, 
Office of Director lp 22375 149 24X Fiche 30-269,84/02/29. 
8403090222 


0403 1 60278 Extends Invitation to attend 840316 workshop to discuss 
(OCFRSO.App R requirements it results of recent insp to help 
resolve misunderstanding associated w/requ i remonts 
LEWIS, R C Division of Project It Resident Programs 04/03/02 
TUCKER, H D Duke Power Co lp 22660 274 24X 

Fiche 30-000,94/03/02,8403160278 


8403160243 Forwards summary of 84022B meeting w/util in Atlanta, OA re 
10CFR50 40 St lOCrRSO.App R fire protection application 
Attendance list also end 

LEWIS, R C Division of Project S< Resident Programs 84/03/07 
TUCKER. H D Duke Power Co 3pp 22660 312 24X 

Fiche 30-269,94/03/07.8403160243 


8403120119 Advises that B40116 Rev 11 to physical security plan 
consistent w/provlslons of 10CFR50 54(p) 6 acceptable 
LEWIS, R C Division of Project it Resident Programs 84/03/08 
TUCKER, H B Duke Power Co 2pp 22589 219 24X 

Fiche 50-269,94/03/08,8403120119 


8403390069 Aeh receipt of B4020B ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-269/83-36. 
50-270/93-37 it S0-2B7/83-36 Implementation of corrective 
actions will he examined during future insp 

DANCE, H C Division of Project & Resident Programs 04/03/20 
TUCKER, H B Duke Power Co Ip 22907 011 24X 

Fich*' 30-269, 84/03/20, B403290069 


—8403290100 IE Insp Repts 50-269/83-36. 50-270/83-37 t, 50-287/83-36 on 
831111-1210 Violation noted failure to follow Malnt 
Procedure 27O/B3-37-01 re quality performed on Reactor 
Coolant Pump 2B2 

BRYANT, J Region 2, Office of Director 84/01/09 lOpp 
22807 017 24X Fiche 50-269,84/03/20,9403290069 



68 


DOCKETED ITEMS 


8403270209 Forward* Rev 4 to util response to NUREG-0737, Sup p 1 1< 
including control room review implementation priority 
schedul e 

TUCKER, H E Duke Power Co B4/03/23 DENTON. H R Office of 
Nuclear Reactor Regulation, Director STOLE. J F Operating Reactors 
Branch 4 9pp 22772 Q80 24X Fsche 50-269, B4 /03/23. B40327O209 


P Operating license stage documents U correspondence 


8403040292 Submits response to NRC request for scheduler info re SER of 
proposed inadequate core cooling instrumentation Final 
design description will be submitted by B507D1 

TUCKER, H B Duke Power Co 84/02/28 DENTON, H R Office of 
Nuclear Reactor Regulation. Director STOLE, J F Operating Reactors 
Branch 4 2pp 2251 B 124 24X Fiche 50-24,9,04/02/88,8403060292 


8403150328 Forwards Amends 127,127 tc >24 to Licenses DPR-3B, DPR— 47 6 
DPR-S3, respectively *t safety evaluation Amends revise Tech 
Specs to implement limiting conditions for operation in 
event one startup transformer out of svc 

STOLZ. J F Operating Reactors Drench A 84/03/02 TUCKER, H B 
Duke Power Co 2pp 22649 274 24X Fiche 50-269,84/03/02, 

6403150320 


— 84031 S033S Amends 127.127 t, 124 to Licenses DPft-38, DPR-47 t, DPR-95, 
r esp e c t i ve 1 y , revi sing Tech Specs to implement limiting 
conditions for operation in event one startup transformer 
out of svc 

BTOLZ, J F Operating Reactors Branch 4 84/03/02 21pp 

23649 276 24X Fiche 50-269,84/03/02,3403150328 


— B4031S0344 Safety evaluation supporting Amends 127,127 fc 124 to 
Licenses DPR-38, DPR-47 6 DPR-35, respec 1 1 vel y 

* Dffice of Nuclear Reactor Regulation, Director 84/03/02 2pp 
22649 297 24X Fiche 50-269,84/03/02,8403150323 


Q Inspection reports, IE Bulletins ■!< correspondence 


8403070364 Forwards IE Insp Repts 30-269/B3-1 1. 50-270/33- 11 6 
50-2B7/83-11 an 830317-28 Enforcement action addressed In 
NRC 830 602 1 tr 

LEWIS. R C Division of Project t. Resident Programs 83/06/02 
TUCKER, H B Duke Power Co 2pp 22546 025 24X 

Fiche 30-269,33/06/02,8403070364 


— -0403070369 IE lnsp Repts 50-269/83-11,50-270/83-11 tt 50-237/03-11 on 
B30317-2B Violations noted loss of containment integrity on 
B30317 t, 21 6 failure to meet requirements of confirmatory 
order dtd 810710 re independent verification 

BRYANT, J . FALCONER, D Region 2, Office of Director IONATONISjA 
Division of Project 6 Resident Programs 83/06/02 10pp 
22546 027 24X Fiche 50-269,33/06/02.8403070364 


34031 601 34 Forwards IE lnsp Repts 30-269/84-04.50-270/84-04 t< 
50-287/84-04 on 840201-02 No violations or deviations 
id ent if 1 ed 

DANCE, H C Division of Project (■ Resident Programs 84/02/16 
TUCKER, H B Duke Power Co 2pp 22655 336 24X 

Fiche 30-269, 84/02/16, 8403! 60J34 


■-B403160 i 4 1 IE lnsp Repts 50-269/ B4-04. 50-270/84-04 & 50-2B7/84-04 on 
B402Q1-Q2 No violations identified Major areas Inspected 
emergency preparedness areas of protective action 
deci si onma king 

CLTNE.W E Region 2, Office Of Director JENKINS, 0 R Division 
of Emergency Preparedness & Material* Safety 84/02/15 4pp 
22653 338 24X Fiche 30-269, B4/02/ 16, 8403160134 


3403010303 Forwards addl info re 830815 request for relief from 
inservice lnsp requirement* tHydr os ta ti c l of Section XI of 
ASHE Boiler t< Pressure Vessel Code Valve 2LPGW-133 cannot be 
closed due to sheared hinge pins 

TUCKER, H B Duke Power Co B4/02/23 DENTON, H ft Office of 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactors 
Branch 4 2pp 22432 102 24X Fiche 50-269,84/02/23,8403010303 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits & Annunciation " Svc list 
pncl 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc li5pp 22909 239 24X Fiche 30-000, B4/02/28, B401 190072 


8402090007 IE Info Notice 34-14, "Highlight* of Recent Transport 
Regulatory Revs by DOT U NRC '* Svc list end 

GRACE. J N Division of OA, Safeguards *• Inspection program* (Post 
8301031 B4/03/02 Consolidated Edison Co of New York, Inc 

130pp 22552 329 24X Fiche 30-000, B4/03/02, 8402090007 


8402090008 I£ Info Notice 04—16, "Failure of Automatic Sprinkler 6ys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22333 098 24X Fiche 50-000,04/03/02,8402090008 


8402090009 IE Info Notice 84—15, "Reporting of Radiological Releases 
Bvc list enc 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22553 217 24X Fiche 50-000,84/03/02,8402090009 


0402090011 IE Info Notice 84-17, "Problems W/Llquid Nitrogen Coaling 
Components Below Nil Ductility Temp “ Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Past 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22533 336 24X Fi c he 50-000, 84/03/05, 040209001 1 


3402090024 IE Info Notice 84-09. Rev 1, "Lessons Learned From lnsp* of 
Fire Protection Safe Shutdown Sys '* Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc liBpp 22635 049 24X Fiche 50-000, B4/03/07, 8402090024 


0402090020 IE Info Notice 84—18, "Stress Corrosion Cracking in PWR 
Sys * Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

Yot k, Inc liBpp 22584 186 24X Fiche 50-000, 84/03/07, B402090028 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays In Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

1 34pp 22823 094 24X Fiche 50-000,84/03/12,8402090031 


0403290069 Act receipt of 840208 ltr informing NRC of steps taken to 
correct violations noted in IE lnsp Repts 50-269/83-36, 
50-270/83-37 t< 50-207/83-36 Implementation of corrective 
actions will be eramined during future insp 

DANCE, H C Division of Project L Resident Programs 84/03/20 
TUCKER, H D Duke Power Co lp 22807 Oil 24X 
Fiche SO-269. 84/03/20, 0403290069 


— 8403290082 Responds to NRC 840109 ltr re violations noted in IE Insp 
Repts 50-269/83-36,50-270/83-37 & 50-287/83-36 Corrective 
actions Unit 2 staging coil locations corrected 6 seal 
packages on Reactor Coolant Pump 2G2 replaced 

TUCKER, H t) Duke Power Co 84/02/08 O'REILLY, J P Region 2, 
Office of Director 2pp 22807.012 24X Fiche 50-269,84/03/20, 

0403290069 


— 8403290090 Forwards IE Insp Repts 50-269/83-36, 50-270/83-37 5, 
50-287/83-36 on 831111-1210 *■ notice of violation 
DANCE, H C Division of Project 6 Resident Programs 84/01/09 
TUCKER. H B Duke Power Co 2pp 22807 014 24X 

Fiche’ 50-269, 84/03/20, 8403290069 


— 8403290095 Notice of violation from insp on 831111-1210 

* Region 2, Office of Director 84/01/09 lp 22807 016 24X 

Fiche’ 50-269,84/03/20, 8403290069 


— B40329O108 IE lnsp Repts 50-269/83-36.50-270/83-37 fc 30-287/83-36 on 
831111-1210 Violation noted, failure to follow Maint 
Procedure 270/83-37-01 re qual 1 ty performed on Reactor 
Coolant Pump 2B2 

DRYANT, J , FALCONER, D Region 2, Office of Director 

OROMNLEE, V L Division of Project l< Resident Programs 84/01/09 

10pp 22807 017. 24 X Fiche 50-269,84/03/20,0403290069 


0402090043 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries into PUR Reactor Cavities " Svc list end 
JORDAN, £ L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/21. Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X Fiche 50-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
By s " Svc 1 lit end, 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co, of New 

York, Inc 135pp 22933 001 24X Fiche 50-000, 84/03/21, 0402090044 


R Periodic operating reports & related correspondence 


0403200010 Monthly operating repts for Feb 1984 W/84Q313 ltr. 
REAVI8. J A , TUCKER, H B. Duke Power Co 84/02/29 17pp. 

22685 185 24X Fiche 50-269,04/02/29,8403200010 
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V Operator Examinations 


6403080239 Forwards operator licensing exam schedule through CYBB, in 
response to Generic Ltr 83-40 

TUCKER, H B Duke Power Co B4/02/29 EI6ENHUT, D O Division of 
Licensing 2pp 22361 023 24X Fiche 50-269,84/02/29,8403080239 


DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 


F Security, medical, emergency & fire protection plans 


8403090234 Public version of revised crisis mgt plan Implementing 
proc edure s , inc 1 ud ing Procedures 3 3 4 re scheduling/planning 
support group, 5 3 6 re radiological support group b 3 3 7 re 
technical support group W/831107 ltr b JM Felton memo 
TUCKER, H B Duke Power Co 03/10/31 DENTON, M R Office of 
Nuclear Reactor Regulation, Director 271pp 22395 033 24X 

Fiche 30-000,83/10/31,8403090234 


8403060223 Rev 11 to crisis mgt plan U/B40224 ltr b public info 
pamph 1 a t 

VAUGHN, T E , TUCKER, H D Duke Power Co 84/02/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 66pp 22316 189 
24X Fiche 30-000,84/02/02,8403060223 


8403160134 Forwards IE Insp Repts 50-269/84-04,30-270/84-04 b 
30-2B7/B4-04 on 040201-02 No violations or deviations 
1 denti f 1 ed 

DANCE, H C Division of Project & Resident Programs 84/02/16 
TUCKER, H B Duke Power Co 2pp 22633 336 24X 

Fiche 30-269, 84/02/16, B403160134 


— 8403160141 IE Insp Repts 50-269/B4-04, 30-270/B4-04 it 50-287/84-04 on 
840201-02 No violation* identified Major areas inspected 
emergency preparedness areas of protective action 
dec is ionmaking 

CLINE, W E Region 2, Office Of Director 84/02/19 4pp 
22653 330 24X Fiche 30-269,84/02/16,8403160134 


8403090222 Forwards Rev 3 to training it qualification plan Rev 
withheld (ref 10CFR73 21) 

TUCKER, H B Duke Power Co 84/02/29 O'REILLY, J P Region 2, 
Office of Director ip 22373 149 24X Fiche 30-269,84/02/29, 
8403090222 


6403160278 Extends invitation to attend 840316 workshop to discuss 
10CFRS0,App R requirements 6 results of recent insp to help 
resolve misunderstanding associated w/rsqu i rements 
LEWIS, R C Division of Project it Resident Programs 84/03/02 
TUCKER, H B Duke Power Co Ip 22660 274 24X 

Fiche 30-000, B4/03/02, 8403160278 


8403160243 Forwards summary of 040228 meeting w/util in Atlanta,GA re 
10CFR30 48 it 10CFR30, App R fire protection application 
Attendance list also enc 1 

LEWIB, R C Division of Project b Resident Programs 84/03/07 
TUCKER, H B Duke Power Co 3pp 22660 312 24X 

Fiche 30-269,84/03/07,8403160245 


8403120119 Advisee that 840116 Rev 11 to physical security plan 
consistent w/provltiont of 10CFR50 54(p> & acceptable 
LEWIS, R C Division of Project b Resident Programs 84/03/08 
TUCKER, H 0 Duke Power Co 2pp, 22389 219 24X 

Fiche 30-269, 04/03/08, B4031201 19 


8403290069 Ac k receipt of 840208 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-269/83-36, 
30-270/03-37 b 30-287/83-36 Implementation of corrective 
actions will be examined during future insp 

DANCE, H C Division of Project b Resident Programs B4/03/20 
TUCKER, H D Duke Power Co lp 22007 011 24X 

Fiche 30-269,84/03/20,8403290069 


—8403290108 IE Insp Repts 30-269/83-36,30-270/83-37 S< S0-287/B3-36 on 
831111-1210 Violation noted failure to follow Maint 
Procedure 270/83-37-01 re quality performed on Reactor 
Coolant Pump 2B2, 

BRYANT, V Region 2. OffiCB of Director 84/01/09 lOpp 
22807 017 24 X Fiche 30-269, B4/03/20, 0403290069 


8403270209 Forwards Rev 4 to util response to NUREO-0737, Sup p 1 1, 
including control room review Implementation priority 
echedul e 

TUCKER, H S Duke Power Co 84/03/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J F operating Reactors 
Branch 4 9pp 22772 088 24X Fiche 30-269,84/03/23,0403270209 


P Operating license stage documents b correspondence 


8403060292 Submits response to NRC request for scheduler info re SEP? of 
proposed inadequate core cooling Instrumentation Final 
design description will be submitted by 830701 
TUCKER, H H Duke Power Co 84/02/28 DENTON, H K Office of 
Nuclear Reactor Regulation, Director STOLZ, J r Operating Reactors 
Branch 4 2pp 2251B 124 24X Fiche 50-269,84/02/28,8403060292 


8403130328 Forwards Amends 127,127 it 124 to Licenses DPR-38, DPR-47 & 
DPR-33, respec 1 1 ve ly b safety evaluation Amends revise Tech 
Specs to implement limiting conditions for operation in 
event one startup transformer out of svc 

STOLZ, J F Operating Reactors Branch 4 84/03/02 TUCKER, H B 

Duke Power Co 2pp 22649 274 24X Fiche 30-269.84/03/02. 

0403130320 


—8403130335 Amends 127,127 b 124 to Licenses DPR-38, DPR-47 b DPR-33, 
respectively, revi sing Tech Specs to implement limiting 
conditions for operation in event one startup transformer 
out of svc 

STOLZ, J F Operating Reactors Branch 4 84/03/02 21pp 

22649 276 24X Fiche 50-269,84/03/02,8403130328 


— 8403150344 Safety evaluation supporting Amends 127,127 b 124 to 
Licenses DPR-38, DPR-47 b DPR-33, resp ec t ive l y 

* Office of Nuclear Reactor Regulation, Director 04/03/02 2pp 
22649 297 24X Fiche 30-269,84/03/02,8403130328 


8403290314 "Oconee 2 Cycle 7 Startup Testing Rept " W/840326 ltr 
ELDER, M L , PARSONS, C H Duke Power Co 04/03/26 DENTQN, H, H 
Office of Nuclear Reactor Regulation, Director STOLZ, J F 

Operating Reactors Branch 4 23pp 22802 070 24X 

Fiche. 30-270, 84/03/26,8403290314 


0 Inspection reports, IE Bulletins b correspondence 


0403070364 Forwards IE Insp Repts 30-269/83-11,50-270/83-11 b 
30-207/03-11 an 030317-28 Enforcement action addressed in 
NRC 830602 ltr 

LEWIS, R C Division of Project b Resident Programs 03/06/02 
TUCKER. H 0 Duke Power Co 2pp 22346 023 24X 

Fiche 50-269, B3/06/02, 8403070364 


- -8403070369 IE Insp Repts 50-269/03-11,30-270/83-11 b 50-287/83-tl on 
830317-28 Violations noted loss of containment integrity on 
830317 b 21 b failure to meet requirements of confirmatory 
order dtd 010710 re Independent verification 

BRYANT, J , FALCONER, D, Region 2. Office of Director IONATONIS, A 
Division of Project b Resident Programs 83/06/02 lOpp 
22546 027 24X Fiche 30-269,83/06/02,8403070364 


8403160134 Forwards IE Insp ReptB 30-269/84-04,30-270/04-04 b 
30-287/84-04 on 840201-02 No violations or deviations 
identified 

DANCE, H C Division of Project b Resident Programs 84/02/16 
TUCKER, H B Duke Power Co 2pp 226SS 336 24X 

Fiche 30-269,04/02/16,8403160134 


—8403160141 IE Insp Repts 30-269/84-04,30-270/84-04 b 30-287/84-04 on 
840201-02 No violations identified Major areas inspected 
emergency preparedness areas of protective action 
dec is xonmaking 

CLINE, U E Region 2, Office of Director JENKINS, O R Division 
of Emergency Preparedness b Materials Safety 84/02/15 4pp 
22633 338 24X Fiche 30-269,84/02/16,8403160134 


0403010308 Forwards addl info re 830813 request for relief from 
Inservice insp requirements (Hydrostatic) of Section XI of 
A8ME Boiler b Pressure Vessel Code Valve 2LPBW-133 cannot be 
closed due to sheared hinge pins 

TUCKER. H B Duke Power Co 04/02/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ, J F Operating Reactors 
Branch 4 2pp 22432 102 24X Fiche 30-269,84/02/23,8403010308 


8401190072 IE Info Notice B4-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B3Qi03) 84/02/28 Consolidated Edison Co pf New 

York, Inc 115pp 22909 239 24X Fiche 50-000,84/02/28,8401 190072 


8402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list end 

GRACE, J N Division of OA, Safeguards b Inspection Programs (Past 
830103) 84/03/02 Consolidated Edison Go of New York, Inc 

1 30p p 22352 329 24X Fiche 30-000,04/03/02,8402090007 
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8402090DDB IE Info Notice B4-1*, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list oncl 

JORDAN. E L Division of Emergency Preparedness fc Engineering 
Response (Post B30103> 04/03/02 Consolidated Edison Co of New 

York, Inc 123pp 22353 090 24X Fiche 50 - 000 . 84 / 03 / 02 , B40209000F 


0402090009 rE Info Notice 04-15, "Reporting of Radiological Releases " 
Bvc list enc 1 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830J03) 04/03/02 Consolidated Edison Co of New 

York, Inc ll?pp 22553 217 24 X Fiche 30-000.04/03/02,0402090009 


V Operator Examinations 


84030B0239 Forwards operator licensing exam schedule through CY0B, in 
response to Generic Ltr 83—40 

TUCKER, H B Duke Power Co 04/02/29 E18ENHUT, D 0 Division of 
Licensing 2pp 22561 023 24X Fiche 30-269,84/02/29,0403080239 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 
F Security, medical, emergency 6 fire protection plans 


0402090011 IE Info Notice 84-17, "Problems W/Liquid Nitrogen Cooling 
Components Seloui Nil Ductility Temp ” Bvc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post B30103I 04/03/05 Consolidated Edison Co of New 

York, Inc U7pp 22553 336 24X Fiche 50-000,04/03/03,0402090011 


0402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list enc 1 
JORDAN. E L Division of Emergency Preparedness t, Engineering 
Response (Post 030103) B4/03/07 Consolidated Edison Co of New 

York. Inc 118pp 22*35 049 24 X Fiche 50 - 000 , 84/03/07. B402090024 


8402090028 IE Info Notice 34-13, 'Stress Corrosion Cracking in PWR 
Sys " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness * Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of New 

York, Inc UBpp 22504 106 24X Fiche 50-000, B4/03/ 07. B40207002B 


040209003 1 IE Bulletin 04-02, "Failures of SE Type HFA Relays in Use in 
Class IE Safety Bys " Svc list enc 1 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

134pp 22B23 094 24X Fiche 50-000, B4/03/ 12. 0402090031 


8403290069 Ac k receipt of B4020B ItT informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-2*9/83-36, 
50-270/03-37 b 5O-2B7/03-36 Implementation of corrective 
actions will be examined during future insp 

DANCE, N C Division of Project * Resident Programs 34/03/20 
TUCKER, H B Duke Power Co lp 22B07 01! 24X 

Fiche 50-269,04/03/20,8403290069 


0403060022 Advises that NRC will not review emergency plans to delete 
privacy or proprietary info unless specifically requested by 
licensee, per 810709 Generic Ltr 91-27 W/o request, ent Ire 
plan will be placed In PDR 

VAS8ALL0, D 0 Operating Reactors Branch 2 04/02/21 SINCLAIR, J B 

Vermont Yankee Nuclear Power Corp 2pp 22520 336 24X 

Fiche 30-271,04/02/21,8403060022 


8403140235 Informs that onsite b offsite emergency preparedness 
adequate b emergency plans upgraded per NUREG-0737. 

Item III A 2 1 Reasonable assurance exists that prompt 
protective measures will be taken tD protect public 

VA88ALLO, D 0 Operating Reactors Branch 2 84/02/2 2 SINCLAIR, J B 

Vermont Yankee Nuclear Power Corp 3pp. 22636:320 24X 

Fiche 30-271.04/02/22,8403140205 


0403140290 Approves 831116 request to establish emergency operations 
facility (EOF) 8 75 miles from plant w/o providing backup 
EOF 

EI6ENHUT, D 0 Division of Licensing 84/02/27 MURPHY, W P 
Vermont Yankee Nuclear Pow-Br Corp 2pp 22636 318 24X 

Fiche 90-271,04/02/27,0403140290 


0403190243 Notification of 840418 workshop in King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp b topics described in IE Info Notice 
84-09 Agenda for workshop end 

HURLEY, T E Region 1, Office of Director 04/03/09 O'TOOLE, J D 
Consolidated Edison Co of New York, Inc LUNDVALL, A E Baltimore 
Gas fc Electric Co RANDAIZA, J B Maine Yankee Atomic Power Co 
3 Spp 22672 062 24X Fiche 50-000.94/03/09,8403190243 


— 8403290082 Respcmds to NRC 840109 ltr re violations noted in IE Insp 
Repts 50-269/83-36.50-270/03-37 0 50-207/83-36 Corrective 
actions Unit 2 staging cell locations corrected b seal 
packages on Reactor Coolant Pump 2B2 replaced 

TUCKER, H B Duke Power Co 04/02/00 O'REILLY, J P Region 2, 
Office Of Director 2pp 22807 012 24X Fiche 50-269.84/03/20, 

8403290069 


— 9403290090 Forwards IE Insp Septs 50-269/B3-36, 50-270/83-37 b 
50-2 07/03 -36 on 831111-1210 i, notice of violation 
DANCE, H C Division of Project b Resident Programs 04/01/09 
TUCKER. H D Duke Power Co 2pp 22007 014 24X 

Fiche 50-269, B4/03/20, 0403290069 


— B40329009 5 Notice of violation from insp on 831111-1210 

* Region 2, Office of Director 04/01/0? Ip 22807 016 24X 

Fiche 50-269,84/03/20, 0403290069 


— 8403290108 IE Insp Repts 50-269/B3-36, 50-270/03-37 b 50-207/83-36 on 
031111-1210 Violation noted failure to follow Maint 
Procedure 270/83-37-01 re quality performed on Reactor 
Coolant Pump 282 

DRYANT, J , FALCONER, D Region 2, Office of Director 

BROWNLEE, V L Division of Project 6 Resident Programs 04/01/09 

10pp 22007 017, 24 X Fiche 50-2*9,04/03/20,0403290069 


8402090043 IE Info Notice 04-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, inc 123pp 22023 229 24X Fiche 50-000. B4/03/21. 8402090043 

8402090044 IE Info Notice 84-20. "Bvc Life of Relays in Safety-Related 
8ys " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 84/03/21 Consolidated Edison Co, of New 

York, Inc J35pp 22933 001 24X Fiche 50-000, B4/03/S1, 8402090044 


R Periodic operating reports b related correspondence 


B403200010 Monthly operating repts for Feb 1904 W/ 84031 5 ltr 
REAVIBr J A , TUCKER, H B Duke Power Co 84/02/29 17pp. 

226B3 185 24X Fiche 30-269,84/02/29,0403200010 


B403290064 Forwards IE Enforcement Conference Rept 50-271/83-26 on 
840110 Util has riot provided NRC w/requiTed fire protection 
features for certain equipment in reactor bldg to achieve b 
maintain safe shutdown 

MARTIN, T T Division of Engineering b Technical Programs, B4/03/13 
MURPHY, W P Vermont Yankee Nuclear Power Corp 2pp 22806 283 
24X Fiche 50-271.04/03/13,8403290064 


— 8403290071 IE Enforcement Conference Rept 50-271/83-36 on 840110 Major 
areas discussed potential violation of lOCFRSO.App R re 
failure to provide fire protection for redundant safe 
shutdown equipment located primarily in reactor bldg 
PULLANI, 3 V , ANDERSON, C J Region 1, Office of Director 
04/03/06 7 pp 22006 285. 24X Fiche 50-271 , 04/03/13, 8403290064 


0403230063 Requests eight exemptions from I0CFR5O, App R requirements re 
fire protection of safe shutdown capability Exemption 
request approval will negate need to provide alternate 
shutdown capab 1 1 1 ty, per Section III G of App R 
MURPHY, W P Vermont Yankee Nuclear Power Corp B4/03/14 
DENTON. H R Office of Nuclear Reactor Regulation, Director 20pp 
22733 022 24X Fiche 50-271,04/03/14,8403230063 


0403200166 Forwards FEMA 820609 final post-exercise assessment for 
020210 joint radiological emergency preparedness exercise 
Rept for 030921 exercise will be issued shortly 

MARTIN, T T Division of Engineering b Technical Programs 84/03/15 
MURPHY, W P Vermont Yankee Nuclear Power Corp 3pp 2269B 041 
24X Fiche 50-271,84/03/15,8403200166 


F Operating license stage documents b correspondence 


8403140340 Summary of 831215 meeting u/QE b Mark I Owners Group in 
BethesdaiMD re Mark I containment we twe 1 1-dry wel 1 vacuum 
breaker design methodology 

SJEOELf B L Operating Reactor* Branch 2 04/02/21 Operating 

Reactors Branch 2 31pp 22633 198 24X Fiche 50-000.84/02/21, 

8403140340 


0403020247 Informs of completion of addl analysis for frequency 
response of associated hydraulic control units (HCU) for 
scram sys HCU supports should be modified Installation of 
mods expected by end of yr 

MURPHY, W P Vermont Yankee Nuclear Power Corp 04/02/28 
VASSALLO, D B Operating (Reactors Branch 2 lp 22440 100, 24X 

Fiche 50-271,84/02/28,8403020247 
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8403070304 Provides responses to three open items from NRC/BNL Yankee 
Atomic Electric Co & consultants Mark I containment program 
plant-unique analysis rep t B40216 review meeting 

CELIAi N S Teledyne Engineering Services 04/O2/2B SIEGEL, B NRC 
- No Detailed Affiliation Given 4pp 22344 171 24X 

Fiche 30-000,94/02/28,8403070304 


8403120003 Forwards Rev 0 to "Vermont Yankee Nuclear Power Station 
Offsite Dose Calculation Manual" used to implement 
provisions of radiological effluent Tech Specs 
SINCLAIR, J B Vermont Yankee Nuclear Power Corp S4/03/03 

VABSALLO, D B Operating Reactors Branch 2 Spp 22589 304 24X 

Fiche 50-271,84/03/03,8403120003 


— B40312000S Rev 0 to, "Vermont Yankee Nuclear Power Station Offsite Dose 
Calculation Manual ” 

» Vermont Yankee Nuclear Power Corp 84/03/03 108pp 

22389 309 24X Fiche 50-27 1 , 04/03/05. 8403 120003 


8403090240 Summary of 840216 meeting w/Northeast Nuclear Energy Co, 
Boston Edison Co, Vermont Yankee Nuclear Power Co b Teledyne 
Engineering Bvcs in Waltham, MA re addl Mark I torus 
structural analysis List of attendees end 

SHEA, J J Operating Reactors Branch 3 SIEOEL, B Operating 
Reactors Branch 2 84/03/07 CRUTCHFIELD, D Operating Reactors 

Branch 3 4pp 22372 298 24X Fiche 30-000.84/03/07,8403090240 


0403300268 Forwards request for addl info re operation of purge b vent 
valves Response requested within 60 days 

VABBALLO, D B Operating Reactors Branch 2 84/03/12 SINCLAIR, J B 

Vermont Yankee Nuclear Power Corp 3pp 22844 331 24X 

Fiche 30-271, 84/03/12, B403300268 


B4031S027S Generic Ltr 84-07 to all licensees of BWRs re procedural 
guidance for pipe replacement at BWRs Svc list end 
E18ENHUT, D G Division of Licensing 84/03/14 Commonwealth 

Edison Co 20pp 22B23 334 24X Fiche 30-000,84/03/14,8403130273 


8403270190 Forwards supplemental info in response to Generic Ltr 83-2B 
re required actions based on generic implications of Salem 
ATW9 eventi 

MURPHY, W P Vermont Yankee Nuclear Power Corp 84/03/23 
VABSALLO, D D Operating Reactors Branch 2 10pp 22772 171 24X 

Fiche 30-271,04/03/23,8403270190 


Q Inspection reports, IE Bulletins it correspondence 


6401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation Bvc list 
enc 1 

JORDAN, E L Division of Emergsncy Preparedness b Engineering 
Response (Post 0301031 84/02/28 Consolidated Edison Co of New 

York, Inc 115pp 22909 239 24X Fiche 30-000,84/02/28,840119007? 


0402090007 IE Info Notice 04-14, ’’Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list enc 1 

GRACE, J N Division of QA, Safeguards b Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22332 329 24X Fiche 30-000,84/03/02,8402090007 


B40209000B IE Info Notice 04-16, "Failure of Automatic Sprinkler Bys 
Valvei to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22333 098 24X Fiche 30-000,84/03/02,8402090000 


B402090009 IE Info Notice 04-13, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co Df New 

York, Inc 119pp 22533 217 24X Fiche 50-000,84/03/02,0402090009 


5402090011 IE Info Notice 84-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc llet end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 84/03/03, Consolidated Edison Co of New 

York, Inc 117pp 22333 336 24X Fiche 30-000,84/03/03,8402090011 


8402090024 IE Info Notice 84-09, Rev I. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys, " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc liSpp 22633 049 24X Fiche 50-000, B4/03/07. 0402090024 


0402090020 IE Info Notice 04-18, "Stress Corrosion Cracking in PWR 
Bys. " Svc list enc 1 

JORDAN, E L, Division of Emergency Preparedness b Engineering 
Response (Post B30103) B4/03/O7 Consolidated Edison Co of New 

York, Inc liBpp 22304 186 24X Fiche 30-000,84/03/07,0402090020 


0402090031 IE Bulletin 04-02, "Failures of GE Type HP A Relays in Use in 
Class IE Safety Sys " Bvc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

1 34p p 22023 094 24X Fiche 50-000,04/03/12,8402090031 


8403200274 Forwards "Recirculation b RHR Weld Joint Jnsp Program — 19S4 
Refueling Outage " Refueling scheduled to commence 840616 
SINCLAIR, J □ Vermont Yankee Nuclear Power Corp 04/03/13 

VA8SALL0, D B Operating Reactors Branch 2 2pp 22696 126 24X 

Fiche 50-271,84/03/13,8403200274 


— 0403200277 "Recirculation b RHR Weld Joint Insp Program - 19B4 
Refueling Outage " 

« Vermont Yankee Nuclear Power Corp 84/03/13 43pp 22696 120 
24X Fiche 50-271,84/03/13,8403200274 


B403290064 Forwards IE Enforcement Conference Rept 30-271/83-26 on 
840110 Utl) has not provided NRC w/requlred fire protection 
features for certain equipment in reactor bldg to achieve b 
maintain safe shutdown 

MARTIN, T T Division of Engineering b Technical Programs 84/03/13 
MURPHY, W P Vermont Yankee Nuclear Power Corp 2pp 22006 203 
24X Fiche 50-271,84/03/13.0403290064 


—0403290071 IE Enforcement Conference Rept 30-271/03-26 on 040110 Major 
areas discussed potential violation of 10CFR30,App ft re 
failure to provide fire protection for redundant safe 
shutdown equipment located primarily in reactor bldg 
PULLANI, S V , ANDERSON, C J Region 1, Office of Director 
84/03/06 7pp 22006 283 24X Fiche 50-271.84/03/13,8403290064 


8403200136 Responds to IE Bulletin 00-11, "Masonry Wall Design " 
Reanalysis of 10 masonry walls completed Addl time required 
to verify results Reanalysis program will be completed by 
June 19B4 

MURPHY. W P Vermont Yankee Nuclear Power Corp 84/03/13 
VABBALLO, D D Operating Reactors Branch 2 ip 22696 362 24X 

Fiche 30-271,04/03/15.8403200136 


8402090043 IE Info Notice 04-19, "Two Events Involving Unauthoriied 
Entries into PWR neactor Cavities " Svc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 50-000, 84/03/21, B402090043 


8402090044 IE Info Notice B4-20, “five Life of Relays in Safety-Related 
SyB " Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Fiche 50-000-84/03/21,0402090044 


0403300153 Responds to IE Bulletin 83-07 re apparently fraudulent 
products sold by Ray Miller, Inc No evidence found that 
subj matl supplied directly or Indirectly by Ray Miller, 

Inc for use at facility 

MURPHY, W P Vermont Yankee Nuclear Power Corp 04/03/22 
MURLEY, T E Region 1, Office of Director 2pp 22S21 014 24X 

Fiche 30-271.04/03/22,0403300133 


0403300063 Ack receipt of 840302 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-271/63-33 
MARTINiT T Division of Engineering b Technical Programs 84/03/23 
MURPHY, W P Vermont Yankee Nuclear Power Corp 2pp 22B21 291 
24X Fiche 50-271.04/03/23,840 330006 3 


— 8403300071 Responds to NRC 840131 ltr re violations noted in IE Insp 
Rept 50-271/03-33 Corrective actions Procedure OP 0333, 

"Body Durden Counting,” will be revised 

MURPHY, W P Vermont Yankee Nuclear Power Corp 84/03/02 
MARTINiT T Division of Engineering b Technical Programs 2pp 
22021 293 24X F i c h e . 30-27 1 , 04/03/23, 0403300065 


8403300142 Ack receipt of 040302 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 80-271/03-30 
MARTINiT T Division of Engineering b Technical Programs 04/03/23 
MURPHY, W P Vermont Yankee Nuclear Power Corp Ip 22820 33B 
24X Fiche 30-271,84/03/23,0403300142 


— 8403300146 Responds to NRC 040201 ltr re violations noted In IE Insp 
Rept 30-271/83-30 Corrective actions radiation surveys will 
be made using both Eberline RO-2 b E-520 instrumentation 
Health physics mg t approval will be required 
MURPHY. W P Vermont Yankee Nuclear Power Corp 04/03/02 
MURLEY, T E Region 1, Office of Director 4pp 22021 339 24X 

Fiche 30-271,84/03/23,0403300142 
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i! Periodic operating reports & related correspondence 


B403L304B i "Annual Operating Rept for 1983 •• W/840305 ltr 
SINCLAIR, J B Vermont Yankee Nuclear Power Corp 83/13/31 

MURLEY, T E Region 1. Office of Director lOpp 22613 199 24X 

FI Che, 30-271, 03/12/31. 0403130401 


0403230140 Personnel exposure annual rept for 1983 W/B40312 ltr 
8 1 MCLAI R, J. B Vermont Yankee Nuclear Power Corp 83/12/31 

MURLEY, T E Region 1, Office of Director 3pp 22730 231 24X 

F 1 Che 50-271.03/12/31,0403330140 


0403220006 Forwards IE Inep Repts 30-272/84-06 8, 30-311/84-06 on 
840206-10 No violations observed 

MARTIN, T T Division of Engineering 6 Technical Programs 84/03/06 
UDERITZ.R A Public Service Electric fa Qa» Co of New Jersey 2pp 
22716 174 24X Flche SO-272, B4/03/08, 8403220006 


— B403220010 IE !nsp Repts 30-272/04-06 fa 30-311/B4-06 on 040206-10 No 
violations noted Major areas inspected security 
organ i zati on, secur i ty program aud 1 1, t es t Ing fa me int, phy s lea 1 
barrl ers, securi ty sys power supply fa assessment aids 
MADDEN, W J , BAILEY, R J . JOYNER, J H Region 1, Office of 

Director 84/03/06 4pp 22716 176 24X Flche 30-272,04/03/03, 

B403220006 


0403190036 Monthly operating rept for Feb 19S4 W/B40309 ltr 
BURGER, F J , MURPHY, W P Vermont Yankee Nuclear Power Corp 
04/02/29 7pp 22669 220 24X Flche 30-271,04/02/29,8403190086 


8 Reportable occurrences, LERs fa related correspondence 


B403050223 Further response to FOIA request for records of named 
Individuals, Including repts, analyses, studies, test 
calculations, procedussj fa practices for measurement of ROB 
leakage Forwards App C documents Bearch continuing 

FELTON, J M Division of Rules and Records B4/02/07 MADDEN.! J. 
Kays, Scholer, Flerman, Hays 6, Handler 3pp 22496 234 24X 

Flche 30-000,84/02/07,3403030223 


— 9403030241 Forwards potentially generic issue data sheet on B0D61 1 
event re failure Df SWR drywell leakage detection sys to 
identify significant leakage 

BRUNNER, E J Region 1, Ph 1 lad e 1 ph l a , Office of the Director 
80/07/10 JORDAN.E L Region t, Philadelphia, Office of the 
Director LEWIS, F! C Region 2, Atlanta, Reactor Operations 
Nuclear Support Branch HEISHMAN.R F Region 3, Chicago, Reactor 
Operations Nuclear Support Branch. 2pp 22496 237 24 X 

Flche SO-QQO. 64/02/07, 9403050223 


0403190343 Notification of B40418 workshop in King of PruStla,PA to 
discuss lessons learned Prom recent App R fire protection 
eafe shutdown insp fa topics described in IE Info Notice 
94-09 Agenda for workshop and 

MURLEY, T E Region 1, Office of Director 84/03/09 O'TOOLE, J D 
Consolidated Edison Co of New York, Inc BRQN8, vf C , MCNEILL, C A 

Power Authority of the State of New York 33pp 22672-062 24X 

Flche 50-000,04/03/09,0403190243 


J Insurance fa Indemnity Information 


8403260197 Forwards Endorsement 48 to NELIA Policy NF-236, Endorsements 
69 & 72 to NELIA Policy NF-208, End or sement 39 to MAELU 
Policy MF-77 & Endorsement 67 to NELIA Policy NF-230, 

GOLDEN, M. P Marsh fa McLennan, Inc. 84/03/12 8ALTZMAN, J 
Assistant Director for State fa Licensee Relations, 6pp 22731 033 
24X Flche 30-000.84/03/12,8403260197 


B4032B003B Forwards Endorsements 68 fa 69 to NELIA Policy NF-230 fa 
Endorsements 34 fa 35 to MAELU Policy MF-90 
GOLDEN, M P Marsh fa McLennan, Inc 84/03/21 SALTZMAN, J, 
Assistant Director for State k Licensee Relations 3pp 22776 334 
24X Flche 50-272, B4/03/21 , 04O32BQOSB 


0403020325 Forwards LERs 04-001-01 fa B4-005-00 

PELLETIER, J P Vermont Yankee Nuclear Power Corp 04/02/27 
Record Services Branch (Document Control Desk} lp 22439 307 24X 

Flche 50-271 , B4/02/27, B403020322 


— B40302Q326 LER B4-Q01-01 on 040105, pre 5 sure transient generated, 
resulting in reactor trip Caused by instability in turbine 
controls sys Instruments which provide trip checked 6 one 
channel reca ) lbr 

PELLETIER, J P , Vermont Yankee Nuclear Power Corp 84/05/27 2p p 
22439 BOB 24X F i c he. 50-27 1 , 94/02/27, B403020322 


— 0403020328 LER 04-002-00 on 040202, torus-reactor bldg vacuum breaker 
sys found out of calibr Caused by setpoint drift Switch 
setpoints readjusted to Tech Epee requirements 

PELLETIER, J p Vermont Yankee Nuclear Power Corp 94/02/27 2pp 
22439 310 24 X Flche 50-271,84/02/27,0403020322 


P Operating license stage documents fa correspondence 


0403090049 Submits details of vendor manual review program in response 
to 030506 order modifying licenses Commitment to Incorporate 
all vendor manuals for safety-related equipment into 
document control sys completed 

L1DEN.E A Public Service Electric & Gas Co, of New Jersey. 

04/02/22 KI6TER.H B Division of Project fa Resident Programs 
3pp 22379.343 24X Flche, 50-272, 84/02/22, 84 0 3 0 9 0049 


0403030119 Forwards supplemental response to Generic Ltr 83-28, 
"Required Actions Based on Generic Implications of Salem 
ATWS Events " 

BARNES, P L Commonwealth Edison Co 04/02/29 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 26pp. 22488 084 24X 

Flche 30-000, 84/02/29, B4030501 19 
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F Security, medical, emergency 6 fire protection plans 


B403160132 Forwards IE In*p Rept 30-272/83-37 On 831203-06 It 840116-20 
Full compliance u/fire protection features for safe shutdown 
apparently not achieved 

MARTIN, T T Division of Engineering fa Technical Programs 84/03/02 
UDERITZ.R A Public Service Electric fa Gas Co of New Jersey 3pp 
22633:291 24X Fithe 90-272,84/03/02,8403160132 


--B403160 1 37 »E lnsp Rept 50-272/83-37 on 931203-06 & 040116-20 
Noncomp 1 1 sue e noted failure to provide fire protection 
features required by App R, Section 111 G for safe shutdown 
In five areas of plant 

PULLANI.B . ANDERSON, C Region 1. Office 0 # Director 84/03/01 
23pp 22635 294 24X Flche 30-272,84/03/02,8403160152 


8403190433 Responds to 921206 fa 830718 1 trs re emergency operations 
facility (EOF) Request to establish primary EOF 7 Smiles 
from facility w/o providing backup EDF acceptable 

EI8ENHUT , D 0 Division of Licensing 94/03/03 L1DEN.E A Public 
Service Electric & Gas Co of New Jersey, lp 22681 323, 24X 

Fithe' 30-272.04/03/05, 0403190433 


8403130171 Forwards FEMA po st-eiercise assessment for 031026 joint 
exercise of State of DE & local radiological emergency 
preparedness plans for facility 

MARTTN, T T Division of Engineering fa Technical Program# 84/03/07 
UDERITZ.R A Public Service Electric & Gas Co of New Jersey 3pp 
22399 223 24X Flche 50-272,04/03/07,0403130171 


— 8403130178 Evaluation of 831026 joint exercise of State of DE fa local 
radiological emergency preparedness plans for facility. 

* Federal Emergency Management Agency 03/11/25 ?2pp 
22599 226 24X Flche 50-272,84/03/07,8403130171. 


B403130017 Requests extension for updating inadequate core cooling 
ins trumentetion fa reactor vessel Level instrumentation sy* 
status rept* per TMI Item II F 2 fa providing Meetinghouse 
proprietary Info until B40402 

LIDENiE A Public Service Electric fa Oas Co of (New Jersey 

84/03/02 VARGA, 9 A Operating Reactors Branch 1 ip 22614 361 

24X Flche 30-272,94/03/02,8403130017 


0403260050 Requests identification of any potential problem* or items 
re completion of NUREG-0737 items by Sept 1984 Response 
requested within 30 days of ltr receipt 

VARQA.S A Operating Reactor* Branch 1 84/03/02 UDERITZ.R A 

Public Ssrvice Electric fa Gas Co of New Jersey. 3pp 22763 201 
24X Fiche 30-272.84/03/02,8403260030 


B403140113 Forwards "Salem Generating Station 316(b) Demonstration," 
per 830623 request for add! info re review of OL application 
for Hop* Creek 

MITTLiR L Public Service Electric & Gas Co of New Jersey 
B4/03/O5 8CHUENCER, A Licensing Drench 2 ip. 22629 124 24X 

Flche. 30-000, 84/03/03, 84031401 13 


— 8403140117 “Balem Generating Station 316(b) Demonstration “ 

a Public Service Electric fa Gas Co, of New Jersey 84/02/29, 
647p p 22629,123 24 X F i ch e 30-000 , 84 /03/03, 04031 401 13. 


B40329Q2B 1 Forward* plant-specific info on Teactor protection sy* shunt 
trip mods, in response to NRC 830810 ltr fa Generic Ltr 03-2B 
Shunt trip mechanism will be Installed during refueling 
outage. U/14 oversize drawing* Aperture cards in PDR 
LI DEN, E A Public Service Electric fa Oat Co of New Joreey 

B4/03/14 VARGA, B A Operating Reactor* Branch 1 14pp. 

22800 200 24X Flche 50-272.84/03/14,8403290281 
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8403300085 Request* extension to Ju 1 1904 for completion of post-malnt 
operability testing of safety-related equipment based on 
revised interpretation of scope identified through 
discussion w/Reglon 1 personnel 

LIDENiE A Public Service Electric fa Gas Co of New Jersey 
04/03/23 VARGA. S A Operating Reactors Branch 1 3pp 22022 073 

24X Fiche 30-272. 64/03/23. B4O33OOO0S 


0 Inspection report*. IE Bulletins & correspondence 


6401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits fa Annunciation " Svc list 
enc 1 

JORDAN. E L Division Df Emergency Preparedness fa Engineering 
Response (Post 830103) 04/02/20 Consolidated Edison Co of Neui 

York. Inc 115pp 22909 239 24X Fiche 30-000.04/02/50.0401190072 


0403090060 Submits supplemental response to IE Bulletin 03-06 re 
nonconforming metis supplied by Tube-Line Corp Remaining 
four suppliers confirmed that no aubj matls supplied to Hope 
Creek Colt Industries Info under review 

MARTIN, T J Public Service Electric fa Gas Co of New Jersey 
04/02/20 MURLEY.T E Region i. Office of Director 2pp 
22373 297 24X Fiche 30-000.84/02/20,8403090000 


8403130060 Forwards IE Insp Repts 30-272/84-02 fa 30-311/04-02 on 
B40116-19 No violations observed 

MARTIN,! T Division of Engineering fa Technical Programs 84/02/2B 
UNDERITZ,R A Public Service Electric fa Gat Co. of New Jersey 
2pp 22643 177 24X Fiche 50-272.84/02/20.8403150068 


—0403130078 IE Insp Repts 50-272/84-02 fa 30-311/84-02 on 840116-19 No 
violations observed Major areas inspected nanrad iolog ica 1 
chemical measurements. QC program of analytical measurements 
Si procedures s< training 

ZIBULSKY.H , KITTAN, J J . PASCIAK.W J Region 1, Office of 

Director 04/02/27 3pp 22643 179 24X Fiche 30-272,04/02/28. 

04031 3006B 


0402090007 IE Info Notice 04-14. "Highlights of Recent Transport 
Regulatory Revs by DOT Ei NRC " Svc list end 

GRACE. J N Division of GA. Safeguards & Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of Neui York, Inc 

1 30p p 22332 329 24X Fiche 30-000,84/03/02,0402090007 


8402090008 IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22533 098 24X Fiche 30-000,84/03/02,8402090000 


B4020900Q9 IE Info Notice 04-13, "Reporting of Radiological Releases " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22533 217 24X Fiche 50-000,84/03/02.0402090009 


0403160152 Forwards IE Insp Rept 50-272/03-37 on B31205-06 It 040116-20 
Full compliance w/firs protection features for safe shutdown 
apparently not achieved 

MARTIN, T T Division of Engineering t< Technical Programs 84/03/02 

UDERITZ.R A Public Service Electric 4< Gas Co of New Jersey 3pp 
22633 291 24X Fiche 30-272,84/03/02,8403160132 


—0403160157 IE Insp Rept 30-272/83-37 on 831203-06 it 840116-20 
Noncompliance noted failure to provide fire protection 
features required by App R. Section 111 G for safe shutdown 
In five areas of plant 

PULL AN 1 , 8 , ANDERSON. C Region 1, Office of Director 04/03/01 
23pp 22635 294 24X Fiche 30-272, B4/03/02, 04031601 52 


0402090011 IE Info Notice 84-17, "Problems W/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDANt E L. Division of Emergency Preparedness & Engineering 
Response (Post B301031 84/03/03 Consolidated Edison Co of New 

York. Inc 117pp, 22333 336 24X Ficho' 30-000, 84/03/03, B40B09001 1, 


8403220103 Forward* IE Insp Repts 30-272/84-04 & 80-311/84-04 on 
840111-0206 No violations observed 

STAROSTECKI , R Division of Project it Resident Programs 84/03/06 
UDERITZ.R A Public Service Electric 4, Gas Co of New Jersey 2pp 
22713 283 24X Fiche 30-272,84/03/06,8403220103 


—8403220113 IE Inep Repts 30-272/B4-04 4. 30-311/84-04 on 840111-0206 No 
violations identified Major areas inspected status of 
previous insp items, review of periodic s< special repts, 

LER review 4, operational safety verification 
LINVILI.E, J C , SUMMERS, R J Region 1, Office of Director 
NDRRHOLM, L j Division of Project 4< Resident Programs 84/02/27 
17pp 22715 287 24X Fiche 30-272, 84/03/06, B403220 103 


8402090024 IE Info Notice 84-09. Rev 1, ’Lessons Learned From Inaps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Now 

York, Inc 1 IBpp 22633 049 24X Fiche 30-000.04/03/07,0402090024 


0402090020 IE Info Notice B4-1B, "Stress CtjTrosion Cracking in PWR 
Sys 11 Svc list end 

J0RDAN, E L Division of Emergency Preparedness 4i Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc HBpp 22584 106 24X Fiche 50-000,04/03/07,8402090020 


8403220006 Forwards IE Insp Repts 50-272/84-06 l» 30-311/04-06 on 
840306-10 No violations observed 

MARTIN, T T Division of Engineering it Technical Programs B4/03/08 
UDERITZiR A Public Service Electric St Gas Co of New Jersey 2pp 
22716 174 24 X Fiche 50-272, 04/O3/OB. 8403220006 


—8403220010 IE Insp Repts 30-272/04-06 4< 50-311/84-06 on B40206-40 No 
violations noted Major areas inspected security 
organi lat ion, security program aud 1 1, tea t lng 4, maint, phys leal 
barriers, security sys power supply 4, assessment aids 
MADDEN- W J , BAILEY, R J , JOYNER, J H Region 1, Office of 

Director 84/03/06 4pp 22716 176 24X Fiche 50-272,04/03/00, 

8403220006 


8402090031 IE Bulletin 84-05, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEYQUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fiche 50-000,04/03/12,8402090031 


8403220036 Responds to IE Bulletin 03-07, "Apparently Fraudulent 
Products Sold By Ray Miller, Inc " Companies supplying matls 
or sves to facilities listed No matl purchased from 
Ray Ml 1 1 er, Inc 

LIDEN.E A Public Service Electric 4, Gas Co of New Jersey 
04/03/14 MURLEY, T E Region 1, Office of Director 4pp 
22863 166 24X Fiche 50-272,84/03/14,8403220036 


8403290206 Forwards IE Mgt Meeting Repts 30-272/84-11 4- 30-311/84-11 on 
840201 Corrective actions taken for ALAftA program 
deficiencies noted in IE Insp Repts 50-572/03-52 6 
30-311/03-22 adequate 

MARTIN, T T Division of Engineering fa Technical Programs 84/03/15 
UDERITZ.R A Public Service Electric 4, Gas Co of New Jersey Spp 
22003 280 24 X Fiche 50-272,04/03/13,9403290506 


—8403290210 IE Mgt Meeting Repts 50-572/84-11 4, 50-311/84-11 on 840201 
Major areas discussed planned improvements in program to 
reduce personnel occupational radiation exposure to ALARA 
Corrective action acceptable 

NIMITZ, R L , BHANBAKY.M M Region t, Office of Director 
04/03/06 3pp 22803 290 24X Fiche 30-272,84/03/15,8403290206 


0402090043 IE Info Notice 84-19. "Two Events Involving Unauthorited 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc I23pp 22823 229 24X Fiche 50-000.04/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys * Svc 1 i st enc 1 

JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Fiche 30-000,04/03/21.0402090044 


0403290135 Forwards IE Mgt Meeting Repts 30-272/84-12 fa 30-311/04-12 on 
840306 to discuss util action plan for improving nuclear 
dept operations 

8TAR03TECKI . R Division of Project fa Resident Programs 84/03/22 
UDERITZ.R Public Service Electric fa Gas Co of New Jersey 2pp 
22B07 107 24 X Fiche 30-272,04/03/22.8403290133 


— 8403290139 IE Mgt Meeting Repts 30-272/94-12 4< 50-311/84-12 on B403Q6 
Areas discussed overview of status of action plan to improve 
nuclear dept operations 

LINVILLE. J C , NORRHOLM.L J Region 1, Office of Director 
04/03/12 70pp 22807 109 24X Fi c he. 30-272. 84/03/22, 84032901 35 


B4033001 7 1 Ark receipt of 031128 fa 840306 1 trs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-272/83-27 fa 30-311/03-30 

STARQBTECKI, P Division of Project fa Resident Program* 84/03/23 
UDERITZ.R A Public Service Electric fa Gas Co of New Jersey ip 
22820,032 24X Fiche 50-272,84/03/23.0403300171 



4 


DOCKETED ITEMS 


*0403300177 Suppls 831130 response to NRC 031026 1 tr re violations 
noted In IE loop Repts 50-272/83-27 U 30-31 1 / 03-30 
Corrective actions emergency instruction action requirement! 
re reactor coolant pump shaf t. revl sed 

LIDEN.E A Public Service Electric 6 Oas Co of New Jersey 
84/03/06 STAROSTECKI. R Division of Project 6 Rest dent Programs 
4pp 22820 033 24X Ftche 50-272,84/03/23,0403300171 


-9403300163 Responds to NRC 831026 Itr re violations noted In 1E Insp 
Repts 30 -272/83-27 L 30-311/83-30 Corrective actions 
emergency instruction revised to Increase limits for 
vibration 6 decision made to remove action, requirements 
LIDEN.E A Public Service Electric L Gas Co of New Jersey 
83/11/28 5TAR0STECK I, R Division of Project It Resident Programs 
3pp 22820 037 24 X Fiche 50-272.04/03/23.8403300171 


Periodic operating reports 6 related correspondence 


03070305 Personnel exposure rept for 1983 W/B40223 Itr 
MIDURA, H J Public Service Electric S< Oas Co of New Jersey 
83/12/31 MURLEY, T E Region I. Office of Director 7pp 
22546 33S 24X Fiche 50-272. B3/ 12/31. 8403070305 


03070260 Forwards "Salem Nuclear Generating Station Semiannual 
Radioactive Effluent Release Rept.Jul-Dec 1983." Interim 
rept Effluent data for Fourth Quarter 1983 incomplete 
Revised rept expected by 040415 

LIDEN.E A Public Service Electric t Oas Co of New Jersey 
84/02/29 HURLEY. T Region 1, Office of Director 2pp 2254* 232 
24X Fiche 50-272. B4/02/29, B403070260 


B403070261 "Salem Nuclear Generating Station Semiannual Radioactive 
Effluent Release Rept.Jul-Dec !983." interim rept 
* Public Service Electric ft Gas Cn of New Jersey RERR-151 
83/12/31 40pp 22546 234 24X Fiche 30-272.84/02/29,8403070260 


33220174 Monthly operating rept for Feb 1984 W/840310 Itr 
1ILLER.L K , ZUPKO. J M Public Service Electric 6 Gas Co of New 
Jersey 84/02/29 13pp 22710 103 24X Fiche 50-272,04/02/29, 

0403220174 


Reportable occurrences, LERs Sc related c orres pond enc e 


11150076 Olstusses events Involving loss of electrical Inverters 
Including attendant inverters to vital Instrument buses 
Recommendations provided by Nuclear Safety Analysis Ctr ire 
excellent In helping to reduce Instrument failures 

ASHE, F Reactor Operations Analysis Branch 92/10/21 SEYFPIT.K V 
Reactor Operations Analysis Branch 8pp 22775 223 24X 

-iche 30-000,82/10/21,0211150076 


32100196 LEG 84-002-00 on 040107, inlet valve 13CN27 closed due to 

spurious high level In feedwater heater ISC Caused by heater 

lypass 1CN47 failing to open Bypass differential setpoint 

lowered A signal summator module replaced W/840206 Itr 

RUPP, J L . ZUPKO, J M Public Service Electric L Gas Co of New 

Jersey 84/02/06 5pp 22313 001 24X Ftche 50-272, B4/02/06, 

3402100196 


330G0013 Supplemental LER 8 1 -059/01 X-Ol on 01 06 1 6, d ur l n g initial 
eating. auxiliary feedwater pump 23 turbine steam supply 
check valves 21M946 A 23M546 found damaged internally Caused 
iy steam flow sys oscillations M/940224 Itr 

1UPP, J . ZUPKO, J M Public Service Electric Sc Gas Co of New Jersey 
84/02/24 4pp 22559 239 24 X Fiche 50-272.04/02/24,0403000013 


13080246 Supplemental LER 03-O62/99X-I on 031122. during testing on 
seismic ins trumen ta t ion, tr i a » ial tune history accelograph 
lid not respond as required Caused by detector failure 
iccelerumeter replaced H/840224 Itr 

tUPP, J , ZUPKO. J M Public Service Electric f< Gas Co of New Jarsey 
84/02/24 4pp 225*1 009 24X Fiche 50-272.84/02/24,0403080246 


13080252 Supplemental LER 79-068/03X-1 on 79 1 0 1 8 , saf a ty injection 
>ump motor 12 tripped on overcurrent Caused by impeller 
acicnuts Improperly secured at mfg facility Pumps 
'eassembled using Locktite compound W/840224 Itr 

tUPP. J , ZUPKO, J fi Public Service Electric 6 Gas Co of New Jersey 
94/02/24 4pp 22557 100 24X Fiche 50-272, 84/02/24. 8403OBO252 


U Cu egress tonal /Executive Correspondence 


B403150336 Responds to 840131 request for explanation of recent 
facility annual review Personnel, mg t 6 organiiation 
attitudes affected law rating If performance unacceptable, 
immediate enforcement action will be taken 

DIRCKS.W J Office of the Eiecutlve Director far Operations 
84/03/06 ROTH, W V Senate 2pp 22649 265 24X 

Fiche 50-272,84/03/06,8403150336 


— 8403150341 Requests explanation of Implications of rating of 
unsatisfactory in area of plant operations 

ROTH. W V Senate 84/01/31 PALLADINO, N J Commissioners 3pp 
22649 268 24X Fiche 50-272,84/03/06,8403150336 


V Operator Examinations 


8403060312 Responds to 840124 Itr re licensed operator requa 1 1 f ication 
program Quines used to determine weaknesses U need for 
emphasis on subjs Licensed operator training program 
Training Procedure TP-305 revised 

LIDEN.E A Public Service Electric It Oas Co. of New Jersey 
04/O2/2B VARGA, S A Assistant Director for Operating Reactors 
2pp 22513 333 24X Fiche 50-272,84/02/20,0403060312 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


E NRC Safety Evaluation Report (9ER), suppls 6 correspondence 


8403080085 FDIA request for SER 8, QSER 21 fNUREG-0675) re operation of 
facilities 

GARDE. B P Government Ac conn tab 1 1 1 1 y Project 84/01/09 Office 
of Administration 2pp 22584 074 24X Fiche 30-275,04/01/09, 

0403000005 


B4030B0096 Partial response to FOIA request for SER re operation of 
facilities Forwards documents listed on app Documents also 
placed in PDR Review of remaining documents continuing 
FELTON. J M Division of Rules and Records 84/01/23 GARDE, D P 
Government Accountability Project 2pp 22504 076 24X 

Fiche 50-275,04/01/23,0403080096 


— 8403000103 Allegations 51 6 52 re NRC concern that plant personnel 
reluctant to come forward w/safaty concerns since candor 
endangers jobs 

* NRC - No Detailed Affiliation Given 84/01/23 2pp 
22584 009 24X Fiche 50-275,84/01/23,0403000096 


04O315OI47 Suppls 040217 response to SSER Items 61 6 102 re design 
control process Design control process adequately controlled 
6 const completed as specified 

SCHUYLER, J 0 Pacific Gas S< Electric Co 84/02/25 MARTIN, J B 
Region 3, Office of Director llpp 22639 351 24X 

Fiche 50-275, 84/02/23, 8403150147 


0403060564 Forwards SSER 17 re util application for OLs.Suppl addresses 
NRC evaluation re breakwater !« superstrut issues W/o enc 1 
KNIGHTON, GW Licensing Branch 3 04/02/27 SCHUYLER, J 0 Pacific 

Gas 6 Electric Co 4pp 22552 265 24X Fiche 30-275,04/02/27, 

0403060564 


04-03070104 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON NUCLEAR POWER PLANT, UNITS 1 AND 2 Docket Nos 50-275 
And 50-323 (Pacific Gas And Electric Company) 

* Division of Licensing NUREQ-0675 S17 84/02/29 22pp 

Available at NRC 43 00 22561 214 24X Fiche 50-275,04/02/29, 

Q403070104 


0402090030 Hoard Notification 04-035 updates allegation listed in S5ER 
21 S, Board Notification 84-003 Public allegations not 
previously forwarded l< charac ter t zat ions of allegations from 
confidential sources end 

EISENHUT, DG Division of Licensing 84/03/02 PALLADINO, 

G I L INSKY, ROBERTS Commissioners llpp 22 556 061 24X 

Fiche 50-275,04/03/02,8402090030 


--8312140347 Forwards Nuclear Svc Carp 1977 audit of Pullman Power 
Products work scope at facility, in response to B31004 Itr to 
Chairman Palladino Attention called tD ASLAB 831024 denial 
of Joint Intervener 031020 motion to reopen record 
DIRCKS.W J Office of the Executive Director for Operations 
03/11/10 THOMAS, W M House of Rep 4pp 22556 080 24X 

Fiche 50-275.84/03/02,0402090030 


327C244 LER 84-005-00 on B40224, Ttactor trip occurred from 1007. 
ouer Caused by turbine generator tripping on generator 
leufcral ground protection Investigation into extent t, cause 
f damage in progress W/040323 Itr 

!UPP.J L , ZUPKO. J M Public Service Electric 6 Gas Co of New 
tersey 84/03/23 4pp 22771 312 24X Fiche 50-272,84/03/23, 

1403270244 


--031214O351 Forwards JR Reynolds 030921 Itr expressing concern. on behalf 
of Joint Intervenors re deficient design & const of 
facility Nuclear Svc Corp 1977 audit end 

THOMAS, tf M House of Rep 03/10/04 PALLADINO, N Commissioners 
4pp 22556 OBI 24 X Fiche 50-27 3,04/03/02,8402090030 



DOCKETED ITEMS 


75 


— 0403000201 “Audit Rept Pullman Power Products Work Scope at Diablo 
Canyon Site 770922-0920 " 

WEBER, J , LARSEN. 0 J , NEWMAN, T C Pacific Gas & Electric Co 
77/09/20 42pp 22336 090 24X Fiche 50-275,84/03/02,0402090030 


— 0312280099 Responds to B31021 Itr re rept of 1977 audit of Pullman 
Power Products Corp Motion filed before NRC for revocation 
or in al t ernati ve, con t inua 1 1 on of suspension of law power 
OL for facility Matter referred to NRC 

DIRCKS, W J Office of the Executive Director for Operations 
03/ 11/15 PANETTA, L E House of Rep 4pp 22336 132 24X 

Fiche 50-273, 04/03/02, 0402090030 


— 0312200102 Requests response to allegations made in Nuclear Svcs Coi p 
end audit rept re Pullman Power Products Corp const QA 
efforts 

PANETTA, L E House of Rep 03/10/21 PALLADINO, N 
Commissioners lp 24X Fiche 30-273,04/03/02,0402090030 


— 8312280107 "Proposal for Independent Internal Audit of Pul lman-Kel 1 ogg 
Efforts at Diablo Canyon “ 

* Nuclear Services Corp 77/07/2B 21pp 22556 134 24X 

Fiche 50-275, 04/03/02, 0402090030 


8403070355 Public version of emergency plan implementing procedures, 
including Procedure EP 0-4 personnel accountability L 
assembly b E P RB-12 re mid b high-range plant vent radiation 
monitors W/B4020B Itr t< UM Felton B40302 release memo 
THOMBERG, R C , SCHUYLER. J O Pacific Gas b Electric Co 84/01/23 

MARTIN, J B Region 3. Office of Director 120pp 22363 109 24X 

Fiche 50-275,84/01/23,0403070335 


0403060 1 3B Forwards IE Insp Repts 50-275/83-39 b 30-323/03-27 on 
B3120S-22 b notice of violation 

BISHOP, T W Division of Res idBnt, Reac tor Project j. Engineering 
Programs 04/02/03 SCHUYLER, J 0 Pacific Gas h Electric Co 2pp 
22506 334 24X riche 30-273,04/02/03,0403060130 


— 0403060142 Notice of violation from insp on B31203-22 

CANTER. H L Region 3, Office of Director 04/02/03 2pp 
22506 336 24X Fiche 50-275,04/02/03-8403060130 


—0403060146 IE Insp Repts 30-275/03-39 b 30-323/03-27 on 031203-22 
Noncomp 1 lance noted failure to properly implement fire loss 
prevention procedures S, suppls 

SCQWN.K . POLICH.T , CANTER, H L Region 5, Office of Director 
04/01/24 10pp 22306 330 24X Fiche 30-275,04/02/03,9403060133 


— 8401040010 Forwards all ltrs which appeared in Gan Luis Obispo 
Telegram-Tribune between B31019-31 re emergency planning 
response plan for facility Lack of public confidence in 
response plan discussed 

KRANZDORF, R Af f i 1 i a t i on No t As s i gned 83/1 1/04 PALLADINO, N 
Commissioners 17pp 22596 173 24X Fiche 50-273,34/03/02, 

0402090030 


0403080403 Further response to FOIA request for documents re SER 
related to operation of facilities Forwards App B documents 
App A b D documents available in PDR Review of remaining 
documents subj to request in progress 

FELTON, JH Division of Rules and Records 84/03/02 GARDE, B P 
Government Accountability Project 4pp 22SB3 073 24X 

Fiche 50-273, B4/03/02, 84030S0403 


— >0403000431 Forwards SSER input re Allegation 6B Programmatic breakdown 
in Pullman Power Products BA program not indicated Installed 
hardware safety concerns not identified 

LIEBERMAN, 0 Office of the Executive Legal Director 03/12/27 
EISENHUT, D Division of Licensing 4pp 22303 163 24X 

Fiche 50-275, 04/03/02, B403080405 


0403220172 Forwards update of closeout status of SBER 20 Open Item 2 1, 
followup Items 1 l 9 rs Hertx cutoff emerg ency , aux 1 1 1 ar y 
feedwater sys runout control sys test b overspeed setpoint 
change, respectively 

SCHUYLER, J 0 Pacific Gas 8, Electric Co B4/03/19 KNIGHTON, G W 
Licensing Branch 3 2pp 22717 020 24X Fiche 50-273,04/03/19, 

8403220172 


&403300078 Responds to 040313 request for info on Item 28 of SSER 21 
re annulus structure reverification Visual insps of piping 
performed Insp identified need for support mods Mods 
reinspected at pperating temps 

SCHUYLER, J 0 pacific Gas S< Electric Co 04/03/23 KNIGHTON, 0 W 
Licensing Branch 3 lp 22022 007 24X Fiche 30-273, B4/03/23, 

8403300078 


04O33OO14B Suppls util 840213 Itr providing justification for exclusion 
of auxiliary feedwater level control valve actuators from 
severe environ exposure list per SSER 29 followup Item 3 
SCHUYLER, J □ Pacific Gas b Electric Co 04/03/23 KNIGHTON, G W 
Licensing Branch 3 ip 22820 344 24X Fiche 30-273, B4/03/23, 

B403300 148 


0403300300 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON NUCLEAR POWER PLANT, Units t AND 2 Docket Nos 30-273 
And 30-323 (Pacific Gas and Electric Company) 

» Division of Licensing NUREG-Q673 S22 84/03/31 40Qpp 

Available at NRC. *11 00 22043 001 24X Fiche 50-273.04/03/31. 

0403300300 


F Security, medical, emergency b fire protection plans 


0403090172 Forwards Rev 11 to physical security plan Rev withheld 
(ref 10CFR73 21) 

SCHUYLER, J 0 Pacific Gas b Electric Co 04/02/06 MARTIN, J 3 
Region 5, Office of Director lp 22373 049 24X 

Fiche 50-275,04/02/06,8403090172 


8402230176 Forwards revised Btate of CA nuclear power plant emergency 
response plan 

MEDFORD. M 0 Southern California Edison Co 84/03/16 
EISENHUT, 0 G Division of Licensing 3B3pp 22333 001 24X 

Fiche 50-000,84/02/16,8402230176 


— 8403020117 Revised State of CA nuclear power plant emergency response 
plan 

» California, Btate of 83/04/30 2901pp 22353 003 24X 

Fiche 30-000,04/02/16,0402230176 


0402090006 Board Notification 84-034 forwards R Vollmer 040206 memo to 
D Elsenhut re fire research results concerning fires In 
electrical cabinets in control room 

EISENHUT, D G Division of Licensing 04/02/23 PALLADIN0 
Commissioners lp 22576 203 24X Fiche 50-000,84/02/23, 

0402090006 


— 8403000316 Recommends that info re fire research results concerning 
fires in olectrlcal cabinets in control roam be submitted 
for board notification, per NRR Ofc Ltr 19, dtd 821001 Further 
evaluation of test data required 

VQLLMER, R H Division of Engineering 04/02/06 EISENHUT, D G 
Division of Licensing lOpp 22376 204 24X 

Fiche 50-000,84/02/23,0402090006 


8403000405 Further response to FOIA request for documents re SER 
related to operation of facilities Forwards App B documents 
App A 6 B documents available in PDR Review of remaining 
documents subj to request in progress 

FELfON, J M Division of Rules and Records 04/03/02 GARDE, B P 
Government Accountability Project 4pp 22593 073 24X 

Fiche 30-275.04/03/02.8403080405 


— 8403000411 Forwards response to Allegation RV-83-A-0034, per GW 
Knighton 031122 note Temporarily exempting Itconsce from 
maintaining physical security b safeguards contingency 
plans did not increase risk of radiological sabotage 
MCCORKLE. 0 W Power Reactor Safeguards Licensing Branch 
03/12/01 THOMAS, C D S t andard i i at 1 on & Special Projects Branch 

4pp 22583 077 24X Fiche 30-273,84/03/02,0403000403 


— 8403000417 Resubmits response to Allegation RV-83-A-0034, p er GW 
Knighton 031103 memo Temporarily exempting licensee from 
maintaining physical security b safeguards contingency plans 
did not increase risk of radiological sabotage 
MCCORKLE, G W Power Reactor Safeguards Licensing Branch 
83/12/03 THOMAS, C 0 Standard i i at ion b Special Projects Dranch 
3pp 22303 001 24X Fiche 50-275,84/03/02,0403080405 


B4032BOI14 Public version of revised emergency plan implementing 
procedures, inc lud ing Procedures EP DP-9 re toss of reactor 
coolant pump w/o reactor trip b EP G-2 re establishment of 
organixation W/G40105 b 0322 memos 

THOMBERG, R C , SCHUYLER, J 0 Pacific Gas b Electric Co 84/01/03 
MARTIN, J B Region 3, Office of Director 33pp 22811 236 24X 
Fiche 30-273,84/01/03,0403200114 


— 0403080420 Forward* response to Allegation RV-83-A-0034. per OW Knighton 
821122 note Temporarily exempting licensee from maintaining 
physical security b safeguards contingency plans did xiot 
increase risk of radiological sabotage 

BURNETT, R F Division of Safeguards 83/12/09 EISENHUT, D 0 
Division of Licensing 3pp 22SB3 OB4 24X Fiche 50-275, 

04/03/02, 8403080403 



DOCKETED ITEMS 


■<103130032 Responds to NBC 840203 ltr i-e violations noted in IE Insp 
Rept 30-275/03-39 Corrective actions area permits For 
melding posted to Identify generic requirements on area 
basis 5, util inspector assigned to assist Fire marshall 
SCHUYLER, J a Pacific Gas 6 Electric Co 84/03/03 MARTIN. J 0 
Region 5, Office Of JUrector 6pp 32646 013 24)C 

Fiche 50-273,84/03/05,0403130092 


1403280001 Forwards safeguards info re changes to Rev 11 to security 
plan Info withheld <ref 10CFR73 21) 

SCHUYLER, J 0 Pacific Oas U Electric Co 04/03/1? MARTIN, J D 
Region 3, Office OF Director ip 22777 ISI 24X 
Fiche 30-273, 84/03/ IB, 0403200001 


1403270205 Discusses Southern California Edison submittal of 1993 
revised State of CA emergency response plan on behalf of all 
State of CA p 1 ants, incorp era t i ng plan into Diablo Canyon 
Addl planning info will not be developed for Humboldt Bay 
SCHUYLER, J 0 Pacific Gas t, Electric Co 84/03/22 DENTON, H R 

Office of Nuclear Reactor Regulation, Director lp 22772 137 24X 

Fiche 30-000.84/03/22,8403270203 


14032-90264 Advises that B40111 rev to physical security plan t, drawings 
consistent w/provla i ons of 10CFR30 54(pl & acceptable 
SCHUSTER, M D Region 3, Office of Director 04/03/23 

SCHUYLER, J 0 Pacific Gas &, Electric Co lp 22800 010 24X 

Fiche 30-273.84/03/23,8403290264 


Adjudicatory correspondence 


8403140179 Request for extension of time to 840313 to file response to 
Joint Intervenor motion to augment or reopen record 
Certificate of 8vc end 

RUT8EBQ. J Hearing Branch 2 B4/03/02 Atomic Safety and 

Licensing Appeal Panel 4pp 22624 1O0 24X Fiche 30—275,04/03/02, 

0403140179 


04030701 BB Order requiring governor response to Joint Intervenor 840214 
motion to reopen record on Issue of design OA by 840308 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 84/03/06 
California, State of lp 22541 362 24X Fiche 50-275,84/03/06, 

94030701 BB 


8403120006 Answer opposing Joint Intervenors 840214 motion to augment 
or reopen record on design OA Notion should be denied in 
entirety Certificate of Svc encl 

NORTON. H Pacific Gas It Electric Co NORTON, B Norton, Burke, 
Derry & French B4/03/0-6 Atomic Safety and Licensing Appeal 

Panel 23pp 22956 109 24X Fiche 50-275,84/03/06,8403120006 


— 8403120010 Affidavit of FC 0re i smeister, DJ Curtis, MJ Jacobson, ME 
Leppke, OH Moore, RG Oman, LE Shipley 1, WH White re design QA 
DREISMEISTER, F , CURTIS, D J , JACOBSON, M J Pacific Oas & Electric 
Co B4/03/03 lOlpp 22506 331 24X Fiche 30-275,84/03/06, 

8403120006 


— 8403120012 Affidavit of M Tresler,R Oman 8< M Leppke re history of 
onsite engineering small bore piping program description 
TRESLER, M , OMAN, R , LEPPKE, M Pacific Gas b Electric Co 
04/03/05 59pp 22597 070 24X Fiche: 30-273, 84/03/06, B403120006 


>402090012 Board Notification 84-043 forwards 840202 petition to defer 
decision re low power OL.made by Govt Accountability Project 
(GAP) on behalf of Ban Luis Obispo Mothers for Peace 
Distribution list & app encl 

EI8ENHUT , D 0 Division of Licensing 84/03/29 MOORE. T S , 
JOHNSON, W R I BUCK, J H Atomic Safety and Licensing Appeal Panel 
5pp 67218 074 24X Fiche 30-275,84/02/29,0402090012 


— 8403060303 Petition to defer decision re issuance of law power 0L 
until listed actions complete 

DEVINE. T H . CLEWETT, J Government Accountability Project 
DEVINE. T M San Luis Obispo Mothers for Peace 94/02/02 
Commissioners 94ipp 22308273 24X Fiche 50-275,04/02/39, 

8402090012 


403070044 Motion for extension until B403I7 to file response to Joint 
Intervenors B40222 motion to reopen record on const OA 
Certificate of Svc encl 

NORTON, 0 Pacific Oas & Electric Co NORTON, B Norton, Burke, 
Der-ry S< French 04/02/29 Atomic Safety and Licensing Appeal 

Panel Spp 22541 350 24X Fiche 50-273,04/03/29,8403070044 


— 8403120015 Affidavit of LB Mangoba re design verification b const of 
small bore pipe support sys 

MANGOBA, LD Bechtel Corp B4/03/04 6pp 22507 120. 24X 

Fiche. 50-275, 04/03/06, 0403120004 


— 0403120017 Affidavit of A Shus teri-nan re design QA b coverup of hanger 
recalculati on 

SHUSTERMAN, A Bechtel Corp 04/03/04 4pp 22 507 1 34 2 4X 

Fiche 50-279,04/03/06,8403130006 


— B4O3I2OO10 Affidavit of RD Etiler re design GA & QC inspector 
qual 1 f lcat Ions 

ETZLER, R D Pacific Oas b Electric Co 04/03/06 4pp 
22507 130 24 X Fiche 30-273.84/03/06,8403120006 


— 8403120022 Affidavit of HB Friend re design QA b util/Oeehtel contract 
FRIEND, H B Pacific Gas It Electric Co 84/03/03 2pp 
32587 142 24X Fiche 50-273,04/03/06,8403120006 


>403140071 Forwards expurgated transcript of 840125 meeting between 
staff S, C Stokes, per ASLAB 040223 order W/o encl 
RUTBERQ. J Hearing Branch 3 04/02/29 MOORE, T B , BU-CK.JH , 

JOHNSON. W R Atomic Safety and Licensing Appeal Panel 2pp 
32634 IBd E4X Fiche 50-273. B4/02/39, B4031 40071 


1403060260 Response of Governor Deukmejian to util 84022? motion for 
extension of time to respond to Joint Intervenor 040222 
motion to reopen & motion of Deukmejian for like eitension 
of time to reply Certificate of Svc encl 

8TRUMWAS5ER, M California, State of 84/03/01 Atomic Safety and 

Licensing Appeal Panel 9pp 22917 133 24X Fiche 50-373,84/03/01, 

0403060360 


>403080118 Suppl ) to 040214 motion to augment or, in at terns tive, to 
reopen record Provides addl eipianantlon of allegations re 
design 6 design QA deficiencies from transcript of 040125 
meeting Certificate of Bvc encl 

REYNOLDS, J R Joint Intervenors - Diablo Canyon REYNOLDS, J R 

Center for Law in the Public Interest 84/03/01 Atomic Safety 

and Licensing Appeal Panel ISpp 22539 1 B2 24X 
Fiche 50-273,84/03/01,8403000110 


>403060179 Order granting applicant 840229 motion For extension of time 
to 940319 to respond to Joint Intervenors B40222 motion to 
reopen record on const QA 

TOMPKINS, B A Atomic Safety and Licensing Appeal Panel 04/03/02 
2pp 33519 348 24X Fiche 50-275, B4/03/02, B403060 179 


403070120 Suppl to 040233 motion to reopen record on issues of const 
OA it licensee character 6 competence Serious doubts re util 
competence to manage project raised W/Cer tl f icate of Svc 
REYNOLDS, J R Affiliation Not Assigned REYNOLDS, J R Center for 
Law in the Public Interest 84/03/03 Atomic Safety and Licensing 

Board Panel 23pp 22330-231 24X Fiche 30-273,04/03/02, 

0403070129 


— B4031 20023 Affidavit of DJ Curtis re design QA 6 small bore pipe 
support group drawing 

CURTIS, D J Bechtel Corp B4/03/03 2pp 22307 144 24X 

Fiche 50-275, 84/03/06, 0403130006 


— 0403130029 Affidavit of JD Qhlffer.R Patterson, JM Gisclon.KC Doss, 
JB Hoch.RC Thornberry, RD Eti ler, RK Rhodes b EM Burn* re 
J Cooper 840123 affidavit b Joint Intervenor 840214 motion 
on design QA 

SHIPPER, J D , PATTERSON, R , OILSCLON, J M Pacific Oas it Electric 
Co 84/03/03 234pp 23537 146 24X Fiche 50-273,84/03/06, 

0403120006 


0403130010 Summariies fears that Commission will discard terms of 1901 
order J, will surrender normal requirements of Atomic Energy 
Act by permitting facility to go critical in quality 
Indeterminate state 

CLEWETT, J Government Accountabi lity Project DEVINE, T. . CLEWETT, J 
San Luis Obispo Mother* for Peace 84/03/13 PALLADINO, N J , 
GIL1N9KY.V , ROBERTS, T Commissioners 22642,326 24X 

Fiche 50-273, 34/03/13, 8403130010 


8403160014 Order extending time until 840413 for Commission to act to 
review ALAB-756 

CHILK, S J Office of the Secretary of the Commission 84/03/13 
CommUs loners lp 22632 362 24X Fiche 50-273,84/03/13, 

04031 600 1 4 


0403190011 Motion for leave to file reply to util answer in opposition 
to motion to reopen record Certificate of Svc encl 
REYNOLDS, J R, Joint Intervenors - Diablo Canyon REYNOLDS, J R 

Canter for Law in the Public Interest 84/03/13 Atomic Safety 
and Licensing Appeal Panel Spp 22663 273 24X 

Fiche 50-273,94/03/15,0403190011 
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— 0403190016 Reply to util answer in opposition to 840214 motion to 
augment or. In a 1 ternat 1 ve. to reopen record Contentions In 
opposition cannot withstand scrutiny Certificate of Svc 
enc 1 

REYNOLDS. J R Joint Intervenors - Diablo Canyon REYNOLDS. J R 

Center for Law in the Public Interest 04/03/13 Atomic Safety 
and Licensing Appeal Panel 26pp 22663 270 24X 

Fiche 30-275,64/03/13.8403190011 


— 8403190021 statement of C Stokes rebutting util defenses of seismic 
design review 

STOKES, C Joint Intervenors - Diablo Canyon 64/03/14 26pp 
22663 309 24X Fiche 30-275,84/03/13,6403190011 


B403190100 Answer opposing joint Intervenor 840214 motion to augment 
or, In a 1 ternative, to reopen record on design OA issues 
Motion failed to justify either augmentation or reopening 
record Certificate of Svc end 

RUTBERQ, J , CHANDLER, L J Hearing Branch 2 MCGURREN, H J Hearing 
Branch 1 84/03/13 Atomic Safety and Licensing Appeal Panel 

29pp 22667 215 24X Fiche 30-273,64/03/13,0403190100 


— 8403190102 Affidavit of JP Knight re Joint Intervenors motion to 
augment or, in al ternative, to reopen record 

KNIGHT, J P Division of Engineering 84/03/13 Atomic Safety 
and Licensing Appeal Panel 16pp 22667 244 24X 

Fiche 50-273,84/03/13,6403190100 


— 8403190106 Affidavit of (4 Hartiman re Joint Intervenors motion to 
augment or, in al ternat 1 ve, to reopen record 

HARTZMAN, M Division of Engineering 84/03/13 22pp 22667 260 
24X Fiche 30-273,84/03/13,8403190100 


- -84031901 10 Affidavit of SD Reynolds re Joint Intervenors 640214 motion 
to augment or. in al ternative, to reopen record 
REYNOLDS, S D Region 1, Office of Director 84/03/13 8pp 
22667 282 24X Fiche 30-273,84/03/13,8403190100 


— 6403190114 Affidavit of TW Bishop re Joint Intervenors 640214 motion to 
augment or, in alternative, to reopen record 
BI8H0P, T W Region 3. Office of Director 64/03/08 4pp 
22667 290 24X Fiche 30-273,84/03/13,8403190100 


— 8403210119 Affidavit of PJ Morrill as addendum to NRC 640315 response 
to Joint Intervenors motion to augment or reopen design QA 
record Prof qualifications of JP Knight also end 
MORRILL. P J Division of Re si d en t, R eac tor Project & Engineering 
Programs 04/03/13 Atomic Safety and Licensing Board Panel 
ISpp 22707 120 24X Fiche 30-275,84/03/16.8403210114 


8403200133 Discusses dispute between plant workers & util re slander 
suit Identification of relevant l ssues, es tab 1 i sh ing 
accountability for inaccurate util statements b fixing 
hardware from OA breakdown not yet passible 

DEVINE, T Government Accountability Project DEVINE, T San Luis 
Obispo Nothers for Peace 04/03/19 PALLADINO, N J , GILIN8KY. V . 
ROBERTS. T Commissioners 20pp 22699047 24X 

Fiche 30-275,04/03/19.0403200133 


0403210139 Decision ALAB-763 affirming LBP-B2-70 granting au thor i la 1 1 on 
to operate f ad 1 i ty , w/1 i s ted conditions 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel DSB 021 
84/03/20 122pp 22710 144 24X Fiche 50-275,84/03/20,8403210139 


0403220106 Forwards renewal of application for stay to permit 
completion of administrative review b opportunity for court 
review of Joint Intervenors emergency motion 

REYNOLDS, J R Center for Law in the Public Interest REYNOLDS, J R 
Joint Intervenors - Diablo Canyon DSB 044 84/03/20 

PALLADINO, N , OILINSKY.V, ROBERTS. T Commissioners 2p p 
22713 304 24X Fiche 30-279,84/03/20,8403220106 


— 8403220110 Renewal of application for stay to permit review of Joint 
Intervenors emergency motion Unexecuted affidavit of M Kaku 
b Certificate of Svc end 

REYNOLDS, J R Joint Intervenors - Diablo Canyon REYNOLDS, J R 
Center for Law in the Public Interest 04/03/20 Atomic Safety 
and Licensing Appeal Panel 23pp 22713 306 24X 

Fiche 30-275.84/03/20,8403220106 


8403270063 Informs that plant scheduled to be ready far initial 
criticality on 840329 & for operation above 3'/. rated 
power on 840427 

CRANE, P A Pacific Gas b Electric Co DSB 113 84/03/21 

MOORE, T 8 Atomic Safety and Licensing Appeal Panel Ip 

22766 103 24 X Fiche 30-275,84/03/21,8403270063 


— 84031901 16 Affidavit of JR Fair re Joint Intervenors 840214 motion 
to augment or, in al ternati ve, to reopen record 
FAIR.J R Division of Emergency Preparedness It Engineering 
Response iPost B30103) 84/03/08 6pp 22667.294 24X 

Fiche 30-273,84/03/13,8403190100 


8403270298 Comments on request for meeting to discuss issues raised 
by C Stokes on submission by util & staff re design BA 
Related correspondence 

CHANDLER, L J Hearing Branch 2 DSB 139 84/03/21 DEVINE,! 

Government Accountability Project 2pp, 22789 035 24X 

Fiche 30-273,84/03/21,8403270298 


— 8403190119 Affidavit of CY Liang re deficiencies In RHR sy* design 
LIANG, C Y Division of Systems Integration (post 011003) 

84/03/13 30pp 22667300 24X Fiche 30-273,84/03/13,0403190100 


—9403190122 Affidavit of F Rosa re RHR sys 

RDBA, F Division of Systems Integration (post BilOOS) 84/03/13 
17pp. 22667 330 24X Fiche 30-273,84/03/13,8403190100 


8403230191 Forwards Nekton, Inc paper, “Post-Miocene Compress lonal 
Tectonics Along Central State of CA Margin " Conclusion of 
paper will reviewed 

SCHUYLER, J 0 Pacific Gas b Electric Co DSB 074 84/03/22 

PALLADINO, N J , A5SELBTINE, J K , BERNTHAL, F M Commissioners 20pp 
22743,072 24X Fiche 30-273.04/03/22,6403230191 


— 0403190126 Affidavit of JL Crews re Joint Intervenors 840214 motion 
to augment or, in a 1 ternat 1 ve, to reopen record 
CREWS, J L Region 5, Office of Director 84/03/14 Spp 
22667 347 24X Fiche 30-273,84/03/13,8403190100 


8403260007 Order ruling on 040320 renewal of application for stay 
Commission currently considering lifting OL suspension 
Ouestion of stay already before Commission Served on 840323 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel DSQ 081 
84/03/22 Joint Intervenors - Diablo Canyon 3pp 22747 398 
24X Fiche 50-279. 84/03/22, B403260007 


— 8403190130 Supplemental affidavit of JL Crews on addl Info re Joint 
Intervenors motion on OA deficiencies 

CREWS, J L Region 3, Office of Director 84/03/13 lp 
22667.332 24X Fiche. 30-273, 84/03/1 3, 8403190100 


—8403190134 Affidavit of H Schlerllng re Joint Intervenors 040214 motion 
to augment or, in al ternati ve, to reopen record Unexecuted 
affidavit of PJ Morrill end 

SCHIERL ING, H Licensing Branch 3 84/03/13. 3pp 22667 333 

24X Fiche 30-273,84/03/13,8403190100 


8403210033 Request for extension of time until 040403 to file response 
to Joint Intervenors motion to reopen record on const OA 
Certificate of Svc end 

CHANDLER, L J Hearing Branch 2 84/03/16 Atomic Safety and 

Licensing Appeal Panel 4pp 22704,330 24X Fiche 30-275,84/03/16, 

3403210033 


8403210114 Forwards P J Horr 1 1 1 signed b corrected affidavit as addendum 
to NRC B40313 response to Joint Intervenors motion to 
augment or reopen design OA record Related correspondence 
CHANDLER, L J Hearing Branch 2 B4/03/16 MOORE, T, 8 , BUCK, J H 

Atomic Safety and Licensing Appeal Panel JOHNSON, W R Atomic 

Safety and Licensing Board Panel. 2pp 22707 126 24X 

Fiche 30-273,84/03/16,8403210114 


8403260368 Forwards executed signature page for affidavit of M Kaku 
submitted as attachment to Joint Intervenors 840320 renewal 
of application for stay 

REYNOLDS, J R Center for Law in the Public Interest REYNOLDS, J R 
Joint Intervenors - Diablo Canyon DSQ 100 84/03/22 

PALLADINO, N , GILINSKY, V , ROBERTS, T Commissioners 2pp 
22760 133 24X Fiche 90-273,84/03/22,8403260368 


— 8403260369 Executed signature page of affidavit of M Kaku in support of 
640320 renewal of application for stay 

KAKU, M Joint Intervenors - Diablo Canyon 84/03/21 lp 
22760 133 24X Fiche 30-273,84/03/22,0403260368 


8403270004 Discusses State of CA emergoncy response plan Plan 
incorporated into Diablo Canyon plan Addl planning will not 
be performed for Humboldt Bay per 1980 legislation Related 
corresp ondence 

SCHUYLER, JO Pacific Gas b Electric Co DSB 117 B4/03/22 

DENTON, H R Office of Nuclear Reactor Regulation, Director lp 
22769.349 24X Fiche 50-000,84/03/22,8403270004 


8403260005 Requests that low power test license not be granted 
Discussion before licensing vote requested 

LEVY, B , SHARPE, C Af f 1 1 i a t i on No t Assigned DSB 079 84/03/23 

PALLADINO, N, ASSELSTINE, J K , BERNTHAL, F J Commissioners lp 
22747 336 24X Fiche 50-275,84/03/23.8403260005 
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6403340364 Forwards 12 add! affidavits In support of B403O1 petition to 
defer any futher licensing decisions until completion of 
comprehensive reinsp.nigt audit A audit of design 
verification W/a end 

DEVINE* f , CLEUETTi J OoVernment Accountability Project DEVINE, r 
San Luis Obispo Mothers for Peace DS0 101 64/03/23 

PALLADINO.N J , OIL INSKY. V . ROBERTS. T Commissioner* 9pp 
22740 Q6S 24 X Fiche 30-375.84/03/23.6403260364 


8403270006 Informs that 12 addl affidavits In support of Mothers for 
Peace 940301 petition to defer licensing submitted to 
Region V Related correspondence 

» Government Accountability Project D90 115 64/03/23 

PALL ADI NO. N J Commissioners Ip 22770 009 24X 

Flche 50-275. B4/03/23, 6403270006 


8403370347 Telecopy Itr expressing view that no low power license 
should he granted until all safety questions >„ allegations 
resolved 

0 'CONNELL. J California. State of DSB 142 B4/03/23 

PALLADIND, N Comtni ssionirs Ip 22789 005 24X 

Fithe 50-275.84/03/23.8403270347 


8403270352 Telecopy Itr urging assurance that alleged safety haiards 
checked 6 thoroughly evaluated before granting license 
ORONZAN, Q California, State of OSB 140 B4/03/23 PALLADI NO, N 

Commissioners lp 227B9 004 24X Fiche 30-273,64/03/23, 

B403270352 


8403260375 Requests opportunity to discuss OL issuance Commission 
should not vote on low power testing 

LEVY. B , SHARPE, C. Affiliation Not Assigned DSD 093 64/03/26 

PALLADINO.N, OILINBKY.V , ROBERTS, T M Commissioners lp 
22760.136 24X Fiche 50-275, 84/D3/2&. S4O326037S 


8403260376 Requests that C ontim i s s i on not vote A authoriia tlon to 
operate not be given to facility 

LEVY, D , SHARPE, C Affiliation Not Assigned DSB 092 B4/03/26 

AESELST1NE, J V, , BERHTHAL, F J Commissioners ip 22760 136 24X 

Flche 50-275, 84/03/26, 6403260378 


H General correspondence 


0403010523 Responds to 640112 request that NRC deny PCLE any type of OL 
for plant Validity of allegations re design & const being 
evaluated Commission will not recommend that low power 
license be fully reinstated until evaluation complete 
DENTON, H FI Office of Nutlear Reactor Regulation, Director 
64/02/15 KNUTSON, V A Affiliation Not Assigned 3pp 22443 282 
24X Fiche 50-275,84/02/15,8403010525 


— B403010532 Expresses concern that plant poses grave danger to environ A 
public health of State of CA 6 urges NRC to deny util any 
type of OL due to continuing design Flaws 

KNUTSON, J A Affiliation Not Assigned 64/01/12, D1RCK6, M NRC 
- No Detailed Affiliation Oiven lp 22443 285 24X 

Fiche 50-275,64/02/15, B4O301O525 


1 Financial information 


B403280051 Annual Financial Rept 1983 W/B403B6 itr 

MIELKE, F U , SHACKELFORD, B . CRANE, P A Pacific Gas A Electric Co 
63/12/31 50p p 22776 230 24X Fiche 50-000, 83/ 12/3 i , 6403280051 


J Insurance A indemnity information 


840D290033 Forwards Endorsement 40 to NEL1A Policy NF-220, 

CRANE. P A Pacific Oas 6 Electric Co 84/03/21 BALTZMAN, J D 
Assistant Director for State A Licensee Relations 2pp 22777 044 
24X Fiche 50-275.64/03/21,6403260033 


□ Advisory Committee on Reactor Safeguards reports A correspondence 


B4032B0307 Summary of ACRS Subcommi ttee on Extreme External Phenomena 
831012 meeting u/ut 1 1, ties t inghouse, TERA A Univ of Illinois 
in Hash ing ton, DC re use of tan effect methodology in seismic 
design analysis at Diablo Canyon Agenda end 

* ACRS - Advisory Committee on Reactor Safeguards 83/11/25 
ACRS - Advisory Committee on Reactor Safeguard* 16pp 22808 040 
24X Fiche 50-275. 83/1 1/25,9403280307 


B4032903B1 Notice of ACRS B40405-07 meeting* In Hashing ton, DC Agenda 
end 

CHILK.S.J Office of the Secretary of the Commission D8B 196 
64/03/26 6pp 22614 081 24 X Fiche 50-275,94/03/28,6403290381 


P Operating license stage documents & correspondence 


9403090027 FOIA request for Tecords ro 1977 Nuclear 8vcs Corp audit of 
Pullman Power Product* 

REYNOLDS, J, Center for Law in the Public Interest 64/01/20 
Office of Administration 2pp 22592 329 24X 

Flche 50-275,04/01/20,6403090027 


8403010501 Forward,* Board Notification 84— 022 which provides in camera 
transcript of NRC B40123 meeting w/reclpient A C Stokes 
Requests specific identification of names A sections in rept 
to be withheld from public d i sclosure. W/o end 
EISENHUT, D 0 Division of Licensing 64/02/14 DEVINE, T 
Government Accountability Project lp 22433 335 24X 

Fiche 90-275, 64/02/ 14, S4030t0301 


8402090004 Board Notification B4-037 forwards Chairman Palladino B40109 
Itr transmitting rept on matter* re GA Case Btudy C for 
plant Rept enc 1 s compare draft A final version of case study 
A Include comments on draft version 

EI8ENHUT.D <3 Division of Licensing 84/02/24 BUCK, J H . 

MOORE. T B , JOHNSTON, W R Atomic Safety and Licensing Appeal Panel 
3pp 22549 036 24X Fiche 50-275,64/02/24,8402090004 


8402090017 Board Notification 64-030 forwards RJ Mattson B40123 mania 
to DO Elsenhut providing statu* Update of NRC action* re 
Hestlnghouse ECCB actuation logic 

EISENHUT, DO Division of Licensing 84/02/27 PALLADINO, 

G ILINSKV. ROBERTS Commissioners 7pp 22546* 007 24X 

Flche 90-000.04/02/27,0402090.017 


— 6402010508 Provides updated statu* of rev to Hestlnghouse designed PHR 
ECCB actuation logic Hestlnghouse plans completion of 
evaluation for submittal by mid-Mar 1984 

MATTBON, R J Division of Systems Integration (post 811005) 

84/01/23 EISENHUT , D Division of Licensing 2pp 22546.007 

24 X Fiche- 50-000, 64/02/27, 8402090017. 


8403150165 Requests addl info explicitly addressing specific step* 

In 36CFR800 4(b), (c). or (d> re determination of effect of 
operation A maint activities on SLO-2 archied og leal 
site 

KNIGHTON. OH Licensing Drench 3 64/02/27 BCHUYLER, J 0 Pacific 

Gas A Electric Co 4pp 22646 345 24X Flche 50-275,84/02/27. 

6403150165 


6403070075 Forwards application to amend License DPR-76, chang ing Tech 
Specs re testing requirement* for HEPA filter* A charcoal 
adsorbers, per Generic Ltr 83-13 

SCHUYLER, J O Pacific Gat A Electric Co 84/02/29 DENTON. H R 

Office of Nuclear Reactor Regulation. Director lp 22541 220 24X 

Flche 50-27 5. 84/02/29. 0403070075 


—8403070079 Application to amend License DPR— 76. changing Tech Specs re 
testing requirements for HEPA filters A charcoal adsorbers, 
per Generic Ltr 03-13 Justification end. 

SCHUYLER, J D Pacific Oas A Electric Co 94/02/29 4pp 
22541 221 24 X Fiche 50-275.64/02/29,8403070075 


— B4030700B3 Proposed Tech Specs re testing requirements far HEPA filters 
A charcoal adsorb et s, per Generic Ltr 03- 1 3 

» Pacific Gas A Electric Go 84/02/29 lOpp 22541 225 24X 

Fiche 50-275,84/02/29,8403070075 


8403070264 Forwardi application to amend License DPR-76, con* istlng of 
Amend Request 04-02, c hang ing Tech Specs to allow entry Into 
Mode 3 for required surveillance testing of pressurlier code 
safety valves 

SCHUYLER, JO Pacific Oas A Electric Co 04/02/29 DENTON, H R, 

Office of Nuclear Reactor Regulation. Director lp 22S47'071 24X 

Fiche 30-275,64/02/29.0403070204 


--B403070288 Application to amend License DPR-76. consisting of Amend 
Request 04-02, rev 1 s 1 n g Tech Specs to allow entry into Mode 3 
for required surveillance testing of pressurlier code safety 
valve s 

SCHUYLER, JO Pacific <ftfa A Electric Co. 84/02/29. 2p p 
22347 072 24X Fiche 30-273,84/02/29.8403070204 


— 0403070292 Proposed Tech Specs re surveillance testing of pressurlier 
code safety valves, 

♦ Pacific Gas A Electric Co 04/02/29 ip 22547 074. 24X 

Fiche 50-275, 04/02/29. B4O3O70264 


6403000413 Forwards License Amend Request 64-04 to License DPR-76, 
changing Tech Specs to update frequency of auiillary 
feedwater pump surveillance to latest ASME std Value. 

BCHUYLER. J, □ pacific Qa* A Electric Co 84/02/29 DENTON, H R 
Office of Nuclear Reactor Regulation. Director lp 22336' 242 24X 

Flche 50-273,04/02/29.0403080413 
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— 8403080414 License Amend Request 04-04 to License DPR-76. c hang i ng Tech 
Spec Section 4 7 1 2 to base auxiliary feedwater pump 
surveillance on Tech Spec 403 

BCHUYLER, J 0 Pacific Oas t Electric Co 04/02/29 ip 
22596 243 24X Fiche 50-273,04/02/29.8403080413 


— S403QB0413 Proposed Tech Specs re auxiliary feedwater sys surveillance 
requirements 

# Pacific Oas *< Electric Co 04/02/29 3pp 22556 244 24X 

Fiche 50-275.04/02/29,8403080413 


8403090028 Partial response tD F01A request for records re 1977 Nuclear 
Svcs Corp audit of Pullman Power Products Documents enttroly 
withheld (ref FOIA Exemption 5) Review of remaining 
documents tubj to request in progress 

FELTON. J M Division of Rules and Records 84/03/01 REYNOLDS, 0 
Center for Law in the Public Interest 2pp 22392 331 24X 

Fiche 50-273,84/03/01,0403090028 


8403080405 Further response to FOIA request for documents re BER 
related to operation of facilities Forwards App B documents 
App A Si B documents available in PDR Review of remaining 
documents subj to request in progress 

FELTON, J M Division of Rules and Records 04/03/02 GARDE, D P 
Government Accountability Project 4pp 22803 073 24X 

Fiche 30-275,84/03/02,0403080405 


— 8312230236 Forwards responses to Allegations 7, 9 S< 48, per 831130 
request 

SPEIB.TP Division of Safety Technology 83/12/09 KNIGHTON, <3 
Office of Nuclear Reactor Regulation, Director 12pp 22383 111 
24X Fiche 30-273,84/03/02,8403080403 


— 8403080425 Forwards input on Allegations 31 S, 32 Fuel loading addressed 
in 831108 Memorandum it Order CLI-33-27 No significant safety 
concerns matl to fuel loading S, precr itl ca 1 i ty testing 
warrant continuation or suspension of activities 
BURNS, 8 Office of the Executive Legal Director 03/12/0? 

KNIGHTON, 0 Office of Nuclear Reactor Regulation, Director 3pp 
22383,108 24X Fiche 50-273,84/03/02.0403080403 


— 8403080426 Forwards safety evaluations for Allegations 6, 10, 1 1, 14, 1 9, 
16, 17, 27, 2B, 29, 31, 32, 33, 33, 36, S3, BS t, 86 Licensee approach 
for determining containment stability against tilting 
acceptable 

VOLLMER, R H Division of Engineering 83/12/09 EISENHUT, D 0 
Division of Licensing 31pp 22303 132 24X 

Fiche 30-273,04/03/02,8403080403 


8403220096 Forwards San Luis Obispo Mothers for Peace 840202 10CFR2 206 
petition requesting Commission defer decision re 
reinstatement of low power license Written response 
addressing issues requested by 840327 W/o end 
DENTON, H fl Office of Nuclear Reactor Regulation, Director 
84/03/02 SCHUYLER, J □ Pacific Gas it Electric Co 3pp 
22723 298 24X Fiche' 30-273, 84/03/02, 0403220096 


8403130011 Forwards summary of mods, repairs or equipment changes 
resulting from review of allegations performed since 9ept 
1903, per 830304 request 

SCHUYLER, U 0 Pacific Gas J, Electric Co 84/03/06 MARTIN, J B 
Region 3, Office of Director 2pp 22641 249 24X 

Fiche. 30-273, 84/03/06, B4031300I1 


B403120129 Forwards policy directive for protection it retention of 
records re design, const t, operation activities for facility 
Policy supersedes Instructions contained in 840213 ltr 
SCHUYLER, J 0 Pacific Qai t, Electric Co 04/03/08 EI8ENHUT, D G 
Office of Nuclear Reactor Regulation, Director Spp 22390 087 
24X Fiche' 30-273, 84/03/08, 8403120129 


0403200218 Forwards Rev 2 to Procedure EP OP-17, "Malfunction of RHR 
Sys," requested by ACRS Subcommittee on Diablo Canyon during 
840210 meeting 

SCHUYLER, J. 0 Pacific Oas & Electric Co 84/03/12 KNIGHTON, G W 
Licensing Branch 3, lp 22699 337. 24X Fiche 30-273, B4/03/12, 

8403200218 


—8403200220 Rev 2 to Procedure EP OP-17, "Malfunction of RHR Bys 11 
* Pacific Oas S, Elsctric Co 82/02/19, 3pp 22699.338 24X 

Flchs' 30-273, 84/03/12, 8403200218. 


S402Q90041 Board Notification 04-030 provides Commission policy 
statsment it proposed rulemaking on environ qualifications, 

EISENHUT, D G Division of Licensing 84/03/14 Atomic 9afety and 
Licensing Board Panel, 10pp 24X Fiche 30-000,84/03/14,8402090041 


0403220033 Forward* tables providing detailed operating experience for 
licensed operating personnel fc licensed it nan 1 1 c trued 
shift technical advisors 

SCHUYLER. U 0 Pacific Gas t, Electric Co B4/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 22718 208 
24X riche* 30-273, 04/03/16, B403220033 


0403270033 Forwards corrected page to proposed Tech Spec Page 3/4 7-17 
from B40229 License Amend Request 04-03 re testing 
requirements for HEPA filters J, charcoal absorbers 
SCHUYLER, U 0 Pacific Gas & Electric Co 84/03/21 DENTON, H R 

Office of Nuclear Reactor Regulation, Director lp 22769 312 24X 

Fiche 50-273,04/03/21,0403270093 


— 0403270037 Corrected Page 3/4 7-17 to proposed Tech Specs revising & 
clarifying testing requirements for HEPA filters it 
charcoal absorbers 

» Pacific Gas & Electric Co 84/03/21 lp 2276? 313 24X 

Fiche 50-273,04/03/21,8403270033 


0403260176 Informs of plans to have shift advisors w/quel i fi cations 6 
training recommended by Near-Term QL Util Group on staff 
prior to exceeding 57. power Advisors will be subj to final 
exam following training 

SCHUYLER, U 0 Pacific Gas i Electric Co 84/03/23 KNIGHTON, 0 U 
Licensing Branch 3 lp 22738 234 24X Fiche 30-275,84/03/23, 

8403260176 


0403270366 Requests that license not be granted until allegations by 
employees of plant resolved 

HAYDEN, T California. State of 84/03/23 PALLADINQ, N 
Commissioners Ip 22709001 24X Fiche 50-273,04/03/23, 

8403270366 


Q Inspection reports, IE Bulletins t, correspondence 


B403Q6013B Forwards IE Insp Repts 30-275/03-39 J< 30-323/33-27 on 
031203-22 J, notice of violation 

BISHOP, T W Division of Res 1 d ent, R eac tor Project & Engineering 
Programs 04/02/03 SCHUYLER, J O Pacific Gas !, Electric Co 2pp 
22506 334 24X Fiche 90-275, 04/02/03, B4030601 38 


— 8403060142 Notice of violation from insp on 831203-22 

CANTER, H L Region 3, Office of Director 84/02/03 2pp 
22306 336 24X Fiche 30-273, 84/02/03, 840306013B 


—8403060146 IE Insp Repts 30-279/B3-39 t, 30-323/83-27 on 831205-22 
Nancompl lance notod failure to properly Implement fire loss 
prevention procedures i, suppls 

aCPWN.K , POL I CM, T I CANTER, H L Region 3, Office of Director 
84/01/24 18pp 22306 330 24X Fiche 50-275,84/02/03,8403060138 


8403060207 Forwards IE Insp Repts 50-275/84-01 1 ■ 50-323/B4-01 on 
840103-06 it notice of violation 

BISHOP, T U Division of Res 1 d ent. Reac tor Project 6 Engineering 
Programs 04/02/17 SCHUYLER, J 0 Pacific Gas 6 Electric Co 2pp 
22S17 143 24X Fiche 50-275,04/02/17,0403060207 


— 8403060214 Notice of violation from insp on 840103-06 

KIRBCH, D F Region 5, Office of Director 94/02/17 2pp 
22917 147 24X Fiche 50-279,84/02/17,8403060207 


0401 190072 IE Info Notice 84-13, “Potential Deficiency In Motor 
Operated Valve Control Circuits & Annunciation '* Svc list 
one 1 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/02/20 Consolidated Edison Co of New 

York, Inc tlSpp 22909 239 24X Fiche 50-000,84/02/28,0401190072 


0403060131 Forwards IE Insp Repts 50-279/B3-37 it 30-323/03-25 on 
031114-18 it 1120-1209 

BISHOP, T W Division of Res 1 den t, Reac tor Project it Engineering 
Programs 04/02/2? SCHUYLER, JO Pacific Oas L Electric Co 2pp 
22506' 273 24X Fiche 50-273,84/02/29,8403060131 


—8403060143 Notice of violation from insp on 831114-18 t, 1120-1209 
CANTER, H L Region 3, Office of Director 84/02/29 2pp 
22506 275 24X Fiche 30-275,84/02/29,8403060131 


— 8403060149 IE Insp Repts 50-273/B3-37 it 50-323/83-29 on 831114-18 it 
1120-1209 Noncompliance noted failure to assure that welding 
inspectors qualified t< certified per procedural 
requirements 

HERNANDEZ, G H , ROBS, T M , KIR9CH, D F Region 9. Office of 
Director 04/02/29 49pp 22906 277 24X Fiche 50-279,84/02/29, 

8403060131 


8402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC " Svc list end 

GRACE, J N Division of GA, Safeguards it Inspection Programs (Past 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

t30pp 22552 329 24X Fiche 90-000,04/03/02,8402090007 


B402090009 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end, 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22993 098 24X Fi che 50-000, 04/03/02. 8402090008 
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B402090Q09 IE Tnfo Notice 04-15, "Reporting of Radiological Releasee 
Bvc list encl 

JORDAN. E L Division of Emergency Prep aredne as A Engineering 
Response (Post B30103) BA/03/02 Consolidated Edison Co of N«u 

York. Inc U9pp 22353 217 24X Fiche 3D-QOO. B4/03/02, B4020900Q9 


— 9403200301 Provides info ta Commissioners re circumstances surrounding 
documentation of NRC insp of 1977 Nuclear Svcs Corp audit 
of Pullman Power Products Co 

D1RCKS.W J Office of the Executive Director for Operations 
Bq/03/02 124pp 22947 073 24X Fiche 30-273,94/03/28. 

0403140244 


3402090011 IE Info Notice B4-17, "Problems W/Llquid Nitrogen Cooling 
Components Qelow Nil Ductility Temp ■* Svc list encl 
JORDAN, E L Division of Emergency Preparedness A Engineering 
Response (Post 330103) B4/03/05 Consolidated Edison Co of Mew 

York, Inc U7pp 22533 336 24X Fiche 30-000,04/03/05,0402090011 


6402090022 Board Notification 64-043 submits info re eiams & 
measurements by Parame ter , I nc of radiographs A field welds A 
delta ferrite measurements of selected welds under Contract 
NRC-03-B 2-249 

E1BENHUT, D G Division of Licensing NRC-03-02-249 B4/03/O3 

PALLADINO, QILINSKY. ROBERTS Commissioners 3p p 22536 247 24X 

Fiche 30-273,04/03/03,8402090022 


— B4030S0I93 Forwards "Project Duality Plan for Providing Assistance A 
Svcs to Support NRC/IE Region IV Personnel in NDE A Review 
of Radiographs," per Task Order SA of Contract 
NRC-0 5-02- 249 

LOFY, R A Parameter, Inc hKC-05-82-249 83/11/23 JURSCH, D 

Region 3. Office of Director lp 22556 230 24X 

Fiche 30-275,84/03/03.0402090022 


R Periodic operating reports A related correspondence 


S403020004 Monthly operating rapt for Jan 1984 W/G40203 1 tr 

KELLY. W J , THORNBERRY, R C Pacific Oas t< Electric Co 04/01/31 
9p p 22442 196 24X Fiche 30-275,04/01/31,8403020004 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews far Jan 1984 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCKB, U J Office of the Executive Director for Operations 
04/02/31 PALLADINO Commissioners 9pp 22492 083 24X 

Fiche 30-000,84/02/21, B403020443 


B403230139 Forwards "Environ Investigations at Diablo Canyon. 1902 ” 
WARRICK, J W Pacific Oas A Electric Co 04/02/28 Record 

Services Drench (Document Control Desk) lp 22732 341. 24X 

Fiche 30-275,84/02/20,8403230139 


— B4030B0199 “Project Quality Plan for Providing Assistance A Svcs to 
Support NRC/ie Region IV Personnel in NDE A Review of 
Radiographs at Diablo Canyon, Units 1 A 2 " 

FOLEY, N J . LOFY.R A Parameter. Inc NflC-05-82-249. PGP-124 

83/1 1/22 INRC - No Detailed Affiliation Given 2Spp 

22536 231 24X Fiche 30-275,04/03/05,8402090022 


9403150002 Responds to NRC 04 O 2 Q 3 Itr re violations noted in IE Insp 
Rept 50-275/B3-39 Corrective actions area permits for 
welding posted to Identify generic requirements on area 
basis S. util Inspector assigned to assist fire marshall 
SCHUYLER. J 0 Pacific Gas A Electric Cd 84/03/05 MARTIN, J B 
Region 5, Office of Director 6 p p 22646 013 24X 

Fiche 30-275,84/03/05.8403150082 


B40313QQ06 Forwards description of program implemented to verify 
clearance between piping J. penetrat ions. in response to IE 
Bulletin 79-14 

SCHUYLER, J P Pacific Gas 6 Electric Co 84/03/06 MARTIN. J □ 
Region 5, Office of Director 3pp 22640 324 24X 

Fiche 30-275.04/03/06,8403130006 


B402Q9Q024 IE Info Notice B4-09,flev 1. "Lessons Learned From In 6 ps of 
Fire Protection Safe Shutdown Sys " Svc list encl 
JORDAN. E L Division of Emergency Preparedness A Engineering 
Response (Post 030103k 84/03/07 Consolidated Edison Co of New 

York. Inc UBpp 22635 049 24X Fiche 90-000. Q4/03/O7, B402090024 


B402Q9002B IE Info Notice B4-18. "Stress Corrosion Cracking in PUR 
8 y a " Svc list enc I 

JORDAN. E L Division of Emergency Preparedness A Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc 1 t Bpp 22504 106 24X Fiche 50-000, 84/03/07, B40209002B 


6402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list encl 

DEYDUNG, R C Director's Office, Office of Inspection and 

Enf or c ament B4/03/12 Consolidated Edison Co of New Yijrk. Inc 

134pp 22823 094 24X Fiche 30-000,84/03/12,8402090031 


— 9403230141 "Environ Investigations at Diablo Canyon, 1902 " 

CAYOT, R F . BEHRENS, D U Pacific Gas A Electric Co 03/06/30 
760pp 22732 342 24X Fiche 50-275,04/02/20.0403230139 


0403300141 Monthly operating rept for Feb 1984 W/B40302 ltr 

KELLY, W J I THORNBERRY, R C Pacific Gas A Electric Co 84/02/29 
6 pp 22920 332 24X Fiche 50-275,84/02/29,0403300141 


B Reportable occurrences, LERs A related correspondence 


8403150023 Special Rept 84-02 on 840123, fire water pump 1 declared 
inoperable after pump motor circuit breaker tripped 
Caused by frequent motor starts in short time period 
Surveillance test conducted S< pump returned to svc 
9HIFFER. J D Pacific Gas A Electric Co 84/02/29 MARTIN. J D 
Region 3, Office of Director lp 22639 023 24X 

Fiche 30-279,04/02/29,6403150025 


8403080405 Further response to FOIA request for documents re SER 
related to operation of facilities Forwards App B documents 
App A A B documents available In PDR Review of remaining 
documents subj to request in progress 

FELTON, J M Division of Rules and Records 84/03/02 OARDE, B P, 
Government Accountability Project App 22303 073 24X 

Fiche 90-275,04/03/02,0403000405 


— 0403000421 Requests assistance in addressing improper design activitie 
re use of U-boIts A code break (code boundary) design, per 
affidavit tb allegations 

BISHOP, T W Division of Resident, Reactor Project A Engineering 
Programs 83/11/29 EISENHIFT.D Q Division of Licensing 15pp 
229B3 093 24X Fiche 30-275,84/03/02,9403000405 


0403150121 PNO-V-04-013 on 040307, Be ch t* l laborer suffered heart 
attack while working in auxiliary bldg Medical attention 
provided to individual at site Individual pronounced dead 
upon arrival at Eierra Vista Kosp 

DODDS, R T Region 3, Office of Director 04/03/07 lp 22640 210 
24X Fiche 50-275,04/03/07,8403150121 


0402090043 IE Info Notice B4-19, "Two Events Involving Unauthon i eo 
Entries into PWR Reactor Cavities " Svc list encl 
JORDAN, E L Division of Emergency Preparedness A Engineering 
Response (Post 830103) S4/03/21 Consolidated Edison Co of New 

York, Inc !23pp 22023 229 24X Fiche 50-000,84/03/21,0402090043 


0402090044 IE Info Notice 84-20. "Svc Life of Relays in Safety-Related 
Sya " Svc list encl 

JORDAN. E L Division of Emergency Preparedness A Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York. Inc 135pp 22933 001 24X Fiche 50-000,84/03/31,0402090044 


0403140244 Board Notification 04-066 forwards 5ECY-84-104 re NRC insp 
of Nuclear Svcs Corp audit of Pullman Power Products at 
site. including draft IE Insp Rept 90-279/03-37 A B40229 
final Tept 

El SENHDT , D C Divjsiun of Licensing B4/03/2B BUCK, 0 H , 

MOORE, T S , JOHNSON, H R Atomic Safety and Licensing Appeal Panel 
3pp 22947 070 24X Fiche 50-273,04/03/28.8403140244 


8403220 066 LER 04-006-00 on 840217 , four 4 16 kV circuit breakers failed 
to remain closed Caused by excessive wear in Teflon coated 
fiberglass sleeve bearings used in mechanical actuator 
Breakers repaired W/&40319 ltr 

KESSINGER, W W , SHIFFER.J D Pacific Gas A Electric Co 04/03/19. 
3pp 22714 338 24X Fiche 30-275.04/03/19,8403220066 


T Hearing transcripts on non-anti trust matters 


B402090032 Board Notification B4-04B forwards transcript of 840125 
meeting re allegations concerning small bore piping Review A 
evaluation of allegations continuing 

EISENHUTpDO Division of Licensing B4/03/13 PALLADINO, 
GILIMSKY. ROBERTS Commissioners 3pp 67217 046 24X 

Fiche 50-275,04/03/13.0402090032 


— 8403150136 Forwards transcript of B40123 meeting re allegations 
concerning small bore piping Info excised to protect 
confidentiality of NRC sources A preclude compromising 
ongoing i nsp s 

BISHOP, T U Region 5, Office of Director B4/02/23 
STRUMWASSER, M California, State of lp 22645 004 24X 

Fiche 50-275,84/03/13,8402090032 
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”"•8403130144 Forward! transcript of 840129 meeting re allegations 
concerning small bore piping Info excised to protect 
confidentiality of NRC sources S< preclude compromising 
ongoing lnsps 

OIBHOPrT W Region 3< Office of Director B4/02/23 REYNOLDS. 0 
Center for Law in the Public Interest lp 22649 009 24X 

Fiche 50-279.04/03/13,8402090032 


—-8403190132 Forwards transcript of B40123 meeting re allegations 
concerning small bore piping Info esclsed to protect 
confidentiality of NRC sources & preclude compromising 
ongoing insps 

8IBH0P.T W Region 3, Office of Director 84/02/23 CRANE, P A 
Pacific Qas tt Electric Co Ip 22649 006 24X 

FlChe 30-279, 84/03/13. 8402090032 


— 8403190139 Forwards transcript of 840129 meeting re allegations 
concerning small bore piping Info excised to protect 
confidentiality of NRC sources &, preclude compromising 
ongoing insps 

BISHOP. T W Region 9, Office of Director 84/02/23 NORTON 
Norton, Burke, Berry Si French lp 22649 007 24X 

Fiche 90-279,84/03/13,8402090032 


— 8403130162 Excised transcript of B40125 closed meeting w/C Stokes re 
allegations concerning small bore piping Pp 1-220 
* NRC - No Detailed Affiliation Given 84/01/29 319pp 

22643 008 24X Fiche 30-273,84/03/13,0402090032 


i! Congressional/Executive Correspondence 


B40326Q106 Provides current status of facility licensing process in 
response to 840126 Itr Since 840124 hearings, NRC has 
continued investigation, insp t< evaluation of allegations, 
which will be resolved prior to low power author 1 istior 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
04/03/09 MCCARTHY, L T California, State of 4pp 32761 396, 
24 X Fiche 30-273,04/03/09,6403260106 


— 8403360111 Expresses concern re possibility that facility will be 
licensed w/o meeting safety stds 

MCCARTHY.LT California, State of 84/01/26 PALLADINO.N 
Commissioners lp 22761 399 24X Fiche 30-279,84/03/09, 

8403260106 


3403270367 Telecopy Itr expressing concerns re lifting of suspended low 
powsr license Commission should carefully weigh 
ASLAB conclusions 6 fulfill responsibility to require safe 
plant operation 

THOMAB.W M House of Rep DSD 143 04/03/26 PALLADINO.N 
Commissioners 2pp 227B9 002 24X Fiche 50-273,64/03/26. 
8403370367 


V Operator Examinations 


0403220033 Forwards tables providing detailed operating experience for 
licensed operating personnel 6 licensed 6 nonllcensed 
shift technical advisors 

SCHUYLER, *1 0 Pacific Gas 8, Electric Co 04/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 9pp 22710 200 
24X Fiche 30-273,84/03/16,8403220035 


8403260176 Informs of plans to have shift advisors w/qua 1 1 fi eat ions fc 
training recommended by Near-Term OL Util Oroup on staff 
prior to exceeding 3 X power Advisors will be subj to final 
exam following training 

SCHUYLER, U 0 Pacific Gas 6 Electric Co B4/03/23 KNIOHTON.O W 
Licensing Branch 3 lp 2273B 234 24X Fiche 30-275,84/03/23, 

S403260176 
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F Security, medical, emergency U fire protection plans 


B403090283 Public version of revised emergency plan implementing 
procedures, including Procedure EP-101 re classification of 
emergent i es, EP-207C re first aid «. EP-103 re alert response 
U/040210 Itr 6 UM Felton B40307 release memo 

COONEY, M U Philadelphia Electric Co 84/01/10 MURLEY, T E 
Region i, Office of Director 93pp, 22393 220 24X 

Fiche 90-277,34/01/10,8403090383 


0403010310 Forwardf IE Insp Repts 50-277/B3-37 fc 30-27B/B3-33 on 
831214-8401 12 L notice of violation 

STARDSTECKI, R Division of Project t< Resident Programs 84/02/16 
DALTROFF, 8 L Philadelphia Electric Co 2pp 20432 07B 24X 

Fiche 30-277,84/02/16,8403010310 


— 8403010322 IE Insp Repts 30-277/83-37 h 90-270/83-33 on 031214-840112 
Violation noted requirements for requalification lecture 
attendance & supplementary training not met tt adequacy of 
Secondary containment door indicator maint unresolved 
B|_0UGH, A R , WILLIAM5, J H , TRIPP. L E Region 1, Office of 

Director 84/01/19 17pp 22432 081 24X Fiche 50-277,84/02/16, 

0403010310 


8403190243 Notification of 8404IB workshop in King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp t topics described in IE Info Notice 
84- 09 Agenda for workshop encl 

MURLEY, T E Region 1, Office of Director 84/03/09 O'TOOLE, J D 

Consolidated Edison Co of New York. Inc ORONS, J c . MCNEILL. C A 

Power Authority of the State of New York 33pp 22672 062 24X 

Fiche 90-000,84/03/09,6403190243 


8403200391 Forwards list of applications submitted 6 applicable fees 
for fire protection reviews b approvals 

MILLER, W □ License Fee Management Branch 84/03/09 BAUER, E G 
Philadelphia Electric Co 3pp 2270B 310 24X 

Fiche 90-277, 04/03/09, 0403200391 


84032200B3 Notifies of error in numbering of second insp rept encl In 
840127 Itr Number should be 30-278/83-29 instead of 03-19 
Corrected version encl 

MARTIN, T T Division of Engineering 6 Technical Programs 84/03/12 
DALTROFF, S L Philadelphia Electric Co lp 22716 260 24X 

Fiche 90-277. 84/03/ 1 2, 8403220033 


-8403220005 Forwards corrected IE Insp Repts 30-277/83-31 6 50-278/03-29 
on 831 1 14-18 S, notice of violation 

MARTIN, T T Division of Engineering 6 Technical Programs 
84/01/27 DALTROFF, S L Philadelphia Electric Co 2pp 
22716 269, 24X Fiche 30-277,04/03/12,0403220083 


— 8403220087 Corrected notice of Violation from insp on B3I1 14-18 

* Region 1, Office of Director 84/01/27 lp 22716 271 24X 

Fiche 30-277.84/03/12, 84032200B3 


—8403220091 Corrected IE Insp Repts 90-277/83-31 & 50-27B/S3-29 on 
831114-18 Noncompliance noted failure to meet fire brigade 
training requirements 

PULLANI , 6 V , ANDERSON, C J Region l, Office of Director 
84/01/03 lOpp 22716 272 24X Fiche 50-277, 84/03/ 12, 8403220083 


8403210045 Forwards application for amend to Licenses DPR-44 6 DPR-36 
re fire protection to reflect Improvements in fire detection 
sys 6 to conform to STS 

BRADLEY, E J Philadelphia Electric Co 84/03/16 DENTON, HR 
Office of Nuclear Reactor Regulation, Director ip 22707 042 24X 

Fiche 30-277,84/03/16,8403210049 


— 0403210059 Application for amend to Licenses DPR-44 h DPR-36 modifying 
limiting condition far operation action statement for fire 
barriers to reflect guidance in STS for GE HWRs 
# Philadelphia Electric Co 84/03/16 6pp 22707 043 24X 

Fiche 90-277,84/03/16,0403210045 


— 8403210063 Proposed Tech Specs modifying limiting condition for 
operation action statement for fire barriBrs to reflect 
guidance provided in STS for GE DURs 

« Philadelphia Electric Co 04/03/16 3pp 22707 049 24X 

Fiche 50-277,84/03/16,0403210045 


0403270104 Requests extension until Oct 1984 far annual emergency 
preparedness exercise Extension would allow inclusion of 
offsite plans tt use of proposed alternate emergency facility 
location 

DALTROFF, S L Philadelphia Electric Co 04/03/20 E1SENHUT, D G 
Division of Licensing 6pp 22769 217 24X Fiche 90-277,84/03/20, 

8403270104 


J Insurance L indemnity information 


8403260034 Forwards Endorsements 106 b 107 to NEL1A Policy NF-140 b 
Endorsement 99 to MAELU Policy MF-67 

BRADLEY, E J Philadelphia Electric Co 04/03/16 SALTZtiAN, J 
Assistant Director for State t< Licensee Relations 4pp 22790 232 
24X Fiche 30-277,84/03/16,8403260054 


P Operating license stage documents b correspondence 


8403140340 Summary of 831219 meeting w/GE b Mark 1 Owners Group in 
Bethesda.MD re Mark I containment we tue 1 1-drywe It vacuum 
breaker design methodology 

SIEGEL, D L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 SIpp 22635; 190 24X Fiche 30-000,84/02/21, 

8403140340 
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8403070137 Forwards Amqnds <72 t, 94 to Licenses DPR-44 4 DPR- 36. 
raspec t > v« 1 y 4 EIA Amands delate certain ETS re noise 
monitoring requirements t nonradio logical water 
quality-related requirements 

STOLZ.J F Operating Reactors Branch 4 B4/02/24 BAUER , E 0 

Philadelphia Electric Co 3pp P2565 140 24X 

FichB 30-277, 84/02/24. B403070137 


— 8403070541 Amends 92 S. 94 to Licenses DPR-44 8. DPR-56, re s p ec tl vel y . 
deleting certain ETS re noise monitoring requirements *< 
nonradiol ogical water qual i t g-ro ) a ted requirements 
STOLZ.J F Operating Reactors Branch 4 84/02/24 15pp 

22563 1*3 24 X Fiche 50-277.84/02/24.0403070137 


— 8403070144 EIA supporting Amends 92 U 94 to Licenses DPR-44 6 DPR-56. 
respectively 

* Office of Nuclear Reactor Regulation. Director 84/02/24 
lOpp 223*3 J79 24 X Fiche 50-277,84/02/24,8403070137 


3403150013 Forwards response to request for addl info re Class IE 
electrical raceway supports Design supports have sufficient 
margin to assure that loss of single support mill not cause 
loss of safety function 

SCHUYLER, vl 0 Pacific Gas t< Electric Co 84/03/07 MARTIN. J 0 
Region 5. Office of Director 3pp 22*40 327 24X 

Fiche 30-277,84/03/07.0403150013 


3403150137 Forwards application to amend Licenses DPR-4q V DPR-5*, 
revising Tech Specs to incorporate 10CFR50. App I 
requirements for radiological effluents 

DALTROFF.S L Philadelphia Electric Co B4/03/07 STOLZ.J F 
Opera ting Reactors Branch 4 2pp 22646 022 24X 

Fiche 50-277.84/03/07.8403550137 


— 8403130140 Application for amend to Licenses DPR-44 6 DPR-56, r e vi s ing 
Tech Specs to Incorporate Tadtologlcal effluent 
requirements of 10CFR30,App I 

BAUER. E 0 , BRADLEY, E J Philadelphia Electric Co 84/03/07 
12pp 22646 024 24X Fiche 30-277,04/03/07,8403130137 


— 84031 50143 Proposed Tech Spec Chang es, Inc orporating radiological 
effluent requirements of 1OCFR30, App I 

« Philadelphia Electric Co 04/O3/D7 B2pp 22646.036 24X 

Fiche 50-277, 04/03/07, B403130137 


8403150005 "Radiation Protection Program for Re c Ircu 1 as* q Piping 
Replacement M U/Q4030B ltr 

DALTROFF. S L Philadelphia Electric Co 84/O3/0B STOLZ.J F 
Operating Reactors Branch 4 Ilpp 22641 339 24X 

Fiche 30-277. B4/O3/0B. B4Q3150Q05 


8403270064 Forwards revised "Offsite Dose Calculation Manual." per 
NRC 830929 request re radiological effluent Tech Specs 
ULLRICH. W T Philadelphia Electric Co 04/03/08 PANDEY, S 
Franklin Institute/Frank 1 in Research Center lp 22766 106 24X 

Fiche 50-277, 84/03/08. B403270064 


— 64032700*7 Revised 'Offsite Dose Calculation Manual '• 

« Philadelphia Electric Co 04/03/03 41pp 22766 107 24X 

Fiche 50-277,04/03/08,0403270064 


8403150275 Generic Ltr 04-07 to all licensees of BWRs re procedural 
guidance far pipe replacement at BWRs Svc list encl 
EISENHUT, D G Division of Licensing B4/03/14 Commonwealth 

Edison Co 20pp 22023 354 24X Fiche 50-000,84/03/14,8403150275 


8403210045 Forwards application for amend to Licenses DPR-44 6 DPR-56 
re fire protection to Teflect improvements in PItb detection 
sys U to conform to STS 

BRADLEY. E J Philadelphia Electric Co B4/03/I* DENTON. H R 
Office of Nuclear Reactor Regulation. Director lp 22707 042 24X 

Fiche 50-277.84/03/16.0403210045 


— 8403210055 Application for amend to Licenses DPR-44 6 DPR-56 modifying 
limiting condition for operation action statement for fire 
barriers to reflect guidance in STS for GE BWRs 
* Philadelphia Electric Co 84/03/16 App 23707 043 24X 

Fiche 50-377,04/03/16,0403310045 


— 04032100*3 Proposed Tech Specs modifying limiting condition for 
operation action statement for fire barriers to reflect 
guidance provided in STB for GE BWRs 

» Philadelphia Electric Co 04/03/16 3pp 22707049 24X 

Fiche 50-277.04/03/16,0403310045 


G Inspection reports, IE Bulletins h correspondence 


8403010310 Forwards IE Inap Repts 30-277/03-37 S, 50-270/03-33 on 
031214-840112 t, notice of violation 

3TAR0STECK1, R Division, of Project 6 Resident Programs 04/02/16 
DALTROFF.S L Philadelphia Electric Co 2pp 22432 07B 24X 

Fiche 30-277, 84/02/16. B403010310 


— 0403010315 Notice of violation from insp on 031214-040112 

* Region 1, Office of Director 04/02/16 lp 22432 000 24X 

Fiche 50-277,04/02/16,0403010310 


— 0403010322 IE insp Repts 50-277/03-37 S, 30-270/83-39 on B3 12 14-8401 1 2 
Violation noted requirements for r equa 1 1 f 1 cat i on lecture 
attendance {, supplementary training not met fc adequacy of 
secondary containment door indicator maint unresolved 
BLOUGH, A R , WILLIAMS, J H , TRIPP, L E Region 1, Office of 

Director 04/01/19 17pp 22432 001 24X Fiche 50-277.84/02/16, 

8403010310 


8403020306 Forwards IE Insp Repts 50-277/84-03 6 50-270/84-05 on 
040130 No violations noted 

MARTIN, T T Division of Engineering t» Technical Programs 84/02/17 
DALTROFF.S L Philadelphia Electric Co 2pp 22440 035 24X 

Fiche 50-277.04/02/17,0403020306 


-0403020309 IE Insp Repts 50-277/04-05 L 50-278/04-03 on 040130 No 
violations noted Major areas Inspected Eastern Testing & 

Insp, Inc radiographs 8. licensee reinterpretation reader 
sheets 

KERCH. H W Region i, Office of Director DURR, J P Division of 
Engineering t< Technical Programs 84/02/16 3pp 22440 037 24X 

Fiche 50-277,84/02/17,8403020306 


8403090081 Forwards Suppl 4 to response to IE Bulletin 83-02, consist ing 
of rapt, "Rec ircu la t Ion, RHR Bhutdown Cooling, Head Spray Line 
Reactor Info <Rav 2) " 

DALTROFF.S L Philadelphia Electric Co 04/02/21 MURLEY, T E 
Region 1, Office of Director 3p p 22575 153 24X 

Fiche 50-277,84/02/21,0403090081 


— B4O30900B? "Recirculation RHR Shutdown Cooling, Head Spray Line. Reactor 
Water Cleanup Line & Core Spray Line Piping Weld Info 
iRev 21 " 

* Philadelphia Electric Co 84/02/29 61pp 22575 156 24X 

Fiche 50-277.04/02/21,0403090081 


8403070320 Forwards IE Insp Repts 30-277/84-04 & 50-278/84-04 on 
040123-27 No violations noted 

MARTIN, T T Division of Engineering & Technical Programs 84/02/22 
DALTROFF, 8 L Philadelphia Electric Co 2pp 22546 330 24X 

Fiche 50-277,84/02/22.8403070320 


— 8403070322 IE Insp Rept 50-277/04-04 & 50-278/84-04 on 040125-27 No 
violet ions noted Major areas inspected licensee actions 
in response to torus mod requirements 6 IE Bulletin 78-11 
NARROW, L , DURR.J P Region 1, Office of Director 04/02/07 
3pp 22546 332 24X Fiche 50-277, B4/02/22, 8403070320 


0401190072 IE Info Notice 04-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits ti Annunciation 11 Svc list 
encl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/02/2B Consolidated Edison Co of New 

York, Inc 115pp 22909 239 24X Fiche 50-000,04/02/20,8401190072 


E 403 1 30054 Forwards IE Insp Repts 30-277/04-01 * 30-278/84-01 on 
040103-20 Enforcement conference planned to discuss problem 
w/internal review process for identifying t, evaluating 
potential unre viewed safety questions 

STAROSTEChl, R Division Df Project U Resident Programs B4/Q2/29 
DALTR8FF.S L ph il ad el p h 1 a E lee tr 1 e Co 2pp 22642 298 24X 

FI che: 50-277, 84/02/29, 04031 30034 


— 0403130063 IE Insp Repts 30-277/04-01 i, 30-278/84-01 on 040103-20. 
Approval of Individual rod scram proesdure* in apparent 
violation of 1OCFR30 59 Three examples of Inadequate 
procedures noted 

BLOUGH, A R , WILLIAMS, J H . TRIPP, L E Region 1, Office of 
Director. 84/02/20 12pp 22642 300 24X Fi c he. 30-277, 84/02/29, 

8403150054 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DDT L NRC " Bvc list encl 

GRACE, J N Division of QA. Safeguards l Inspection Programs (Post 
630103) 84/03/02 Consol Idatad Edison Co of New York, Inc. 

130pp 22552:329 24K F 1 c h e 50-000, 04/03/02, 0402090007 
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B402090GQB IE Info Notice B4-16, "Failure of Automatic Sprinkler Sys 
Valve* to Operate " Svc list end 

JORDAN. E U Division of Emergency Preparedness & Engineering 
Response (Post B30103) 04/03/02 Consolidated Edison Co of Neui 

York, I nc I22pp 22333 09B 24X Flche 30-000.64/03/02.0402090008 


0402090009 IE Info Notice 84—13, "Reporting of Radiological Releases M 
Svc list end 

JORDAN. E L Division of Emergency Pieparedness Zc Engineering 
Response (Post B30103) 84/03/02 Consolidated Edison Co of New 

York. Inc 119pp 22333 217 24X Flche 50-000. 64/03/02. 0402090009 


B4Q2090011 IE Info Notice 84-17, "Problems W/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN. E L Division of Emergency Pieparedness fc Engineering 
Response (Post B30103) 84/03/03 Consolidated Edison Co of New 

York, Inc U7pp 22353 336 24X Flche 30-000.84/03/03,6402090011 


0403090131 Forwards description of plans for recirculation 1< RHR sys 
piping replacement during upcoming Unit 2 refuel outage per 
IE Bulletin 63-02 Mod /re f ue 1 1 ng outage work ehould be 
completed within 32 uks Two overeiie drawings end 
DALTRDFFi 8 L Philadelphia Electric Co B4/03/06 8T0LZ, J F 
Operating Reactors Branch 4 21pp 22 S 68 293 24X 

Flche. 30-277, 04/03/06, 0403090131 


0402090024 IE Info Notice 64-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Bys, 11 Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 84/03/07 Consolidated Edison Co of New 

York. Inc llSpp 22633 049 24X Flche 50-000,84/03/07,8402090024 


8402090028 IE Info Notice B4-IB, "Stress Corrosion Cracking In PUR 
Bys " Bve list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 630103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22384 186 24X Flche 50-000,84/03/07,0402090020 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Eafety Sys " Svc list end 

DEYDUNO, R C Director's Office, Office of Inspection and 

Enforcement 64/03/12 Consolidated Edison Co of New York, Inc 

134pp. 22823 094 24X Fich# 30-000,64/03/12,6402090031 


8403220083 Notifies of error In numbering of second Insp rapt end In 
640127 ltr Number should be 30-278/03-29 instead of 83-19 
Corrected version end 

MARTIN, T T Division of Engineering L Technical Programs 84/03/12 
DALTROFF, B L Philadelphia Electric Co lp 22718 266 24X 

Flche 30-277, 84/03/12,8403220083. 


— 84032200B3 Forwards corrected IE Insp Repts 30-277/83-31 «c 30-273/83-29 
on 031114-18 & notice of violation 

MARTIN, T T Division of Engineering & Technical Programs 
64/01/27 DALTRQFF, 8 L Philadelphia Electric Co 2pp 
22716' 269 24X Flche 50-277,84/03/12,0403220083 


— 8403220087 Corrected notice op violation from insp on 831114-18 

* Region 1, Dffice of Director 64/01/27 lp. 22716 271 24X 

Flchs 30-277,64/03/12,8403220083 


—8403220091 Corrected IE Insp Repts 30-277/03-31 t> 30-278/83-29 on 
831114-18 Noncompliance noted. fal lure to meet fire brigade 
training requirements 

PULLANI , 8 V , ANDERSON, C J Region 1, Office of Director 
84/01/03, lOpp 22716' 272 24XFiche 30-277,84/03/12,8403220003 


8402090043 IE Info Notice 64-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post 630103) 64/03/21. Consolidated Edison Co of New 

York, Inc 123pp 22823 229, 24X Flche 1 90-000, 84/03/21, 9402090043 


8402090044 IE Info Notice B4-20, "Svc Life of Relays In Safety-Related 
By i, u Svc list anc 1 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 139pp 22933 001 24X Flche 30-000,84/03/21,8402090044 


8403270290 Forwards response to 840207 request for addl info re IE 
Bulletin 80-11, "Masonry Hell Design." Min reinforcement for 
all block walls exceeds requirements, 

DALTROFF, S, L Philadelphia Electric Co B4/03/21, STOLZ.JF 
Operating Reactors Branch 4 8pp 22772.097 24X 

Flche. 30-277, 84/03/21, 0403270290 


R Periodic operating reports h related correspondence 


8403030117 "Semiannual Effluent Releases Rept 16, Jul-Dec 1983 11 W/ 
840229 ItT 

ALDEN, W M Philadelphia Electric Co 03/12/31 MURLEY, T E Region 
1, Office of Director l?pp 22480 016 24X Flche 50-277,83/12/31, 
8403050117 


8403190198 Monthly operating repts for Feb 1984 W/040313 ltr 

ALDEN, W M , ULLRICH, W T Philadelphia Electric C 0 84/02/29 lOpp 
22671 132 24X Flche 30-277,84/02/29,8403190198 


S Reportable occurrences, LERs k related correspondence 


0403010338 LER 84-001-00 on B40 1 17. dur i ng surveillance testing of RHR B 
Injection valve MO 2-101540, valve failed to reopen Caused by 
warping of Bakelite coil & core housing within motor control 
c tr Thermal overload device replaced W/840227 ltr 
CLARK, B L , LOOUE.H H Philadelphia Electric Co 84/02/27 4pp 
22433 009 24 X Flche 90-277,84/02/27,8403010333 


84031200B3 LEfi 84-003-00 on 840 131 , op era tor failed to take corrective 
action rapidly enough to contain reactor coolant temp, 
allowing heatup rate to reach 120 F Caused by personnel 
error Operator disciplined W/840301 ltr 

CLARK, B L , ULLRICH, W T Philadelphia Electric Co 84/03/01 4pp 
22888 179 24X Fiche 50-877,84/03/01,8403120080 


0403200019 LER 84-004-00 on 040213, during local leak rate tests on RHR 
sys B valves, pack ing leak discovered on test line isolation 
valve MD2-10-34B Caused by loose packing Packing tightened fc 
valve stroke tested W/B40314 ltr 

CLARK, B L , ULLRICH, W T Philadelphia Electric Co 84/03/14 4pp 
22690 350 24X Fiche 50-277,84/03/14,8403200019 


DOCKET 30-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F Security, medical, emergency it fire protection plans 


8403090285 Public version of revised emergency plan implementing 
procedures, including Procedure EP-101 re classification of 
emergenci esi EP-207C re first aid i EP-103 re alert response 
W/B40210 ltr fc JM Felton 840307 release memo 

COONEY, M J Philadelphia Electric Co 84/01/10 MURLEY, T E 
Region 1, Office of Director 93pp 22393 228 24X 

Fiche 30-277,84/01/10, B403090285 


6403010310 Forwards IE Insp Repts 30-277/83-37 L 50-278/83-35 on 
831214-840112 U notice of violation 

STAROBTECKI, R Division Of Project S< Resident Programs 84/02/16 
DALTROFF, S L Philadelphia Electric Co 2pp 22432 078 24X 

Fiche 30-277.84/02/16,0403010310 


—6403010322 IE Insp Repts 30-277/83-37 «< 30-278/83-35 on 031214-640112 
Violation noted requirements for requa! 1 f 1 ca t Ion lecture 
attendance S, supplementary training not met L adequacy of 
secondary containment door Indicator malnt unresolved 
BLOUOH, A R Region 1, Office of Director 84/01/19 17pp 
22432 081 24X Fiche 30-277,84/02/16,8403010310 


8403190243 Notification of 040418 workshop in King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp & topics described In IE Info Notice 
84-09 Agenda for workshop end 

MURLEY, T £ Region 1. Office of Director 84/03/09 O'TOOLE, J D 

Consolidated Edison Co of New York, Inc CAREY, J J Duquesne Light 

Co MARTIN, T J Public Service Electric Oat Co of New Jersey 
33pp. 22672 062 24X Fiche 30-000,04/03/09,8403190243 


8403200391 Forwards list of applications submitted b applicable fees 
far fire protection reviews & approvals 

MILLER, W 0 License Fee Management Branch 84/03/09 BAUER, E 0 
Philadelphia Electric Co 3pp 2270Q 310 24X 

Flche 50-277, 84/03/09, 8403200391 


8403220063 Notifies of error in numbering of second insp rept enc 1 in 
040127 ltr Number should be 30-278/03-29 Instead of 03-19 
Corrected version end, 

MARTIN, T T Division of Engineering & Technical Programs 04/03/12 
DALTROFF, S L Philadelphia Electric Co lp 22716 268 24X 

Fiche 30-277,84/03/12,0403220003 


—8403220008 Forwards corrected IE Insp Repts 30-277/83-31 & 30-278/83-29 
on 83I114-10 & notice of violation 

MARTIN, T T Division of Engineering & Technical Programs 
84/01/27 DALTROFF. B L Philadelphia Electric Co 2pp 
22716 269 24 X Flche 30-277, 84/03/ 1 2, 84032200B3 



84 


DOCKETED ITEMS 


— 8403220007 Corrected notice of violation from tn*p on 031114-10 

• Region 1, Office of Director 04701/27 Ip 22716 871 24K 

Ftche 50-277, 04/03/12. 0403220083 


— 8403220091 Corrected IE Insp Repts 50-277/63-31 fa 30-278/83-29 on 
031114-10 Honcompl iance noted failure to meet fire brigade 
training requirements 

PULLANI.S V Region I, Dfftce of Director 84/01/03 lOpp 
22716 272 24 X Flche 50-277,84/03/12,9403220083 


B403270064 Forwards revised "Offsite Dose Calculation Manual," per 
NRC 030929 request re radiological effluent Tech Spec* 

ULLRICH, W T Philadelphia Electric Co 04/03/00 PANDEY. 9 
Franklin 1 net I tute/Fran k 1 1 n Research Center lp 22766 106 24X 

Flche 30-277, 04/O3/OB, 8403270064 


— 0403270067 Revised "Offsite Dose Calculation Manual " 

* Philadelphia Electric Co. 04/03/00 41pp 22766 107 24X 

Ftche 30-277,04/03/00.0403270064 


0403210045 Forwards application for amend to Licenses DPR-44 ti DPR-56 
re fire protection to reflect improvements in fire detection 
sys & to conform to ST5 

BRADLEY, E J Philadelphia Electric Co. 84/03/16 DENTON. H R 
Office of Nuclear Reactor Regulation, Director lp 22707 042 24X 

Flche 30-277, B4/03/16, 0403210043 


— 8403210035 Application for amend to Licenses DPR-44 fa DPR-36 modifying 
limiting condition foT operation action statement for fire 
barriers to reflect guidance in STS for GE BWRs 
• Philadelphia Electric Co 84/03/16 6pp 22707 043 24X 

Fiche 30-277,04/03/16,0403210045 


— 9403210063 Proposed Tech Specs modifying limiting conditions for 
operation action statement for firB barriars to reflect 
guidance provided in STB for GE DWRs 

* Philadelphia Electric Co 04/03/16 3pp 22707 049 24X 

Flche 30-277,84/03/16,0403210045 


0403130273 Generic Ltr 84-07 to all licensees of DWRs re procedural 
guidance for pips replacement at BURs Bvc list encl 
EIBENHUT.D G Division of Licensing 04/03/14 Commonwealth 

Edison Co 20pp 22823 334 24X Fiche 50-000,04/03/14,8403130273 


0403210043 Forwards application for amend to Licensee DPR-44 fa DPR-36 
re fire protection to reflect improvements in fire detection 
sys 6 to conform to STS 

BRADLEY, E J Philadelphia Electric Co 84/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 22707' 042 24X 

Fiche 30-277, 84/03/16,8403210043. 


— 8403210033 Application for amend to Licenses DPR-44 fa DPR-36 modifying 
limiting condition for operation action statement for fire 
barriers to reflect guidance in STS for GE BWRs 
* Philadelphia Electric Co 84/03/16 6pp 22707 043 24X 

Fiche 80-277,04/03/16,8403210045 


8403270104 Requests estension until Oct 1984 for annual emergency 
preparedness exercise Extension would allow inclusion of 
offsite plans fa use of proposed alternate emergency facility 
location 

DALTROFF, S L Philadelphia Electric Co 04/03/20 E 1 SENHUT, D 0 
Division of Licensing 6pp 22769 217 24X F iche - 30-277, 84/03/20, 

0403270104 


— 0403210063 Proposed Tech Spece modifying limiting condition for 
operation action statement for fir# barriers to reflect 
guidance provided In BTS for OE DWRs 

* Philadelphia Electric Co 84/03/16 3pp 22707 049 24X 

Fiche 30-277,04/03/16.8403210043 


0 Inspection reports, IE Bulletins fa correspondence 


J. Insurance fa indemnity information 


8403260034 Forwards Endorsements 106 fa 107 to NELIA Policy NF-140 & 
Endorsement 39 to MAELU Policy MF-67 

BRADLEY, E J Philadelphia Electric Co 84/03/16 BALT2MAN.J 
Assistant Director For State fa Licensee Relations 4pp 22750 232 
24X Flche 30-277,04/03/16.8403260054 


P Operating license stage documents fa correspondence 


8403140340 Summary of 831215 meeting u/OE fa Mart I Owners Group in 
Bethesda, HD re hart I containment wetwell— dry well vacuum 
breaker design methodology 

SIEGEL, 0 L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 5!pp 22635 190 24X Fiche 30-000,04/02/21, 

8403140340 


0403010310 Forwards IE Insp Repts 30-277/B3-37 fa 30-27B/S3-33 on 
03121 4-B40I 12 fa notice of violation 

STAR03TECKI , R Division of Project fa Resident Programs 04/02/16 

DALTROFF, 6 L Philadelphia Electric Co 2pp 22432 078 24X 

Flche 30-277,04/02/16,8403010310 


— 0403010313 Notice of violation from insp on 031214-840112 

« Region 1, Office of Director 84/02/16 lp 22432 000 24X 

Flche 50-277,84/02/16,8403010310 


— 0403010322 IE Insp Repts 30-277/03-37 fa 30-270/03-35 on 031214-840112 
Violation noted requirements for requalification lecture 
attendance fa supplementary training not met fa adequacy of 
secondary containment door indicator maint unresolved 
BLQUOH.A R , WILLIAMS, J H , TRIPP, L E Region 1, Office of 

Director 04/01/19 17pp 22432 001 24X Flche 50-277,84/02/16, 

0403010310 


8403070137 Forwards Amends 92 fa 94 to Licenses DPR-44 fa DPR-36. 
respectively fa EIA Amends -delete certain ETS re noise 
monitoring requirements fa nonrad i olog i cal water 
quality-Telated requirements 

3T0LZ.J F Operating Reactor* Branch 4 84/02/24 BAUER, E 0 

Philadelphia Electric Co 3pp 22565 160 24X 

Fiche 50-277 84/02/24, B403070137 


- -840307014 1 Amends 92 fa 94 to Licenses DPR-44 fa DPR-36, r e ip ec t i ve I y. 
deleting certain ETB re noise monitoring requirements fa 
nonrad i ological water quality-related requirements 
BTQLZ.J F Operating Reactors Branch 4 84/02/24 13jip 

22565 163 24X Fiche 50-277. B4/02/24, 8403070 137 


0403020306 Forwards IE Insp Repts 50-277/84-03 fa 30-278/84-05 on 
B40130 No violations noted 

MARTIN, T T Division of Engineering fa Technical Program*. 84/02/17 
DALTROFF, 6 L Philadelphia Electric Co 2pp 22440 033 24X 

Fiche 30-277,84/02/17,0403020306 


— 8403020309 IE Insp Repts 30-277/84-03 fa 30-278/04-03 on 840130 No 
violations noted Major areas inspected Eastern Testing fa 
Insp, Inc radiographs fa licensee reinterpretetion reader 
sheets 

KERCH, H W Region 1, Office of Director DURR, J P Division of 
Engineering fa Technical Programs 84/02/16 3pp 22440 037 24X 

Flche 50-277,84/02/17.8403020306 


—8403070144 EIA supporting Amends 92 fa 94 to Licenses DPR-44 & DPR-36, 
respectively 

•» Office of Nuclear Reactor Regulation. Director 94/02/24 
lOpp 22565 179 24X Fiche 50-277,84/02/24.8403070137 


8403150137 Forwards application to amend Licenses DPR-44 fa DPR-36, 
revising Tech Specs to incorporate 10CFR5O, App I 
requirements for radiological effluents 

DALTROFF. S L Phi lade lph ia Elec trie Co 84/03/07 STOLZ , J F 
Operating Reactors Branch 4 2pp, 2?646‘022 24X 

Fiche 50-277, 84/03/07, B4031 30137 


8403070320 Forwards IE Insp Repts 30-277/84-04 fa 30-278/84-04 on 
840123-27 No violations noted 

MARTIN. T T Division of Engineering fa Technical Programs. 84/02/22 
DALTROFF. S L Philadelphia Electric Co 2pp 22346 330 24X 

Fiche, 30-277, 84/02/22. 8403070320 


—8403070322 IE Insp Rept 30-277/04-04 fa 30-278/84-04 on 840123-27 No 
violations noted Major areas inspected licensee actions 
in response to torus mod requirements fa IE Bulletin 78-11 
NARROW, L I DURR, J P Region 1, Office of Director B4/02/07 
3pp 22346 332 24X F i C h ». 30-277, 84 /02/22, 8403070320. 


— 8403150140 Application Por amend to Licenses DPR-44 fa DPR-36. revi s ing 
Tech Specs to incorporate radiological effluent 
requirements of 10CFR30.App J- 

BAUER.E 0 . BRADLEY, € J Philadelphia Electric Co 84/03/07 
15p p 22646 024 24X Fiche 50-277,04/03/07.8403130137. 


--S4031 50143 Proposed Tech Spec changes, 1 ncorp ora ting radiological 
effluent requirements of 10CFR30, App I 

* Philadelphia Electric Co. 84/03/07 82pp 22646 036 24X 

Fiche 30-277,84/03/07,8403130137 


0401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits fa Annunciation " Bvc list 
encl 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 6301031 04/02/28 Consolidated Edison Co of New 

York. Inc I13pp 22909 239 24X Fiche 30-000, 84/02/28, 8401 190072 
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8403190094 Forward* IE Insp Rapt* 30-277/04-01 !< 30-278/84-01 on 
340103-20 Enforcement conference planned to discus* problem 
w/internal review process for identifying & evaluating 
potential unreviewed safety questions 

8TAR0BTECKI, R Division of Project V Resident Programs 04/02/29 
DALTROFF. S L Philadelphia Electric Co 2pp 22642 298 24X 

Fiche 90-277,64/02/29,8403130034 


— B403130063 IE Insp Repts 30-277/84-01 5, 30-278/84-01 on 840103-20 
Approval of individual rod scram procedures In apparent 
violation of 10CFR30 39 Three examples of inadequate 
procedures noted 

HLOUQH, A R . WILLIAMS.J H , TRIPP. L E Region 1, Office of 
Director 84/02/28 12pp 22642 300 24X Fiche 30-277,84/02/29, 

0403180034 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC " Svc list end 

0RACE, J N Division of QA, Safeguards 4 Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22532 329 24X Fiche 30-000, B4/03/02, 0402090007 


8402090000 IE Info Notice 84-16, "Failure of Automatic Sprinkler Bys 
Valves to Operate " Svc list end 

JORDAN, E. L Division of Emergency Preparedness S< Engineering 
Response {Post 830103) B4/O3/02 Consolidated Edison Co. of New 

York, Inc 122pp 22933 098 24X Fiche 30-000,84/03/02,8402090008 


0402090009 IE Info Notice 84-19, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/03/02 Consolidated Edison Co. of New 

York, Inc !19pp 22993 217 24X Fiche 90-000.84/03/02,8402090009 


040209001 1 IE Info Notice B4-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp *' 8vc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/05 Consolidated Edison Co of Now 

York, Inc i I7pp 22333 336 24X Fiche 90-000,84/03/03,8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insp* Df 
Firs Protection Safe Ehutdown Sy* " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc 118pp. 22639049 24X Fiche 30-000,84/03/07,8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PUR 
8ys. » Svc list enc 1 

JORDAN, E C Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22984 186 24X Fiche 90-000,84/03/07.0402090028 


8402090031 IE Bulletin 84-08, "Failures of BE Type HFA Relays in Use in 
Class IE Safety Bys " Bvc list end 

DEYQUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823:094 24X Fiche 90-000,84/03/12,8402090031 


8403280083 Notifies of error in numbering of second insp rept end in 
040127 ltr Number should be 90-270/83-29 Instead of 83-19 
Correctsd version end 

MARTIN, T. T Division of Englnesrlng 4 Technical Program* 84/03/12 
DALTROFF, 0 L Philadelphia Electric Co ip 22716 260 24X 

Fiche. 30-277, 84/03/ 12. 8403220083 


— 0403220009 Forwards corrected IE Insp Repts 30-277/03-31 4 90-278/03-29 
on 831114-18 4 notice of violation 

MARTIN, T T Division of Engineering 4 Technical Program* 

B4/01/27. DALTROFF, 8 L Philadelphia Electric Co 2pp 
28716.269 24X Fiche 90-277,84/03/12,8403220083. 


— 8403220087 Corrected notice of violation from insp on 831114-18 

* Region 1, Office D f Director 84/01/27 lp, 22716.271 24X 

Fiche 30-277,84/03/12,8403220083 


— 0403220091 Corrected IE Insp Repts 90-277/03-31 * 90-278/83-29 on 
B31114-1B Noncomp 1 iance noted. fat lure to meet fire brigade 
train Ing requirements, 

PULLANI, 8 V , ANDERSON, C J Region l, Office of Director 
B4/01/03 lOpp 22716-272 24X Fi e he 90-277. 84/03/ 12, 8403220063 


0402090043 IE Info Notice 04-19, "Two Events Involving Unauthortxed 
Entries Into PWR Reactor Cavities, " Svc list end, 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Reeponee (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229. 24X Fiche 90-000,04/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Bvc Life of Relays in Baf e ty-R»l#t»d 
By*, " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness 4 Engineering 
Reeponee (Post 830103), 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Fi che 80-000, 84/03/21, 8402090044 


0403270250 Forwards response tD B4Q2Q7 request for addl info re IE 
Bulletin 80-11, "Masonry Mall Design " Min reinforcement for 
all block walls exceeds requirements 

DALTROFF, 6 L Philadelphia Electric Co 84/03/2! ST0L2, J F 
Operating Reactors Branch 4 8pp 22772 097 24K 

Fiche 90-277.84/03/21.8403270250 


R Periodic operating reports 4 related correspondence 


8403090117 "Semiannual Effluent Releases Rept 16,0ul-Dec 1903 " W/ 
840229 ltr 

ALDEN, W M Philadelphia Electric Co 03/J2/31 MURLCY, T E Region 
1, Office of Director 12pp 22480 016 24X Fiche 30-277,03/12/31, 
0403090117 


0403190190 Monthly operating repts for Feb 1984 VJ/B40313 ltr 

ALDEN, W M , ULLRICH. W T Philadelphia Electric Co 04/02/29 lOpp 
22671 132 24 X Fiche 50-277,04/02/29.8403190190 


8 Reportable occurrences. LERs 4 related correspondence 


8403120179 LER 84-002-00 on 840124, d ur ing unit » tar tup, c a 1 c u lat l ona l 
error resulted in reactor heatup rate of ill F/h Caused by 
personnel error Heatup rate immediately reduced W/040223 
1 tr 

CLARK, B L , ULLRICH, W T Philadelphia Electric Co 04/02/23 4pp 
22990 199 24 X Fiche 90-278. 84/02/23, B4031201 79 


B40312Q019 LER B4-004-00" on 840125, reac tor coolant temp dropped below 
120 F when feedwater inadvertently pumped into reactor 
vessel Caused by operator error Level restored to normal 4 
main steam line drains opened U/840301 1 tr 

CLARK, B L . ULLRICH, W T Philadelphia Electric Co 84/03/01 4pp 
22586 264 24X Fiche 50-278, 84/03/01, 0403120019 


8403130158 LER B4-005-00 on 040209, r eac tor auto scram on high neutron 
flux occurred due to runback 4 subsequent relay failure in 
main turbine electrohydraul 1 c control sys Caused by faulty 
relay contact Relay replaced W/840307 ltr 

CLARK, B L , ULLRICH, M T Philadelphia Electric Co 84/03/07 4pp 
22999 132 24X Fiche 50-270,84/03/07,8403130190 


DOCKET 90-280 SURRY POWER STATION, UNIT i 


F Security, medical, emergency 4 fire protection plans 


8403070239 Forwards 6ALP Repts 30-280/83-33,50-281/83-39,90-338/83-33 4 
90-339/83-33 for Oct 1982 - Aug 1983 Evaluation will be 
discussed at 031208 meeting at North Anna site 
LEWIS, R C Division of Project 4 Resident Programs 83/11/23 
STEWART, W L Virginia Electric 4 Power Co 2pp 22536 227 24X 

Fiche 90-000,83/11/29,8403070239 


—8403070246 SALP Repts 50-280/83-33. 90-261 /B3-35, 90- 33B/B3-33 4 
90-339/83-33 for Oct 1982 - Aug 1983 Reliable performance 
W/improvement in most previously noted areas of weakness 
demonstrated 

* Region 2, Office Df Director 03/11/29 42pp 22536 229 SAX 
Fiche 50-000,83/11/25,8403070239 


6401130314 Supplemental info to 001028 application to amend Licenses 
DPR— 31 4 DPR -37 re fire pump flow testing Justification for 
Capability of fire pumps to provide adequate fire protection 
provided 

STEWART, W L Virginia Electric 4 Power Co 84/01/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VARGA, 8 A 
Operating Reactors Branch 1 2pp 21790 313 24X 

Fiche 90-200, B4/01/09, 8401130314 


8403280129 Public version of Rev 9 to Emergency Plan Implementing 
Procedure EPIp-i 01, "Emergency Manager Controlling 
Procedure " W/B40123 ltr 4 JM Felton 840322 release memo. 
WILSON, J , ORADY. D , STEWART, W L Virginia Electric 4 Power Co 
84/01/13 O'REILLY. J P Region 2, Office of Director 9pp 
2281 1 082 24 X Fi c h e. 30-280, 84/01 / 1 3, 8403280129 


8403070290 Forwards IE Imp Repts 90-280/83-37 4 5O-EB1/03-39 Dn 
831201-31 No violations or deviations identified 
DANCE. H C Division of Project 4 Resident Programs 84/02/10 
STEWART. W L Virginia Electric 4 Power Co 2pp 22546 016 24X 

Fiche 90-280, 04/02/10, B403070290 


—8403070293 IE Insp Repts 90-280/83-37 4 5O-2B1/03-39 on 831201-31 No 
violations or deviations identified Major areas inspected 
operations, plant sec uri ty, followup of events 4 LERs, 
performance appraisal insp findings 4 surveillance review 
BURKE, D J , DAVIB.I1 J Region 2, Office of Director ELROD, S 
Division of project 4 Resident Programs 04/02/09 7pp 
22946 018 24X Fiche 90-280,84/02/10.8403070290 
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8403090242 Rev 4 to Emergency P 1 *n Imp 1 amen t » ng Procedure EPIP-4 23. 
“Post-Accident Sampling -of Reactor Coolant " W/BdOSOS 1 tr 
STEWART. W l. Virginia Electric k Power Co 04/02/16 O'REILLY. J P 
Region 2. Office of Director 22pp 22573 228 24X 

Fiche 50-200,84/02/16.8403090242 


84032001 16 Forwards changes to security personnel training 
qualification program Changes withheld {ref 10CFR73 21) 

STEWART, W L Virginia Electric k Power Co 84702/17 O'REILLY, J P 
Region 2, Office of Director Ip 22665 335 24X 

F i c h e SO -280, 84/02/17, 9403200 1 1 A 


8403230146 Rev 7 to Emergency Plan Implementing Procedure EP1F-2 01. 
“Notification of State 6 Local Govt* " W/040316 ltr 
SALYERS, E M Virginia Electric 6 Power Co 84/03/16 3pp 
22730 228 24X Fiche 50-280.84/03/16,8403230146 


J Insurance t, indemnity information 


8403140065 Endorsement 55 to MAELU Policy MF-37 

a Mutual Atomic Energy Liability Underwriters 83/12/14 lp 
22634 183 24X Fiche 30-280,83/12/14,8403140065 


8403190263 Rev 1 to corporate emergency response plan W/840313 ltr 
STEWART. W L Virginia Electric t* Power Co 04/02/24 O'REILLY, J P 
Region 2, Office of Director !05pp 22670 135 24X 

Fiche 30-000,84/02/24,8403190363 


B4031 40067 Endorsement 72 to NELIA Policy NF-186 

* Nuclear Energy Liability Insurance Association 83/12/14 lp 
22633 083 24X Fiche 30-280.83/12/14,6403140067 


8403060397 Forwards correction to B30217 ltr re revised pages to 
emergency plan implementing procedures W/o end 

SALYERS. E M Virginia Electric & Power Co 84/02/29 NRC - No 

Detailed Affiliation Given lp 22518 133 24X 

Fiche 50-280, 84 /-02/29. B40306039? 


B403080264 Forward* “Control Room Design Review Program Plan for North 
Anna k Surry Power Stations, " in response to Suppl 1 to 
NUREG-0737 Review espected to be completed by S50B30 
STEWART, W L Virginia Electric 6 Power Co 84/03/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director EtSENHUT. D G 
Division of Licensing 2pp 22557 29S 24X Fiche 50-000,04/03/01. 

8403080264 


— 84030B0269 “Control Room Design Review Program Plan for North Anna & 
Surry Power Stations." in response to Suppl 1 to- 141869-0737 
» Virginia Electric k Power Co B4/-03/0I llipp 22557 299 
24X Fiche 30-000,34/03/01.8403080264 


8403140034 Endorsement 33 to NELIA Policy NS-316 

* Nuclear Energy Liability Insurance Association 04/03/01 lp 
22633 064 34X Fiche 50-280,84/03/01,8403140054 


8403140039 Endorsement 74 to NELIA Policy NF-186 

» Nuclear Energy Liability Insurance Association 84/03/01 lp 
22634 182 24X Fiche 30-200,84/03/01.8403140099 


P. Operating license stage documents & correspondence 


0401130314 Supplemental info to S01028 application to amend Licenses 
DPR— 31 & DPR -37 re fire pump flow testing Justif ication for 
capability of fire pumps to provide adequate fire protection 
provided 

STEWART, W L Virginia Electric 6 Power Co 84/01/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director VARGA, 8 A 
Operating Reactor* Branch 1 2pp 21798 313. 24X 

Fiche 30-200,84/01/09,8401130314 


8403210117 Rev 11 to Emergency Plan Implementing Procedure EPIP-i Ol, 
“Emergency Manager Controlling Procedure 1 & Rev 6 to 
Procedure EPIP-2 01. “Notification of State it Local Oovts. " 

W/840316 ltr 

e Virginia Electric k Power Co 84/03/01 O'REILLY, J P Region 2, 
Office of Director flpp 22709 067 24X Fiche 50-280,84/03/01, 

04032101 1 7 


B403050830 "Radionuclide Release Under Specific LWR Accident 
Conditions," Vol V, “PWR-Large, Dry Containment {Surry 
Recalculations) " 

OlEBEKE.UA , CYBULSK18, P . DEWING, R S Battelle Memorial 
Institute, Columbus Laboratories 8403030230 04/01/12 Office 

of Nuclear Regulatory Research, Director 212pp 22902.001 24X 

Fiche 30-280,04/01/12,8403090230 


04030-80091 Submit* addl info- in order to conduct detailed review of 
emergency response procedures generation package, per 040129 
request I tern* 1 & 2 will be addressed by 840530 Item 3 
should bo addressed by Wes tinghouse Owners Group 

STEWART, W L Virginia Electric *< Power Co 84/03/02 DENTON. H R 
Office of Nuclear Reactor Regulation, Director EIS£NHUT,D 0 
Division of Licensing 2pp 2^559 199 24X Fiche 50-000.04/03/02, 

0403000091 


8403090131 Revised emergency plan implementing procedures, Including 
Rev il to EPIP-1 01, "Emergency Manager Controlling 
Procedure 1 ' S , Rev 6 to EPIP-3 01. “Notification of State fc 
Local Oovts " W/940302 ltr 

SALYERS. E M Virginia Electric k Power Co 84/03/02 6pp 
22575 066 24 X Fiche 50-280,04/03/02,0403090191 


8403000339 Final response to F01A request for document* re NRC 
investigation of industrial accident involving hurst staam 
pipe at facility "VEPCO Investigative Board Preliminary 
Rept" on accident placed in PDR 

FELTON, J M Division of Rule* and Records 84/01/20 OARDE, B P 
Government Accountability Project lp 22976 214 24X 

Fiche 50-200,04/01/20,8403000339 


8403160269 Confirm* 040200 tBlton re functional testing of snubber* 
Addl functional testing of Unit l snubbers per Tech Spec 
4 17 C 6 will be completed during Feb 1904 maint outage 
Unit 2 testing to be completed during Mar 1984 maint outage 
LEWIS. R C Division of Project 6 Resident Programs 04/02/13 
STEWART, WL Virginia Electric k Power Co lp 22660.334 24X 

Fiche 30-280,84/02/13,0403160269 


8403160276 Extends invitation to attend 840316 workshop at regional 
ofc to discuss 10CFR30, App If requirements 4< results of insps 
to help resolve misunderstandings associated w/requirement s 
LEWIS, R C Division of Project & Resident Program* 84/03/02 
STEWART, W L Vmginia Electric *■ Power Cn lp 22660 000 24X 

Fiche 30-000. 84/03/02. B403 160276 


8403150099 Forwards IE Safeguards insp Repts 3O-20O-/B4-O6 & 
50-201/04-06 on 840227-0302 No violations or deviations 
t dent i fled 

DANCE, H C Division of Project k Resident Programs 84/Q3/09 
STEWART, W L Virginia Electric & Power Co 2pp 22639 300 24 X 

Fiche 50-280,04/03/09,0403150099 


—8403150109 IE Safeguard s ln*p Repts 50-280/04-06 & 50-201/84-06 on 
040227-03-02 No noncomp 1 iance noted Major areas Inspected 
security or gani latton/ragi, personnel response, records 4c 
repts t, testing Details withheld (ref 10CFR73 2 1 US 790) 

ENNIS, J » , MCGUIRE, D R Region 2, Office of Director 84/03/09 
Ip 22639 302 24X Fiche 30-280,84/03/09,8403150099 


8403190092 Inform* that local emergency operations facilities at North 
Anna & Surry Power Stations will be func t iona 1 , e xeept for 
data common jcations 6 display, by 050731, per NUfTEG-0737, Su-pp 1 
1 

STEWART. W L Virginia Electric & Power Co 84/03/14 DENTON, K R 
Office of Nudlear Reactor Regulation, Director, EISENHUT, D. 0 
Division of Licensing 2pp 22666 173 24X Fiche 50-000,84/03/14, 

8403190032 


0403020054 Forward* Amends 95 6 94 to Licenses DPR-32 k DPR-37, 
respectively k safety evaluation Amends revise Tech Spec* 
to change min boron injection tank boron concentration from 
11 57. to 07, 

NEIGHBORS, J V Operating Reactors Branch 1 84/02/24 STEWART, W. L 

Virginia Electric J< Power Co, 2pp 22491 018 24X 

Fiche 50-200,04/02/24,0403020054 


— 64030 2003B Amend* 93 t< 94 to Licenses DPR-32 k DPR-37. r »*p ec bivaly, 
revising Tech Spec* to change min boron injection tank boron 
concentration from 11 37, to 07. k changing boric acid *y* 
boron concentration from 11 5X to 77 

VARGA. 8 A Operating Reactors Branch 1 84/02/24 18pp 

22491 020 24X Fiche 30-280,84/02/24,0403020054 


— 8403020061 Safety evaluation supporting Amend* 93 t< 94 to Licensas 
DPR-32 k DPR-37. respectively 

* Office of Nuclear Reactor Regulation, Director 04/02/24, 7pp 
28491 038 24X Fiche 30-880.04/02/24,8403020054, 


0403020195 Forward* addl info to complete review of Topical Rapt 
VEP-FRD-41, “VEPCO Reactor Syt Transient Analysis Using 
RETRAN Computer Code," in re*pon*» to NRC Nov 1982 informal 
request 

STEWART, W L Virginia Electric k Power Co 84/02/27. DENTON* H R 
Office of Nuclear Reactor Regulation, Director EI8ENHUT, D 0. 
Division of Licensing 16pp B24-43 237 24X Fiche 30-000,84/02/27, 

8403020195 
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3403030339 Submits review of post-accident sampling sys. Item II 0 3 Ten 
of 11 criteria met Remaining criterion re procedure for 
estimating estent of core damage based on radionuclide 
evaluation! acceptab le on interim basis 

KILLER) J R Operating Reactors Dranch 3 84/02/27 STEWART, W L 

Virginia Electric t> Power Co 6 pp 2252E) 001 24X 

Fiche 30-000,84/02/27.8403050329 


8403360105 Supplemental application for amend to Licenses DPr- 32 t, 
DPR-37 Buppl reflects change In title of fire marshal to 
loss prevention supervisor t, deletes NDE supervisor 
STEWART, W L Virginia Electric 6 Power Co 84/03/23 DENTON, H R 
□ ffice of Nuclear Reactor Regulation, Director VAROA, 8 A 
Operating Reactors Branch 1 5pp 32758 238 24X 

Fiche 30-2BO, 84/03/22, 8403260105 


— 8403260110 Proposed Tech Spe c, chang ing organization title of fire 
marshal to Idss prevention supervisor k deleting NDE 
supervisor position 

* Virginia Electric k Power Co 84/03/22 2pp 22738 343 34X 

Fiche 50-2B0, 84/03/22, 8403260105 


0 Inspection reports, IE Bulletins 6 correspondence 


8403070239 Forwards SALP Repts 30-280/B3-33, 50-281 Z83-35, 50-338/83-33 t, 
30-339/83-33 for Dc t 19B2 - Aug 1983 Evaluation will be 
discussed at 931200 meeting at North Anna site 
LEWIS, R C Division of Project ti Resident Programs 83/11/23 
STEWART, W L Virginia Electric *< Power Co 2pp 22336 227 24X 

Fiche’ 30-000, B3/11/23, 8403070239 


— 8403070246 SALP Repts 50-260/B3-33, 30-2B1 /B3-33, 50-338/03-33 k 
30-339/03-33 for Oct 19B2 - Aug 1983 Reliable performance 
w/lmprovement In most previously noted areas of weakness 
demonstrated 

* Region 2, Office of Director 83/11/25 42pp 22336 229 24X 

Fiche 50-000,83/11/25,8403070239 


8403080339 Final response to F01A request for documents re NRC 
investigation of Industrial accident involving burst steam 
pipe at facility "VEPCO Investigative Board Preliminary 
Rapt' 1 on accident placed in PDR 

FELTON, J K Division of Rules and Records 84/01/20 OARDE, B P 
Government Accountability Project lp 22376 214 24X 

Fiche 30-2B0, 04/01/20, 8403000339 


— 84030B0341 "VEPCO Investigative Board Preliminary Rept " W/o cover 

sheet 

* Virginia Electric S< Power Co 84/01/20 29pp 22576,315 24X 

Fiche 50-200,84/01/20,8403080339 


8403070230 Forwards IE Insp Repts 50-280/83-37 fc 30-381 /B3-39 on 
831201-31 No violations or deviations identified 
DANCE, H. C Division of Project 8, Resident Programs 84/02/10 
STEWART, W L Virginia Electric t< Power Co 2pp 22346 016 24X 

Fiche, 30-280, 84/02/10, 0403070230 


—8403070233 IE Insp Repts 30-2B0/B3-37 k 30-281/83-39 on 831201-31. No 
violations or deviations Identified Major areas Inspected 
op era t i ons, p lan t secur i ty , f ol lowup of events & LERs. 
performance appraisal insp findings U surveillance review 
BURKE, D J, , DAVIS, M J Region 2, Office of Director ELROD, 8 
Divlelon of Project J< Reeldent Programs 84/02/09. 7pp 
22546 018 24 X Fiche 50-280,84/02/10,8403070250 


8403070279 Discusses SALP evaluation Issuance of SALP rept approved No 
major weaknesses identified during assessment period at 
North Anna On# major weakness Identified in area of 
radiological controls at Surry 

O'REILLY, J P Region 2, Office of Director B4/02/16 STEWART. W L 
Virginia Electric t, Power Co 2pp 22341 286 24X 

Fiche’ 30-000, 84/02/16, 8403070279 


8401190072 IE Info Notice 84-13, “Potential Deficiency in Motor 
Operated Valve Control Circuits S< Annunciation “ Bvc list 
enc 1 

JORDAN, E, L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co. of New 

York, Inc 1 13pp 22909-239 24X Fiche, 50-000, 04/02/28, 8401 190073 


0403140199 Forwards FR nobles t, safety evaluations of granting Df 
relief from ABME Section XI Inservice requirements, per 
790517 fc 0928,801215,820325 S, 0525,030107,0307,0407 t, 1227 

requests 

VAROA, 8 A Operating Reactors Branch 1. 04/02/20 STEWART, W L. 

Virginia Electric k Power Co 4pp 22630.073, 24X 

Fiche. 50-200. 84/02/28, 8403140199 


— 0403140200 Notice of granting of relief from AS ME Section XI inservlce 
insp requirements. 

VAROA, S A Operating Reactors Branch i 84/02/20 2pp 
22630 077 24X Fiche: 50-2B0, 04/02/20, 0403 140199 


— 8403140203 Safety evaluation accepting licensee 001215,820335 & 0525 
requests for relief from ASME inservice insp requirements 
a Office of Nuclear Reactor Regulation, Director 84/02/28 
16pp 3363 b 079 34 X Fiche 50-380,84/02/20,8403140199 


— 8403140304 Safety evaluation accepting licensee 830107,0307,0414 k 1327 
requests for relief from ASME inservice insp requirements 
* Office of Nuclear Reactor Regulation, Director S4/02/28 
ISpp 22630 095 24X Fiche 50-280,84/02/28,9403140199 


— 8209030161 “Inservice Insp Program,” technical evaluation rept 
» Science Applications, Inc NRC-03-82-096 SAI-186-02B-20 

82/08/27 NRC - No Detailed Affiliation Given 44pp 
22638 113 24X Fiche 50-280,84/02/28,8403140199 


8402090007 IE Info Notice B4-14, “Highlights of Recent Transport 
Regulatory Revs by DOT t< NRC “ Svc list end 

GRACE, J N Division of OA, Safeguards S. Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co Of New York, Inc 

I30pp 22552 329 24X Fiche 50-000,84/03/02,8402090007 


8402090008 IE Info Notice 84-16. “Failure of Automatic Sprinkler Sys 
Valves to Operate " Bvc list end 

JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post B30103) 84/03/02 Consolidated Edison Co of New 

York, Inc l 22 pp 22553 098 24X Fiche 50-000,84/03/02,8402090000 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases “ 
Bvc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Neu, 

York, Inc lI9pp 23353 217 24X Fiche 30-000,84/03/02,8402090009 


8403160154 Responds to IE Bulletin 83-00 re electrical circuit breakers 
w/undervol tage trip feature in use in safety-related 
applications other than trip sys Only reactor trip 
breakers contain subj trip attachments 

STEWART, W L Virginia Electric k Power Co 84/03/02 O'REILLY, J P 
Region 2, Office of Director 2pp 22006 008 34X 

Fiche 50-000,84/03/02,8403160134 


6402090011 IE Info Notice 84-17, “Problems W/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp “ Svc list end 
JDRDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc U7pp 22333 336 24X Fiche 50-000,84/03/03,6402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insp* of 
Fire Protection Bafe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22633 049 24X Fiche 30-000,84/03/07.8402090024 


6402090028 IE Info Notice 04-18, "Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22584 186 , 24X Fiche 30-000,04/03/07,8402090028 


8403130099 Forwards IE Safeguards Insp Repts 30-280/84-06 k 
30-281/84-06 on 840227-0302 No violations or deviations 
i dent if i ed 

DANCE, H C Division of Project k Resident Programs B4/03/09 
STEWART, W L Virginia Electric k Power Co 2pp 22639 300 24X 

Fiche 30-280, B4/03/09, B403 130099 


— 8403130109 IE Safeguards Insp Repts 50-280/84-06 & 50-201/04-06 on 
040227-0302 No noncompliance noted Major areas inspected 
security organi lat ion/mg t, personnel response, rec ords k 
repts k testing Details withheld (ref 10CFR73 21 & 2 790) 

ENNIBjJ D , MCOUIRE, D R Region 2. Office of Director 84/03/0? 
lp 22639 302 24X Fiche 30-280,84/03/09,8403150099 


8402090031 IE Bulletin 84-02, “Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

1 34p p 22823 o?4 24X Fiche 30-000,84/03/12,0402090031 


8403290274 Discusses 840210 meeting re util p Ians, current events, 
present organi iat tonal changes k outstanding regulatory 
issues. Meeting beneficial l provided better understanding 
of plans 

O'REILLY, J, P Region 2, Office of Director 84/03/19 

FERGUSON, J H Virginia Electric k Power Co lp 22814-079 24X 

Fiche: 50-280, 84/03/19, 0403290274 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " 8vc list end 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc I23pp 22B23 229 24X Ft che’ 30-000, 84/03/21, 0402090043 
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3403070044 IE Info Notice 84-20. "Svc Life of Relays In Saf e t y-Re 1 ated 
Sys ” Svc list end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post B3Q103) 84/03/21 Consolidated Edison Co of New 

Vork, Inc 135pp 32733 001 24X FicKe 30-000.84/03/21.8402090044 


0403270021 Informs that due to addl review required re matl supplied by 
Ray Mi 1 1 er, I nc. u 1 1 1 unable to respond to IE Bulletin 83-07 
until 840406 

STEWART, W L Virginia Electric It Power Co 84/03/32 DEYOUNG. R C 
Director's Office. Office of Inspection and Enforcement ip 
22770 068 24X Fiche 30-000,84/03/22.8403370021 


0403290197 Resubmits 340302 response to IE Bulletin B3-0S. "Electrical 
Circuit Breakers W/Undervol tape Trip Feature in Use In 
Safety-Related Applications .. " Affirmation inadvertently 
omitted from 840302 1 tr end 

STEWART. W L Virginia Electric b Power Co 84/03/29 O'REILLY. J P 
Region 2. Office of Director 3pp 22006 006 B4X 
Ficha 30-000.04/03/29,8403290157 


R Periodic operating reports 6 related correspondence 


8403090230 RO SPR-84-003 on 840206, f o 1 1 owing trip from 100X power, 
specific activity samp 1 e of reac tor coolant showed peak 
doso equivalent 1-131 limit of less than or equal to 1 0 
uCl Caused by fuel element defects in reactor core 

WILSON, J L Virginia Electric 6 Power Cn 04/02/24 O'REILLY, J P 
Region 2. Office of Director 3pp 22372 141 24X 

Flche 90-200, B4/02/34, 8403090250 


8403130424 LER 84-003-00 on 840206, r eac tor tripped due to low steam 
generator level ui/steom flow/feed flow mismatch in steam 
generator A Caused by tripped feedwater breaker closing 
□reakBr replaced W/840306 Itr 

WILSON. J W Virginia Electric *< Power Co 84/03/06 a 'REILLY, J P 
Region 2, Office of Director 6pp 33613 131 24X 

Flche 5O-2B0, 04/03/06, 8403130424 


B403140122 Part 21 rapt re status update concerning abnormal wear on 
linear converter* Test program underway Results of 
Investigation indicate excessive wear caused by hunting of 
control circuitry 

DODSON. J P Pacific Air Products Co 84/03/09 Director's 
Office, Office of Inspection and Enforcement 7pp 23624 068 24X 

Ficha 30-000,84/03/07,8403140122 


8403020D33 Forwards operating repts for Jan 1984 U corrected pages of 
health physics repts for Jul-Dec 1983 

STEWART. W L Virginia Electric It Power Co 84/02/14 HALLER, N M 
NRC - No Detailed Affiliation Given lp 22447 129 24X 

Fiche 50-200, B4/02/!4, 8403020033 


DOCKET 30-281 SURRY POWER STATION. UNIT 2 
F Security, medical, emergency & fire protection plans 


— 8403020039 Monthly operating repts for Jan 1984 

WILSON, J , JONES, V H Virginia Electric 6 Power Co 84/01/31 
3Bpp 22447 130 34 X Flche 50-200,84/02/14,8403020033 


— 8403020063 Corrected page to health physics repfc for monthly operating 
rHpts for Mov 19B3 

« Virginia Electric 6 Power Co B3/11/30 lp. 22447 170 24X 

Fiche 50-2S0, 64/03/14.3403020053 


— 8403020066 Corrected page to health physics rept for monthly operating 
repts for Dec 1983 

* Virginia Electric S, Power Co 83/12/31 Ip 22447,17 i 24X 
Flche 50-2B0, 84/02/14. B403D200S3 


— 8403020071 Corrected page to health physics rept for monthly operating 
repts for Jui 19B3 

» Virginia Electric S, Rower Co 83/07/31 Ip 22447 172 24X 

Fiche 50-280, 84/02/14, B40302OO53 


8403070237 Forwards SALP Repts 50-280/83-33,80-281/83-33,50-330/03-33 8< 
30-339/83-33 for Oct 1982 - Aug 1983 Evaluation will be 
discussed at 831208 meeting at North Anna site 
LEWIS, R C Division of Project & Resident Programs 83/11/23 
STEWART, W L Virginia Electric 6 Power Co 2pp 22336 227. 24X 

Fithe 30-000,03/11/23.8403070239 


— B403070246 SALP Repts 50-280 /83-33,30-281/83-33,30-338/83-33 St 
90-339/83-33 for Oct 19B2 - Aug 1983 Reliable performance 
u/lmprovement in most previously noted areas of weakness 
demonstrated 

e Region 2, Office of Director 83/11/23 42pp 22336:229, 24X 

Flche 30-000,83/11/23,8403070239 


6401130314 Supplemental info to 801028 application to amend Licenses 
DPR-31 fc DPR-37 tb fire pump flow testing Justification for 
capability of fire pumps to provide adequate fire protection 
provided 

STEWART, U L Virginia Electric «, Power Co 64/01/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 21798 313 
24 X Fiche 90-2B0, 84/01/09, 8401 13031 A 


--04O3O2OO76 Corrected page to health physics rept for monthly operating 
repts for Aug 19S3 

* Virginia Electric & Power Co 83/08/31 Ip 22447- 173 24X 

Fiche 30-2BO, 84/02/14, B403020053 


— 84030200B9 Corrected page to health physics rept for monthly operating 
repts for Sept 1903 

* Virginia Electric (< Power Co 83/09/3 0 lp 22447 174, 24X 

Fiche 50-280.84/02/14,8403020033 


— 0403020090 Corrected page to health physics rept for monthly operating 
repts for Qcfc 1993 

» Virginia Electric & Power Co 03/10/31 Ip. 22447' 173 24X 

Fiche 30-230, 84/02/14, B403020033 


8403300060 Monthly operating repts for Feb 1 904. W/B4031 5 ltr 

WILSON, J , STEWART. VI L Virginia Electric St Power Co 84/02/29 
HALLER, W M Office of Resource Management. Director 44 pp. 
22821 113 24X Fiche 50-280.64/02/29,8403300060 


84032B0125 Public version of Rev 9 to Emergency Plan Implementing 
Procedure EPtP-1 01, “Emergency Manager Controlling 
Procedure " W/B4Q123 ltr & JM Felton 840322 release memo 
WILSON, J , GRADY. D , STEWART. W L Virginia Electric 8, Power Co 

84/01/13 O'REILLY, JP Region 2, Office Of Director Spp 
22011 082 24X Fiche 30-200, 84/01/ 13, S4O320O123 


0403070230 Forwards IE Insp Repts 30-280/83-37 & 30-201/83-39 on 
831201-31 No violations or deviations identified 
DANCE, H C Division of Project l< Resident Programs 84/02/10 
STEWART, U L Virginia Electric & Power Co 2pp 22346 016 24X 

Fiche 30-280,84/02/10,8403070250 


— B403070233 IE Insp Rapts 30-280/83-37 St 30-281/83-39 on 831201-31 No 
violation* or deviations identified Major areas inspected 
operations, plant security, followup of events t, LERs, 
performance appraisal insp findings 6 surveillance review 
BURKE. D J Region 2, Office of Director 84/02/09 7p p 
22346 018 24X Fiche 30-280,84/02/10.8403070230 


S Reportable occurrences, LERs fc related correspondence 


8403090223 RD SPR-84— 2 on B4DI 18. sped f 1 c activity sample of reactor 
coolant showed peak dose equivalent 1-131 level of 1 89 
uCl. exceeding Tech Spec limit Caused by fuel element defect* 
in reactor core Dose level monitored, 

WILSON, J L Virginia Electric 6 Power Co 84/02/17 O'REILLY, J P 
Region 2. Office of Director 3pp 22573 150 24X 

Fiche' 30-280, 04/02/17,8403090223 


6403510032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Gimpel NPS-4 TicT valve, to close Enel ltr dtd B40203 
sent to listed utils CE notified of affected units in BWR 
p lants 

THEROUX, R R Terry Carp 84/02/22 WOODRUFF , R W Director '« 
Office, Office of Inspection and Enforcement 6pp, 22706 327 24X 

Fiche 30-000, 84/02/ 22. 840 32 1 0 032 


8403090242 Rev 4 to Emergency Plan Implementing Procedure EPIP-4 23, 
"Post-Accident Sampling of Reactor Coolant " W/840302 ltr 
STEWART, W L Virginia Electric *< Power Co 84/02/16 0 'REILLY, J P 

Region 2. Office of Director 22pp 22373 228 24X 

Fiche 30-2B0, B4/02/16. 3403090242 


8403200116 Forwards change* to security personnel training 
qualification program Changes withheld (ref 10CFR73 21). 

STEWART, W L Virginia Electric & Power Co 84/02/17 O'REILLY, J P 
Region 2. Office of Director, lp 22683 333 24X 

Fiche 30-280,84/02/17,8403200116 


8403190263 Rev I to corporate emergency response plan W/840313 ltr 
STEWART, id L Virginia Electric S< Power Co 84/02/24 O'REILLY, d P 
Region 2, Office of Director. 105pp. 22670' 133 24X 

Flche 30-000.84/02/24,8403190263. 


0403060397 Forwards correction to 830217 ltr re revised pages to 
emergency plan implementing procedures, W/o end 

SALYERS. E M Virginia Electric *< Power Co, 84/02/29 NRC - No 

Detailed Affiliation Given ip 22310 133, 24X 

Fiche 30-280,84/02/29,8403060397 
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B4O30BO264 Forward* "Control Room Design Review Program Plan for North 
Anna b Burry Power Stations. ” in response to Suppl 1 to 
NUREG-0737 Review expected to be completed by 830830 
STEWART, W L Virginia Electric b Power Co 84/03/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director EISENHUT, D 0 
Division of Licensing 2pp 22337 295 24X Piche 30-000,84/03/01, 

8403080264 


— 8403080269 "Control Room Design Review Program Plan for North Anna & 
Surry Power Stations," in response to Suppl 1 to hXJREG-0737 
» Virginia Electric b Power Co 84/03/01 Ulpp 22537 299 
24X Fiche 30-000, 84/03/01, 84030B0264 


8403210117 Rev 11 to Emergency Plan Implementing Procedure EPIP-1 Ot, 
"Emergency Manager Controlling Procedure” b Rev 6 to 
Procedure EPIP-2 01, "Notification of State b Local Qovts " 

W/840316 Itr 

a Virginia Electric b Power Co 84/03/01 O'REILLY, J P Region 2- 
Office Of Director Bpp 22703-067 24X Fiche 30-200,84/03/01, 

8403210117 


B4030B0091 Submits addl info In order to conduct detailed review of 
emergency response procedures generation package, per 840123 
request Items l b 2 will be addressed by 640330 ItBm 3 
should be addressed by Westlnghouse Owners Group 

STEWART, W L Virginia Electric b Power Co 84/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director EISENHUT, 0 G 
Division of Licensing 2pp 22339 199 34X Fiche 30-000,84/03/02, 

0403080091 


8403090191 Revised emergency plan implementing procedures, Inc lud ing 
Rev 11 to EPIP-1 01, "Emergency Manager Controlling 
Procedure" b Rev 6 to EP3P-2 01, "Notification of State b 
Local Govt* " W/Q40302 ltr 

8ALYERB, E M Virginia Electric b Power Co B4/03/02 6pp 
22579 066. 24X Fiche 30-280,64/03/02,6403090151 


8403160276 Extendi invitation to attend 840316 workshop at regional 
ofc to discus* lOCFRSO.App R requirement* b results of imps 
to help resolve misunderstandings associated w/requirement s 
LEWIS, R C Division of Project b Resident Programs 04/03/02 
6TEWART, W L, Virginia Electric b Power Co lp 22660 OBO 24X 
Fiche: 90-000, B4/03/02, 8403160276. 


8403190099 Forwards IE Safeguards Insp Repts 30-280/84-06 b 
90-201/84-06 on 840227-0302 No violations or deviation* 

Identified 

DANCE, H C Division of Project b Resident Programs 84/03/09 
STEWART, W L Virginia Electric b Power Co 2pp 22639 300 24X 

Fiche- 90-280, 04/03/09,8403130099 


— 8403190109 IE Safeguard* Insp Repts 30-2B0/84-06 b 30-281/04-06 on 
840227-0302. Nd noncompliance noted Major areas Inspected 
security organi «atlon/mgt, personnel resp onse, record s b 
repts b testing Details withheld Iref 10CFR73 21 b 2 790) 

ENNIS, J D Region 2, Office of Director 84/03/09 Ip 
22639-302 24X Fiche 30-280,84/03/09,8403190099 


8403190092 Inform* that local emergency operations facilities at North 
Anna b Surry Power Station* will be functional , except for 
data communications b display, by 830731, per NUREG-0737, 8up p 1 

1 

STEWART, W L Virginia Electric b Power Co 84/03/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director EISENHUT, D, 0 
Division of Licensing 2pp 22666 173 24X Fiche 30-000,84/03/14, 

B403190032 


8403230146 Rev 7 to Emergency Plan Implementing Procedure EPIP-2 01. 
"Notification of State b Local Govts " W/840316 ltr 
SALYERS, E M Virginia Electric b Power Co 84/03/16 3pp 
22730 228 24X Fiche 30-260,64/03/16,8403230146. 


P, Operating license stage documents b correspondence 


8401130314 Supplemental info to 801028 application to amend Licenses 
DPR-31 b DPR-37 re fire pump flow testing Justification far 
capability of fire pumps to provide adequate fire protection 
provided. 

STEWART, W L Virginia Electric b Power Co 84/01/09, DENTON. H R 
Office of Nuclear Reactor Regulation, Director VARGA, 8 A 
Operating Reactors Branch t 2pp 21798 313 24X 

Fiche. 90-260, 84/01/09, 8401130314 


8403090230 "Radionuclide Release Under Specific LUR Accident 
Conditions," Vol V, "PWR-Large, Dry Containment <8urry 
Recalculations 1 " 

01ESEKE, J, A , CYBULSKIS, P , DENNING, R S Bat telle Memorial 
Institute, Columbus Laboratories 8403030230 84/01/12 Office 

of Nuclear Regulatory Research, Director 212pp. 22302 001 24X 

Fiche - 30-2B0, 84/01/12, 8403030230 


84030B0339 Final response to FOIA request for documents re NRC 
investigation of industrial accident involving burst steam 
pipe at Facility "VEPCO Investigative Board Preliminary 
Rept" on accident placed in PDR 

FELTON, J M Division of Rules and Records 84/01/20 GARDE, B P 
Government Accountability Project lp 22376 214 24X 

Fiche 90-260,04/01/20,8403080339 


0403160269 Confirms 840208 telcon re functional testing of snubbers 
Addl functional testing of Unit 1 snubbers per Tech Spec 
4 17 C 6 will be completed during Feb 1984 maint outage 
Unit 2 testing to be completed during Mar 1984 maint outage 
LEWIS, R C Division of Project b Resident Programs 04/02/13 
STEWART, W L Virginia Electric b Power Co lp 22660 334 24X 

Fiche 9O-2B0, 04/02/13,8403160269 


8403020034 Forwards Amends 93 b 94 to Licenses DPR-32 b DPR-37, 
respectively b safety evaluation Amends revise Tech Specs 
to change min boron injection tank boron concentration from 
11 37. to OX 

NEIGHBORS, J 0 Operating Reactors Branch l 64/02/24 STEWART, WL 
Virginia Electric b Power Co 2pp 22491 018 24X 

Fiche 50-260,84/02/24,8403020054 


— 8403020098 Amends 95 b 94 to Licenses DPR-32 b DPR-37, r e sp ectively, 
revising Tech Specs to change min boron injection tank boron 
concentration from it 9X to OX b changing boric acid sys 
boron concentration from li 3X to 7X 

VARGA, S A Operating Reactors Branch 1 84/02/24 18pp 

22491 020 24X Fiche 90-280,84/02/24,6403020054 


— 0403020061 Safety evaluation supporting Amends 93 b 94 to Licenses 
DPR-32 b DPR-37, respec tive ly 

* Office of Nuclear Reactor Regulation, Director 34/02/24 7pp 
22471 03 B 24 X Fiche 30-280,84/02/24,0403020054 


6403020193 Forwards addl Info to complete review of Topical Rept 
VEP-FRD-4 1 , "VEPCO Reactor Sys Transient Analysis Using 
RETRAN Computer Code," in response to NRC Nov 1902 Informal 
request 

STEWART, W L Virginia Electric b Power Co 84/02/27 DENTON, H R 
Office of Nuclear Reactor Regulation. Director EISENHUT, D G 
Division of Licensing 16pp 22443 257 24X Fiche 30-000. S4/02/27, 

8403020193 


9403030229 Submits review of post-accident sampling sys, 1 tern II B 3 Ter 
of 11 criteria met Remaining criterion re procedure for 
estimating extent of core damage based on radionuclide 
avaluati on. acceptab 1 e an interim basis 

MILLER, J R Operating Reactors Branch 3 04/02/27 STEWART, W L 

Virginia Electric b Power Co 6pp 22S2B 001 24X 

Fiche 30-000,04/02/27.8403050229 


0403260103 Supplemental application for amend to Licenses DPR-32 b 
DPR-37 Suppl reflects change in title of fire marshal to 
loss prevention supervisor b deletes NDE supervisor 
STEWART, W L Virginia Electric b Power Co 64/03/22 DENTON. H R 
Office of Nuclear Reactor Regulation, Director VARGA, S A 
Operating Reactors Branch 1 5pp 22738 238 24X 

Fiche 30-260,04/03/22,8403260103 


— 8403260110 Proposed Tech Spec, changing organization title of fire 
marshal to loss prevention supervisor b deleting NDE 
supervisor position 

* Virginia Electric b Power Co 64/03/22 2pp 22750 243 24X 

Fiche 80-280,04/03/22,8403260103 


0 Inspection reports, IE Bulletins b correspondence 


B403070239 Forwards SALP Repts 50-280/83-33,50-281/83-33,50-338/83-33 b 
30-339/83-33 for Oct 1982 - Aug 19B3 Evaluation will be 
discussed at B3120Q meeting at North Anna site 
LEWIS, R C Division of Project b Resident Programs 63/11/25 
8TEWART, W L Virginia Electric b Power Co. 2pp 22536 227 24X 

Fiche 90-000,83/11/23,8403070239 


— 0403070246 SAlP Repts 90-280/83-33,50-281/63-36,50-338/83-33 b 
50-339/63-33 for Oct 1982 - Aug 1903 Reliable performance 
w/impravement in most previously noted areas of weakness 
demonstrated 

* Region 2, Office of Director 63/11/25 42pp. 22536,229 24X 

Fiche 50-000, 83/11/29, B403070239 


8403000339 Final response to FOIA roquest for documents re NRC 
investigation of industrial accident involving burst steam 
pip# at facility "VEPCO Investigative Board Preliminary 
Rept" on accident placed In PDR 

FELTON. J M Division of Rules and Records 04/01/20 GARDE, B P 
Government Accountab i 1 1 ty Project lp 22576 214 24X 

Fiche 50-2BO, 84/01/20. 8403080339. 
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— B4030B0341 "VEPCO Investigative Board Preliminary Jtept " W/n cover 
sheet 

* Virginia Electric 6 Power Co 64/01/20 29pp 22576 213 24X 

Fiche 30-280,84/01/20,0403080339 


B403070230 Forwards IE Insp Repts 30-260/83-37 tc 50-281/83-39 on 
631201-31 No violations or deviations identified 
DANCE. H C Division of Project tt Resident Programs 64/02/10 
STEWART, W L Virginia Electric 5. Power Co 2pp 22346 016 24X 

Fiche 30-280, 84/02/10, B40 30702 50 


— 6403070253 IE Insp Repts 30-280/63-37 5, 50-261/63-39 on 831201-31 No 
Violations or deviations identified Major areas inspected 
opera t ions . p 1 ant secur i ty. # o 1 lowup of events It LEfis. 
performance appraisal insp findings & surveillance review 
BURKE, D J , DAVIS. M J Region 2. Office of Director ELROD, S 
Division of Project Si Resident Programs 84/02/09 7pp 
22546 018 34X Fiche 30-260,64/02/10,6403070230 


8403070279 Discusses SALP evaluation Issuance of 8ALP repfc approved No 
major weaknesses Identified during assessment period at 
North Anna One major weakness identified in area of 
rad 1 olog i cal controls at Surry 

O 'REILLY , J P Region. 2. Office of Director 64/02/16 8 THWART, W L 

Virginia Electric h Roust Cd 2pp 22341 206 24X 

Fiche 30-000. B 4/02/ 16, 8403070279 


8403140199 Forwards FR notice L safety evaluations of granting of 
relief from ASME Section XI inservlce requ irement*, per 
790317 «, 0926,601215,320325 S < 0523.830107.0307.0407 h 1227 
requests 

VARDA, B A Operating Reactors Branch 1 84/02/26 STEWART, W L 

Virginia Electric 6 Power Co 4pp 22636 073 24X 

Fiche 3D-2B0, B4/02/2B, B403140199 


-6403140200 Notice of granting of relief from ASME Section XI inservice 
insp requirements 

VARGA. S A Operating Reactors Branch 1 04/02/20 2pp 

22638 077 24X Fiche 30-260,84/02/26,6403140199. 


8402090026 IE Info Notice 04-10, "Stress Corrosion Cracking in PWR 
Sya “ Svc list end 

JDRDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 8301031 64/03/07 Consolidated Edison Co of New 

York, Inc USpp 22364 166 24X Fiche 30-000,84/03/07,8402090028 


B4O3130099 Forwards IE Safeguards Insp Repts 30-260/64-06 Si 
30-261/84-06 on B40227-0302 No violations or deviations 
i dent 1 fled 

DANCE. H C Division of Project Si Resident Programs 84/03/09 
STEWART, W L Virginia Electric t< Power Co 2pp 22639 300 24X 

Fiche 50-200,84/03/09.6403130099 


— 8403130109 IE Safeguards Insp Rept* SO-2B0/84-O6 S, 30-281/84-06 on 
040227-0302 No noncompliance noted Major areas inspected 
security organl za tion/mgt, per sonnet response, records Si 
repts 6 testing Details withheld (ref 10CFR73 21 Si 2 7901 
ENNIS, V D , MCGUIRE, D R Region 2i Office of Director 84/03/09 
tp 22639 302 24X Fiche 30-260,84/03/09,8403130099 


0402090031 IE Bulletin 64-02, "Failures of QE Type HFA Relays in Use In 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fiche 30-000,04/03/12,8402090031 


6403290274 Discusses 640210 meeting re util p Ians, current events, 
present organi lational changes Si outstanding regulatory 
Issues Meeting beneficial tt provided better understanding 
of plans 

O'REILLY, J P Region 2, Office of Director 84/03/19 

FERGUSON, J H Virginia Electric Si Power Co ip 22614 079 24X 

Fiche 30-260,84/03/19,8403290274 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities 11 Svc list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 8301031 84/03/21 Consolidated Edison Co of New 

Yot k, Inc 123pp 22623 229 24X Fiche 30-000,84/03/21,8402090043 


— 6403140202 Safety evaluation accepting licensee 801213, 820323 & 0529 
requests for relief from ASME inservlce insp requirements 
* Office of Nuclear Reactor Regulation, Director 64/02/2B 
!6pp 22636 079 24X Ficha 50-260.64/02/26.6403140199 


— 6403140204 Safety evaluation accepting licensee 630107.0307.0414 fc 1227 
requests for relief from ASME inservlce insp requirement* 

• Office of Nuclear Reactor Regulation, Director 01/02/20 
!8pp 22638 095 24X Fiche 30-260,84/02/20,6403140199 


— B209030161 “Inservlce Insp Program," technical evaluation rept 
* Science Applications. Inc NRC-03-82-096 8AI-1B6-02B-20 

62/00/27 NRC - No Detailed Affiliation Given 44pp 
22636 113 24X Fiche 50-260,84/02/28,8403140199 


6402090007 IE Info Notice 94-14, "Highlights of Recent Transport 
Regulatory Revs by DOT Ii NRC “ Svc list end 

GRACE, J N Division of OA, Safeguards it Inspection Programs (Post 
8301031 64/03/02 Consolidated Edison Co of New York, Inc 

130pp 22532 329 24X Fiche 50-000,84/03/02,6402090007 


B402090009 IE Info Notice 84-16, "Failure of Automatic Sprinkler 8y* 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post B30103) 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22333 090 24X Fiche 50-000, 64/03/02, B40209000 6 


6402090009 IE Info Notice 84-13, "Reporting of Radiological Releases " 
Svc list and 

JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post B30103I 84/03/02 Consolidated Edison Co of New 

York. Inc 119pp 22933 217 24X Fiche 50-000,64/03/02,8402090009 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list anc 1 

JORDAN, E L Division of Emergency Preparedness li Engineering 
Response (Post 030103) 34/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Fiche 30-000,04/03/21,8402090044 


840327002 1 Informs that due to add 1 review required re matl supplied by 
Ray Ml 1 1 er. Inc, ut 1 1 unable to respond to IE Bulletin B3-07 
until 040406 

STEWART. WL Virginia Electric it Power Co 64/03/22 DEYOUNG. R C 
Director's Office, Office of Inspection and Enforcement lp 
22770 066 24X Fiche 30-000,64/03/22,6403270021 


6403290137 Resubmits 640302 response to IE Bulletin 83-00, "Electrical 
•Circuit Breakers W/Undervoltage Trip Feature in Use in 
Safety-Related Applications " Affirmation inadvertently 
omitted from 040302 ltr encl 

STEWART. W L Virginia ElectTtc -Si Power Co 04/03/29 O'REILLY, J P 
Region 2, Office of Director 2pp 22806 006. 24X 

Ftch e 30-000.04/03/29,0403290157 


R Periodic operating reports 4c related correspondence 


0403020053 Forwards operating repts for Jan 1984 t, corrected pages of 
health physics repts for Jul— Dec 1903 

STEWART. WL Virginia Electric U Power Co 84/02/14 HALLER, NM 
NRC - No Detailed Affiliation Given lp. 22447 129 24X 

Fiche 90-280,84/02/14,8403020033 


— 6403020039 Monthly operating rept* for Jan 1984 

WILSON. J , JONES, V H Virginia Electric ti Power Co. 84/01/31 
38 p p 22447 130 24X Fiche 30-280,84/02/14,8403020033 


8403160134 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervoltage trip feature in use in safety-related 
applications other than trip sys Only reactor trip 
breakers contain subj trip attachments 

STEWART, W L Virginia Electric & Power Co S4/03/02 O'REILLY, J P 
Region 2. Office of Director 2pp 22806 008 24X 

Fiche 50-000,84/03/02.8403160134 


8402090011 IE Info Notice 84-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Bvc list encl 
JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 030103). 84/03/03. Consolidated Edison Co of New 

York, Inc H7pp 22553 336 24X Fiche 30-000.84/03/05,8402090011 


B4OBQ90D24 IE Info Notice 34-09, Rev I, "Lessons Learned Ft om Into* of 
Fire Protection Safe Shutdown Sys " Svc list encl 
JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103) 64/03/07 Consolidated Edison Co of New 

York, Inc I I9pp 22635 049 24X Fiche 50-000,84/03/07,6402090024 


— 6403020063 Corrected page to health physics rept for monthly operating 
repts for Nov 1983 

• Virginia Electric Si Power Co 83/11/30 lp 22447 170 24X 

Fiche- 30-280, 04/02/14. 8403020093 


— 6403020066 Corrected page to health physics rept for monthly operating 
rept* for Dec 1983 

* Virginia Electric S< Power Co. 83/12/31. lp 22447-171 24X 

Fiche. 50-280, 84/02/14. 6 403020033 


— 6403020071 Corrected page to health physics rept for monthly operating 
rept* for Jul 1903 

* Virginia Electric Si Power Co 83/07/31, Ip 22447 172 24X 

Fiche. 50-280, 84/02/ 1 4, 8 403020033 
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— 8403020076 Corrected page tD health physics rept for monthly operating 
rept* for Aug 1903 

* Virginia Electric It Power Co 03/08/31 ip 22447 173 24X 

Fiche 50-280-04/02/14,8403020033 


— 0403020003 Corrected page to health physics rept for monthly operating 
repts for Sept 19B3 

a- Virginia Electric 4, Power Co 83/09/30 ip 22447 174 24X 

Fiche 30 - 200 , 84/02/14, B403020053 


— B403020090 Corrected page to health physics rept for monthly operating 
repts for Oct 1983 

* Virginia Electric it Power Co 83/10/31 Ip 22447 173 24X 

Fiche 30-200,04/02/14,0403020053 


B403300060 Monthly operating repts for Feb 1984 W/840315 Itr 

WILSON, J , STEWART, W L Virginia Electric t. Power Co B4/02/29 
HALLER, N M Office of Resource Management, Director 44pp 
2SB21 113 24X Fiche 50-380, 84/02/29, B403300060 


8 Reportable occurrences, LERs It related correspondence 


0303160260 Forwards technical review of rod control urgent failure on 
B20623 Caused by blown fuss 4< failed phase control card In 
2 ac power cabinet No generic implications identified 
TREHAN, N K Reactor Operations Analysis Branch 03/08/05 
SEYFRIT,K V Reactor Operations Analysis Branch 2pp 22809 205 
24X Fiche 30-201,03/05/03,0303160260 


— 0403200 121 "Rod Control Urgent Failure on 830625 at Burry Unit 2," 
technical review rept 

TREHAN, N Director's Office 83/03/03 ip 22809 286 24X 

Fiche. 30-281, 83/05/05, 8305160260 


0403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Oimpel NPS-4 TfcT valve, to close Enel ltr dtd B40203 
sent to listed utils CE notified of affected units in BUR 
p lants 

THEROUX, R R Terry Corp 84/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6 pp 22706 327 24X 

FichB 30-000, B4/02/22, B4032 10032 


0403140122 Part 21 rept re status update concerning abnormal wear on 
linear converters Test program underway Results of 
investigation indicate excessive wear caused by hunting of 
control circuitry. 

DODSON, J P Pacific Air Products Co 84/03/09 Director's 
Office, Office of Inspection and Enforcement 7pp 22624 068 24X 

Fiche 30-000,84/03/09,8403140122 


DOCKET 30-202 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F Security, medical, emergency fc fire protection plans 


B403090270 Public version of revised emergency response plan 
implementing proc edures, inc lud ing Procedure F3-2 re 
c latslf ication of emergeric ies, F3-3 re emergency notification 
i, F3-10 re personnel accountability W/B31219 ltr t, memo 
MENDELE.D J , JOHNSON, J M Northern States Power Co 83/10/28 
16Spp 22393 326 24X Fiche 30-282,03/10/28,8403090270. 


B4Q3090207 Revised emergency Implementing procedures, inc 1 ud ing Rev 23 
to Procedure F3, "Table of Contents" t, Rev 3 to Procedure 
F3-H, “Recommendations for Offsite Protective Actions 11 
W/040302 ltr 

FEY, F. L Northern States Power Co 84/02/24 28pp 22574 328 
24X Fiche 50-202,04/02/24,8403090207 


6403190020 Forwards IE Insp Repts 3O-2B2/03-24 & 30-306/03-24 on 
B31211-840210 .no noncomp 1 lane e identified 

SHAFER, WD Region 3, Dffice of Director, 84/03/01 LARSON, C. E 
Northern States Power Co 2pp 22666. 033 24X 

Fiche 30-282, 84/03/01,8403190020 


— 8403190042 IE Insp Repts 30-282/83-24 4, 30-306/83-24 on 831211-840210 
No noncomp 1 lance or deviations identi fi ed. Major areas 
Inspec ted , maint, LERs, emerg ency planning & surveillance, 
meetings w/state it local officials & IE bulletins 
HARD, J E , FEIERABEND, C D , HARTMANN, P L Region 3, Office of 
Director, 04/02/29 12pp. 22666 033 24X Fiche 30-282,84/03/01, 

0403190020 


8403130163 Forwards final rept re small-scale offsite radiological 
emergency preparedness exercise on 821014 No deficiencies 
noted 

KRIMM.R W Federal Emergency Management Agency 84/03/03 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response <Post 8301031 6 pp 22599 307. 24X Fiche 50-282,84/03/05, 

8403130163 


— '8403130172 Final rept of small-scale joint emergency exercise On 
021014 

* Federal Emergency Management Agency 82/12/17 S2pp 
22599 313 24X Fiche 50-282,84/03/05,8403130163 


8403120106 Notifies of 840323 workshop on fire protection safe shutdown 
requirements of 10CFR30, App R in Rosemont. IL to discuss IE 
Info Notice 04-09 4, provide addl shutdown analyses 1,/or mod 
guidance Agenda end 

SPE3SARD. R L Division of Emergency Preparedness 4, Operational 
Support 04/03/06 LARSON, C E Northern States Power Co 3pp 
22588 169 24X Fiche 30-282,84/03/06,0403120106 


8403300130 Revised emergency plan Implementing procedur es, Inc lud Ing 
Procedure F3 re table of contents 6 F3-13 re offsite dose 
calculation W/840320 transmittal ltr 

WATT, E , FEY, F L Northern States Power Co 04/03/09 36pp 
22820 253 24X Fiche 30-282,84/03/09,8403300130 


I Financial information 


0403290115 Suppl to Annual Financial Rept 1983, eons is ti ng of financial 
t, statistical info W/840326 ltr 

BRU9VEN, A D Northern States Power Co 83/12/31 23pp 22006 102 
24X Fiche 50-000,83/12/31,8403290115 


P Operating license stage documents it correspondence 


B403030238 Forwards Amends 60 lx 62 to Licenses DPR-42 4, DPR-60, 
respectively 4< safety evaluation Amends revise Tech Specs re 
emergency air treatment sys 6 electric hydrogen recombiners 
D 1 1 ANNl , D C Operating Reactors Branch 3 84/02/21 MUSQLF. D M 

Northern States Power Co 2pp 22527 188 24X 

Fiche 30-282,84/02/21,8403030233 


— 0403030243 Amends 68 & 62 to Licenses DPR-42 it DPR-60, resp ec tlvel y, 
revising Tech Specs re emergency air treatment sys t, 
electric hydrogen recombiners 

MILLER, J R Operating Reactors Branch 3 84/02/21 1 0 p p 

22527 190 24X Fiche 50-282,84/02/21,8403050238 


— 04O3O5O249 Safety evaluation supporting Amends 68 b 62 to Licenses 
DPR-42 4< DPR-60, rospec t ive 1 y 

a Office of Nuclear Reactor Regulation, Director 84/02/21 7pp 
22527 208 24X Fiche 50-282,84/02/21,8403030230 


8403060425 Submits fees requested for 820630 exemption request, in 
response to NRC 040213 ltr 

MUSDLF, D Northern States Power Co 84/02/29 MILLER, W 0 License 
Fee Management Branch 2pp 22318 200 24X Fiche 30-202,84/02/29, 

8403060425 


8403130245 Forwards "Effluent It Waste Disposal Semiannual Rept,Jul-Dec 
1903," "Offsite Radiation Dose Assessment, 1903" 4c Rev 4 to 
"Offsite Dose Calculation Manual “ 

FEY, F L Northern States Power Co 04/03/01 Region 3, Office of 
Director Ip 22610 143 24X Fiche 50-262, 84/03/01 , 0403130243 


— 8403130278 Rev 4 to "Offsite Dose Calculation Manual " 

SORENSON, J Northern States Power Co 84/11/14 Upp 
22610 137 24 X Fiche 30-282,84/03/01.8403130245 


8403130290 Forwards safety evaluation re error in COBRA 1IIC/MIT 
computer code, previ ously accepted by NRC 830217 4, 0324 ltrs, 
for use in analyiing fuel reloads Error does not create any 
substantial safety haiard 

MILLER, J R Operating Reactors Branch 3 84/03/06 MU30LF, D M 

Northern States Power Co lp 22649 333 24X Fiche 30-202, 

84/03/06, 0403130290 


— B4031 30293 Safety evaluation re error in COBRA IIIC/MIT computer code 
reload methodology rept N3PNAD-8102 Error has not affected 
initial findings or conclusions re accepted i 1 ity of use of 
COBRA IIIC/MIT code 

e NRC - No Detailed Affiliation Given 04/03/06. 2pp 
22649 334 24X FiCho 30-282,84/03/06.8403150290 


8403190397 Provides updated info re mods required by NJREG-0737, I tem 
1 1 D 1 2 re safety 4, relief valve performance. Unit 1 piping 
It supports will be Installed during next refueling outage 
scheduled for 850105 

MUSDLF. D Northern States Power Co 84/03/14 Office of Nuclear ! 

Reactor Regulation, Director lp 22673 192 24X 

Fiche 30-202, B4/03/14, 0403190397 
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B4C3230031 Submit* status of mod* to Improve adequacy of *tatlon 
distribution sys voltages, per utiJ 910717 1 1 T K NRC 821029 
SER All mod* c amp J e tod. u/ntfp tlon of changes to station air 
compressor starting circuit. 

MUSOLF. D Northern States Power Co B4/03/16 Office of Nuclear 
Reactor Regulation, Director 2pp 22724 344 24X 

Fiche- 30-202.04/03/16, 8403230031 


Q Inspection reports, IE Bulletin* t> correspondence 


3403030223 Further response to FOIA request for records of named 
individuals. Including repts, analyses, stud ies. test 
ca 1 cula t i ons. procedures Z, practices for measurement of RCB 
leakage Forwards App C documents Search continuing 

FELTON. J M Division of Rules and Records 84/02/07 MADDEN. T J 
Kaye. Scholar. Fierman. Hays & Handler 3pp 22474 234 24X 

Fiche 30-000,84/02/07.8403050223 


- - 0403050254 Notifies that Independent measurements of identified C. 
unidentified RCS leak rates For all PHRs in Region III 
performed per Procedures 417278 4 417860 Insp findings 
iunmari led 

NORELIUS, C E Division of Engineering 82/03/08 JORDAN, E L 
Division of Engineering 4 Quality Assurance <Pre 830103) 2pp 
22496:270 24X Fiche 50-000,84/02/07,8403050223. 


8401190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Dperated Valve Control Circuits 4 Annunciation " Bvc list 
end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, fnc 113pp 22909 239 24X F 1 che 50-000, 84/02/28, 8401 1 90072 


8403190020 Forwards IE Insp Repts 50-2B2/83-24 tc 30-304/83-24 on 
831211-840210 No noncomp 1 lance identified 

SHAFER, W D Region 3, Office of Director. B4/03/01 LARSON, C E 
Northern States Power Co 2pp 22444 033 24X 

Fiche 50-282,84/03/01,8403190020 


—8403190042 IE Insp Septs 50-2B2/83-24 tt 30-306/83-24 on B312U-B40210 
No noncompliance or deviations Identified Mayor areas 
Inspected malnt, LERs, emerg ency planning t, surveillance, 
meetings w/state tt local officials t, IE bulletins 
HARD, J E , FEIERADEND, C D , HARTMANN, P L Region 3. Office of 
Director 84/02/29 12pp 22446 033 24X Fiche 30-2B2, 84/03/01 , 

8403190020 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC ” Svc list end 

GRACE. J N Division of QA, Safeguards U Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York. Inc 

130pp 22352 329 24X Fich e, 30-000, 84/03/02, 8402090007 


B40209Q009 IE Info Notice 84-14, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Responie (Post 030103) 84/03/02 Censolldatcd Edison Co of Neu 

York, Inc 122pp 22353 098 24X Flclte 50-000. 04/03/02, B40209O0O8 


8402090009 IE Info Notice B4-15, ''Reporting of Radiological Releases " 
Bvc list encl 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Pott 830103) B4/03/02 Consolidated Edison, Co of Neu 

York. Inc ll?pp 225S3 217 24X Fich »• 50-000, 84/03/02, 9402090009 


8402090011 IE Info Notice 84-17, “Problems M/Liqukd Nitrogen Cooling 
Components Below Nil Ductility Temp “ Svc list encl 
JORDAN. £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) B4/03/05 Consolidated Edison Co of Neu 

York, Inc J17pp, 22533 336 24X Fiche 30-000,84/03/03,8402090011 


8402090024 IE Info Notice 84-09. Rev 1, '"Lessons Learned From Insps of 
FItg Protection Safe Shutdown Sgs " Svc list encl 
JORDAN. E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Ca of New 

York. Inc lispp 22635 049 24X Fiche 50-000.84/03/07,8402090024 


B402090028 IE Info Notice 84-10. "Stress Corrosion Cracking in PWR 
Sys " Bvc list end, 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) B4/03/07 Consolidated Edison Co of Neu 

VOTk, Inc llBpp 22584 186 24X Fi che 50-000, 84/03/07. 8402090028 


B4031903BS Forwards summary of status cf requests for relief from 
requirements of Section XI of AS ME Boiler 6 Pressure 
Vessel Code foT inservice Insp program t< clar if i c at Ion of 
items that require add) review 

MUSOLF, D Northern States Power Co 04/03/09 Office of Nuclear 
Reactor Regulation, Director 9pp 2267S.29S 24X 

Fiche 50-2B2, S4/03/09, 0403190388 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEYQUNO, R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu York, Inc 

134pp 22B23 094 24X Fiche 50-000,84/03/12,8402090031 


8403190200 Responds to IE Bulletin 83-07 re products supplied by Ray 
Miller, Inc Neither unit received products from Ray Miller. 

Inc U vendor not on approved util vendor list 

LARSON. C E Northern States Power Co B4/03/12 DEYOUN0, R C 
Director's Office, Office of Inspection and Enforcement 4pp 
22671 105 24 X Fiche 50-282,84/03/12,8403190200 


B 403300036 Forwards IE Insp Repts 50-262/84-02 t, 50-306/84-02 on 
B40213-17 No noncomp Hence noted 

PAPER1ELL0, C J Region 3, Office of Director 84/03/15 
LARSON. C E Northern States Power Co 2pp. 22821 320 24X 

Fiche 30-202,84/03/13,0403300036 


— 0403300040 IE tnsp Repts 30-282/04-02 & 30-306/84-02 on 840213-17, No 
violations or deviations identified Major areas Inspected, 
implementation of 10CFR20 U 60 requirement* for disposal of 
low level radwastss, lnclud Ing mgt controls & QC 
ROZAK. S , OESTMANN, M J , SCHUMACHER, M C Region 3, Office of 
Director 04/03/13 3pp. 22B21.322 24X Fiche S0-2B2, B4/03/13, 

0403300036 


8402090043 IE Info Notice 84-19, "Two Event* Involving Unauthorised 
Entries Into PUR Reactor Cavities " Svc list and 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X Fiche 30-000, 84/03/21, B402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays In 8af aty-Ralated 
Sys " Svc 1 i st enc 1 

JORDAN, E. L Division of Emergency Preparedness &< Engineering 
Response (Post 830103) B4/03/21 Consolidated Edison Co of New 

York, Tnc 135pp 22933 001. 24X Fiche 50-000, 84/03/21, B402090044 


8403270170 Forwards "Inservica Insp Exam Summary, 831204-23 " Rapt 
identifies components examined, exam method* used, exam number 
It summarlies results Results indicated that integrity of lyi 
maintained 

MUSOLF, D Northern States Power Co B4/03/23 Office of Nuclear 
Reactor Regulation, Director 2pp 22771 144 24X 

Fiche 50-282,04/03/23, B4032701 70 


— 8403270181 "Inservtce Insp Exam Summary , 831204-23 " 

ANDER80N, M T , KRUMP08, P J Northern States Power Co. 04/03/15 
ISOpp 22771 146 24X Fi che. 50-2B2, 84/03/23, 8403270170 


ft Periodic operating reports t, related correspondence 


8403300093 Monthly operating repts for Feb 1984 H/B40306 ltr 

DUCBTAD, D > MUSOLF, D Northern State* Power Co 84/02/29 9pp 
24047.060 24 X Fiche 30-202,84/02/29,8403300093 


8403130245 Forwards "Effluent *< Waste Disposal Semiannual Rept,Jul-Dac 
1983," “Offsite Radiation Dose Assessment, 1983" & Ray 4 to 
"Offsite Dose Calculation Manual “ 

FEY, F, L Northern States Power Co 64/03/01 Region 3, Office of 
Director tp 22610 143 24X Fiche 50-282,84/03/01,8403130245 


— 0403130250 "Effluent S< Haste Disposal Semiannual Rept, Jul-Dec 19B3 " 
e Northern States Power Co 83/12/31 9pp 22610. 144, 24X 

Fiche 50-282,84/03/01,6403130243 


— 8403130270 "Offsite Radiation Dose Assessment, 1983, " 

» Northern States Power Co 83/12/31 4pp 22610 153 24X 

Fiche 50-282, 04/03/01, 0403130245. 


— 8403130270 Rev 4 to "Offsite Dose Calculation Manual " 

SORENSON, J Northern States Power Co 84/11/14. llpp. 
22610 137. 24 X FI the- 30-282, B4/03/01 , 8403130245 


S Reportable occurrences, LERs & related correspondence 


8211220029 Discusses problems associated w/dletel generator 
surveillance tests, as demonstratad in 820827 testing of 
diesel generator D-2 Misposi tloning of auto/manual switch 
could render sys unable to perform design function 
CHIRAMAL, M Reactor Operations Analysis Branch 82/11/17. 

BEYFR IT, K V Reactor Operation* Analysis Branch. 2pp. 22775 163 
24X Fiche' 30-202, 82/11/17, 8211220029 
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DOCKET 30-2B3 PORT CALHOUN STATION, UNIT 1 
F Becurity> medical, emergency & fire protection plans 


B4Q303Q099 Requests -that transmittal sheets confirming receipt of 
revised emergency plan implementing procedure* be returned 
within 5 dot) t d & Ti C 4 lpt 

JONEB.W C Omaha Public Power District 03/06/02 COLLINS, J T 
Region 4, Office of Director lp 22403 241 24X 

Flch »' 30-20 3, 03/06 /02, 040303009? 


B4032G0163 Forwards public version of revised emergency plan 
implementing procedures W/o procedures W/JM Felton 040322 
release memo 

JONES, W C Omaha Public Power District 04/01/10 COLLINS, J T 
Region 4, Office of Director 2pp 2200? 290 24X 

Flchi 30-208, 04/01 / 10 . B4032B0165 


0403200193 Forwards public version Of Changes to radiological emergency 
response plan W/o changes W/JM Felton 840322 release memo 
JONEB.W C Omaha Public Power District 04/01/10 COLLINS, J T 
Region. 4, Office of Director 2pp 2278?’ 360 24X 

Flche 30-203, 04/01 J 10, 0403280193 


0403030130 Submits sc enario for providing emergency preparedness info, 
per NRC 820114 ltr* & revised emergency preparedness rule 
published 800019 

COLLINS, J. T Region 4, Office of Director 84/02/09 JONES, W C 
Omaha Public Power District 2pp 22490 001 24X 

Ficha- 30-203, B4/OH/0?, 0403030138 


B403Q60312 Forwards order confirming util commitments on emergency 
response capab 1 1 1 t y , per Generic Ltr 82-33 Order based on 
commitment contained In util 830413 Ur W/o end 
MILLER, J R Operating Reactors Branch 3 84/02/22 JONES. W C 

Omaha Public Power District ip 22332 164 24X 

Flcha 30-203, B4/0i2/22, 0403060312 


8403120062 Revs to emergency plan implementing proc edures, inc 1 ud Ing 
OBC-6, "General Emergency Actions," 03C-12, "Accidental 
Actuation of Early Warning Siren 8ys" & 08C-14, "Emergency 
Duty Actions " W/-B40301 transmittal t< receipt form 
a Omaha Public Power District 04/03/01 3?pp 22391 031 24X 

Flche 30-203, B4/03/01, B403120062 


8403190134 Forwards -changes to emergency plan Implementing procedures 
W/o enc 1 

J0NE9, W C. Omaha Public Power District 84/03/03 COLLINS, J T 
Region 4, Office of Director ip 2266B 343 24X 

Flche 30-283, 04/03/03, 0403190134 


0403090234 Revised radiological emergency response plan procedures, 
Including Procedure* R3, "Notification Methods fc Procedures" 

& RSr "Radiological Exposure Control " W/B40306 ltr 

JONEB.W C Omaha Public Power District 04/03/06 COLLINS, J T 

Region 4, Office of Director 59pp 22372 227 24X 

Flche 30-203, 04/03/06,0403090234 


P Operating license- stage documents L correspondence 


3402170136 Forwards application for amend to License DPR-40, ehang lng 
Tech Spec Sec t long 1 I, i 3, 2 1 1,2 I 2, 2 3, 2, 10 2 & Tables 
1-1, 2-2, 3-1 I, 3-3, to eliminate requirement to inspect fuel 
elements removed from vessel each refueling 

s LeDoeuf, Lamb, Lelby & MacRae * Omaha Public Power District 
84/02/14. DENTON, H Office of Nuclear Reactor Regulation, Director 
3pp. 22299: 146 B4X Fi che 80-283, 84/02/ t 4, 84021701 36 


--0402170166 Application for amend to License DPR-40, changing Tech Spec 
Sections 1 1, I. 3, 2 I. 1, 2. 1. 2, B 3, 8 10 2 t< 2 10 4 ft Table i 
l-l,2-2, 3-1 S> 3—3 to eliminate requirements to Inspect 
fual elements reamved from vessel each refueling 
JONES, W.C Omaha Public Power District 84/02/09 2pp 
22299 • 149 24X Flchs 30-283,84/02/14,8402170136 


— 8402170176 Proposed Tech Specs 1 1,1 3, 2. 1. 1. 2 1. 2, 2 3, 2 10 2 & Tables 
1-1, 2-2, 3-1 4c 3— S, eliminating requirement to Inspect 
fuel elements removed from vessel each refueling 

* Omaha Public Power District 84/02/09 140pp 22299 131 24X 

Flche 30-203,84/02/14,8402170136 


B-4030 10312 Forwards proprietary Ji nonproprietary addl Info re 
statistical combination of uncertainties reptiper 840213 
r equett. Ap p 1 Icatl-on for withholding S< C-E affidavit enc I 
Proprietary infe withheld (ref 10CFR2 790) 

JDNE0, W. C Omaha Public Power District 04/02/24 MILLER, J R 
Operating Reactor* Branch 3 20pp. 22432 203 24X 

FiCha. 30-2B3, 04/02/24,0403010312 


0403060396 Responds to Generic Ltr 84-01 re use of terms important to 
safety 8, sa f e ty-re 1 a ted Steering Committee of Util Safety 
Classification Group will represent util in further 
d 1 scuss 1 ons 

JONES, W C Omaha Public Power District 04/02/29 TAVLOR, J M 
Director's Office, Office of Inspection and Enforcement lp 
2231B 132 24X Flche 30-285,84/02/29,8403060396 


8403120103 Forwards application for amend to License DPR-40, revi s lng 
Tech Specs to add limiting conditions for operation, 
surveillance requirements 8< administrative r equ 1 remen ts , p »r 
NUREG-0737 

* LeDoeuf, Lamb. Lelby & MacRae * Omaha Public Power District 
84/03/09 DENTON, H Office of Nuclear Reactor Regulation, Director 
3pp 22583 200 24X Flche 30-285, 84/03/09, B4O312O103 


— 8403120192 Application for amend to License DPR-40, revl sing Tech Specs 
to add limiting conditions for operation, survei 1 lance 
requirements b admlni strati ve requirements. per NUREG-0737 
JONES, W C Omaha Public Power District 84/03/08 Spp 
22503 203 24X Flche 30-285.84/03/09,8403120183 


— 8403120193 Proposed Tech Specs re limiting conditions for operation, 
surveillance requirements 6 administrative requirements 
» Omaha Public Power District 84/03/09 14pp 225B5 203 24X 

Flche 30-2B3, 84/03/09, 8403120183 


0403130438 Forwards schedule for addl submittal of radiological 
effluent Tech Specs based on results of 790330 assessment b 
manpower requirements for 1984 refueling outage Next 
submittal will resolve remaining Issues 

JONES, W C Omaha Public Power District 84/03/09 MILLER, J R 
Operating Reactors Branch 3 3pp 22613 332 24X 

Flche 30-283,84/03/09,8403130430 


8403200183 Forwards request for addl info re 840214 request concerning 
Cycle 9 operation Response requested within 30 days of ltr 
receipt in order to maintain review schedule W/o end 
MILLER, J R operating Reactors Branch 3 04/03/12 JONES.W C 

Omaha Public Power District lp 22809 28? 24X 

Fiche 30-205, 04/03/12, 0403280 1 83 


0 Inspection reports, IE Bulletins & correspondence 


8403260168 Forwards IE Insp Rept 50-285/03-36 an 031212-14 No 
violations or deviations noted 

GAOLIARDO, J E Region 4, Office of Director 84/01/19 JONES.W C 
Omaha Public Power District 2pp 22757 336 24X 

Flche 30-283,84/01/19,0403260160 


—8403260172 IE Insp Rept 50-205/83-36 on 831212-14 No violations or 
deviations noted Major areas inspected transportation Si 
solid radwaste program, inc luding mgt controls, select! on of 
pac kages, del tvery of packages 6 records Si repts 

HOLLEY, W L , MURRAY, D , JOHNSON, W D Region 4, Office of Director 
04/01/12 Spp 22737 330 24X Flche 30-285,84/01/19,8403260168 


8402210338 Forwards SALP Rept 50-285/83-20 for Sept 1982 - Aug 1983 
Overall performance satisfactory 

COLLINS, J T Region 4, Office of Director 84/02/10 JONEB.W C 
Omaha Public Power District 2pp 22346 238 24X 

Flche 50-283,84/02/10,0402210338 


—8402210343 Forwards SALP Rept 30-205/83-28 for Sept 1982 - Aug 1903 
GAGLIARDO, J E Region 4, Office of Director 03/12/14 
JONES.W C Omaha Public Power District 4pp 22346 240 24X 

Ficho 30-283,84/02/10,0402210339 


— 8402210340 BALP Rept 50-203/03-28 for Sept 1982 - Aug 1983 No 
noncompliance noted Major areas inspected mgt Involvement in 
assuring qual tty, approach to resolution of technical issues 
& responsiveness to NRC initiatives 

JOHNSON, W D , GAGLIARDO, J E Region 4, Office af Director 
03/12/13 42pp 22346 244 24X Fiche 50-205.84/02/10,8402210339 


— 8310060317 Forwards evaluation of LEfts for Sept 19B2 - Aug 1903 Util 
LERs among bast reviewed 

BEYFRIT, K V Reactor Operations Analysis Branch 03/09/28 
SEIDLE.W C Division of fiesidsnt, Reactor Project 4, Engineering 
Programs 4pp 22346.286 24X Fiehs 30-285, 04/02/ 1 0. B402210338 


— 0402210357 Forwards rssponses to SALP Rept 50-2B5/83-28 ALARA program 
under review to improve effectiveness Radwaste coordinator 
position will be created Internal audit program 
strengthened 

JONES.W C Omaha Public power District 84/01/10 GAGLIARDO, J E 
Region 4, Office of Director 12pp 22346 290 24X 

Fiche 50-283,84/02/10,0402210338 
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6402170136 Forward* application for amend to License DPR-40, chang ing 
Tech Spec Sections 1 1.1 3.2 1 1.2 t 2.2 0.2.10 2 It Tables 
1 — 1. 2-2. 3—1 Si 0-5. to eliminate requirement to Inspect fuel 
elements removed from vessel each refueling 

* LeDoeuf, Lamb. Lelby It MacRae * Omaha Public Pouter District 
04/02/14 DENTON. H Office of Nuclear Reactor Regulation. Director 
3pp 22299 146 24X Fiche 30-285. S4 /02/ 1 4, B402 1 701 56 


--04O217O166 Application for amend to License DPR-40, chang ing Tech Spec 
Sections 1 1. 1 3,2 1 1, 2 I 2.2 3. 2 lO 2 & 2 10 4 t< Tables 
1-1. 2-2, 3-1 & 3-5 to eliminate requirements to Inspect 
fuel elements removed from vessel each refusling 
JONES, W C Omaha Public Power District B4/02/09 2pp. 

22299 149 24X Fiche 50-2B3, 84/02/14, 8402 1 701 56 


— 3402 i 70176 Proposed Tech Specs 1 1. 1 3. 2 1 1,3 1 2,2 3,2 10 2 6 Tables 
1-1. 2-2, 3-1 6 3-3. e 1 iminat I ng requirement to Inspect 
fuel elements removed from vessel each refueling 

* Omaha Public Power District 84/02/09 140pp 22299 131. 24X 

Fiche 30-285,04/02/14,0402170186 


0401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits t, Annunciation '* Svc list 
end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response IPost 830103) 64/02/28 Consolidated Edison Co of New 

Tori. Inc tlSpp 22909 239 24X Fiche 30-000,84/02/28,8401190072 


0402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DDT it NRC. “ Svc list end 

GRACE. J N Division of QA. Safeguards 6 Inspection Programs (Pott 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

1 30pp 22532 329 24X Fiche 50-000.64/03/02,8402090007, 


B4Q2Q90008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate 11 Svc list end. 

JDRDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 64/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22333 098 24X Fiche 30-000, 84/03/02, 840209000B 


B402Q90009 IE Info Notice 64-15. "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 0301031 04/03/02 Consolidated Edison Co of New 

York. Inc I19pp 22333 217 24X Fiche 30-000,84/03/02,8402090009 


0402090011 IE Info Notice 34-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp ” Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) B4/03/05 Consolidated Edison Co of New 

York. Inc 1 17pp 22553 336 24X Fiche 30-000,04/03/03,8402090011 


0403120147 Submits tabulation of comparative analysis results of 
unknown liquid sample Results will appear in next 
confirmatory measurements tnsp rept Criteria for comparing 
analytical measurements end 

CAQLIARDQ, J E Region 4, Office of Director 04/03/06 JONES. U C 
Omaha Public Power District 3pp 2230S 254 24X 

Fiche 50-283,64/03/06,0403120147 


B402090024 IE Info Notice 84-09,Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc 113pp. 22635 049. 24X Fiche 50-000,84/03/07,8402090024 


S40209002B IE Info Notice B4-1B, "Stress Corrosion Cracking in PWR 
By s " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Rejponse (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc UBpp 22584 iS6 24X F 1 c he' 30-000, 04/03/07, 8402090028 


6403 i 9003 7 Acfc receipt of B40203 1 tr informing NRC of stops taken to 
correct violations noted in IE Insp Rept 50-203/83-31 
Imp lame n tati on of corrective actions will be reviewed during 
future insp 

GAGLIARDO, J E Region 4, Office of Director 84/03/08 JONES, W C 
Omaha Public Power District ip 22666 123 24X 

Fiche 50-209, B4/03/08. B403J 90037 


— 0403190061 Responds to NRC 840109 Itr re violations noted In IE tnsp 
Rept 50-205/83-31. Cor rec t i ve actions weekly review of 
Tadlation work permits discontinued in fevor of daily, 
weekly, month t y & special surveys of radiological conditions 
JONES, W C Omaha Public Power District 84/02/03 DEN I BE, R P 

Division of Resident, Reactor Project U Engineering Programs 3pp 
22666 129 24 X Fiche 30-285, B4/Q3/0B, B4O3190057 


8403130200 Forwards response to IE Bulletin BO-11, "Masonry Wall 
Design," per 840206 request Damping values of 2'/. for DDE St 
4/ SSE used fur unreinforced masonry walls 

JDNEB, U C Omaha Public Power District 04/03/09 MILLER, J R 
Operating Reactors Branch 3 9 pp 22613 079 24X 

Fiche 50-285,84/03/09,0403130200 


0402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

1 34 pp 22823 094 24X Fiche 30-000,64/03/12,0402090031 


8403190279 Ack receipt of 840214 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-283/83-30 
GAGLIARDO, J E Region 4, Office of Director 04/03/13 JONES, W C 
Omaha Public Power District Ip 22672 029 24X 

Fiche 50-285,84/03/13,8403190279 


--B403190281 Responds to 840123 telcon re violations noted in IE Insp 
Rept 30-285/03-30 Corrective ac t i ons. Eng 1 neer ing Evaluation/ 
Assistance Request FC-84-OS initiated on 040116 to upgrade 
decontamination fac i 1 1 ty, 1 nc ludlng shower, stall U plumbing 
JONES, W C Omaha Publti Power District 84/02/14 DENISE, R P 
Division of Resident, Reactor Project & Engineering Programs 2pp 
22672 030 24X Fiche 50-285,84/03/13,8403190279 


8403270249 Forwards replacement Pages 1,7,8,23,29 6 50 to 1983-1993 
inservice insp program plan dtd 830926 Reasons t< 
justification for changes 6 exemptions listed 

JONES, W C Omaha Public Power District 84/03/19 MILLER, J R 
Operating Reactors Branch 3 2pp 22772 103 24X 

Fiche 50-285,04/03/19,8403270249 


--Q4032702S3 Revised pages to lnservico insp program submitted B30926 
* Omaha Public Power District 04/03/19 6pp 22772 107 24X 

Fiche 50-2B3, 84/03/19, 8403270249 


B40209Q043 IE Info Notice 84-17, "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fichs 30-000,04/03/21,0402090043 


0402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc 1 1st enc 1 

JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Naw 

York, Inc 135pp 22933 001 24X Fiche 30-000,84/03/21,3402090044 


R Periodic operating reports St related correspondence 


8403050135 "Annual Rept for Tech Spec Section 5 9 1 0,1903" S, 
"Semiannual Rept for Tech Spec Section 3 9 4, Jul-Dec 1983. 11 
W/04O3Q 1 Itr 

JONES, W C Omaha Public Power District 03/12/31 200pp 

224B9 172 24 X Fiche 30-285,83/12/31,8403030135 


B4032 00176 Monthly operating rept for Feb 1904 W/B40313 Itr 

MATHEWS. T P , JONES, W C Omaha Public Power District 84/02/29 
DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement tOpp 22699 327 24X Fiche 50-203,84/02/29, 

0403200176 


8 Reportable occurrences. LERs & related correspondence 


0403050124 LED 84-001-00 on 840122, crane supervisor left spent fuel 
pool area while key still in Interlock bypass switch in 
bypassed position, contrary to Tech Spec 2 11(2) Caused by 
personnel error Event discussed u/lndividual W/B40S22 Itr 
RICHARD, A M , JONES, W C Omaha Public Power District 84/02/22, 
3pp 22489 162 24X Fiche 50-205,04/02/22,8403050124 


DOCKET 30-286 INDIAN POINT STATION, UNIT 3 


F Security, medical, emergency & fire protection plans 


B40302017 1 Forwards order confirming util commitments to implement 
requirements of Buppl 1 to NUREG-0737 Order based on 830410 
& 0823 ltrs in response to Generic Ltr 02-33 

VARGA. 8 A Operating Reactors Drench 1 84/02/21 BAYNE, J P 

Power Authority of the State of New York 4pp 22491 091 24X 

Fiche' 50-206, 84/02/2 1 , 0403020171 


— 8403020173 Order confirming licensee B3041B t, 0023 commitments on 
emergency response capab l 1 1 t y, per requirements of Suppl 1 to 
NUREG-0737 «, Generic Ltr 83-33 

EISENHUT.DG Division of Licensing 84/02/21 Power Authority 
of the State of New York 6pp 22491 093 24X 

Fiche 50-286,04/02/21,840 3020171 
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&4030S0332 Advises that NRC will not review emergency plans to delete 
privacy or proprietary info unless specifically requested by 
1 licensee, per 81070*? Generic Ltr 81-27 U/o request, entire 
plan will be placed in PDR 

POLK, P J Operating Reactors Branch 1 84/02/21 BAYNE, J P Power 

Authority of the State of New York 3pp 22492 222 24X 

Fithl 30-286,84/02/21,8403020332 


8403020333 Forwards IE Jnsp Rept 30-286/84-01 on B40109-11 No 
violations noted 

MARTIN, T T Division of Engineering 4 Technical Programs 84/02/21 
BRDNB, J C, Power Authority of the State of New York 2pp 
22439 023 24X Fiche 30-286,84/02/21,8403020333 


— 8403020337 IE Insp Rept 30-286/84-01 on 040109-11 No violations noted 
Major areas inspected public prompt notification sys 
WOJNAS, E J , CROCKER, H W Region i, Office of Director B4/02/17 
Spp, 22439 023 24X Fiche 30-286,84/02/21,8403020333 


0402090006 Board Notification 84-034 forwards R Vollmer 840206 memo to 
0 Eiisnhut re fire research results concerning fires in 
electrical cabinets in control room 

EIBENHUT, D, 0 Division of Licensing 34/02/23 PALLAD1N0 
Commissioners lp 22376 203 24X Fiche 30-000,84/02/23, 

8402090006 


— 8403080316 Recommends that info ra fire research result* concerning 
fires in electrical cabinets in control room be submitted 
for board notification, per NRR Ofc Ltr 19, dtd 021001 Further 
evaluation of test data required 

VOLLMER, R H Division of Engineering B4/02/06 EISENHUT, D 0 
Division of Licensing lOpp 22376 204 24X 

Fiche 30-000,84/02/23,8402090006 


8403090211 Revised emergency plan pr ee edure s, Inc lud i ng Procedures 
IP— 101 1 re offsite monitoring, IP-1021 re radiological 
medical emergency & IP-1063 re vehi c le/equi pment 
radiological check & decontamination W/84030B ltr 
» Power Authority of the State of New York 84/03/03 43pp 
22373' 001 24X Fiche 30-286,84/03/03,8403090211 


8403130162 Forwards remaining fee for review of Rev 8 to physical 
security plan, per 10CFR170 22 Review interpreted as Class II 
fee Remittance paid under protest pending final 
determination of legality of fee schedule 

BAYNE, J P Power Authority of the State of New York 04/03/03 

DIGGS, R M License Fee Management Branch 2pp 22613 214 24X 

Fiche 30-286,84/03/03,8403130162 


0403190243 Notification of B404IB workshop in King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown lnsp & topics described In IE Info Notice 
04-09 Agenda for workshop end. 

HURLEY, T, E, Region 1, Office of Director 84/03/09 O'TOOLE, JD 

Consolidated Edison Co of New York, Inc CAREY, J J Duquesne Light 

Co, MARTIN, T J Public Service Electric 4 Gas Co of New Jersey 
□ Spp 22672 062 24X Fi ch e • 30-000, 84/03/09. 8403190243, 


8403190238 Ack receipt of 840214 ltr informing NRC of steps taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Rept 30-286/81-03 

MARTIN, T T, Diviiion of Engineering & Technical Programs 84/03/13 
BR0N8, J C Power Authority of the State of New York 2pp 
22672 221 24X Fiche 30-286,84/03/13,8403190238 


— 0403190263 Responds to NRC B11119 ltr re violations noted in IE 
Emergency Preparedness Appraisal Rept 50-286/81-03 
Corrective actions post-accident instrumentation 6 sampling 
requirements per NUREO-0737 S< Rsg Guide 1,97 implemented 
BRDNB, J C Power Authority of the State of New York 84/02/14 
MARTIN, T T Diviiion of Engineering & Technical Programs 2pp 
22672 223, 24X Fi Che. 30-286, 84/03/13, 8403190238 


8403190296 Responds to 840208 request for info re emergency operation* 
facility (EOF), specifically preliminary cost estimate far 
upgrade to overall radiation protection factor of five 
Existing EOF meets Suppl 1 to NUREO-0737 requirements 
BAYNE, J P Consolidated Edison Co of New York, Inc 84/03/14 
VARGA, 8, A, Operating Reactors Branch 1 2pp 22674 334 24X 

Fiche 30-286, 84/03/14, B403190296 


H General correspondence 


8403010170 Forwards Resolution 76 authorlxing County participation in 
four-county radiological planning task force & authorlxing 
use of County employees for radiological emergency response 
preparedness Implementation requested W/Certi f icate of Svc 
SEIOERMAN, V K Rockland County, NY 84/02/13 PALLAD INO, N 
Commissioners 3pp 22433 307 24X Fiche 30-247,84/02/13, 

8403010170 


J Insurance & Indemnity information 


8403260197 Forwards Endorsement 48 to NEL1A Policy NF-236, En dorsements 
69 6 72 to NELIA Policy NF-208, End ors emen t 99 to MAELU 
Policy MF-77 t. Endorsement 67 to NELIA Policy NF-230 
GOLDEN, M P Marsh 6 McLennan, Inc 84/03/12 SALT2MAN, J 
Assistant Director for State & Licensee Relations 6pp 22791 033 
24X Fiche 90-000,84/03/12 , 840 3260197 


□ Advisory Committee an Reactor Safeguard* reports U correspondence 


0403090030 Responds to FOIA request for documents re PASNY submittal on 
sys interactions, repts evaluating submittal & list of 
r ap ts/ana lyses from LLL evaluating PASNY sy* interaction 
program Forwards App A documents 

FELTON, J M Division of Rules and Records 83/12/07 SHOLLY, 8 
Union of Concerned Scientists 6pp 22329 098 24X 

Fiche 50-000,83/12/07.8403090020 


--7912090923 Requests comments on 791012 ACRS ltr re sys Interaction 
Plans inhouse meeting for 791119 

8CHWENCER, A Operating Reactors Branch 1 CPre 800428) 79/11/09 

HANAUER, S Assistant Director for Plant Systems ZECH, 0 
Division of Operating Reactors GAMMILL, U Assistant Director for 
Operating Reactor Projects (Pro 791030) lp 22927 146 24X 

Fiche 90-000, 83/12/07, B403090020 


— 8208090297 Provides status rept on NRC evaluation of licenses sys 
interaction study Initial guidance delayed pending further 
cost/benefit analysis Generic program review planned for 
Fall 1982 

GOODWIN, E F Technical Support Branch 82/07/30 FRALEY, R F 
ACRS - Advisory Committee on Reactor Safeguards 2pp 22926 265 
24 X Fiche 90-000,83/12/07,8403090020 


— 0403090034 Discusses 791119 meeting re ACRS ltr on Indian Point 3 sys 
interactions 

SCHWENCER.A Operating Reactors Branch l (Pro 800428) 79/12/09 

EISENHUT, D G Division of Operating Reactors 2pp 22927 147 
24X Fiche 90-000,83/12/07,8403050020 


P Operating license stage documents & correspondence 


8403090017 FOIA request for SECY-78-969, UC I D-19310, "Review of PASNY 
Bys Interaction Study" it records of NRG staff it consultant 
review Df PASNY sys interaction study on Indian Point Unit 
3 

SHOLLY, S C Union of Concerned Scientists 83/10/20 FELTON, J M 
Division of Rules and Records lp 22329 097 24X 

Fiche 90-286,83/10/20.8403090017 


0403090020 Responds to FOIA request for documents re PASNY submittal on 
sys interact ions, rep ts evaluating submittal it list of 
repts/ana 1 y s es from LLL evaluating PASNY sys interaction 
program Forwards App A documents 

FELTON, J M Division of Rules and Records 83/12/07 SHOLLY, B 
Union of Concerned Scientists 6pp 22923 098 24X 

Fiche. 30-000, 83/12/07, 8403090020 


— 8103040048 Discusses NRC requests for licensee sys Interaction studies 
Forwards draft ltr to util documenting past advise & 
requesting meeting date when util can provide definition it 
realistic schedule for sys interaction program 

RUBENSTEIN, L 8 Assistant Director for Core it Containment Systems 
81/02/10 NOVAK, T M Assistant Director for Operating Reactors 
Spp 22927 173 24X Fiche 30-000.83/12/07,8403050020 


— 8104220881 Summary of 810402 meeting w/ut i 1, Ebasco, LLL 1< ONL re status 
of sys interaction study 

ROSS, W J Operating Reactors Branch i 81/04/09 Operating 
Reactors Branch i 4pp 22326 192 24X Fiche 30-000,83/12/07, 
8403030020 


— 8303080290 "Preliminary Investigation of Interconnected Bys 
Interactions for Safety Injection Sys of Indian Point 3 “ 

ALESBQ, H P Lawrence Livermore Laboratory 83/03/04 NRC - No 
Detailed Affiliation Given 33pp 22326 139 24X 

Fiche 30-000,83/12/07,8403030020 


— 83092301 i9 Notification of 030311 meeting u/ONL 4- LLL In Bethesda.MD 
to discuss details of contract scope for application of sys 
Interactions analysis methods to Indian Point 3 
COFFMAN, F NRC - No Detailed Affiliation Given 83/05/03 
THADANI , A Reliability 4 Risk Assessment Branch 23pp 
22926 268 24X Fiche 30-000,83/12/07,8403090020 


— B307290306 Notification of 830809 follow-up meeting w/utll in 
Bethesda,MD to discuss sys Interaction at facility 
POLK.P J Operating Reactors Branch 1 03/07/22 VARGA, S A 

Operating Reactors Branch 1 Spp 22529 248 24X 

Fiche 30-000,83/12/07,8403090020 
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--B3QB040003 Forwards proposed test for 1 tr to PASNY requesting info for 
sy* interaction method o logy studies Timing for receipt of 
documents critical to plan for resolving Unresolved Safety 
Issue A-17 Eipedltad transmittal requested 

TH AD A HI, A C Reliability !< Risk Assessment Branch 63/06/14 
VARGA, S A Opera ting Reactors Branch 1 lp 22525 198 24X 

Fiche 50-000,83/12/07,6403050020 


— B310170712 Identifies info required by LLL from util For contract re 
sys Interaction study covering off normal operating 
procedures tc check-off procedures li lists 

MORRIS, C Reliability h Risk Assessment Branch FIN A-0445 
03/07/29 POLK.P J NRC - No Detailed Affiliation Given 28pp 
22525 327 24* Fiche 50-000, 83/ 12 /07. B403050020 


— B403Q50023 "Dt agrap h-Matr 1 * Application on Indian Point 3 For Sys 
I ntST a c 1 1 on s , " statement of work Related info end 
* NHC - No Detailed Affiliation Given FIN A-0443 B3/12/07 

33pp 22525 111 24X Ftcb* 30-000,83/12/07,8403030020 


— 8403050024 Draft “Evaluation of Indian Point 3 5ys Interaction 
Analysis Program " 

* NHC - Ne Detailed Affiliation Given 02/02/20 7pp 
22525 104 24X Fiche 50-000, B3/12/07, B403050020 


— 8403050025 Informs that listed Individuals mill visit site during wl of 
831017 Svcs requested 5 schedule provided Related info end 
MORRIS, C Division of Systems Integration (post 811005) FIN 
A-0455 03/10/04 CDFrMAN. F 0 Division of Systems Integration 

(post 811005) 21 p p 22526 034 24X Fiche 50-000,83/12/07, 

8403050020 


--8403050027 Notification of 631121-23 site visit to obtain info re sys 
interaction methodology study 

POLK, P J Operating Reactors Branch 1 03/10/31 VARGA, S A 

Operating Reactors Branch 1 2pp 22526 OSS 24X 
Fiche 50-000. B3/12/07. 8403050020 


—8403050027 SYSTEMS INTERACTION EVALUATION PROCEDURE FOR APPLICATION TO 
INDIAN POINT-3 

LIM, J J . ALE550, H P , RICE, T R Laurence Livermore Laboratory 
FIN A-0405 NUREG/CR-2050 Bl/04/30 NRC - No Detailed 
Affiliation Given SOpp 22526 089 24X Fiche 50-0 00,63/12/07, 

8403050020 


— 6403050033 ''Review of PASNY Sys Interaction Study " 

ALE6S0, H P Lawrence Livermore Laboratory KELLY, J E Science 
Applications, Inc Bl/06/15 7pp 22526 196 24X 

Fiche 50-000,83/12/07,8403050020 


— 8403050037 Discusses effect of control sys failures on plant safety 
STOLZ, J F Systems Interaction Branch B0/12/1B 8ystems 
Interaction Branch Ip 22527 1SS 24X Fiche 50-000,83/12/07, 
8403050020 


— 8403050038 "Review of PASNY Sys Interaction Study " 

ALESSQ, H P Laurence Livermore Laboratory UCID-19130 82/03/01 

7pp 22526 256 24X Fiche 50-000, B3/ 1 2/07, 8403050020 


8403080179 Fourth partial response to FOJA request for sn categories 
of documents re facilities Forwards App A documents App a 
document entirely withheld (ref FOIA Eiemption 5) Review of 
addl documents sub j to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, 5 1 
Garvey, Schubert. Adams $• Barer 7pp 22583 226 24X 

Fiche 30-000, 84/02/13, B4030801 79 


8403020064 Notification of Q40423 meeting le/util in Dethesda.MD to 
discuss resolution of outstanding issues re electrical 
equipment environ quail f i cat ion 

POLK. P J Operating Reactors Branch 1 04/02/24 VARGA, S A 

Operating Reactore Branch 1 2pp 22471 174 24X 

Fiche 50-286,84/02/24,8403020064 


B403030041 Notification of 04O3OB meeting ui/uti 1 in Dethesda.MD to 
discuss sys interaction study submittal 

POLK.P J Operating Reactors Branch 1 04/02/24 VARGA, S A 

Operating Reactors Branch I 4pp 22527 324 24X 

Fiche 50-286. 84/02/24, B403050D41 


8403050298 Notification of 040327-29 meetings w/util in Buchana,NY to 
discuss sys interaction study 

POLK.P J Operating Reactors Branch 1 84/02/24 VARGA, S A 

Operating Reactors Branch 1 3pp 22501 264. 24X 

Fiche- 50-236, 84/02/24, 8403030278 


640306004 4 Forwards SER for NUREO-0737, Item 1 1 B 2 2 re plant 
shielding Actions taken or planned for post-accident vital 
area access satisfy requirements of NUREG-0737 
VARGA. B A Operating Reactors Branch I 04/O2/2B BAVNE. J P 
Power Authority of the State of New York 6pp 2252B 318 24X 

Fiche- 50-286, 64/02/20, B403060044 


0403090267 Forwards updated Info re sys interaction study, per util 
B3113D Itr Central control room review concerns resolved 
Twenty connected 4, 417 of 620 unconnected interactions 
closed Specific summary /s tat us tables enc 1 

BAYNE, J P Power Authority of the State of New York 84/03/06 

VARGA, S A Operating Reactors Branch 1 47pp 22572 149 24X 

Fiche 50-286,04/03/06,6403070267 


8403160009 Forwards application for amend to License DPR-64, Chang ing 
Tech Spec Sections 3 13,4 11 b 6 10 re snubber surveillance 
BAYNE, J P Power Authority of the State of New York 84/03/12 

VARGA, 3 A Operating Reactors Branch 1 4pp 22654 325 24X 

Fiche 30-286,64/03/12,8403160009 


— B4031600I7 Application for amend to License DPR-64, Chang ing Tech Spec 
Section 3 13,4 11 8, 6 10 re snubber surveillance 
BAYNE, J P Power Authority of the State of New York B4/03/12 
lp. 32654 327 24X Fiche 50-286.04/03/12,0403160009 


— 8403160021 Proposed Tech Spec Sections 3 13,4 11 It 6 10 ra snubber 
surveillance Bafety evaluation end 

» Power Authority of the State of New York 84/03/12 16pp 
22634 330 24X Fiche 50-286,84/03/12,8403160007 


B402070Q41 Board Notification 84-050 provides Commission policy 
statement 6 proposed rulemaking on environ qual if lcati ona 
EI8ENHUT, D 0 Division of Licensing. 04/03/14 Atomic Safety and 
Licensing Board Panel lOpp 22716 330 24X Fiche 50-000,84/03/14, 

6402090041 


8403270100 Informs that util eipects to complete commitment on 
NllREG-0737, I tern II B 3 re pos t -act ident sampling sys by 
June 1903 

BAYNE, J P Power Authority of the State of New York B4/03/23 

VARGA, 8 A Operating Reactors Branch 1 lp 22806 336 24X 

Fichu 30-286,84/03/23,8403270100 


8403290152 Submits paragraph inadvertently omitted from 831230 Itr 
providing status rept on makeup water resin retention 
1 1 Iter s 

BAYNE. J P Power Authority of the State of New York 84/03/23 

VARGA, 8 A Operating Reactors Branch 1 lp 22803 321 24X 

Fiche 50-286,84/03/23,0403290152 


Q Inspection reports, IE Bulletins 6 correspondence 


8403020353 Forwards IE Insp Rept 30-286/84-01 on 040109-11 No 
violations noted 

MARTIN, T T Division of Engineering 6 Technical Programs 84/02/21 
BRONS, J C Power Authority of the State of New York 2pp 
22439 023 24X Fiche 50-206,04/02/21,8403020353 


— 0403020357 IE Insp Rapt 30-286/84—01 on 840107-11 No violations noted 
Major areas inspected public prompt notification sys 
W0JNA9.E J , CROCKER, H W Region 1, Office of Director 84/02/17 
3pp 22439 025 24X Fiche 50-286,84/02/21,8403020353. 


8401190072 IE Info Notice 84-13, ‘'Potential Deficiency in Motor 
Operated Valve Control Circuits h Annunciation " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness 5, Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc H5pp 22909 239 24X Fiche 50-000,84/02/28,0401190072 


8403150146 Forwards IE Insp Rept 30-286/84-02 on 840116-0215 {< notice 
of violation 

STAR08TECKI, R Division of Project S« Resident Programs B4/03/01 
ERONS, J C Power Authority of the State of New York 2pp 
22643 027 24X Fiche 30-206.04/03/01,0403130146 


— 0403130149 Notice of violation from insp on 840116-0215 

s Region 1, Office of Director 84/03/01 lp 22643 029 24X 

Fiche 50-286.84/03/01,8403150146 


—0403130166 IE Insp Rept 30-286/84-02 on 840116-0215 Violation noted RHf 
sys changes net delineated on sys print or sys checkoff list 
& safety evaluation not performed 

KENNY, T J , RDBSBACH, L W Region 1, Office of Director 
NDRRMOLM.L Division of Engineering & Technical Programs. 

04/02/22 1 3pp 22643 030 24X Fiche 50-206.84/03/01,8403150146 


B4Q2Q90007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT t, NRC " Sve list encl 

GRACE, J N Division of QA. Safeguards It Inspection Programs (Post 
830103) 84/03/02. Consolidated Edison Co of New York, Inc 

1 30pp 22552 329 24X Fi c h e • 50-000, 84/03/02, B402090007. 
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9402070008 IE Info Notice 84-16. "Failure of Automatic Sprinkler 8y* 
Valves to Operate " Svc list end 

JORDAN. E L Division of Emergency Preparedness E< Engineering 
ResportBe (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22953 098 24X FUhe 90-000.84/03/02.8402090008 


B4Q2090009 IE Info Notice 84-13. "Reporting of Radiological Releases 
Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc U9pp 22553 217 24X Fiche 30-000,84/03/02.8402090009 


B40209Q01 1 IE Info Notice 84-17. “Problems U/Liquld Nitrogen Cooling 
Components Belaid Nil Ductility Temp " Bvc list enc 1 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/09 Consolidated Edison Co of New 

York, Inc 117pp 22933 336 24X Fichc 30-000,84/03/09.8402090011 


5402090024 IE Info Notice 84-09. Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Neui 

York. Inc llBpp 22635 049 24X Fiche 30-000.84/03/07,8402090024 


0402090020 IE Info Notice 84-18. "Stress Corrosion Cracking in PWR 
Sys. " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc IlBpp 22384 186 24X Fiche 50-000.84/03/07.8402090028 


8402090031 IE Bulletin 84-02. "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEY0UN8. R C Director's Office. Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York. Inc 

1 34pp 22823' 094, 24X Fiche 50-000,84/03/12,8402090031 


8403190238 Ack receipt of 840214 ltr informing NRC of step* taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Rapt 50-286/81-05 

MARTIN, T T Division of Engineering 6 Technical Program* 84/03/13 
DRONS, J C Power Authority of the State of New York 2pp 
22672 221 24X Fiche 50-286,84/03/13,8403190238 


—0403190265 Respond* to NRC 811119 ltr re violations noted In IE 
Emergency Preparedness Appraisal Rept 30-286/81-09 
Corrective actions post-accident instrumentation 6 sampling 
requirements per NUREQ-0737 6 Reg Guide 1 97 implemented 
BRONS, J C Power Authority of the State of New York 84/02/14 
MARTIN, T T Division of Engineering 6 Technical Programs 2pp 
22672 223 24X Fiche 50-286, B4/03/ 13, 8403190258 


8403300199 Monthly operating rept for Feb 1984 W/040319 ltr 

KELLY. L I BRONS, J C Power Authority of the State of New York 
84/02/29 7pp 22021 075 24X Fiche 30-286.84/02/29,8403300199 


S Reportable occurrences, LERs & related correspondence 


04031 50047 LER 04-001-00 on 040 125. w/reac tor In hot shutdown. code 
safety valve MS-45 on main steam header 34 opened 
momentarily Caused by high differential pressure lifting 
valve Valve Teset 6 tested W/840224 ltr 

OUMBLE.F N . DRONS, J C Power Authority of the State of New York 

84/02/24 MURLEY. T E Region 1. Office of Director 3pp 

22643 138 24 X Fiche 30-286,84/02/24,8403130047 


8403130030 LER 84-003-00 on 040128, automatic safety injection signal 
actuated on high differential steam line pressure Caused 
hy cade safety valve MS-43 on main header 34 lifting 
momentarily Valve reset W/040224 ltr 

OUMBLE.F W , BRONS. J C Power Authority of the State of New York 

04/02/24 MURLEY. T E Region 1, Office of Director 3pp 

22643 143 24X Fiche 30-286,04/02/24,0403130050 


8403210049 LER 04-002-00 on 840128, w/reac tar critical at tero power, 
trip Initiated by Intermediate range nuclear 
instrumentation Caused by blown power supply fuse for 
Channel 32 Fuse replaced W/B40224 ltr 

OUMBLE.F W , BRONS, J C Power Authority of the State of New York 

84/02/24 MURLEY, T E Region 1, Office of Director 3pp 

22705 311 24X Fiche 30-206,84/02/24.8403210049 


8403260233 Forwards summary list of deficiencies Identified per 
10CFR50 33(e), Part 21 6 potential generic ltr repts for 
comments 

STAR08TECKI, R Division of Project 6 Resident Programs 84/02/28 
Region 1, Office of Director 7pp 22736 065 24X 

Fiche 30-000,84/02/28,8403260233 


8403120152 LER 84-004-00 on 840209. reac tor trip actuated on steam 
flow/feed flow mismatch for steam generator 32 Caused by 
loss of both heater drain pumps Associated instrument air 
lines blown down removing condensation W/840307 ltr 
OUMBLE.F U , DRONS, J C Power Authority of the State of New Y|ork 
84/03/07 3pp 22506 178 24X Fiche 50-286, 04/03/07. 94031 20jl 32 

t 

8403260091 LER 84-005-00 on 840220, reac tor trip initiated on steam 
flow/feed flow mismatch on steam generator 32 Caused by 
closure of main feed regulating valve due to failed trip 
solenoid Leads replaced M/840320 ltr 

ANDERSON. J J , DRONS. J C Power Authority of the State of New York 

84/03/20 3pp 22747 341 24X Fiche 50-286, B4/03/20, 8403260091 


8402090043 IE Info Notice 84-19, "Two Event* Involving Unauthori led 
Entries into PWR Reactor Cavities " Svc list end 
JDRDAN, E L Division of Emergency Preparedness & Engineering 
Retponee (Post 830103), 04/03/21 Consolidated Edison Co of New 

York, Inc l23pp, 22B23' 229 24X Fi che 30-000, 84/03/21 , 8402090043 


0402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys ’* Bvc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) B4/03/21 Consolidated Edison Co of New 

Yot k, Inc 133pp 22933' 001 24X Fiche 50-000,84/03/21,0402090044 


B403300175 Forward* response to IE Bulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Miller, Inc " No tubj matls 
provided or used at facility 

BRONS, J C Power Authority of the State of New York, 84/03/21 
MURLEY, T E Region 1, Office of Director 2pp 22820 043 24X 

Fiche’ 50-286, 04/03/21, 8403300173 


0403260237 LER 94-006-00 on 840309, d ur i ng monthly reactor protection 
sys testing. turbine tripped Caused by Inadvertent closure 
of cell switch associated w/reactor trip bypass breaker 
32/BYB Catch realigned W/840320 ltr 

ANDERSON, J J i DRONS. J C Power Authority of the State of New York 
04/03/20 3pp 22733 142 24X Fiche 50-286. 84/03/20. 8403260237 


T Hearing transcripts on non-anti trust matters 


8403160004 Transcript of ACR8 Subcommittees on Reliability 6 PRA tt 
Indian Point Units 2 6 3 840314 meeting in Wash ington, DC 
Pp 1-60 Supporting documentation end 

a ACR8 - Advisory Committee on Reactor Safeguards, 04/03/14 61pp 
22653 289 24X fiche 30-247,84/03/14.8403160004 


V Operator Examinations 


R Periodic operating report* 6 related correspondence 


8403210113 "Summary Rept of Personnel Radiation Exposure by Work tt Job 
Function, 1983 » W/040229 ltr 

BRDN8, J. C Power Authority of the State of New York 03/12/31 
MURLEY, T, E Region 1, Office of Director 2pp 22703 062. 24X 

Fiche ' 30-286, 83/12/31, B4032101 13 


8401200078 Forwards operator licensing axam schedule for FY84-87. in 
response to Generic Ltr 83-40 NRC will be informed of 
changes 

DAYNE, J P Power Authority of the State of New York 84/01/16 
EISENHUT, D 0 Division of Licensing, 4pp 21862 337 24X 

Fiche 30-286,84/01/16,8401200078 


DOCKET 50-207 OCONEE NUCLEAR STATION, UNIT 3 


G403130296 Forwards "Radioactive Effluent 6 Haste Di sposal, Semiannual 
Rapt. Ju 1-Dee 1983 " 

BRDNS.J. C Power Authority of the State of New York 84/02/29 
MURLEY, T. E Region 1, Office of Director lp 22616 094 24X 

F 1 Cha I 50-286, 84/02/29, B403130256 


— 8403 1 304 12 "Radioactive Effluent & Waste Disposal Semiannual Rept. Jul- 
Dec 1983 " 

a Power Authority of the State of New York 83/12/31 54pp 
22616:095 24X Fiche 30-286,04/02/29.8403130256 


F Security, medical, emergency 6 fire protection plan* 


8403090254 Public version of revised crisis mgt plan implementing 
procedures, including Procedures 5 3 4 re scheduling/planning 
support group, 5 3 6 re radiological support group 6 3 3 7 re 
technical support group H/S31107 ltr 6 JM Felton memo 
TUCKER, H B Duke Power Co B3/10/31 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 271pp 22395 055 24X 

Fiche 30-000,03/10/31,8403090254 



SB 
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B403060223 Rev II to crisis mgt plan W/B40224 1 tr & public Info 
pamp h 1 s t 

VAUGHN» T E , TUCKER, H D Duke Power Co 84/02/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 66 pp 22516 109 
24 X FI che 50-000, 04/02/02. 0403060225 


8403160-134 Forwards IE Imp Repts 50-269/B4-04, 50-270/B4-04 6 
50-287/04-04 on 840201-02 No violations or deviations 
Identified 

DANCE, H C Division of Project b Resident Programs 84/02/16 
TUCKER, H D Duke Power Co 2pp 22655 336 24X 

Fiche 30-26?, 04/02/16. 8403160134 


--B40316014 1 IE Imp Repts 50-269/84-04. 50-270/34-04 b 50-207/04-04 on 
840201-02 No violations identified Major areas inspected 
emergency preparedness areas of protective action 
dec i sionmaking 

CLINE, W E Region 2, Office of OiTectnr 34/02/15 4pp 
22655 333 24X Fiche 50-269,04/02/16,3403160134 


0403090222 Forwards Rev 3 to training b goal 1 f 1 cat 1 nn plan Rev 
withheld (ref 10CFR73 211 

TUCKER, H D Duke PouiBr Co 84/02/29 O'REILLY. J P Region 2, 
Office of Director Ip 22575 149 24X Fiche 5O-269.B4/02/29, 
8403090222 


8403160270 Eitends invitation to attend B40316 workshop to discuss 
1 0CFR50, Ap p R requ 1 remen ts b results of recent insp to help 
resolve misunderstanding associated w/r equir ements 
LEWIS, R C Division of Project b Resident Programs 04/O3/p2 
TUCKER, H D Duke Power Co Ip 22660 274 24X 

Fiche 50-000,04/03/02,0403160270 


0403160245 Forwards summary of 040220 meeting w/utll in Atlanta.GA re 
10CFR50 48 b lOCFRSO.App R fire protection application 
Attendance list also enc 1 

LEWIS, R C Division of Project & Resident Programs 04/03/07 
TUCKER, H a Duke Power Co 3pp 22660 312 24X 

Fiche 30-269,04/03/07,0403160245 


0403120119 Advises that B401S6 Rev 11 to physical security plan- 
consistent u/provlsiDns of 10CFR50 54<p> U acceptable 
LEWIS, R C Division of Project St Resident Programs 04/03/08 
TUCKER, H □ Duke Power Co 2pp 2238? 219 24X 

Fiche 50-269, 04/03/00, B4031201 19 


0403290069 Ac k receipt Df 840203 1 tr informing MRC of steps token to 
correct violations noted in IE Insp Repts 30-269/B3-36. 
50-270/83-37 b 30-287/B3-36 Implementation of corrective 
actions will be examined during f-uture Insp 

DANCE, H C Division of Project 6 Resident Pro-grams B4/03/20 
TUCKER, H D Duke Power Co Ip 22007 011 24X 

Fiche 50-269, 84/03/20, B40329Q069 


— -8403290100 IE Insp Repts 50-267/B3-36, 50-270/03-37 b 50-237/03-36 on 
831111-1210 Violation noted failure to follow Maint 
Procedure 270/03-37-01 re quality performed on Reactor 
Coolant Pump HB2 

BRYANT, J Region 2. Office of Director B4/01/09 lOpp 
22807 017 Z4X Fiche 50-269, B4/03/20, B403290069 


0403270209 Forwards Rev 4 to util response to NURE0-D737, Sup p 1 1, 
Including control room review implementation priority 
schedti 1 e 

TUCKER, H B Duke Power Co 04/03/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STGLZ.J F Operating Reactors 
Branch 4 9pp 22772 OB0 24X F l C he • 50-269, 04/03/23, B403270209 


P Operating license stage documents b correspondence 


8403060292 Submits response to NRC request for scheduler info re SER of 
proposed inadequate core cooling ins trumenta 1 1 on Final 
design description will be submitted by 850701 
TUCKER, H B Duke Power Co B4/02/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 8 TOLZ, J F Operating Reactors 
Branch 4 2 pp 22510 124 24X Fiche 50-269.84/02/23,0403060292 


0403150323 Forwards Amends 127.127 b 124 to Licenses DRRI-3B. DPR-47 b 
DPR-53, respectively b safety evaluation Amends revile Tech 
Specs to implement limiting conditions for operation in 
event one startup transformer out of svc 

STDLZ. J F Operating Reactors Branch 4 84/03/02 TUCKER, H B 

Duke Power Co 2pp 22649 274 24X Fiche 50-269.04/03/02. 

0403150320 


—8403150335 Amends 127,127 b 124 tD Licenses DPR-30. DPR-47 b DPR-5S. 
r eop e c t ive ly , revi s 1 ng Tech Specs to implement limiting 
conditions for operation in event on* startup transformer 
out of svc 

STDLZ, J F Operating Reactors Branch 4 04/03/02 21pp 

22649 276 24X Fiche 50-269.04/03/02,0403150323 


— 04031 50344 Safety evaluation supporting Amends 127,127 b 124 to 
Licenses DPR-3B, DPR-47 b DPR-5 5, r esp ec t i ve 1 y 

* Office of Nuclear Reactor Regulation, Director 04/03/02 2pp 
22649 297 24X Fiche 50-269,04/03/02,3403150328 


0- Inspection reports. IE Bulletins b correspondence 


©403070364 Forwards IE Insp Repts 30-269/83-11,50-270/03-11 b 
50-2B7/B3-11 on B30317-2B Enforcement action addressed in 
NRC 830*02 1 tr 

LEWIS, R C Division of Project b Resident Programs 83/06/02 
TUCKER, H B Duke Power Co 2pp 22546 025 24X 

Fiche 50-269,33/06/02,0403070364 


— 0403070369 IE Insp Repts 50-269/83-11,50-270/83-11 b 50-207/83-11 on 
830317-28 Violations noted loss of containment Integrity on 
030317 & 21 b failure to meet requirements of confirmatory 
order dtd 810710 re independent verification 

BRYANT, J I FALCONER, D Region 2, Office of Director 1GNAT0NIS, A 
Division of Project b Resident Programs 03/06/02 lOpp 
22346 027 24X Fiche 50-269,83/06/02,8403070364 


3403160134 Forwards IE Insp Repts 50-269/84-04,50-270/84-04 b 
50-207/84-04 en B40201-02 No violations or deviations 
i denfcif i ed 

DANCE, H C Division of Project b Resident Programs 04/02/16 
TUCKER, H B Duke Power Co 2pp 22655 336 24X 

Fiche 50-269,04/02/16,8403160134 


— 0403160141 IE Insp Repts 30-269/64-04,50-270/84-04 b 50-287/34-04 on 
040201-02 Ho violations identified Major areas inspected 
emergency preparedness areas of protective action 
dec 1 s 1 onmaklng 

CLINE, W E Region 2. Office of Director JENKINS, 0 R Division 
of Emergency Preparedness b Materials Safety B4/02/I5 4pp 
22655 338 24X Fiche 50-269,84/02/16,8403160134 


3400010303 Forwards addl info re 930813 request for relief from 
inservice insp requirements (Hydrostatic) of Section XI of 
ABME Boiler b Pressure Vessel Code Valve 2LPSU-133 cannot be 
closed due to sheared hinge pins 

TUCKER, H D Duke Power Co 04/02/23 DENTON, H R Office Of 
Nuclear Reactor Regulation, Director 8 TOLZ 1 J F Operating Reactors 
Branch 4 2pp 22432 102 24X Fiche 30-269,04/02/23,0403010308 


©401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/02/28 Consolidated Edison Co of New 

York, Inc 113pp 22909 239 24X Fiche 50-000, 04/02/20, B401 190072 


0102090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list enc 1 

GRACE, J N Division of 0A> Safeguards b Inspection Programs (Post 
830103) B4/O3/02 Consolidated Edison Co of New York, Inc 

£30pp 22552 329 24X Fiche 50-000,84/03/02,8402090007 


0402090003 IE Info Notice 84-16, "Failure of Automatic Sprinkler 8 ys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 098 24X Fiche 50-000,84/03/02,3402090000 


0402090009 IE Info Notice 04-15, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22553 217 24X Fiche 30-000,04/03/02,8402090009 


840209001 1 IE Info Notice 04-17, "Problems W/Hquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Bvc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 330103) 84/03/05 Consolidated Edison Co of New 

York, Inc U7pp 22553 336 24X Fiche 50-000,84/03/05,8402090011 


8402090024 IE Info Notice B4-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown 9ys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 330103). 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22635.049 24X Fiche 50-000,84/03/07.8402090024 


0402090023 IE Info Notice 84-18. "Stress Corrosion Cracking in PHR 
Bys " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 330103) 04/03/07 Consolidated Edison Co of New 

York, Inc 1 18p p 22504 186 24X Fiche 50-000,04/03/07,3402090028 
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8402090031 IE Bulletin 04-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list enc 1 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of Neui York. Inc 

134pp 22023094 24X Fiehe 30-000.84/03/12.8402090031 


B403290069 Ac k receipt of 840200 ltr informing NRC of steps token to 
correct violations noted in IE Insp Repts 30-269/03-36. 
50-270/03-37 b 50-887/83-36 Implementation of corrective 
actions will be examined during future insp 

DANCE. H C Division of Project b Resident Programs 04/03/20 
TUCKER. H B Duke Power Co lp 22007 011 24X 

Fiehe 30-269,34/03/20.8403290069 


— 04O329QOB2 Responds to NRC 040109 ltr re violations noted in IE Insp 
Repts 50-269/83-36,50-270/03-37 b 30-207/03-36 Corrective 
actions Unit 2 staging coil locations corrected b seal 
package* on Reactor Coolant Pump 202 replaced 

TUCKER. H D Duke Power Co 04/02/08 O'REILLY, J P Region 2. 
Office of Director 2p p 22007 012 24X Fiehe 50-267,04/03/20. 

8403290069 


— 3403290090 Forwards IE Insp Repts 50-269/83-36,30-270/03-37 b 
30-287/03-36 on 031111-1210 b notice of violation 
DANCE. H C Division of Project b Resident Programs 04/01/09 
TUCKER, H B Duke Power Co 2pp 22807 014 24X 

Fiehe 50-269. 84/03/20, 0403290069 


— B403H90 108 IE Insp Repts 30-269/03-36,50-270/83-37 b 50-207/03-36 on 
031111-1210 Violation noted failure to follow Maint 
Procedure 270/83-37-01 re quality pel formed Dn Reactor 
Coolant Pump 202 

BRYANT, J , FALCONER, D Region 2, Office of Director 

BROWNLEE. V L Division of Project b Resident Programs 04/01/09 

lOpp 22807 017 24X Fiehe 50-269,84/03/20,0403290069 


3402090043 IE Info Notice 04-19. "Two Events Involving Unauthoriied 
Entries Into PUR Reactor Cavities ” Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 0301031 84/03/81 Consolidated Edison Co of New 

York, Inc I23pp 22023 229 24X Flthe 50-000,04/03/21, 0402090043 


3402090044 IE Info Notice 04-20, "Svc Life of Relays in Safety-Related 
8ys “ Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Fiehe 50-000, 04/03/21, B402090044 


R Periodic operating reports b related correspondence 


B4032QQ010 Monthly operating repts for Feb 1904 U/B40315 ltr 
REAVIS, J A , TUCKER, H B Duke Power Co 84/02/29 17pp 
22605 105 24X Fiehe 30-269,04/02/29,8403200010 


V Operator Examinations 


6403030239 Forwards operator licensing exam schedule through CYBS, in 
response to Oenerlc Ltr 83-40 

TUCKER, H B Duke Power Co 04/02/29 E1EENHUT, D 0 Division of 
Licensing 2pp 22561 023 24X Fiehe 50-269, 84/02/29, 04O3OBO239 


DOCKET 50-209 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F Security, medical, emergency b fire protection plans 


04O314OOBQ Public version of temporary change notices to emergency 
plan Implementing proc eduret, Inc lud Ing Procedure 1004 B re 
callout of onsite b offsite duty roster personnel W/ 

JM Felton 840312 release memo 

BRADY, J A , PAULE8, J , GRANGE, 0 J General Public Utilities - GPU 
Bervice Corp. 03/10/27 33pp. 22637 142 24X 

Fiehe, 30-289, 83/10/27. 8403140000 


0402090006 Board Notification 84-034 forwards R Vollmor 040206 memo to 
D Eiienhut re fir* research result* concerning fires in 
electrical cabinets in control room 

EIBENHUT, D 0 Division of Licensing 04/02/23 PallADINQ, 
GILIN9KY. ROBERTS Commissioners lp 22576 203 24X 

Fiehe- 30-000, 84/05/23, 8402090006 


— 0403080316 Recommend* that info re fire research result* concerning 
fires in electrical cabinet* in control room be submitted 
for board notification, per NRR Ofc Ltr 19, dtd 021001 Further 
evaluation of test data required 

VQLLMER, R H Division of Engineering 84/02/06 EISENHUT, D Q 
Division of Licensing lOpp 22376 204 24X 

Fiehe 30-000,04/02/23,8402090006 


0403010347 Forwards status b justification for nine listed NUREG-0737 • 
Reg Guide 1 97 items, per B402S2 request Analysis of safety 
parameter display sys will be submitted by 040430 

HUKILL, H D General Public Utilities - GPU Bervice Corp 04/02/27 
EISENHUT, D G Division of Licensing 21pp 22433 010 24X 

Fiehe 30-209,04/02/27,8403010347 


8403050097 Revised emergency plan implementing procedures, inc lud ing 
Procedure 1004 0 re callout of onsite b offsite duty roster 
personnel b Procedure 1004 21 re emergency repair/ 
operati ons 

« General Public Utilities - GPU Service Corp 04/02/20 17pp 
2240B 067 24X Fiehe 50-289,04/02/20,0403050097 


8403060133 Forwards Rev 19 to security plan Rev restores portions of 
plan wording re TMI-2 security features modified in Revs 17 
b 10 Rev withheld (ref 10CFR73 21) 

HUKILL, H D General Public Utilities - GPU Service Corp 04/02/29 

DENTON. H R Office of Nuclear Reactor Regulation, Director 2pp 

22506 332 24X Fiehe 50-209.04/02/29,0403060133 


8403120166 Revised emergency plan implementing p roc edur es , inr 1 u d 1 ng 
Procedure 1004 36 re warehouse muster, Procedure 1004 4 re 
general emergency b Procedure 1004 3 re site emergency 
* General Public Utilities - CPU Service Corp 84/0-3/01 35pp 
22590 319 24 X Fiehe 50-209,84/03/01,0403120166 


0403120004 Reevaluates response to NUREG-0737, I tem III D 3 4, "-Conttol 
Room Habitability," based on PRA technique for onsite b 
offsite sources App R mods will assure adequate smoke 
detection in control room 

HUKILL. H D General Public Utilities - GPU Service Corp 04/03/02 
BTOLI, J F Operating Reactors Branch 4 2pp 22506 306 24X 

Fiehe 30-239,84/03/02,8403120004 


0403220141 Rev 9 to Procedure 1004 6. "Add) Assistance b Notification ” 
* General Public Utilities - GPU Service Corp 04/03/06 21pp 
32714 200 24X Fiehe 50-209.04/03/06,8403220141 


8403130286 Informs that annual emergency exorcise scheduled for 841003, 
per iOCFRSO. App E requirements Limited participation planned 
by Commonwealth of PA, five risk counties b local 
munic ipa 1 i t i es 

HUKILL, N D General Public Utilities - GPU Service Corp 04/03/00 
Office of Nucloar Reactor Regulation, Director lp 22605 100 
24X Fiehe 30-209,84/03/08,8403130206 


8403190243 Notification of 040418 workshop in King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp b topics described in IE Info Notice 
04-09 Agenda for workshop encl 

MURLEY, T E Region 1, Office of Director 84/03/09 O'TOOLE, J D 

Consolidated Edison Co of New York, Inc COUNSIL.U G Northeast 

Nuclear Energy Co (subs of Northeast Utilities) RHODE. G K 
Niagara Mohawk Power Corp 33pp 22672 062 24X 

Fiehe 50-000,84/03/09,0403190243 


8403270315 Advises that emergency plan. documented in NUREO-0746, 
"Emergency Preparedness Evaluation for TMI-l" b Suppl 1, 

NUREG-0737, Item III A 2 1, complete for facility 
9T0LZ.J F Operating Reactors Branch 4 04/03/09 HUKILL, H D 

General Public Utilities - GPU Service Corp 5pp 227B9 241 24X 

Fiehe 50-209.04/03/09,8403270315 


8403270232 Revised emergency plan Implementing procedures, lnd ud ing Rev 
10 to Procedure 1004 6. "Add! Assistance b Notification" b 
Rev 4 to Procedure 1004 6, "Offsite Emergency Response 
Direc tory " 

GIANGI.G J General Public Utilities - OPU Service Corp 04/03/20 
22pp 22771 354 24X Fiehe 50-289. B4/03/20, 0403270232 


8403300303 Notification of 040327 meeting w/util In Bethesda.MD to 
discuss detailed control room design review items relative 
to requirements of NUREG-0737, Supp 1 1 

SILVER, H Operating Reactors Assessment Branch, 04/03/20 
STOLZ.J F Operating Reactors Branch 4 2pp 22044 307 24X 

Fiehe 30-209,04/03/20,8403300303 


0403290005 Inquires as to whether NRC plans to take any action to 
correct deficiencies in emergency preparedness for facility 
identified by FEMA Details of NRC position requested 
WEISS, E R Harmon b Weiss 04/03/22 9TC1LZ, J F Operating 
Reactors Branch 4 lp 22003 201 24X Fiehe 30-2B9, 04/03/22, 

8403290005 
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0 Ad jud 1 c a tory correspondence 


B403010009 Request* substitution of Attachment I to 840206 filing w/ 
u nr 1 & corrects statement re insp DC licensee produced 
docuoien t s. Original Attachment I should be t e turned 
CHURCHILL., B U Sham, Pittman, Pott* 6 Trowbridge CHURCH ILL, B U 
Metropolitan Edison Co 84/02/13 WOLFE, S J , HETRICK, D L , 

LAMB. J C Atomic Safety and Licensing Board Panel 6pp 22435 221 
24 X Fiche 30-209.04/02/13,0403010009 


9403060084 Forwards listed uneipurgated ref documents I, Topical dept 
003. Rev 3 W/o end W/*vc list Belated correspondence 
CHURCHILL, B W Shaw, Pittman, Potts U Trowbridge CHURCH ILL, B W 
Metropolitan Edison Co 84/03/01 DOROSHOW. J , BRADFORD, L Three 
Mill Island Alert 2pp 22316 339 24X Flche 30-299,04/03/01, 

8403060084 


8403060192 Memorandum t< order denying TMI Alert B4Q123 motion for 
order compelling discovery U granting licensee 940206 
motion for protective order 

WOLFE, S J Atomic Safety and Licensing Board Panel B4/03/02 
Three Kile Island Alert 9pp 22518 330 24X Fiche 30-209, 

94/03/02, 0403060182 


9403060243 Protective order that licensee shall not be compelled to 
respond to mterVenor, TMI Alert Document Request 22 set 
forth in 931230 request for production of documents 
WOLFE, S J Atomic Safety and Licensing Board Panel 04/03/02 
Metropolitan Edison Co 9pp 22513 101 24X Fiche 50-299,04/03/02, 

8403060243 


8403070025 Notice forwarding Info, re recent resolution of proceeding 
in which Met Ed was charged w/crimina! activity re primary 
coolant leak rate testing Certificate of Svc encl Related 
correspondence 

BLAKE, E L Metropolitan Edison Co BLAKE, E L Shaw. Pittman, Potts 
J, Trowbridge 04/03/02 63pp 22540 043 24X 

Fiche 50-289, 94/03/02, B403070025 


8403070233 Informs parties that Commissioner Bernthal will tour 
facility on 040309 Notification of representative* of 
parties wishing to attend must be made no later than 840309 
• Comm i s s toner s 84/03/06 Ip 2294 1 300 24X 

Fiche 50-289.84/03/06,9403070233 


9403080105 Errata for licensee motion far summary disposition of each 
of TMI Alert & Joint Intervener contention Certificate of 
Svc encl 

TROWBRIDGE, 0 F Metropolitan Edison Co TROWBRIDOE.G F Shaui, 
Pittman, Potts 6 Trowbridge 94/03/06 Atomic Safety and 

Licensing Board Panel 4pp 22559 178 24X Fiche 50-269,04/03/06, 

9403080105 


8403090129 Notice forwarding transcript of 840220 6 29 proceedings 6 
B40301 order by US District Court for Middle District of 
State of PA re resolution of leak rate test Related 
e orresp ondenc e 

BLAKE. E L Metropolitan Edison Cd B4/03/07 Atomic Safety and 
Licensing Board Panel 89pp 22576 009 24X Fiche 50-299, 94/03/07, 

8403090129 


9403130013 Motion for reconsideration of ALAB-697 in view of new info 
re emergency planning for farmers ASLAB grossly erred in 
considering matter of emergency planning far farmers 
resolved Certificate of Svc encl 

AAMDDT, N O . AAMODT.MM Aamodts 04/03/07 Atomic Safety and 

Licensing Appeal Panel 33pp 22615 128 24X Fiche 50-209, 

94/03/07, 9403130013 


0403140111 Act receipt of Joint Intervenors 840227 motion to file 
response to licensee second set -of interrogatories out of 
time Motion viewed discovery between Joint intervenors 6 
licensee Staff does not intend to file brief on merits 
WAGNER. M E Hearing Branch 4 84/03/07 WSLFE.S J , LAMB, J C 

HETRICK. D L Atomic Safety and Licensing Board Panel Ip 
22423 339 24X Fiche 30-299, 84/03/07, 04031 40 1 1 i 


9403130443 Forwards i upp 1 entente I affidavit of FS Oiacobie clarifying 
B402S3 affidavit Related correspondence 

CHURCHILL, D W Shaw. Pittman, Potts I> Trowbridge CHUHCH ILL, B W 
Metrapol 1 tan Edison Co 94/03/09 WOLFE, S J , LAMB, J 0 , 

HETRICK, 0 L Atomic Safety and Licensing Board Panel Ip 
22613 172 24X Fiche 50-299,04/03/00.8403130443 


--B4Q3130451 Supplemental affidavit of FS Qiac obbe, < lar if y ing misleading 
statement in 940233 affidavit 

OIACDUBE, F S Metropolitan Edison Co B4/O3/07 3pp 22613 1 73 
24 X Fiche- 30-289.04/03/08, 8403130443 


B403130065 Motion for extention of time until 840330 to respond to 
licensee 6 NRC motions for summary disposition Certificate 
of Bvc encl Related correspondence 

DDROSHOW.J Three Mile Island Alert 84/03/10 Atomic Safety and 
Licensing Board Panel 5p p 22602 118 24X Fiche 50-289.84/03/10, 

0403130065 


8403160013 Responds to RC DeYoung 840306 ltr re emergency info 
pamphlet on farm evacuation plans Suggestion that author 
initiate 6 negotiate plan# u/Commonweal th of PA 
unaceup table 

LEE, J ' Affl 1 iatl on Not Assi gned 84/03/12 PALLADINO, 0 1LINSKY, 

A6SELST I NE Comm 1 *s 1 oner s 3pp 22652 359 24X 

Fiche 30-289, 04/03/12, 0403160015 


8403210137 Comments on need to resolve mg t integrity issue prior to NSC 
restart decision 

QOODLINQ, B House of Rep 94/03/12 UDALL, M K House of Rep , 
Interior U Insular Affair* 2pp 22707 251 24X 

Fiche 50-299, 94/03/12, 840321013', 


B403200035 Forward* W Washington 040313 memo detailing contacts w/ 
Bradford on 840217 W Washington conscientious efforts to 
arrange to obtain documents promised t, ordered by A8LU did 
not amount to harassment Related correspondence 

TROWBRIDGE, G F Shaw, Pittman. Potts fc Trowbridge TROWBRIDGE, 0 F 
Metropolitan Edison Co 04/03/14 DDROSHOW.J Three Mile Island 
Alert Upp 22698 296 24X Fiche 50-289,84/03/14,8403200059 


8403160007 Second supplemental answer tD TMI Alert first set of 
interrogatories 6 request for production of documents 
C omputer printout list of documents requested encl Staff 
objects to Production Request 2 Certificate of Svc encl 
WAGNER. M E Hearing Branch 4 84/03/13 23pp 22655.174 24X 

Fiche. 30-209, 94/03/13, 0403160007 


8403160032 Responds to 831206 ltr re Commission consi dera t ion of 
applicant request for Commission approval of restart Final 
decision will he made in near future 

PALLADINO, N J Commissioners 04/03/13 UDALL, M K House of Rep . 
Interior fc Insular Affairs 2pp 22655 141 24X 

Fiche 30-299,84/03/15,8403160032 


8403190197 Forwards supplemental affidavit of CE McCracken & CS WU re 
clarification tq 040224 affidavit in support of staff motion 
for summary disposition of TMI Alert Contention 1 d 
WAGNER, M E Hear Ing Branch 4 94/03/15 WOLFE, 8 J, LAMB, J C, 

HETHICKiD L Atomic Safety and Licensing Board Panel lp 
22670 337 24X Fiche 50-209, B4/03/ 1 5, 8403 1 901 87 


— B40319O189 Supplemental affidavit of CE McCracken t, PC Wu clarifying 
Paragraph 9 of 640224 affidavit in support of staff motion 
for summary disposition of TMI Alert Contention 1 d 
MCCRACKEN. C E , WU. P C Division of Engineering 94/03/14 2pp 
22670 339 24X Fiche 30-309,84/03/13,9403190197 


8403200066 Forward® licensee status rept on required actions from 
Feb 19a3 BETA rapt, interofc memo re shift monitor program & 
press release announcing change in Nuclear Safety 6 
Compliance Committee 

BAUSER. D B Bhatu. Pittman, Pott* & Trowbridge BAUSER, D B 
Metropolitan Edison Co 84/03/15 EDLES, G J , BUCK, J H , KOHL.C N 
Atomic Safety and Licensing Appeal Panel 61pp 226B3 033 24X 

Fiche 30-209,84/03/15,94032000*6 


8403200120 Response supporting TMI Alert motion for extension of time 
until 840330 for filing response to licensee & NRC motion* 
far summary disposition Certificate of Svc encl Related 
correspondence 

TROWBRIDGE, 0 F Metropolitan Edison Co TROWBRIDOE.G F. Shaw, 
Pittman, Potts t< Trowbridge B4/03/15 Atomic Safety and 

Licensing Board Panel Spp 22699 176 24X Fiche 50-289,84/03/15, 

9403200120 


8403200191 Responds to B3120B *■ IB ltrs re possibility of restart 
decision prior to further evidentiary hearings on mgt 
competence U integrity ASLAB decision will be considered by 
Commiss ion upon 1 ssuance 

PALLADI NO, N J Commissioner* 64/03/19 SPECTER, A Senate 2pp 
22690.003 24 X Fiche 30-289,94/03/19,0403200191 


— 0403200193 Forwards revised addl views of Commissioner Hernthal per 
Commission 840127 memorandum re tentative views *, plans for 
resolution of mgt integrity issues prior to restart 
CLEMENTS, W L Office of the Secretary of the Commission 
94/02/13 Office of the Eiecutlve Legal Director. 4pp 
22699 020 24X Fiche 50-289.64/03/19,0403200191 
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— — 04Q32OQ19Q Responds to 040124 ltr I- 631216 position statement re 
funding of cleanup prerequisite for restart Commission 
does not have legal authority to condition restart of TMl-i 
on funding solution for cleanup of TM1-2 
P ALL AD I NO, N j Commissioners 04/03/19 THORNBURGH. fl 
P*nn lylvani*, Commonwealth of< 3pp 32693 024 S4X 
Fiche S0-ae9i 84/03/19. 0403200191 


3403200200 Conastti on rept that Commission recommended authorization 
to operate at 23X power w/commencement as early as Jan 19B4 
Author! ia t i on contradicts previous Commission assurances 
Evi den tier y hearings recommended 

SPECTER, A Senate 93/12/03 PALLADINQ, N J Commissioners lp 
22690' 027 24 X Fich* 50-209,04/03/19.3403200191 


■0403200203 Refund* to 031117 ltr re resoluti on of mgt competence Kt 
integrity Issues prior to restart Questions about competence 
l> integrity will be adequately resolved prior to restart 
decision 

PLAINE,H H. Office of the General Counsel 93/11/23 SPECTER, A 
Seriate. 2p p 22693 023 24X Fiche 30-239,04/03/19,3403200191 


— 6403200211 Advises Commission to hold necessary hearings to resolve 
outstanding issues discussed at 831216 hearing 

SPECTER, A Senate 03/12/18 PALLADINOiN Commissioners 2pp 
22690-030. 24X Fich# 30-209,04/03/19,8403200191 


8403210014 UCB brief on Commission B40127 review of issues decided in 
ALAB-729 Si ALAh-744 History of proceeding shows successive 
narrowing of issues until all unresolvabfe issue* excluded 
M/Csrii f icato e>f Bvc 

WEIBS. E. R. Union of Concerned Scientists 04/03/19 44pp 
22706' 283. 2-4X Fiche 50-209, 84/03/19, B403210Q14 


6403210024 Brief re Commission review of specific design issues in 
ALAB-729, Car t i f icate of Svc «nci 

OOLDBERO, J R Hearing Branch 2 RAW80N, R J Hearing Branch 4 
04/03/19, Commissioners 47pp 22706 000 24 X 

Fiche' 30-209. 04/03/19,0403210024 


8403210193 Brief on review of ALAB-729 it ALAB-744 Commission review 
area* should be affirmed 

BAXTER, T. A Metropolitan Edison Co BAXTER, T A Shaw, Pittman, 
Potts Si Trowbridge DsB 020 84/03/19 Commissioners 60pp 

22710,001. 24X Fiche 50-SS9, B4/03/19, 840321 0193 


0403220242 Response to both licenses S< staff motion for summery 
disposition of Joint Intervsnars contentions t< motion to 
•Jtay hearing. Cerfcif icets of Svc enc 1 

AAMODTi N 0 Aemodts LEE, J Joint Petitioners - TWI 84/03/19 
Atomic Safety And Licensing Board Panel 9pp. 22719 040, 24X 

Fiche. 80-289, 04/03/19, 0403220242 


(1403210169 Response supporting licensee B40224 motion for summary 
disposition of each of TMI Alert fc Joint Intervener* 
content ions. Motion establishes that no genuine issues of 
fact be litigated. 

WAGNER. M E. Hearing Branch 4 DSD 015 84/03/20. Atomic Safety 

and Licensing Beard Panel 6pp 22710 348, 24X 

Fiche, 30-209, 04/03/20. B403210169 


—0403210173 Affidavit of CE McCracken h PC Wu in response to licensee 
motion for summary disposition of Joint Intervenors 
Contention 5. Certificate of Svc end 

MCCRACKEN, C e. , HU, P C Division of Engineering 84/03/14 9pp 
22710' 334 24X Fiche' 50-239, 84/03/20, 8403210169 


8403810173 Forwards HD Hukiil 840222 St 27 )trs r* emergency feedwater 
ays flaw instrumentation S, NURE0-0737 selective item status, 
respectively, svc list encl 

BAXTERiT.A. Shaw, Pittman, Potts t. Trowbridge BAXTER, T A 
Metropolitan Edison Co DSD 005 04/03/20 CHILK, S, J Office of 

the Secretary of the Commission. 27pp, 22710 106 24X 

Fiche: 30-269, 04/03/20, 8403210175 


0403210167 Forwards H Hukiil 840307 ltr to JF Stoll re reviews of 
tsachlnt performance, abl 1 Ity t, attitude of DD In 1903 & 

Rft Clark 040220 ltr to RC Deyoung responding to 840203 
notice of violation Certificate of Svc encl. 

DAUBER, D. Q Shaw, Pittman, Potts J< Trowbridga BAUSER.D B 
Metropolitan Edison Co DBB 004 04/03/20 EDLEB.G J , BUCK, J H > 

KOHI-iC.N. Atomic Safety end Licensing Appeal panel 35pp. 
22710:209 24X Fiche; 50-209, 84/03/20, 8403210167 


0403260302 Inquires re intended plan to take action on FEMA identified 
deficiencies in aisergsncy preparsdnsts. 

HE 1 98, E. R Harmon fc Wsiss WEISS, E. R, Three Mile Island Alsrt 
000 099 04/03/22 8T0LZ,J F. Opsrating Reactors Branch 4 lp 

22740:142. 24* Fiche 50-299,84/03/22.6403260362 


8403270300 Informs that staff does not Intend to respond to Aemodt 
840307 motion for reconsideration of ALAB-697 un]ei s 
requested by A5LA0 » 

QRAY. J R Hearing Branch 4 DSD 137 04/03/22 EDLES, O J ' 

QUARLES, L R , BUCK, J H Atomic Safety and Licensing Appeal Panel 

Ip 22709 034 34 X Fiche 50-239, B4/03/22, B403270300 


8403270304 Response to TMI Alert B40310 motion for extensions of time 
until 040330 to respond to licensee S< staff motions For 
summary disposition Staff does not object to notion 
Certificate of Svc encl Related correspondence 

WAGNER, M E Hearing Branch 4 DSB 136 84/03/22 Atomic Safety 

and Licensing Board Panel Opp 227B9 029 24X 

Fiche 50-289,84/03/22,3403270304 


8403260332 Order granting Joint Intervenors 840227 motion to file out 
of time response to licensee second set of interrogatories 
Served on 840326 

WOLFE- S J Atomic Safety and Licensing Board Panel DSB 089 
84/03/23 Joint Petitioners - TMI lp 22760 161 24X 

Fiche 50-209,84/03/23,8403260332 


8403260337 Order granting extension of time until 340330 to respond to 
licensee L staff motions For summary disposition Served on 
340326 

WOLFE, 8 J Atomic Safety and Licensing Board Panel osb OSB 
04/03/23 Three Mile Island Alert lp 22760 1 64 24X 

Fiche 50-289, B4/03/23, 0403260337 


8403260345 Response apposing Aamodt 040303 motion for reconsideration 
of ALAB-697 Motion advances no arguments not previously 
presented Certificate of Svc enc] 

ZAHLER, R C Metropolitan Edison Co ZAHLER, R E Shaw, Pittman, 
Potts Si Trowbridge DSB 095 84/03/23 Atomic Safety and 

Licensing Appeal Panel 6pp 22760 184 24X Fiche 50-289/84/03/23. 

0403260343 


8403290386 Amended response to UCS 040120 petition to show cause re 
emergency feedwater sys Amend necessary to reflect factual 
developments which have occurred since 840224 re licensee 
response Certificate of Svc encl 

BAXTER,! A General Public Utilities - GPU Service Corp 

BAXTER, T A Shaw, Pittman, Potts ii Trowbridge DSB 195 84/03/26 

Office of Nuclear Reactor Regulation, Director 24pp 22814 259 
24X Fiche 50-209.04/03/26,8403290386 


8403280343 Memorandum h Order CL1-84-3 on relevance of Board 
Notification 83-47 issues In proceeding Issues do not 
warrant reopening record Separate views of Commissioner 
Qliinsky sncl 

CHILK, S J Office of the Secretary of the Commission DSB 131 
84/03/20 1 Sp p 22787 101 24X Fiche 50-209,54/03/28,84 03280343 


0403280352 Notifies that Commissioner Bernthal will tour plant on 
040406 Served on 04O32B 

* Commissioners DSB 159 04/03/28 lp 23787 172 24X 

Fiche 50-289,84/03/28,8403200352 


8403300259 Notice of change in svc list Certificate of Svc encl 
WEISS, E R Harmon J. Weiss DSB 211 84/03/30 3pp 22824-071 

24X Fiche 30-209,84/03/30,0403300259 


H General correspondence 


8403160291 Expresses appreciation for receipt of missing page from 
Board Notification 84-002A E Blake admission of telling 
cliants not to rept significant amployment test rev to NRC 
is important item to investigate as part of mgt competency. 

LEWIS, M 1 Lewis, M 84/02/12 STOLZiJ F NRC - No Detailed 
Affiliation Civen 2pp 22660 143, 24X Fiche 50-289,84/02/12. 

8403160291, 


8403060220 Urges NRC to grant Immediate approval for restart of 
undamaged reactor 

IhLERiR, Affiliation Not Assigned 04/02/29 NRC - No Detailed 
Affiliation Given lp 22513 177 24X Fiche 50-289,84/02/29, 

0403060220 


B4O313OO20 Urges NRC to put facility back in operation 

BHANCEY,R E Affiliation Not Assigned B4/03/03 NRC - No 
Detailed Affiliation Given 2pp 32615 303 24X 

Fiche 50-289, B4/03/03, 8403130028 


8403210141 Requests deletion of RC Arnold, former president of 
General Public Utils, from NRC mailings 

* General Public Utilities - QPU Service Corp 64/03/16 NRC - 

No Detailed Affiliation Given 2pp 22707 280 24* 

Fiche 30-289, B4/03/16, 8403210141 
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B403230001 Submits rev to distribution list i forwards personnel & 
title changes made to mailing labels 

HUKILL, H D General Public Utilities - GPU Service Corp 04/03/20 

DENTON. H H Office of Nuclear Reactor Regulation. Director Spp 

22726 330 24 X Flche 30-269.04/03/20,0403230001 


B40327O146 Requests Label 217037007114 for CW Smg th. 1 id eni 1 n g manager, 
be changed on NRC distribution of documents 6 
correspondence Rev to enc 1 1 1st ». mar k ed to reflect 
personnel 6 title changes for Util emp 1 ogee », a 1 so requested 
HUKILL, H D General Public Utilities - GPU Service Corp 84/03/20 
SCHAEFFER. C NRC - No Detailed Affiliation Given 6pp 22770 013 
24X Flche 50-209. B4/03/20, 8403270146 


J Insurance & Indemnity Information 


0403200010 Forwards Endorsements 72 8. 73 to NEL1A Polity NF-220 h 
Endorsements 62 &« 63 to MAELU Policy MF-73 

GERETY.H F General Public Utilities - GPU Service Corp 84/03/22 
SALTZMAN. J Office of Nuclear Reactor Regulation. Director Spp 
22777 074 24X Fiche 50-209. 84/03/22. 8403280010 


P Operating license stage documents & correspondence 


04O3O1OO1O FQIA request for documents re TMI-l Restart Issues Task 
Force to be placed in PDR 

BHQLLY, 5 C Union of Concerned Scientists B3/12/1S FELTON. JM 
Division of Rules and Records Ip. 22446 056 24X 

Flche 50-289, B3/13/12, 0403010010 


840301001 4 Partial response to FOIA request for documents re TMI-l 
Restart Issues Task Force Forwards documents listed on app 
Info also available in PDR 

FELTON, J M Division of Rules and Records 84/01/03 SHDLLY. B C 
Union of Concerned Scientists 2pp 22446 057 24X 

Flche 50-209,84/01/03,0403010014 


— S305110034 Informs that reevaluaticn of Cycle 3 reload application, 
has Identified two issues re nonconservative cladding 
swelling ft rupture models 6 TAFY/TACO penalty proposed by 
DScU that shoud be resolved prior to restart 

RUBEN STEIN, L S Assistant Director for Core t> Plant Systems 
83/03/02 LAINAS. G C Assistant Director for Operating Reactors 
3pp 22446212 24X Fiche 50-209, B4/01 /03, 840301001 4 


— B403010030 Assigns recipients to TMI-l Restart Issues Task Force to 
verify that NRC requirements for restart correctly 
Identified U facility treated similar to all operating 
plants for other NRC requirements 

E18ENHUT. D 0 Division of Licensing STAROSTECKI, R Division of 
Project Z. Resident Programs 83/04/13 JACOBS, R Region 1. 
Office of Director VANVL1ET.J . DJIANN1, D Division of 
Licensing ip 22446 059 24X Fiche 50-289. B4/01 /03. B4030100 1 4 


— B403010023 Responds te 830419 memo t, forwards "Rept of TMI-l Restart 
Issues Task Force Members " Meeting requested to respond 
to questions 

WILLIAMS, M H TMI-l Restart Issues Task Force 83/04/29 
EISENHUT, D 0 Division of Licensing STAROSTECKIi R Division of 
Project It Resident Programs Ip 22446 060 24X 

Flche 50-289.84/01/03, B4030 1001 4 


— B403010030 "Rept of TMI-l Restart Issues Task Force Members " 
WILLIAMS, M , VAN VL1ET, J , YOUNG, F TMI-l Restart Issues Task 
Force 03/04/29 130pp 22446 061 24X Flche 50-209,04/01/03. 

8403010014 


—8403010036 List of generic 1 trs from 1978-1983 Related info end 
* NRC - No Detailed Affiliation Given 84/01/03 27pp, 

22446 247 24X Fiche 30-289,84/01/03,8403010014 


— B403010043 Forwards input to B30429 TMI-l Restart Issues Task Force 
rspt Info derived from ASLB partial initial decisions In 
restart proceedings Related info end 

GOLDBERG, J R Office of the Executive Legal Director B4/01/03 

WILLIAMS, M Division of Licensing 19pp 22446 074 24X 

FI the; 30-289,04/01/03, 8403010014 


8403020392 FOIA request for Chllk 821019 memo to Dtreks re post- 
accident sampling sys (NURE0-0737, Item ri B 3> to be placed 
In PDR 

PEDRO, J NU3 Corp 84/01/26 Division Df Rules and Records Ip 
22491 2B5 24X Fiche 50-289,84/01/26,8403020392 


0403080393 Forwards DL Jensen B30517 ltr to N Palladino n DOJ 
Investigation of TMJ Document subj to Voigt 830526 FOIA 
request t 830919 appeal Document should be placed in PDR 
SWEENEY, M Office of the General Counsel 84/01/27 POOL, M J NRC 
- No Detailed Affiliation Given lp 22567 354 24X 

Fiche - 50-289. B4/Q1/B7, 0403080393 


— 8403000425 Respond* to 030411 ltr re TMI-l restart & DOJ Investigation 
Into allegations re mgt competence Investigation being 
pursued diligently but will not be completed by requested 
date 

JENSEN. D L Justice. Dept of 83/05/17 PALLADINO, N J 

Commissioners 4p p 22367 355 24X Flche 50-289,84/01/27. 

B4030B0393 


B403070053 Responds to 031214 ltr suggesting Commission refuse to 
restart Unit 1 until funding far Unit 2 cleanup In place 
Commission does not believe that Unit 1 restart 6 Unit 2 
cleanup should be tied together 

PALLADINO, N J Commissioners 04/02/00 MORRIS, A E Advisory 
Council for Decontamination of TMI Unit 2 ip 22563 198 24X 

Fiche 50-289.04/02/08,8403070053 


8403020169 Forwards table indicating review 4, insp status of TMI-l 
restart certification items Current schodule calls for 
completion of all items not requiring hot functional testing 
by June 1904 

8T0LZ.J F Operating Reactors Branch 4 04/02/15 HUKILL. H D 

General Public Utilities - GPU Service Corp 33pp 22491 101 24X 

Flche 30-209,64/02/15,8403020169 


8403020399 Responds to FOIA request for Chilk B21019 memo to Dlrcks 
re SEC Y-82-3B4 concerning status of TMI-l NUREG-0737 Items 
Forwards document Document also available In PDR 

FELTON, J M Division of Rule# and Records 84/02/15 PEDRO, J NU8 
Corp lp 22491 2B6 24X Flche 50-209,84/02/15,0403020395 


8403060222 Forwards application for amend to License DPR-50, chang Ing 
Tech 8pecs to incorporate functional test program for 
reactor coolant pump snubbers to develop seal replacement 
program for hydraulic snubbers 

HUKILL. H D General Public Utilities - GPU Service Corp B4/02/17 

STOLZ, J F Operating Reactors Branch 4 lp 22516 064 24X 

Ficha 30-209,84/02/17,8403060222 


— 0403060229 Application for amend to License DPR-50. chang ing Tech Specs 
to incorporate functional test program for reactor coolant 
pump snubbers 6 to develop seal replacement program for 
hydraulic snubbers Certificate of Svc enel 
HUKILL, H D General Public Utilities - GPU Service Corp 
84/02/17 2pp 22516 065 24X Ficho 50-209.84/02/17.8403060222 


--B403060236 Proposed Tech Spec changes re functional test program for 
reactor coolant pump snubbers S< seal replacement program for 
hy dTaul lc snubbers 

» General Public Utilities - GPU Service Corp 84/02/17 14pp 
22316 066 24 X Fiche 50-209,84/02/17,8403060222 


3403060476 Requests expected response date for each TMJ action item 
listed In end within 10 days 

EISENHUT, D G Division of Licensing 04/02/21 HUKILL, H D 
General Public Utilities - GPU Service Corp 5pp 22552 320 24X 

Fiche 50-289,84/02/21,8403060476 


8403010516 Summary of 840130-31 meetings u/uttl at site in Dauphin 
County, PA re status, schedule 6 scope of implementation of 
selected NUREG-0737 action items Agenda & vlewgraphs 
enc 1 

VAN VLIET.J Operating Reactors Branch 4 B4/02/22 Operating 

Reactors Branch 4 130pp 22443 303 24X Fi che, 50-299, 04/02/22, 

0403010516 


8403060473 Requests expected completion dates for NUREG-0737 Items it 
justification for proposed schedule for items that will not 
be completed by June 1984 by 840227 

EISENHUT, DO Division of Licensing 04/02/22 HUKILL, H D 
General Public Utilities - GPU Service Corp 4pp 22552,325 24X 

Ficho 90-289.04/02/22, B40306O473 


8403120310 Forwards, for review. revi sod draft package of conditions 
from TMI-l restart proceedings for incorporation into OL 
Meeting proposed for Mar 1904 at TMI-l site to receive 
required addl info h dlituss comments on license conditions. 

STOLZ. J F Operating Reactors Branch 4 04/02/22 HUKILL. H D 

General Public Utilities - GPU Service Corp 14pp 22615 306 24X 

Flche 30-209.04/02/22,0403120310 


8403020418 Notlflcatlpn of 840309 meeting w/utll in Midd letoun, PA to 
diecuss draft package of license conditions assembled by NRC 
from TMI-l restart proceeding decisions *< forwarded to util 
by 840222 ltr 

VAN VUET.J Operating Reactors Branch 4 04/02/24 STOLZ, J F. 

Operating Reactors Branch 4 3pp 22491 276 24X 

Flche. 50-209,84/02/24, 8403020410 
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0403060478 Notification of B4030B meeting w/util in Bethesda.MD to 
discuss resolution of environ quel i flea t ion deficiencies 
noted in Franklin Research Ctr technical evaluation rept & 
compliance W/10CFR50 40 

VAN VLIET, V operating Reactors Branch 4 84/02/28 STOLZ, J F 

Operating Reactors Branch 4 2pp 22349 321 24X 

Flche 30-289,84/02/28.0403060472 


B403060160 Forwards results of chemical analysis techniques performed 
on «td test matrix solution as required by NUREG-0737. Aeti on 
Item II B 3, per util B31122 ltr Response to Criterion 10 of 
draft BER complete 

HUKILL, H D Oeneral Public Utilities - QPU Service CDrp B4/02/29 
8T0LZ.J F Operating Reactors Branch 4 3pp 22316 263 24X 

Fichs 30-289,84/02/29,8403060160 


B403O60 1 39 Forwards check to satisfy cost of 840126 OL Change Request 
133 

HUKILL, H D Oeneral Public Utilities - OPU Service Carp 84/03/01 
BTOLZ, J F Office of Nuclear Reactor Regulation, Director lp 
22316 361 24 X Fiche 30-289, B4/03/01, B403060139 


0403060233 Forwards design info, instrument accuracy b response times to 
assist in post-implementation review of containment water 
level monitoring (NURE0-0737, 1 tern II F D.per 830719 
request 

HUKILL, H 0 Oeneral Public Utilities - GPU Bsrvlce Corp 84/03/01 
STOLZ, J F Operating Reactors Branch 4 6pp 22517 317 24X 

Fiche 30-2B9, 84/03/01, 0403060233 


0403000039 Lists planned submittal dates for eight action items, per 
040221 request 

HUKICL, H D Oeneral Public Utilities - GPU Service Corp 84/03/02 
EISENHUT, D 0 Division of Licensing 2pp 22339 197 24X 

Fichs 30-209,84/03/02,8403080039 


8403120004 Reevaluate* response to NURE0-0737, Item III D 3 4, "Control 
Room Habitability," based on PRA technique for onsite b 
offsite sources App R mods will assure adequate smoke 
detection In control room 

HUKILL, H D Oeneral Public Utilities - GPU Service Corp 84/03/02 
STOLZ, J F Operating Reactors Branch 4 2pp 223B6 306 24X 

Flch S' 30-289, B4/03/02, 8403120004 


8403090123 Forward* list of draft license condition* considered 
complete, per 840222 request Conditions should be deleted 
Draft License Condition D 4 should specify Level 1 PRA b 
should be submitted by 840630 

HUKILL, H D General Public Utilities - QPU Service Corp. 84/03/03 
BTULTZ, J F Operating Reactors Branch 4 2pp 22376 061 24X 

Flch* 30-289,84/03/03,8403090125 


8403220107 Forwards safety evaluation re TMI Item II K 2 17, 
"Potential for Voiding In RC8 During Transients 11 Safety 
evaluation documenting completion of Item encl 

STOLZ, J F Operating Reactor* Branch 4 84/03/03 HUKILL, H D 

General Public Utilities - GPU Service Corp 4pp 22723.288 24X 

Flche 30-289,84/03/03,8403220107 


0403120036 Advises that 840303 ltr re draft license conditions 
contained incorrect date Correct completion date for Level 1 
PRA Is 060630. 

HUKILL, H D Oeneral Public Utilities - GPU Service Corp 04/03/06 

BTOLZ, J F Operating Reactors Branch 4 lp. 22586 281. 24X 
Fiche 30-209, B4/03/O6, 0403120036 


8403160006 Forwards summary of revised RM-A3 b RM-G23 alarm setpoints 
to determine if setpoints could be lowered 

HUKILL, H D, General Public Utilities - GPU Bervic* Corp 04/03/12 
QERUSKY, T Pennsylvania, Commonwealth of, 2pp. 22634320 24X 

Flche 30-289,84/03/12,0403160006 


'0403160022 Forward* summary of condensor offgas radiation monitor 
ret ponies to once- through steam generator leakage 
HUKILL, H D General Public Utilities - GPU Service Corp 
04/03/12 BTOLZ, J F Operating Reactor* Branch 4 3pp 
22694,322 24X Flche. 80-289, 84/03/12, 8403160006 


B403160024 Forward* summary of condensor offgas radiation monitor 
responses to once-through steam generator leakage 

HUKILL, H D General public Utilities - GPU Service Corp 84/03/12 
STOLZ, J F Operating Reactors Branch 4 3pp, 22633 333 24X 

Fiche 30-289, B4/03/ 12 , 8403160024 


8402090041 Board Notification 84-030: provides Commission policy 
statement b proposed rulemaking on environ qual 1 f 1 cations 
EISENHUT, D G Division of Licensing. 84/03/14. Atomic Bafety and 
Licensing Board Penal lOpp 24X Flche 30-000,84/03/14,0402090041 


8403200099 Forwards schedule for implementation of activities for 
Control of heavy loads, per NRC requests re NUREG-0612 Cask 
pit gate listing lugs will be modified by 841013 v 

HUKILL, H D General Public Utilities - GPU Service Corp 84/03/13 
EISENHUT, 0 G Division of Licensing 3pp 226B3 313 24X 

Flche 50-289,84/03/13,8403200099 


8403210014 UCS brief on Commission S40127 review -of issues decided in 
A LAB-729 b ALAO-744 History of proceeding shows successive 
narrowing of Issues until all unre solvable issues excluded 
W/Certi f lcate of Svc 

WEISS, E R Union of Concerned Scientists B4/03/19 44pp 
22706 203 24 X Fiche 30-289, B4/03/ 19, 84032 10014 


8403230040 Responds to NuREG-0737, Item II D 1 re Teliet b safety valve 
testing, per 840215 ltr Facility adequately represented hy 
EPRI valve tests Precaution of 1,000 psig overly 
conservative 

HUKILL. H D General Public Utilities - GPU Service Corp 84/03/20 

STOLZ, J F Operating Reactors Branch 4 lp 22724 331 24X 

Fiche. 30-289, 04/03/20,8403230040 


8403230033 Notifies of assurances obtained from Design Data Labs re 
Independent training auditor Lab meets requirements for 
independent auditor 

HUKILL, H D General Public Utilities - GPU ServicB Corp 84/03/20 
STOLZ, J F Operating Reactors Branch 4 2pp 22724 360 24X 

Fiche 30-289,84/03/20,8403230053 


Q Inspection reports, IE Bulletins b correspondence 


8403080400 FOIA request for repls of Insp carried out under Condition 2 
of Nuclear Energy Liability policies for facilities 
CAL50YAS, C D Af f i Hat 1 on Not As s i gned 04/02/07 Region 3, 

Office of Director 4pp 22567 341 24X Fiche 30-000,04/02/07, 

8403000400 


0403020169 Forwards table indicating review b Insp status of TMI-l 
restart certification items Current schedule calls for 
completion of all 1 terns not requiring hot functional testing 
by June 1984 

STOLZ, J F Operating Reactors Branch 4 84/02/13 HUKILL, H D 

Oeneral Public Utilities - GPU Service Corp 33pp 22491 101 24X 

Flche 30-289,84/02/15,8403020169 


B4030702B2 Forwards IE Insp Rept 50-289/03-32 on 83 1 1 01-B401 1 2 No 
violations noted 

8TAR08TECKI, R Division of Project b Resident Programs, 84/02/21 
HUKILL, H D General Public Utilities - GPU Service Corp 4pp 
22347 079 24X Fiche 30-289,84/02/21.0403070282 


—0403070287 IE Insp Rept 30-289/83-32 on 831 101-B4O1 12 No violations 
noted Major areas inspected actions on previous insp 
find Ings, p lent operations Hong-term shutdown I . Tech Spec 
surveillance test program b update to NUREQ-0680, Supp 1 4 
YOUNG, F , BAUNACK, W , CONTE, H Region l, Office of Director 
84/02/06 13pp 22347 083 24X Flche 30-209,84/02/21,0403070282 


8403080419 Responds to FOIA request for repts of Insp carried out under 
Condition 2 to Nuclear Energy Liability policies for 
facilities NRC does not have repts 

FELTON, J M Division of Rules and Records 84/02/22 CALBOYA8, C D 

Affiliation Not Assigned lp 22367 343 24X 

Flche 30-000,84/02/22,8403000419 


8403010363 EN-B4-003 on B40229, notice of violation b proposed 
imposition of civil penalties to be issued In amount of 
*40,000 Action based on five violations re open containment 
Isolation valves 

CRAIG. J , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 84/02/24 2pp 22433 013 24X Flche 50-269,04/02/24, 

8403010363 


8403090244 Responds to IE Bulletin 03-08, "Electrical Circuit Breakers 
W/Undervoltage Trip Feature in Use in Safety-Related 
Applications Cither Than Reactor Trip Sy* " No safety-related 
applications of breakers identified at facility 

HUKILL, H D Oeneral Public Utilities - GPU Service Corp. 04/02/27 
MURLEY. T E Region l> Office of Director lp 22372:226 24X 

Flche 30-209,04/02/27,8403090244 


8401190072 IE Info Notice 84-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits b Annunciation." Svc list 
one 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc 113pp 22909 239 24X FI c h e 50-000, 04/02/26. 04011 90072 


0403080403 Discusses IE insp on 830824-1003 b forwards notice of 
Violation b proposed imposition of civil penalty 

MURLEY, T E Region 1, Office of Director B4/02/29 CLARK, F R 
Oeneral Public Utilities - GPU Service Corp 4pp 22581 332 S4X 
Flche 30-209,84/02/29, 04O3OBO4O3 
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— 0003080407 notice of violation & proposed Imposition of civil penalty 
in amount of *40. 000 Violations noted written safety 
procedures not properly Implemented h unidentified primary 
sys leakrate not classified as unusual event 
HURLEY, T E Region 1, Office of Director 04702/2? 6pp 
23301 336 24X Flche 30-289, B4/02/29, 8403000403 


0402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs Py DOT t< NHC " Svc list encl 

GRACE . J N Division of GA, Safeguards 5 Inspection Program (Post 
030103) 04/03/02 Consolidated Edison Co of New York, Inc 

1 30pp 22332 329 24X Flche 30 -000, 84/03/02, 8402090007 


0403090005 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response (Post B30103) 04/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22333 C<?5 24X Flche 50-000.04/03/02,8402090008 


B4Q809QQ09 IE Info Notice B4-13, '’Reporting of Radiological Releases " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York. Inc ll9pp 22553217 24X Fiche 50-000.84/03/02.0402090009 


0402090011 IE info Notice 04-17. "Problems W/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp “ Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 330103) 84/03/03 Consolidated Edison Co of New 

York. Inc !l7pp 22353 336 24X Fiche 50-000.04/03/05,0402090011 


5402090024 IE Info Notice B4-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Fast S30I03) 84/03/07 Consolidated Edison Co of New 

York, Inc I10PP 22635 049 24X Flche 30-000,04/03/07, 0402090024 


0402090020 IE Info Notice 84-18, '‘Stress Corrosion Cracking in PWR 
Sys " Syc list encl 

JORDAN, E L Division of Emergency Preparedness 4c Engineering 
Response (Post S30ID3) 04/03/07 Consolidated Edison Co of New 

York, Inc JI8pp 22584 156 24X Fiche 30-000,04/03/07,8402090028 


8402070031 IE Bulletin B4-02, "Failures of CE Type HFA Relays In Use In 
Class IE Eafety Sys " Svc list encl 

OEYOUNQ.R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

I34pp 22023094 24X Flche 50-000,04/03/12,5402090031 


0403290 1 56 Forwards IE Insp Rept 50-289/03-34 on 531212-30 Wo 
violations observed 

MARTIN, T T Division of Engineering It Technical Programs 84/03/13 

HUKILLiH D General Public Utilities - GPU Service Corp 2pp 

22503305 24X Ftche 50-239,84/03/13,8403290166 


— 0403290 1 71 IE In»p Rept 50-259/83-34 on 831212-30 No violations 
identified Major areas inspected open items in areas of 
one e- through steam generator repair, RCS requal if i cat! on, 

PDRV, LEfts & test procedure review 

GRAY, E H , VITO, 0 , WEN, P Region 1, Office of Director 

04/02/16 60pp 22603 307 24X Fiche 50-239,84/03/13,0403290106 


0403210157 Forward* H Huk il 1 040307 1 tr to JF Stolt re review* of 
teaching per f ormanc e, abl I i ty & attitude of DD in 1903 U 
RR Clark B4022B ItT to RC Deyoung responding to 940203 
notice of violation Certificate of Svc encl 

HAUSER, D D Shau), Pittman, Potts £, Trowbridge DAl/SER , D B 
Metropolitan Edison Co DSB 004 84/03/20 EDLEB. 0 J i BUCK, J H , 

KOHL, C N Atomic Safety and Licensing Appeal Panel 39pp 
22710 2B7 24 X Fiche 30-287,84/03/20,0403210187 


5402070043 IE Info Notice S4-17, “Tiuci Events Involving Unauthoriied 
Entries Into PUR Reactor Cavities " Svc list encl 
JORDAN’S L Division of Emergency Preparedness 8< Engineering 
Response (Fast 8301031. 04/03/21. Consolidated Edison Co of New 

York, Inc I23pp 22023 229 24X Fiche 50-000,84/03/21,8402090043 


0402090044 IE Info Notice 04-20, "Bve Life of Relays In Safety-Related 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc i33pp 22733 0D1 24X Fiche 30-000. B4/03/2I , B402090044 


eports U related correspondence 


onnel exposure data, aircraft movement 
rport.leak reduction program 
safety valve challenges for 

1 1 1 1 1 e s - GPU Service Corp B3/12/31 
if Director 9pp. 2263? 342 24X 

11 


040 3200 065 Monthly operating rept for Feb 1984 W/040313 1 tr 

SMYTH, C W , HUK ILL, H D General Public Utilities - GPU Service Corp 
84/02/29 MCDONALD, W C Office of Resource Management, Director 
6pp 22655 096 24X Fiche 50-289.84/02/29,8403200068 


6403210076 Forwards "Number of Personnel l< Man Rems by Work S, Job 
Function, CY53 1 ' ti "Aircraft Movements at Harrisburg Inti 
Airport, CYB3 " 

HUH ILL. H, D General Public Utilities - GPU Service Corp 54/03/01 
HURLEY. T E Region 1, Office of Director 2pp 22705 077 24X 

Fiche 50-209,64/03/01,0403210076 


--84O331OO02 "Number of Personnel & Man Rems by Work t< Job Function, 
CY83 ** 

» General Public Utilities - GPU Bervlco Corp 83/12/31 2pp 
22705 079 24X Fiche 50-259,84/03/01,8403210076 


— 8403210008 "Aircraft Movements at Harrisburg Inti Airport, CY83 " 
« General Public Utilities - GPU Service Corp 03/12/31 Spp 
22703 051 24 X Fiche 50-259,04/03/01,8403210076 


8403310138 Forwards personnel exposure rept for 1983, Including total 
count of personnel monitored i< number of personnel In each 
whale body exposure range 

HUKILL. H D General Public Utilities - GPU Service Corp 04/03/01 

HURLEY. T E Region 1, Office of Director Ip 22707 008 24X 

Fiche 50-209,84/03/01,8403210130 


--0403210146 Personnel exposure rept for 1983 

a Qsneral Public Utilities - GPU Service Corp B3/12/31 2pp 
22707 059 34X Fiche 50-289,84/03/01,0403210135 


B. Reportable occurrences, LERs t, related correspondence 


0403300074 PN3-1-84-003 on 540324, male phoned Jersey Central Power 
*, Light Customer Svc Ctr U notified that FFA will start 
demolishing plants Oyster Creek implemented emergency 
contingency plan S< TMI Increased security awareness^ 

MADDEN, W , JOYNER, J Region I, Office of Director 04/03/26 ip 
22022 O0B 24 X Flche 50-000,84/03/26,8403300074 


T Hearing transcripts on non-antl trust matters 


B4Q31S0349 Transcript of 840215 public meeting In Mldd 1 a t own, PA to 
receive comments on draft suppl to programmatic E18 Pp 
I -101 

* Commissioners B4/02/1S 102pp 22649 110 24X 

Fiche 50-269,84/02/13,8403150349 


B403050073 Transcript of 840301 telephone conference In B»thesda,MD re 
steam generator repair Pp 100-195 

« Atomic Bafety and Licensing Board Panel 84/03/01 19pp 
22490 045 24X Flche 30-289,84/03/01,8403030073 


8403200133 Forwards documents For inclusion in Chairman 840223 
testimony before Senate Subcommittee an Nuclear Regulation, 
Committee on Environ l< Public Works 

* Office of Congressional Affairs 84/03/05 Record Services 
Branch (Document Control Desk) Ip 22809’ 294 24X 

Fiche 50-289,84/03/08,0403200153 


— 0403250160 Statement of JK Asselstlne on 840223 re Commiiilon authority 
to Issue temporary OL, review of NRC NSHC determination 
pertaining to steam generator repairs at TMI-1 It licensing 
reform legislation 

A86EL6TINE. J K Commissioners 84/02/23 Spp 22009 308 24X 

Fiche 30-289,54/03/06,8403280133 


6403270333 Transcript of Commission 040323 affirmation/discussion l< 
vote in Washington, DC re request for denial of renewal of 
Seabrook Unit 2 CP & SECY-B4-48 concerning review of ALAB- 
724 in matter of Met Ed Pp 1-3 

• Commissioners 64/03/23 6pp 22787*336 24X 

Fiche 30—000, B4/03/23, 0403270333 


U Congress 1 onal /Ex ecu tive correspondence 


0402220291 Responds to 831209 ltr In opposition to restart until all 
outst an ding Issues resolved 

PALLADIND, N J Commissioners 04/01/31 HEINZ, J 8«nate lp 
22384 306 24X Fiche 50-209,84/01/31,8402220291, 


— 0403090003 Responds to 831212 ltr expressing concern re protracted time 
period for resolving TMI-i restart Issue Notice to parties 
issued on 840127 encl W/o encl 

PALCADINO. N J Commissioners 84/01/31 KOLTER , J P, House of 
Rep. lp. 22584 3 0 5 24X Fiche 30-289.04/01/31,8402220891 
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— 04O3O9OOO4 Responds to 831312 1 tr expressing concern ro protracted time 
period for revolving TMJ-1 restart issue Notice to parties 
Issued on 840127 end W/o end 

PALLADINO.N J Commissioners B4/01/31 MURPHY. A J House of 
Rep Ip 22684 307 24X Flche 30-289, 84/01 /3I . B402220291 


— 0403090006 Responds to 831212 ltr expressing concern re protracted time 
period for resolving TMI-1 restart issue Notice to parties 
issued on 840127 end W/o end 

PALLADINO.N J Commissioners 84/01/31 MURTHA.U P House of 
Rep lp 22684 308 24X Piche 30-889.84/01/31,8402220291 


--B40309Q007 Responds to 831212 ltr expressing concern re protracted time 
period for resolving TMI-1 restart issue Notice tD parties 
Issued on 840127 end W/o end 

PALLADINO.N J Commissioners 84/01/31 CLINGER.W F House of 
Rep lp 22684 309 24X Flche 50-289, 64/01 /3 1 r 0402220291 


— 0403090008 Responds to 831212 ltr expressing concern re protracted time 
period for resolving TMI-1 restart Issue Notice to parties 
issued on 840127 end W/o end 

PALLADINO.N J Commissioners 84/01/31 GAYDOS, J M, House of 
Rep Ip 22584 310 24X Flche 30-289,84/01/31.8402220291 


— 0403090009 Responds to 831212 ltr expressing concern re protracted time 
period for resolving TMI-1 restart Issue Notice to parties 
issued on 840127 end W/o end 

PALLAOINO, N J Commissioners 84/01/31 RITTER, D House of Rep 
lp. 22504 311 24X Flche 50-289,64/01/31,8402220291 


— 8403090010 Responds to 831212 ltr expressing concern re protracted time 
period for resolving TMI-1 restart issue Notice to parties 
issued on 840127 end W/o end 

PALLADINO.N J Commissioners 84/01/31 HARRISON, F House of 
Rep. lp 22584 312 24X Flche 30-289,84/01/31,8402220291 


— B403Q90013 Expresses concern re protracted time period for resolution 
of issues surrounding TMI-1 restart Commission should place 
primary emphasis on ability of util mgt to operate plant 

s* fa 1 y 

QAYDOS, U M , KOLTER, J P , MURPHY, A J House of Rep 83/12/12 
PALLADINO.N , OILLINSKY, V , ROBERTS, T Commissioners, 2pp 
22594 331 24X Fiche 50-289,84/01/31,8403220291 


— 0403090011 Expresses concern re protracted time period for resolution 
of issues surrounding TMI-1 restart Commission should place 
primary emphasis on ability of util mgt to operate plant 
safe ly 

HARRISON, F House of Rep 83/12/13 PALLADINO.N , G1LINSKY, V 
RDEETHTS, T Commissioners. 2pp 22384 329 24X 

Fiche 30-289,84/01/31,8402220291 


8403070033 Responds to 831214 ltr suggesting Commission refuse to 
restart Unit 1 until funding for Unit 2 cleanup in place 
Commission does not believe that Unit 1 restart 4 < Unit 2 
cleanup should be tied together 

PALLADINO.N J Commissioners. 84/02/00 MORRIS, A E Advisory 
Council for Decontamination of TMI Unit 2. lp 22363 198 24X 

Flche. 30-2B9, 04/02/08, 0403070033 


— 8403070060 Responds to 831213 ltr re criminal Indictment of Met Ed t, 
cleanup of Unit 2 Commission does not believe delaying 
restart would accelerate Unit 2 cleanup Unit 1 restart & 

Unit 2 cleanup should not be tied together 

PALLADINO.N J Commissioners 84/02/08 MORRIS, A E. House of 
Rsp. lp 22563.199 24X Flche 50-289,84/02/08,8403070033 


— B403Q70069 Responds to 831207 ltr urging Commission not to authorize 
restart of Unit 1 Commission views on restart set forth In 
end 840127 notice to parties Commission does not believe 
Unit 1 restart t> Unit 2 cleanup related 

PALLADINO.N J Commissioners 84/02/08 GEKAS , 0 W House of 
Rep lp 22363 200 24X Fiche 30-289, B4/02/0B, 0403070033 


— 9403070073 Urges Commission not to accept recommendation to restart 
Unit 1 In light of mgt Integrity review & criminal 
proceedings & slow pace of Unit 2 cleanup 
OEKAS. 0 W. House of Rep B3/12/07. PALLADINO, N, J 
Commissioners lp 22363 217 24X Fi Che’ 30-289, 84/02/00, 

0403070033. 


— 3403070076 Advises of convictions re Unit 1 restart. Due to criminal 
indictments S, belief that Unit 1 revenue should go directly 
toward Unit 2 c leanup. recommends against restart 

WALKER, R. 0 House of Rep. 83/12/13 PALLADINO.N , A9BEL8TINE, J 
BERNTHAL, F. Comml i> loners lp 22363 218 24X 

Fleh S' 30-289, 84/02/08, 8403070033 


8402220296 Act receipt of B40131 reaffirmation of Commission 840127 
decision re restart Further elaboration of decision basis 
requested. 

HEINZ, J Senate. 84/02/14 PALLADINO.N J Commissioners lp 
22336:360. 24X Fiche 30-209,84/02/14,8402220288 


— 8402320303 Submits opposition to further consideration of restart 
until all outstanding issues resolved 

HEINZ, J Senate 83/12/09 PALLADINO.N Copml ss 1 oner s lp 

22336 362 24X Fiche 50-289,84/02/14,8402220200 


8403200191 Responds to 831200 & 18 ItT5 re possibility of restart 
decision prior to further evidentiary hearings on mgt 
competence 6 integrity ASLAB decision will be considered by 
Commission upon Issuance 

PALLADINB.N J Commissioners 84/03/19 SPECTER, A Senate 2pp 
22690 003 24X Fiche 30-289,84/03/19,8403200191 


— 8403200200 Comments on rept that Commission recommended authorization 
to operate at 23/ power u,/ commencement as early as Jan 19B4 
Authorization contradicts previous Commission assurances 
Evidentiary hearings recommended 

SPECTER. A Senate 83/12/08 PALLADINO.N J Commissioners lp 
22698 027 24X Flche 30-809.84/03/19,8403200191 


— 8403200203 Responds to 831117 ltr re resolution of mgt competence 6 
Integrity issues prior to restart Questions about competence 
& integrity will be adequately resolved prior to restart 
decision 

PLAINE, H H Office of the General Counsel 03/11/23 SPECTER, A 
Senate 2pp 22698 028 24X Flche 30-209. 84/03/19, 8403200191 


— 0403200211 Advises Commission to hold necessary hearings to resolve 
outstanding issues discussed at 831216 hearing 

8PECTER, A Senate 83/12/18 PALLADINO.N Commissioners 2pp 
22698 030 24X Fiche 30-209,84/03/19,8403200191 


V Operator Examinations 


8403120016 Submits list of dates on which individual DO teaching 
ability, attitude 6 willingness to cooperate monitored DD no 
longer licensed operator 6 no longer training licensed 
operators or trainees 

HUKILL, H D General Public Utilities - GPU Service Corp 84/03/07 

8T0LZ.J F Operating Reactors Branch 4 lp 22SS6 263 H4X 

Fiche 50-289,84/03/07,8403120016 


DOCKET 90-293 PILGRIM NUCLEAR POWER STATION. UNIT t 


F Security, medical, emergency & fire protection plans 


0403060034 Advises that NRC will not review emergency plans to delete 
privacy or proprietary info unless specifically requested by 
licensee, per 810709 Generic Ltr 81-27 W/o request, entire 
plan will be placed in PDR 

VASSALLO, D D operating Reactors Branch 2 84/02/10 

HARRINGTON, W D Boston Edison Co 2pp 22328 331 24X 

Flche 30-293 , 04 /02 / 1 0, 8403060034 


8403120305 Responds to 830720 petition requesting that NRC take 
Immediate action to remedy alleged serious deficiencies 
In offsite emergency response plans Request denied In part, 
based on end interim Director's Decision 84-03 
DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 84/02/27 ERNST, M 0 Massachusetts Public Interest 

Research Group 2pp 22619 101 24X Flche 50-293,84/02/27, 

8403120305 


— 8403120308 Interim Director's Decision DD-84-5 denying in part, 
Massachusetts PIRG 830730 2 206 peti t ion, reques ting NRC 
action to remedy allegation* re deficiencies in offsite 
emergency response plans 

DEYOUNG. R C Director's office. Office of Inspection and 
Enforcement B4/02/27 31pp 22619 103 24X 

Flche 30-293,04/02/27,8403120303 


— 8403120311 Notice of Issuance of Director's Decision DD-84-5 re 830720 
2 206 petition re deficient emergency response plans 
DEYDUNQiR C Director's Office, Office of Inspection and 
Enforcement B4/02/27 2pp 22619 134 24X 

Flche 30-293,84/02/27,8403120303 


— 8402020093 Requests further review of issue re evacuation time 
estimate. per NRC/FEMA 801104 M8U Evaluation of potential 
bottlenecks to evacuation of plume emergency planning zone 
identified In 8ER (NUREQ-0022. Bupp 1 3), requested 
JORDAN. E L Division of Emergency Preparedness A Engineering 
Response (Post 030103) 84/01/20 KR1MM, R W Federal Emergency 

Management Agency 2pp 22619 136 24X Fiche 30-293.84/02/27, 

B403I 20303 


8403140240 Responds to 840112 ltr submitting current status of facility 
safeguards info protection sys Sys in accordance 
w/provlsions of 10CFR73 21 A acceptable 
VASSALLO, D D Operating Reactors Branch 2 84/02/27 

HARRINGTON, W D Boston Edison Co 3pp 22636 340 24X 

Flche 90-293. B4/02/27, 840314024B 
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8403090147 Clarifies NRC 631102 safety evaluation for IOCFR30,App R, 
Items III C 3 Sr III L re number of fuses to be removed if 
fire occurs In cable spreading room of control room Correct 
number of fuses Is 12, not sli 

HARRINGTON, If D Boston Edison, Co 84/03/05 VASSALLO. D B 
Operating Reactors Branch 2 ip 22375 12B 24X 

Fiche S 0-293, 84/03/05, 84 03090 1 47 


B403130259 Forwards Rev 6 to security force training Jr qualification 
plan re consolidation of similar crucial task s, changes in 
conformance to physical changes to facility A verbiage mods 
Rev withheld (ref 10CFR2 790 A 73 21) 

HARRINGTON, U D Boston Edison Co 39/03/03 HURLEY, T E Region 1, 
Office of Director Ip 22607 137 24X Fiche 30-293,84/03/09, 

3403130253 


3403300232 Forwards staff comments on detailed control room design 
review program plan, per NDRE0-O737. Supp 1 1 Some areas of 
plan require further description 

VASSALLO, D 0 Operating Reactors Branch 2 64/03/06 

HARRINGTON, U D Dos ton Edison Co IBpp 2BB4 4 264 24* 

Fiche 50-293. B4/O3/06, B40 3300232 


B4031S001S Informs that FEMA will transmit, on or before 340402, propose 1 
re further review of issues concerning evacuation time 
estimates for p opula 1 1 on. i nc 1 ud 1 ng work program, estimate of 
resources A schedule for completion of major components 
KRJMM.R W Federal Emergency Management Agency 84/03/09 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) Ip 22640 330 24X Fiche 50-293,84/03/09. 

B40315Q018 


B403150177 Forwards Rev 1 pages to 820625 App R res pone e, con ta ini ng 
fire protection analyses A reccmmendat i ans for facility 
W/slx nvarsiie drawings Aperture cards are available in POR 
HARRINQTON, W D Boston Edison Co 84/03/0? VASSALLO, D D 
Operating Reactors Drench 2 62pp 22643 299 24X 

Fiche 30-293, B4/03/09, 0403 150177 


B403190243 Notification of B4041B workshop in King of Prussia, PA to 
discuss lessons learned From recent App R fire protection 
safe shutdown inep A topics described In IE Info Notice 
84-09 Agenda for workshop end 

HURLEY, T E Region 1, Office of Director 84/03/09 □ 'TOOLE, J D 

Consolidated Edison Co of New York, Inc CQUN3IL.W 0 Northeast 

Nuclear Energy Co Csubs of Northeast Utilities) RHDDE, G K. 
Niagara Mohawk Power Carp 35pp 22672 062 24X 

Fiche 50-000-84/03/09.8403190243 


0403200098 Forwards final esercise rept prepared by FEMA for 830629 
joint exercise of state Sc local rad 1 ologl cal emergency 
preparedness plans 

MARTIN, T T Division of Engineering A Technical Programs S4/03/15 

HARRINGTON, W D Boston Edison Co 3pp 22699 099 24X 

Fiche 30-293, 34/03/ 15, B40320009B 


G Adjudicatory correspondence 


8403260001 Order entending time until B4032? for Commission to act to 
review Director's Decision DD-34-3 Served on 840323 
CHILKiS J Office of the Secretary of the Commission DSD OBO 
04/03/23 Commissioners ip 22748 357 24X 

Fiche 30-293,84/03/23,0403260001 


8403300002 Order extending time util B40405 for Commission to act to 
review Director's Decision DD-B4-5 Eerved on B40329 
CHJLK, 8 J Office of the Secretary of the Commission DSD 207 
84/03/29 Coavni s s i oner s lp 22822 109 24X 

Fiche 90-293, 64/03/2?, B4033Q0002 


J Insurance A indemnity information 


0403140029 Forward's Endorsement 65 to MAELU Policy MF-5B A Endorsements 
B1 & 86 to NELIA Policy NF-18B 

BINISt.J M Marsh A McLennan. Inc 84/03/05 9ALTZMAN, J D 
Assistant Director for State A Licensee Relations 4pp 22633 015 
24X Fiche 50-293, 04/03/05, B403140O29 


P Operating license stage documents & correspondence 


B40315000B Informs of actions taken re coordination of drywell 
activities for duration of Refueling Outage 6 A 
recirculation piping replacement project 

HARRINGTON, T E Boston Edison Co 04/02/08 HURLEY. T E Region 1, 
Office of Director 2gp 22643 297 24X Fiche 50-293,84/02/08, 

8403150008 


0403140340 Summary of 831215 meeting w/QE A Hark I Owners Group In 
Betheada, HD re Hark l containment we two 1 1-dr y we 1 1 vacuum 
breaker design methodology 

SIEGEL, B L Operating Reactors Drench 2 84/02/21 Operating 

Reactors Branch 2 5lpp 22635 19S 24X Fiche 90-000,84/02/21, 

S4031 40340 


8403140272 Forwards corrected Page 22 for 830405 Amend 73 to License 
DPR-33 Change adds equal or less than symbols Inadvertently 
left off 1,085 pslg limiting safety sys setting for Tech 
Spec Sec t ion 2 2A 

LEECH, P M Operating Reactors Qranch 2 84/02/22 HARRINGTON, W D 

Boston Edison Co 2pp 22636 329 24X Fiche 50-293,84/02/22, 

0403140272 


— B40314027? Corrected Page 22 to 030405 Amend 73 re 1,089 pslg limiting 
safety sys setting for Tech 8pec Section 2 2A 
• Boston Edison Co 03/04/05 lp 22636 331 24X 

Fiche 50-293,84/02/22,8403140272 


8403010324 Forwards updated Rev 1 to "Inservice Testing Program," w/ 
boundary coordinate Info provided for locating valves A 
pumps on insp drawings 

HARRINGTON, W D Boston Edison Co 84/02/27 VAS9ALL0, D B 
Operating Reactors Qranch 2 2pp 22432 014 24X 

Ficho 90-293. 84/02/27, B40301 0324 


— 0403010327 Updated Rev 1 to "Inservice Testing Program “ 

» Boston Edison Co 84/02/27 40pp 22432 016 24X 

Fiche 50-293,84/02/27.8403010324 


8403090152 Forwards OE 840304 1 tr supporting proposed change to control 
rod drive weekly surveillance Tech Specs. per P Leech B40203 
telcon request 

HARRINGTON, W D Boston Edison Co 84/03/09 VASSALLO, D B 
Operating Reactors Branch 2 App 22379 129 24X 

Ficho 50-293,04/03/09.8403090152 


□403090240 Summary of B40216 meeting w/Northeast Nuclear Energy Co, 
Boston Edison Co, Vermont Yankee Nuclear Power Co A Teledyne 
Engineering Svcs in Waltham. MA re addl Hark I torus 
structural analysts List of attendees end 

SHEA. J J Operating Reactors Branch 9 84/03/07 CRUTCHFIELD, 0 

Operating Reactors Branch 5 4pp 22572 29B 24X 

Fiche 50-000,84/03/07,8403090240 


8403140107 Forwards results of secondary containment leak rate Test 
073 performed on 831213 to verify integrity of containment 
at Refueling Outage 6 prior to refuel Results Botlsfactory 
HARRINGTON, M D Boston Edison Ca 84/03/07 Office of Nuclear 

Reactor Regulation, Director 4pp 22620 398 24X 

Fiche 50-293,04/03/07,8403140107 


B403 190111 Responds to S31230 request that Section V<6) of NRC order 
issued to util on 820118 be terminated Based on improvements 
in organl tatlonal structure A methods of communicating 
status of safety-related ac tivit i e a, requirement terminated 
MURLEY, T E Region 1, Office of Director 84/03/09 
HARRINGTON, W D Boston Edison Co 2pp 22640 214 24X 

Fiche 90-293, 04/03/09. Q4031S01 11 


— 8403190117 Requests that NRC 6201 IS order requiring that corporate 
onsite representative position bo established to provided 
dally audit of plant operations be terminated Organizational 
changes have reduced need for onsite representative 
HARRINGTON, hi D Boston Edison Co 03/12/30 MURLEY, T E Region 
1, Office of Director 2pp 22640 216 24X Fiche 90-293. 

B4/O3/09, 840319011 1 


0403150279 Generic Ltr 84-07 to all licensees of BWRs re procedural 
guidance for pipe replacement at BWRs Svc list end 
EI8ENHUT, D G Division of Licensing 84/03/14 Commonwealth 
Edison Co 2Qpp 22823 334 24X Fiche 50-000,84/03/14.0403190279 


0403270010 Application for amend to License DPR-39. eons i s t ing Of 
Proposed Tech Spec Change 04-02 allowing Increased core 
flow 

HARRINGTON, W □ Boston Edison Co 84/03/20 VASSALLO, 0 B 
Operating Reactors Branch 2 3pp 22769 169 24X 

Fiche 50-293, 84/03/20, B4O3270OI0 


—0403270015 Proposed Tech Spec Change 84-02, al lowing increaied core 
flow 

* Boston Edison Co 84/03/20 2pp 22769 168 24X 

Fiche 90-293,84/03/20,8403270010 


— 9403270022 "Safety Review of Pilgrim Nuclear Power Station, Unit 1 at 
Core Flow Conditions Above Rated Flow Throughout Cycle 6 " 

FISCHER, D L , GRIDLEY.R L General Electric Co NED0-30242 
03/OB/31 34pp 22769 170 24X Fiche 50-293,84/03/20,8403270010 
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— 8403270024 SuppI ! to "Safety Review of Pilgrim Nuclear Power Station 
Unit I at Core Flow Conditions Above Rated Flow for End— of— 

Cycle 6 " 

FISCHER, D L , GRIDLEY, K L General Electric Co NEDD-30242 SOI 
83/09/30 I5pp 22769 201 24X Fiche 30-293.84/03/20,8403270010 


8403270039 Application to amend License DPR-35, c ons 1 sting of Proposed 
Change 84-01 , chang lng Tech Specs to remove details of 
Section XX inservice insp program 

HARRINQTON, W D Boston Edison Co B4/03/20 VA0SALLO. D B 
Operating Reactors Branch 2 4pp 22774 113 24X 

Fiche 50-293,84/03/20,8403270053 


— 0403150073 IE 
noted Major 
plant event 
followup on 
JOHNSON, 0 , 
84/02/23 
8403150067 


Insp Rept 50-293/04-01 on 840101-0206 No violations 
areas inspected operational safety verification, 
f ol lowup, surye 1 1 lancB & malnt activity review & 
insps required by IE Bulletin 84-01 

MCBRIDE, M , HORCHARDT.r Region I. Office of Director 
1 5pp 22641 027 24X Fiche 50-293,84/03/01, 


0402090007 IE Info Notice B4-14, "Highlights of Recent Transport 
Regulatory Revs by DOT {< NRC " Svc list enc 1 

GRACE, J N Division of GA, Safeguards & Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co of New York. Inc 

130pp 22332 329 24X Fiche 30-000,84/03/02,0402090007 


— 0403270143 Proposed Tech Spec changes, removing details of Section XI 
lnsorvice insp program 

it Boston Edison Co 04/03/20 lOpp 22774 U9 24X 
Fiche 50-293.84/03/20,8403270055 


Q Inspection reports, IE Bulletins correspondence 


B402090Q08 IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
VoIvbb to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 098 24X Fiche 50-000,84/03/02,0402090006 


8403020262 Forwards IE Insp Rept 50-293/83-26 on 831212-16 No 
violation* Identified 

MARTIN. T T. Region 1, Office of Director 84/02/09 
HARRINGTON, U D Boston Edison Co 2pp 22440 081 24X 

Fiche, 50-293, 84/02/09, 8403020262 


8402090009 IE Info Notice 84-13, "Reporting of Radiological Releases " 
Bve list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22553 217 24X Fiche 50-000, 84/03/02, 0402090009 


— 8403020272 IE Insp Rept 50-293/83-26 on 831212-lfe No violations 
identified Major areas inspected procedural it personnel 
qualifications for ultrasonic exam of recirculation piping 
Weld intergranular stress corrosion cracking 
NARROW, L > MCBREARTY, R A , MANOLY, K A Region 1, Office of 

Director 84/02/07 Bpp 22440083 24X Fiche 30-293,84/02/09, 

8403020262 


8403020315 Forwards IE Insp Rept 50-293/84-02 on 840103-05 it 09-13 No 
violation* observed 

MARTIN.T T Division of Engineering it Technical Programs 84/02/17 
HARRINGTON, W D Boston Edison Co 2pp 22437:007 24X 

Fiche 50-293,84/02/17,8403020313 


— 8403020399 IE Insp Rept 30-293/84-02 on 640103-03 Si 09-13 No violations 
Identified Major areas inspected recirculation piping 
replacement program, Inc lud ing welding activities, plant malnt 
program & ultrasonic test program 

GRAY, E H , MCBREARTY, R , SHAUD, T Region 1, Office of Director 
84/02/09 lipp 22439009 24X Fiche 30-293,84/02/17,8403020315 


8403010324 Forwards updated Rev 1 to ‘'Inservice Testing Program," w/ 
boundary coordinate info provided for locating valves St 
pumps on insp drawings 

HARRINGTON, W D Boston Edison Co 04/02/27 VABSALLO, D B 
Operating Reactors Branch 2 2pp 22432' 014 24X 

Fieh* 50-293,84/02/27,8403010324 


B403090047 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold by Ray Miller, Inc " Suspect matl not supplied 
or used at facility 

HARRINGTON. W D Boston Edison Co 84/02/27 MURLEY, T E Region 1, 
Office of Director 2pp 22576 002 24X Fiche 30-293,84/02/27, 

8403090047 


B401190072 IE Info Notice 84-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits t< Annunciation " Svc list 
enel, 

JORDAN. £ L Division of Emergency Preparedness {. Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York. Inc ilSpp 22909 239 24X Fiche 50-000,84/02/28,8401190072 


8403070330 Ack receipt of 040213 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-293/03-23, 

STAROSTECKI . R Division of Project tt Resident Programs 84/02/28 

HARRINGTON. W D Boston Edison Co Ip 22546 334 24X 

Fiche: 30-293, 84/02/20, 8403070330 


—8403070341 Respond* to NRC 831208 ltr re violation* noted in IE Insp 
Rept 30-293/83-23 Corrective actions NOP raised mgt policy 
issues r* procurements which have taken longer than expected 
to resolve Completion expected by 840402 

HARRINGTON. W D Boston Edison Co 84/02/13 STAROSTECKI, R 

Division of Project 6 Resident Programs. ip 22346 335 24X 

Fiche. 30-293, 84/02/28, 8403070330 


8403130067 Forwards IE Insp Rept 30-293/84-01 on 840101-0206 Nd 
violation* noted Concern identified re program for feedback 
of operating experiences 

STAROSTECKI, R Division of Project 6 Resident Programs 84/03/01 
HARRINGTON. W D Boston Edison Co 2pp 22641 023 24X 

Fiche: 30-293, 84/03/01 , 0403150067 


840209001 1 IE Info Notice 84-17, "Problems W/Uquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN. E L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of New 

York, Inc 117pp 22553 336 24X Fiche 30-000,84/03/03,8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

Yorki Inc llBpp 22635 049 24X Ficho 50-000, B4/03/07, S402090024 


8402090020 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Bys " Svc list end 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York. Inc llBpp 22584 186 24X Fiche 50-000,84/03/07,8402070028 


8403130212 Informs of recent plant developments MH McBride appointed 
resident lnspec tor, effective 031211 Ultrasonic insps of 
stainless steel piping sections reported indications of 
cracking GE contacted to assist in managing pipe repairs. 

MURLEY, T E Region 1, Office of Director 84/03/08 Plymouth, 
MA 2pp 22603 063 24X Fiche 50-293,84/03/08,8403130212 


8402090031 IE Bulletin 04-02, "Failures of GE Type HFA Relays In Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

1 34pp 22823 094 24X Fiche 50-000,84/03/12,8402090031 


8403260313 Ack receipt of 040301 ltr informing NRC of corrective t< 
preventive actions taken re violations noted in IE Insp 
Rept 30-293/83-24 

STAROSTECKI. R Division of Project S, Resident Programs 84/03/20 

HARRINGTON, W D Boston Edison Co lp 22753 135 24X 

Fiche 30-293.04/03/20,8403260313 


— 0403260317 Responds to NRC 040209 ltr re violations noted in IE Insp 
Rept 50-293/83-24 Corrective actions personnel advised of 
importance of adherence to procedure re logging of temp 
during reactor heatups & cooldowns 

HARRINGTON, W D Boston Edison Co 84/03/01 BTAROSTECKI, R 
Division of Project t. Resident Programs 2pp 22753 136 24X 

riche 30-293,04/03/20,8403260313 


8403270033 Application to amend License DPR-35, consisting of Proposed 
Change 84-01 , chang ing Tech Specs to remove details of 
Section XI inservice insp program 

HARRINGTON, W D Boston Edison Co 84/03/20 VA6SALL0, D B 
Operating Reactors Branch 2 4pp 22774 115 24X 

Fiche 30-293,04/03/20,8403270055 


— 8403270143 Proposed Tech Spec changes, removing details of Section XI 
lnservice insp program 

* Boston Edison Co 04/03/20 lOpp 22774 119 24X 

Fiche 50-293,84/03/20,0403270055 


8402090043 IE Info Notice 64-19, "Two Events Involving Unauthoriied 
Entries Into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co, of New 

York, Inc I23pp 22023 229 24X Fiche 30-000.84/03/21,0402090043 
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B402090044 IE Info Notice 84-20, "Bvc Life of Relays In Saf e ty-Rela ted 
Sys ” S vc list ent 1 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 8301031 84/03/21 Consolidated Edison Co of New 

York- Inc 135pp 33933 001 24X Fiche 30-000.84/03/31.0403090044 


R Periodic operating report* l. related correspondence 


0403120027 "Radioactive Effluent U Haste Disposal Rept Including 
Radiological Impact on Humans. Jul -Dec 19B3 " U/B4030I Jtr 
BOWMAN, C E Boston Edison Co 03/12/31 MURLEY, T E Region t, 
Office of Director 74pp 22SE8 047 24X Fiche 30-293.83/12/31, 

8403120027 


0403200164 Monthly operating rept for Feb 1904 W/840313 1 tr. 

HAMILTON, P . HARRHYOTON, W J> Boston Edison Co 84/02/29. 7pp 
22697 137 24X Ftche 50-293, 84/02/29, B403200164 


S Reportable occurrences, LERs & related correspondence 


8303040149 Forward*. "Condensate Demi nera 1 l i er Re*ln Migration Through 
Plant Ye n t 6 Standby Gas Treatment Sys, “ technical review 
rept No addl Involvement necessary 

PELLET , J L Reactor Operations Analysis Branch. 03/04/19 
BEYFRIT.K V Reactor Operations Analysis Branch lp 227B9 300 
24X Fiche 50-293,83/04/19,0303040149 


— 0309040155 "Condensate De mine ral i ler Resin Migration Through Plant Vent 
& Standby Cas Treatment Bys," technical review rept 
a Director's Office 83/04/19 3pp 227B9 301 24X 

Fiche* 50-293, 83/04/19, 83050401 49 


8403260233 Forwards summary list of deficiencies identified per 
10CFR50 5 3 ( e I , Par t 2i 6 potential generic Jtr rept* for 
comments 

STAR0STECK1 , R Olvlsion of Project it Resident Programs 84/02/28 
Region I, Office of Director 7pp. 22756.065 24X 

Fiche 30-000,04/02/20,8403260233 


0403070283 PND-l-04-021 on 840301. T a d i og rapher working at field site 
could not fully retract 24 1 Ci Ir-192 to safe shielded 
position caused by improperly connecting pigtail to 
guidetube Whole body dose read 40 area, 

ROWE, C , GLENM, J Region I, Office of Director 04/03/02 lp 
22546 359 24X Fiche 50-293,84/03/02,8403070283 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNTT 1 


F Security, medical, emergency & fire protection plans 


B403140082 Public version of Rev 12 to Emergency Plait Implementing 
Procedure EP1P 700-1, "Emergency Phone List " W/S31021 
receipt form t -JM Felton 840312 release memo 

NYKIRK, J U , PLIML.O Commonwealth Edison Co 83/10/26 lApp 
22646 119 24 X Fiche 50-299,03/(0/26,8403140082 


8403280119 Public version of Rev 7 to Emergency Plan Implementing 
Procedure EPIP 440-1, "Emergency Communicat Ians Sys it 
Operational Teste “ W/8401J0 procedure change request form it 
JM Felton 840322 release memo 

PLIML.O Commonwealth Edison Co 04/01/04 DENTON, H R WRC - No 
Detailed Affiliation Given 2lpp 22011 167 24X 

Fiche 50-295,04/01/04,8403260119 


0403020003 Revised emergency implementing procedures, inc 1 ud l ng Rev 1 to 
Procedure EPIP 100-1, "Acting Station Director " W/B40301 
1 tr 

* Commonwealth Edison Co 84/02/21 8pp 22442’ 107 24X 

Fiche, 50-295, 04/02/21 , 0403020003 


9403120326 Notification of 04O3OB meeting w/util In Bethesda,MD to 
discuss status of implementation of fire protection mod l< 
proposed interim compensatory measures 

NORRIS, 0 A Operating Reactors Branch 1 84/03/01 VARGA, 3 A 

Operating Reactors Branch 1, 2pp 22596 3 53 24X 

Fiche 50-S95, 84/03/01 , 0403120326 


B403190314 Forwards IE Inlp Repts 50-295/03-27 U 50-304/83-2B on 
931122—1228 it 840202 & notice of violation Concerns re mgt 
control inadequacies, per TMI Action Plan rtem II F 1 1, 

"Noble Gas Effluent Monitor," expressed 

HIND, J A Division of Radio 1 o*gical & Materials Safety Program* 
04/03/01 REED, C Commonwea 1 th Ed i ion Co 2pp 22673 196 J24X 
Fiche 50-299, 84/03/01, B403I903I4 


84031 90321 Notice of violation from Imp on 031122-840202 

HINQ,J A Division of Radiological & Materials Safety Program* 
04/03/01 3pp 22673 190 24X Flch# 30-299.84/03/01,8403190314 


— 8403190334 IE Insp Ropt* 50-295/83-27 t, 50-304/83-28 on S3 1 122-840202 
Violation noted failure to follow plant procedure! re 
source handling, to evaluate radiological hazards 6 to 
control access to high radiation area 

LOVENDALE-P C . NICHOLSON, hi , OREOER, L R Region 3. Office of 
Director 84/02/29 14pp 22673 201 24X Fiche 50-295,94/03/01.' 

8403190314 


8403130105 Discusses evaluation of State of IL U local plan* it 
preparedness for facilities Plans adequate to protect health 
6 safety of public Approval of public alert notification «y» 
conditional on verification of criteria of NUREG-0654 
SPECK, S W Federal Emergency Management Agency 04/03/02 
DIRCK3.W J Dfflce of the Executive Director for Operations lp 
22613 316 24X Fiche 90-295,84/03/02,8403130105 


8403120051 Notifies of 840323 workshop on fire protection safe 
shutdown requirements of 10CFR30, App R in Rossmont, IL to 
discuss IE Info Notice 84-09 t< provide addl shutdown 
analyses it/or mod guidance Agenda end 

8PEBSARD. R L Division of Emergency Preparedness & Operational 
Bupport B4/03/06 REED, C Commonwealth Edison Co 3pp 
22590 297 24 X Fiche 50-295,64/03/06,0403120051 


B4032 10089 Revised Page 3 to Emergency Plan Implementing Procedure 
EPIP-1B0— 1, "Rad/Chem Director " W/840320 transmittal it 
receipt form 

PLIML.O Commonwealth Edison Co 04/03/07 Spp 22709 320 24X 

Fiche* 50-299,84/03/07, B403210OB9 


B403190195 Revised page* to Emergency Plan Implementing Procedures 
EPIP- 100-1, adding rad/chem ofc to habitability check* 

W/040309 transmittal it receipt form. 

* Commonwealth Edison Co 84/03/09 Spp 22671 100 24X 

Fiche 50-299,84/03/09,0403190195 


0403230124 Rev 4 to Emergency Plan Implementing Procedure EPIP-330-1. 
"Classification of GSEP Conditions ” W/040322 transmittal 
l tv 

PLIML.O Commonwealth Edison Co 04/03/22 6pp 22730 187 24X 

Fiche 90-295,84/03/22,0403230124 


0 Adjudicatory correspondence 


8403020134 Forwards util 840228 ltr to Denton requesting permission to 
withdraw application for license amends re containment 
leakage tests criteria Motion will be filed upon request. 

Certificate of Bvc end 

BTEPTOE, P. P Isham, Lincoln t< Beale 8TEPT0E, P P Commonwealth 
Edison Co 84/02/20 LAZO, R M Atomic Safety and Licensing Board 
Panel 6pp 22441 345 24X Fiche 50-295, 84/02/2B, 04030201 34 


8403020140 Notice oP appearance in proceeding Certificate of Svc end 
BTEPTOE, P P Commonwealth Edison Co STEP TO E, P P Isham, Lincoln it 

Beale 04/02/2B Ip 22443 253 24X Fiche 50-295,84/02/28, 

0403020140 


— 0403020146 Notice of appearance In proceeding Certificate of Bvc end 
OILOMEN, B R Commonwealth Edison Co 9IL0MEN.fi R, Isham, Lincoln 

Sc Beale 04/02/28 3pp 22443 254 24X Fiche. 50-295, 84/02/28, 

8403020140 


8403140134 Response to Citizens Against Nuclear Power (CANPl 840213 
petition to* Intervene It request for hearing Reque'st should 
be held in abeyance pending action on util request to 
withdraw application Certificate of Svc end 

PERLIS, R 0 Hearing Branch 3 84/03/05 Atomic Safety and 

Licensing Board Panel, 7pp 22624 205 24X Fiche 50-295,84/03/05, 

0403140134 


0 Advisory Committee on Reactor Safeguards reports it correspondence 


8403050020 Responds to F0IA request for documents re PA8NY submittal on 
sya int erac t ions, rep ts evaluating submittal St list of 
rep ts/analy ses from LLL evaluating PASNY sys interaction 
program Forwards App A documents 

FELTON, -J M Division of Rule* and Record* 83/12/07. 8H0LLY, 8. 
Union of Concerned Scientists 6pp 22525-090 24X 

Fiche 50-000,83/12/07.8403050020 


— 0403050020 Discusses licensee proposed review plens addressing ACRS 
recommendations re sys interaction study 

QOLLER, K R Assistant Director for Operating Reactor Project* <Pre 
7910301 77/10/21 BENDER, M ACRS - Advliory Committee on 

Reactor Safeguards 2pp 22329 146 24X Fiche 50-000,83/12/07, 

9403050020 
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p Operating license stage documents & correspondence 


0003020131 Withdraws 03OBO0 application for amend to Licenses DPR-3? *■ 
DPR-4B, changing acceptance criteria for containment leak 
rate tests Evidsntiary hearing in 1984 would distract 
technical *t legal resources from higher priority tasks 
FARRAR i 0 Commonwealth Edison Co 04/02/28 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 2pp 22443 2-43 24X 

Fiche, S0-29S. 84/02/28, B403020131 


8403030119 Forwards supplemental response to Generic Utr S3-2B. 
"Required Actions Band on Generic Imp 1 icat ions of Salem 
ATW3 Events •' 

BARNES. P L Commonwealth Edison Co 84/02/29 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 26pp 224BB 084 24X 

Fiche- 90-000, B4/02/29, B403050119 


8403090143 Requests submittal of documentation re NUREQ-0737 items 
within 30 days to complete technical reviews fc 
implementation, excluding Suppl 1, by Sept 19B4, 

VAROA. 6 A Operating Reactors Branch 1 84/03/02 FARRAR, D L 

Commonwealth Edison Co 2pp 22392 309 24X Fiche 30-293,84/03/02. 

3403090143 


B4032B0090 Forwards Amends B4 6 74 to Licenses DPR-39 S< DPR-48. 
respectively, safety evaluation S< notice of Issuance & 
availability Amends allow performance of extensive 
preventive maint on shared diesel generator 

NORRIS, 0- Operating Reactors Branch 1 04/03/12 FARRAR, 0 L 

Commonwealth Edison Co 3pp 22S12 293 24X Fiche 50-293, 04/03/12, 

0403290090 


*—8403200101 Amends 84 t< 74 to Licsnsss DPR-39 &< 4B, respgctivsly, allowing 
performance of extensive preventive maint on shared diesel 
generator 

VAROA, B A Operating Reactors Branch i 84/03/12 6pp 
22812 296 24X Fiche 30-293,84/03/12,8403280090 


— 8403200106 Bafety evaluation supporting Amends 84 it 74 to Licensss 
DPR-39 S, DPR-4B, respectively. 

* Office of Nuclear Reactor Regulation, Director B4/03/12 9pp 
22012,302 24X Fiche 30-293,04/03/12,8403200090 


— 0403280108 Notice of issuance t, availability of Amends 84 & 74 to 
Licenses DPR-39 l< DPR-4B, respectively 

VAROA, 8, A, Operating Reactors Branch 1 84/03/12 3pp 

22012.311 24X Fiche, 30-293,84/03/12, 8403280090 


8403260182 Clarifies NUREQ-0737, Item 11 K 3 31, in responst to Generic 
Hr 93-35 Meetinghouse Owners Group authorized program to 
demonstrate conservatism of WFLA8H small break LOCA 
analyses, per Item II K 3 30 

BARNES, P, L Commonwealth Edison Co 84/03/21 EISENHUT, D. 0 
Division of Licensing lp 22736 170 24X Fiche 30-000,84/03/21. 

B4032601B2, 


Q Inspection reports, IE Bulletins &< correspondence 


8403030223 Further response to FOIA request for records of named 
individuals, including repts, analyses, studies, test 
calculations, procedures it practices for measursment of RCB 
leakage Forwards App C documents, Search continuing 
FELTON, J. M Division of Rules and Records. 04/02/07, MADDEN, T J 
Kaye, Scholar, Fierman, Hays t< Handler 3pp 22496-234. 24X 

Fiche: 30-000. B4/02/07, 8403030223 


— 0403030236 Notifies that independant measurements of identified 4, 
unidentified RCB leak rates for all PWRs in Region III 
performed per Procedures 61727B !< 61728B Insp findings 
summari ted 

MOREL I US, C E Division of Engineering 82/03/08 JORDAN, E. L 
Division of Engineering (t Quality Assurance (Pre B30103), 2pp 
22496:270, 24X Fiche- 30-000, 84/02/07, 8403030223 


0403120134 Forwards IE Insp Repts 30-237/04-01,30-249/84-01. 
30-234/84-01,30-263/04-01,30-295/04-01 it 30-304/84-01 on 
840203-14 No noncompltance identified 

SHAFER, W- 0 Region 3, Office D f Director 84/02/23 REED, C 
Commonwealth Edison Co 2pp 22390-090 24X Fiche- 30-000, 84/02/23, 

8403120134, 


— 8403120137 IE Insp Repts 30-237/84-01,30-249/84-01,30-234/ 84-01, 
30-263/84-01,30-293/84-01 it 30-304/84-01 on 840203-14 No 
noncompl ianee or deviations identified. Mayor areas 
inspected: allegations of improper operation 
CHRI8B0TIM08, N , WALKER , R 0 Region 3, Office of Director 
04/02/21. 4pp. 22390 092. 24X Fiche 30-000, 84/02/23, 8403120134 


84030S0043 Forwards Rev 0 to “Corporate Regulatory Performance 
Improvement Plan " Plan designed to heighten employee 
awareness i< strengthen corporate ability to improve 
regulatory performance 

THOMAS, B Commonwealth Edison Co 04/02/24 KEPPLER. J G Region 
3, Office of Director 3pp 22490 139 24X Fiche 50-000,84/02/24, 

8403030043 


— 8403030046 Rev 0 to "Corporate Regulatory Performance Improvement 
Plan " 

# Commonwealth Edison Co 84/02/29 22pp 22490 142 24X 

Fiche 30-000, 04/02/24. B403030043 


8401190072 IE Info Notice 84-13. “Potential Deficiency in Motor 
Operated Valve Control Circuits it Annunciation “ Svc list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/02/28 Consolidated Edison Co of New 

York, Inc ilSpp 22909 239 24X Fiche 30-000,84/02/28,8401190072 


8403190314 Forwards IE Insp Repts 50-293/83-27 «< 50-304/83-28 on 
031122-1228 ti 840202 & notice of violation Concerns re mgt 
control inadequac ies, per TMI Action Plan Item II F 1 1, 

"Noble Oas Effluent Monitor," expressed 

HIND, J A Division of Radiological 1 Materials Safety Programs 
84/03/01 REED, C Commonwealth Edison Co 2pp 22673 196 24X 

Fichs 50-293,84/03/01.8403190314 


— 8403190321 Notice of violation from insp on 831122-840202 

HIND, j A Division of Radiological It Materials Safety Programs 
84/03/01 3pp 22673 198 24X Fiche 30-295,84/03/01,0403190314 


— 8403190321 Notice Of violation from insp on 031122-040202, 

HIND, J A Division of Radiological & Materials Safety Programs 
84/03/01 3pp 22673 198 24X Fiche 50-295,04/03/01,8403190314 


— 8403190334 IE Insp Repts 50-293/83-27 t, 30-304/83-28 on 831122-040202 
Violation noted failure to follow plant procedures re 
source handling, to evaluate radiological haiards t, to 
control access to high radiation area 

LOVENDALE. P C , NICHOLSON. N , GREGER, L R Region 3, Offics of 
Director 84/02/29 14pp 22673201 24X Fiche 50-295, 04/03/01. 

8403190314 


0402090007 IE Info Notice 84-14, “Highlights of Recent Transport 
Regulatory Revs by DOT it NRC “ 8vc list end 

GRACE, J N Division of QA, Safeguards 4< Inspection Programs (Post 
830103), 04/03/02 Consolidated Edison Co of New York. Inc 

130pp 22552,329 24X Fiche 50-000,84/03/02,8402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler 8ys 
Valves to Operate 11 Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response {Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 098 24X Fiche 50-000, 04/03/02, 8402090008 


8402090009 IE Info Notice 84-13. "Reporting of Radiological Releases " 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc H9pp 22333 217 24X Fiche 30-000, 84/03/02, B40P090009 


8402090011 1E Info Notice 84-17, "Problems M/LIquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post B30103) 84/03/03 Consolidated Edison Co. of New 

York, Inc U7pp 22333 336 24X Fi che • 30-000, 84/03/05, 840209001 1 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Lsarned From Inspi of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 930103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22639 049 24X Fichs, 30-000, 84/03/07, 8402090024 


8402090028 IE Info Notice 04-10, "8tress Corrosion Cracking in PWR 
8ys, " Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co Df New 

York, Inc U8pp 22384 106 24X Fiche 50-000,84/03/07,0402090028 


0403220161 Forwards IE Imp Repts 30-295/B3-26 1> 30-304/83-27 on 
831221-840209 !, notice of violation M/d notice of violation 
SHAFER, W D Region 3, Office of Director 84/03/07 REED, C 
Commonwealth Edison Co 2pp 22717 188 24X Fichs 30-293,04/03/07, 

B40322O161 
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— 8403230165 IE Insp Depts 50-295/83-26 it 30-304/83-37 oti 834 321-840309 
Noncomp 1 lane e noted Failure to comply w/approvod written 
p raceiuPBs. Paragraph s 5.6.11 6 14. resulting in reactor trips 
tf LER 5 

H0LZMER.M M . DUNAWAY, F R . BOYD. D C Region 3, Office of 
Director B4/03/0* 13pp 22717 190 24X Fiche 50-293.04/03/07. 

8403320161 


6402070031 IE Bulletin 84-02. "Failures of 6E Type HFA Relays in Use in 
Class IE Safety 5ys " Svc list enc 1 

DEYDUNQ. R C Director’s Office. Office of Inspection and 

Enforcement 84/03/52 Consolidated Edison Co of Now York, tne 

134pp 32823094 24X Fiche 50-000.84/03/12,8403090031 


8403230080 Ac k receipt of regulatory performance improvement plan 
Periodic meetings requested to discuss progress on program 
ft provide feedback 

KEPPLER.J 0 Region 3. Office of Director 84/03/20 THOMAS. B 
Commonwealth Edison Co lp 227 30 161 24X Fiche 50-000.84/03/20. 

6403330080 


— B403230I07 Forwards corporate regulatory performance improvement plan 
TK0HA8, B Commonwealth Edison Co 84/02/24 KEPPLEft, J G Region 
3, Office of Director 3pp 23730 162 24X Fiche 30-000, 

84/03/20, S4032300BB 


— 9403230126 Rev 0 to "Corporate Regulatory Performance Improvement Plan 
For Dresden.Ouad Cities. Zion & LaSalle Operating Nuclear 
Stations 6 Byron t Oraidwood Project Operating 
Org am la t ions " 

* Commonwealth Edison Co 84/02/39 22pj> 22730 163 24X 

Fiche 50-000,84/03/20,8403230088 


0403260196 Forwards responses to IE Bulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Miller.Inc H Ouad Cities 
suppllsd w/piplng matls from Ray Miller.Inc during const. 

Evaluation end Concerns of IE Bulletin 83-06 satisfied 
BARNES, P L Commonwealth Edison Co 84/03/20 KEPPLER. U 0 Region 
3, Office of Director i?pp 23756 103 24X Fiche 50-000.04/03/20. 

S 4 03260 196 


8403090043 IE Info Notice 84-19. "Two Events Involving Unagthori r ed 
Entries into PUR Reactor Cavities " Svc list end 
JORDAN, E L Division af Emergency Preparedness U Engineering 
Response (Post 030103) B4/03/31 Consolidated Edison Co of New 

York. Inc I23pp 22623 229 24X Fiche 50-000,04/03/21.8402090043 


8402090044 IE Info Notice 84-20. ’’Svc Life of Relays in Safety-Related 
Sys " Eve list end 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 033103) 04/03/21 Consolidated Edison Co of New 

York . Inc 135pp 22933 001 24X Fiche 50-000.84/03/21.0402090044 


R Periodic operating reports 6 related correspondence 


B403Q60217 "Effluent 6 Waste Disposal Semiannual Rap t I Jul -Dec 1983. 
Caseous Ef f I uents , Summa 1 1 on of all Releases " W/84D210 
1 tr 

GRAESSER.HL Commonwealth Edison CO 83/13/31 KEPPLER, J <3 
Region 3, Office of Director 27pp 23511,159 24X 

Fiche 50-295,83/12/31,8403060317 


8403080197 "Rapt of Occupational Personnel Radiation Doses, 1983 11 
W/840227 ltr 

SCOTT, J S Commonwealth Edison Co 03/12/31 13pp 23559 099 
24X Fiche 50-000.83/13/31,8403000197 


8403220120 Annual whole body external exposures for 1983 W/040316 ltr 
RYBAK. B Commonwealth Edison Co B3/ 12/31 7pp 32716' 007 24X 

Fiche 50-000,03/12/31, 8403220120 


B4031 90156 Monthly operating repts for Feb 1984 W/B40309 ltr. 

AUSTIN, G . GRAESSER.K L Commonwealth Edison Co 84/02/29 13pp 
22669 163 24X Fkch» 50-295,84/02/29,8403190136 


S Reportable occurrences. LERs it related correspondence 


0211150076 Discusses events involving loss of electrical inverters 
Including attendant inverters to vital instrument buses. 
Recommendations provided by Nuclear Safety Analysis Ctr are 
excellent in helping to reduce instrument failures 

ASHE, F Reactor Operations Analysis Branch 82/10/21 SEYFRIT, K V 
Reactor Operations Analysis Branch Bpp 22775 223 24X 

Fiche 50-000, 02/ i 0/21, 821 1150076 


8403060249 LER 84-006-00 on 840203, RCS increased above 200 F on 
computer CRT display before energizing safeguards sys Caused 
by operator error Operators reminded to complete all 
necessary prerequisites before starting action W/B40302 ltr 
CAMPBELL, E J , GRAE36ER, K L Commonwealth Edison Co 84/03/02 
3pp 22317076 24X Fiche 50-295,84/03/02,0403060249 


B403090164 LER 03-O55/O3L-O on 030613, conta 1 nment purge radiation 
monitor 1RT-PR09C recorder found out of tolerance low Cause 
undetermined Recorder recalibr to within tolerance 
Preventive maint program implemented W/840305 ltr 
KA55NER, G , GHAEESER, K L Commonwealth Edison Co 84/03/05 
KEPPLER, J 0 Region 3, Office of Director 2pp 22575,135 24X 

Fiche 50-293, 04/03/05, 8403090164 


8403270033 LER 04-009-00 on 840222, annunc 1 a tar s for steam generator 
feed flow mismatch, 1 eve 1 deviation 6 to-lo level alarmed it 
reactor tripped Cause of trip could not be determined Unit 
brought back on line on 840223 U/840322 ltr 

RATHSAM. R , GRAES8ER , K L Commonwealth Edison Co B4/03/22 3pp 
23769 324 24X Fiche 50-299,84/03/22,0403270035 


S403370109 LER 84-010-00 on 840224, feedwater pump C decreased to min 
speed. causing steam generator D law level coincident u / 
steam flow-feed flow mismatch ii reactor trip Caused by 
location of self-bleeding moisture trap W/040323 ltr 
BEINECKE. P J , GRAE0SER. K L Commonwealth Edison Co 04/03/23 
3pp 22774 026 24 X Fic h e. 30-295. 84/03/23, 8403270109 


B4032702O3 LER 04-007-00 on 040223, dur ing unit startup, control rod 
urgent failure received during rod withdrawal, preventing rod 
motion Operator tripped reactor manually Alarm spurious 
Cause not determined W/840323 ltr 

CHIN, R Y , ORAESSER, K L Commonwealth Edison Co 84/03/2 3 3pp 

22771 319 24X Fiche 50-295,84/03/23,0403270203 


8403270265 LER B4-008-00 on 840223, loop D regulating valve failed to 
open it level in steam generator D fell Caused by supervisor 
Inadvertently leaving instrument air supply valve closed 
while performing step 32<b) W/840323 ltr 

BE1NECKE.P J , ORAESSER, K L Commonwealth Edison Co 04/03/23 
3pp 22771 316 24X Fiche 30-295.84/03/23,8403270263 
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F Security, medical, emergency it fire protection plans 


840306023 8 Emergency plan implementing procedure s, Inc lud ing IP-2 re 
notification of unusual event, IP-3 re alert, IP-4 re site 
emergency 6 IP-6 re radiological emergency p lan, ac t iva 1 1 on 
at support ctr W/B4022B ltr 6 list of effective pages 
MILLS. L H Tennessee Valley Authority S4/02/10 O'REILLY, J P 
Region 2, Office of Director 32pp 22516 09B 24X 

Fiche 50-259,04/02/10,8403060230 


840306057 1 Advise* that NRC will not review emergency plan* to delete 
privacy or proprietary info unless specifically requested by 
licensee, per 810709 Generic Ltr Si-27 W/o request, entire 
plan will be placed in PDR 

VABSALLO, D 0 Operating Reactors Branch 2 04/02/10 PARRIS, H 0 

Tennessee Valley Authority 2pp 23552 261 24X 

Fiche 50-259, 04/02/ 10, 8403060571 


0403060235 Rev 5 to Procedure IP -9. “Muscle Shoals Emergency Ctr 
Implementing Procedure* Document " H/B40213 ltr 
MAXWELL, R , SLIOER.E K Tennessee Valley Authority 84/02/13 
63pp 32518 023 24X Fiche 50-000,84/02/13,8403060235. 


8403060147 Forwards revised effective pages to Knoxville Emergency Ctr, 
Central Emergency Control Ctr, Dtv of Nuclear Power Emergency 
Ctr & Muscle Shoals Emergency Control Ctr emergency plan 
implementing procedures W/o Muscle Shoals pages 

MILLS, L M Tennessee Valley Authority 04/02/28 O'REILLY. J P 
Region 2, Office of Director lp 22516 165 24X 

Fiche 30-000, 04/02/28, 04O3O6Ot47 


— 8403060163 Revised list of effective pages to Knoxville Emergency Ct 
emergency plan implementing procedures 

« Tennessee Valley Authority 84/02/06 8pp 22516; 166 24X 

Fiche, 50-000, 84/02/28, 8 403 0 60147 


— 8403060189 Revised list of effective pages to Central Emergency 
Control Ctr emergency plan implementing procedures 
* Tennessee Valley Authority 84/02/06 Bpp 22516,174 24X 

Fiche 50-000,04/02/20.0403060147 


— 8403060206 Revised list of effective pages to Div of Nuclear Power 
Emergency Ctr emergency plan implementing procedures 
a Tennessee Valley Authority 84/02/06 4pp, 22516:102 24X 

Fiche 50-000,84/02/28,0403060147 


8403160162 Act receipt of B40222 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/83-37, 
30-260/03-57 & 30-296/83-57 

LEWIS, R C Division of Project k Resident Program*. 04/02/29 
PARRIS, H 0 Tennessee Valley Authority lp 22655 273 24X 

Fiche 50-259,04/02/29.0403160162 
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. — 8403160171 Responds to NRC B40123 1 tr re violations noted In IE Insp 
Repts 30-237/83-37.30-260/83-57 t< 30-296/03-37 Corrective 
actions policy statement Issued to health physics 
technicians re high radiation area doors 

HILLS. L M Tennessee Valley Authority 04/03/22 O'REILLY. VP 
Rsgtcm Si Office of Director 3pp 22633 274 24X 

Fiche 50-259,04/02/29,0403160162 


--04O316Q1B1 Notice of violation from insp on 031126-1223 

* Region 2. Office of Director 04/01/23 2pp 22633 201 24X 

Fiche 30-259, 84/02/29. 0403160162 


^-0403160106 IE Insp ReptS 30-257/03-37, 30-260/03-37 t< 30-296/03-37 on 
331126-1223 Violations noted failure to lock high radiation 
area, to follow special work permit 6 to have adequate fire 
protection maint procedure 

PAULK, 0 L Region 2, Office of Director 04/01/21 6pp 
22639 203 24X Fiche 50-239,84/02/29,0403160163 


0403160219 Ac k receipt of 340209 1 tr Informing NRC of steps taken to 
correct violation* noted in IE Insp Repts 30-239/03-40, 
30-260/03-40 Si 90-396/03-40 

LEWIS, R C Division of Project U Resident Programs 04/03/01 
PARRIS. K 0 Tennessee Valley Authority lp 22661 090 24X 

Fiche 30-239,04/03/01,8403160218 


— 8403160223 Responds to NRC 840111 Itr re violations noted in IE Insp 
Repts 90-239/03-40,80-260/83-40 «, 50-296/83-40 Corrective 
actions radiological emergency planning program reviewed It 
areas requiring rev identified 

HILLS. L H Tennessee Valley Authority 84/02/09 O'REILLY, V P 
Region 2, Office of Director 6pp 22661 09? 24X 

Fiche. 50-239, 04/03/01,8403160218 


—8403160230 Forwards IE Insp Repts 50-239/03-40,50-260/83-40 It 
30-296/63-40 or 831017-21 U 1122 ti notice of violation 
LEWIB.R 0 Division of Project I, Resident Programs 04/01/11 
PARRIS, H 0 Tennessee Valley Authority 2pp 22661 10 3 24X 

Fiche 90-239,84/03/01,0403160210 


— 0403160239 Notice of violation from Insp on 831017-21 Si 1122 

* Region 2. Office of Director 84/01/11 3pp 22661 107 24X 

Fiche • 30-239, 84/03/01, 8403160210 


— -8403 160 244 IE Insp Repts 50-239/83-40,50-260/03-40 S< 30-296/03-40 on 
631017-21 S< 1122 None omp 1 1 ance noted failure to control 
document#, properly train emergency personnel in protective 
action requirements It Incorporate protective action 
DECKER, T R Region 2, Office of Director 04/01/06 9pp 
22661 110 24X Fiche 30-239,84/03/01,0403160210 


3403160343 Extends invitation to attend region 040316 workshop at 
regional ofc to discuss IOCFRSO, App R requirements It recent 
results of insp to help resolve misunderstandings associated 
u/requirements 

LEWIS, R. C Division of Project 6 Resident Programs 84/03/02 
PARRIS, H 0 Tennessee Valley Authority 2pp 22660 003 24X 

Fiche 30-000,84/03/02,8403160343 


1403130483 Aek receipt of B40119 ltr transmitting Rev 7 to security 
personnel training ti qualification plan Rev consistent 
uYpravillon* of iOCFRSO 34<p> 6 acceptable 

LEWIS, R C Division of Project it Resident Programs 84/03/08 
PARRIS, H, <5 Tennessee Valley Authority 2pp 22613 210 24X 

Fiche 30-259,84/03/00,8403130485 


^ 031 30404 Act receipt of 040130 ltr transmitting rev to physical 
security plan Rev consistent w/provlsions of IOCFRSO 54(p) 

It acceptable 

LEWIS, R. C. Division of Project It Resident Programs 84/03/09 
PARRIS, H 0 Tennessee Valley Authority, 2pp 22613 197, 24X 

Fiche 30-239, B4/03/09, 8403130404 


'103160025 Advises that 840116 rev to physical security personnel 
’training it qualification plan consistent w/provltlons of 
IOCFRSO. 34 <p ) It acceptable 

LEWIB.R C Division of Project L Resident Program* 04/03/13 
FARRIS, H 0 Tennessee Valley Authority 2pp 22653 338 24X 

F lche 30-239,84/03/13,8403160023 


IO 3170136 Act receipt of 040221 tt 0312 ltr* Informing NRC of step# 
fallen to correct violations noted in IE Insp Repts 
*0-239/03-39, 30-260/03-59 It 30-296/03-99 Responses meet 
I^OCFRa 201 requir ements, 

LEWIS, R C Division of Project It Resident Programs, 84/03/14 
F arris, H 0 Tennessee Valley Authority, lp 22670 314 24X 

F'lche* 30-23?, 04/03/14, 0403190136 


— 0403190149 Suppls response to NRC 840120 ltr re violations noted in IE 
Insp Repts 30-299/03-59, 30-260/03-39 I. 30-296/83-5? 

Responses withheld (ref 10CFR73 211 * 

MILLS, L M Tennessee Valley Authority 84/03/12 O'REILLY, J P 
Region 2, Office of Director lp 22670 313 24X 

Fiche 90-259,84/03/14,8403170136 


— B403190I61 Responds to NRC 840120 ltr re violations noted in IE Insp 
Repts 30-257/03-99,50-260/83-5? L 50-296/83-59 Responses 
withheld (ref 10CFR73 21) 

MILLS, L H Tennessee Valley Authority 04/02/21 O'REILLY, J P 
Region 2. Office of Director lp 22670 316 24X 

Fiche 30-259, 84/03/14.8403190136 


— 0403 1 90 172 Forward s IE Insp Repts 30-239/03-59,50-260/83-99 11 
30-276/83-59 on 031216 I, notice of violation Notice of 
violation withheld (ref 10CFR2 790 6 73 21 I 

LEWIS, R C Division of Project It Resident Programs B4/01/20 
PARRIS, H G Tennessee Valley Aothority 2pp 22670 317 24X 

Fiche 50-259.04/03/14,8403190136 


— 0403190100 IE Insp Repts 50-259/83-59.30-260/03-59 6 50-296/83-39 on 
031216 Noncomp 1 lance noted security force member failed to 
control access to area Details withheld (ref S0CFR73 21 6 
2 7901 

TILLMAN, A Region 2, Office of Director 04/01/19 lp 
22670 319 24X Fiche 30-239.04/03/14,8403190136 


8403290117 Forwards FEMA final rept for 931019-16 emergency exercise 
VERRELLI.D M Division of Project It Resident Programs 04/03/20 
PARRIS, HO Tennessee Valley Authority lp 22807027 24X 

Fiche 30-239.84/03/20,8403290117 


0 Adjudicatory correspondence 


B40320003? Submits add) info on util initiatives in PRA, per response to 
840227 ltr Effort to reduce number of violations 6 risks 
mainta i ned 

FREEMAN, S P Tennessee Valley Authority 04/03/12 MARKEY, E U 
House of Rep . Interior & Insular Affairs 2pp 326B5 033 24X 

Fiche 50-259,84/03/(2,0403200059 


J Insurance It indemnity Information 


0403060334 Forwards Endorsement 73 to NELIA Policy NF-198 

DUCK, J R Harsh 6 McLennan, Inc 84/02/20 BALTZMAN, J Assistant 
Director for State U Licensee Relations 2pp 22516 009 24X 

Fiche 50-259, 04/02/20, 0403060334 


P Operating license stage documents S< correspondence 


8403060076 Forwards request for add! info re InserVice tasting of pumps 
L valves, in order to complete review of 820831 6 B30406 
submittals Response requested within 45 days of ltr receipt 
VASBALLQ, D D Operating Reactors Branch 2 04/02/10 PARRIS, H 0 

Tennessee Valley Authority 4pp 22528 208 24X 

Fiche 30-259,84/02/10,0403060076 


8403140340 Summary of 83)215 meeting w/GE 6 Mark 1 Owners Group in 
BethesdaiMD re Mark I containment we twe 11 -dry we 11 vacuum 
breaker design methodology 

B1EGEL, B L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 31pp 22633 198 24X Fiche 50-000,84/02/21. 

8403140340 


0403010306 Application for amend to Licenses DPR-33, DPR-52 6 DFR“60> 
changing Tech Specs to lower Oroup 1 isolation setpoint for 
reactoT lower water level W/propr ie tar y NEDE-30012. 11 M8IV 
Water Level " Rept withheld (ref IQCFR2 790) 

MILLS, L M Tennessee Val ley Authority 04/02/22 DENTON, H R 
Office of NucleaT Reactor Regulation, Director 3pp 22433 042 
24X Fiche 50-259. 84/02/22. 8403010306 


— 8403010313 Proposed changes to Tech Specs lowering Oroup 1 isolation 
setpoint for reactor lower water level W/affidavtt 
* Tennessee Valley Authority 84/02/22 29pp 22433 045 24X 

Fiche 50-259,84/02/22.0403010306 


8403140276 Requests 840307 meeting w/TVA in C h a t tanooga. TN to discuss 
design of analog trip sys for l/nit 3 in light of failure of 
analog transmitters experienced in Unit 1 , p er util 840123 
request far license amend 

VASSALLO, D 0 Operating Reactors Branch 2 84/02/28 PARRIS, H G 

Tennessee Valley Authority 2pp 22636 327 24X 

Fiche 50-296,04/02/28,8403140276 
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8403150323 Forwards info re ONL dnse reduction project plant visit Info 
allows ONL personnel to batter prepare for station visit* 
expedite paperwork & mitumlie impatt on plant personnel 
VASSALLQ, D S Operating Reactors Branch 2 84/02/28 PARRIS, H Q 

Tennessee Valley Authority 46pp 22662 040 24X 

Fithe 50-259* 04/02/20* 8403 1 30323 


0403130007 Forwards response to Generic Lfcr 03-36 re MJRE3-0737 Tech 
Specs 

MILLS* L M Tennessee Valley Authority 84/03/07 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 3PP 22613 349 
24 X Fiche 50-239.04/03/07*8403130007 


0403130028 Informs that addl info requested on 831012 re reactor 
protection sys power monitoring tys design mods will be 
submitted by 040702 

MILLS. L M Tennessee Valley Authority 84/03/07 DENTON. H R 
Office of Nuclear Reactor Regulation. Director lp 22614 362 24X 

Fiche 50-259. B4/03/07. B403130023 


0403160247 Informs of 040327 meeting to discuss proposed responses 
to NRC questions on Rev 7 to topical QA program. per 
B40302 telcon 

LEWIS. R C Region 2 , Office of Director 84/03/03 PARRIS, H 0 
Tennessee Valley Authority lp 22660 361 24X 

Fiche 50-000. C4/03/OB. B403I60247 


8403160373 Notifies of use of ASME Nuclear Components Code Case N32-4 
for hydrostatic testing of Class 3 embedded piping PRC 
position re Use of Code Case N32-4 requested 

MILLS, L M Tennessee Valley Authority B4/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation. Director ip 22660 014 24/ 

Fiche 50-000*84/03/12.8403160373 


8403150275 Generic Ltr B4-07 to all licensees of BWR* re procedural 
guidance for pipe replacement at BWRs Svc List end 
E1BENHUT.D 0 Division of Licensing 84/03/14 Commonwealth 

Edison Co 20pp 22023 354 24X Fiche 50-000,84/03/14.8403150275 


B403200170 Forwards response to Item 4 5 of Generic Ltr 83-20. 
“Required Actions Based on Generic Implications of Salem 
ATW8 Events" re reactor trip sys reliability Control rod 
tests check rad insertion times S. hydraulic scram valves 
MILLS. L M Tennessee Valley Authority 04/03/15 DENTON, H R 
Office of Nuclear Reactor Regulation* Director 10pp 22700 024 
24 X Fiche 30-259,64/03/15 , 0403200170 


B4Q3260229 Forwards addl info re test configuration & results of 
verification testing, per 840106 request re adequacy of 
station electric distribution sys voltages Test results 
Indicated no unexpected voltage levels 

MILLS. L M Tennessee Valley Authority 04/03/19 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 26pp 22756 124 
24X Fiche 50-259,94/03/19,8403260229 


Q Inspection reports* It Bulletins 9 correspondence 


8403070054 Responds to NRC ltr re violations noted in IE tnsp Repts 
50-259/ B3-09, 50-260/03-09 9 S0-296/B3-09 List of 
identified deficiencies b implementation schedule provided 
to senior NRC inspector on B30901 

MILLS, L M Tennessee Volley Authority 83/09/15 Q'REILLY.J P 
Region 2, Office of Director ip 22547 261 24X 

Fiche 50-259* 03/09/15* B403070054 


8403070237 Updates 030715 response to NRC 63Q616 ltr re violations 
noted in IE Insp Repts 50-239/83-19.50-260/83-19 t* 

50-296/33-19 Operating instructions revised u Unit* 2 1 3 
PEC charging sys operational 

MILLS, L M Tennessee Va 1 ley Authority 03/09/30 O'REILLY, JP 
Region 2, Office of Director !p 22341 361 24X 

Fiche 30-259,33/09/30,8403070237 


8403070271 Suppls 830330 response to NRC ltr re violations noted in IE 
Insp Repts 50-259/33-23. 50-260/B3-23 U 50-296/83-23 Boral 
test specimen installation will be delayed until 831028 due 
to late receipt of matls per 831012 telcon 

RAMMER, D S Tennessee Valley Authority 33/10/21 O'REILLY, J P 
Region 2, Office of Director lp 22546 356 24X 

Fiche 50-259,33/10/21, B403070271 


8403070023 Responds to NRC ltr re violations noted in IE Insp Repts 
30-259/33-27,50-260/03-27 h 30-296/03-27 Corrective actions 
compliance w/lnstruc fcions will be achieved !* corrective 
actions will be completed before Cycle 6 operation 
MILLS. L, (4 Tennessee Valley Authority 83/10/27 O'REILLY, J P 
Region 2, Office of Director ip 22541 262 24X 

Fiche 50-259,83/10/27,8403070023 


8403070067 Forwards IE Insp Repts 50-259/03-50,50-260/83-50 t< 
50-296/83-50 on B30912-16 !* 26-30 Unresolved Item re 
passible high radiation doses measured by personnel 
d oslmet ere. d i scussed on 031028, considered closed 

O'REILLY, J P Region 2. Office of Director 64/01/11 PARRIS, H 0 
Tennessee Valley Authority 2pp 22545 341 24X 

Fiche 50-259,84/01/11,0403070067 


— 9403070072 IE Insp Repts 50-259/83-50, 50-260/B3-50 b 50-296/83-50 on 
831028 No violations or deviations noted Major areas 
inspected TLD b multiple badglng 

DEES, 0 T Region 2, Office of Director 63/12/05 5pp 
22545 343 24X Fiche 50-259,04/01/11,0403070067 


8403160232 Forwards IE Insp Repts 50-259/B4-04, 50-260/04-04 8. 
50-296/04-04 on B40123-27 No violations or deviations noted 
VERRELLI.D M Division of Project & Resident Programs 84/02/16 
PARR 10, H 0 Tennessee Valley Authority 2pp 22661 029 B4X 
Fiche 50-239.04/02/16,8403160232 


— 8403160238 IE Insp Rspts 50-259/84-04,50-260/94-04 fc 50-296/84-04 on 
040123-27 No violations or deviations noted. Major areas 
Inspected startup testing, new fuel recelp t, pi ant tours fc 
MSIV repair status 

DAVENPORT , K E Region 2, Office of Director JAPE, F Division of 
Engineering I, Operational Programs 04/02/14 3pp 22661 031 
24 X Fiche 50-259,84/02/16,8403160232 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits & Annunciation “ Svc list 
unc L 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 94/02/20 Consolidated Edison Co of New 

York, Inc 115pp 22909 239 24X Fiche 50-000, 04/02/20, B401 190072 


8403160162 Ack receipt of 040222 ltr informing NRC of stepi taken to 
correct violations noted in IE Insp Repts 50-259/83-57, 
30-260/03-57 J< 50-296/83-57 

LEWIS, R C Division of Project b Resident Programs 84/02/2? 
PARRIS, H Q Tennessee Valley Authority lp 22655 273 24X 

Fiche 50-859,84/02/29,8403160162 


— 8403160171 Responds to NRC 040123 ltr re violations noted in IE Insp 
Repts 50-259/83-57,50-260/83-37 t, 50-296/03-57 Corrective 
action# policy statement issued te health physics 
technicians re high radiation area doors 

MILLS, L M Tennessee Valley Authority 04/02/22 O'REILLY. J P 
Region 2, Office of Director Spp 22655*274 24X 

Fiche 50-259,84/02/29,8403160162 


— 8403160 17B Forwards IE Insp Repts 50-259/03- 57.50-260/03-57 It 
30-296/83-57 on 831126-1225 l* notice of violation 
LEWIS, R C Division of Project It Resident Programs 04/01/23 
PARR 1 8, H G Tennessee Valley Authority 2pp 22655 279 24X 

Fiche 50-259*84/02/29,9403160162 


— 0403160181 Notice of violation from insp on 831126-1225 

* Region 2, Office of Director 84/01/23 2pp 22655 201 24X 

Fiche 50-259,64/02/29.0403160162 


— 0403160186 IE Insp Repts 30-259/03-57,50-260/03-57 It 50-296/83-57 on 
031126-1225 Violations noted failure to lock high radiation 
area, to follow special work permit b to have adequate fire 
protection malnt procedure 

PAULK. 0 L Region 2, Office of Director CANTRELL. F 9 Division 
of Project b Resident programs 04/01/21 6pp 22655 283 24X 

Fiche 50-259,84/02/29.8403160162 


040316021 B Ack receipt of 040209 ltr informing NRC of step* taken to 
correct violations noted in IE Insp Repts 50-259/83-40, 
50-260/03-40 b 50-296/83-40 

LEW1S.R C Division of Project b Resident programs 84/03/01 
PARRIS. H G Tennessee Valley Authority Ip 22661 070 24X 

Fiche 50-259,04/03/01.0403160210 


— 6403160223 Responds to NRC 040111 ltr re violations noted in IE Insp 
Repts 50-259/03-40,50-2 60/03-40 It 50-296/03-40 Corrective 
actions radiological emergency planning program reviewed I < 
areas requiring rev identified 

MILL9.L M Tennessee Valley Authority 84702/09 O'REILLY, J P, 
Region 2, Office of Director 6pp 22661:099 24X 

Fiche 50-239, 84/03/01. S403 1 60218 


—0403160230 Forwards IE Insp Repts 50 -259/ B3-40. 50-260/83-40 St 
50-296/03-40 on 031017-21 It 1122 k notice of violation. 

LEWIS, R C Division of Project 6 Resident Program* 04/01/11 
PARR 1 8. H 0 Tennessee Valley Authority 2pp. 22661.105 24X 

Fiche 50-259,04/03/01*8403160210 


— 8403160239 Notice of violation from Insp on 831017-21 It 1122, 

* Region 2, Office of Director. 84/01/11 Spp 22661 107 24X 

Fiche 50-259,84/03/01,0403160218 
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— 0403160244 IE Insp Rept* 30-259/03-40, 50-260/83-40 & 30-296/83-40 an 
B31017-21 l< lt22 Noncompliance noted failure to control 
document*, properly train emergency personnel in protective 
action requirements ti incorporate protective action 
DECKER, T R , 9TODDART, P 0 Region 2, Office of Director 
JENKINS, 0 R Division of Emergency Preparedness 6 Material* 

8*f ety 84/01/06 9pp 25661 110 24X Fiche 50-239,84/03/01, 

B403160216 


0402090007 IE Info Notice B4-14, "Highlights of Recent Transport 
Regulatory Revs by DOT !< NRC " Svc list end 

GRACE, J N Division of QA« Safeguards & Inspection Programs (Post 
830103 > 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22552 329 24X Fiche 30-000,84/03/02,0402090007 


S40209000B IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B30103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22333 090 24X Fiche 30-000, 84/03/02, B402090008 


8402090009 IE Info Notice 04-13, "Reporting of Radiological Releases " 
Svc lilt end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 8301031 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22333217 24X Fiche 30-000,04/03/02,8402090009 


8403080213 EN-B4-007 on 840307, notice of violation U proposed 
impoeitlon of civil penalties In amount of 440,000 to be 
issued Action based on failure to control access into vital 
area due to guard leaving post 

RQSANO, fl Director's Office, Office of Inspection and Enforcement 
04/03/02 Ip 22560 021 24X Fiche 30-289,84/03/02,0403000213 


B402090Q11 IE Info Notice 84-17, "Problems W/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp 11 Svc list end 
JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post B30103) 84/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22353 336 24X Fiche 30-000,84/03/03,8402090011 


S403160308 Ack receipt of 040217 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-239/03-36 
LEWIS, R C Division of Project it Resident Programs 84/03/03 
PARRIS, H 0 Tennessee Valley Authority lp 22660 083, 24X 

Fiche 30-239, 04/03/03, 0403160308 


— B4O316O310 Responds to NRC B40117 ltr re violations noted in IE Insp 
Repfcs 30-239/B3-36, 30-260/83-36 t< 30-296/83-36 Corrective 
actions 107. retest sample calculation made for all snubbers 
within Category/Oroup 3 

MILLS, L M Tennessee Valley Authority 84/02/17 O'REILLY, J P 
Region 2, Office of Director 2pp 22660 0B6 24X 

Fiche 30-239,04/03/03,8403160308 


—8403160320 Forwards IE Insp Repts 30-239/83-36,30-260/83-36 t< 
30-296/B3-S6 on 831213-16 it notice of violation 
LEWIS, R.C Division of Project it Resident Programs 04/01/17 
PARRI8, H 0 Tennessee Valley Authority 2pp 22660 080 24X 

Fiche 30-239,04/03/03,8403160300 


—8403160339 IE Insp Repts 30-239/83-36, 30-260/83-36 i< 30-296/B3-56 on 
031213-16 Violation noted failure to test addl 107. sample 
for each snubbar ’that failed functional teat 

WHITENER, H, L Region 2, Office of Director JAPE, F Division of 
Engineering & Operational Programs 84/01/10 8pp 22660 091 
24X Fiche, 30-239, B4/03/03, B40316030B 


0403290237 Forward* IE Insp Repts 30-239/84-03, 30-260/B4-03 fc 
30-296/84-03 on 040130-0201 No violation* or deviation* 

1 d *nt i f led 

VERRELLI, D M Division of Project it Resident Programs 84/03/03 
PARRIS, H,0 Tennessee Valley Authority 2pp 22000' 229 24X 

Fiche: 30-239, B4/03/03, 0403290237 


—8403290239 IE tn*p Repts 30-239/84-09, 30-260/84-03 {. 30-296/84-03 on 
840130-0201. No violations or deviation* identified Major 
area* inspected followup of IE Bulletin 81-03, review of LERs 
re bulletin S< procedure* for flow rever 1 f lcat 1 Dn test* 

CUNNINGHAM, A L Region 2, Office of Director MONTGOMERY, D M 
Division of Engineering t Operational Program* 84/03/02 3pp 
22800 231 24 X Fiche 30-239,84/03/03,8403290237 


B402090024 IE Info Notice 04-09, Rev 1, "Lesson* Learned From Inspa of 
Fire Protection Safe Shutdown By* " Eve list end 
JORDAN, E L Division of Emergency Preparedness i, Engineering 
Response (Post B301031 84/03/07. Consolidated Edison Co of New 

York, Inc, llBpp 22633 049 24X Fiche 30-000,04/03/07.8402090024 


B402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys, " Svc list enel, 

JORDAN, E L Dlvieion of Emergency Preparedness fc Engineering 
Response (Post 830103), 04/03/07 Consolidated Edison Co of New 

York, Inc. UBpp 22384 186 24X Fiche 30-000,84/03/07,8402090028 


8403160273 Forwards IE Enforcement Conference Repts 30-239/84-06, 
30-260/84-06 t, 50-296/B4-06 on 040224 

O'REILLY, J P Region 2, Office of Director 84/03/08 PARRIS, H O 
Tennessee Valley Authority 2pp 22661 004 24X 

Fiche 30-259, 84/03/00,8403160273 


— S4031602B2 IE Enforcement Conference Rept* 50-259/84-06,50-260/84-06 6 
30-296/04-06 on B40224 Major items discussed bypassing rod 
sequence control sys while shutting down 6 isolation Of 
dryuiell to pool pressure instrument 

BUTCHER, R C Region 2, Office of Director CANTRELL, F 5 
Division of Project & Resident Programs 84/02/29 4pp 
22661 006 24X Fiche 30-239.84/03/08.8403160273 


8402090031 IE Bulletin 04-02, "Failures of GE Type HFA Relays in Use In 
Class IE Safety Sys " Bvc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

1 34p p 22023 094 24X Fiche 30-000,04/03/12,8402090031 


0403190136 Ack receipt of 040221 i, 0312 itrs Informing NRC of steps 
taken to correct violations noted In IE Insp Repts 
30-239/83-39,30-260/03-59 It 30-296/03-39 Responses meet 
10CFR2 201 requirements 

LEWIS, R C Division of Project l< Resident Programs 84/03/14 
PARRIS, H G Tennessee Valley Authority lp 22670 314 24X 

Fiche 30-259,04/03/14,0403190136 


— 8403190149 Suppls response to NRC 840120 ltr re violations noted in IE 
Inap Repts 30-287/03-59. 30-260/03-59 St 30-296/83-59 
Responses withheld (ref 10CFR73 21) 

MILLS, LM Tennessee Valley Authority B4/03/12 O'REILLY, JP 
Region 2. Office of Director Ip 22670 313 24X 

Fiche 30-239,84/03/14,0403190136 


— 0403190161 Responds to NRC B40120 ltr re violations noted In !E Insp 
Repts 30-239/83-39,30-260/83-39 It 50-296/03-39 Responses 
withhold (ref 10CFR73 21 ) 

MILLS, L M Tennessee Valley Authority 04/02/21 O'REILLY, JP 
Region 2, Office of Director lp 22670 316 24X 

Fiche 30-239,04/03/14,8403190136 


—0403190172 Forwards IE Insp Repts 30-259/83-39, 30-260/B3-39 & 
30-296/83-39 on 031216 It notice of violation Notice o-f 
violation withheld (ref 10CFR2 790 it 73 21 ) 

LEWIS, R C Division of Project St Resident Programs 04/01/20 
PARRIS, H G Tennessee Valley Authority 2pp 22670 317 24X 

Fiche 30-239,04/03/14,0403190136 


—0403190100 IE Insp Repts 30-239/03-39,30-260/03-37 6 50-296/83-39 on 
831216 Noneomp 1 1 ance noted security force member failed to 
central access to area Details withheld (ref 10CFR73 21 it 
3 790 5 

TILLMAN, A , PATTERSON, C Region 2, Office of Director 
MCGUIRE, D R Division of Emergency Preparedness 8. Materials 
Safety 84/01/19 tp 22670 319 24X Fiche 30-259.84/03/14, 

0403190136 


0403290047 Summarizes 840312 meeting in Region II ofc to planned util 
organizational changes & regulatory performance improvement 
program for facility 

O'REILLY, J P Region 2. Office of Director 84/03/15 PARRIS. H G 
Tennessee Valley Authority lp 22806 271 24X 

Fiche 30-259,84/03/15,8403290047 


B403290178 Ack receipt of 840217 1 tT informing NRC of steps taken to 
correct violations noted in IE Insp Repts 5O-239/03-3B, 

30-260/83-38 it 30-296/03-30 

LEWIS, R C Division of Project it Resident Programs 84/03/20 
PARRI9, H G Tennessee Valley Authority lp 22B00 27B 24X 

Fiche 30-259.84/03/20,0403290170 


— B4O329O103 Suppls response to NRC 840119 ltr re violations noted 
In IE Insp Repts 30-239/83-30,30-260/03-30 8. 30-276/83-38 
Corrective actions distribution of insp rept ta health 
physics personnel initiated 

MILLS. L M Tennessee Valley Authority 04/02/17 O'REILLY, J P 
Region 2, Office of Director 2pp 22800 279 24X 

Fiche 30-239,84/03/20,8403290178 


— 8403290190 Ack receipt of 831209 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-239/83-30, 

50-260/83-30 it 30-296/83-38 

O'REILLY. J P Region 2, Office of Director 04/01/19 

PARRIB, H G Tennessee Va 1 1 ey Author i ty Spp 22800 1 20 1 24X 

Fiche 30-259,84/03/20,8403290178 


— 8403290203 Ack receipt of 031209 ltr Informing NRC of steps taken to 
Correct violations noted in IE Insp Repts 30-239/03-30, 

30-260/03-38 it 50-296/83-30 

LEWIS, R C Division of Project it Resident Programs 03/12/21 
PARRIS, H 0 Tennessee Valley Authority lp 22800 203 24X 

Fiche 50-239,04/03/20,0403290178 
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— 8403290207 Responds to NRC 831109 ) tr re violations noted In IE Insp 
Repts 30-239/03-38,50-360/83-38 t, 50-296/63-30 Corrective 
actions map. rept distributed to health physics per sonne 1 & 

RCI-3 revised to incorporate 10CFR49 changes 

MILLS , L H Tennessee Valley Authority 63/12/09 D 'REILLY, J P 
Region 2. Office of Director 3pp 22000 304 24X 

Fiche 30-259, B4/Q3/20, B40329017B 


— 8403290211 Forward t IE Insp Repts 50-239/03-30. 50-260/03-38 & 
30-296/03-38 on 030912-16 6 notice of violation 

LEWIS, R C Division of Project 8. Resident Prograss 03/11/09 
PARRIS. H G Tennessee Valley Authority 2pp 22B00 209 24X 

Fiche 30-239, 84/03/20. B40329017B 


—0403290214 Notice of violation from Insp on B30912-16 

« Region 2, Office of Director 03/11/09 2pp 22000 291 24X 

Fiche 30-259,84/03/20,8403290573 


—0403290220 IE Insp Repts 30-239/B3-3B, 5O-26O/B3-30 8, 50-296/03-30 on 
830912-16 Violations noted 55-gallon drum reading 30 to 65 
pilllirem per hour observed unlabeled t< radiation control 
procedures not prepared or adhered to 

DEBS, D T Region 2. Office of Director HARR, K P Division of 
Engineering 6 Operational Programs 83/11/03 6pp 22B00 293 
24X Fiche 50-259,04/03/20,0403290178 


8402090043 IE Info Notice B4-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Pre par e d no s « & Engineering 
Response (Post 030103) B4/03/21 Consolidated Edison Co of New 

Tort, Inc 123pp 22623 229 24 X Fiche 50-000,04/03/21,8402090043 


8402090044 IE Info Notice B4-2Q, "Svc Li fe of Relays in Safety-Related 
Sy s ” Svc list one 1 

JORDAN, E L Division of Emergency Preparedness tc Engineering 
Response (Post B30103) 04/03/21 Consolidated Edison Co of New 

York, Inc 135pj> 22933 001 24X Fieho 50-000,04/03/21,0402090044 


R Periodic -operating reports L related correspondence 


0403020103 Monthly operating repts for Jan 19B4 U/040210 1 tT 
CHAPMAN. M , THOM, T , JONES, G T Tennessee Valley Authority 
04/01/31 4 Ipp 32443 166 24X Fiche 30-259. B4/0 1 /31 , B403020 103 


8403300133 Forwards monthly operating repts for Feb 1984 & corrected 
Jan 19B4 monthly operating Tept far Unit 1 

JONES, S T Tennessee Valley Authority 84/03/09 Office of 

Resource Management, Director lp 22820 203 24X 

Fiche 30-259, 04/03/09, 8403300133 


— -8403300 136 Monthly operating repts for Feb 19B4 

THOM, T Tennessee Valley Authority 84/02/29 37pp 22020 204 
24 X Fiche 50-259.84/03/09,8403300133 


8 Reportable occurrences, LERs h related correspondence 


B403D50051 Notification of 840307 meeting ui/utll In C ha t ban o oga , TN 
to discuss design of analog trip sys in light nf transmitter 
failures in Unit 1 

CLARK, R J Operating Reactors Branch 2 04/02/20 VASSALLD, D B 

Operating Reactors Branch 2 lp 22327 31B 24X 

Fiche 30-296.04/02/28,840303005! 


B403260233 Forwards summary list of deficiencies identified per 
10CFR50 35(e). Part 21 l< potential generic I tr repts for 
comment* 

STARDSTECKI, R Division of Project 6 Resident Program* 84/02/2B 
Region 1 . Office of Director 7pp 22756 065 24X 

Fiche 30-000. B4/02/2B, 0403260233 


0403200087 LER B4-004-00 on 84022B, RHR outboard Loop U isolation 
valve steam found broken Probably caused by overstres* 
or extreme load Lipu torqu e, Limi torque switches i, valve 
discs investigated W/B4Q314 Itr Followup rept by 040615 
WALKER. J D , JONES, G T Tennessee Valley Authority 04/03/14 3pp 
22699 092 24 X Fiche 50-296, 84/03/ 14, 04O32OOOB7 


V Operator Examinations 


8403 1 60227 Confirms B4D302 meeting in Atlanta. OA re B4D319 operator 
requal i f 1 ration exam, per 040229 telcon 

LEWI3, R c Division of Project & Resident Programs 04/03/01 
PARR TSi H G Tennessee Valley Authority lp 22660 320 24X 
Fiche 50-259.84/03/01,8403160227 


B403290322 Discusses B40117 ltr confirming arrangements for 
administration of r eq.ua! 1 ficat ion exams Random selection 
process used to determine identify uf examinees for written 
U oral exams List of examinees end 

LEWIS. R C Division of Project S< Resident Programs 84/03/13 
PARRIS. H Q Tennessee Valley Authority 3pp 22002 049 24X 

Fiche 50-259.94/03/13,8403290322 


B403290213 Summarires 840302 meeting w/util re 040323 roq.ua 1 1 f i cati on 
exam of licensed operator & senior operator personnel at 
facilities Meeting provided better understanding of operator 
requa 1 l ficat ion training 6 exam programs 

LEWIS, R C Division of Project S. Resident Programs 84/03/15 
PARRIS, H 0 Tennessee Valley Authority 3pp 22800 360 24X 

Fiche 50-259, 94/03/15. B40329O213 


DOCKET 50-290 COOPER NUCLEAR STATION 


F Security, medical, emergency 6 fire protection plans 


0403050141 Provides scenario fOT submittal of proposed emergency 
preparedness Info, per NRC 020114 ltr tt 000019 revised 
emergency planning rule 

COLLINS, J T Region 4, Office of Director 04/02/09 PILANT, J M 
Nebraska Public Power District 2pp 22487 306 24X 

Fiche 30-298,94/02/09.0403090141 


0403060471 Advisee that NRC will not review emergency plans to delate 
privacy or proprietary Info unless specifically requested 
by licensee, per 010709 Generic Ltr Bl-27, W/o request, entire 
plan will be placed In PDR 

VASSALLD, D B Operating Reactors Branch 2 04/02/10 PILANT. J M 

Nebraska Public Power District 2pp 22349 324 24X 

Fiche 50-298.94/02/10.0403060471 


0403060346 Forwards emergency plan Implementing proeedur at. inc lud Ing 
Rev 2 to 9 7 9, “General Emergency Implementing Procedure, 11 
Rev 3 to 5 7 13, "Personnel Monitoring & Decontamlnat 1 on" 
t. Rev 3 to 5 7 15, "Rescue & Reentry " U/o end 

PILANT, J M Nebraska Public Power District 04/02/13 COLLINS, J T 
Region 4, Office of Director tp 2251B 223 24X 

Fiche 50-29B, 04/02/13, 0403060346 


8403260235 Forwards IE Insp Rept 5O-298/B3-20 on 031018-21 Ei notice Of 
violation 

JOHNSON, E M Region 4, Office of Director 84/02/17 PILANT, J M 
Nebraska Public Power District 2pp 22753 158 24X 

Fiche 50-290, 04/02/17, B403260235 


— 8403260230 Notice of violation fTOm insp on 83101B-21 

* Region 4, Office of Director 04/02/17 2pp 22755 160 24X 

Fiche 90-298,84/02/17.0403260235 


— 0403260240 IE Insp Rept 50-290/03-20 on 031010-21 Violation noted 
licensee presented no evidence that physician assistant 
trained to identify aberrant behavior Details withheld 
(ref 10CFR73 21) 

CALDWELL.R A , KELLI, J A F , HUNN 1CUTT , D il Region 4, Office of 
Director 04/02/17 lp 22753 162 24X Fiche 30-290,04/02/17, 

0403260235 


8403060239 Forwards Rev 3 to Emergency Plan Implementing Procedures 
3 7 3. "Alert implementing Procedure," 5 7 8, "Activation of 
OSCs" & 5 7 1 2 , "Emergency Radiation Exposure Control " 

W/o ends 

PILANT.J M Nebraska Public Power District 04/02/21 COLLINB, J T 
Region 4, Office of Director ip 22517 313 24X 

Fiche S0-29B, 84/02/21,0403060239 


0403140232 Forwards order confirming licensee 030413,0711 & 20 fc 1230 
commitments to comply w/Buppl l to NUREO-0737 re emergency 
response capability 

VASBALLOiD D Operating Reactors branch 2 84/02/22 PILANT, J M 

Nebraska Public Power District 2pp 22636 332 24X 

Fiche 50-290, 04/02/22, 0403140232 


— 0403140236 Order confirming licensee commitment* to comply w/Buppl 1 
to NUREG-0737 (Generic Ltr 02-33) re emergency response 
capab 1 1 ity 

EIBENHUT, D Q Division of Licensing 04/02/22 Nebraska Public 
Powbt District 6pp. 22636:334, 24X Fiche 50-298,84/02/22, 

8403140252 


0403090100 Application for amend to License DPR-16, chang ing Tech Bpees 
ra fire detection instruments tD comply w /NUREG-0737 
(Generic Ltr 83-36), Items II D I, 1 1 B 3. 1 1 F i fc 1 1 0 3. 4 
KUNCL.L 0 Nebraska Public Power District 04/02/29 VAB8ALLO, D D 
Operating Reactors Branch 2 6pp 22371 116, 24X 

Fiche 30-298,04/02/29,8403090100 
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— 8403090116 Proposed radiological Tech Specs per NUREG-0737 (Generic 
Ltr 83-36) re firs detection Instrumentation 

• Nebraska Public Power District 04/02/29 16pp 22371 122 
24X Fiche 90-298.04/02/29,8403090100 


8403190089 Revised emergency plan implementing procedures. Inc lud ing 
Procedure 9 7 16 re release rate determinat i on. 3 7 17 re 
dose assessment k 5 7 19 r« onsite radiological monitoring 
M/840314 ltr 

THOMASON, P V , PILANT, J M Nebraska Public Power District 
84/02/29 COLLINS. J T, Region 4, Office of Director 72pp 
22669 229 24X Fiche 90-298,84/02/29,8403190089 


B403060264 Forwards "Program Plan for Detailed Control Room Design 
Review," Including proposed schedule for Implementation, 
per NUREQ-0737, Bupp 1 1 requirements 

PILANT, J M Nebraska Public Power District 84/03/01 
EISENHUT, D 0 Division of Licensing ip 22919 229 24X 

Fiche 90-298,84/03/01,8403060264 


— 8403060274 "Program Plan for Detailed Control Room Design Review 1 
* Nebraska Public Power District 84/02/29 65pp 22919 226 
24X Fiche 90-29B, 84/03/01, 8403060264 


8403060394 Forwards descriptions of Reg Guide 1 97 requirements & 
schedule for Implementation of emergency response 
capability, par NUREG-0737, Bupp 1 1 

PILANT, J M, Nebraska Public Power District 84/03/01 
EISENHUT, D. G Division of Licensing 19pp 22919 311 24X 

Fiche, 30-290, 84/03/01 > 8403060394 


8403090263 Forwards three repts re facility safety parameter display 
sys (8PDS1 , per requirements of Buppl 1 to NUREG-0737 
SPDS will be installed during upcoming rec Irculat 1 on piping 
replacement outage 

PILANT, J M Nebraska Public Power District 84/03/01 
EISENHUT, B, 0 Division of Licensing 2pp 22998030 24X 

Fiche 30-298,84/03/01,8403080269 


— B4030B0268 “Safety Perameter Display Sys Safety Analysis ” 

LOBNER, P Science Applications, Inc 303-8900000-76 04/03/01 

72pp. 22938-032 24X Fiche 30-298.84/03/01,8403080263 


— 8403080273 Procedure 903-8900000-91, "Ver 1 f icatl on J< Validation Plan 
THOMAS, N Science Applications, Inc 84/03/01 67pp 22998 123 
24X Fiche 90-298,84/03/01,8403080263 


— 8403080306 Procedure 903-8900000-27, "'Safety Parameter Display Sys 
Implementation Plan “ 

LOBNER, P Science Applications, Inc 84/03/01 30pp 229SB 193 
24 X Fiche. 90-298, 84/03/01, B403080269 


8403200167 Forwards Rev 3 to safeguards plan Rev withheld (ref 
10CFR73 21 it 3 790 > 

PILANT, J M Nebraska Public Power District 84/03/14 Record 

Services Branch (Document Control Desk). Ip 22696 394 24X 

Fiche. 90-298, 84/03/14, 8403200167 


8403220099 Forwards ravs to emergency plan Implementing procedures, 
including Rev S to Procsdure 9 7 16 re release rate 
determination, Rev 9 to 3 7 17 re dose assessment, Rev 0 to 
9 7, 17 l k Rev 3 to' 9 7 19 re monitoring W/o end 

PILANT, J M Nebraska Public Power District 84/03/14 COLLINS, J T 
Region 4, Office of Director lp 22713 398 24X 

Fiche. 90-298, 84/03/14, 8403220099 


8403270013 Revised Emergency Plan Implementing Procedures EPIP 976, 
“Notification," EPIP 9.7.20, "Protective Action Guides" 8< 

EPIP 9, 7. 21, "Emergency Equipment Inventory " M/840322 ltr 
MHITKAN, D, , MINDHAM, R. , PILANT, J. M Nebraska Public Power District 
84/03/19, COLLINS, J. T Region 4, Office of Director 60pp 
22766:028 24X Fiche 90-298,84/03/19,8403270013. 


8403220031 Ack receipt of 831209 ltr Informing NRC of steps teken to 
correct violations noted in IE Insp Rept 90-298/83-27 
JOHNSON, E. H Region 4, Office of Director 84/03/19 PILANT, J M 
Nebraska Public Power District lp 22712-321 24X 

Fiche, 90-298, 84/03/19,8403220031. 


— 8403220042 Responds to NRC 831 108 ltr re violations noted in IE Insp 
Rept 90-298/B3-27. Correct! ve actions adequacy of interfaces 
W/state & local govts on emergency preparedness will 
receive addl attention 

PILANT, J M Nebraska Public Power District. 83/12/09 

JOHNSON, E H Region 4, Office of Director 3pp, 22712 322 24X 

Fiche- 90-298, 84/03/19, 840322003 1 


P Operating license stage documents t, correspondence 


8403140340 Summary of 831215 meeting w/GE ti Mark I Owners Group In 
Detheeda.MD re Mark I containment wetwe 1 1 -dryuie 1 1 vacuum 
breaker design methodology 

8IECEL. D L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 Slpp 22635 198 24X Fiche 50-000,84/02/21. 

8403140340 


0403090100 Application for amend to License DPR- 16, c hang 1 ng Tech Specs 
re fire detection Instruments to comply w/NUREG-0737 
(Generic Ltr 03-36), Items II B 1. 1 1 B 3, 1 1 F 1 6 1 1 D 3 4 
KUNCL, L G Nebraska Public Power District 04/02/29 VAS9ALL0, D D 
Operating Reactors Branch 2 6pp 22571 116 24X 

Fiche 90-298,04/02/29,8403090100 


— 8403090116 Proposed radiological Tech Specs per NUREG-0737 (Generic 
Ltr 83-36) re fire detection Instrumentation 

» Nebraska Public Power District 84/02/29 16pp 22571 122 
24X Fiche 30-298,04/02/29,8403090100 


8403120290 Requests remittal of addl fee for review of 840118 
application For Tech Spec change re standby gas treatment t 
auxiliary electric sys, core & containment cooling sys 6 
torus temp monitoring sys 

DICOS, R M License Fee Management Branch B4/03/01 PILANT, J M 
Nebraska Public Power District lp 2261S 362 24X 

Fiche. 90-298. 84/03/01 . 84031 20290 


8403190168 Application for amend to License DPR-46, cons 1 s ting of 
Proposed Change 7 to radiological effluent Tech Specs W/ 

"Offsite Dose Assessment Manual for Assessment of Gaseous 6 
Liquid Effluents " No fee required 

PILANT, J M Nebraska Public Power District 84/03/07 
VASSALLQ, D D Operating Reactors Branch 2 lp 22642 094 24X 

Flcho 90-298.84/03/07,8403130168 


— 8403150171 Proposed Change 7 to radiological effluent Tech Specs 
* Nebraska Public Power District 84/03/07 72pp 22642 099 
24X Fiche 30-298,84/03/07,8403190160 


— 8403150173 "Offsite Dose Assessment Manual for Assessment of Gaseous S< 
Liquid Effluents " 

* Nebraska Public Power District 84/01/31 I25pp 22642 166 
24X Fiche 50-298,84/03/07,0403150168 


8403200294 Forwards Class IV fee per B403Q1 ltr 

PILANT, J M Nebraska Public Power District 84/03/13 DIGGS, R (1 

License Fee Management Branch lp 22691 107 H4X 
Fiche 90-298.84/03/13,8403200254 


8403150275 Generic Ltr 84-07 to all licensees of BWRs re procedural 
guidance far pipe replacement at OWRs Svc list end 
EISENHUT, D 0 Division of Licensing 84/03/14 Commonwealth 
Edison Co 20pp 22823 394 24X Fiche 50-000,84/03/14,8403190275 


0 Inspection reports. IE Bulletins S< correspondence 


8403260235 Forwards IE Insp Rept 50-290/03-28 on 831018-21 !< notice of 
violation 

JOHNSON, E H Region 4, Office Of Director B4/02/17 PILANT, J ft 
Nebraska Public Power District 2pp 22755 158 24X 

Fiche 50-298,84/02/17,8403260239 


— 8403260230 Notice Of violation from insp on 831018-21 

* Region 4, Office of Director 04/02/17 2pp 22799 160 24X 

Fiche 90-298,84/02/17.8403260239 


— 8403260240 IE Insp Rept 50-298/03-28 on 031010-21 Violation noted 
license* presented no evidence that physician assistant 
trained to identify aberrant behavior Details withheld 
(ref 10CFR73 21). 

CALDMELL, R A , KELLY, J A F , HUNN1CUTT, D M Region 4. Office Of 
Director 84/02/17 tp 22795 162 24X Fiche 50-298, 84/02/17, 

8403260235 


B403050091 Ack receipt of 840110 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-298/83-25 
JDHNBON, E H Region 4, Office of Director. 84/02/24 PILANT. JM 
Nebraska Public Power District, Ip 22488 059 24X 

Fiche. 90-298, 04/02/24, 0403090091 


— 8403090099 Responds to NRC 831200 ltr re violations noted In IE Insp 
Rept 9O-29B/03-29 Corrective actions responsibilities for 
transcribing t, forwarding safety review V audit board 
minutes transferred to Individ ual w/ fewer duties 
PILANT, J M Nebraska Public Pouter District 84/01/10 
JOHNSON, E H Region 4, Office of Director 3pp 22480 060 24X 

Fiche 90-298,84/02/24.8403030091 
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B401190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Control Circuit* k Annunciation ■' Sve list 
end 

JDRDAN, E L Division of Emergency Pre p arednes s & Engineering 
Response (Post 830103) 04/O2/2B Consolidated Edison Co of New 

York, Inc U5pp. 22909 23? 24X Fiche 30-000, 84/02/20. B401I90072 


B403060392 Forwards "Inservice Insp Plan for ASME Class l . 2 k 3 
Components.'* per 631216 commitment 

PILANT, J M Nebraska Public Power District 84/03/01 
VAS8ALL0, D. 33 Operating Reactors Branch 2 lp. 22318 134. 24X 

Fiche SO-296 1 84/03/01. 6403060392 


— 6403060393 "Inservlce Insp Plan for ASHE Class 1.2 k 3 Components “ 
« Oeneral Electric Co 84/03/01 19pp 22318 133 24 X 

Fiche 30-29B. 84/03/01, 8403060392 


8402090007 IE Info Notice 84-14. “Highlights of Recent Transport 
Regulatory Revs by DOT 1. NRC " Svc list end 

GRACE, J N Division of QA. Safeguards k Inspection Programs (Post 
830103) 84/03/02 Conti 1 i da t e d Edison Co of New York. Inc 

1 30 pp 22332 329 24X Fiche 50-000.84/03/02,0402090007 


8402090008 IE Info Notice 84-16. “Failure of Automatic Sprinkler By* 
Valves to Operate *' Svc list enc 1 

JORDAN. E L Division of Emergency Preparednees k Engineering 
Response (Post B30103I 94/03/02 Consolidated Edison Cd of New 

York, Inc 122pp 22953 098 24X Fiche 50-000,84/03/02.8402090008 


8402090009 IE Info Notice 94-15, "Reporting of Radiological Releases " 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Past 830103) 84/03/02 Consolidated Edison Co of Naw 

York. Inc £I9pp 22533 E17 24X Fiche 50-000,84/03/02,6402090009 


6402090011 IE Info Notice B4-17. "Problems W/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E. L Division of Emergency Preparednest k Engineering 
Response (Past 630103) 84/03/09 Consolidated Edison Co of New 

York. Inc II7pp 22553 336 24X FI ehe: 50-000, 84/03/05, 640209001 1 


8403130307 Provides results of comparative analysis of liquid unknown 
samp 1 e. per farmed by Radiological k Environ Sciences Lab in 
connection w/NRC confirmatory measurements insp In Pet 1983 
JOHNSON, E H Region 4, Office of Director 84/03/06 PILANT.JM 
Nebraska Public Power District 3pp 22600 056 24X 

Fiche 30-298. B4/O3/06, 8403130307 


8402090034 IE Info Notice 84-09. Rev 1. "Lessons Learned From Intps of 
Fire Protection Safe Shutdown By s " Svc list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Past 830103) 94/03/07 Consolidated Edison Co of New 

York. Inc U6pp 22633 04? 24X Fiche 50-000,84/03/07.8402090024 


940209002B IE Info Notice B4-1B. "Stress Corrosion Cracking in PWR 
By» “ Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22394 186 24X Fiche 30-000.84/03/07.8402090028 


B402090031 IE Bulletin 84-02. "Failures of OE Type HFA Relays in Use in 
Claes IE Safety Sys “ Svc list end 

DEYOUNO. R C Director's Office, Office of Inspection and 

Enforcement 84/03/1? Consolidated Edison Co of New York, Inc 

134pp 22823094 24X Fiche 50-000,84/03/12,8402090031 


8403160255 Ack receipt of 040118 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-296/83-31 
JOHNSON. E H Region 4, Office of Director 94/03/12 PILANT, JM 
Nebraska Public Power District lp 22660 329 24X 

Fiche SO-293, 64/03/12, B403160255 


— 8403160260 Responds to NRC 831223 ltr re violations notsd in IE Insp 
Rept 50-298/83-31 Corrective actions operations supervisor 
required to meet every utk w/ct»w in training to discuss 
reactor operation 

PILANT.JM Nebraska Public Power District 84/01/19 JOHNSONrE 
Region 4, Office of Director 4pp 22660:330 24X 

Fiche 30-298,84/03/12,9403160235 


8403220031 Ack receipt of B31205 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-296/83-27 
JOHNSON, E H Region 4, Office of Director 94/03/19 PILANT.JM 
Nebraska Public Power District ip. 22712 321 24X 

Fiche' 50-298, 84/03/19, 8403220031 


— 8403220042 Responds to NRC 931108 ltr re violations noted In IE Insp 
Rept 50-290/83-27 Corrective actions adequacy of interfaces 
u/*tate & local govts an emergency preparedness will 
receive addl attention 

PILANT. J H Nebraska Public Power District 83/12/05 

JOHNSON, E H Region 4, Office of Director 3pp 22712 322 24X 

Fiche 50-290, B4/03/19, 8403220031 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorized 
Entries into PUR Reactor Cavities " Svc list enc 1 
JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 50-000,84/03/21,8402090043 


B 4 02090044 IE Info Notice 84-20, "Bvc Life of Relays in 8e f • ty-Re let ed 
By a " Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Tnc I35pp 22933 001 24X Fiche 50-000.84/03/21,8402090044 


R Periodic operating reports k related correspondence 


8403020083 Monthly operating rept for Jan 1984 W/840207 ltr 
BALLINGER. P L , THOMASON, P V Nebraska Public Power District 
84/01/31 Spp 22441 211 24X Fiche 80-298, 84/01 /31, B4030200B3 


8403300150 Monthly operating rept for Feb 1984 W/B403O7 ltr 
BALLINGER, P L , THOMASON. P V Nebraska Public Power District 
94/02/89 Spp 22019 352. 24X Fic he, 50-298, 84/02/29, 84033001 50 


S Reportable occurrences, LERs k related correspondence 


9310280186 Forwards Safety Engineering Evaluation AE0D/E3I9. "Loss of 
Drywell-Torus Pressure Differential During RHR Pump Flow 
Testing at Cooper Nuclear Station " Licensee corrective 
actions adequate 

RUBIN»8 D Reactor Operations Analysis Branch 83/09/08 
SEYFRIT, K V Reactor Operations Analysis Branch lp 22775 205 
24X Fiche 80-298,03/09/08,8310280186 


— 9310280100 “Loss of Drywell-Torus Pressure Differential During RHR Pump 
Flow Testing of Cooper Nuclear Btation " 

RUBIN, a Director's Office 93/09/00 17pp 22775 206 24X 

Fiche 50-29B, 83/09/08, 83102B0166 


DOCKET 50-301 POINT DEACH NUCLEAR PLANT, UNIT 2 


0101190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits k Annunciation " Bvc list 
ercl 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Pott 830103) 84/08/29 Consolidated Edison Co of New 

York, Inc i 1 Spp 22909 239 24X Fiche 50-000,84/02/28,9401190072, 


F Security, medical, emergency k fire protection plans 


9403050200 Advises that NRC will not review emergency plans to delate 
privacy or proprietary info unless specifically requested by 
licensee, per 810709 Generic Ltr 01-27 W/o request, entire 
plan will be placed in PDR 

MILLER, J R Operating Reactors Branch 3 B4/02/16, FAY. C W 

Wisconsin Electric Power Co 2pp 22529 152 24X 

Fiche 50-266,84/02/16,8403050208 


0403120043 Notifies of 040323 workshop on fire protection safe 
shutdown requirements of I0CFR90. App R In Rosemont, IL to 
discuss IE Info Notice 84-09 k provide addl ehutdoun 
analyses k/or mod guidance Agenda ancl 

SPE89ARD, R L Division of Emergency Preparedness k Operational 
Support B4/03/06 DURSTE1N, 8 Wisconsin Electric Power Co 3pp 
22590 294 24X Fiche 50-266.84/03/06,0403120045 


9403160080 Submit* addl Info on Generic Ltr 82-33 schedule requirements 
for emergency response capabilities Vendor of new computer 
syt requested 1-yr delay to June 1965 for del lvery, affecting 
scheduler commitments made to MIC 

FAY, C W Wisconsin Electric Power Co 04/03/08 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp. 22652 327. 

24X Fiche 50-266,84/03/00,8403160080 


0403220093 Ack receipt of 840306 ltr informing NRC of corrective 
actions re deviation from commitment k resolution of revised 
emergency plan S£R clarification items noted in IE Insp 
Repts 50-266/03-25 k 50-301/03-25 

PAPER IELLO, C J Region 3, Office of Director 84/03/19. 
BUR8TEIN, S Wisconsin Electric Power Co. lp, 22716-324, 24X 

Fiche 50-266,84/03/19,8403220093 
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—840323009V Respond* to NRC 840202 ltr forwarding revised emergency plan 
8ER & request for clarification of listed items Sc deviation 
from commitment Corrective actions Procedure EP 5 0. 

''Organizational Control of Emergencies! " revised 

FAY, C W Wisconsin Electric Power Co 84/03/06 KEPPLER, J 0 

Region 3- Office of Director 9pp SS716 325 24X 

Fiche 50-266. 84/03/ I9i 8403220093 


0, Adjudicatory correspondence 


8402220197 Order extending time until 840228 for Commission to act to 
review Director's Decision DD-83-14 

CHILK. 8 *1 Office of the Secretary of the Commission 84/02/21 
Commissioners ip 22337 362 24X Fiche 3O-O0Oi 84/02/21 . 

8402220157 


B40301023B Order extending time until B40305 for Commission to act to 
review Director's Decision DD-83-14 & 831029 decision 
denying request of Environ Policy Inst 

CHILK, 0 J Office of the Secretary of the Commission 04/02/28 
Commissioners ip 22434 210 24X Flehe So-OOO. 84/02/28 1 

8403010238 


0403090069 Informs that Commission unanimously declined to review 
Director's Decision DD-83-14 Time provided by NRC 
regulations within which Commission may act to review 
expired Decision became final agency action on 840305 
CHILK, 8 J Office of the Secretary of the Commission 84/03/09 
CELEBREZZE, A J Ohio, State of 3pp 22375.350 24X 

Fi che ■ 30-000, 84/03/08, 8403090069 


8403090074 Informs that Commission unanimously declined to review 
Director's Decision DD-83-14 Time provided by NRC 
regulations within which Commission may act to review 
expired Decision became final agency action on 840305 
CHILK, 8 J Office of the Secretary of the Commission 84/03/08 
MILLAR, F Environmental Policy Institute ip 22573 272 24X 

FI che 50-000, 84/03/08, 8403090074 


8403090113 Informs of Commission decision not to review Director's 
Decision DD-83-14 Time for Commission to act expired an 
840303 W/o end 

CHILK, 8 J Office of the Secretary of the Commission 84/03/08 
RE8NXKDFF, M Sierra Club lp 22376 079 24X 

Flehe- 30-000, 84/03/08, 84030901 13 


P. Operating license stage documents & correspondence 


8403290002 Final responts to FOIA request for four categories of 
documen ts, tests, stud i es L analyses referencing or pertaining 
to NUREO-0103, "STS for B6W PWR ” App A documents end 
FELTON, J M Division of Rules and Records 84/01/13 MADDEN. T J 
Kaye, Scholer, Klerman, Hays Si Handler 6pp 22816 127 24X 

Fi c h e . 30-000, 84/01/13, 8403290002 


—8403290043 Discusses 0 Raed 730301 1 tr to 0 Arlotto re RCPB leakage 
detection sys Method for detecting slow departure from 
normal indications of leakage detection sys provided in util 
monitoring charts 

P0R8E, L, Atomic Energy Commission - Directorate of Regulatory 
Standard! 73/03/09 WICHMAN, K Atomic Energy Commission 2pp 
22016.303 24 X Fiche' 30-000, 84/01/13, 8403290002 


— 8403290049 Forwards info describing RCB leakage monitoring Related info 
and 

REED, 0 A Wisconsin Electric Power Co 73/03/01 ARLOTTO, 0 
Atomic Energy Commission - Directorate of Regblatory Standards 
40pp 22817* 330. 24X Fiche • 30-000, 84/01 /1 3, 8403290002 


8403070239 Application for amend to Licenses DPR-24 U DPR -27, Amend 
Incorporates changes to Tech Specs re accident monitoring 
instrumentation to b# installed par NURE0-0737 requirement 
FAY, C, W, Wisconsin Electric Power Co, 84/02/29 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director. MILLER, U R 
Operating Reactors Branch 3 4pp. 22336* 179. 24X 

Fiche: 30-266, 84/02/29, 8403070289 


—8403070237 Proposed Tech Specs incorporating changes r» accident 
monitoring instrumentation to be installed per NURE0-0737 
requirement 

* Wisconsin Electric Power Co 84/02/89, 10pp 22336 103 24X 

Fiche' 30-266, 84/02/29,6403070233 


8403060373 Informs that end notice of consideration of issuance of 
amend to Licenses DPR-24 U DPR-27 & proposed N8HC 
determination 1< opportunity for hearing sent to Ofc of FR 
for pub 1 ication. Amend concerns leak surveillance W/o and 
COLBURN, T, 0 Operating Reactors Branch 3 B4/03/01 FAY. C W 

Wisconsin Electric Power Co, lp 22332*233 24X 

Fiche* 30-266, 04/03/01, B403060373 


8403220234 Forwards FR notice of consideration of issuance of amend to 
Licenses DPR-24 6 DPR-27 L proposed NSHC & opportunity for 
hearing re 831223 application to revise surveillance 
interval for post-accident recovery sys outside containment 
COLBURN, T 0 Operating Reactors Branch 3 84/03/01 FAY. C W 

Wisconsin Electric Power Co 2pp 22723 323 24X 

Fiche 30-266,84/03/01,8403220254 


—8403220259 FR notice of consideration of issuance of amend to Licenses 
DPR-24 t < DPR— 27 & proposed NSHC t> opportunity for hearing re 
831223 application to revise surveillance Interval for post- 
accident recovery sys outside containment 
MILLER, J R Operating Reactors Branch 3 04/02/09 Bpp 

22723 327 24X Fiche 50-866.84/03/01,8403220234 


0403120157 Advises that, due to delays in delivery & installation of 
auxiliary safety instrumentation panels ( ASIPs), ins tal latl on 
of six accident monitors addressed in NUREG-0737, Items 
II F 1 1 through II F 1 6 wi 1 1 not be completed by 840630 
FAY, C W Wisconsin Electric Power Co 84/03/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3 3pp 22586 290 34X 

Fiche 30-266,84/03/03.8403120157 


8403190419 Comments on 040207 1 tr modifying 831023 request for amends 
to Tech Specs r« changes in conduct of containment 
integrated leak test rates No significant hazards 
consideration discussion required 

MILLER, J R Operating Reactors Branch 3 84/03/06 FAY, C W 

Wisconsin Electric Power Co 2pp 22681 344 24X 

Fiche 50-266,84/03/06,8403190419 


8403210077 Responds to Generic Ltr 84-01 re use of terms important to 
safety 6 safety-related Widespread use of terms in hRC 
regulations considered unresolved Notification of meeting 
requested 

FAY.C W Wisconsin Electric Power Co 04/03/15 EISENHUT, D O 
Division of Licensing TAYLOR.U M Director's Office, Office of 
Inspection and Enforcement ip 22709 163 24X 

Fiche, 50-266, 84/03/ 1 5, 84032 1 0077 


8403220168 Application to amend Licenses DPR-24 6 DPR-27, chang ing Tech 
Specs to add addl restrictions on heavy loads over spent 
fuel pool 6 making additions 6 deletions ra safety-related 
snubbers, per IE Bulletin 79-14 Si Item II D 1 
FAY, C W Wisconsin Electric Power Co 04/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, T R. 
Operating Reactors Branch 3 4pp 22718 097 B4X 
Fiche 50-266,84/03/16.8403220162 


--8403220167 Proposed Tech Spe ts, add Ing addl restrictions on heavy loads 
over spent fuel pool , ma k ing additions & deletions to list of 
safety-related snubber* 6 revising position titles within 
administrative specs 

* Wisconsin Electric Power Co 84/03/16, 29pp. 22718 061 24X 

Fiche 50-266, 84/03/16,8403220162 


0403270098 Responds to request for Tech Spec change to limit amount of 
overtime worked by plant staPf members perfotming safety- 
related functions Amend to Tech Specs delayed pending 
adoption of Commission proposed rule 

FAY.C.W Wisconsin Electric Power Co 84/03/19 DENTON, K. ft 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3 2pp 22766 339 24X 

Fiche 30-266,84/03/19,8403270098 


Q Inspection reports, IE Bulletins ti correspondence 


8403030223 Further retponse to FQIA request for records of named 
individuals, including repts, analyses, studies, test 
calculations, procedure* & practices for measurement of RC8 
leakage Forwards App C documents Search continuing 
FELTON. J M Division of Rules and Record* 84/02/07 MADDEN, T. J 
Kaye, Scholar, Fierman, Hays «, Handler 3pp 22496 234 24X 

Fiche 30-000,84/02/07,8403030283 


— 8403090236 Notifies that independent measurements of identified L 
unidentified RCS leak rates for all PWRs in Region I I r 
performed per Procedures 61727B & 61728B Insp finding* 
summarized 

NORELIUSi C E Division of Engineering 88/03/08, JORDAN, E L 
Division of Engineering t< Ouality Assurance (Pre 830103) 2pp 
22496 270 24X FI ch*. 50-000, B4/02/07, 8403050223 


8403060131 Forward* IE Insp Rept* 50-266/83-21 ii 90-301/83-20 on 
83101 1-0401 i 1 & mgt meeting on 040104 it notice of violation 
6PES8ARD, R, L Region 3, QPf l ci of Director. 84/02/21, BURSTS IN, S 

Wisconsin Electric Power Co 3pp H2306 182 24X 

Fiche 30-266,84/02/21,8403060131 


— 8403060162 Notice of violation from insp on 831011-840111 

SPESBARD, R L Region 3, Office of Director 04/02/21. 6pp 
22306 183 24X Fiche 30-266.84/02/21.8403060151 
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— 8403060 l 76 IE Imp flepts SQ-266/B3-2J U 30-301 /B3-20 on 831011-340111 
& mgt meeting on 840104 Violation noted failure to maintain 
cleanliness c ontrol , prov id e S< follow protodures, control 
documents & properly store records 

HASSE.fl A . CHOULES.M C . JORDAN. M J Region 3, Office of 
Director 84/02/13 54pp 22306 171 24X Fiche 30-26 6.84/02/21. 

0403060151 


8403130002 Forwards IE Insp Repts 50-266/83-26 S< 50-301 /B3-24 on 
831201-840131 6 notice of violation 

SHAFER. W D Region 3, Office of Director 04/02/22 BUR8TEIN.S 
Wisconsin Electric Power Co 2pp 22615 267 24X 

Fiche 50-266, B4/02/22, 8403130002 


3402090044 IE Info Notice 84-20. "Bvc Life of Relays in Safety-Related 
Sys “ Bvc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response <Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc 13Spp 22933 001 24X Fiche 50-000,84/03/21.8402090044 


R Periodic operating reports 6 related correspondence 


Q40306033B ‘'Semiannual Monitoring Rept.Jul-Dec 1983 " W/B 40229 ltr 
FAY. C U Wisconsin Electric Power Co 83/12/31 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 18pp 22517 026 
24X Fiche 50-266.83/12/31,84 0 306 03 9 8 


—8403130011 Notice Df violation from insp on 031201-840131 

SHAFER, W D Region 3. Office of Director Q4/0P/22 2pp 
22615 269 24X Fiche 50-266. B4/02/32, 8403 130002 


—8403130023 IE Insp fiepts 50-266/33-26 f 50-301/93-24 on 0312OI-B4O-131 
None Omp 1 lane e noted fire in containment resulted when 
welding slag landed on acetylene hose attached to acetylene 
bottle not in use 6 not moved to safer location 
HAGUE, RL , FITZPATRICK. B . JACK 1W, I N Region 3, Office of 
Director B4/02/2I 9pp 22615 271 24X Fiche 50-266.84/02/22, 

B403 130002 


B4031B0066 "Annual Results 6 DAta Rep t. 1903 " W/B40301 ltr 

FAY, C W Wisconsin Electric Power Co 83/12/31 KEPPLER.J 0 
Region 3, Office of Director 59pp 22591 070 St4X 
Fiche 50-266.83/12/31,3403120066 


B403140139 Monthly operating repts for Feb 1984 W/84030B ltr 

FAY, CW Wisconsin, Electric Foujor Co 84/02/27 ltpp 22620,252 
24X Fiche 50-266.04/02/29.8403140139 


8 Reportable occurrences. LERe & related correspondence 


8402090007 IE Info Notice 04-14. "Highlights of Recent Transport 
Regulatory Revs by DOT 6 NRC " Bvc list enci 

GRACE, J N Division of QA, Safeguards 6 Inspection Programs IPost 
830103) 84/03/02 Consolidated Edison Co of New York. Inc. 

130pp 22552 329 24X Fiche 50- 000.04/03/02,34 020900 0 7 


8402090008 IE Info Notice B4-16, "Failure of Automatic Sprinkler Bys 
Valves to Operate ” Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22553 096 24X Fi che. 50-000, B4/03/02. 0402090008 


0402090009 IE Info Notice 84-13. "Reporting of Radiological Releases * 
Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc I19pp 22353 217 S4X Fiche 50-000,84/03/02,8402090009 


8402090011 IE Info Notice B4— 17. "Problems U/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " 8vq list enci 
JDRDAN.E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/03/03 Consolidated Edison Co of New 

York, Inc 1 17pp 22553 336 24X Fiche 50-000. B4/03/09. 84020900 11 


8402090024 IE Info Notice 04— 09. Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22639 049 24X Fiche 50-000. B4/O3/07, 8402090024 


8402090028 IE Info Notice 84—10, "Stress Corrosion Cracking in PWR 
Bys 11 Svc list end 

JDRDAN.E L Division of Emergency Preparedness S, Engineering 
Response (Post B30103) 84/03/07 Conao 1 i dat Bp Edison Co of New 

York. Inc llBpp 22504 186 24X Fiche 50-000,04/03/07,0402090028 


0402090031 IE Bulletin 84—02, "Failures of GE Type HFA Relays in 1/s e in 
Class IE Safety Sys ” Svc list enci 

DEYOUNG, R C Director's Offlc*. DPfice of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Ine 

134pp 22B23 094 24X Fiche 50-000,84/03/12,8402090031 


B4Q322O093 Ack Tecelpt of 840306 ltr informing NRC of corrective 
actions re deviation from commitment 6 resolution of revised 
emergency plan SER clarification items noted in IE Insp 
Rep ta 50-266/83-25 », 50-301/83-25 

PAPER IELL0, C J Region 3, Office of Director 84/03/19 
BURSTEIN.S Wisconsin Electric Power Co tp 22716 324 24X 

Fiche 50-266.04/03/19,0403220093 


-B403220099 Responds to NFC 840202 ltr forwarding revised emergency P U 
SER U request for clarification of listed Items k deviation 
from commitment Corrective actions Procedure EP 3 0, 

"Organ! tational Control of Emergencies." revised 
FAY, C W Wisconsin Electric Powot Co 34/03/06 KEPPLERiJ 0 « 
PAPERIELLO, C J Region 3, Office of Director 9pp 22716 325 
24X Fiche 50-266, 94/03/19. 8403220093 


B40209DQ43 IE info Notice 84-19. "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities " 9vc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). B4/03/21 Consolidated Edison Co of New 

Yorii foe 123pp 22823 229 E4X Fiche 30-000. B4/03/B1 , 8402090043 


840323006-8 LER B4-001-00 on 840223. pipe snubber ID 2HB-M75 removed for 
NUREG-0737 mod prior to obtaining Tech Spec change allowing 
removal Snubber reinstalled within 72 h Tech Spec change to 
delete snubber initiated H/04O31S ltr 

FAY, C W Wisconsin Electric Power Co 84/03/13, KEPPLER.J 0, 
Region 3, Office of Director. 3pp 22726 324 24X 

Fiche 50-301,84/03/15.8403230068 


DOCKET 50-303 CRYBTAL RIVER NUCLEAR PLANT. UNIT 3 
F Security, medical, emergency 6 fire protection plans 


0403120394 Forwards order confirming licensee commitments to impiemsnt 
post-TMI-re 1 ated items set forth in 8uppl 1 to NUREG-0737. 
"Requirements for Emergency Response Capability " Order 
based on util responses to 821213 Generic Ltr 82-33 
STDLZ, J F Operating Reactors Branch 4 84/02/21 WILQUB.W 0 

Florida Power Carp 3pp 22619 329 24X Fiche 90-302, 84/02/81, 

0403120354 


— 8403120359 Order confirming licensee commitments on emergency response 
capab i 1 ity. per Buppl i to NUREG-0737 

EI8ENHUT, D G Division of Licensing 04/02/21 Florida Power 
Corp 6pp 22615 332 24X Fiche 90-302, B4/02/21, 0403120354 


8403010072 Forwards modified amended security plan, Rev 4 Rev withheld 
(ref 10CFR73 21) 

WE8TAFER, G R Florida Pcwor Corp 84/02/23 DENTON, M R Office of 
Nuclear Reactor Regulation, Director 3pp 22436 lit 24X 
Ficho, 50-302, 84/02/23, 8403010072 


G403290862 Forwards IE Insp Rept 50-302/84-04 on 840206-07 No 
violations or deviations noted 

DANCE. H C Division of Project 6 Resident Programs, G4/Q3/01 
WILOUa.WS Florida Power Corp 2pp 22800 169 24X 

Ficho 50-302, 84/03/01. B403290262 


— 8403290266 IE Insp Rept 50-302/04-04 on 840206-07. No violation* or 
deviations noted Major areas inspected emergency 
preparedness protective action recommendations 

HUFFMAN, G N Region 2, Office of Director JENKINS. 0. R Division 
of Emergency Preparedness & Mater ial* Safety 84/02/27 4pp 
220DO 171 24X Fich* 50-302,84/03/01,0403290262 


8403160235 Notifies of 840316 workshop to discus* lOCFRSOiApp R 
requirements ?< results of Insps to resolve mi» understand in gs 
re fire protection, Attendees should be limited to six due 
to conference room siis 

LEWIS, R C Division of Project 6 Resident Program* 04/03/02 
WICGU0I W 8 Florida Power Corp Ip 22660 272 24X 

Fiche 50-302,04/03/02,0403160205 


0403160334 Act receipt of 040209 ltr re emergency exercise scheduled 
during Apr 1984 

DANCE, H C Division of Project Si Resident Program* 04/03/02 
WILQU0, W 8 Florid* Power Corp 2pp 22660.027 24X 

Fiche 50-302.04/03/02,0403160334 


0403160339 Forwards IE Safeguards Imp Rept 50-302/84-05 on 840213-17 t, 
notice of violation Notice of violation withheld <ref 
10CFR2. 790) 

LEWIS, R C Division of Project Si Resident Program* 04/03/00 
Florida Power Corp, 2pp 22659 162 24X Fi che- 50-302, 84/03/08, 

8403160335 



DOCKETED ITEMS 


119 


— 8403160380 IE Safeguards Insp Rept 50-302/04-05 on 840213-17 Violations 
noted Details withheld (ref 10CFR2 790 b 73 21) 

HALL, 8 L Region 2, Office of Director MCGUIRE, D R Division of 
Emergency Preparedness & Materials Safety 04/03/02 Ip 
22659 164 24X Fiche 50-302,04/03/00,8403160335 


0403130033 Ac k receipt of 340123 ltr forwarding Rev 2 to physical 
security plan changes consistent ui/provisions of 
10CFR50 54(p) b acceptable 

LEWIS, R, C Division of Project b Resident Programs 84/03/09 
WILQUSiW S Florida Power Corp 3pp 22614 324 24X 

Fiche 50-302,84/03/09,0403130033 


H General correspondence 


040320014? Responds to 94D20B ltr requesting assistance In responding 
to J Paskavitch ltr requesting latest EI8 on concentrations 
of Sr-90,Cs-137 6 1-131 near plants Two annual repts end 
W/o repts 

DIRCK8, W J. Office of the Executive Director for Operations 
04/03/07 CHILES, L Senate 4pp 2280? 316 24X 

Fiche 50-000,84/03/07,0403200149 


— 0403200156 Forwards constituent U Paskavitch ltr requesting latest EIS 
Dn concentrations of Sv-90, Ci-137 b I-13I near plants 
Comments it views requested 

CHILES, L Senate B4/02/OB HAMMERER, C Office of Congressional 
Affairs 0pp 2230? 320 24X Fiche 50-000,84/03/07,0403200149 


J Insurance S < indemnity information 


B403060353 Forward* Endorsement 63 to NELIA Policy NF—198 

DUCK, J. R, Marsh !< McLennan, Inc 84/02/20 SALTZMAN, J Assistant 
Director for State b Licensee Relations 2pp 22319 071 24X 

Fiche 50-302, 04/02/20, B403060353 


P Operating license stage documents b correspondence 


0402060419 Application for amend to License DPR-72, consisting of Tech 
Spec Change Request 11B, revising restrictions on steam 
generator operating level to be based on inventory instead 
of operating level alone 

WEBTAFER, Q R, Florida Power Corp 84/01/30 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 5pp. 220B9 141 24X 

Fiche; 50-302, 84/01/30, 8402060419 


— 8402060421 Proposed Tech Specs re steam generator operating levels 
« Florida Power Corp 04/01/30 14pp 220S5 146 24X 

Fiche 50-302, B4/01/30, 8402060419 


8403060359 Application for amend to License DPR-72, chang 1 ng Tech Specs 
to allow increase in enrichment of fuel assemblies from 3 3 
Weight percent to 3 5 weight percent U-235 

WEBTAFER, O.R Florida Power Corp. 04/02/24 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Spp 22511.200 24X 

Fiche: 30-302, 84/02/24, 0403060359 


— 8403060362 Proposed Tech Specs allowing Increase in enrichment of fuel 
•esemblies from 3 3 weight percent to 3,5 weight percent 
U-235 N8HC determination end 

« Florida Power Corp. B4/02/24 3pp 22511 213 24X 

Fiche 50-302, B4/02/24, B403060359 


— 0403060366 "Criticality Bafety Analysis of Crystal Rivar Spent Fuel 
Storage Rack " 

TURNER, B. E , GURLEY. M K. Florida Power Corp 88-152 B3/12/31 

19pp 22511*216 24X Fi c he* 50-302, B4/02/24, B403060359 


0403060364 Reviled application for amend to License DPR-72, changing 
Tech Specs to rsflect addition of two independent, In-p lace 
hydrogen monitors. Certificate of Bvc end, 

WEBTAFER, 0, R. Florida Power Corp 04/02/24 DENTON, H R Office of 
Nuclaar Reactor Regulation, Director 6pp 22511 297 24X 

Ficha: 30-302, 84/02/24, 6403060364 


--B403060368 Proposed Tech Specs reflecting addition of two independent, 
in-place hydrogen monitors, in response to NUREG-0737, Item 
II F 1. 

a Florida power Corp. 04/02/24 9pp 22511 303 24X 

Fiche. 50-302, 34/02/24, 8403060364 


8403060343 Submits addl info re emergency feedwater sys program Oilbert 
Assoc hired to inveetigate emergency feedwater turbine 
concern. Deta tied rept will be available by 040630 

WEBTAFER, 0 R Florida Power Corp B4/02/29 BTOLZ, J F Operating 
Reactor* Branch 4 2 pp 22519 080 24X Fiche 50-302,84/02/29, 

B 403060343 


8403160231 Summariies S40214 mgt meeting ui/util in Atlanta, OA re mgt 
activities b future plans Meeting beneficial Attendance list 
enc 1 

LEWIBiR C Division of Project b Resident Programs 04/02/29 
WILGU0, W 3 Florida Power Corp 3pp 22660 325 24X 

Fiche 90-302, B4/02/29, 8403160231 


B403120130 Comments on NUREG-0737, Item II E I, "RCB Vents " Six listed 
Items c omp 1 eted, p er B30903 SER RC8 vent sys solenoid valves 
not susceptible to common mode failure No corrective action 
necessary 

WEBTAFER, G R Florida Power Corp B4/03/07 STOLZ, J F Operating 
Reactors Branch 4 3pp 223SS 202 24X Fiche 50-302 , 84 / 03/07, 

8403120130 


B403190427 Notification of B40405 meeting w/utii b General Physics Cor# 
in Bethesda, MD to discuss NRC 840207 comments on control 
room design review program plan Agenda encl 

HERNAN, R Operating Reactors Branch 4 84/03/09 BTOLZ. J F 

Operating Reactors Branch 4 Spp 22601 32B 24X 

Fiche 50-302,84/03/09,8403190427 


8403160315 Application to amend License DPR-42, prop# s ing supply power 
to circuit from 230 kV offsite transmission network through 
either CR-1 or CR-2 distribution sys in order to avoid 
shutdown during maint outage 

WEBTAFER, G R Florida Power Corp 04/03/12 STOLZ, U F Operating 
Reactors Branch 4 2pp 22660 099 24X Fiche Sq-302 , 84 / 03/1 2, 

8403160315 


— B403160320 Proposed Tech Spec depicting alternate paths for offsite 
power sources during malnt outage 

* Florida Power Corp 04/03/12 Ip 22660 101 24X 

Fiche 50-302,04/03/12,0403160315 


8403200039 Application for amend to License DPR-72, changing Tech Bpecs 
reclassifying accessibility on snubbers b requesting relief 
from requirement for visual insp 

WEBTAFER, G R Florida Power Corp 04/03/12 DENTON. H R Office of 
Nuclear Reactor Regulation, Director 9pp 22690 327 24X 

Fiche 30-302,84/03/12. B40320003B 


— 8403200044 Proposed Tech Specs, changing accessibility on snubbers b 
requesting relief from visual Insp requirements 
* Florida Power Corp 84/03/12 7pp 2269B 336 24X 

Fiche 50-302,84/03/12,8403200030 


G40320026S Submits notes of conference from second quarterly progress 
meeting on 840202 re 316 Study, per NPDES permit reporting 
requirements 

WEBTAFER, 0 R Florida power Corp 04/03/15 DENTON, H R Office Of 
Nuclear Reactor Regulation, Director 9pp 22697 013 24X 

Fiche 50-302, B4/03/15, 8403200265 


S403230014 Confirms info given in 040316 telcon re admini sta tive 
controls during paralleling 4160-volt busses while supplying 
facility cable from Unit 2 step-up transformer 
WEBTAFER, 5 R Florida Power b Light Co B4/03/1? BTOLZ, J F 
Operating Reactor* Branch 4 2pp 22726 361 24X 

Fiche 50-302,84/03/19,0403230014 


0403230062 Application to amend License DPR-72, conslsti ng of Suppl I lo 
Tech Spec Change Request 112, to provide greater assurance 
that operation u/flooded aspirating ports strictly 
prohibited Certificate Df Bvc end 

WEBTAFER, G R Florida Power Corp 04/03/20 DENTON, H IR Office of 
Nuclear Roactor Regulation, Director 4pp 22726 319. 24X 

Fiche 50-302,84/03/20,0403230062 


— 8403230067 Proposed Tech Spec Figure 3 4-5, “Max Allowable Bteam 
Oenerator Level *' 

» Florida Power Corp 84/03/20 lp 22726*323 24X 

Fiche 50-302, 94/03/20, 0403230062 


8403290159 Application to amend License DPR-72. consisting of Tech Spec 
Cheng* Request 36, Buppl 3 extending implementat j on of 
radiological effluent Tech Specs to permit installation 
of oxygen b hydrogen analyier* Certificate of Svc encl 
WEBTAFER, 0 R Florida Power Corp 04/03/22 DENTON, H R Office i)f 
Nuclear Reactor Regulation, Director 5pp 22906 063 24X 

Fiche 50-302,04/03/22,0403290159 


— 8403290162 Proposed Tech Spec change* re radioactive gaseous effluent 
monitoring Instrumentation surveillance requirement* 

# Florida Power Corp 04/03/22 lOpp 22B06 06B, 24X 

Fiche 50-302, B4/03/22, B4032901 59 
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0 Inspection reports, IE Bulletins U correspondence 


3403290231 Forwards IE Insp Rept 5D-302/B4-01 on B40130-0203 Wo 
violations or deviations noted 

DANCE. K C Division Of Project t. Resident Programs 84/02/27 

W1LGUS, W S Florida Power Corp 2pp 22800 106. 24X 

FI che- S 0-302, 84/02/27, B4O3290231 


--B 403290 234 IE Insp Rept 30-302/84-01 on 840130-0203 No violations or 
deviations noted Major areas Inspected QA. training, post! ng S, 

1 ab e 1 i njr e > t ernal exposure c ontro 1 . radl atlon insp, plant 
tours Is outage preplanning. 

FRANKLIN, L A , BARR, K Region 2. Office of Director 84/02/23 
3pp 22600 166 24X F 1 ch* 30-302, 84/02/27. B40329023 1 


6401 170072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits 6 Annunciation-' 1 Sve list 
one l 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc 1 1 3pp 22909 239 24X Fiche 30-000, 84/02/28, B401 1 90072 


8403060402 Forwards Rev 0 to 04-5079-204, "Masonry Nall Reevaluation 
Program Including Response to hRC Questions," in response to 
831129 request for oddl Info re IE Bulletin BO-11 

WE8TAFER, a R Florida Power Corp 84/02/29 BTQLZ, J F Operating 
Reactors Branch 4 2pp 22511 235 24X Fiche 30-302, B4/ 02/29, 

B403D6Q402 


— B4O306Q414 Rev O to 04-5079-204, “Masonry Wall Reevaluation Program 
Including Response to NRC Questions " 

* Gilbert Associates, Inc 04-5079-204 ROO 84/02/10 60pp 
22311 237 24X Fiche 50-302, 84/02/29, S403060402 


B403290262 Forwards IE Insp Rept 30-302/84-04 on 840206-07 No 
violations or deviations noted 

DANCE. H C Division of Project S, Resident Programs 84/03/01 

W I LOUS, U S Florida Power Corp 2pp 22800 169 24X 

Fiche 30-302, 84/03/Oi, E540 3 2 9 0 262 


—8403290266 IE Insp Rept 50-302/84-04 on 040206-07 No violations or 
deviations noted. Major areas 1 nspected* emerg rncy 
preparedness protective action recommendations 

HUFFMAN, 0 N Region 2. Office of Director JENKINS, G R Division 
of Emergency Preparedness 6 Materials Safety 84/02/27 4pp 
22900 171 24X Fiche 30-302. 84/03/01, 9403290262 


1402090007 IE Info Notice B4-14. "Highlights of Recent Transport 
Regulatory Revs by DOT S< NRC ” Svc list encl 

GRACE, J N Division of OA, Safeguards tt Inspection Programs {Post 
830103) 84/03/03 Consolidated Edison Co of New Yarl, Inc 

IGOpp £2352 32? 24X Fiche 50-000.84/03/02,8402090007 


■40209000B IE Info Notice 84-16, "Failure of Automatic Sprinkler Bys 
Valves to Operate “ Svc list encl 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

Vork, Inc 122pp 22553 098 24X Fiche 50-000,84/03/02,8402090008 


402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
8vc list encl 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Pest 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc I19pp 22553 217 24X Fiche 30-000.84/03/02,0402090009 


402090011 IE Info Notice 84-17, "Problems H/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp * Svc list encl 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/03/05 Consolidated Edison Co of New 

York, Inc 1 17pp. 22553 336, 24X Fiche 50-000.84/03/09,8402090011 


102090024 IE Info Notice 84-09, Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown fiys * Eve list encl, 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

Yot It, Inc 1 ISpp 22635 049 24X Fic he: 50-000. 84/03/07. 8402090024 


102090028 IE Info Notice 64-10, “Stress Corrosion Cracking in PWR 
Sys. M Svc 1 1st encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07. Consolidated Edison Co of Neu 

York, Inc ilfipp 225B4: 186 24X Fiche 50-000, ©4/03/07, 8402090028 


03160335 Forwards IE Safeguards Insp Rept 90-302/84-05 on 840213-17 it 
notice of violation Notice of violation withheld (ref 
L0CFR2 7901 

LEWIS, R C. Division of Project * Rssldept Programs 84/03/08 
Florida Power Corp 2pp 2265? 162 24X Fiche 50-302, 84 /03/OB, 

8403160335 


— 8403160388 IE Safeguards Insp Rept 30-302/84-05 on 840213-17 Violations 
noted Details withheld Cref 1DCFR2 790 t< 73 21 ) 

HALL, B L Region 2, Of Pice of Director MCOUIRE, D R Division of 
Emergency Preparedness 6 Materials Safety 04/03/02 lp 
2265? 164 24 X Fiche 30-302,84/03/08,8403160333 


8402090031 IE Bulletin 04-02. "Failures of QE Type HFA Relays in Use in 
Class IE Safety Sys 11 Svc list end. 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of Neu York, Inc 

134pp 22823 094 24X Fiche 50-000,84/03/12,8402090031. 


8403200039 Application for amend to License DPR-72, chang ing Tech Specs 
reclassifying accessibility on snubberi & reguesting relief 
from requirement far visual insp. 

VJESTAFER, 0 R Florida Power Corp 84/03/12 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 9pp 22698 327. 24X 

Fiche. 50-302, 84/03/ 1 2, 8403200038 


— 840320004 4 Proposed Tech Specs, chang ing accessibility on snubbers it 
requesting relief from visual insp requirement*. 

* Florid* Power Corp 84/03/12 7pp. 22698:336 24X 

Fiche 50-302,84/03/12,8403200030 


0402090043 IE Info Notice 84-19. "Two Events Involving Unauthorised 
Entries into FUR Reactor Cavities " Svc list end 
JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103) B4/03/2I Consolidated Edison Co of New 

York. Inc. 123pp 22823 229 24X Fiche 50-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20. "Sve Life of Relays In Safety-Related 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response {Post 930103) B4/03/21 Consolidated Edison Co of New 

York, Inc. I35pp 22933 OOl 24X Fiche 50-000, 84/03/21, B402090044 


R Periodic operating reports & related correspondence 


B4030602B3 Monthly operating rept for Jan 1 904. W/840207 Itr 

GRAHAM. D , FIELDS. D , WEBTAFER, 0 R Florid* Power Corp 84/01/31 
DEYOUNQ.R C Office of International Programs, Director. Spp 
22317 021 24X Fiche 50-302, 84/01/31, 8403060203 


B403160036 Monthly operating rept for Feb 1984 W/B40312 Itr 

CULVER. M M, , ORAHAM, B , WEBTAFER, Q R Florida Power Corp 84/02/29 
DEYDUNO, H C Director's Office, Office of Inspection and 
Enforcement 5pp- 22635' 001 24X Fiche 50-302,84/02/29,0403160036 


S Reportable occurrences. LERs tt related correspondence 


8403020235 PNO-l 1-84-019 on B40229, trip occurred, intsrruptlng electric 
svc Caused by lightening arrestor failing on 230-kV line due 
to voltage transient tensed by reactor coolant pump power 
monitors Svc restored within 30 minutes 

ROQQE, J F , PANCIERA, V Region 2, Office of Director 84/02/28 
2pp. 22440 079. 24X Fit h e 50-302, 04/02/28, 0403020239 


8403090193 NPDES none omp 1 1 anc e notification forwards two Itrs in 
response to EPA 840206 Itr concerning exceeding temp limits 
S> notification of antifouling paint use on cooling water 
inlet pipes & pi ta, respec 1 1 v« 1 y 

WEBTAFER, 0 R Florida Power Corp. 84/03/06 DENTON, H H Office of 
Nuclear Reactor Regulation, Director. 6pp 22975 050 24X 

Fiche 50-302.84/03/06,0403090193 


0403300111 Forwards EPA 840302 Itr informing of NPDES noncomp 1 lance 
notification Util failed to rept heavy metal concentrations 
for south ash pond discharge Serial Number 009 for Oct 1983 
WEBTAFER. <5 R Florida Power Corp. 84/03/26 DENTON. H. R, Office of 
Nuclear Reactor Regulation, Director 2pp 22821 229. 24X 

Fiche 90-302,84/03/26,8403300111 


— 8403300115 NPDES none ompl lance notification Advises that util failtd to 
rapt heavy metal concentrations for Discharge 009 as result 
of inadequate sampling procedures Sampling procedures 
modified 

HANCOCK, J.A Florida Power Corp, B4/03/19 MCOARRY. P. T 
Environmental Protection Agency 3pp. 22821:227 24X 

Fiche 90-302, 84/03/26, 84033001 If 


DOCKET 50-304 ZION NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency U fire protection plans 


S4031400B2 Public version of Rev 12 to Emergency Plan Implementing 
Procedure EPIp 700-1, "Emergency Phone List " W/B31021 
receipt form & JM Felton 040312 release memo. 

NYK.IRK, J W , PLIML.O Commonwealth Edison Co 03/10/26. 16pp 
22646 119 24 X Fiche 50-295.83/10/26.0403140082. 
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8403280119 Public version of Rev 7 to Emergency Plan Implementing 
Procedure EPIP 440-1. "emergency Communications Sys b 
Operational Tests " H/840110 procedure change request form 8< 

JM Felton 840322 release memo 

PLIML, 0 Commonwealth Edison Co 84/01/04 DENTON. II R NRC - No 
Detailed Affiliation Oiven 21pp 22B11 167 24X 

Ficha 30-295, 84/01/04, 84032801 19 


8403020003 Revised emergency implementing proc ed ur e a , inc 1 ud 1 ng Rev 1 to 
Procedure EPIP 100-1. "Acting Station Director " W/B40301 
1 tr 

« Commonwealth Edison Co 84/02/21 8pp 22442 1B7 24X 

Fiche 90-293, 84/02/21. 8403020003 


8403120326 Notification of B4030B meeting w/utll In Detheada.ND to 
ditcuee statu* of implementation of fire protection mod & 
proposed interim compensatory measures 

NORRIS, J A Operating Reactors Branch 1 G4/O3/01 VAROA, S A 

Operating Reactors Branch 1 2pp 22S96 333 24X 

Fiche 30-299,04/03/01.8403120326 


8403190314 Forwards IE Insp Rapts 50-29S/B3-27 & 50-304/83-28 on 
831122-1228 fc 840202 2 notice of violation Concerns re mg t 
control inadequacies, per TMI Action Plan Item II F 1 1, 

“Noble Gas Effluent Monitor, " expressed 

HIND, J A Division of Radiological b Materials Safety Programs 
84/03/01 REED, C Commonwealth Edison Co 2pp 22673 196 24X 

Fiche- 30-293, B4/03/01 , B403190314 


—8403190321 Notice of violation from lnsp on 831122-840202 

HIND, J. A Division of Radiological & Materials Safety Programs 
84/03/01, 3pp 22673 198 24X Fiche SO-293, 84/03/01 . 8403190314 


—8403190334 IE lnsp Repts 30-293/83-27 it 30-304/83-28 on 831 I22-B40202 
Violation noted, fai lure to follow plant procedures re 
source handling, to evaluate radiological haiards & to 
control access to high radiation area 

LOVENDALE, P C Region 3, Office of Director B4/02/29 !4pp 
22673,201, 24X Fiche 30-293,84/03/01,8403190314 


8403130185 Discusses eveluetion of State of IL t< local plans it 
preparedness for facilities Plans adequate to protect health 
S, safety of public Approval of public alert notification sys 
conditional on verification of criteria of NUREG-0634 
SPECK, 8 W Federal Emergency Management Agency 84/03/02 
DIRCKSiU J Office of the Executive Director for Operations lp 
22613:316 24 X Fiche 30-293.84/03/02,8403130103 


8403120091 Notifies of 840323 workshop on fire protection safe 
shutdown requirements of 10CFR30, App R in Rosemont, IL to 
discuss IE Info Notire 84-09 t< provide addl shutdown 
analyses li/or mod guidance Agenda end 

SPE88ARD,R L Division of Emergency Preparedness & Operational 
Support 84/03/06 REED, C Commonwealth Edison Co 3pp 
22390:297, 24X Fiche' 30-293, 04/03/06, 8403120031 


8403210089 Revised Page 3 to Emergency Plan Implementing Procedure 
EPIP-180-1, “Rad/Chem Director “ W/S40320 transmittal it 
receipt form 

PLIML, 0 Commonwealth Edison Co 84/03/07 2pp 22703 320 B4X 
Fiche- 30-293, 84/03/07, 8403210089 


8403190193 Revised pages to Emergency Plan Implementing Procedures 
EPIP-180-1, add Ing rad/chem ofe to habitability checks 
W/B40309 transmittal & receipt form 

a Commonwealth Edison Co 84/03/09 3pp 22671 100 24X 

Fiche- 30-293, 84/03/09, B4Q3190193 


8403230124 Rev 4 to Emergency Plan Implementing Procedure EP IP-330-1, 
"Classif ieatlon of GSEP Conditions " W/B40322 transmittal 
Xtr. 

PLIML, 0 Commonwealth Edison Co B4/03/22 6pp 22730 187 24X 

Fiche. 30-293, B4/03/22, 0403230124 


0, Adjudicatory correspondence 


8403020134 Forwards util 840228 ltr to Denton requesting permission to 
withdraw application for license amends re containment 
leakage teste criteria Motion will be filed upon request 
Certificate of Svc enel 

8TEPTDE, P P Isham, Lincoln l< Beale. 8TEPT0E, P P Commonwealth 
Edison Co 84/02/20 LAZ0,R M Atomic Safety and Licensing Board 
Pantl. 6pp 22441 345 24X Fiche, SO-293, 84/02/28, 8403020134 


6403020140 Notice of appearance in proceeding Certificate of Svc end 
8TEPT0E, P. P. Commonwealth Edison Co STEPTOE, P P Isham, Lincoln it 
Beale 84/02/28 lp, 22443 233 24X Fiche 30-293.84/02/28, 

840302Q140 


— 8403020146 Notice of appearance In proceeding Certificate of Svc end 
GILDMEN.B R Commonwealth Edison Co GtLOMEN, B R Isham, Lincoln 

S< Heals 84/02/28 3pp 22443 234 24X Fi ch e ‘30 - 2 9 3, 84/02/20, 

8403020140 


B403140134 Response to Citizens Against Nuclear Power (CANP) 840213 
petition to intervene h request for hearing Request should 
be held in abeyance pending action on util request to 
withdraw application Certificate of Svc enc 1 

PEHLIS, R 0 Hearing Branch 3 84/03/05 Atomic Safety and 

Licensing Board Panel 7pp 22624 205 24X Fiche SO-293, 84/03/05, 

8403140134 


0 Advisory Committee on Reactor Safeguards reports l, correspondence 


8403050020 Responds to FOIA request for documents re PA9NY submittal on 
sys interactions, rep ts evaluating submittal 6 list of 
r ep ts /ana 1 y ses from LLL evaluating PASNY sys Interaction 
program Forwards App A documents 

FELTON, J M Division of Rules and Records 83/12/07 SHDLLY, 8 
Union of Concerned Scientists 6pp 22925 098 24X 

Fiche 30-000,83/12/07,0403090020 


— 8403030028 Discusses licensee proposed review plans addressing ACR8 
recommendations re sys interaction study 

OOLLER.K R Assistant Director for Operating Reactor Projects (Pre 
791030) 77/10/21 BENDER, M ACRS - Advisory Committee on 

Reactor Safeguards 2pp 22S25 146 24X Fiche 30-000,83/12/07, 

8403030020 


P Operating license stage documents t< correspondence 


8403020131 Withdraws B30B0B application for amend to Licenses DPR-39 !* 
0PR-4B, chang Ing acceptance criteria for containment leak 
rate tests Evidentiary hearing in 1984 would distract 
technical it legal resources from higher priority tasks 
FARRAR, D Commonwealth Edison Cd 84/02/28 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 22443 243 24X 

Ficho 50-295,04/02/28,8403020131 


0403050119 Forwards supplemental response to Generic Ltr 83-20, 
"Required Actions Based on Generic Implications of Salem 
ATWB Events '■ 

BARNEB, P L Commonwealth Edison Co 84/02/29 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 26pp 22480 084 24X 

Fiche 30-000,84/02/29-8403050119 


B403090149 Requests submittal of documentation re NUREO-0737 items 
Within 30 days to complete technical reviews i 
imp 1 emontat i on. e xc lod ing Buppl 1, by Sept 1984 

VARGA, B A Operating Reactors Branch 1 04/03/02 FARRAR, D L 

Commonwealth Edison Co 2pp 22392 309 24X FichB 50-295,04/03/02, 

0403090143 


8403280090 Forwards Amends 84 8< 74 to Licenses DPR-39 h DPR-48, 
respectively, safety evaluation & notice of Issuance tt 
availability Amends allow performance of e « tensive 
preventive malnt on shared diesel generator 

NORRIS, J Operating Reactors Branch 1 04/03/12 FARRAR, D L 

Commonwealth Edison Co 3pp 22B12 293 24X Fiche 30-293,04/03/12. 

0403280090 


— 04032 BOlOi Amends 84 «< 74 to Licenses DPR-39 t< 48, respectively, al lowing 
performance of extensive preventive malnt on shared diesel 
g enera tor 

VARGA, 8 A Operating Reactors Branch t 84/03/12 6pp 
22812 296 24X Fiche 30-293,84/03/12.0403200090 


— 8403280106 Safety evaluation supporting Amends 84 {< 74 to Licenses 
DPR-39 b DPR-48, respectively 

* Office of Nuclear Reactor Regulation, Director B4/03/12 9pp 
22812 302 24 X Fiche 30-295-84/03/12,0403280090 


— 8403280108 Notice of Issuance ti availability of Amends 04 it 74 to 
Licenses DPR-39 it DPR-48, respec t ivel y 

VARGA, 3 A Operating Reactors Branch l B4/03/12 3pp 
22812 311 24X Fiche 50-293,84/03/12,8403280090 


8403260182 Clarifies NUREO-0737, Item II K 3 31. In response to Generic 
Ltr 83-33 Westinghouse Owners Group authoriied program to 
demonstrate conservatism of WFLASH small break LOCA 
analyses, per Item 1 1 K 3 30 

BARNES, P L Commonwealth Edison Co 84/03/21 EISENHUT, D G 
Division of Licensing lp 22736 170 24X Fiche 50-000,84/03/21, 

8403260182 



22 


DOCKETED ITEMS 


Inspection reports. IE Bulletins U correspondence 


3403050323 Further response to POIA request for records of named 
Individuals, including repts. anelyies. studio, test 
c alcu let i on*, pr ocedur bs u practices for measurement of RC9 
leakage Forwards App C documents Search continuing 

FELTON, J M Division of Rules and Records B4/02/07 MADDEN, T J 
Kaye. Scholer, Flernan. Hays l« Handler 3p p 22496 334 24X 

Fiche 50-000.34/02/07.8403050323 


-8403030256 Notifies that independent measurements of identified t* 
unidentified RCS leak rates for all PWRs in Region III 
performed peT Procedures 61727B It 617280 Insp finding* 
summar i i ed 

NORELIUS. C E Division nf Engineering 82/03/09 JORDAN, E L 
Division of Engineering Z, Quality Assurance (Pre 830103] 2pp 
22496 270 24X Fiche 50-000, 84/02/07 , B403050223 


B402090009 IE Info Notice 84-13, "Reporting of Radiological Releases “ 
Eve list enc 1 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 030103) B4/03/02 Consolidated Edison Co. of New 

York, Inc U9pp 22333217 SAX Fiche 30-000.84/03/02,0402090009 


8402090011 IE Info Notice 04-17, "Problems W/Liqukd Nitrogen Cooling 
Components Below Mil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness J« Engineering 
Response (Post B30103) 04/03/03 Consolidated Edison Co of New 

York, Inc U7pp 32333 336 24X Fiche 30-000,04/03/03.0402090011 


8402090024 IE info Notice 04-09, Rev 1, "Lessons Learned From Inapt of 
Flro Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc HBpp 22635 049 24X Fiche 50-000,84/03/07,8402090024 


34O30BO174 Informs of inservice insp activities from 840329-0601 
Activities will include vo 1 umetT ic. surface tc vtsuaf itisps of 
ASME Class 1 • 2 U 3 components Detailed insp program will be 
available for review by second wk of Mar S984 

QRAESBER.K L Commonwealth Edison Co 84/02/23 KEPPLER , J Q 
Region 3, Office of Director Ip 22339 143 24X 

Fiche 30-304.84/02/23,8403080174 


1403120134 Forwards IE Insp Repts 30-237 /B4-0 1 , 30-249/04-01 . 
30-234/84-01,30-265/64-01.50-595/34-01 t, 50-304/04-01 on 
840203-14 No noncompliance identified 

SHAFER. W D Region 3, Office of Director 04/02/23 REED, C 
Commonwealth Edison Co, 2 pp 22590 090 24X Fiche 30-000,84/02/23, 

0403120134 


— B403120137 IE insp Repts 30-237/34-01 , 50-24 9/B4-01, 50-234/84-01 , 
30-265/B4-01, 50-293/84-01 h 50-304/04-01 on 840203-14 No 
noncomp lianc e or deviations identified Major areas 
inspected allegations of improper operation 

CHRISSOTJMDS, N Region 3. Office of Director 64/02/21 4pp 
22390 092 24X Fiche 30-000, 04/02/23, B4O3120134 


8403030043 Forwards Rev O to "Corporate Regulatory Performance 
Improvement Plan " Plan designed to heighten employee 
awareness It strengthen corporate ability to improve 
regulatory performance 

THOMAS. 0 Commonwealth Edison Co 84/02/24 KEPPLER, J G Region 
3, OfFice of Director 3pp 22490 139 24X Fiche 50-000,84/02/24. 
8403030043 


— 0403050046 Rev 0 to 'Corporate Regulatory Performance Improvement 
Plan " 

* Commonwealth Edison Co 84/02/2? 23pp 22490 142 24X 

Fiche 30-000, 64/02/24. 8403050043 


B401 190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits 6 Annunciation " Svt list 
end 

JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post 830103) 84/02/23 Consolidated Edison Co of New 

York. Inc U5pp. 22909 239 24X Fiche 5D-000, B4 /O2/20, 840 1 1 90072 


B403190314 Forwards IE Insp Repts 30-293/03-27 j, 30-304/83-28 on 
031122-1220 It 840202 & notice of violation Concerns re mg t 
control inadequacies, per TMI Action Plan Item II F 1 l, 

"Noble Gas Effluent Monitor,” eiprBSsed 

HIND.J A Division of Radio lo glcal J. Materials Safety Programs 
34/D3/01 REED, C Commonwealth Edison Co 2pp 22673 1 96 24X 

Fiche 50-295,04/03/01,8403190314 


— B4Q319032! Notice of violation from Insp on B31 122-840202 

HIND, J A Division of Radiological 6 Materials Safety Programs 
84/03/01 3pp 22673 1 98 24X Fiche 30-293,04/03/01,8403190314 


0402090028 IE Info Notice 04-10, "Stress Corrosion Cracking In FWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Nsu 

York, Inc HBpp 22384 106 24X Fiche 30-000,84/03/07,0402090020 


8403220161 Forward* IE Insp Repts 30-295/83-26 fc 30-304/83-27 on 
831221-840209 & notice of violation W/o notice of violation 
SHAFER, W D Region 3, Office of Director 04/03/07 REED. C 

Commonwealth Edison Co 2pp 22717 IBS 24X Fiche 30-293, 84/03/07. 

8403220161 


—8403220163 IE ln*p Repts SO-295/BG-26 it 50-304/83-27 on 03 1221-840209 
Noncomp nance noted failure to comply w/approved written 
procedures. Paragraphs 5, 6, 1 1 i< 14, resulting In reactor trips 
fc LERs 

HOLZMER, M M , DUNAWAY. F R . DOYO, D C Region 3, Office of 
Director 04/03/06 12pp 22717 190 24X Fiche 50-290,64/03/07, 

8403220161 


8402090031 IE Bulletin 04-02. "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list one 1 

DEYOUJYQ, R C Director's Office, Office of Inspection and 

Enforcement S4/03/12 Consolidated Edison Co of Naw York, Inc 

134pp 22823 094 24X Fiche 50-000,84/03/12,0402090031 


8403230080 Ac k receipt of regulatory performance improvement plan 
Periodic meetings requested to discuss progress on program 
h provide feedback 

ViEPPLEP, J G Region 3, Office of Director 04/03/20 THOMAS, B 
Commonwealth Edison Co !p 22730 161 24X Fiche 50-000,84/03/20, 

0403230080 


— 0403230107 Forwards corporate regulatory performance improvement plan 
THQMA3, D Commonwealth Edison Co 04/02/24 KEPPLER, J 0 Region 
3. Office of Director 3pp 22730 162 24it Fiche 30-000, 

84/03/20, 8403230000 


— 0403230126 Rev 0 to "Corporate Regulatory Performance Improvement Plan 
Pm DresderiiQuad Cities, Zion t, LaSalle Operating Nuclear 
Stations s< Byron It Draidwood Project Operating 
Organi lations “ 

* Commonwealth Edison Co 04/02/29 22pp 22730 165 24X 

Fiche 50-000, B4/Q3/20, 0 4 03230088 


0403260196 Forwards responses to IE Bulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Miller, Inc " Quad Cities 
supplied w/piping mails from Ray Miller, Inc during Const 
Evaluation end Concerns of IE Bulletin 03-06 satisfied 
BARNES, P L Commonwealth Edison Co 84/03/20 KEPPLER, J 0 Ragion 
3. Office of Director 19pp, 22736 185 24X Fiche 30-000,84/03/20, 

□403260196 


■8403190334 IE Insp Repts 30-295/B3-27 {, 50-304/83-28 on B3 1 122-040202 
Violation noted failure to follow plant procedures re 
source handling, to evaluate radiological haiards tt to 
control access to high radiation area 

LOVENDALE, P c , NICHOLSON, N , OREGEfl, L R Region 3, Office of 

Dir B c tor 84/02/29 14pp 22673 201 24X Fich e 50-295, B4/Q3/01 , 

0403190314 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT 6 NSC " Svc list end 

N Division of GA, Safeguards & Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22532 329 24X Fiche 50-000,34/03/02,8402090007 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " Svc list encl 
JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 830103) B4/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22B23 229 24X Fiche 30-000,84/03/21,8402090043 


8402090044 1C Info Notice 84-20, "Bvc Lifo of Relays in Safety-Related 
By# '• Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Fiche 30-000,04/03/21,8402090044 


R Periodic operating reports V related correspondence 


B 4 02090 009 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22353 098 24X Fiche 50-000, 84/03/02, 04O2O9OOOB 


0403060317 “Effluent t< Waste Disposal Semiannual Rep t « Ju 1-Dec 1983, 
Gaseous Cf f 1 u ents , Summat 1 on of all Releases " U/B4Q21G 
I tr 

GRAESSER.K L Commonwealth Edison Co 33/12/31 KEPPLER, J 0, 
RoQion 3, Office of Director 27pp 22511 139 24X 

fiche 50-295.03/12/31,8403060217 



DOCKETED ITEMS 


123 


6403090197 " R # p t of Occupational Personnel Radiation Doses. 19B3 ■' 
W/B40227 ltr 

SCOTT, J S Commonwealth Edison Co 83/18/31 13pp 22539 099 
24X Fiche 50-000. 83/12/31. 8403080197 


B403B20120 Annual whole body external exposures for 1903 W/840316 ltr 
RYBAK. B Commonwealth Edison Co 83/12/31 7pp 22716 007 24X 

FI c he 30-000. 83/12/31, B4032201 20 


V> Insurance A Indemnity Information 


8403160298 Forwards Endorsement 65 to NELIA Policy NF-2 04. Endorsement 
14 to NELIA Policy NF-3B4 8, Endorsement 8 to NELIA Master 
Policy 1 

GIESLER.C W Wisconsin Public Service CoTp 84/03/13 DINITZ, I 
Office of Nuclear Reactor Regulation. Director 4pp 22660 110 
24 X Fiche 50-303.04/03/13,8403160298 


8403190136 Monthly operating repts for Feb 1904 W/840309 ltr 

AUSTIN, 0 , QRAESSERiK L Commonwealth Edison Co 84/02/29 13pp 
22669 163 24X Fiche 30-293.84/03/29,8403190136 


8 Reportable occurrences, LERs It related correspondence 


8211130076 Discusses events involving loss of electrical inverters 
Including attendant Inverters to vital instrument buses 
Recommendations provided by Nuclear Safety Analysis Ctr are 
excellent in helping to reduce instrument failures 

ABHE.F Reactor Operations Analysis Branch 02/10/21 SEYFRIT, K V 
Reactor Operations Analysis Branch Bpp 22773 223 24X 

Fiche. 30-000, 02 / 10 / 21 , 0211130076 


8403090174 LER B3-037/03X-1 on 83091 3, dur 1 ng instrument mechanic 
surveillance testing of passive gas failure monitor 
2 RT-PRIS.no flow observed Caused by defective circuit 
breaker Breaker replaced W/840305 ltr 

KUECKLE, C W , ORAESSER, K L Commonwealth Edison Co 84/03/03 
KEPPLER.U Region 3. Office of Director 2pp 22375 143 24X 

Fiche 30-304.84/03/03,6403090174 


B403200173 LER B4-QQ3-00 on 840213. during me i nt, i nstrumen t five valve 
test manifold for containment differential pressure 
transmitter found w/equalliing valve open Mod proposed to 
replace manifold w/single valve W/040312 ltr 

KELLY, T , ORAESSER, K L Commonwealth Edison Co 84/03/12 3pp 
32697.124, 24XPiche 30-304,84/03/12.0403200173 


DOCKET Sp-303 KEWAUNEE NUCLEAR POWER PLANT 


F Security, medical, emergency & fire protection plans 


6403030123 Ac k receipt of FEMA 640130 ltr & associated final citrcltt 
evaluations of B31101 emergency preparedness exercise No 
dtficienciss affecting public health 6 safety identified 
based on performance of offsite agencies 

PAPER IELL0, C J Region 3, Office of Director. 84/02/29 
QIESLER, C. W Wisconsin Public Service Corp 2pp 224B9 109 24X 

Fiche. 30-305, 84/02/29.8403030125 


8403180343 Forwards exemption from scheduler requirements for 
alternative shutdown sys per 10CFR50 48<c)(4> 6 SER 
Exemption being forwarded to Ofc of PR for publication 
EISENHUT, D 0 Division of Licensing 84/02/29 OIESLER, C W 
Wisconsin Public Service Corp 2pp 2264? 215 24X 

Fiche: 30-303, B4/02/29, 8403130343 


— 0403130343 Exemption from sehedular requirements for alternative 
shutdown sys per 10CFR30 48(c)(4) 

DENTON, H R Office of Nuc 1 ear Reactor Regulation, Director 
94/02/29 Wisconsin Public Service Corp llpp 22649 217 24X 

Fiche. 30-303, 04/02/29, 8403130343 


— 0403130347 Safety evaluation supporting specific exemption from 
1 OCFRSO, 4B( c > <4 ) re App R alternate shutdown schedule 
• Office of Nuclear Reactor Regulation, Director 84/02/29 
19pp. 22649 220. 24X Fiche 30-303,04/02/29,8403130343 


6403000009 Ack receipt of 840207 ltr transmitting changes to Industrial 
• acurity manual t< security force training & qualification 
manual. Changes consistent w/provislons of 10CFR50 34(p> fc 
acceptable 

AXELSON, W, L Region 3, Office of Director 84/03/02 OIESLER, C W 
Wisconsin Public Service Corp 2pp 22359 263 24X 

Fiche 30-303, 84/03/ 02, B4030B0088 


640312004B Advises of B40323 regional workshop in Rosemont, IL w/all 
Region III licensees to discuss fire protection safe 
shutdown requirements of loCFRSO, App R Agenda ancl 
SPEBBARD, R,L Division of Emergency Preparedness {< Operational 
Support 84/03/06 OIESLER, C W Wisconsin Public Service Corp 
3pp. 22389-28? 24X Fiche 30-303,84/03/06,8403120048 


P Operating license stage documents 6 correspondence 


8403030223 Further response to FOIA request for records of named 
individuals, Including repts, analyses, stud 1 es, test 
calculations, procedures t< practices for measurement of RCS 
leakage Forwards App C documents Search continuing 
FELTON, J M Division of Rules and Records 84/02/0/ MADDEN. T J 
Kaye, Schuler. Fierman, Hays t. Handler 3pp 22496 234 24X 

Fiche 30-000,84/02/07,8403050223 


— 8403030235 Advises that certain aspects of facility Tech Spec 
requirements governing RCS leakage appear to be inconsistent 
w/std nuclear industry practice Licensee should be 
requested to modify Tech Specs Related info ancl 
MOREL I US, C E Region 3, Office of Director 82/03/10 
EISENHUT. D 0 Division of Engineering llpp 22496 246 24X 

Fiche 50-000,84/02/07,8403050223 


8403010066 Forwards safety evaluation re 821223 response to Generic Ltr 
02-16 concerning NUREG-0737 Tech Specs Two Items closed 
Items IA113t,IIE41 under consideration Response 
acceptab le 

VARQA, S A Operating Reactors Branch l 84/02/10 Q1FBLER, C W 
Wieconsin Public Service Corp 7pp 22460 OOi 24X 
Fiche 30-303,84/02/10,8403010066 


0402170104 Forwards "Reload Safety Evaluation Cycle X, “ Feb 19B4 
Cycle X reload design assumes approval of proposed Amend 36 
to Tech Specs 

OIESLER, C W Wisconsin Public Service Corp 84/02/14 VARQA. S A 
Operating Reactors Branch 1 2pp 22301 009 24X 

Fiche 50-305.04/02/14,8402170104 


— 0402170107 "Reload Safety Evaluation Cycle X," Feb 19S4 

HOLLY. J T . ROPSON. D J , W07NIAK. S F Wisconsin Public Service 
Corp B4/02/06 66pp 22301 Oil 24X Fiche 50-305. B4 /02/ i 4, 
8402170104 


8403070321 Forwards corrected Tech Spec Page 6-26 to Amend 52 to 
License DPR-43 deleting Paragraph 6 14, "Environ 
Qualification 11 

VAROA, S A Operating Reactors Branch 1 84/02/23 OIESLER. C W 

Wisconsin Public Service Carp 3pp 22564 317 24X 

Fiche 50-305,04/02/23,0403070321 


— 8403070323 Corrected Tech Spec Page 6-26 deleting Paragraph 6 14, 
"Environ Qualification " 

* Office of Nuclear Reactor Regulation, Director 84/02/23 ip 
22364 320 24X Fiche 30-305,84/02/23.8403070321 


8403060304 Discusses Site visit on B4O220-29 & 0301-02 U/BNL 
representative to collect data on high radiation exposure 
jobs S. dose reduction mods far studies being performed by 
NRC, per 840223 conference call 

VARQA, 8 A Operating Reactors Branch 1 84/02/24 OIESLER, C W 

Wisconsin Public Service Corp, 3pp B2532 174 24X 

Ficha, 30-303, 84/02/24, 0403060304 


8403030295 Notifies that proposed Tech Spec for certain NUREG-0737 
Items per Generic Ltr 83-37 will be submitted by 840401 
GIESLER.C W Wisconsin Public Service Carp. 04/02/20 
EIBENHUT, D G Division of Licensing 2pp 22440 066 24X 

Fiche 30-303,84/02/28,8403020293 


8403140225 Notifies af plan for resolving upper plenum Injection (UP I) 
issue Issue involves ECCS models by Wot ting house 6 Exxon for 
calculating ECCS performance of West lnghouse two-loop 
plants Retention of interim penalty proposed 

VAROA, S A Operating Reactors Branch 1 84/03/06 OIESLER, C W 

Wisconsin Public Service Corp, 3pp 22637.323 24X 

Fiche 30-303,84/03/06,0403140223 


8403130108 Provides info to support review of proposed Amend SB to 
License DPR-43 Attached table provides comparison of 
calculated voltages Agreement shown between calculated & 
measured voltages & currents 

OIESLER, C W Wisconsin Public Service Corp B4/03/OB DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 22606 126 
24X Fiche 30-303,84/03/08,8403130180 
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B403160327 Forward* revised Page 4 2 1 of prnpnied Amend 57 to Tech 
Spec* re lnservlce Imp St testing 

QIESLER, C W Wisconsin Public Service Corp B4/03/13 DENTON, H R 
Office of Nuclear Reactor Regulationi Director Ip 32660 155 24X 

Fiche 30-305, B4/0 3/13. B 403 160327 


—0403160331 Revised Page 4 2 1 of proposed Amend 57 to Tech Specs re 
lnservice insp It testing 

* Wisconsin Public Service Corp B4/03/13 Ip 22660 156 24X 

Fiche 50-305,64/03/13.0403160327 


9403200134 Requests permanent exemption from requirements of App J to 
10CFR50 rd air lock testing following periods during which 
containment integrity maintained 

QIESLER, C N Wisconsin Public Service Corp B4/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 32666 361 
24X Fiche 30-303, a4/03/l 3,84 032001 54 


8403270030 Discusses B40120 meeting re resolution of 6£R deficiencies, 
methodology of master list d evelopment, al 1 DBAs considered St 
justification for continued operation Environ qualification 
plan encl 

0 IESLER, C W Wisconsin Public Service Corp B4/03/I6 VAROA, 3 A 
Operating Reactor* Branch 1 9pp 22760 031 24X 

Fiche 30-303, B4/03/16, 6403270030 


— 8403270032 "Resolution of SEK for Environ Qualification of Electrical 
Equipment Important to Safety at Kewaunee Nuclear Power 
Plant ■' 

• Wisconsin Public Service Corp 64/03/16 79pp 22768 040 
24X Fiche 30-305, B4/03/ 16, 8403270030 


— 0403270038 "Kewaunee Nuclear Power Plant Environ Qualification Plan 
« Wisconsin Public Service Corp 04/03/16 350pp 2276B 124 

24X Fiche 50-305,84/03/16,8403270030 


B4O320OO40 Forwards response to B31205 request for addl Info re 
NDREQ-0737 Item II D 1, "Performance Testing of Relief J, 

Safety Valves •• Microfiche of RELAP5/ADLP IPE computer 
analyses encl 

Q IESLER, C W Wisconsin Public Service Corp 04/03/23 VAROA, 8 A 
Operating Reactors Branch 1 S6pp 22776 2B2 24X 

Fiche: 30-303, 34/03/33. 04O328OO4S 


Q Inspection reports, IE Bulletins 6 correspondence 


B403050223 Further response to FQIA request for records of named 
Individuals, including repts, analyses, studies, test 
calculations, procedures t, practices for measurement of RC8 
leakage Forwards App C documents Search continuing 
FELTON, J M Division of Rules and Records 84/02/07 MADDEN, T J 
Kaye, Bcholer, Pieman, Hays t, Handler 3pp 22496 234 24X 

Fiche 5D-000, 04/02/07. B403050223 


— 6403050256 Notifies that independent measurements of identified It 
unidentified RCS leak rates for all PWRs in Region III 
performed per Procedures 6 1 727B *, 6172BB Insp findings 
sunrniri ied 

NQREL1 US. C E Division of Engineering B2/03/0B JORDAN. E L 
Division of Engineering it Quality Assurance (Pre 930103 ) 2pp 
224*76 270 24X Fiche 50-000, B4/02/07, 8403050223 


8403190379 Forwards IE Insp Rept 50-305/83-17 on 831216-B40215 No 
noncompliance noted 

SHAFER, W D Region 3, Office of Director 94/02/27 0 IESLER, C W 

Wisconsin Public Service Corp 2pp 22673 209 24X 

Fiche 30-303, 04/02/27. B40319O379 


— 84031*70364 IE Insp Rept 30-305/03-17 on 831219-840215 No noncompliance 
noted Major areas inspected maint, survei 1 lance, independent 
insp, regional requests (, oparational safety 

NELSON, R L , JACK I U, I N Region 3, Office of Director B4/02/24 
5pp. 22675 211 24X Fiche • 50-305, 84/02/27, 8403190379 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits 8< Annunciation." Svc list 
enc 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post B30103I 84/02/20, Consolidated Edison Co Df New 

York. Inc 113pp 22909 239 24X Fiche: 30-000, B4/02/28. B401 190072 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Rev* by DOT & NRC * five list encl 

GRACE, J M Division of QA, Safeguard* h Inspection Programs (Post 
B 301 03 ) 04/03/02 Consolidated Edison Co of New York, Inc 

1 30p p 22352 329 24 X Fiche 30-000, 84/03/02, B402090007 


B402090008 IE Info Notice 04-16, "Failure uf Automatic Sprinkler By* 
Valves to Operate." Svc list encl 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) B4/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 090 24X Fiche 50-000.84/03/02,8402090008 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post B30103) 04/03/02 Consolidated Edison Co of Naw 

York, Inc li9pp 22353 217 24X Fiche 50-000,84/03/02,8402090009 


0402090011 IE Info Notice 84-17. “Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list encl 
JORDAN, E L Division of Emergency Preparedness (< Engineering 
Response (Post 830103) B4/03/05 Consolidated Edison Co of New 

York, Inc U7pp 22353 336 24X Fiche 50-000,84/03/05,8402090011 


B402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Inspi of 
Fire Protection Safe Shutdown Sys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) B4/03/07 Consolidated Edison Co, of New 

York, Inc llBpp 22635 049 24X Fiche 30-000, B4/03/07. 0402090024 


0402090028 IE Info Notice 04-10, "Stress Corrosion Cracking in PWR 
By s " Svc list sncl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22384 166 24X Fiche 30-000,64/03/07,0402090026 


0403220134 Forwards IE Insp Rept 30-303/84-01 on 840206-10. No 
nan camp 1 lance noted 

PAPER IELLO, C J Region 3, Office of Director 84/03/08, 

QIESLER, C W Wisconsin Public Service Corp 2pp, 22716.037. 24X 

Fiche, 50-303, 84/03/00,8403220134. 


--B403220 i 40 IE Insp Rept 30-303/84-01 on 840206-10 No noncompliance 
noted Major areas Inspected. confirmatory measurements. 

Including sampling, lab QC (, comparison of licensee analyses 
w/Rsglon III mobile lab, 

JANUSKA. A 0 , 8LAWIN9KI, W J . SCHUMACHER. M. C. Region 3, Office of 
Director 84/03/06 Spp 22716039 24X Fiche 30-303,04/03/08, 

0403220134 


B402090031 IE Bulletin Q4-02, "Failures of OE Type HFA Relays in Use In 
Class IE Safety Sys " Svc list encl 

DEYOUNQ, R C, Director's Office, Office of Inspection and 
Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

134pp 22023 094 24X Fiche 50-000,84/03/12,8402090031. 


8403200016 Responds to IE Bulletin B3-09 re electrical circuit breakers 
w/undervoltage trip feature No circuit breakers w/mechanical 
trip attachments similar to DB-50 breaker ueed In eafety- 
related applications 

0 1 ESLER , C W Wisconsin Public Service Corp. 84/03/12 KEPPLER. J. 0 
Region 3, Office of Director. Ip 22699.101. 24X 

Fiche 30-305,84/03/12,8403200016 


B403160327 Forwards revised Page 4 3 1 of proposed Amend 37 to Tech 
Specs re lnservice imp & testing 

01 ESLER, C W Wisconsin Public Service Corp B4/03/13 DENTON, H R 
Df f ice of Nuclear Reactor Regulation, Director. ip 22660 155 24X 

Fiche 50-303,84/03/13.8403160327 


— 0403160331 Revised Page 4 2 1 of proposed Amend 57 to Tech Bpecs re 
lnservice insp *< testing 

a Wisconsin Public Service Corp 84/03/13 lp 22660 156 24X 

Fiche 30-303, B4/03/ 13, 0403160327 


0402090043 IE Info Notice 84-19, "Two Events Involving Unauthorized 
Entries into PUR Reactor Cavities " Svc list encl 
JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp. 22023 229 24X Fiche 30-000,84/03/21,8402090043 


8402090044 IE Info Notice Q4-20, "five Life of Relays in 8af ety-Relatsd 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co. of New 

York, Inc 133pp 22933 001 24X Fiche 30-000,84/03/21, 8402090044 


R Periodic operating reports St related correspondence 


B403060408 "Semiannual Effluent Release Rept,Jul-Dec 1963 " M/840229 
1 tr 

01 ESLER, C U Wisconsin Public Service Corp 83/12/31 KEPPLER, J 0 
Region 3, Office of Director 32pp. 22318 135 24X 

Fiche 30-303.03/12/31,8403060408 


B403070169 "Kewaunee Nuclear Power Plant Annual Oparatlng Rapt 1983," 
H/84030 1 ltr 

• Wisconsin Public Service Corp 83/12/31 UOpp 22939,001, 24X 

Fiche 30-303,83/12/31,8403070169 


0403130147 Monthly operating rept for Feb 1984 W/B403O9 ltr, 

RUITER, 0 H , QIESLER, C U. Wisconsin Public Service Corp. 84/02/29 
3pp 22608-220 24X Fiche 30-303.04/02/29,8403130147 
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8 Reportable occurrences. LERs b related correspondence 


8403230178 Forwards Technical Review Rept AE0D/T313, "Capped 
Containment Pressure Sensing Lines.” t proposed IE info 
notice Issue adequately resolved 

RUBIN. 9 D Reactor Operations Analysis Branch 03/09/tt 
BEYFRIT.K V Reactor Operations Analysis Branch Ip 22757 206 
24 X Fiehe 90-000, 03/03/ 11 . 0403230 17S 


— 0403230181 "Capped Containment Pressure Sensing Lines.” technical 
review rept Condition caused by procedural inadequacy 
RUBIN. B D Director's Office 83/05/11 6pp 22739 287 24X 

Ficha 90-000, B3/05/ 11, 8403230178 


V Operator Examinations 


8403130391 Requests encl ref matl for requa 1 1 fl cation program 
evaluation scheduled for wlc of 040951 Ha 1 1 required by 
040316 

STREETER. J F Region 3, Office Of Director 04/03/09 01ESLER.C W 
Wisconsin Public Service Corp 3pp 22610 334 34X 

Flche 90-309,04/03/09,0403130391 


DOCKET 90-306 PRAIRIE ISLAND NUCLEAR STATION. UNIT 2 


F Security, medical, emergency 6 fire protection plans 


6403070270 Public version of revised emergency response plan 
Implementing procedures. Inc luding Procedure F3-2 re 
classification of emergenc 1 es. F3-9 re emergency notification 
V F3-10 re personnel accountability W/831217 1 tr t, memo 
MENDELE, D J , JOHNSON, J M Northern States Power Co H3/10/23 
16Bpp 22979 326 24X Flche 90-282, 03/1O/2B. 0403070270 


6403070207 Revised emergency Implementing procedures. including Rev 29 
to Procedure F3, "Table of Contents" & Rev 3 to Procedure 
F3-8, "Recommendations for Offsite Protective Actions " 

W/04O3Q2 1 tr 

FEY.F L Northern States Power Co 84/02/24 2Bpp 22574 320 
24X Flche 90-202, 04/02/24, B403090207 


6403190020 Forwards IE Insp Repts 90-202/03-24 it 90-306/83-24 on 
83121 1-040210 No noncamp 1 lance identified 

SHAFER, W 0 Region 3. Office of Director 84/03/01 LARSON, C E 
Northern States Power Co 2pp 22666 093 24X 

Flche, 30-282,04/03/01,0403190020 


— 8403190042 IE Insp Repts 50-282/03-24 t, 50-306/83-24 on 031211-840210 
No none omp 1 iance or deviations identified Major areas 
inspected. maint, LERs, emergency planning U surveillance, 
meetings w/state b local officials l IE bulletins 
HARD, J E , JACKIW, I N Region 3. Office of Director 84/02/29 
12pp 22666,099 24X Flche 30-262, 04/03/Oi, 0403190020 


8403130163 Forwards final rept re small-scale offsite radiological 
emergency preperedness exercise on 621014 No deficiencies 
noted, 

KRIMM, R W Federal Emergency Management Agency 04/03/09 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 6301031 6pp 22999 307 24X Flche 90-282,84/03/05. 

8403130 1 63 


— 6403130172 Final rept of small-scale joint emergency bxotcIsb on 
021014 

a Federal Emergency Management Agency 82/12/17 92pp 
22399 313 24X Flche 50-282,84/03/05.0403130163 


8403120106 Notifies of 040323 workshop on fire protection safe shutdown 
requirements of 10CFR50, App R in Rosemont, IL to discuss IE 
Info Notice 84-09 t, provide addl shutdown analyses b/cr mod 
gu idanca. Agenda encl 

BPE00ARD.R-L Division of Emergency Preparedness b Operational 
Support 84/03/06 LARSON, C E Northern States Power Co 3pp 
22988 167 24X Flche 50-282, 84/03/06, 8403120106 


6403300130 Revised emergency plan Implementing procedures, Inc lud ing 
Procedure F3 re table of contents it F3-I3 re offsite dpse 
calculation U/640320 transmittal Itr 

WATT, E , FEY, F L Northern States Power Co 04/03/09 36pp 
22020 299 24 X Fiehe 50-202,84/03/09,8403300130 


i. Financial Information 


0403290113 SuppI to Annual Financial Rept 1983, eons i sting of financial 
* statistical info W/040326 ltr 

BRUSVEN, A, D, Northern States Power Co B3/12/31 23pp 22806 182 
24 X Fiehe 90-000,83/12/31,8403290115 


P Operating license stage documents l< correspondence 


0403050230 Forwards Amends 60 St 62 to Licenses DPR-42 6 DFR-60, 
respectively S, safety evaluation Amends revise Tech Specs re 
emergency air treatment sys b electric hydrogen recombiners 
DIIANNI.D C Operating Reactors Branch 3 04/02/21 MUSOLF, D M 

Northern States Power Co 2pp 22527 180 24X 

Flche 30-205,94/02/21.0403050238 


— 8403090243 Amends 68 6 62 to Licenses DPR-42 b 0PR-6O. r esp ec tl vo 1 y, 
revising Tech Specs re emergency air treatment sys {< * 

electric hydrogen recombiners 

MILLER. J R Operating Reactors Branch 3 04/02/21 IBpp 

22527 190 24X Flche 50-202, 04/02/51 , B40309023B 


— -8403050249 Safety evaluation supporting Amends 68 & 65 to Licenses 
DPR-45 I, DPR-60. r o sp ec 1 1 ve ly 

* Office of Nuclear Reactor Regulation. Director B4/0S/21 7 , 

22327 208 24X Flche 50-282.04/02/21,0403050230 


8403060425 Submits fees requested for 820630 exemption request, in 
response to NRC 840213 ltr 

MUSOLF, 0 Northern States Power Co B4/02/29 MILLER, W a License 
Fee Management Branch 2pp 22510 200 24X Fiehe 50-282,84/02/27, 

840306042S 


0403130245 Forwards "Effluent t < Waste Disposal Semiannual Rept, Jul-Dec 
1983," "Offsite Radiation Dose Assessment, 1763" b Rev 4 to 
"Offsite Dose Calculation Manual " 

FEY,F L Northern States Power Co 84/03/01 Region 3, Office of 
Director lp 22610 143 24X Flche 50-282,84/03/01,84 03130245 


— 8403130278 Rev 4 to "Offsite Dose Calculation Manual " 

S0REN6DN, J Northern States Power Co 84/11/14 llpp 
22610 137 24X Flche 50-282,04/03/01.8403130245 


B403150290 Forwards safety evaluation re error in CODfiA IIIC/MIT 
computer code, previously accepted by NRC 830217 6 0324 Itrs, 
for use in analyzing Fuel reloads Error does not create any 
substantial safety haiard 

MILLER, J R, Operating Reactors Branch 3 B4/03/06 MUSOLF, 0 M 

Northern States Power Co lp 23649 333 24X Fiehe 50-282, 

84/03/06, 0403150290 


— B403150293 Safety evaluation re error in COBRA IIIC/MIT computer cade 
reload methodology rept NSPNAD-9102 Error h3B not affected 
Initial findings or conclusions re acceptability of use of 
COBRA IIIC/MIT code, 

*» NRC - No Detailed Affiliation Given 04/03/06 2 pp 
22649 334 24X Fiehe 50-202,84/03/06,8403190270 


0403190397 Provides updated info re mods required by MJREG-0737, Item 
1 1 D 1 2 re safety 6 relief valve performance Unit 1 piping 
it supports will be Installed during next refueling outage 
scheduled for 850105 

MUSOLF, D Northern States Power Co B4/03/I4 Office of Nuclear 
Reactor Regulation. Director lp 22675 192 24X 

Flche 50-2B2, 04/03/14, 8403190397 


8403230051 Submits status of mods to improve adequacy of station 
distribution sys voltages, per util 810717 ltr 6 NRC 821029 
SER All mods comp 1 e ted , w/exc ep ti on of changes to station air 
compressor starting circuit 

MUSOLF. D Northern States Power Co B4/03/16 Office of Nuclear 
Reactor Regulation. Director Hpp 22724 346 24X 

Fiehe 50-202.84/03/16.8403230051 


0 Inspection reports, IE Bulletins 6 correspondence 


0403090223 Further response to F01A request for records of named 
individuals, including repts, analyses, studies, test 
calculations, procedures h practices for measurement of RCS 
leakage Forwards App C documents Search continuing 
FELTON. J M Division of Rules and Records 84/02/07 MADDEN,! J 
Kaye, Scholar, Flerman, Hays & Handler 3pp 22496 234 24X 

Flche 50-000,84/02/07,8403050223 


— 8403050256 Notifies that independent measurements of Identified it 
unidentified RCS leak rates for all PWRs in Region til 
performed per Procedures 61727B I, 617200 Insp findings 
summer 1 1 ed 

NOR EL I US, C E Division of Engineering 02/03/08 JORDAN, E L 
Division of Engineering b Quality Assurance (Pre 830103) 2pp 
22496 270 24X Flche 50-000,84/02/07,8403090223 


0401190072 IE Info Notice 84-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits b Annunciation " 8vc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Pott 0301031 84/02/20 Consolidated Edison Co of New 

York, Inc 119pp 22909 239 24X Fi c he, 90-000, 04/02/28, 8401 190072 
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0403190020 Forwards IE Insp Repts 50-292/03-34 6 30-306/83-24 on 
S3 1 21 1-840210 Ha noiuonpl lance Identified 

9HAFER.W D Region 3. Office of Director 04/03/01 LARSON, C E 
Northern States Pouer Co 2pp 22466 053 24X 

FI che 30—202. 04 /03/0 1 , 84031900 20 


— 0403190042 IE Insp Repts 50-2B2/B3-24 4, 50-306/03-24 on B3 121 1-04021 0 
No none omp 1 i one e or deviations identified Ha j or areas 
Inspected me 1 nt, LEfl s. eme r g ency planning Si surveillance, 
meetings w/state S< local officials V IE bulletins 
HARD, J E • FEIERADEND, C D , HARTMANN, P L Region 3, Office of 
Director 04/02/29 I2pp 22666 055 24X Flche 50-202, B4/03/Q1 . 

0403190020 


B402Q90007 IE Info Notice B4-14, "Highlights of Recent Transport 
Regulatory Revs by DOT h NRC " Svc list encl 

GRACE. J N Division of OA. Safeguards it Inspection Programs -(Post 
B301031 04/03/02 Consolidated Edison Co of Neui York, Inc 

1 30p p 22552 327 24X Fiche 50-000. B4/03 /02, 04 02090007 


8402090000 IE Info Notice B4— 16. "Failure of Automatic Sprinkler Sys 
Valves to Operate “ Svc list encl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103J 04/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 090 24X Fiche 50-000, 04/03/02, 8402070009 


8402090009 IE Info Notice 04— 15, "Reporting of Radiological Releases 11 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness l< Engineering 
Response (Post 0301033 B4/03/02 Consolidated Edison Co of New 

York. Inc I19pp 22553 217 24X Fiche 50-000. B4/03/ 02, 9402090009 


0402090011 IE Info Notice 04-17, "Problems W/Liquid Nitrogen Coaling 
Components Below Nil Ductility Temp 11 Svc list encl 
JORDAN. E L Division of Emergency Preparedness 5, Engineering 
Response (Post 0301031 04/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22553 336 24X Fiche 50-000. B4/03/05, B40209001 1 


B402090024 IE Info Notice 04-09. Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103)' 04/03/07 Consolidated Edison Co of New 

York, Inc liOpp 22635 049 24X Fiche 50-000, B4/03/07, B402090024 


0402090020 IE Info Notice 04-18, "Stress Corrosion Cracking in PWR 
Sys “ Svc list encl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of New 

York, Inc 110pp 22504 186 24X Fiche 50-000,04/03/07,8402090020 


B4Q31903BB Forwards summary of status of requests for relief from 
requirements of Section XI of ASME Boiler t. Pressure 
Vessel Code for Inservice insp program S, e 1 ari f l cat Ion of 
items that require add) review 

MU50LF, D Northern States PoweT Co 84/03/09 Office of Nuclear 
Reactor Regulation. Director 9pp 22673 295 24X 

Fiche 50-202,84/03/09,0403170308 


B402070031 IE Bulletin 84-02, "Failures of GE Type HFA Relays In Use In 
Class IE Safety Sys ” Svc list enci 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

1 34pp 22823094 24X Fiche 50-000,04/03/12,0402090031 


8403190200 Responds to IE Bulletin 63-07 re products supplied by Ray 
Hiller, Inc Neither unit received products from Ray Miller, 

Inc 6 vendor not on approved util vendor list 

LARSON, C E Northern States PoweT Co 84/03/12 DEYOUNG , R C 
Director's Office, Office of Inspection and Enforcement 4pp 
22671 105 24X Fiche 50-202, 04/03/12, B403190200 


9403300036 Forwards IE Insp Repts 50-202/04-02 «< 50-306/04-02 on 
040215-17 No noncomp 1 taut e noted 

PAPER JELLO, C J Region 3, Office of Director 04/03/15 

LARSON, C E Northern States Power Co 2pp 22021 320 24X 

Fiche 50-202,94/03/15,0403300036 


—9403300040 IE Insp Repts 50-2B2/B4-02 L 30-306/04-02 on 040215-17 No 
violations or deviations identified Major areas inspected 
implementation of 10CFR20 It 60 requirements for disposal of 
low level radwastes, inc luding mgt controls K, 0C 
ROZAK. S , OESTMANN, M J , SCHUMACHER, M C Region 3, Office of 
Director B4/Q3/15 5pp 22921 322 24X Fiche 50-202.04/03/15, 

0403300036 


8402090043 IE Info Notice 04-19. "Two Events Involving Unau t hor 1 1 ed 
Entries into PWR Reactor Cavities " Svc list encl 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) B4/03/21 Consolidated Edison Co of New 

York. Inc »23pp 22B23 229 24X Fiche 30-000,04/03/21,8402090043 


0402090044 IE Info Notice 04-20. "Bvc Life of Relays in Safety-Related 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Fiche 30-000,84/03/21,0402090044 


R Periodic operating reports h related correspondence 


8403300095 Monthly operating repts for Feb 1984 W/840306 ltr 

DU06TAD.D , MUSOLF, D Northern States Power Co B4/02/27 9pp 
24047 060 24 X Fiche 30-202.84/02/29,0403300093 


8403130245 Forwards “Effluent 6 Waste Disposal Semiannual Rept, Jul-Dec 
1983." "Offsite Radiation Dose A sses smen t . 1903" 6 Rev 4 td 
"Offsite Dose Calculation Manual " 

FEY.F L Northern States Power Co 04/03/01 Region 3. Office of 

Director lp 22610143 24X Fiche 50-202,84/03/01,0403130245 


—8403130259 "Effluent h Waste Disposal Semiannual Rept, Jul-Dec 1983 11 
* Northern States Power Co 03/12/31 9pp 22610 144 24X 

Fiche 50-2B2, 84/03/01, B403130245 


— B40313D270 "Offsite Radiation Dose Asse a sment, 1903 " 

* Northern States Power Co 03/12/31 4pp 22610 133 24X 

Fiche 50-292, 84/03/01. B4O3130245 


DOCKET 30-309 MAINE YANKEE ATOMIC POWER PLANT 
F Security, medical, emergency fc fire protection plans 


8403070278 Responds to B30913 ltr re changes to physical security plan 
Rev inconsistent w/provisions of 10CFR50 54{p) 6 
unacceptable for reasons stated in encl Encl withheld 
Ire f 1 0CFR73 21) 

MARTIN, T T Division of Engineering S< Technical Programs 04/02/29 
RANDAZZA. J D Maine Yankee Atomic Power Co 3pp 22347 098 24X 

Fiche 50-309,04/02/29,0403070270 


0403220095 Forwards IE Insp Rept 50-309/B3-20 on 831101-1231 it notice 
of violation 

BTAROSTECKI , R Division of Project & Resident Programs 84/03/07 
RANDAZZA, J B Maine Yankee Atomic Power Co 2pp 22715 163 24X 

Fiche 50-309,04/03/07,8403220093 


— 0403220103 IE Insp Rept 30-309/03-20 on 031101-1231 Violation 
identified plant shift superintendent did not check tags on 
Tagging Order 2137-03 

HOLDEN, C , ARCHITZEL, R , SHETLAND, P Region 1, Dffict of Director 
84/03/06 13pp 22715 166 24X Fiche 30-309,04/03/07. 

8403220093 


0403190243 Notification of 040410 workshop In King of Prussla.PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp 6 topics described in IE Info Notice 
84-09 Agenda for workshop encl 

MUHLEY, T E Region 1. Office of Director 04/03/09 O'TOOLE, JD 
Consolidated Edison Co of New York, Inc KENYON, B D Pennsylvania 
Power 8< Light Co HARRISON.R J Public Service Co of New 

Hampshire 35pp 22672 062 24X Fiche 50-000, 84/03/09, 0403190243 


Q Adjudicatory correspondence 


8403130262 Order granting Sensible Maine Power 5< State of ME motions 
to withdraw contentions, granting util motion to withdraw 
portion of application t< authorizing Issuance of amend of 
OL 

LAZOiR M Atomic Safety and Licensing Board Panel 84/03/09 App 
22606 030 24 X Fiche 50-309,84/03/09,0403130362 


H General correspondence 


8403220119 Eipresses concern re inexperienced {, unskilled labor at 
facility Repair contract awarded to contractor w/little or 
no repair experience GP Conley 840215 ltr encl 
COSSAR, A G Affiliation Not Assigned 04/03/17 DEYOUNG, R 
Director's Office, Office of Inspection and Enforcement 2pp 
22716 216 24 X Fiche 50-309, 04/03/17, 04032201 19 


P Operating license stage documents 6 correspondence 


B4030202B3 Forwards safety evaluation based on review op 830912,22 S< 
1102 responses re feedwater trip sys Feedwater trip sys 
design satisfies single failure requirements Requests 
completion of listed confirmatory items within 120 days 
MILLER, J R Operating Reactors Branch 3 84/02/14 GARRITY, J H 

Maine Yankee Atomic Power Co tOpp 22493 016 24X 

Fiche 50-309, 04/02/ 14, S4030202B3 
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8403030380 Forwards request for addl info re Cycle B reload to continue 
review of B40127 submittal 

MILLER. JR Operating Reactors Branch 3 84/02/17 GARRJTY, JH 

Maine Yankee Atomic Power Co 3pp 32527 233 24X 

Fiche 30-309. 84/02/ 17. B40305O3BO 


0403080333 Responds to 040106 ltr re radiological effluent Tech Specs 
(RETS) Program provides accountable sys to assure protection 
of public health & safety Schedule for submittal of proposed 
RETS b offsite dose calculation manual requested 

MILLER. J R Operating Reactors Branch 3 84/02/27 GARRITY. J H 

Maine Yankee Atomic Power Co 2pp 22501 335 24X 

Fiche 50-309.04/02/27,0403030353 


0403060094 Forwards Class III amend fee, per NRC 040116 ltr re Proposed 
Changes 81 b 92 concerning snubber surveillance b reactor 
protective sys channel b ESF actuation sys 

WHITTIER, 0 D Maine Yankee Atomic Power Co 84/02/29 DI0G6. R M 
License Fee Management Branch Ip 22516 362 24X 

Fiche 30-309. 04/02/29, 8403060094 


B403150333 Requests info r* analysis of high energy steam line break 
Info needed to complete review of B20913 submittal re 
environ conditions for equipment outside containment Info 
requested within 30 days 

MILLER, J R Operating Reactors Branch 3 84/03/02 RANDAZZA, J 0 

Maine Yankee Atomic Power Co 2pp 22649 269 24X 

Fiche 30-309,04/03702,8403130333 


8403150105 Informs of recent assignment of EC Wendnger as Chief, 
Reactor Projects Section IA> effective immediately 
Responsibilities cover Maine Yankee, Yankee Rowe b Calvert 
Cliffs Nuclear Power Stations 

8TAR08TECKI, R Region 1. Office of Director 04/03/00 

RANDAZZA, J B Maine Yankee Atomic Power Co 2pp 22640 140 24X 

Fiehf 30-309, 84/03/08, 0403150103 


8403230036 Withdraws 810501 commitment to install add! pressurlier 
senior Contribution of purge sys isolation valves to 
radiological consequences to DBA LOCA would be minimal 
WHITTIER, 0 D Maine Yankee Atomic Power Co 04/03/16 MILLER, J R 
Operating Reactors Branch 3 Ip 22724 332 24X 

Fiche 30-309,04/03/16,8403230036 


B403220I92 Forwards "Control OP Heavy Loads, Phase II “ Rept result of 
review of crane opera ti on, de s i gn & main t, inc 1 ud i ng analysis 
of load drop risk to safety-related equipment beneath travel 
paths Confirms defense-in depth. per NURE0-0612 

WHITTIER, 0 D Maine Yankee Atomic Power Co 04/03/19 MILLER, J R 
Operating Reactors Branch 3 2pp 22717 048 24X 

Fiche 30-309,84/03/19,8403220192 


— 8403220199 "Control of Heavy Loads, Phase II ■ 

# Maine Yankee Atomic Power Co 84/03/19 I24pp 22717 030 
24X Fiche 30-309,84/03/19,8403220192 


8403230042 Informs that suppl to inservice testing program will be 
submitted by 840601 Inservice testing procedures specific to 
control b implementation of testing activities will be 
completed no latar than 840313 

WHITTIER. 0 D Maine Yankee Atomic Power Co 04/03/20 MILLER, J R 
Operating Reactors Branch 3 lp 2272B 334 24X 

Flcha 30-309,84/03/20,0403230042 


B403270138 Forwards revised Page 3 of Maine Yankee penetration test 
requirements, end w/c onta inmen t leak testing rept Isolation 
Valve PD-233 added to list of containment sump discharge 
valves inside containment 

WHITTIER, 0 D Maine Yankee Atomic Power Co 04/03/21 MILLER, J R 
Operating Reactors Branch 3 2pp 22769 141 24X 

Fiche, 30-309, 04/03/21 , 8403270138 


Q Inspection reportf, IE Bulletins b correspond enc e 


84O321O208 Corrected notification of 840313 meeting w/utll in Bethesda, 
MD to discuss insp program for tharmal shield in Cycle 7/8 
outage, Time of meeting changed 

HEITNER, K L Operating Reactors Branch 3 84/02/21 MILLER, J R 

Oparating Reactors Branch 3 Ip 22709 206 24X 

Flcha 30-309,84/02/21,8403210200 


0401 190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
and. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/02/28 Consolidated Edison Co of New 

York, Inc USpp 22909239. 24X Fiche 30-000,84/02/20,0401190072 


B402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list encl 

ORACE, J N, Division of QA, Safeguards b Inspection Programs (Post 
830103) 84/03/02, Consolidated Edison Co of New York, Inc 

I30pp, 22332 329 24X Fiche 30-000. 84/03/02, B4020TO007 


8402090008 IE Info Notice B4-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness 4 “Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22333 098 24X Fiche 30-000, 04/03/02, 8402090008 


0402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22533 217 24X Fiche 50-000,04/03/02, 8402090009 


0402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps af 
Fire Protection Safe Shutdown Sys 11 Svc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22633 049 24X Fiche 50-000, B4/03/07, 0402090024 


8402090038 IE Info Notice 84-18, "Stress Corrosion Cracking In FWR 
Sys “ Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 84/03/07 Consolidated Edison Co of New 

York, Inc 1 10pp 22584 1B6 24X Fiche 30-000,04/03/07,8402090020 


8403220036 Forwards IE Insp Rept 50-309/84-03 on 840207-10 No 
violations noted 

MARTIN, T T Division of Engineering b Technical Programs 04/03/07 
RANDAZZA, J B Maine Yankee Atomic Power Co 2pp 22714 339 24X 

Fiche 30-309,04/03/07.8403220036 


— 0403220062 IE Insp Rept 50-309/84-03 on 840207-10 No violations noted 
Major areas inspected inservice insp program. Inc lud ing QA 
function b control of exam equipment 

MCBREARTY, R A . DURR, J P Region I, Office of Director 84/03/05 
Spp 22714 341 24X Fiche 30-309,84/03/07,8403220056 


8403220095 Forwards IE Tnsp Rapt 30-309/03-20 on 031101-1231 b notice 
of violation 

STAROSTECKI. R Division of Project b Resident Programs 04/03/07 
RANDAZZA, J 8 Maine Yankee Atomic Power Co 2pp 22713 163 24X 

Fiche 50-309.04/03/07,8403220093 


— 0403220098 Notice of violation from Insp on 831101-1231 

a Region i, Office of Director 04/03/07 Ip 22713 163 24X 

Fiche 30-309,04/03/07,84 03220095 


—8403220103 IE Insp Rept 50-307/03-20 on 031101-1231 Violation 
Identified plant shift superintendent did not check tags on 
Tagging Order 2137-83 

HOLDEN, C , ARCHITZEL, R , SWETLAND, P Region I, Office of Director 
04/03/06 I3pp 22713 166 24X Fiche 50-309,84/03/07, 

8403220093 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays In Use in 
Class IE Safety Sys " Svc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Now York, Inc 

134pp 22823 094 24X Fiche 30-000,84/03/12,0402090031 


0402090043 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " Svc list encl 
JORDAN, E L Division of Emergency Preparedness V Engineering 
Response (Post 030103) 0-4/03/21 Consolidated Edison Co of New 

York. Inc 123pp 22023 229 24X Fiche 30-000,84/03/21,0402090043 


8403090044 IE Info Notice 34-20, "Svc Life of Relays in Safe ty-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 0301031 64/03/21 Consolidated Edison Co of New 

York, Inc I35pp 22933 001 24X Fiche 50-000,84/03/21,0402090044 


8403300160 Respond* to IE Bulletin 03-07 re apparently fraudulent 
products sold by Ray Miller, Inc Ray Miller, Inc flanges 
received from reCO industries installed in safety -related 
sys Flanges will remain Installed 

FRIZZLE, C D Maine Yankee Atomic Power Co 04/03/22 MURLEY, T E 
Region 1, Office of Director 4pp 22021 082 24X 

Fiche 30-309,84/03/22,0403300160 


R Periodic operating reports b related correspondence 


0403130047 "Effluent b Waste Disposal Semiannual Re p t, Ju 1 -Oe c 1983 " 
W/840302 ltr 

WHITTIER, G D Maine Yankee Atomic Power Co 83/12/31 MURLEY, T E 
Region 1, Office of Director llpp 2260B 003 24X 

Fichu 50-309. 83/12/31, 8403130047 


8403290256 "Annual Personnel Exposure Rept CY03 " W/040320 ltr 

WHITTIER. G D Maine Yankee Atomic Power Co 83/12/31 MURLEY, T E 
Region 1, Office of Director 3pp 22800 075 24X 

Fiche 50-309, B3/12/31, 8403290256 
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0403020065 Monthly operating rept for -Jan 19B4 U/B40208 
I] IC(1 TLUER , 9 , MCCUI1DER, J T Maine Yankee Atomic Power 
HAflTFIELD, R A Management Information Branch 3pp 
24* Flche 30-309, 04/01 /3l, 8403020065 


t tr 

Co 04/01/3 1 
224 42 237 


B403300162 Monthly operating rept for Feb 1904 W/040308 1 tr. 
tlJEMlLLCn.S A , MCCUMBER, J T Maine Yankee Atomic Power Co 
04/02/29 5pp 22621 000 24X Flche 30-307, B4/02/2 9, 04033001 62 


S Reportable occurrence*. LER» t, related correspondence 


04031 40113 Forwards "Salem Generating Station 316(b) Demonstration," 
per 030623 request for add! Info re review of OL application 
for Hope Creel 

MITTL, R L Public Service Electric & Gas Co of New Jersey 
04/03/0 3 BCHWEMCER, A Licensing Branch 2 lp 22627 124 24X 

Fiche 30-000,04/03/03.8403140113 


— 8403140117 "Salem Generating Station 316(b) Demonstration " 

* Public Service Electric it Gas Co of New Jersey 84/02/29 
647pp 22629 123 24X Flche 50-000.84/03/03,8403140113 


8403130436 PNQ-I-84 024 on 040306, d ur in g resin replacement operation, 
unplanned release of gaseous radioactivity occured 9everal 
workers slightly contaminated w/Rb-BB Mo activity detected 
State of ME informed 

□ ICEHOUSE, H , SIIANBAKY, (1 . OELLAHY, R Region I. Office Of Director 
84/03/07 Lp 22613 329 24X Flche 30-309,84/03/07,8403130436 


8403290281 Forwards plant-specific info on reactor protection sys shunt 
trip mods, in response to NHC 830810 ltr 6 Generic Ltr 83-28 
Shunt trip mechanism will be installed during refueling 
outage W/14 oversiie drawings Aperture card* in FDR 
L I DEM, E A Public Service Electric & Gat Co of New Jersey 
84/03/14 VARGA, S A Operating Reactors Branch 1 14pp 
22800 200 24 X Fiche 30-272,84/03/14,8403290281 


DUCKET 90-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 
F Security, medical, emergency 6 fire protection plans 


8403190433 Responds to 821206 6 330718 1 trs re emergency operations 
facility FEOF) Request to establish primary EOF 7 Smiles 
from facility ui/d providing backup EOF acceptable 

EIEEMHUT.D G Division of Licensing 84/03/05 LIDEN, E A Public 
Service Electric 6 Gas Co of New Jersey lp 226B1 323 24X 

Fiche 30-272,84/03/05,8403190433 


8403220006 Forwards IE [nsp Repts 50-272/84-06 & 50-311/84-06 on 
040206-10 No violations observed 

MARTIN, T T Division oP Engineering t. Technical Programs 84/03/08 
UDERITZ.H A Public Service Electric 6 Gas Co of New Jersey 2pp 
22716 174 24X Flche 50-272,84/03/06,8403220006 


6403300009 Requests eitension to Jul 1984 for completion of pait-maint 
operability testing of safety-related equipment based on 
revised interpretation of scope identified through 
discussion w/Region I personnel 

LIDEN, E A Public Service Electric & Gas Co of New Jersey 

04/03/23 VARGA, 8 A Gpqratlng Reactors Branch 1 3pp 22B22 073 

24X Fiche 90-272,84/03/23,8403300009 


G Inspection reports, IE Bulletins L correspondence 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Hotor 
Operated Valve Control Circuits 6 Annunciation *' Svc list 
one 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/02/28 Consolidated Edison Co of New 

York, Inc U5pp 22909 239 24X FI c he - 50-000, 84/02/20, 840U90072 


— 8403220010 IE Irsp Repts 50-272/84-06 l< 90-31 1/B4-06 on 040206-10 No 
violations noted Major areas inspected security 
org an 1 1a 1 1 on, soc ur l ty program aud i t. t es 1 1 ng & maint , p hys 1 cal 
barr 1 er», securi ty sys power supply S< assessment aids 
MADDEN, U J Region 1, Office of Director B4/03/06 4pp 
22716 176 24X Flche 50-272, 04/03/00, B4032200D6 


6403090000 Submits supplemental response to IE Bulletin 83-06 re 
nonconforming matls supplied by Tube-Line Corp Remaining 
four suppliers confirmed that no subj matls supplied to Hop# 
Creek Colt Industries info under review 

MARTIN. T J Public Service Electric & Gas Co of New Jersey 
84/02/20 MURLEY, T E Region 1. Office of Director 2pp 
22575 297 24X Fiche 50-000, B4/O2/20, 8403090000 


0403190243 Notification of 040110 workshop in King of Prussia.PA to 
discuss lessons learned from recent App ft fire protection 
safe shutdown insp t, topics described in IE Info Notice 
B4-09 Agenda for workshop en c 1 

MURLEY, T E Region l, Office of Director 84/03/09 O'TODLE.JD 
Consolidated Edison Co of New York, Inc KENYON, B D Pennsylvania 
Power 6 Light Cu HARR 1 3PN. fl J Public Service Co of New 
Hampshire 35pp 22672 062 24X Fiche 50-000.84/03/09,0403190243 


P Oparating license stage documents U correspondence 


8403090049 Submits details of vendor manual review program in response 
to 330306 order modifying licenses Commitment to incorporate 
all vendor manuals for safety-related equipment into 
document control sys completed 

LIDEN. E A Public Service Electric L Gas Co of New Jersey 
04/02/22 KISTER.H B Division of Project A Resident Programs 
3pp 22575 345 24X Fiche 5D-272, 04/02 / 22. 8 403090049 1 


B40303Q11? Forwards supplemental response to Generic Ltr 03-2B. 
"Required Action* Based on Generic Implications of Salem 
A TUB Events " 

BAHNEB.P L Commonwealth Edison Co 04/02/29 DENTON, M R Office 
of Nuclear Reactor Regulation, Director 36 p p 224BB 084. 24X 

Flche 50-000, 84/02/29, B403O501 19 


0403130017 Requests eitension for updating inadequate core cooling 
instrumentation & reactor vessel level instrumentation sys 
status repts per TMI Item II F 2 & providing Wes t lnghouse 
proprietory info until 040402 

LIDEN, E A Public Service Electric 6 Gas Co of New Jersey 

04/03/02 VARGA, 8 A Operating Reactors Branch i Ip. 22614' 361 

24X Flche 50-272, B4/03/02, 0403 1300 J 7 


0403130108 Requasts 4-month extension until June 1984 for submittal of 
technical rept on reactor vessel surveillance Capsule T 
LIDEN. E A Public Service Electric & Gas Co of Nbw Jersey 

B4/03/02 VARGA, B A Operating Reactors Branch 1. 2pp 22600 259 

24X Fiche 80-311.64/03/02,8403130108 


B4O326OO30 Requests 1 d ent i f 1 ca 1 1 un of any pntentlal problems or items 
re completion of NURCQ-0737 items by Sept 1984 Response 
requested within 30 days of ltr receipt 

VARGA, B A Operating Reactors Branch 1 84/03/02 UOERITZ.R A 

Public bervlce Electric t, Gas Co of New Jersey 3pp 22763 2F1 
B4X Fiche 50-272, B4/03/O2, S403260090 


S40315006B Forwards IE Insp Repts 50-272/84-02 6 50-311/84-02 on 
840116-19 No violations observed 

MARTIN, T T Division of Engineering 6 Technical Programs 84/02/28 
UNDERITZ.R A Public Service Electric 81 Gas Co of New Jersey 
2pp 22643 177 24X Fiche 50-272, 84/02/28, 84031 5006B 


— 8403150078 IE Insp Repts 50-272/84-02 4 50-311/84-02 on 040116-19 No 
violations observed Major areas Inspected nonrad iol og lea 1 
chemical measurements, GC program of analytical measurements 
6 procedures & training 

Z 1QULSKY, H , K1TTAN, J J . PASCIAK.W J Region 1, Office of 

Director 84/02/27 3pp 22643 179 24X Fiche 50-272,84/02/20, 

8403150060 


B4020900Q7 IE Info Notice 04-14. "Highlights of Recent Transport 
Regulatory Revs by DOT it NRC " Svc list end 

GRACE, J N Division of QA, Safeguards & Inspection Programs (Past 
B30103) 84/03/02 Consolidated Edison Co of New York. Inc 

1 30pp 22552 329 24X Fiche 50-000,84/03/02,0402090007 


9402Q9000B IE Info Notice B4-L6, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, £ L Division of Emergency Preparedness 6 Engineering 
Response (Past 830103) 04/03/02 Consolidated Edison Cd of Niu 

York, Inc 122pp 22553 098 24X Flche 50-000,04/03/02,8402090008 


0402090009 IE Info Notice 84-15, “Reporting of Radiological Releases " 
Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc 119pp 22553 217 24X Flche 50-000,84/03/02,8402090009 


0403220105 Forwards IE Insp Rept* 50-272/84-04 6 50-311/84-04 on 
040111-0206 No violations observed 

STARD9TECKI, R Division of Project 6 Resident Programs 84/03/06 
UDER1TZ, R A Public Service Electric & Gas Co of New Jersey 2op 
22715.285 24X Fiche 50-272,04/03/06,0403220105 


--0403220115 IE Insp Rept* 50-272/84-04 &i 50-311/84-04 on 840111-0206 No 
violations Identified Major areas Inspected status of 
previous insp 1 terns , revl eua of periodic 6 special repts, 

LER review it operational safety verification 
LINVILLE, JC , 8UMMERB, R J Region 1, Office of Director 
NORRHCJLMiL J Division of Project it Resident Programs. 84/02/27 
!7pp 22715.287 24X Flche 50-272.04/03/06,8403220105 
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0402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown 8ys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness t< Engineering 
Reipome (Post 030103) 84/03/07 Consolidated Edison Co of Neu 

York, Inc UBpp 22633 049 24X Fiehe 30-000,84/03/07,8402090024 


8402090028 IE Info Notice B4-1B. "Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) B4/03/07 Consolidated Edison Co of Neu 

York. Inc, UBpp 22384 106 24X Piche 30-000.84/03/07,8402090020 


S403220006 Forwards IE Insp Repts 30-272/84-06 b 30-3U/B4-06 on 
840206-10 No violations observed 

MARTIN, T T Division of Engineering & Technical Programs B4/03/0B 
UDERITZ, R A Public Service Electric b Oas Co of New Jersey 2pp 
22716 174 24X Fiehe 30-272,84/03/00.8403220006 


--B403220010 IE Insp Repts 50-272/84-06 b 30-3H/B4-06 on 840206-10 No 
violations noted Major areas inspected security 
organ 1 zation, secur i ty program aud 1 1, tes t Ing b malnt, p hy s leal 
barr i er s, securl ty sys power supply b assessment aids 
MADDEN, W J , BAILEY, R J , JOYNER. J H Region 1, Office of 

Director 04/03/06 4pp 22716 176 24X Fiehe 30-272,84/03/08, 

8403220006 


8402090031 IE Bulletin 04-02. "Failures of GE Type HFA Relays in Use In 
Class IE Safety Sys " Svc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

1 34p p 22023 094 24X Fiehe 1 30-000, 84/03/ 12, B402090031 


8403220036 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold By Ray Miller, Inc " Companies supplying metis 
or sves to facilities listed No matl purchased from 
Ray Mil tar, Inc 

LIDEN.E A Public Servlea Electric b Gas Co of Neu Jersey 
84/03/14 MURLEY, T E Region 1. Office of Director 4pp 
22065.166 24X Fiehe 90-272,84/03/14,8403220036 


0403290206 Forwards IE Mgt Meeting Repts 30-272/84-11 b 30-311/84-11 on 
840201 Corrective actions taken for ALARA program 
deficiencies noted in IE Insp Repts 30-272/83-22 & 

90-311/83-22 adequate 

MARTIN,! T Division of Engineering It Technical Programs 84/03/13 
UDERITZ, R A Public Service Electric & Gas Co of Neu Jersey 2pp 
22003- 200 24 X Fiehe- 30-272, 84/03/15, 8403290206 


--8403290210 IE Mgt Meeting Repts 50-272/84-1 i fc 30-311/84-11 on 040201 
Major areas discussed planned Improvements In program to 
reduce personnel occupational radiation exposure to ALARA 
Corrective action acceptable 

N1MITZ.R L , BHANBAKY, M M Region 1, Office of Director 
B4/03/06 3pp 22003 290 24X Fiehe, 30-272, 84/03/1 3, 8403290206 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " Svc list encl 
JORDAN, E, L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co, of New 

York, Inc 123pp 22023 229 24X Fiehe 30-000,84/03/21,8402090043 


B402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list end , 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) B4/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Fiehe 30-000,84/03/21,8402090044 


8403290133 Forwards IE Mgt Meeting Repts 30-272/04-12 b 30-311/84-12 on 
840306 to discuss util action plan for improving nuclear 
dept operations. 

BTAROBTECKI, R Division of Project b Resident Programs 84/03/22. 
UDERITZ, R Public Service Electric b Gas Co of New Jersey 2pp 
22807, 107 24 X Fiehe, 30-272, 84/03/22, 8403290133. 


— S403290139 IE Mgt Meeting Repts 50-272/84-12 b 30-311/84-12 on B40306 
Areas discussed- overview of status of action plan to improve 
nuclear dept operations. 

UNVILLE, J C. , NORRHOLM, L, J Region 1, Office Df Director. 

84/03/12 70pp 22807-109. 24X Fi ch e 30-272, B4/03/22, 8403290135. 


8403300171 Ack receipt of B3112B b 840306 ltrs Informing NRC of steps 
taken to correct violations noted In IE Insp Repts 
30-272/83-27 b 30-311/B3-30 

BTAROBTECKI, R. Division of Project b Resident Programs 84/03/23 
UDERITZ, R. A. Public Service Electric b Oas Co of New Jersey lp 
22820:032, 24X Fiehe 30-272,84/03/23,8403300171 


— 8403300177 Suppls 831128 response to NRC 031026 ltr re violations 
noted in IE Insp Repts 30-272/03-27 b 50-311/83-30 
Corrective actions emergency instruction action requirement, 
re reactor coolant pump shaft, revi sed 

LIDEN.E A Public Service Electric b Gas Co of New Jersey 
84/03/06 STAROSTECKI i R Division of Project b Resident Programs 
4pp 22820 033 24X Fiehe 50-272,04/03/23,8403300171 


— 8403300183 Responds to NRC 831026 ltr re violations noted in IE Insp 
Repts 50-272/83-27 b 30-311/03-30 Corrective actions 
emergency Instruction revised to increase limits for 
vibration b decision made to remove action requirements 
LIDEN.E A Public Service Electric b Gas Co of New Jersey 
83/11/20 STAROSTECKI, R Division of Project b Resident Programs 
3pp 22020 037 24X Fiehe 30-272,04/03/23,8403300171 


8403300180 Ack receipt of 831026 b 840306 ltrs Informing NRC of steps 
taken to correct violations noted In IE Inep Rept 
50-311/03-18 

BTAROBTECKI Division of Project b Resident Programs. 84/03/23 
UDERITZ, R A Public Service Electric b Oas Co of New Jersey lp 
22019 331 24 X Fiehe 30-311,84/03/23,8403300180 


— 0403300186 Responds to NRC 030926 ltr re violations noted In IE Insp 
Rept S0-311/B3-18 Corrective actions shift supervisor 
counseled re actions Malnt supervisors re insturuc ted on 
keeping operating shift informed of plant status 
LIDEN.E A Public Service Electric b Gas Co of New Jersey 
84/03/06 MURLEY, T E Region I, Office of Director 3pp 
22019 332 24X Fiehe 30-311,84/03/23,8403300180 


— 8403300190 Responds to NRC 030926 ltr r* violations noted In IE Insp 
Rept 30-311/83-18 Corrective actions shift supervisor 
counseled re actions Malnt supervisors re Insturuc ted on 
keeping operating shift informed of plant status 
UDERITZiR A Public Service Electric b Gas Co of New Jersey 
83/10/26 MURLEY, T E Region 1, Office of Director 3pp 
22819 335 24X Fiehe 30-31 1. 84/03/23, B403300180 


R Periodic operating reports b related correspondence 


8403070305 Personnel exposure rept for 1983 W/840223 ltr 

MIDURA.H J Public Service Electric b Gas Co of New Jersey 
83/12/31 MURLEY. T E Region 1, Office of Director 7pp 
22546 333 24X Fiehe 50-272,83/12/31,9403070303 


8403070260 Forwards "Salem Nuclear Generating Station Semiannual 
Radioactive Effluent Release Rept.Jul-Dec 1903," interim 
rept Effluent data for Fourth Quarter 19B3 Incomplete 
Revised rept expected by 840413 

LIDEN.E A Public Service Electric b Oas Co of New Jersey 
84/02/29 MURLEY, T Region 1, Office of Director 2pp 22346 232 
24X Fiehe 30-272.84/02/29,8403070260 


— 8403070261 "Salem Nuclear Generating Station Semiannual Radioactive 
Effluent Release Rept,Jul-Dec 1983," Interim rept 
* Public Service Electric & Gas Co of New Jersey RERR-131 
83/12/31 48pp 22346 234 24X Fiehe 30-272,84/02/29,8403070260 


8403220142 Monthly operating rept for Feb 1904 W/840310 ltr 

MILLER, L K , ZUPKO, J M Public Service Electric b Gas Co of New 
Jersey 84/02/29 8pp 22714 309 24X Fiehe 30-31 1,04/02/29, 

8403220142 


8 Reportable occurrences. LERs b related correspondence 


8211120236 Discusses 820307 b 0718 events re loss of vital bus 2A 
Design change request issued to install noise suppression 
circuitry in safeguard equipment control sys during Jan 
1983 refueling outage 

CHIRAMAL, M Director's Office 82/11/09 SEYFRIT, K V Reactor 
Operations Analysis Branch Spp 22773-247 24X 

Fiehe- 30-31 1, 82/1 1/09, 821 1 120236 


8309260313 Forwards "Load Reduction Transient at Salem Nuclear Power 
Plant, Unit 2 on 820114," engineering evaluation Event was 
significant operating experience which should be Included in 
forthcoming Issue of Power Reactor Events 

TREHAN, N K. Reactor Operations Analysis Branch 83/09/08 
SEYFRIT, K V Reactor Operations Analysis Branch lp 22743,001 
24X Fiehe 30-31 1, 83/09/0B, 0309260313 


— 8309260310 "Load Reduction Transient at Salem Nuclear Power Plant, 

Unit 2 on 820114," engineering evaluation, 

TREHAN, N K Reactor Operations Analysis Branch 83/09/30 23pp 
22743 002 24X Fiehe 50-311,83/09/08,0309260313 

, I 
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103130384 LER B4-002-00 on 040209. RMR common auction valve 2RH1 
Inadvertently all lit, re s u 1 1 1 ng in lots of RHR flow through 
RC8 Caused by bezel covers not removed to reflect release of 
breaker tags W/840309 1 tr 

RUPP, J L , ZUPKO, J M Public Service Electric «< Oas Co of New 
Jersey 84/03/09' Spp 22604 337 24X FI the 30-311 , 84/03709, 

8403 1 30394 


103220039 LER 84-003-00 on 84 021 5, p ress ur 1 j er overpressure protection 
sys actuated due to induced pressure transient Caused by 
starting reactor coolant pump Operating Procedure GPII-i 3 4 
amended W/840315 Itr 

RUPP,J L , ZUPKO, J M Public Service ElectTic & Oas Co of New 
Jersey 84/03/13 4pp 22712 140 24X Fiche 30-31 1 , B4/03/I 3, 

3403220039 


103220131 LER 84-004-00 on B4 0214, d i ese 1 generator 23 failed to 
start Caused by fuel oil supply valves being shut on 840212 
due to fuel oil leak developing on one cylinder Procedures 
revised W/B40313 Itr 

RUPP, J L , ZUPKO.J M Public Service Electric S< Gas Co of New 
Jersey 84/03/13 4pp 22714 331 24X Fiche 30-311,84/03/13, 

8403220131 


■03270099 LER B4-C05-Q0 on B402E2i generator output breaker tripped 
on overcurrent Caused by overcurrent relay not fully 
resetting following reactor coolant pump start Surveillance 
test run satisfactorily performed W/040323 Itr 

RUPP, J L , ZUPKO, J M Public Service Electric & Oas Co of New 
Jersey 84/03/23 Spp 22766 331 24X Fiche 30-311,84/03/23, 

B403270099 


Congressional /Executive Correspondence 


03150336 Responds to 840131 request for explanation of recent 
facility annual review Personnel ■ mg t t organization 
attitudes affected low rating If performance unacceptable. 
Immediate enforcement action will be taken 

DIRCKS.U J Office of the Executive Director for Operations 
84/03/06 ROTH, W V Senate 2pp 22649 263 24X 

Fiche 30-272, 84/03/06, 84031 50336 


B403130341 Requests explanation af implications of rating of 
unsatisfactory in area of plant operations 

RQTH, H V Senate B4/0I/31 PALLAD1ND, N J Commissioners 3pp 
22649 268 24X Fiche 30-272.84/03/06,8403130336 


Operator Examinations 


03060312 Responds to B40124 ItT re licensed operator requa 1 1 f lcat i on 
program Quizzes used to determine weaknesses 6 need for 
emphasis an suijs Licensed operator training program 
Training Procedure TP-305 revised 

-IDEN.E A Public Service Electric t. Gas Co of Mew Jersey 

84/02/28 VARGA, S A Assistant Director for Operating Reactors 

2pp 22515 333 24X Fiche 30-272,84/02/28,8403060312 


84030603B7 Informs that matls on order to support 1984 refueling outage 
to perform alternative shutdown panel mod Generic Ltr 84-09 
factored into reevaluation efforts re App R compliance 
RODRJGUEZ.R J Sacramento Municipal Utility District 84/02/29 
STOLZ, J F Operating Reactors Branch 4 Spp 22511 332 24X 

riche 50-312,84/02/29,8403060387 


J Insurance t, Indemnity information 


B403060141 Forwards Endorsements 66 6 67 to NELIA Policy NF— 212, 
Endorsement 4 to NELIA Policy N-49, End ors ement s 56 i. 37 to 
MAELU Policy MF-73 6 Endorsement 4 to MAELU Policy M-49 
LATHAM, W K Sacramento Municipal Utility District 84/02/28 
SALTZMAN, J B NRC - No Detailed Affiliation Given 7pp 22306 336 
24X Fiche 50-312,04/02/28,8403060141 


B403260124 Forwards Endorsements 3B 6 60 to MAELU Policy MF-73 & NELTA 
Policy NF-212, respectively 

MATTIMOE.J J Sacramento Municipal Utility District 84/03/08 
SALTZMAN, J B NRC - No Detailed Affiliation Given 3p p 22738 133 
24X Fiche 50-312,84/03/08,0403260124 


P Operating license stage documents t> correspondence 


B4030101 19 FOIA request for studlBB performed by USGS 6 State of CA Div 
of Minas V Geology re facility seismic design 

CALSOYAS.C D Affiliation Not Assigned 83/11/14 NRC - No 
Detailed Affiliation Given 4pp 22444 343, 24X 

Fiche 30-312,83/11/14,8403010119 


B403010123 Responds to FOIA request for studies performed by U5GB 
S, State of CA Dlv of Mines & Geology re facility seismic 
design Forwards App A documents Info also available In PDR 
FELTON, J M Division of Rules and Records 03/12/20 CAL80YA8, C D 
Affiliation Not Assigned 3pp 22444 349 24X 

Fiche 30-312,83/12/20,8403010123 


— 7906140345 Summary of telcon to provide response to 790413 ltr 
requesting info re seismic analysis 

GARNER, D Operating Reactors Branch 4 <Pre 790623) 79/04/23 

REID, R W Operating Reactors Branch 4 (Pre 790623) lp 

22444 332 24X Fiche 50-312,83/12/20,8403010123 


— 7906140348 Discusses review of plant earthquake design criteria 6 
requests Info re seismic analysis 

DAVIS. JT California, State of 79/04/13 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 22444 333 24X 

Fiche 50-312,83/12/30,8403010123 


— 7910260)22 Summarizes view of recent fault data, NRC requirements k fact 
that F8AR considered only three faults active Recommends 
that new info on fault sys be assessed 

MINOGUEiR 0 Office of Standards Development, Director 79/10/01 

DENTON, H R Office of Nuclear Reactor Regulation, Director 4pp 

22444 358 24X Fiche 50-312.83/12/20,9403010123 


CKET 30-312 RANCHO SECO NUCLEAR GENERATING STATION 
Security, medical, emergency 6 fire protection plans 


02230176 Forwards revised State of CA nuclear power plant emergency 
'esponae plan 

“lEDFDRD, M □ Southern California Edison Co 84/02/16 
EI5ENHUT. D 0 Division of Licensing 3B3pp 22333 001 24X 

T iche 30-000,84/02/16.8402230176 


3403020117 Revised State of CA nuclear power plant emergency response 
plan 

* California, State of 03/04/30 2901pp 22353 003 24X 

Fiche 50-000, B4/02/16, 8402230176 


>3120339 Forwards order confirming util commitments to Implement 
lost-TIU-re lated items set forth in Suppl 1 to MUREG-0737, 
'Requirements for Emergency Response Capability " Order 
lased on util 821217 response to Generic Ltr 82-33 
TQLZ.J F operating Reactors Branch 4 B4/02/21 RODRIGUEZ, R J 

Sacramento Municipal Utility District 3pp 22615 3zo 24X 
' i che. 50-312, 84/02/2 1 , 84031 20339 


403120342 Order confirming licensee commitments 
capab 1 uty. p er Suppl 1 to NUREG-0737 
EISENKUT, D G Division of Licensing 84/02/21 
Municipal Utility District 6pp 22613 323 
Fiche 50-312,84/02/21,8403120339 


on emergency response 
Sacramento 

24X 


——791 1120317 Forwards RD Minoyue 791001 memo to NR Denton 1, evaluation of 
relovancy to proceedings before ASLB 

EISENHUT, D Q Division of Operating Reactors 79/10/19 SCOTT, S 
Distribution Services Branch 3pp 22444 335 24X 

Fiche 30-312,83/12/20,9403010123 


—7911120366 Forwards seismicity rapt re Sacramento County.CR t portions 
of 6BOB16 CA application J< 730600 safety evaluation 
TISON, J C Commerce, Dept of, 68/07/03 PRICE, H L Atomic 
Energy Commission, Directorate of Regulatory Operations lp 
22443 005 24X Fiche 30-312,03/12/29,8403010123 


— 7911120370 Requests addl Info to complete review of Initial site 
examination Info data farm 

DEYOUNG, R C Atomic Energy Commission, Directorate of Licensing 
74/12/13 DAVIS, E K Sacramento Municipal Utility District 2pp 
22443 020 24X Fiche 50-312,83/12/20,8403010123 


— 7911120413 Responds to 760113 ltr re OL Kelleker 731217 concern about 
nuclear plant In Orville, CA vicinity No plant planned far 
area Discusses OPE re plant design 

DIRCK5, W J NRC - No Detailed Affiliation Given 76/02/06 
CRANSTON, A Senate 3pp 22443 041 24X Fiche 30-312,03/12/20, 

0403010123 


■ — 0001 2903 1 1 Forwarde response to 791001 memo re geologic Si seismic 
reassessment of facility No Immediate hazard at elte 
Licensee should undertake program to assemble $< assess new 
In fa re geology & seismology of site region 
JACKSON, R E Goose lonces Branch 79/12/21 QAMMILL, W P 
Assistant Director for Standard it Advanced Reactors 7pp 
22445 050 24X Fiche 30-312,63/12/20.0403010123 
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— 8009230342 Recommends meeting w/utll to review progress of seismic 
assessment study 

JACKSON, R E Qeoseiences Branch 00/09/12 REID, R W Operating 
Reactors Branch 4 lp 22445 057 24X Fiche 50-312,83/12/20. 

8403010123 


— 0009230345 Discusses util response to NRC request for seismic 
reassessment Beven listed areas of info should be directed 
to util to avoid delay in reviewing rept 

ALTERMAN, I B Geosciences Branch 80/09/12 JACKSON, R E 
Geosciences Branch 3pp 22443 OSB 24X Fiche 50-312,03/12/20, 
8403010123 


— 0403010130 Forwards evaluation of Unit 2 initial site exam info data 
review Site safety members participating in review listed 
DENTON, H R Atomic Energy Commission, Directorate of Licensing 
74/10/10 DEYOUNG, R C Atomic Energy Commission, Directorate of 
Licensing 4pp 22443 046 24X Fiche 30-312,03/12/20,8403010123 


8403010117 Partial response to FPIA request for documents by named 
individuals re repts, anal yses, studl es, procedures S, sys for 
measurement of RCS leakage App B documents placed in PDR 
App A documents already available in PDR Search continuing 
FELTON, J M Division of Rules and Records 04/01/23 MADDEN, T J 
Kaye, Scholer, Fierman, Hays & Handler 7pp 22400 026 24X 

Fiche 30-000,84/01/23,8403010117 


— S3111304B1 Forwards results of review of RCS leak rate test procedures 
& calculational methods used in 1978 at two randomly 
selected OUR plants, per 630920 request Deficiencies 
discovered during trial use period corrected 
DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement B3/11/07 DIRCKS, W J Office of the Executive 
Director for Operations 22pp 22482 020 K4X 
Fiche 30-000,84/01/25,8403010117 


— 8403010233 Discusses RC6 leak rate c alculot i ons, per 820504 telcon Mods 
to RCSLK7 computer program permit leak rate calculations for 
pressures between 1,900 t< 2,100 psig w/temp between 260 F It 
270 F Plant data end 

MORRILL, P J Region 3, Office of Director 02/03/05 

WOODRUFF, R W Reactor Engineering Branch 17pp 224B1 362 24X 

Fiche 30-000,04/01/25,8403010117 


B403030223 Further response to FDIA request for records of named 
individuals, including repts, analyses, studies, test 
calculations, procedures & practices for measurement of RCS 
leakage Forwards App C documents Search continuing 
FELTON, J M Division of Rules and Records 84/02/07 MADDEN, T J 
Kaye, Scholer, Fierman, Hays ic Handler 3pp 22496 234 24X 

Fiche 30-000,04/02/07,8403050223 


— B403090290 Forwards plant-specific data cards for facilities re reactor 
coolant leakage c a Icula t i ons, per 510902 request Add 1 data 
cards for remaining plants will he sent shortly 

CREWS, J L. Division of Resident, Reactor Projects & Engineering 
Inspection Bl/09/16 BAER, R L Division of Resident 1, Regional 
Reactor Inspection 2pp 22496 268 24X Fiche 30-000,04/02/07, 

8403030223 


B403010494 Forwards request for addl info re Vol 1 to Cycle 7 reload 
rept Schedule for response requested within 14 days of Itr 
receipt 

STOLZ.J F Operating Reactors Branch 4 84/02/13 RODRIGUEZ, R 

Sacramento Municipal Utility District 3pp 22438 306 24X 

Fiche- 30-312, 84/02/13, 0403010494 


8403010380 Responds to Oenerlc Ltr 83-41 re fast cold starts of diesel 
generators Diesel generators A & B fast started 13 times 
between 030201 h 840213 for surveillance testing Diesel 
vendor recommends idle start over fast-start & load 
RODRIGUEZ, R J Sacramento Municipal Utility District B4/02/21 

EI8ENHUT, D G Division of Licensing lp 22434 047 24X 

Fiche 30-312,84/02/21,8403010308 


0403010374 Forwards Amend 53 to License DPR-34 It safety evaluation 
Amend implements requirements of App I to 10CFRS0, 
establishes new limiting conditions for quarterly & annual 
release rates t< revises environ monitoring program 
MINER, B Operating Reactors Branch 4 84/02/22 RODRIGUEZ, R J 

Sacramento Municipal Utility District 2pp 22449 011 24X 

Fiche 30-312,84/02/22,8403010374 


— 8403010377 Amend 33 to License DPR-34, imp 1 emen ting requirement* of 
App I tp 10CFR30, es tab 1 i eh i ng new limiting conditions for 
quarterly t, annual release rates U revising environ 
monitoring program 

8T0LZ, J F Operating Reactors Branch 4 84/02/22 lOlpp 

22449 013 24X Fiche 30-312.84/02/22,8403010374 


— 8403010378 Safety evaluation supporting Amend 33 to License DPR-34 
* Office of Nuclear Reactor Regulation, Director B4/02/22 
23pp 22449 114 24X Fiche 30-312,84/02/22,8403010374 


0403020330 Responds to Generic Ltr 04-01 re use of terms important to 
safety S, safety-related Accepts opportunity to discuss 
subj further Participation in discussion will be th'rougb 
steering committee of Util Safety Classification Group 
RODRIGUEZ, R J Sacramento Municipal Utility District 84/02/20 
TAYLOR, J M Director's Office. Office of Inspection and Enforcement 
lp 22439 022 24X Fiche 50-312,84/02/28,0403020350 


8403050007 Application for Proposed Amend 103 to License DPR-54, 
changing quarterly calibr requirements for area monitors 
R - 1 3023, 8-15026 It R-15027 

LATHAM, W Sacramento Municipal Utility District 84/02/28 
EISENHUT, D G Division of Licensing 4pp 22490 190 24X 

Fiche 30-312, 84/02/28, 0403050007 


— 84O3O3O008 Proposed Tech Spec re change to quarterly calibr 
requirements for aroa monitors R- 1 9023, R- 1 5026 Z< R-15027 
* Sacramento Municipal Utility District 04/02/28 lp 
22490 194 24X Fiche 50-312,84/02/28,8403030007 


— B403050010 "Safety Evaluation to Support Changing Quarterly Calibr 
Requirement for Area Monitors R-l 5025, R- 15026 J< R — 15027 ” 

* TERA Corp 82/01/26 3pp 22490 195 24X 

Fiche 50-312, 84/02/28, B403050007 


8403120302 Requests remittal of Class III fee For review of 840123 
application for Tech Spec changes re NUREG-0737 
requirements 

DIGGS, R M Licence Fee Management Branch 84/03/01 RODRIGUEZ, R J 
Sacramento Municipal Utility District lp 22596 360 24X 

Fiche 30-312,04/03/01,8403120302 


8403130125 Forwards addl info re Cycle 7 reload rept,Vol 1 , p er 840215 
ltr Structural characteristics of racking & crushing 
failure modes illustrated 

RODRIGUEZ, R J Sacramento Municipal Utility District 84/03/06 
STPLZ.J F Operating Reactors Branch 4 Gpp 22601 334 24X 

Fiche 50-312,84/03/06,0403130125 


8403200001 Forwards fee payment to cover 84022B proposed Amend 103 to 
License DPR-54 

COLOMBO, R U Sacramento Municipal Utility District B4/03/14 
KILLER, N 0 License Fee Management Branch lp 22685 21 i 24X 
Fiche 30-312.84/03/14-8403200001 


8403260215 Forwards Class III fee for proposed Amend 1O0 to License 
DPR-54, per 040123 ltr, in response to NRC 840301 request 
RODRIGUEZ, R J Sacramento Municipal Utility District 84/03/21 
MILLER, W 0 License Fee Management Branch lp 22756 161 24X 

Fiche 50-312,84/03/21,0403260215 


0 Inspection reports, IE Bulletins 6 correspondence 


8403060408 FOIA request for repts of insp carried out under Condition 2 
of Nuclear Energy Liability policies far facilities 
CAL80YAS, C D Affiliation Not Assigned 04/02/07 Region 5, 
Office of Director 4pp 22367 341 24X Fiche 30-000,84/02/07, 

8403080400 


0403060401 Forwards IE Insp Rept 30-312/03-37 on 831227-29 Insp 
performed re allegations concerning processing electrical 
cable pull cards 

BISHOP, T W Region 5, Office of Director 84/02/17 RODRIGUEZ, R J 
Sacramento Municipal Utility District 2pp 22518 276 24X 

Fiche 50-312,84/02/17,8403060401 


—8403060406 IE Insp Rept 50-312/83-37 on 031227-29 Major areas 
inspected allegations re electrical cable pull card 
Inadequacies Allegations substantiated 

BURDDIN, J F , KIRSCH, D F Region 5, Office of Director 04/02/15 
3pp 22518 278 24X Fiche 30-312,84/02/17,8403060401 


8403130498 Forwards IF Performance Appraisal Rept 50-312/83-35 
on 031107-18 & 28-1201 Requests response within 60 days re 
actions taken to improve mgt controls in areas of OA audits 
S< plant operations 

PARTLOW, J 0 Division of DA, Safeguards S< Inspection Programs (Post 
830103) 84/02/17 RODRIGUEZ. R Sacramento Muni c ipal Utility 

District 6pp 22634 333 24X Fiche 50-312, B4/02/17, 0403130490 


— B403130499 IE Performance Appraisal Rept 50-312/83-33 on 03HO7-18 6 
28-1201 Major areas inspected licensee mgt controls over 
selected licensed activities 

HINCKLEY. D G , WOESSNER. J D , FOSTER, L E Division of QA, 
Safeguards 6 Inspection Programs (Post 830103) 84/01/27 32pp 

22634 359 24X Fiche 50-312,84/02/17,0403130498 


8403080061 Forwards IE Insp Rept 50-312/84-0) on 0401)6-20 J> 26 t< 
telcons on 040131.0202 t< 20 No noncompliance noted 
WENSLAWSKI.F A Region 5, Office of Director 04/02/21 
RODRIGUEZ, R J Sacramento Municipal Utility District lp 
22559 246 24X Fiche 50-312,04/02/21,0403080061 
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— B4O3O0OD73 IE lnsp Rept 50-312/84-01 on 040116-30 & 26 S. telcons on 
840131. 0202 t, 20 Ho n one omp 1 la nc e or deviations noted Major 
areas inspected items of nontomp 1 lane e b radwaste audit of 
sol i d, 1 iquild 4 gaseous Tadwaste- processing 

NORTH. H S . WENSLAW5K.I, F A Region 3. Office of Director 
84/02/21 lOpp 22357 247, 24X Fiche 30-3 1 2. B4/02/2 1 . 8403090061 


34 030 B0417 Responds to FOIA request for repts of lnsp carried out under 
Condition 2 to Nuclear Energy Liability policies for 
facilities MRC does not have repts 

FELTON, J M Division of Rules and Records 84/02/22 CALS0YA6, C D 

Affiliation Not Assigned. ip 22567 343 24X 

Fiche 50-000.84/02/22,9403080417 


1403030274 Forwards IE lnsp Rept 50-312/83-36 on 831203-840110 6 notice 
of violation 

DIEHDP.T W Region 5. Office of Director 84/02/23 RODRIGUEZ,!? 
Sacramento Municipal Utility District 2pp 22357 277 24X 

Fic fie 50-312. B4/0B/23, 8403090274 


— 84030B0276 Notice of violation from lnsp on S3 1 205-B40I lO 
YDUNQ.T Region 5, Office of Director 84/02/23 2pp 
22537 279 24X Fiche 50-312,84/02/23,8403080274 


— 84030B0277 IE lnsp Rept 50-312/83-36 on B3 1 205-840 1 1 0 Non c omp l i an c e s 
noted failure to follow temporary change procedure S, failure 
to comply w/survei ) j ante procedure spec for operability of 
pressuriier level Instruments 

CANTER, H L , PEREZ, 0 P , YOUNG, T Region 5, Office of Director 
84/02/22 13pp 22357 281 24X Fiche 50-3 I 2, B4 /02/23, 8403090274 


3401190072 IE Info Notice B4-13, "Potential Deficiency in MotoT 
Operated Valve Control Circuits U Annunciation ” Svc list 
enc 1 

JORDAN. E L Division of Emergency Preparedness S, Engineering 
Response (Post B3D103) 84/02/28 Consolidated Edison Co of New 

York, Inc li&pp 22907 237 24X Fiche 50-000. 84/02/28, 8401 170072 


3402090007 IE Info Notice B4-14. "Highlights of Recent Transport 
Regulatory Revs bu DOT & NRC. " Svc list end 

GRACE, J N Division of QA, Safeguards 6 Inspection Programs (Post 
830 1 03) 84/03/02 Consolidated Edison Co of New Yurt, Inc 

I30pp 22352329 24X Fiche 50-000,84/03/02,8402090007 


1402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate ” Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 330103) 84/03/02 Consolidated Edison. Co of New 

York. Inc t22pp 22353 098 24X Fiche 30-000. 84/03/02, B402090008 


3402090007 IE Info Notice 84-15. "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness «< Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc I17pp 22553 217 24X Fiche 50-000, B4/03/02, 8402090007 


3402090011 IE Info Notice 84-17. "Problems W/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc U7pp 22553.336 24X Fiche 50-000,84/03/05,8402090011 


3402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys “ Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp. 22635 047 24X Fiche 50-000. B4/03/07, 8402090024 


1402090028 IE Info Notice B4-1B. "Stress Corrosion Cracking in PUR 
Sys " Bvc list end 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 630103) 84/03/07 Consolidated Edison Co of New 

York, Inc UBpp 22384 196 24X Fiche 30-000, B4/03/ 07, 8402090028 


I4Q3130343 Confirms 840323 meeting in Walnut Creek, CA to discuss RALP 
rupt for Qct !*?S2 - Nov 1783 Agenda end 

BISHOP, T W Region 5, Office of Director 84/03/07. MATTIMOE, J J 
Sacramento Municipal Utility District. 2pp 22617 196 24X 

Fiche 50-312,84/03/07,9403130343 


■9403130352 Notification of significant licensee meeting on 840323 in 
Walnut Creek. CA to discuss SALP rept for Oct 17B2 - Nov 
1783 

* Region 3. Office of Director B4/03/07, Region 5. Office of 
Director ip. 22617 178. 24X Fiche 50-312, B4/O3/0 9, 84 03130343 


IV 1783 

1/01/18 34 p p 22617' 177 24X 


0402090031 IE Bulletin 94-02. "Failures of GE Type HFA Relays in Use In 
Class IE Safety Sys " Bvc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, tne 

134pp 22823 094 24X Fiche 30-000,84/03/12,0402070031 


0403190273 Forwards "Anticipated Performance Behavior of Auxiliary 
Feedwater Pumps Under Extreme Conditions W/Main Steam Line 
Break W/Both Nuclear Steam Generators at Atmospheric 
Pressure." per response to IE Bulletin 00-04 

RODRIGUEZ i R J Sacramento Municipal Utility District 04/03/19 
STOLZ. J F Operating Reactors Branch 4 lp 22672 2B7 24X 

Flcho 30-312.84/03/19,8403190275 


84O31702B2 "Anticipated Performance Behavior of Auxiliary Feedwater 
pumps Under Extreme Conditions W/Main Steam Line Break W/ 

Both Nuclear Steam Generators at Atmospheric Pressure " 

MAKAY, E Energy Research S, Consultants Corp ERCO-673 84/02/16 
27pp 22672 208 24X Fiche 50-312,04/03/19.8403170273 


8402090043 IE Info Notice 94-17. "Two Events Involving Unauthorind 
Entries into PWf? Reactor Cavities “ Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc I23gp 22023 229 24X Fiche 50-000, 04/03/21, B40209Q043 


8402090044 IE Info Notice 04-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc I33pp 22933 001 24X Fiche 50-000,84/03/21,8402070044 


R Periodic operating reports t related correspondence 


8403200043 Monthly operating rept for Feb 1904 W/040306 1 tr 

COLOMBO, R , RODRIGUEZ, R J Sacramento Municipal Utility District 
B4/02/29 7pp 22605 138 24X Fiche 50-312,04/02/29,0403200045 


S Reportable occurrences, LERs 6 related correspondence 


8403010451 Informs Commission of problems w/emergency diesel generators 
mfg by Transamerica Delaval.lnc 

DIRCKSiW J Office of the Executive Director for Operations 
SECY-83-034 04/01/29 4pp 22438347 24X F i c h e 50-000, 04/01 /25, 

8403010451 


9403230056 Part 21 rept re Wes t inflhouse mechanically Interlocked full 
voltage reversing starters not maintaining required relative 
positions Caused by assemblers incorrectly removing hacking 
p latas 

RODRIGUEZ, R J Sacramento Municipal Utility District 94/02/15. 
MARTIN, J B Region 5, Office of Director 5pp 22726 345 24X 

Fiche 50-312.04/02/15,8403230036 


0403210032 Part 21 rept re failure of auxiliary feedwater pump drlva 
turb ines, Olmpel NP5-4 T&T valve, to close Enel ltr d td 040203 
sent to listed utils GE notified of affected units in BWR 
p 1 ants 

THEROUX, R R Terry Corp 04/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 30-000.84/02/22,9403210032 


0403010207 Forwards "Investigation of Types AF It AE Piston Skirts," per 
Transamerica Delaval.lnc Owners Group program commitments, 

Rept evaluates cracks in AF piston skirts In Shoreham 6 
Grand Gulf Nuclear Power Stations 

MUSELER.W J TDt (Transamerica Delaval, Inc ) Owners Group 
84/02/27 DENTON. H R Office of Nuclear Reactor Regulation, 

Director 3pp 22434 090. 24X Fiche 50-000,94/02/27.0403010207 


0403010210 Forwards task descriptions for 16 known problsms re 
Transamerica Delaval, Inc emergency diesel generators 
MUSELER.W J TDI (Transamerica Delaval, tnc ) Owners Group 
B4/02/2B DENTON, H R Office of Nuclear Reactor Regulation, 

Director 42pp 22435 177 24X Fiche 50-000-04/02/28,0403010218 


0403260233 Forwards summary list of deficiencies Identified per 
10CFR50 55(e), Part 21 h potential generic ltr repts for 
comments 

STARQSTECKJ , R Division of Project 6 Resident Programs, 04/02/28 
Region 1, Office of Director. 7pp 22756.063 24X 

Fiche 30-000,04/02/20,6403260233 


8403060492 LER 84-004-00 on 840124, power supply for meteorological 
tower instrumentation failed Caused by temporary overhead 
feeder experiencing severe spikes t< switching transients 
Power supply repaired W/04O3O1 ltr 

COLOMBO, R W , MATTIMOE, J J Sacramento Municipal Utility District. 
84/03/02 MARTIN, J B Region 5. Office of Director 3pp 
2251 1 341 24X Fiche 90-312,84/03/02,8403060452 
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0*103060467 (jrfl 84-0Q6-0Q on 040131. plant mgt notified that for calendar 
training yr 1903.33 operators i< 16 security personnel did 
not attend quarterly class training session Caused by 
scheduling problems W/840301 ltr 

COLOMBO, R w , MATTIMOE, J J Sacramento Municipal Utility District 
04/03702 MARTIN. J 0 Region S. Office of Director 3pp 
22907 OOl 24X Fiche 50-312, B4/03/02, 8403060467 


84O314Q04B Forwards "Grand Oulf component Tracking Sys, » "Bhoreham 
Component Tracking Bys" 8< "Transamerlca Delaval.Inc 
Diesel Generators Owners Group Program Plan." to resolve 
concerns w/emergency diesel generators 

MUBELER, W J Long Island Lighting Co 84/03/02 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 22626 062 
24X Fiche 50-000, 84/03/02, B403140048 


B4031A009S "Transamertca Delaval.Inc Diesel Generators Owners Group 
Program Plan " 

* TDl (Transamer lea Delaval, Inc > Owners Group 84/03/02 
zilpp 22620-223 24X Fiche 50-000. Sq/03/02, B403U004B 


8403130112 Forwards tentative schedule for responding to NRC questions 
re Tran lamer lea Delaval diesel g enorator s, p er 840131 ltr 
Delays or changes in owners group qualification program 
could change schedule 

RODft IGUEZ , ft J Bacramento Municipal Utility District 84/03/03 
8T0LZ, J F Operating Reactors Branch 4 3pp 22613 292 24X 

Flcha- SO-31 2, 04/03/05, B4031301 12 


0402090039 Board Notification 04-052 forwards meeting summaries 
containing transcripts of 840210 i< 16 meetings between NRC (, 
Transamer i c a Delaval.Inc (TDI) Owners Group Distribution 
list end. 

EIBENHUT, D 0 Division of Licensing 84/03/12 PALLADINQ 
Commies loners 5pp 22708 001 24X Fiche 30-000,84/03/12, 

840209003?, 


— 8403060536 Forwards summary of B40210 meeting w/Transamerica Delaval, 
Inc Owners Group in Bethesda.MD re problems w/emevgency 
diesel generators 

CARUSO, F Licensing Branch 2 84/02/27 O'REILLV, J P NRC - No 

Detailed Affiliation Given 6pp 22708 006. 24X 

Fiche' 50-000, 04/03/12, 8402090039 


--0403060554 Transcript of 840210 meeting w/Transamerica Delaval.Inc 
Owners Group in Bethesda.MD re problems w/emer g ency diesel 
generators 

* NRC - No Detailed Affiliation Given 84/02/10 147pp 

67201 008 24X Fiche 50-000,84/03/12,0402090039 


--B403070409 Summary of 040216 meeting w/Traniamer ica Delaval.Inc Owners 
Group in Wading River, NY re program plan to establish 
reliability of diesel generators Agenda, meet ing transcript 6 
attendance liet end 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

Bpp 22708 161 24X Fiche 50-000, 84/03/12, 8402090039 


-- 0403070423 Transcript of 840216 conference in Wading River.NY re 
Traneamerica Delaval, Inc diesel generators Pp 1-82 
a Camel es loners 84/02/16 B4pp 2270B 169 24X 

Fiche- 90-000,84/03/12,8402090039 


8403140090 Forwards "Design Review of Connecting Rod Bearing Shells for 
Transamerlca Delaval Enterprise Engines" for Shorsham fc 
Grand Gulf diesel generators 

MU9ELEH.W J Long Island Lighting Co 84/03/12 DENTON, M R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
24X Fiche 50-000,04/03/12,8403140050 


0403150133 Forwards "Transamerlca Delaval, Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept, " Capscrew design adequate 
for applicable engines l< sve conditions 

HUBeLER, W J TDI (Transamerlca Delaval, Inc.) Owners Group 
HUSELER, H J. Long Island Lighting Co 04/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp, 22639-270 
S4X Fiche 50-000,84/03/13,8403190133. 


8403200184 Forwards procurement spec to which Transamerlca Delaval 
standby diesel generators ordered, in response to NRC 840131 
T equ eat 

RODRIOUEZrR. J Sacramento Municipal Utility District 84/03/19 
BTOLZ.J F, Operating Reactors Branch 4 337pp 22686 001 24X 

Fiche, 90-312, 84/03/19, 0403200184 


0403200222 Responds to 840214 Requests for Info l 4, 2 re R-4 ssrie* 
anginas List indicating engine number, model fe sve number, 
customer name i address, rating, date shipped fc date started 
encl. 

MATHEWS, C B. Traneamerica Delaval, Inc B4/03/16 EIBENHUT, D G 
Division of Licensing 20pp. 22691 179 24X Fiche 50-000,84/03/16, 

8403200222 


8403230117 PN0-V-84-016 on 840319, hydrogen explosion occurred in main 
generator Caused by circuit breaker trip shutting down 
hydrogen seal oil pump, resul t ing in hydrogen leak Manual 
safety injection to seal oil tank initiated 

NARBUT.P , ECKHARDT.J Region 3, Office of Director 84/03/20 ip 
22730 335 24X Fiche 50-312,84/03/20.8403230117 


0403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension t, Stress Analysis." prepared by S&W for 
Transamerlca Delaval, Inc (TDl) Diesel Generator Owners 
Group 

MUEELER.U J TDI (Transamerlca Delaval, Inc ) Owners Group 
84/03/23 DENTON, M R Office of Nuclear Reactor Regulation, 
Dtrector 2pp 22774 OOl 24X Fiche 30-000,84/03/23,8403270132 


8403270134 Requests meeting on 040418 to discuss short-term 6 long- 
term corrective actions & investigations re Transamerlca 
Delaval diesel generators List of suggested meeting topics 
enc i 

MCGAUGHY, J P TDl (Transamer ica Delaval, Inc ) Owners Group 
04/03/23 DENTON, H R Office Of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Fiche 50-000,04/03/23,8403270134 


T Hearing transcripts on non-antl trus t matters 


8402090039 Board Notification B4-052 forwards meeting summaries 
containing transcripts of 840210 8, 16 meetings between NRC L 
Transamerlca Delaval.Inc (TDI) Owners Group Distribution 
List encl 

E1SENHUT, DO Division of Licensing 84/03/12 PALLADINO 
Commissioners 9pp 22708 001 24X Fiche 50-000,84/03/12, 

8402090039 


—8403060536 Forwards summary of 840210 meeting w/Transamer 1 ca Delaval, 
Inc Owners Group In Bethesda.MD re problems w/emergency 
diesel generators 

CARU90. R Licensing Branch 2 84/02/27 O'REILLY, J F NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Fiche 50-000, B4/Q3/12, 8 4 020900 3 9 


— 8403060554 Transcript of 840210 meeting w/Transamerica Delaval.Inc 
Owners Group in Bethesda.MD re problems w/emergency diesel 
generators 

* NRC - No Detailed Affiliation Given 04/02/10 147pp 

67201 00B 24X Fiche 30-000,84/03/12,8402090039 


—8403070409 Summary of 840216 meeting u/Transamer ica Delaval,, Inc Owners 
Oroup in Wading River.NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript 8< 
attendance list encl 

MILLER, M A Licensing Dranch 4 04/03/27 Licensing Branch 4 

Bpp 22708 161 24X Fiche 50-000,84/03/12,84 0 2090039. 


— 8403070423 Transcript of 840216 conference in Wading River,NY re 
Transamerlca Delaval.Inc diesel generators Pp 1-82 
« Commissioners 84/02/16 04pp 22708 169 24X 

Fiche 50-000,84/03/12,8402090039 


DOCKET 50-313 ARKANSAS NUCLEAR OhE, UNIT i 


F Security, medical, emergency (< fire protection plans 


8403130437 Documents results of activities conducted during 831031-1104 
IE insp to review open items re emergency planning 
Commitment status to resolve items provided Expeditious 
actions by NRC to remove items requested 

MARSHALL, J R Arkansas Power tt Light Co 03/12/09 COLLINS, J T 
Region 4. Office Of Director ISpp 22613 233 24X 

Fiche 50-313, 83/18/09, B403130437 


0403090301 Public version of Rev 11 to Emergency Plan Implementing 
Procedure 1903 10, "Emergency Action Level Reiponse " W/ 

631220 transmittal form {< JM Felton release memo 

LEVINE, J M Arkansas Power t, Light C D 83/12/17 4pp 225B4 346 
24X Fiche 50-313,83/12/17,8403090301 


840312001 i Forwards Amend to to emergency plan W/o encl 

MARSHALL, JR Arkansas Power b Light Co 84/01/20 COLLINS, JT 
Region 4, Office of Director ip 22585 221 24X 

Fiche 50-313,04/01/20,8403120011 


8403200094 Public version of Amend 10 to emergency plan W/840120 ltr t 
JM Felton 840322 release memo 

MARSHALL, J fl Arkansas Power & Light Co 84/01/20 COLLINS, J T 
Region 4, Office of Director 5pp 22812 289 24X 

Fiche 50-313,84/01/20,8403280094 



134 


DOCKETED ITEMS 


B403130473 Submits response to Hakney request Far addl info re 
emergency plan training for non-util employees Vendors *« 
contractors w/unescor ted access within protected area 
receive training commensurate w/ job assignments 

MARSHALL, J R Arkansas Power ft Light Co B4/D1/24 GAGLIAFIDO.J E 
Division of Residents Reactor PTO-jeet St Engineering Programs Ip 
224 1 3 330 24X Fiche 50-3 1 3. B4/01 /24, 8403130473 


S4032D0174 Amend 11 to emergency plan W/B40314 1 tr 

MARSHALL, J R Arkansas Power It Light Co 04/02/06 EISENHUT, D 0 
Office of Nuclear Reactor Regulation. Director Bpp 226(39 312 
24X Fiche SO - 3 13. 64/02/06, B4 032001 74 


— B403I9O2B3 Forwards IE Insp Repts 50-313/04-03 6 30-360/84-03 on 
040125 No violations or deviations noted 
OAOLIARDO. J E Region 4, Office of Director 84/02/16 

OR IFF IN, J h Arkansas Power S, Light Co 2pp 22673 1 91 24X 

Fiche 30-313,04/03/00,0403190277 


— 8403190208 IE Insp Repts 30-313784-03 t< 50-368/04-03 on B40123 No 
violations or deviations noted Major areas Inspected actions 
taken as result of discrepancy between public info brochure 
S, Jan 1984 telephone directory for emergency planning tone 
HACKNEV, C A . D A IRD, J B , JOfWSON, W D Region 4, Office of 

Director 84/02/16 3pp 22673 193 24X Fiche 50-313,04/03/00, 

0403190277 


6403050142 Notifies that NRC will provide inspectors to observe onsite 
aspects of periodic exercises for emergency preparedness 
Scenario for submission of info listed 

COLLINS, JT Region 4, Office of Director 34/02/09 GRIFFIN, J M 
Alabama Power CO 2pp 22487 30B 24X Fiche 50-313,04/02/09. 

04030501 4E 


9403130395 Forwards IE Insp Repts 50-313/04-05 «< 30-368/04-05 on 
B4-0126 No violations or deviations identified 
OAOLIARDO, J E Region 4, Office of Director B4/02/I6 

GRIFFIN, J M Arkansas Power & Light Co 2pp 22616 329 24X 

Fiche 50-313,84/02/16,8403130395 


— 0403130402 IE Insp Repts 50-313/94-05 h 50-36B/B4-05 on B40126 No 
violations or deviations identified Major areas inspected 
status of REX-84 e»»Tcise scenario development 
HACKNEV. C A , DAIRD. J 0 , JOHNSON, W D Region 4. Office of 

Director 04/02/16 3pp 22616 327 24X F 1 c he 50-3 13 , B4/02/1 6, 

0403 1 3039 5 


8403060350 Requests approval of mod to health physics network £, 
emergency notification sys phones from handset to headset, to 
alleviate fatigue during continuous open-line communications 
maintained in emergencies 

MARSHALL, J R Arkansas Power It Light Co 84/02/17 DENISE, R P 
Division of Resident, Reactor Project 6 Engineering Programs ip 
22519 OB 5 24X Fiche 50-313.84/02/17,8403060350 


S403150113 Forwards exercise repts of B20519 6 B30316 joint exercises 
of offsite radiological emergency preparedness plans for 
Arkansas Nuclear One Power Station Deficiencies observed at 
both exercises Approval under FEMA Role 44CFR350 in effect 
kUUMM, R U Federal Emergency Management Agency 84/03/09 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post B301031 2pp 22640 001 24X Fiche 90-313.04/03/09, 

04031501 13 


— 8403150119 Exercise repts of 820519 t< 830316 joint exercises of offsite 
radiological emergency preparedness plan for Arkansas 
Nuclear One Power Station 

HR I MM, R W Federal Emergency Management Agency 84/03/09 45pp 
22640 003 24X Fiche 50-313,04/03/09,8403150113 


B4O3200246 Forwards Amend 4 to nuclear contingency plan, Rev 4 to 
Nuclear Contingency Plan Procedures 1,2, 3, 7 & 9, Rev 3 to 
Procedures 5.6,8 St ll.Rev 2 to Procedures 4 St 13 & Rev 1 to 
Procedure IS 

MARSHALL, J R Arkansas Power t< Light Co 04/03/14 EISENHUT, D 0 

Office of Nuclear Reactor Regulation! Director Ip 2260B 027 24X 

Fiche 50-313. B4/03/ 14. 8403200246 


— B403200251 Rev 4 to nuclear contingency plan 

* Arkansas Pouter U Light Co B4/02/06 49pp 22480 029 24X 

Fiche 30-313,84/03/14,0403200246 


B40306D430 Provides preliminary estimates for emergency operations 
facility mods to raise radiation protection factor to 
greater then or equal to five. per NUREG-D696, i n response to 
NRC B40214 request Util will not implement mods 

MARSHALL. J R Arkansas Power i, Light Co 04/02/29 STDLZ, J F 

Operating Reactors Branch 4 MILLER, J R Operating Reactors Branch 

3 2pp 22518 192 24X Fiche 50-313.84/02/29,8403060430 


8403060324 Forwards proprietary Rev 12 to Procedure 1903 10, ''Emergency 
Action Level Response" !> proprietary Procedure 1904 series 
(1904 01.02,03,06.07 t, 08), "Offsite Dose Projections " 

Proprietary procedures withheld 

* Arkansas Power i, Light Co, 84/03/01 NRC - No Detailed 

Affiliation Given 2pp 22513 333 24X Fiche 50-313,04/03/01, 

6403060324 


8403070358 Public version of Rev 12 to Emergency Plan Implementing 
Procedure 1903 10, "’Emergency Action Level Response 11 W/ 

940209 transmittal form L JM Felton 840302 release memo 
LEVINE, J M Pennsylvania Power fc Light Co 94703/01 60pp 
22566 227 24X Fiche 50-313,84/03/01,6403070338 


B4D3260Q90 Forwards IE Insp Repts 50-313/84-04 It 50-360/04-04 on 
040124-26 No violations or deviations identified 
OAOLIARDO. J E Region 4, Office of Director B4/03/OS 
GRIFFIN, J M Arkansas power tr Light Co 2pp 22758 271 24X 

Fiche 50-313,04/03/05,8403260090 


- -8403260099 IE Insp Repts 50-313/84-04 U 30-360/84-04 on B40124-26 No 
violations or deviations identified Major areas inspected 
security orgonuatian personnel per alleged compromise of 
safeguards info Details withheld iref (0CFR7321) 

KELLV.J A ■ HALL. R E , JOHNSON, W D Region 4, Office of Director 
04/03/02 ip 22759 273 24X Fiche 50-313.84/03/05,8403260090 


8403230230 Advises that, based on review of 031129 submittal of detailed 
control room dcs 1 gn, sp ec 1 f 1 c areas of program plan du not 
meet requirements of 8uppl 1 to NOREG-0737 Meeting 
requested to resolve deficiencies 

BTOLZ.J F Operating ReectoTS Branch 4 B4/03/06 GRIFFIN. J M 

Arkansas Power & Light Co 2pp 22759 279 24X 

Fiche 50-313,04/03/06,0403230239 


— 8403200230 Revs 4,3,2 ft 1 to Nuclear Contingency Plan Implementing 
Procedures 1,2,7 St 9, 5, 6, 0 & 11,4 & 13 St 1 5, respec 1 1 vel y , re 
assignment of personnel to emergency response organ! i at 1 on, 
notification It command tt control 

a Arkansas Power l Light Co 04/03/15 143pp 226B8 077 24X 

Fiche 30-313, 64/03/14. 0403200246 


0403200179 Forwards Amend 11 to emergency plan St Amend 4 to nuclear 
contingency plan 

MARSHALL, J R Arkansas Power St Light Co 04/03/15 COLLINS, J T 
Region 4. Office of Director lp 22689 120 24X 

Fiche 30-313.84/03/15.6403200179 


— 8403200180 Amend 11 to emergency plan tt Amend 4 to nuclear contingency 
plan 

» Arkansas pouter tt Light Co 84/02/06 57pp 22609 1 21 24X 

Fiche 50-313,84/03/15,8403200179 


— 8403200101 Rev 4 to Nuclear Contingency Plan Implementing Procedure I, 
"Assignment of Personnel to Emergency Response 
Organliation " 

e Arkansas Power U Light Co B4/02/06 137pp 22689 177 24X 

Fiche 50-313.84/03/15,0403200179 


84033201B5 Responds to 040217 request for relocation of HPN telephone 
in emergency control ctr & for approval to add headsets 
Request forwarded to Telecommunications Branch Headset mod 
approved 

OAOLIARDO, J E Regxon 4, Office of Director B4/03/19 

ORIFFIN, J M Arkansas Power S< Light Co lp 22717.035 24X 

Fiche 50-313,04/03/19.8403220105 


P Operating license stage documents 6 correspondence 


0403060199 Application for amend to License DPR-51, upda 1 1 ng Figure* 
3 1 2-1,3 1 2-0 tt 3 1 2-3 of Tech Spec Section 3 12 7 prior 
to reaching 6 EFPY of operation 

GRIFFIN, J N Arkansas Power U Light Co. 04/02/27 8T0LZ, J F 
Operating Reactors Branch 4 4pp 22515 162 24X 

Fiche 30-313, 04/02/27. 8403060199 


B40J190277 Notifies of error In 040216 1 tr transmitting IE Insp Repts 
50-313/04-03 tc 50-369/B4-03 Ltr indicated rept numbers 
50-313/03-03 Sc 50—368/83-03 Records should be changed 
accordingly 

OAOLIARDO, J E Region 4, Office of Director 84/03/08 

GJtlFFIN, J M Arkansas Power S, Light Co Ip 22673 190 24X 

Fiche 30-313.04/03/08,9403190277 


— 0403060205 Proposed Tech Spec c hanges, updating Figures 3.1 2-1,3 1.2-2 
tt 3,1 2-3 op Tech Spec Section 3 1 2 7, prior to reaching 6 
EFPY of operation 

* Arkansas Power & Light Co 84/02/27 6pp 22515.165. 24X 

Fiche 50-313,84/02/27.8403060199 



DOCKETED ITEMS 


130 


8403050138 Comment* on SER in NRC 831219 ltr re degraded grid voltage 
R eque • t e d Tech Spec change* uiould preclude compliance 
W/10CFR50. App A GDC 17 

MARBMALL.J R Arkansas Power b Light Co 84/02/20 STOLZ. J F 
Operating Reactor* Branch 4 4pp 22409 033 24X 

Flche 30-313. 04/02/20, B40303O1 50 


0403070368 Comments on util interpretation of Tech Spec 3 7 2 re 
failure of single cell in one bank of batteries to meet 
surveillance procedure criteria Tech Specs should be 
amended far clarity 

El BENHUT > D 0 Division of Licensing 84/02/20 DENISE, R P 
Division of Resident, Reactor Project b Engineering Program* 2pp 
22367 202 24X Flche 30-313,84/02/20,0403070368 


B403150037 Application for amend to License DPR-31 , revi s i ng Tech Specs 
re lots temp overpressure protection sgs, per NRC 030026 b 
1104 requests 

GRIFFIN, J M Arkansas Power b Light Co 04/02/29 5TDLZ.J F 
Operating Reactors Branch 4 4pp 22643 013 24X 

Fiche' 90-313, 84/02/29, 0403130037 


— 0403130041 Proposed Tech Specs re low temp overpressure protection 
■ ys 

s Arkansas Power 8, Light Co 04/02/29 3pp 22643 017 24X 

Flche' 30-313, 04/02/29, 0403130037 


0403230133 REVIEW OF THE ARKANSAS NUCLEAR ONE GENERATING STATION UNIT 
NO 1 EMERGENCY FEEDWATER SYSTEM RELIABILITY ANALYSIS 
YOUNGBLOOD, R , PAPAZOGLOU, I A Brookhaven National Laboratory 
NUREG/CR-3S29 84/02/29 Division of Safety Technology 102pp 
22739 130 24 X Fiche 30-313, B4/02/29. B403230I 33 


0403140299 Forwards request for eddl info re control of heavy loads 
Response requested within 60 days 

MILLER, J R Operating Reactor* Branch 3 B4/03/06 GRIFFIN, J M 

Arkansas Power !< Light Co 2pp 22633 327 24X 

Fiche 30-313,04/03/06,6403140299 


0403090179 Forwards supplemental info re core exit thermocouples ICETl 
for inadequate core cooling interim op erat i on, p er 040210 
telcon CET sys complies w/most NUREG-0737, I tem II F 2 
requirements 

MARSHALL, J R Arkansas power Si Light Co 04/03/07 STOLZ, J F 
Operating Reactors Branch 4 SPP 22573 267 24X 

Fiche 30-313,04/03/07,8403090179 


0403230091 Responds to 04O1S5 request for addl info on seismic 
quel i f i ea t ion of emergency feedwater sys (EFWI re vent b 
drain lines, per Generic Ltr 01-14 EFW trains could not be 
disabled by open vent or drain 

MARSHALL, J R Arkansas Power b Light Co 04/03/16 STOLZ, U F 
Operating Reactors Branch 4 2pp 22724 343 24X 

Flche 30-313,64/03/16,0403230091 


8403260031 Application to amend License* DPR-91 4, NPF-6, chang ing Tech 
Specs re RC8 vente, pos t-a c e i dent samp 1 i ng, 1 png-term 
auxiliary feedwater sys e va 1 uati on, nob 1 e gas monitor L 
iodine particulate sampling, per NUREG-0737 items 
ORIFFIN, J M Arkansas Power 4, Light Co 84/03/16 STOLZ, J F 
Operating Reactors Branch 4 MILLER, J R Operating Reactor* Branch 
3 9pp 22730' 293 24X Fi che 50-313, B4/03/16, 8403260051 


— 8403260197 Proposed Tech Spec changes re RCS vent post-accident 
sempl ing, long-term auxiliary feedwater sys evaluation, nob 1 e 
gas monitors, iodine particulate sampling 4, containment water 
level monitor 

# Arkansas Power 4< Light Co 04/03/16 27pp 22750 302 24X 

Fiche 90-313,84/03/16,0403260051 


G Inspection reports, IE Bulletins 4< correspondence 


0403130437 Documents results of activities conducted during 031031-1104 
IE insp to review open items re emergency planning 
Commitment statue to resolve Items provided Expeditious 
actions by NRC to remove items requested 

MARSHALL, J, R Arkansas Power 4< Light Co B3/12/09 COLLINS, 0 T 
Region 4, Office of Director 19pp 22613 233 24X 

Fiche' 80-313, 03/12/09. 0403130437 


0403300046 Forwards IE Insp Rspts 90-313/03-36 S< 30-368/03-36 on 
031219-21. No violations or deviations identified 
OAOLIARDO, J E Region 4, Office of Director 04/01/31 

GRIFFIN, J, M Arkansas Power 4< Light Co 2pp 22821 240 24X 

FicIlB' 90-313, 84/01/31, 6403300046 


— B403 300090 IE Insp ReptS 30-313/83-36 4, 30-368/83-36 on 831219-21 No 
violations or deviations identified Major areas inspected QA 
plane, instructions 4, procedures for low level radwaste 
storage facility 

WILBORN, L , MURRAY. P , JOHNSON, W D Region 4, Office Of Director 
84/01/27 10pp 22821 242 24X Fiche 30-313,84/01/31.8403300046 


0403130393 Forward* IE Insp Hepts 50-313/04-03 b 30-360/84-05 On 
840126 No violations or deviations Identified 
QAGLIARDO, J E Region 4. Office of Director B4/b2/E6 

ORIFFIN, J M Arkansas Power & Light Co 2pp 22616 329 24X 

Flche 50-3J3. 04/02/16, 0403130395 


— 8403130402 1E Insp Repts 50-313/84-05 b 50-360/04-03 on 840126 No 
violations or deviations identified Major areas inspected 
status of REX-04 exercise scenario development 
HACKNEY, C A , QAIRD, J B , JOHNSON, W D Region 4, Office of 

Director 04/02/16 3pp 22616 327 24X Fiche 50-313,04/02/16, 

8403130395 


0401190072 IE Info Notice 04-13, “Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation “ Svc list 
ene 1 

JORDAN, E L Division gf Emergency Preparedness b Engineering 
Response (Post 830103) 04/02/28 Consolidated Edison Co of New 

York, Inc U5pp 22909 239 24X Fiche 50-000,84/02/20,0401190072 


8403060198 Ac k receipt of 840203 ltr informing NRC of steps taken to 
correct violations noted in IE Tnsp Repts 50-313/83-25 & 
5O-36B/03-23 

GAGLIARDO-J E Region 4, Office of Director 04/02/29 

GRIFFIN, J M Arkansas Power b Light Co Ip 22317 226 24X 

Fiche 50-313,84/02/29,8403060190 


--8403060203 Responds to NRC 831024 ltr re violations noted in IE Insp 
Repts 50-313/83-23 U 50-368/03-23 Corrective actions fire 
watch potted at Doors 267 b 340 until mods to eliminate 
excessive air gaps under doors completed 

MARSHALL, J R Arkansas Power b Light Co 84/02/03 DENISE, R P 
Division of Resident, Reactor Project Z< Engineering programs 3pp 
22917 227 24X Fiche 30-313,84/02/29,8403060190 


0403060122 Notification of significant licensee enforcement conference 
on B4Q309 w/utll in Arlington, TX 

* Region 4, Office of Director B4/03/01 Region 4, Office of 

Director Ip 22516 320 24X Fiche 50-313,04/03/01,0403060122 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT 6 NRC 11 Svc list encl 

GRACE, J N Division Df QA, Safeguards t Inspection Programs (Post 
030103) 84/03/02 Consolidated Cdison Co at New York, Inc 

1 30pp 22352 329 24X Flche 50-000,84/03/02,0402090007 


0402090008 IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc l22pp 22539 090 24X Fiche 90-000,84/03/02,0402090008 


0402090009 IE Info Notice 04-15, "Reporting of Radiological Releases " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edlsag Co of New 

York, Inc U9pp 22553 217 24X Fiche 30-000,84/03/02,8402090009 


0402090011 IE Info Notice 04-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Pont 830103) 84/03/05 Consolidated Edison Co. of New 

York, Inc !17pp 22553 336 24X Flche 30-000, 84/03/05, B40209001 1 


8403260090 Forwards IE Insp Repts 30-313/84-04 b 50-368/04-04 on 
840124-26 No violations or deviations Identified 
OAOLIARDO, J E Region 4, Office of Director 84/03/05 
GRIFFIN, J M Arkansas Power b Light Co 2pp 22738 271 24X 

Fiche 90-313,04/03/05,0403260090 


— 0403260099 IE Insp Repts 30-313/84-04 b 50-360/84-04 on 040124-26 No 
violations or deviations identified Major areas inspected 
security organization personnel per alleged compromise of 
safeguards info Details withheld (ref 10CFR73 21) 

KELLY, J A , HALL, R E , JOHNSON, W D Region 4, Office of Director 
84/03/02 lp 22730 273 24X Fiche 50-313.84/03/05,8403260090 


0402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Ineps of 
Fire Protection Safe Shutdown Sys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc ilBpp 22635 049 24X Fiche 50-000,84/03/07,8402090024 


8402090020 IE Info Notice 04-18, "Stress Corrosion Cracking in PWR 
8ys " Svc list encl 

JORDAN, E L Division Df Emergency Preparedness b Engineering 
Response (Post B3O103I 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22384 106 24X Fiche 50-000,84/03/07,8402090028 



136 


DOCKETED ITEMS 


B403130120 Informs that IE Imp Repts 50-31 3/B3-1 2. 50-36B/B3-1 2, 
30-313/63-33 8. 50-369/83-33 cancelled No Imp repts wl 11 he 
issued for subj numbers 

GAGL1ARDO, J E Region 4. QFfice of Director 94/03/00 

GRIFFIN, J M Arkansas Power 6 Light Co Ip 22602 197 24X 

F 1 che 50-313,04/03/08,8*103130120 


□403190277 Notifies of error In 840216 Itr transmitting IE Insp Repts 
30-313/84-03 It 50-369/B4-03 Ltr Indicated rapt numbers 
50-313/83-03 5. 30-368/83-03 Records should be changed 
according lg 

GAGLIARDQ. J E Region 4, Office of Director 84/03/0B 

GRIFFIN, J M Arkansas Power U Light Co Ip 22673 190 24X 

Flche 50-313. 84/03/OB. 8403190277 


— 8403190283 Forwards IE Insp Repts 30-313/64-03 It 50-360/04-03 on 
B40125 No violations or deviations noted 
QAGLIARDO.J E Region 4, Office of Director B4/02/16 
GRIFFIN, J H Arkansas Power 8, Light Co 2pp 22673 191 24X 

Fiche 30-313, 34/03/08, B403 1 90277 


—8403230101 "Capped Containment Pressure Sensing Lines, •' technical 
review rept Condition caused bg procedural Inadequacy 
RUBIN, S 0 Director's Office 83/OS/ll App 22739 287 24X 

Fiche 50-000,03/05/11.0403230170 


8403280113 "Analysis of 000407 Loss of Offsite Power Transient at 
Arkansas Nuclear One Unit 1 " 

DAVIS, C D 6G&G, Inc FIN A-6270 EGG-BAAM-6301 03/08/31 
- No Detailed Affiliation Given ilpp 22811 269 24X 

Fiche 50-313,93/00/31,8403280113 


9403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Gimpel NP9-4 T&T valve, to close End ltr dtd 040203 
sent to listed util* GE notified of aPfected units in BWR 
P 1 ants 

THEROUXiR R Terry Corp 84/02/22 UOODRUrF, R W Director'* 
Office. Office of inspection and Enforcement App 22706 327 24X 

Fiche 50-000,84/02/22,8403210032 


— B4O319O2B0 IE Insp Repts 50-313/84-03 It 30-368/84-03 on 040125 No 
violations or deviations noted Major areas inspected actions 
taken as result of discrepancy between public info brochure 
i< Jan 1904 telephone directory for emergency planning tone 
HACKNEY, C A , BAIRD, J □ , JOHNSON, W D Region 4. Office of 

Director 84/02/16 3pp 22673 193 24X Fiche 50-313,04/03/08, 

B403190277 


8403260230 Forwards IE Insp Repts 30-313/04-06 it 50-368/84-06 on 
840221-24 No violations or deviations noted 
QAGLIARDO.J E Region 4, Office of Director 84/03/08 
ORIFFIN.J M Arkansas Power h Light Cn Bpp 22755 151 24X 

Fiche- 50-313,84/03/08, B403260B30 


—8403260232 IE Insp Repts 50-313/84-06 6 50-369/B4-06 on 840221-24 No 
violations or deviations noted Major areas inspected maint 
program 

BOARDMAN, J R , JOHNSON, W D , CROSSMAN, W A Region 4, Office of 
Director B4/03/08 5pp 22755 133 24X Fiche 50-313,84/03/08, 

8403260230 


0402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays In Use in 
Class IE Safety Sys " Sve list end 

DEYOUNQ, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu York, Inc 

I34pp 22823 094 24X Fiche 50-000,84/03/12. 0402090031 


DOCKET 30-313 DONALD C COOK NUCLEAR POWCR PLANT. UNIT 1 


F Security, medical, emergency 6 fire protection plans 


B40309028I Public version of reissue of Rev 9 to emergency plan 
procedures App A, "Telephone Numbers for Kay Plant 
Personnel " W/031110 transmittal form 6 JM Felton 830307 
release memo 

# Indiana L Michigan Power Co 03/11/03 17pp 22594 303 24X 

Fiche, 50-315,03/11/03, 8403090231 


840309026G Public version of Rev 9 to emergency plan implementing 
procedures App A, "Telephone Numbers for Key Plant 
Personnel “ W/B31109 transmittal form 6 JM Felton release 
memo 

* Indiana t, Michigan Electric Co 83/11/09. 18pp 22592.346 24X 

Fiche 50-315,03/11/09,8403090268 


8403120021 Notifies of 840323 regional workshop in Rosemont. IL u/all 
Region III licensees to discuss fire protection safe 
shutdown requirements Workshop will provide addl guidance re 
10CFR50. App R requirements Agenda encl 

8PEB9ARD. R L Division of Emergency Preparedness J< Operational 
Support 04/0-3/06 D8LAN, J E American Electric Power Service 
Corp DOLAN, J E Indiana it Michigan Electric Co 3pp 22586-272 
24X FI the 30-315,84/03/06,0403120021 


8403200169 Forwards QA Program Insp Rept 99900766/83-02 Significance of 
reported findings should be evaluated to determine 
acceptability of product or svc provided by vendor U/o encl 
QAGLIARDO.J E Region 4. Office of Director 04/03/16 

ORIFFIN, J M Arkansas Power It Light Co Ip 22696 353 24X 

Fiche 50-313, B4/03/ 16, 8403200169 


8403130202 Explains 6 justifies Items in nonoutage work schedule which 
cannot be completed by 040620 Request* scheduler exemption 
from 10CFR50, App R, Sections III G 2, 111 0 3 i. Ill J 
extending compliance date to 041231 

ALEXICH.M P Indiana t. Michigan Electric Co 04/03/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 5pp 22617 312 
24X Fiche 50-315.84/03/08.0403130202, 


B402090043 IE Info Notice 04-19. “Two Events Involving Unauthorlied 
Entries into PHR Reactor Cavities " Svc list encl 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) B4/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 50-000, 04/03/21 . 8402090043 


0403130121 Rev 5 to Emergency Plan Implementing Procedure 
PMP 2080 EPP O08i "Initiating Manning of Emergency Response 
Facilities 6 Calling Off-Duty Plant Personnel 11 

KRAUSE, D , BLIND, A A , SMITH, W M Indiana Si Michigan Electric Co. 
04/03/09 1 4p p 22601.320, 24X Fiche 50-313.04/03/09,8403130121 


B402Q90044 IE Info Notice 84-20. "Svc Life of Relays in Safety-Related 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 84/03/21 Consolidated Edison Co of New 

York, Inc I35pp 22933 001 24X Fiche 50-000,84/03/21,0402090044 


S Perio-dlc operating reports 6 related correspondence 


840306030B “Annual Radiation Exposure Rept, 19113 " W/840229 ltr 

MARSHALL. J ft Arkansas Power it Light Co- B3/12/31 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement 3pp 
22517 047 24 X Fiche 50-313.03/12/31,6403060300 


0403130200 Forwards draft final exercise rept for 040125 joint 
radiological emergency preparedness exercise State of MI fc 
Berrien County demonstrated capability to protect public in 
event of radiological emergency 

KRIMM, R W Federal Emergency Management Agency, 84/03/09 
JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 2pp 22642 001 24X Fiche 50-315,04/03/09, 

0403150200 


—0403190203 Draft evaluation of util, State of MI t< Berrien County 640125 
joint exercise 

* Federal Emergency Management Agency 84/02/22, 42pp 
22642 003 24X Fiche, 50-315. 84/03/09, 9403130200 


040-3020075 Monthly operating rept for Jan 1904 H/040215 ltr 

MORTON, K L , MARSHALL, J ft Arkansas Power 6 Light Co 04/01/31 
7 pp 22441 331 24X Fiche 50-313. 04/01 /31 , B4030B0079 


8403300060 Monthly operating rept for Feb 1984 H/B40315 ltr 

MORTON, K L . MARSHALL, J fl Arkansas Power Et Light Co 84/02/29 
BASSETT, H S Office of Resource Management, Director 7pp 
22821 295 24X Fiche 50-313,84/02/29,8403300060 


3 Reportable occurrences. LERs 6 related correspondence 


9403230170 Forwards Technical Review Rept AEOD/T313, "Capped 
Containment Pressure Sensing Lines, P proposed IE Info 
notice Issue adequately resolved 

RUBIN. 6 D Reactor Operations Analysis Drench 83/05/11 
SEYFRIT.K V Reactor Operations Analysis Branch le 22759 201 
24 X Fiche 50-000,83/05/11.8403230179 


9403300233 Forward* comments on detailed control room design review. 
Plan demonstrates commitment to meet requirements of Suppl 1 
to NUREG-0737, however, add 1 info required Meeting should be 
held In Apr or Mey 1904 to discuss commsnte 

VARGA, 8 A Operating Reactors Branch 1 04/03/13 DOLAN, J 

Indiana t, Michigan Electric Co 12pp 22042(350, 24X 

Flc he 90-31 5, B4/03/13, 8403300233. 


8403300042 Forwards IE Imp Repts 50-315/94-05 it 50-316/S4-05 on 
940213-17 6 notice of violation 

PAPERIELLO, C J. Region 3, Office of Director 04/03/14 DOLAN, J E 
American Electric Power Service Corp DOLAN r J E, Indiana t, 
Michigan Electric Co, 2pp, 22821 343 24X Fiche, 50-315, B4/03/14, 

8403300042 


— 840-3300047 Notice of violation from insp on 040213-17 

PAPERIELLO. C. J Region 3, Office of Director. 84/03/14 2pp 
22821 345 24X Fi c h e ■ 50-3 1 5, 84/03/ 1 4. 8403300042, 
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— 0403300051 IE Insp Repts 30-313/84-05 J, 50-316/B4-03 on 840313-17 
Noncomp 1 1 ence Identified failure to meet scheduler emergency 
plan b procedure requirements 

SNELL, W 0 , PHILLIPS, M P Region 3, Office of Director 84/03/13 
S2pp 32331 340 24X FI Che 30-31 3, 84/03/ 1 4. B403300042 


3403260173 Submits addl Info re daily App R fire insp program per 
340314 request Procedure detailing listed Items will be 
written 

ALEXICH, M P Indiana 6 Michigan Electric Co 34/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22756 122 
24X Fiche 50-315,84/03/16,8403260173 


3403220030 Ack receipt of 340308 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/84-01 & 

80-316/84-01 

PAPERIELLO, C 0 Region 3, Office of Director 84/03/19 DOLAN, J E 
American Electric Power Service Corp DOLAN, J E Indiana Si 
Michigan Electric Co lp 32714 351 24X Fiche 50-315,84/03/19, 

3403220050 


— 3403220060 Responds to NRC 840210 ltr re violations noted In IE Insp 
Repts 50-315/B4-01 Sc 50-316/B4-01 Corrective actions control 
room functional responsibilities transfer formalized in 
procedures S, emergency plan implementing procedures revised 
ALEXICH, M P Indiana Si Michigan Electric Co 84/03/08 
KEPPLER, J G Region 3, Office of Director 2pp 22714 332 24X 

Fiche 50-313,04/03/19,3403320050 


3403290271 Emergency Plan Implementing Procedure PMP 2001 EPP 001, 
"Plant Manager Procedures Index " Procedure PMP 2031, EPP 007 
cancelled due to error 

WELCH, 8 E Indiana S< Michigan Electric Co 84/03/23 4pp 
22000 024 24X Fiche 30-315,84/03/28,3403290271 


P Operating license stage documents t, correspondence 


3403020190 Requests status of replacement, schedule for completion S. 
copy of Acton Lab rept re DA Mercoid switches being replaced 
by DAW type 

VARGA, 6 A Operating Reactors Branch 1 84/02/21 DOLAN, J 

Indiana S< Michigan Electric Co DOLAN, J American Electric Power 

Service Corp 2pp 22495 001 24X Fiche 50-315.04/02/21, 

3403020190 


3403060195 Forwards "Status Summary Rept on Adequacy of Distributed 
Ignition Sys for Hydrogen Control," In response to NfiC 
820429 ltr S, commitments made during NRC 830913 meeting In 
Bethesda, MD. 

ALEXICH, M P Indiana t, Michigan Electric Co 84/03/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22517 188 
24X Fiche 30-315,34/03/01.8403060195 


— 8403060200 "Status Summary Rept on Adequacy of Distributed Ignition Sys 
for Hydrogen Control 11 

r Indiana Si Michigan Electric Co B4/03/01 36pp 22517 190 
24X Fiche 50-315,84/03/01,0403060195 


B403190450 Forwards "8ER, Pump Si Valve Inservice Testing Program, DC Cook 
Nuclear Plent, Units 1 (■ 2, " identifying deficiencies 
requiring resolution Meeting to discuss deficiencies 
requested 

VARGA, 8. A Operating Reactors Branch 1 84/03/05 DOLAN, J 

Indiana t< Ml ch 1 gan ‘El ec tr 1 c Co DOLAN, J American Electric Power 

Service Corp 2pp 22630 340 24X Fiche 30-315,04/03/05, 

3403190450 


— 3403070390 Request* meeting w/utll in Mar 1904 to resolve deficiencies 
in pump t< valve inservlce testing program Contractor rept 
and 

BOSNAK, R. J Mechanical Engineering Branch 84/03/01 VARGA, B A 
Operating Reactors Branch 1 lp 22680 342 24X 

Fiche' 50-315, 34/03/05, 3403190450 


—0403070395 "8ER, Pump t Valve Ineervice Testing Program, DC Cook Nuclear 
Plant, Units 112" 

COOK, T L , ROCKHOLD, H C. EGhG, Inc, FIN A-6265 EQQ-EA-6413 

33/10/31 NRC - No Detailed Affiliation Given 23pp 
22630 343. 24X Fiche. 50-31 3, 84/03/05, 8403 190450 


8403140224 Interpret* current Tech Specs as allowing control rod 
movement described in util 840130 ltr. Tech Specs require 
23 ft of water over top of reactor vessel flange during 
movement of fuel assemblies or control rods. 

VARGA, B A Operating Reactors Branch 1 04/03/07 DDLAN. J, 

Indiana ft Michigan Electric Co, DOLAN, J American Electric Power 
Service Corp 4pp. 22637 326 24X Fiche 50-315,04/03/07, 

3403140224. 


8403300296 Advises that goal for completion of technical reviews Jc 
Imp lamentation of all NUREG-0737 items, eic 1 ud ing Suppl 1,1s 
Sept 1984 Requests to be advised of potential problems 
within 30 days 

VARGA, S A Operating Reactors Branch 1 34/03/13 DOLAN. J 

Indiana t, Michigan Electric Co DOLAN, J American Electric Power 

Service Corp 2pp 22044 316 24X Fiche 50-315,84/03/13. 

0403300296 


0403200223 Application for amend to Licenses DPR-S8 !i DPR— 74 ■ ravi s i ng 
Tech Specs re reactor coolant vent sys per TMl I tern 1 1 B 1 
Justification for NSHC provided in 040120 ltr still 
applicable 

ALEXICH, M P Indiana t, Michigan Electric Co 04/03/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22690 190 
24X Fiche 30-315.04/03/15,3403200223 


— 8403200220 Revised proposed Tech Specs for reactor coolant vent sys 
per TMI Item II D 1 

* Indiana J, Michigan Electric Co 84/03/15 7pp 22690 192 
24X Fiche 50-315,84/03/15,0403200223 


8403300247 Notification of 040327 U SB meetings u/uttl in 
Stevensvi 1 1 e, MI to discuss current preliminary review of 
inservlce testing program for pumps h valves ti forthcoming 
10-yr program 

WIGOINTON. D Operating Reactors Branch 1 84/03/15 VARGA, S A 

Operating Reactors Branch 1 2pp 22826 361 24X 

Fiche 50-313,04/03/15,8403300247 


0403260002 Requests approval for use of end new peaking factor limit 
rept for Cycle 8 Rept presumes target hand of greater than 
or equal to 5'/. target anial flux difference Rept withheld 
ALEXICH, M P Indiana 6 Michigan Electric Co 84/03/20 DENTON, H H 
Office of Nuclear Reactor Regulation, Director 2pp 22747 361 
24X Fiche 50-315.34/03/20,8403260002 


0 Inspection reports, IE Bulletins t, correspondence 


0403050223 Further response to FCHA request for records of named 
Individuals, including repts, analyses, studies, test 
calculations, procedures & practices for measurement of RCB 
leakage Forwards App C documents Search continuing 

FELTON, J Ml Division of Rules and Records 34/02/07 MADDEN. T J 
Kaye. Scholar, Flerman, Hays 8» Handler 3pp 22496 234 24X 

Fiche 50-000,34/02/07,8403050223 


— 8403050256 Notifies that independent measurements of identified t, 
unidentified RCS leak rates for all FWRs in Region III 
performed per Procedures 61727D 617280 Insp findings 

summari led 

NOR ELI US, C E Division of Engineering 82/03/OB JORDAN, E L 
Division of Engineering t, Quality Assurance (Pre 830103 1 2pp 
22496 270 24X Fiche 50-000.84/02/07,3403030223 


84030Q0299 Forwards IE Insp Ropts 50-313/84-04 U 50-316/04-04 on 
340207 No noncomp l 1 ance identified 

LITTLE, W S Region 3, Office of Director 84/02/24 DQLAN, J E 
American Electric Power Service Corp DOLAN, J E Indiana St Michigan 
Electric Co 2pp 22557 272 24X Fiche 50-315,84/02/24,8403080299 


—8403080302 IE Insp Repts 50-315/04-04 6 30-316/04-04 an 340207 No 
noncompliance or deviations Identified Major areas 
inspected documentation 6 walk-downs re equipment discussed 
in IE Info Ltr 81-14 

KEATING. 0 E , MUFFETT, J , DANIELSON, D H Region 3, Office of 
Director 84/02/25 3pp 22537 274 24X Fiche 50-315,84/02/24, 

0403080299 


8403120116 Forwards IE Mgt Meeting Repts 50-315/84-03 4, 50-316/04-03 on 
040131 

KEPPLER, J 0 Region 3, Office of Director 84/02/24 DOLAN. J, E 
American Electric Power Service Corp DOLAN, J E Indiana Si Michigan 
Electric Co 2pp 22589 209 24X Fiche 30-315,04/02/24.8403120116 


—8403120124 IE Mgt Meeting Repts 50-313/84-03 S, 30-316/04-03 on 040131 
Major areas discussed progress & status of licensee 
regulatory performance Improvement program 
SHAFER, W D , NORELIUS.C E Region 3, Office of Director 
84/02/21 3pp 22389 211 24X Fiche 50-315, 84/02/24. 04031201 16 


8401190072 IE Info Notice 84-13. "Potential Deficiency in Mo U t 
O perated Valve Control Circuits (. Annunciation " Svc list 
and 

JORDAN, E L Division of Emergency Preparedness Ic Engineering 
Response fPost B30103) 84/02/23 Consolidated Edison Co of New 

York, Inc U5pp 22909 239 24X Fiche 30-000,34/02/26.0401190072 
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8403060305 Ack receipt of 940210 1 tr informing NRC of steps taker to 
correct violations noted in IE Insp Repts 30-319/83-22 fc 
90-316/83-23 

PAPER IE LUO j C J Region 3, Office of Director 94/03/01 DOLAN, J E 
American Electric Power Service Corp DOLAN, J E Indiana fc 
Michigan Electric Co lp 22313 337 24X Fiche 30-3 1 9, B4/Q3/01 , 

B403060305 


— B403060-315 Responds to NRC 840111 1 tr re violations noted in IE Insp 
Repts 30-315/B3-22 fc 90-316/03-23 Corrective actions lab 
personnel reinstructed in properly logging analysis results 
ALEXICH.M P Indiana fc Michigan Electric Co 94/02/10 
KEPPLER, J Q Region 3, Office of Director 4pp 22913 399 24X 

Ficho 30-315, B4/03/01, B403060309 


8402Q900Q7 IE Info Notice B4-14, "Highlights of Recent Transport 
Regulatory Revs by DOT fc NRC " Svc list enc 1 

GRACE, J N Division of QA. Safeguards & Inspection Programs (Post 
B30I03) 84/03/02 Consolidated Edison Co of New York, Inc 

1 3Qpp 22592329 24X Fiche 30-000,84/03/02,8402090007 


8402090008 IE Info Notice 94-16, "Failure of Automatic Bprinkler Bys 
Valves to Operate " Bvc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B30103J 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22333 09B 24X Fiche 30-000,64/03/02,0402090003 


B402Q90009 IE Info Notice 94-19, "Reporting of Radiological Releases " 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post B30I03I 94/03/02 Consolidated Edison Co of New 

York. Inc I19pp 22333 217 24X Fiche 30-000,64/03/02,9402090009 


B402090011 IE Info Notice 84-17, "Problems W/Ciquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list encl 
JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post B30I031 84/03/03 Consolidated Edison Co of New 

York, Inc l!7pp 22333 336 24X Fiche 30-000. B4/03/05, 940209001 1 


8403080208 Aclt receipt of 940214 ltr providing a d d 1 info re Section 
D 2 C, "Review at Tests or Eiperiments," of S40120 
submittal in response to 831117 confirmatory action ltr 
Subj will be examined during subsequent insp 

KEPPLER, J G Region 3, Office of DlrectDT 94/03/03 DOLAN, J E 
American Electric Power Service Corp DOLAN. J E Indiana fc Michigan 
Electric Co ip 22560 019 24X Fiche 90-31 5, B4/O3/03. 940303020B 


— B403CB0214 Submits addl info to 840120 ltr, in response to 031117 
confirmatory action ItT, Section D 2 C, "Review of Tests or 
Experiments " Term "nonroutine tests or e*periments" 
c lar i f i ed 

ALEXICH.M P Indiana fc Michigan Electric Co B4/02/14 

KEPPLER, J 0 Region 3, Office of Director tp 22560 020 24X 

Fiche 30-313, 84/03/05, B4030B0209 


8402090024 IE Info Notice 84-09, Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sy s " Svc list end 
JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post B30103I B4/03/D7 Consolidated Edison Co of New 

York. Inc llBpp 22633 049 24X Fiche 50-000,84/03/07, 9402090024 


8402090028 IE Info Notice 84-1B, "Stress Corrosion Cracking In PWR 
Sys " Svc list encl 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Pest 330103) 04/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22584 186 24X Fiche 30-000,04/03/07, 0402090029 


8403160034 Requests relief from provisions of ASME Section XI - 1974. 
Table IWB-2500 exam Categories 9-L-l 6 Q-L-2 for reactor 
coolant pump 

ALEXICH.M P Indiana fc Michigan Electric Co B4/03/08 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 22634 337 
24 X Fiche 50-315,84/03/08.8403160034 


0402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list encl 

DEYOUNG, ft C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fiche 50-000.94/03/12,8402090031 


8403300042 Forwards IE Insp Repts 50-319/84-09 t> 50-316/94-05 on 
840213-17 fc notice of violation 

PAPERIELLO, C J Region 3, Office of Director 84/03/14 DOLAN, J E 
American Electric Power Service Corp DOLAN, J E Indiana fc 
Michigan Electric Co 2pp 22821 343 24X FI Ch e , 50-3 1 3, 84/03/ 14. 

8403300042 


Notice of violation from insp on 840213-17 
-O.C J Region 3. Office of Director 94/03/14, 2pp 
9 24X Fiche 50-313,94/03/14,8403300042 


— 0403300051 IE Insp Repts 90-315/84-05 fc 90-316/84-05 on 840213-17 
Noncompliance 1 d ent i f i ed • f a i lur e to moot scheduler emergency 
plan fc procedure requirements 

SNELL.W 0 , PHILLIPS, M P Region 3, Office of Director 84/03/12 
12p p 22021 340 24 X Fiche 30-319,04/03/14,8403300042 


8403200202 Requests relief from 10CFRS0 5Sa(g) provisions to allow both 
facilities to begin second 10-yr insp interval on same data 
Same start date would allow more efficient fc uniform use 
of personnel 

HCRINGi R F Indiana fc Michigan Electric Co 84/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 22686 347 
24 X Fiche 50-319,84/03/15.0403200202 


B403220050 Ac k receipt of B4030S ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-315/84-01 fc 
90-316/94-01 

PAPERIELLO, C J Region 3, Office of Director 84/03/19 DOLAN, J E 
American Electric Power Service Corp DOLAN, J E Indiana fc 
Michigan Electric Co Ip 22714 351 24X Fiche 90-313, B4/03/19, 

0403220090 


— 8403220060 Responds to NRC 040210 ltr re violations noted in IE Imp 
Repts 90-313/04-01 fc 50-316/04-01 Corrective actions, control 
room functional responsibilities transfer formalized in 
procedures k emergency plan Implementing procedures revised 
ALEXICH.M P Indiana fc Michigan Electric Co B4/03/0B. 

KEPPLER, JQ Region 3, Office of Director 2pp 22714.352 24X 

Fiche. 90-315, 84/03/19. 0403220030 


0403230137 Ack receipt of B40210 ltr informing NRC of steps taken to 
correct violations noted In IE Irisp Rept 50-313/03-19 
Confirms understanding that functional logic diagrams under 
review fc revived diagrams will be available by mid-Apr 
NORELIUB. C E Division of Project fc Resident Programs 94/03/19 
DOLAN, J E American Electric PowBr Service Corp DOLAN, J E 
Indiana fc Michigan Electric Co lp 22730 147 24X 

riche 50-319,84/03/19.8403230137 


— 9403230133 Responds to NRC 031228 lr re violations noted In IE Insp 
Repts 90-315/03-19 t< 50-316/93-20 Corrective actions valve 
restored to proper position upon discovery of error Sample 
pump restored to svc 

ALEXICH.M P Indiana fc Michigan Electric Co B4/02/10 

KEPPLER, J G Region 3. Office of Director 6pp. 22730.148 24X 

Fiche 50-313,04/03/19.8403230137 


0402090043 IE Info Notice 84-19, "Two Events Involving Unauthorized 
Entries into PUR Reactor Cavities " Svc list encl 
JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 90-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 OOl 24X Fiche 30-000,84/03/21.8402090044 


8403270047 Responds to IE Bulletin 03-07, "Apparently Fraudulent 
Products Sold by Ray Miller. Inc " Nuclear grade matl* not 
purchased directly from Ray Millar, Inc Review of metis 
supplied by subvendors continuing 

ALEXICH.M P Indiana fc Michigan Electric Co 84/03/22 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement lOpp 22769 299 24X Fiche 30-315,04/03/22. 

8403270047 


R Periodic operating reports fc related correspondence 


8403130239 "Annual Operating Rept. 1983 " W/040229 ltr. 

8TIETZEL, J r , ERENS80N, D A , SMITH, W 0 Indiana fc Michigan Electric 
Co 83/12/31 KEPPLER. J G Region 3, Office of Director 31pp 

22606 017 24 X Fiche 50-319,83/12/31,0403130259 


8403020044 Monthly operating rept for Jon 1984 W/S40213 ltr. 

GILLET, W T . SMITH, W C Indiana & Michigan Electric Co, 04/01/31 
llpp 22441 100 24X Fiche 30-315,84/01/31,8403020044 


8403300157 Monthly operating rept for Feb 1904 W/840306 ltr. 

GILLETT. W T , SMITH. W G Indiana fc Michigan Electric Co, 04/02/29 
lOpp 22920 03B 24X F 1 ch e 50-31 5, 84/02/29, 84033001 37 


8403000169 Forwards "Radioactive Effluent Release Rept, Jul-Dec 1983, 
ALEXICH.M P Indiana fc Michigan Electric Co 84/03/01 

KEPPLER, J G Region 3, Office of Director lp 22618 001 24X 

Fiche 50-313,84/03/01,8403080169 


— B40313O42O "Semiannual Radioactive Effluant Release Rept.JuI-Dee 1903 
a Indiana fc Michigan Electric Co 83/iS/3i 352pp 22618-002, 

24 X Ficha 30-313,04/03/01,8403000169. 
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8 Reportable occurrences. LERs & related correspondence 


8303170014 Forward* AE0D/T3Q3, "Seat Degradation in Henry Pratt 
Butterfly Valve* " Info appear* to represent potential 
generic problem IE Info notice or circular recommended 
BROWN. E J Reactor Operations Analysis Branch 63/03/02 
8EYFRIT.K V Reactor Operations Analysis Branch lp 22775 1*7 
24X Fiche 30-313.83/03/02.6303170014 


— 9303170017 "Seat Degradation In Henry Pratt Butterfly valves." 
technical review rept 

BROWN. £ J Director's Office 63/02/24 4pp 22773 1*9 24 X 

FiChe 30-313,63/03/02,6303170014 


640320021* NPDEB none omp 1 i anc e notification on 64021*. b lowdoum sample 
collected during heating boiler startup indicated 94 ppm 
iron. Caused by boiler inactivity W/840313 l tr 

MENOE.R C Indiana fc Michigan Electric Co 64/02/17 ZUQQER. P D 
Michigan, State of KEPPLER, J 0 Region 3, Office of Director 
2pp 22699 323 24X Fiche 50-313,84/02/17,640320021* 


8403200283 Updated LER 02 - 061 /03X-1 on 620726, d 1 » c overs d that alarm/ 
trip setpoint values In newly installed containment air 
gaseous & particulate monitors higher than Tech Specs Caused 
by personnel error Procedure revised W/B40313 ltr 

DRAPER, D M , SMITH, W 0. Indiana & Michigan Electric Co 84/03/13 
KEPPLER, 0,0 Region 3, Office of Director 3pp 22*97 100 24X 

Fiche 30-315,64/03/13,6403200283 


DOCKET 30-31* DONALD C COOK NUCLEAR POWER PLANT, UNIT 2 


F Security, medical, emerg ency t< fire protection plans 


B4030902B1 Public version of reissue of Rev 9 to emergency plan 
procedures App A, "Telephone Number* for Key Plant 
Personnel " W/831110 transmittal form t< JM Felton 630307 
release memo 

# Indiana & Michigan Power Co. 63/11/03 17pp 22394 3 03. 24X 

Fiche, 30-315, B3/ 11/03, 6403090281 


64030902*8 Public version of Rev 9 to emergency plan Implementing 
procedures App A, "Telephone Numbers for Key Plant 
Personnel " W/831109 transmittal form It UM Felton release 
memo 

# Indiana U Michigan Electric Co 83/11/09 I8pp 22592 34* 24X 

Fiche. 30-313, 83/11/09, B4O3O9O260 


8403180021 Notifies of 640323 regional workshop in Rosemont. 1L w/all 
Region III licensees to discuss fire protection safe 
shutdown requirements Workshop will provide addl guidance re 
1 QCFR30, Ap p R requirements Agenda end 

SPESBARD, R L Division of Emergency Preparedness & Operational 
Support 84/03/0* DOLAN, J E American Electric Power Service 
Carp DOLAN, J. E Indiana t Michigan Electric Co 3pp 223B6'272 
24X Fiche 50-313, 04/03/0*, B403120021 


8403130202 Explains t< justifies items in nonoutage work schedule which 
cannot be completed by 840620 Requests schedular exemption 
Prom 10CFR30, App R, Sections 111 0 2, II 1 0 3 & III U 
extending compliance date to 841231 

ALEXICH, M P Indian* S, Michigan Electric Co. 84/03/08 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 22*17 312 
34X Fiche, 30-313, 64/03/00, 6403130202 


6403130121 Rev 3 to Emergency Plah Implementing Procedure 
PMP 2060 EPP 006, "Initiating Henning of Emergency Response 
Facilities j, Calling Off-Duty Plant Personnel " 

KRAUSE, D , BLIND, A A., SMITH, W M Indiana fc Michigan Electric Co 
84/03/09 14pp 22*01 320 24X Fiche 30-3 1 3, B4/03/09. 0403130121 


8403150200 Forwards draft final exercise rept for 840183 joint 
radiological emergency preparedness exercise State of MI *< 

Berrien County demonstrated capability to protect public in 
event of radiological emergency 

KRIMMiR.W, Federal Emergency Management Agency 84/03/09 
JORDAN, E. L, Division of Emergency Preparedness fc Engineering 
Response (Post 8301031 2pp 22*42 001 24X Fiche 50-313.64/03/09, 

8403130200 


— -8403130203 Draft evaluation of util, State of MI & Berrien County 040123 
joint exercise 

■» Federal Emergency Management Agency 84/02/22 42pp 
22*42' 003, 24X Fi C h e , 50-3 1 3. 64/03/09, B4031 30200 


6403300233 Forwards comments on detailed control room design review 
Plan demonstrates commitment to meet requirements of Suppl 1 
to NURE0-0737, however, add 1 info required Meeting should be 
held in Apr or Mey 1964 to discuss comments 

VAROA, 8, A Operating Reactors Branch l 04/03/13 DOLAN, J 
Indiana fc Michigan Electric Co 12pp 22042 330 B4X 
Fiche- 30-313, 84/03/13, 8403300233 


8403300042 Forward* IE Insp Rept* 30-313/04-03 1< 30-316/04-03 on 
840213-17 * notice of violation 

PAPER IELLO, C J Region 3. Office of Director 04/03/14 DOLAN, J E 
American Electric Power Service Corp 2pp 22821 343 24X 

Fiche 50-313,84/03/14,0403300042 


— 8403300047 Notice of violation from >nsp on B40213-17 

PAPERIELLO.C J Region 3, Office of Director 04/03/1+ 2pp 
22621 345 24X Fiche 50-315,64/03/14,0403300042 


— B403300051 IE Insp Repts 50-313/64-03 t, 30-316/B4-05 on 840213-17 
Noncompliance identified failure to meet scheduler emergency 
plan t, procedure requirements 

SNELL. U 0 Region 3. Office of Director 04/03/12 12 pp 
22821 340 24X Fiche 30-315,04/03/14,6403300042 


04032*0178 Submits addl info re dally App R fire ln* p program per 
040314 request Procedure detailing listed items will be 
written 

ALEXICH, M P Indiana it Michigan Electric Co 84/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 2273* 122 
24X Fiche 30-315.84/03/16-84032*0178 


B4 032200 50 Ack receipt of 04O3OB ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/84-01 * 

30-316/84-01 

PAPERIELLO.C J Region 3, Office of Director 04/03/19 DOLAN, J E 
American Electric Power Service Corp lp 22714 351 24X 

Fiche 30-315,84/03/19,0403220030 


— 84032200*0 Responds to NRC 040210 ltr re violations noted in IE Insp 
Repts 50-313/64-01 * 50-316/04-01 Corrective actions control 
room functional responsibilities transfer formalixed in 
procedures * emergency plan Imp 1 emeu ting procedures revised 
ALEXICH, M P Indiana * Michigan Electric Co 84/03/00 
KEPPLER. J 0 Region 3. Office of Director 2pp 22714 332 24X 

Fiche 30-313,04/03/19,0403220030 


8403290271 Emergency Plan Implementing Procedure PMP 2081 EPP OOl, 
"Plant Manager Procedures Index " Procedure PMP 2081 EPP 007 
cancelled due to error 

WELCH, S E Indiana & Michigan Electric Co 04/03/28 4pp 
22800 024 24X Fiche 50-315,84/03/28,6403290271 


P Operating license stage documents & correspondence 


6403020190 Requests status of r ep 1 a c ement. sc h edu 1 e for completion A 
copy of Acton Lab rept re DA Mercoid switches being replaced 
b y DAW type 

VAROA. S A Operating Reactors Branch 1 84/02/21 DOLAN, J 

Indiana & Michigan Electric Co DOLAN, J American Electric Power 

Service Corp 2pp 22493 001 24X Fiche 30-315,84/02/21, 

0403020190 


84030*0191 Application for amend to License DPR-74, rev 1 s 1 ng Tech Specs 
re Cycle 3 reload 

ALEXICH. M P Indiana * Michigan Electric Co 84/03/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 7pp 22318 001 
24 X Fiche 30-316,84/03/01,04030*0191 


— 84030*0197 Proposed Tech Spec changes re Cycle 3 reload 

* Indiana * Michigan Electric Co 84/03/01 13pp 22510 OOB 
24 X Fiche 50-316,04/03/01,04030*0191 


8403060195 Forwards "Status Summary Rept on Adequacy of Distributed 
Ignition By* for Hydrogen Control, " In response t 0 NRC 
820429 ltr * commitments made during NRC 830913 meeting in 
Bpthesda, MO 

ALEXICH, M P Indiana t, Michigan Electric Co 04/03/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Bpp 22317 188 
24X Fiche 50-3 1 5, 64 / 03 / 01 , B40306O1 95 


— 84030*0200 "Status Summary Rept on Adequacy of Distributed Ignition Sys 
for Hydrogen Control " 

a Indiana * Michigan Electric Co 84/03/01 3*pp 22317 190 
24 X Fiche 30-313, B4/03/01. 64030*0193 


8403060203 Forwards proprietary & nonpropr 1 e tary info supporting 
application for Tech Bpec changes for Cycle 5 reload 
Proprietary repts withheld 

CHANDLER. J C Exxon Nuclear Co , Inc (subs of Exxon Corp ) 
84/03/02 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 5pp 22538 224 24X Fiche 50-31*, 04/03/02, 8403080205 


— B4030B0210 Suppl 1 to “DC Cook Uni.t 2, Cycle 5 BAR » 

COPELAND, R A , STOUT, R B , WILLIAMSON, H E Exxon Nuclear Co., Inc 
(subs of Exxon Corp > XN-NF-B3-83 601 04/02/23 ISpp 

22336 229 24X Fiche 30-3 1 6, 64/03/02, B4030B0203 
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— B4030B0216 Nonp rapr i e tar y "DC Cook Unit 2 Cycle 3 - 57. Steam Genei ator 
Tube Plugging Limiting Break LOCA/ECCS Analysis " 

ADES, M J , BRAUM, D J . FAU3Z.N F Exxon Nuclear Co , Inc Hubs 
of Elion Corp 1 XN-NF-B4-21 CNP) 84/03/01 65pp 22539244 
24X Fiche 50-316.84/03/02,8403000205 


--B4030B0220 "DC Cook Unit 2, Cycle 5 SAR “ 

WIMPY. P 0 , SROOENiF B . HILL I AMSOH, H E Enon Nuclear Co , Inc 
<subs of Elion Corp ) XN-hF-83-85 03/10/24 34pp 2255a 310 

24X Fiche 50-316.84/03/02,8403060205 


— 8403080223 Nonproprietary Rev 2 to "Plaht Transient Analysis for DC 
Cod k Unit 3 Reactor at 3,425 MWT Operation W/5X Steam 
Generator Tube Plugging " 

ADAMS, F T , KAYSER.W U . CHANDLER, J C Exxon Nuclear Ca , Inc 
(subs of Ellon Corp > XN-NF-B3-33 <NF) R02 84/03/03 114pp 

22556 345 24X Fiche 50-316, B4/03/02, 0403080205 


9403190450 Forwards "SER, Pump J, Valve Inservice Testing Program, DC Cook 
Nuclear Plant, Units 1 U 2," identifying deficiencies 
requiring resolution Meeting to discuss deficiencies 
reque sted 

VAROA, 5 A Operating Reactors Branch 1 94/03/05 DOLAN, J 

Indiana & Michigan Electric Co DOLAN, J American Electric Power 

Service Corp 3p p 22680 340 24X Fiche 50-315,84/03/05, 

8403 1 90450 


--B40307Q390 Requests meeting ui/utli in Mar 19B4 to resolve def tc lent les 
In pump U valve inservice testing program Contractor rep t 
enc 1 

RQ5NAH, R J Mechanical Engineering Branch 84/03/01 VAROA, 6 A 
Operating Reactors Branch 1 ip 22680 342 24X 

Fiche 50-315,84/03/03,8403190430 


--8403070395 “SER, Pump tr Valve Inservice Testing Program, DC Cook Nuclear 
Plant. Units I U 2 ’’ 

COOK, T L , RDCKHDLD, H C EGttG, Inc FIN A-6265 EGQ-EA-6413 

83/10/31 NRC - No Detailed Affiliation Given 23pp 

22630 343 24* Fiche 50-315,84/03/05,0403190430 


0403140224 Interprets current Tech Specs as allowing control rod 
movement described in util 340130 1 tr Tech Specs require 
23 ft of water over top of reactor vessel flange during 
movement of fuel assemblies or control rods 

VARGA, B A Operating Reactors Branch 1 B4/03/07 DOLAN, J 

Indiana t> Michigan Electric Co DOLAN, J American Electric Power 

Service Corp 4pp 22637 326 24X Fiche 30-315,84/03/07, 

04031 40224 


B4D3190Q97 Forwards nonp r Op r 1 etary version Of XN-NF-82-90 CNP ) , Supp 1 1, 
"Potential Radiological Consequences of Incidents Involving 
High Exposure Fuel,' which supports application for Tech 
Spec changes for Cycle 3 reload 

CHANDLER. J C Eixon Nuclear Co , Inc (subs of Exxon Corp ) 
04/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 6pp 22639 024 24X Fiche 50-316,84/03/13,040 3130097 


— 0403150104 "Potential Radiological Consequences of Incidents Involving 
High Exposure Fuel, DC Cook, Unit 2 " 

COPELAND, R A . KAVSER. W V . STOUT, R D Eicon Nuclear Co , Inc 
(subs of Ex i on Corp > XN-NF-82-90 (NP1 SOI B4/03/31 24pp 

22639 030 24X Fiche 30-316.84/03/13,8403150097 


6403300296 Advises that goal for completion of technical reviews t, 
implementation of all NUREQ-0737 i t ems , e i c 1 u d t ng Supp 1 1,1s 
Sept 1984 Requests to be advised of potential problems 
within 30 dags 

VARGA, B A Operating Reactors Dranch 1 94/03/13 DOLAN, J 

Indiana {< Michigan Electric Co DOLAN, J American Electric Power 

Service Corp 2pp 22B44 316 24X Fiche 50-315,04/03/13, 

0403300296 


0403200210 Application to amend License DPR-74. r evis 1 ng Tech Specs re 
flowrate for flow balance test of safety injection pumps 
ALEX ICH, M P Indiana 6 Michigan Electric Co B4/03/15 DENTON, H ft 
Office of Nuclear Reactor Regulation, Director 7pp 22699 293 
24X Fiche S0-3S6. B4/03/15, B403200210 


— -8403200254 Proposed Tech Specs re flowrate for flow balance test of 
safety injection, pumps 

* Indiana & Michigan Electric Co 84/03/15 14pp 22699 300 
24X Fiche 50-316,84/03/13,6403200210 


0403200223 Application foT amend to Licenses DPR-5B 6 DPR-74, revis i ng 
Tech Specs re reactor coolant vent sys per TMI Item It B 1 
Justification for NSHC provided in 040120 ltr still 
appl (cable 

ALEX ICH, M P Indiana & Michigan Electric Co 04/03/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22690,190 
24X Fiche 50-315.04/03/15,8403200223 


--840320022B Revised proposed Tech Specs for reactor coolant Vent sys 
per TMI Item II B 1 

» Indiana t, Michigan Electric Co 84/03/19 7pp 22690 192 
24 X Fiche 90-31 9, B4/03/ 1 5, 0403200223 


8403300247 Notification of 040337 & 28 meetings w/util in 
Stevansvi Ue. MI to discuss current preliminary review of 
inservlce testing program fur pumps & valves S, forthcoming 
10-gr program 

WJQGINTGN.D Operating Reactors Branch 1 04/03/15 VAROA, 8 A 

Operating Reactors Branch 1 2pp 22026 361 24X 

Fiche 90-315.84/03/15,8403300247 


8403300100 Forwards Rev i to XN-rF-a3-89, Sup p 1 1. "DC Cook Unit 2, 
Cycle 5 SAR " 

CHANDLER, J C Exxon Nuclear Co , Inc (subs of Exxon Corp 1 
04/03/16 DENTON, H R Office of Nuclear Reactor Regulation, 
Director Ip 23699 106 34X Fiche 50-316,84/03/16,0403200100 


— 0403200101 Rev l.Suppl I, to "DC Cook Unit 2, Cycle 5 SAR " 

COPELAND, R A , WILLIAMSON, H E . STOUT, R 0 Exxon Nuclear Co , Inc 
(suba of Exxon Corp ) XN-fF-83-05 R01 SOI 04/03/15 12pp 

22699 107 24X Fiche 50-316,84/03/16.8403200100 


B403270110 Forwards responses to NRC questions re proposed 840301 & 15 
Tech Spec change requests to flow rate far safety injection 
pump flow balance test Info constitutes supplemental info 
for changes to Cycle 5 reload 

ALEXICH. M P Indiana & Michigan Electric Co 04/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 7pp 22774 041 
34X Fiche 50-316, 84/03/23, 04O327OL 10 


□ Inspection reports, IE Bulletins h correspondence 


8403050223 Further response to TOIA request for records of named 
individuals, including rep ts. analyses, stud les, test 
co I cula t ions, proc edures & practices for measurement of RCS 
leakage Forwards App C documents Search continuing 
FELTDN, J M Division of Rules and Records 04/02/07 MADDEN, T J 
Kaye, Scholar, Fierman, Hays b Handler 3pp 22496 334 24X 

Ficha 30-000.84/02/07.0403090223 


— 0403050296 Not i fie s that independent measurements of Identified 5, 
unidentified RCS leak rates for all PHRs in Region 111 
performed per Procedures 61727D 6 6172BB Insp findings 
summarl ted 

N0RELIU9, C E Division of Engineering 82/03/00 JORDAN, E L 
Division of Engineering Si duality Assurance (Pre 630103 ) 2pp 
22496 270 24X Fiche 90-000.84/02/07,8403030223 


0403080299 Forwards IE Insp Rb p ts 50-315/04-04 l< 50-316/84-04 on 
840307 No noncompliance Identified 

LITTLE, W S Region 3, Office of Director 84/02/24 DOLAN, J E 
American Electric Power Service Corp DOLAN, J E Indiana & Michigan 
Electric Co 2pp 22997 272 24X Fiche 50-315.84/02/24,8403080299 


— 8403060302 IE Insp ReptB 50-319/04-04 & 50-316/84-04 on 840207 No 
noncamp 1 ianc e or deviations Identified Major areas 
inspected documentation 5< walk-downs re equipment discussed 
in IE Info Ltr Bl-14 

KEATING, D E , MUFFETT, J , OANIELSQN. D H Region 3, Office of 
Director 04/02/25 3pp 22957 274 24X Fiche 50-315,84/02/24, 

B4030BQ299 


84031301 16 Forwards IE Mg t Meeting Repts 50-315/84-03 t, 50-316/84-03 on 
840131 

KEPPLER.J G Region 3, Office of Director, 04/03/24 DOLAN, J E 
American Electric Power Service Corp DOLAN, J E Indiana It Michigan 
Electric Co 2pp 22509 209 24X Fiche 50-31 5, 04/02/24, B403120U6 


— 0403120124 IE Mgt Meeting Rb p ts 50-315/84-03 & 50-316/84-03 on B40131 
Major areas discussed progress S< status of licensee 
regulatory performance improvement program 
SHAFER, W D , NOR EL I US, C E Region 3, Office of Director 
84/02/21 3pp 22 5D9 211 24X Fiche 90-319,84/03/24,8403120116 


040 1 190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits s< Annunciation " Svc list 
end, 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103), 04/02/28 Consolidated Edison Co of New 

York, Ine J19pp 22909 239 24X Fi c h e: 50-000, 84/02/38, 8401 190072 


0403060303 Ack receipt of 840210 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/83-22 ti 
50-316/03-23 

PAPERIELLO, C J Region 3, Office of Director 84/03/01 DOLAN, J. E 
American Electric Power Service Corp DDL AN, J E, Indiana U 

Michigan Electric Co lp 22315:357 24X Fiche' 90-31 5, 84/03/01, 

0403060305 
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— 8403060313 Respond* to NRC 840111 1 tr re violations noted in IE Insp 
Rapt* 30-313/83—22 * 30-316/83-23 Corrective action* lab 
perionnel relnstructed In properly logging analysis result* 
ALEXICH, M P Indiana & Michigan Electric Co 84/02/10 
KEPPLER.J G Region 3, Office of Director 4pp 22313 338 24X 

Flche 30-313.84/03/01.8403060303 


0402090007 IE Info Notice 84-14. "Highlights of Recent Tran*port 
Regulatory Revs by DOT 4. NRC " 9vc list enc 1 

GRACE. J N Division of QA. Safeguards 6 Inspection Programs (Po*t 
830103) 84/03/02 Consolidated Edison Co of Neu York. Inc 

130pp 22338 329 24X FiChe 30-000.84/03/02,8402090007 


0402090008 IE Info Notice 84-16. "Failure of Automatic Sprinkler 9ys 
Valves to Operate " 8vc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) B4/03/02 Consolidated Edison Co of New 

York. Inc. 122pp 22333 090 24X Flche 30-000.84/03/02.8402090008 


0402090009 IE Info Notice 84-13. "Reporting of Radiological Releases 11 
Gvc list end 

JORDAN. E L. Division of Emergency Preparedness & Engineering 
Responee (Post 830103) 84/03/02 Consolidated Edison Co of Neu 

York, Inc, 119pp 22333 217 24X Flche 30-000.84/03/02,8402090009 


0402090011 IE Info Notice 84-17. "Problems W/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp 11 Svc list end 
JORDAN. E L Division of Emergency Preparedness k Engineering 
Reiponee (Post 830103) 84/03/03 Consolidated Edison Co of Neu 

York, Inc 117pp 22333 336 24X Fi c he. 50-000, 84/03/03, 840209001 1 


6403000200 Ack receipt of 040214 ltr providing addl info re Section 
B 2. C, "Review of Test* or Experiment*, " of 840120 
submittal in response to 831117 confirmatory action ltr 
Bubj will be examined during subsequent Insp 

KEPPLER.J 0 Region 3, Office of Director 84/03/03 DOLAN, J E 
American Electric Power Service Corp DOLAN, J E Indiana k Michigan 
Electric Co Ip 22360 01? 24X Fiche 50-315,84/03/03,8403080208 


— 0403080214 Submits addl info to 840120 ltr, In response to 031117 
confirmatory action ltr, Section B 2 C, "Review of Tests or 
Experiment* " Term "nonroutine test* or experiments" 
clarified. 

ALEXICH.M P Indiana k Michigan Electric Co 84/02/14 

KEPPLER.J 0, Region 3, Office of Director lp 22360 020 24X 

Fiche- 30-313, 84/03/03, 8403060208 


6402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Insp* of 
Fire Protection Safe Shutdown By ■ " Svc list end 
JORDAN, E. L Division of Emergency Preparedness k Engineering 
Responio (Post 830103) B4/03/07 Consolidated Edison Co of New 

York, Inc ilSpp 22633:049 24X Fi c he. 30-000, 84/03/07, 8402090024 


6402090028 IE Info Notice 84-18. "Stress Corrosion Cracking in PUR 
By*. " Svc list enc] 

JORDAN, E L. Division of Emergency Preparedness k Engineering 
Responee (Post 330103) 84/03/07 Consolidated Edison Co of New 

York, Inc iiepp 22304-186 24X Flche. 30-000, 84/03/07, 8402090028 


6403160034 Requeete relief from provisions of ASME Section XI - 1974, 
Table IWD-2300 exam Categories B-L-l k B-L-2 for reactor 
coolant pump 

ALEXICH.M P Indiana k Michigan Electric Co 84/03/08 DENTON, H R 
□ffice of Nuclear Reactor Regulation, Director 3pp 22654 337 
24X Fiche 30-313,84/03/08,8403160034 


0402090031 IE Bulletin 84-02, "Failures of OE Type HFA Raleys in Use in 
Class IE Safety Sya “ 8vc lift end 

DEYOUNG, R. C, Director's Office, Office of Inspection and 
Enforcement 84/03/12. Consolidated Edison Co of New York, Inc 

134pp. 22823.094. 24X Fiche 30-000, 84/03/ 12, B402090031 


8403300042 Forwards IE Inep Repts 30-313/84-03 k 30-316/84-03 on 
840213-17 V notice of violation 

PAPER IELLO, C. J. Region 3, Office of Director 84/03/14. DOLAN, J E 
American Electric Power Service Corp DOLAN, J E Indiana & 
Michigan Electric Co 2pp 22821 343. 24X Flche 30-313,84/03/14, 

0403300042. 


— 0403300047 Notice of violation from insp on 840213-17 

PAPER IELLO, C J Region 3, Office of Director 84/03/14 2pp 
22021.343. 24X Fiche: 50-313, B4/03/14, 8403300042, 


—0403300031 IE Insp Rept* 30-313/04-05 «< 30-316/84-03 on 840213-17 
Nuneomp 1 lance identified failure to meet scheduler emergency 
plan k procedure requirement# 

SNELL, U 0., PHILLIPS, M P. Region 3. Office of Director 84/03/12 
12pp 22821 348. 24X Fiche 30-313,84/03/14,8403300042 


8403300202 Requests relief from 10CFR30 35a ( g ) provisions to allow both 
facilities to begin second 10-yr Insp interval on same date 
Same start date would allow more efficient & uniform use 
of personnel 

HERING, R F Indiana k Michigan Electric Co 84/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3p p 22686 347 
24X Fiche 30-313,84/03/13.8403200202 


B403220050 Ack receipt of 84030B ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Repts 30-313/84-01 6 
30-316/84-01 

PAPER IELLO, C J Region 3, Office of Director 84/03/1? DOLAN, J E 

American Electric Power Service Corp DOLAN, J E Indiana J, 
Michigan Electric Co lp 22714 331 24X Fiche 30-315,84/03/19, 

8403220030 


— 8403220060 Responds to NRC 840210 ltr re violations noted In IE Insp 
Rept* 50-315/04-01 k 50-316/04-01 Corrective actions control 
roam functional responsibilities transfer formalized in 
procedures k emergency plan implementing procedures revised 
ALEXICH.M P Indiana k Michigan Electric Co 84/03/08 
KEPPLER.J 0 Region 3, Office of Director 2pp 22714 332 24X 

Flche 50-313,84/03/19,8403220030 


8403230137 Ack receipt of 840210 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-313/83-19 
Confirms understanding that functional logic diagrams under 
review & revived diagrams will be available by mid-Apr 
N0RELIU8. C E Division of Project k Resident Programs 84/03/19 
DOLAN, J E American Electric Power Service Corp DOLAN. J E 
Indiana k Michigan Electric Co Ip 22730 147 24X 

Fiche 30-313,84/03/19,8403230137 


— 8403230138 Responds to NRC S31228 lr re violations noted in IE Insp 
Repts 30-313/83-19 k 30-316/03-20 Corrective actions valve 
restored to proper position upon discovery of error Sample 
pump restored to svc 

ALEXICH.M P Indiana 6 Michigan Electric Co 04/02/10 
KEPPLER.J 0 Region 3, Office of Director 6pp 02730 14B 24X 

Flche 50-313,04/03/19,8403230137 


8402090043 IE Info Notice 04-19, "Two Events Involving Unauthorized 
Entries into PUR Reactor Cavities 11 Svc list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 8301031 84/03/21 Consolidated Edison Co of New 

York, Inc I23pp 22823 229 24X Fiche 30-000,84/03/21,8402090043 


0402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
By a " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Fiche 30-000, S4/03/21. 0402090044 


0403270047 Respond* to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold by Ray Miller, Inc " Nuclear grade metis not 
purchased directly from Ray Miller, Inc Review of mat]* 
supplied by subvendors continuing 

ALEXICH, M P Indiana k Michigan Electric Co B4/03/22 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement lOpp 22769 299 24X Fiche 50-315,84/03/22, 

0403270047 


R Periodic operating reports 6 related correspondence 


8403130239 "Annual Operating Rept, 1983 " W/840229 ltr 

STIETZEL. J F , SRENSSCJN, B A , SMITH, U 0 Indiana k Michigan Electric 
Co 03/12/31 KEPPLER.J 0 Region 3. Office of Director 31pp 
22606 017 24 X Fiche 30-313,83/12/31,840313023? 


0403020007 Monthly operating rept for Jan 1984 U/B40213 ltr 

QILLET, W T , PEAK, G J, , SVENBBON. B A Indiana k Michigan Electric 
Co 84/01/31 Bpp 22442 213 24X Flche 30-316,84/01/31, 

8403020007 


8403300133 Monthly operating rept for Feb 1984 U/840308 ltr 

QILLETT. U T , SMITH, H Q Indiana k Michigan Electric Co 04/02/29 
7pp. 22021 068 24X Fiche 30-316,84/02/29,8403300135 


8403080169 Forward# "Radioac 1 1 ve Effluent Release fiept.Jul-Dec 1903 11 
ALEXICH.M P Indiana fc Michigan Electric Co 84/03/01 

KEPPLER.J 0 Region 3, Office of Director lp 22618 001 24X 

Fiche 30-313, 84/03/0 1 , B4030B01 69 


— 8403130420 "Semiannual Radioactive Effluent Release Rept,Jul-Dec 1983 
* Indiana k Michigan Electric Co 83/12/31 332pp 22618’0Q2 

24 X Flche 30-313,84/03/01,8403080169 
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S Reportable occurrence*, LER s & related correspondence 


6303170014 Forwards AC0D/T303. "Seat Degradation In Henry Pratt 
Butterfly Valves " Info appears to represent potential 
generic problem IE Info notice or circular recommended 
BROWN, E J Reactor Operations Analysis Branch 83/03/02 
SEYFRIT.K V Reactor Operations Analysis Branch la 22773 167 
24X Fiche 30-313. B3/03/02, 0303170014 


— 8303170017 "Seat Depredation in Henry Pratt Butterfly Valves," 
technical review rept ’ 

DROWN, E J Director's Office 03/02/24 4pp 2277S 1 6B H4X 
Fiche 50-313,83/03/03,8303170014 


5403200317 LER 04-002-00 on 640518, turbine/reactor trip occurred from 
full power while placing moisture separator reheater steam 
coils in svc Caused by operator failing to close main steam 
supply valves Procedure modified W/840316 ltr 

BAKER, K R , GMITJhW G Indiana !< Michigan Electric Co 84/03/16 
□pp 22699 341 24X Fiche 80-316,84/03/16,8403200217 


DOCKET 50-317 CALVERT CLIFFB NUCLEAR POWER PLANT, UNIT 1 


F Security, medical, emergency & fire protection plans 


8403140228 Public version of Rev 2 to Emergency Plan Implementing 
Procedure ERPIP A E. "Rev iew/Approva 1 , 11 W/831214 ltr & 

JM Falton B40312 release memo 

RUSSELL, L B . USr.V Baltimore Gas it Electric Co B3/13/14 9pp 
22637 317 24X Fiche 50-317, 83/12/14,8403140228 


8403150091 Forwards safeguards Info Info withheld (ref 10CFR73 21) 
JOLLEY. J It Baltimore Oas it Electric Co. 84/02/10 CLARK, R A 
Operating Reactors Branch 3 ip 22643 001 24X 

Fiche 30-317, B4/02/10, 8403150091. 


8403020300 Rev 9 to emergency plan implementing Procedure ERP1P-5 0, 
"Preparation t Control of Emergency Response " W/B40227 ltr 
USI.V , RUSSELL, L 0 Baltimore Gas t< Electric Co B4/02/14 lOpp 
22440 042 E4X Fiche 30-317, B4/02/ 14, B403020300 


8403010301 Responds to util 631024 request for changes to Rev 12 to- 
security plan V Rev 2 to training & qualification plan 
Changes consistent w/provis i ons of 10CFR30 34{p> l< 
accep tab) r 

MARTIN, T T Division of Engineering i< Technical Programs 04/02/23 
BOWK AKER, N v Baltimore Oas & Electric Co, 4pp 22432 118 24X 

Fiche 30-317,64/02/23,8403010301 


8403130155 Forwards Rev 9 to Emergency Response Plan Implementing 
Procedure ERP1P-3 0, "Preparation ii Control of Emergency 
Response " 

USI.V Baltimore Gas 6 Electric Co 84/02/57 Director's Office, 
Office of Inspection and Enforcement Ip 22642 2B9 24X 

Fiche 30-317,84/02/27,8403150133 


8403020343 Forwards EALP rept for Oct 1982 - flept 1963 Maint of low 
personnel error rate merits continued attention, 

MURLEY, T E Region 1, Office of Director 34/02/29 LUNDVALL, A E 
Baltimore Gas 8, Electric Co 3pp 22437 217 24X 

Fiche 30-317,84/02/29,8403020343 


— B40302Q345 8 ALP rept for Oct 19B2 - Sept 1983 

• Region, I, Office of Director 83/12/12 37pp 22439; 220 24X 

Fiche 80-317.84/02/29,8403020343 


— 8403020347 Forwards SALP rspt for discussion Si review at 031220 meeting 
in Bsltimore*M& Rectnt performance during 830914 emergency 
preparedness exercise tt two Category III areas will be 
discussed 

STARQSTECKI, R Division df Project «< Resident Programs 03/12/14 
LUNDVALL, A E Baltimore Oas fc Electric Co lp 22439 207 24X 

Fiche 80-317.84/02/29,8403020343 


8403150110 Rev 9 to Radiological Emergency Plan Implementing Procedure 
ERPIP-3 2, "Emergency Planning Unit Records " W/B40306 ltr. 

USI.V Baltimore Gas it Electric Co 84/03/06 3pp. 22640 20? 

24X fiche 50-317,84/03/06,0403130110 


£403190243 Notification of 040416 workshop in King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp L topics described in IE Info Notice 
84-09 Agenda for workshop end 

MURLEY, T E Region 1, Office of Director 84/03/09 O'TOOLE, J D 
Consolidated Edison Co of New York, Inc, HARRINOTON.W D Boiton 
Edison Co MURPHY, W P. Vermont Yankee Nuclear Power Corp 33pp. 
22672* 062 24X Fiche 30 - 000 , B4/03/09, 8403190243 


8403210006 Forwards IE Insp flepts 30-317/83-33 & 30-31B/B3-33 on 
031212-16 No violation* observed 

MARTIN, T T Division of Engineering t. Technical Programs 04/03/09 
LUNDVALL, A E Baltimore Gas t. Electric Co Zpp 22704 334 24X 

Fiche 30-317,04/03/09,8403210006 


— 0403210016 IE Intp Repts 30-317/83-33 & 80-318/03-38 on 831212-16 No 
violations identified Major areas inspected emergency 
preparedness activities outlined In IE insp procedures It 
review of emergency response plan 

COHEN, I , HAWXHURST, J J , CROCKER, H W. Region 1, Office of 
Director 04/02/17 6pp 22704 336 24X Fiche 80-317, B4/03/09, 

8403210006 


8403190010 Forwards Celvert Cliffs Instruction CCI-310, "Emergency 
Operating Procedure Writers Quids," implementation 
schedule, val idati on verification plan & training plan per 
Sup p 1 1 to NURE0-0737 

LUNDVALL, A E Baltimore Gas t. Electric Co 84/03/14 MILLER, J, R 
Operating Reactors Branch 3 3pp 22666 001 24X 

Fiche 30-317,04/03/14,0403190018 


— 0403190023 Calvert Cliffs Instruction CCI-310, "Emergency Operating 
Procedure Writers Guide " Emergency operating plan 
validation/verification plan S< training plan end 

* Baltimore Gas t< Electric Co 84/03/14 46pp 22666*006 24X 

Fiche 30-317,04/03/14.0403190018 


8403220032 Requests exemption from specific requirements of Section 
III 0 2 of 1 0CFR30. App R & approval of aquivalent 
separation within Fire Areas 39,40,42 it 43 

LUNDVALL, A E Baltimore Gas J, Electric Co 84/03/14 MILLER, J R, 
Operating Reactors Branch 3 4pp 22714 333 24X 

Fiche 30-317,04/03/14,0403220032 


0403200029 Forwards FEMA evaluation of Town of Lusby, Ca Ivert County, MD 
post-exercise radiological emergency preparedness plans for 
facilities Schedule for corrective actions re offsite 
emergency preparedness deficiencies requested 

MARTIN, T T Division of Engineering & Technical Programs 84/03/13. 

LUNDVALL, A E Baltimore Gas L Electric Co 3pp 2269? 234 24X 

Fiche 30-317,84/03/13,0403200029 


— 8403200039 Evaluation of Town of Lusby , Ca Ivert County, MD post-exercise 
radiological emergency preparedness plans for facilities 
s Federal Emergency Management Agency B3/10/13 56pp 
2269? 237 24X Fiche 30-317, 84/03/13, 8403200029 


6403220080 Forwards list of lo-cat news media available for public 
broadsa sting/no ti f Icati on List used in lieu of FR for 
exigent or emergency license amends 

LATHAM, D W Baltimore Gas it Electric Co 84/03/13 JAFFE, D H. 
Operating Reactors Branch 3 2*pp 22716 263 24X 

Fiche 50-317,04/03/13,8403220000 


B4033001B2 Forwards safeguards info Info withheld (ref 10CFR73 21) 
JOLLEV, J R Baltimore Gas t« Electric Co 84/03/21 MARTIN, T T 
Division of Engineering & Technical Programs lp 22820 044 24X 

Fiche 30-317, 84/03/21, 84033001B2 


U Insurance tc indemnity information 


6403140036 Forwards Endorsements 36 S< 97 to NELIA Policy NF-216, 
Endorsement 43 to MAELU Policy MF-76 t. Endorsement 23 to 
NELIA Policy N8-34B 

0AMM1E, G B Baltimore Gas «< Electric Co 84/03/07 DINITZ.l. 
Office of State Programs, Director 3pp 22633 124 24X 

fiche, 50-317, 64/03/07, 0403140036 


P Operating license stage document* it correspondence 


64030101 1 7 Partial response to FQIA request for document* by named 
individuals re Tep ts, analyse t, stud i es, procedures it syi for 
measurement of RCB leakage App B documents placed in PDR, 

App A documents already available in PDR Search continuing 
FELTON, J M Division of Rules and Records 84/01/25 MADDEN,! J 
Kaye, Scholar, Flerman, Hays t« Handler 7pp 22480 026. 24X 

Fiche 30-000,84/01/29,6403010117 


— 6011070322 Bummer i x es results at independent evaluations of primary 
tys leak rate 8, some considered extensions Extension of 
specific evaluations to all PW8 facilities recommended 
Draft procedure re evaluations will be submitted by 800915 
JORDAN, E, L Division of Reactor Operations Inspections 80/06/21 
MDSELEY.NC Division of Reactor Operations Inspections, llpp 
22400 266 24X Fiche 50-000, B4/01 /23, 64030101 17 
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@403090303 Notification of 840316 meeting w/util & INEL in Bethesda.MD 
to discus* fc resolve outstanding issue* re qualification of 
electric equipment 

JAFFE.D H Operating Reactors Branch 3 84/02/27 MILLER, J R 

Operating Reactors Branch 3 2pp 22S01 267 24X 

Fiche 90-317,04/02/27,8403030303 


8403260236 Forwards "Summary of Startup Testing for Cyde 7 " 

LUNDVALL. A E Baltimore Oas J, Electric Co 84/02/27 HURLEY, T E 
Region 1, Office of Director lp 22734 317 24X 

Fiche 90-317,84/02/27,8403260236 


— 0403260248 "Summary of Startup Testing for Cycle 7 " 

* Baltimore Oas U Electric Co B4/02/27 Bpp 22734 318 24X 

Fiche 90-317,84/02/27,8403260236 


8403060263 Suppli response to Generic Ltr 83-28, "Required Actions 
Based on Generic Impllcetlons of Salem ATWB Event " Tabular 
assessment of status & scheduled date for completion of 
specific 1 terns end 

LUNDVALL, A E Baltimore Oas & Electric Co 84/02/29 EISENHUT, 0 0 
Division of Licensing 32pp 22317 323 24X Fiche 30-317, 

84/02/27, 8403060263 


8403060400 Requests mod of 830316 order requiring Installation of noble 
gas steam effluent monitor by B40301 Mod reflects commitment 
to install acceptable replae ement for existing sys prior to 
841231, in lieu of schedule proposed in util 840203 ltr 
L UNDUAL L, A E Baltimore Gas i, Electric Co 84/03/01 MILLER, J R 

Operating Reactors Branch 3 2pp 2251B 274 24X 

Fiche. 30-317, 84/03/01, B403060400 


8403080083 Forwards order modifying implementation date for TMI Action 
Item II F 1 1, "Noble Oas Bteam Effluent Monitor, " per 
NUREO-0737 Order provides new completion date D f B4123I W/o 
■ nc 1 

MILLER, J R Operating Reactors Branch 3 84/03/02 LUNDVALL, A E 

Baltimore Oas 6 Electric Co 4pp 22904 079 24X 

Fiche 90-317,84/03/02,8403080083 


8403160040 Advises that work required to resolve concerns in Oenerlc 
Ltr 81-14. "Seismic Oual i Pica t ion of Auxiliary Feedwater 
Bys," completed, per 820106 request Valves successfully 
qualified by analysis w/o need for mad 

LUNDVALL, A E Baltimore Oas It Electric Co 84/03/14 MILLER, J R 
Operating Reactors Branch 3 2pp 22699' 132 24X 

Fiche 90-317,84/03/14,0403160040 


8403220014 Informs of recent assignment of EC Weniinger as chief, 
Reactor Projects Section 1A, effective immediately 

BTAR08TECKI, R Division of Project & Resident Programs 84/03/19 
LUNDVALL, A E Baltimore Oas 6 Electric Co 2pp 22712 341 24X 
Fiche 30-317,84/03/19,8403220014 


0403300070 Responds to request for voluntary participation re questions 
raised in Generic Ltr 83-41 List of type of diesel generator 
starts & frequency of starting cycles, based on surveillance 
testing & corrective malnt activities, end 

LUNDVALL, A E. Baltimore Oas t, Electric Co 84/03/20 EISENHUT, D 0 
Division of Licensing 6pp 2ZB22 077 24X Fiche 90-317,84/03/20, 

0403300070 


Q Inspection reports, IE Bulletins Si correspondence 


8403030203 Forwards Structural 6 Geotechnical Engineering Branch 
request for addl info for completion of review of IE 
Bulletin 80-11, "Masonry Mall Design " Response requested 
within 60 days of receipt of ltr 

HILLER, J R Operating Reactors Branch 3 84/02/24, LUNDVALL, A E 

Baltimore Oas & Electric Co 7pp 22328 133 24X 

Fiche. 90-317, 84/02/24, 0403090203 


8401190072 IE Info Notice 84-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits & Annunciation " 8ve list 
anc 1. 

JORDAN, E L Division Of Emergency Preparedness 6 Engineering 
Response (Post 930103) 04/02/28 Consolidated Edison Co of New 

York, Inc 119pp 22707-237 24X Fi c he 90-000, 84/02/28, B40U90072 


0403020343 Forwards BALP rept for Oct 1782 - 8ept 1783 Maint of low 
personnel error rate merits continued attention 

MURLEY, T E Region 1, Office of Director 84/02/29 LUNDVALL, A E 
Baltimore Oas & Elactrlc Co 3pp, 22437 217 24X 

Fiche- 30-317. 84/02/27, 8403020343 


—8403020343 SALP rept for DC t 1782 - Bept 19B3. 

a Region 1, Office of Director 83/12/12 S7pp 22437.220 24X 

Fiche. 30-317, B4/02/27, 8403020343 


— 8403020346 Forwards AE Lundvall 830916 & 1202 Itrs listing cflrrective 
actions retwo Category III areas on valve lineups 6 fuel ail 
day tank level addressed in SALP rept * 

LUNDVALL, A E Baltimore Oas 6 Electric Co 04/01/06 MURLEY, T E 
Region l, Office of Director lp 22439 277 24X 

Fiche 90-317,84/02/29,8403020343 


— 8403020347 Forwards SALP rept for discussion 6 review at 831220 meeting 
In Baltimore, MD Recent performance during 030914 emergency 
preparedness exercise tc two Category III areas will be 
discussed 

STAROSTECKI.R Division of Project 6 Resident Programs 83/12/14 
LUNDVALL.A E Baltimore Gas It Electric Co lp 22439 207 24X 

Flcho 90-317,84/02/29,8403020343 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT *, NRC 11 Bvc list end 

GRACE, J N Division of OA, Safeguards 6 Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22992 329 24X Fiche 90-000,84/03/02,8402070007 


0402090000 IE Info Notice 04-16, "Failure of Automatic Sprinkler Bys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B30103) B4/03/02 Consolidated Edison Co of New 

York, Inc 122 pp 22993 098 24X Flch e 30-000. 84 /03/02, B402070008 


8402090007 IE Info Notice 84-19, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22993 217 24X Fiche 90-000,84/03/02,8402090009 


8402090011 IE Info Notice 84-17. "Problems U/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 84/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22553 336 24X Fiche 50-000, B4/O3/09, 840209001 i 


8403190049 Proposes to extend Unit I inservice insp interval end date 
to 070401 to coincide w/Unit 2 to insure both programs 
updated to same yr t, addenda of ASME Code, Section XI 
Exemption requested Class III amend fee remitted 

LUNDVALL, A E Baltimore Oas L Electric Co 84/03/06 MILLER. J R 
Operating Reactors Branch 3 2pp 22643 141 24X 

Fiche 90-317, B4/03/06, 8403130049 


B40319040B Forwards "Calvert Cliffs Unit l, Insp of Steam Generators 11 

& 12, " final rept 

LUNDVALL, A E Baltimore Oas *. Electric Co 84/03/06 MURLEY, T E 
Region i, Office of Director 2pp 22673 3i6 24X 

Fiche 90-317,84/03/06,0403190408 


—8403190409 "Calvert Cliffs Unit 1, Insp pf Bteam Generators 11 6 12," 
Pinal rept 

EMERY. R 5 Zetec, Inc 83/10/31 l27pp 22673310 24X 

Fiche 30-317, 04/03/06, 8403190400 


8402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned FTom Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post B30103) 04/03/07 Consolidated Edison Co of New 

York, Inc liBpp 22639 049 24X FI c h e 90-000, 84/03/07, 8402090024 


8402090028 IE Info Notice 84-10, "Stress Corrosion Cracking in PWR 
Bys " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 1 1 Bp p 22584 186 24X Fiche 50-000,84/03/07,8402090028 


8403210006 Forwards IE Insp Repts 50-317/83-39 t< 90-318/03-39 on 
031212-16 No violations observed 

MARTIN, T T, Division of Engineering fc Technical Programs 04/03/09 
LUNDVALL, A E Baltimore Oas *, Electric Co 2pp 22704 334 24X 

Fiche 90-317,84/03/09,8403210006 


—8403210016 IE Insp Repts 90-317/03-38 50-318/83-35 on 031212-16 No 

violations identified Major areas Inspected emergency 
preparedness activities outlined In IE insp procedures It 
review of emergency response plan 

COHEN, I , HAWXHURBTiJ J , CROCKER, HW Region 1, Office of 

Diroctor 84/02/17 6pp B2704 336 24X Fiche 50-317.84/03/09, 

8403210006 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use In. 
Class IE Safety Sys " Bvc list end 

DEY0UNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134PP 22823 094 24X Fiche 90-000, B4/03/ 1 2, 040209003 1 
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8403260104 Ack receipt of 831201 request for NRC to reconsider 
issuance of noncorap 1 lance per IE Insp Repfcs 30-317/83-23 t 
50-31 8/ 63-23 Violations withdrawn Records ulll be adjusted 


at tordiTigl^ 

MARTIN, T T Division of Engineering U Technical 
LUNDVALL, A E Baltimore Gas h ElectrLc Co 2pp 
Ficho 3 0-317.84/03/15, B4032601G4 


Program* 84/03/15 
22737 333 24X 


0403130299 LER 34-003-00 on B40123, technic Ian* violated Tech Specs by 
opening containment isolation valves 1-8V-6340-0 8, 

1-SV-65Q7-Q during operational maint check New procedure 
written 6 Tech spec amend submitted M/640222 ltr 

EEHELMAN.E M , RUSBELL. L D Baltimore Oas t, Electric Co 04/02/22 
MVRLEY, T E Region l. Office Df Director 4pp 22614 17B 24X 

Fiche 30—317, 04/02/22, 0403130299 


-6403260112 Responds to NRC 031103 ltr re violations noted in, IE Inep 
fiapts 30-317/83-23 6 30-310/83-23 Requests that NRC 
reconsider issuance of nencoep 1 lane e Relevant info not 
discussed U/NSC during e«it interview „ 

LUNDVALL, A E Baltimore Oas 6 Electric Co 03/12/01 MARTIN.! T 
Division of Engineering 6 Technical Programs 2pp 227S7 353 
24X Fiche 30-317.64/03/13,6403260104 


B402090043 IE Info Notice 04-19, “Two Events Involving Unauthoriied 
Entries into PWff Reactor Cavities " Svc list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York. Inc 123pp 22623 229 24X Fi c he 30-000, 04/03/21 , 6402090043 


8402090044 IE Info Notice 84-20. “Svc Life of Relays in 0a f e ty-R e la t e d 
By s " Svc list end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison CD of New 

York, InC 135pp 22933 001 24X Fiche 50-000.04/03/21.6402090044 


r Periodic operating reports h related correspondence 


0403200000 Monthly operating repts For Feb 1904 H/64031 5 ltr 
BEWLEY. E K Baltimore Oas 6 Electric Co 04/02/29 ISpp 
22665 273 24X Fiche 50-317,04/02/29.0403200003 


0403130305 Forwards “Semiannual Effluent Release Rtpt. 11 for Second Half 
1983 U meteorological data for Jul-Sept 1983 L Oct-Dee 1983 
LUNDVALL. A E Daltimore Oas Ic Electric Co 04/03/01 HURLEY. T E 
Region 1. Office of Director ip 22607 276 24X 

Fiche 50-317,34/03/01,8403130303 


--0403130314 “Semiannual Effluent Release Kept." Second Half 19B3 

e Daltimore Gas 6 Electric Co B3/12/31 !7pp 22607 277 24X 

Fiche 50-317,04/03/01,6403130303 


6403020343 Forwards SALP rept for Oct 19B2 - Sept 1963 Maint of low 
personnel error rate merits continued attention, 

HURLEY, T E Region i. Office of Director 84/02/29 LUNDVALL, A E 
Baltimore Oas h Electric Co 3pp 22439 217 24X 

riche 50-317,64/02/29,8403020343 


— B403020345 BALP rept for Oct 1902 - Sept 1983 

» Region 1, Office of Director 03/12/12 57pp 22439 220 24X 

Fiche 50-317,64/02/29,0403 0 20343 


0403130098 Updated LER 02-O66/O3X-i on 621026, reactor protective sys 
channel B trip units for high power, thermal margln/low 
pressure 6 axial shape index bypassed Caused by two 
oscillators producing noise W/84O305 ltr 

SYDNOR, R S . RUBSELL, L 6 Baltimore Gas !< Electric Co 84/03/05 
3pp 22614 271. 24X Fiche 50-317,64/03/05,8403130093 


0403130252 Updated LER ai-032/03X-l on 810420, reac tor protective sys 
channel D hi power thermal margin/low pressure L axial shape 
Index trip unite bypassed for maint Caused by oscillator 
noise In transmitter M/040305 ltr 

SYDNOR, ft 0 , RUSSELL, L 6 Daltimore Gas 6 Electric Co 04/03/05 
2pp 22614 195. 24X Fi c h e • 50-3 17, 84/03/05, 0403130252 


0403130279 Updated LER S3-037/03X-1 on 630718, response time of trip 
circuit breakers 364 und »r voltag e trip devices slower than 
Tech Spec limits Caused by setpoint dpi ft, Setpoints 
adjusted W/B4Q3Q5 ltr 

SYDNOR, R 0 . RUSSELL. L 0 Baltimore Gas h Electric Co 04/03/05 
2 pp 226)4 130 24X Fiche 50-317,64/03/05,0403130279 


0403130426 Updated LER 83-049/03X-1 on S30818, auxiliary feedwater pump 
It found inoperable Caused by stage Si shaft piece-balance 
being bound up Parts replaced W/B4Q305 ltr 

FARRELL . E V . RUSSELL. L B Daltimore Gas & Electric Co 04/03/05 
2pp 22618 357 24X Fiche 50-317,84/03/09,0403130426 


— 0403130322 “Meteorological Da ta. Jul-Sep t 1903 " 

» Baltimore Gas 6 Electric Co 63/09/30 66pp 22607 894 24X 

Fiche 50-317, B4/03/0I, 6403130305 


— 6403130334 “Meteorological Da i a, Dc t-Dec 1963 " 

* Daltimore Gas 6 Electric Co 63/12/31 33pp 22607 327 24T 

Fiche 50-3(7. 04/03/QI, B403130305 


S Reportable occurrences, LERs 6 related correspondence 


8403230125 Forwards Technical Review Rept AE0D/T315, "Events Involving 
Lass of or Perturbations in Single 120-Valt AC Vital Power 
Supply inverter 6 Attendant Distribution Due Which Resulted 
in Inadvertent Actuations of Safety Sy s “ 

ASHE, F Reactor Operations Analysis Branch S3/05/24 SEYFIUT.K V 
Reactor Operations Analysis Branch tp 22741 347 24X 

Fiche 50-317. B3/05/24, 0403230125 


— 0403230126 "Events Involving Loss of or Perturbations In Single 120- 
Valt AC Vital Power Supply Inverter 6 Attendant Distribution 
Bus Which Resulted in Inadvertent Actuation of Safety By*,’’ 
technical review rept Rept should be provided to MIR 
ASHE. F Reactor Operations Analysis Branch 83/05/24 Bpp 

22741 340 24X Fiche 50-317,03/05/24,8403230125 


8403130295 Updated LER B3-034/03X-1 on 830525, ECCB pump room cooler 12 
taken out of svc Cause unknown Supply piping b strainers 
disassembled, inspected S, cleaned New mechanical preventive 
maint procedures implemented W/B40306 ltr, 

BRANT i K T < RUSSELL, L D Baltimore Gas 6 Electric Co 84/03/06 
2pp 22606 048 24X Fiche 30-317,84/03/06,8403130299 


8403300100 LER 84-004-00 on 040220, charging pumps 12 h 13 removed from 
svc due to excessive packing leakage Caused by defective 
packing Evaluation of alternative packing metis underway 
W/84032B ltr 

JENNINGS, R T , NAPIER, J J , RUSSELLiL B Daltimore Oas it Electric 
Co 84/03/2B 3pp 22822 001 24X Fiche 50-317,84/03/28, 

8403300100 


DDCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F Security, medical, emergency & fire protection plans 


B403140228 Public version of Rev 2 to Emergency Plan Implementing 
Procedure ERPIP A 2, “Revi ew/Approval *' W/831214 ltr 6 
JM Felton 840312 release memo 

RUSBELL, L B , U8I.V Baltimore Gas t< Electric Co 83/12/14. 5pp 
22637 317 24X Fiche 50-317,83/12/14,0403140228 


8403230171 Forwards Technical Review Rept AE0D/T314, “Improper Size 
of Inlet Piping to Primary Safety Valves '* 

IMBRO, E Reactdr Operations Analysis Branch 83/05/34 
BEYFRIT.K V Reactor Operations Analysis Branch ip, 22759 297 
24X Fiche 50-000,83/03/24,0403230171 


— 8403230175 “Improper Slit of Inlet Piping to Primary Safety Valves." 
technical review rept. Reduced diameter inlet piping doss not 
represent safety concern 

IMBRO, E V Director's Office 83/05/24 2pp 22739,296 24X 

Fiche 50-000,63/05/24,9403230171 


6403130356 LER 04-002-01 on B40 127, r ea c t or tripped 6 all eight reactor 
trip breakers opened simultaneously Root cause unknown 
Independent sys failure evaluation will be performed 
W/B402I5 ltr 

9AL YARDS, L E , RUSSELL, L B Baltimore Gas * Electric Co 04/02/15 
HURLEY, T.E Region 1, Office of Director 4pp 22616 204 24X 

Fiche 30-317,84/02/15,0403130356 


8403150091 Forwards safeguard* info, Info withheld (ref 10CFR73 21) 
JOLLEY, J R Baltimore Gas U Electric Co 84/02/10 CLARKiR. A. 
Operating Reactor* Branch 3 IP 22643 001 24X 

Fiche 50-317,84/02/10,8403130091 


8403020300 Rav 9 to emergency plan implementing Procedure ERPIP-S 0, 
“Preparation St Control of Emergency Response " W/840227 ltr 
U8 1, V , RUSSELL, L D Baltimore Gas It Electric Cd 84/02/14. lOpp 
22440 043 24X Fiche 50-317,84/02/14,8403020300 


840301030 1 Respond* to util 031024 request for change* to Rav IB to 
security plan Si Rev 2 to training L yual 1 f 1 cation plan 
Change* consistent w/provlsion* of 10CFR30 54<p> L 
acceptable 

MARTIN, T T Division of Engineering Si Technical Program* 84/02/23 
BOWMAKER, N -V Baltimore Oas S< Electric Co 4pp, 22432:110 24X 

Fiche 50-317,84/02/23,8403010301 
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B403130133 Forwards Rev 9 to Emergency Response Plan Implementing 
Procedure ERPIP-3 O. "Preparation b Control of Emergency 
Response " 

US I, V Baltimore Qas b Electric Co 84/02/27 Director's Office. 

Office of Inspection and Enforcement lp 32642 288 24X 

Fiche 30-317.84/02/27,8403130135 


8403020343 Forwards SALP rept for Oct 1982 - Bept 1983 Maint of low 
personnel error rate merits continued attention 

HURLEY. T E Region 1, Office of Director B4/02/29 LUNDVALL, A E 
Baltimore Gas b Electric Co 3pp 22439 217 24X 

Fiche 30-317,84/02/29,8403020343 


J Insurance b Indemnity Information 


8403140036 Forwards Endorsements 36 b 57 to NELIA Policy NF-216. 
Endorsement 43 to MAELU Policy MF— 76 t< Endorsement 23 to 
NELIA Policy NS-34B 

GAMHIE, G B Baltimore Gas b Electric Co B4/03/07 DINITZ, I 
Office of State Programs. Director Spp 22633 124 24X 

Fiche 30-317,84/03/07,8403140036 


P Operating license stage documents !< correspondence 


— 8403020343 BALP rept for Oct 1982 - Sept 19B3 

* Region 1. Office of Director 83/12/12 37pp 22439 220 24X 

Fiche 30-317,84/02/29,8403020343 


— 0403020347 Forward* BALP rept for discussion b review at 831220 meeting 
in Baltimore, (ID Recent performance during 030914 emergency 
preparedness exercise b two Category III areas will he 
discussed 

0TARD8TECKI, R. Division of Project b Resident Programs 83/12/14 
LUNDVALL, A E Baltlmors Gas b Electric Co lp 22439 287 24X 

FiChS 30-317,84/02/29,8403020343 


8403150110 Rev 9 to Radiological Emergency Plan Implementing Procedure 
ERPIP-3 2, "Emergency Planning Unit Records " W/840306 ltr 
USIiV Baltimore Gas b Electric Co 84/03/06 Spp 22640 209 
K4X Fiche 30-317,84/03/06,8403130110 


6403210006 Forwards IE Insp Rept* 30-317/83-33 A, 50-318/83-33 on 
831212-16, No violations observed 

MARTIN, T T Division of Engineering A. Technical Program* 84/03/09 
LUNDVALL, A E Baltimore Gas b Electric Co 2pp 22704 334 24X 

Fiche 30-317,84/03/09,8403210006 


— 8403210016 IE Inep Repts 50-317/83-33 b 30-318/83-33 on B312i2-i6 No 
violation* identified Major areas Inspected emergency 
preparednesi activities outlined in IE lnsp procedures b 
review of emergency response plan 

COHEN. I Region 1. Office of Director, 04/02/17 6pp 
22704 336 24X Fiche' 30-317, 84/03/09, 8403210006 


8403190018 Forwards Calvart Cliffs Instruction CCI-310. "Emergency 
Operating Procedure Writers Guide," implementation 
e ehedul », va 1 idat 1 on verification plan b training plan per 
Suppl 1 to NUREQ-0737 

LUNDVALL, A E Baltimore Gas b Electric Co 84/03/14 MILLER, J R 
Operating Reactor* Branch 3 Spp 22666 OOi 24X 
Fiche 30-317,84/03/14,8403190018 


8403010117 Partial response to FOIA request for documents by named 
Individuals re repts, anal yses, stud ies, procedures b sys for 
measurement of RCE leakage App B documents placed in PDR 
App A documents already available In PDR Search continuing 
FELTON, J M Division of Rules and Records 84/01/23 MADDEN, T J 
Kaye, Scholer, Flerman, Hays b Handler 7pp 22480 026 24X 

Fiche 30-000,84/01/23, 04030101 17 


— 8011070522 Summariies results of independent evaluations of primary 
sys leak rate & some considered eitensions Extension of 
specific evaluations to all PWR facilities recommended 
Draft procedure re evaluations will be submitted by 800915 
JORDAN.E L Division of Reactor Operations Inspections 80/0B/21 
MDBELEY, N C Division of Reactor Operations Inspections lipp 
22480 266 24X Fiche 50-000,84/01/25,8403010117 


8403050303 Notification of 840316 meeting ui/util b 1NEL in Bethesda.KD 
to discuss b resolve outstanding Issues re qual 1 f icat ion of 
electric equipment 

JAFFE.D H Operating Reactors Branch 3 84/02/27 MILLER, JR 

Operating Reactors Branch 3 Spp 22301 267 24X 

Fiche 30-317,84/02/27,8403030303 


8403030098 Forwards "Rept on Task 030B8. Pre s sur i > er Relief Valve 
Discharge Piping Qualification, for Calvert Cliffs, Unit 2," 
per TMI Item II D 1 

LUNDVALL, A E Baltimore Oaa b Electric Co B4/02/29 MILLER, J R 
Operating Reactors Branch 3 3pp 224B4 167 24X 

Fiche 50-318,84/02/29,0403030098 


— 8403030100 "Rept on Task 05083, Pressur 1 lor Relief Valve Discharge 
Piping Qualification for Calvert Cliffs, Unit 2 " Approx nine 
of 84 existing pipe supports may experience stress 
PATEL, R B BBChtel Corp 84/02/14 162pp 22484 170 24X 

Fiche 30-318,84/02/29,8403030098 


— 8403030103 Rev 2 to "Pre s sur i i er Safety Valve Operability Rept " 

# Combustion Engineering. Inc CEN-24B(B) R02 84/01/31 SOpp 

22484 332 24X Fiche 30-316,84/02/29,8403030098 


—8403190023 Calvert Cliffs Instruction CCI-310, "Emergency Operating 
Procedure Writers Guide " Emsrgency operating plan 
valldation/ver if 1 cation plan b training plan end 

# Baltimore Gas b Electric Co 04/03/14 46pp 22666 006 24X 

Fiche 1 30-317,84/03/14,8403190018 


0403220092 Requests exemption from epecific requirements of Section 
in 0 2 of 10CFR30, App R b approval of equivalent 
separation within Fire Area* 39,40,42 b 43 

LUNDVALL, A E Baltimore Gas b Electric Co 84/03/14 MILLER, J R 
Operating Reactors Branch 3 4pp 22714 333 24X 

Fiche: 30-317,84/03/14, 8403220032 


8403200029 Forward* FEMA evaluation of Town of Lutby, Calvert County, MD 
poet-exercise radiological emergency preparednesi plans for 
facilities Schedule for corrective actions re offsite 
emergency preparedness deficiencies requested 

MARTIN, T T Division of Engineering b Technical Programs, 04/03/19 
LUNDVALL, A E Baltimore Oas b Electric Co 3pp 22699' 234 24X 

Fiche' 30-317, 04/03/13, B403200029 


— 0403200033 Evaluation of Town of Lusby, Calvert County, MD post-exercise 
radiological emergency preparedness plans for facilities 
» Federal Emergency Management Agency 83/10/13 36pp 
22699.237 24X Fiche 30-317, B4/03/1 3, 0403200029 


0403220000 Forwards list of local news media available for public 
broadcas tlng/noti f lea t ion. Li 1 1 used in lieu of FR for 
exigent or emergency license amend* 

LATHAM, D W Baltimore Gas b Electric Co 84/03/13 JAFFE, D H 
Operating Reactore Branch 3. Spp 22716.263, 24X 

Fiche: 30-317, 84/03/13, B403220080 


0403300102 Forwards safeguards info Info withheld (ref 10CFR73 21) 
JOLLEY, J R, Baltimore Oas b Electric Co B4/03/21 MARTIN, T T, 
Division of Engineering b Technical Program*. lp 22820,044 24X 

Fiche 30-317, 84/03/21, 84033001 B2 


8403060263 Suppls response to Generic Ltr 93-2B, "Required Actions 
Based on Generic Implications of Salem ATW5 Event " Tabular 
assessment of status b scheduled date for completion of 
specific items end 

LUNDVALL, A E Baltimore Oas b Electric Co 84/02/29 EI3ENHUT, D G 
Division of Licensing 32pp 22317 323 24X Fiche 50-317. 

84/02/29, 8403060263 


8403060400 Request* mod of 830316 order requiring Installation of noble 
gas steam effluent monitor by 040301 Mod reflects commitment 
to install acceptable replacement for existing sys prior to 
041231, in lieu of schedule proposed in util 040203 ltr 
LUNDVALL, A E Baltimore Oas b Electric Co B4/03/01 MILLER. J R 
Operating Reactors Branch 3 2pp 22318 274 24X 

Fiche 30-317,84/03/01,8403060400 


8403080083 Forwards order modifying implementation date for TMI Action 
Item II F 1 1, "Noble Oas Bteam Effluent Monitor," per 
NUREQ-0737 Order provides now completion date of 841231 W/o 
end 

MILLER, J R Operating Reactors Branch 3 84/03/02 LUNDVALL, A E 

Baltimore Gas b Electric Co 4pp 22384' 093 24X 

Fiche 30-317,84/03/02,8403080083 


8403160040 Advises that work required to resolve concerns in Generic 
Ltr 81-14, "Seismic Qualification of Auxiliary Feedwater 
Sys," camp 1 eted, per 820106 request Valves successfully 
qualified by analysis w/o need for mod 

LUNDVALL, A E Baltimore Gas b Electric Co 84/03/14 MILLER. JR 
Operating Reactors Branch 3 Zpp 22653, 132 24X 

Ficha' 30-317, 84/03/14,8403160040 


8403220014 Informs of recent assignment of EC Weminger as chief, 
Reactor Project* Section 1A. effective immediately 
BTAROBTECKI, R Division of Project b Resident Programs 84/03/13 
LUNDVALL, A E Baltimore Gas b Electric Co 2pp 22712 34 1 24X 

Fiche 30-317,84/03/13,8403220014 
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□403300D70 Responds to request for voluntary participation ri questions 
Taised m Generic Ltr 83-41 List of type of diesel generator 
starts 4 frequency of starting cycles, based on surveillance 
testing 4 corrective maint at t ivtt I es, enc 1 

LUNDVALL, A E Baltimore Gas 4 Electric Co 04/03/20 EJSENHUT, D O 
Division of Licensing 6pp 22023 099 24X Fithe 50-317.04/03/20, 

0403300070 


Q Inspection reports, IE Bulletins 4 correspondence 


8403050203 Forwards Structural 4 Geotechnical Engineering Branch 
request for addl info For completion of review of IE 
Bulletin 80-11, "Masonry Mall Design " Response requested 
within 60 days of receipt of ltr 

MILLER, J R Operating Reactors Branch 3 04/02/24 LUNDVALL, A E 

Baltimore Gas 6, Electric Co 7pp 2232B 135 24X 

F l che 30-317,04/02/24,8403050203 


B40 1 190072 IE Info Notice B4-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits 4 Annunciation " Svc list 
one t 

JORDAN, E l. Division of Emergency Preparedness 4 Engineering 
Response (Post 8301031 34/02/28 Consolidated Edison Co of New 

York, Inc 1 1 3pp 22909 239 24X Flche 30-000,84/02/28.8401190072 


B4Q302Q343 Forwards SALP rept for Oct 1982 - Sept 1983 Maint of low 
personnel error rate merits continued attention 

MURLEY, T E Region 1, Office of Director 84/02/29 LUNDVALL. A E 
Baltimore Gas 4 Electric Co 3pp 22439 217 24X 

FichB 50-317,64/02/29, B403020343 


—8403020343 SALP rept for Oct 1902 - Sept 1983 

e Region 1, Office of Director 83/12/12 S7pp 22439 220 24X 

Flche 50-317. 84/02/29. B403020343 


— 8403020348 Forwards AE Lundvall 030914 4 1202 ltrs listing corrective 
actions retwo Category III areas on valve lineups 4 fuel ell 
day tank level addressed In 6ALP rept 

LUNDVALL, A E Baltimore Gas 4 Electric Co B4/Q1/06 MURLEY, T E 
Region t, Office of Director lp 22439 277 24X 

fiche 50-317,04/02/29.8403020343 


— 8403020347 Forwards SALP rept for discussion 4 review at B31220 meeting 
In Baltimore, MD Recent performance during B30914 emergency 
preparedness exercise & two Category III areas will te 
d i ecus s ed 

BTAROSTECKI, R Division of Project 4 Resident Programs 03/12/14 
LUNDVALL, A E Baltimore Gas 4 Electric Co lp 22439 287 24X 

riche 50-317,84/02/29,8403020343 


0402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT 4 NRC “ Eve list enc 1 

GRACE, J N Division of QA> Safeguards 4 Inspection Programs (Post 
B30103) B4/03/02 Consolidated Edison Co of New York. Inc 

1 30p p 22552 329 24X Flche 50-000. B4 /03/0 2, 8402090007 


0402090008 IE Info. Notice 84-16, "Failure of Automatic Sprinkler By s 
Valves te Operate " Svc list enc 1 

JOR DAN, E L Division of Emergency Preparedness S< Engineering 

Response (Post 830103) 34/03/02 Consolidated Edison Co of New 

York, Inc S22pp 22553 098 24X Fiche 50-000,84/03/02,8402090008 


9402090009 IE Info Notice B4-15, "Reporting of Radiological Releases " 
Bye list enc 1 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) B4/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22553217 24X Fiche 90-000.04/03/02,8402090009 


0402090011 IE Info Notice 84-17. "Problems U/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp ” Svc list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) B4/03/05 Consolidated Edison Co of New 

York, Inc l!7pp 22533336 24X Fiche 50-000,84/03/05,8402090011 


B403I50Q49 Proposes to extend Unit 1 inservlce insp Interval end date 
to 070401 to coincide w/Unlt 2 to Insure both programs 
updated to tame yr 4 addenda of ASHE Code, Section XI 
Exemption requested Class III amend fee remitted 

LUNDVALL. A E Baltimore Gas 4 Electric Co. 84/03/06 MILLER. JR 
Operating Reactors Branch 3 2pp 22643 141 24X 

Flche 90-317,84/03/06.8403150049 


8402090024 IE Info Notice 04-09, Rev i, "Lessons Learned From Insp* of 
Fire Protection Safe Shutdown By* " Svc list encl 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 34/03/07 Consolidated Edison Co of New 

York, Inc USpp 22635 049 24X Flche 50-000,84/03/07.8402090024 


840 2 09002 B IE Info Notice 84-18. "Stress Corrosion Cracking in PUR 
figs 11 Eve lilt encl 

JORDAN. E L Division of Emergency Preparedness 4 Engineering 
Response (Pott 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc U8pp 22584 186 24X Flche 50-000.84/03/07,8402090028' 


0403210006 Forwards IE Insp Rep ts 50-317/03-35 4 50-318/83-35 on 
83L212-16No violations observed 

MARTIN, T T Division of Engineering 4 Technical Programs 84/03/09 
LUNDVALL, A E Baltimore Oa s & Electric Co 2pp 22704 334 24X 

Fiche 30-317,64/03/09,8403210006 


— 64032 1001 A IE Insp Repts 90-317/B3-39 4 50-310/83-39 on 831212-16 No 
violations identified Major areas inspected emergency 
preparedness activities outlined in IE insp procedures 4 
review of emergency response plan 

COHEN, I , HAWXHURST, J J , CROCKER, H W Region 1. Office of 

Director B4/02/i7 6pp 22704 336 24X Flche 90-317,84/03/09, 

0403210006 


0402090031 IE Bulletin 84-02, "Failures of CE Type HFA Relays in Use in 
Class IE Safety Sys " Eve list arid 

DEYOUNO.RC Director's Office. Office of Inspection and 
Enforcement 04/03/12 Consolidated Edison Co. of New York. Inc 
134pp 22023 094 24X Fiche 50-000,84/03/12,0402090031 


8403260104 Ack receipt of 031201 request for NRC to reconsider 
Issuance of noncomp 1 iance per IE Insp Repts 30-317/83-23 4 
90-318/03-23 Vlolat ions withdrawn Records will be adjusted 
accord i ng ly 

MARTIN, T T Division of Engineering 4 Technical Programs 84/03/15 
LUNDVALL, A, E Baltimore Gas 4 Electric Co 2pp 22797 353 S4X 
Flche 50-317.84/03/15,8403260104 


— 8403260112 Responds to NRC 831103 ltr re violations noted in 1E Insp 
Repts 50-317/83-23 4 50-31 8/B3-23 Requests that NRC 
reconsider Issuance of none omp l iance Relevant info not 
discussed w/NRC during exit interview 

LUNDVALL, A E Baltimore Gas 4 Electric Co 83/12/01 MARTIN, T T 
Division of Engineering 4 Technical Programs 2pp 22797 355 
24X Fiche 90-317,84/03/15,8403260104 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorired 
Entries into PWR Reactor Cavities " Svc list encl 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103). 84/03/21 Consolidated Edison Co of New 

Yot k, Inc 123pp 22023 229 24X Flche 30-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20, " 9vc Life of Relays in Sefety-Related 
Sys “ Svc list encl 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933001 24X Flche 50-000,84/03/21,8402090044 


R Periodic operating reports 4 related correspondence 


8403200003 Monthly operating repts for Feb 19B4 W/B40315 ltr 
BEWLEY. E K Baltimore On k Electric Co B4/02/29. 15pp 
226 8 5 2 7 3 24X Fiche 90-317,84/02/29,8403200003 


0403130305 Forwards "Semiannual Effluent Release Rept," for Second Half 
1983 4 meteorological data for Jul-Sept 1983 4 Gct-Dec 1983 
LUNDVALL, A E Baltimore Gas 4 Electric Co 84/03/01 MURLEY, T E 
Region 1, Office of Director lp 22607.276 24X 

Fiche 50-317,84/03/01 , 840313 0305. 


— 8403130314 "Semiannua 1 Effluent Release Rept." Second Half 1983 

« Baltimore Gas 4 Electric Co 83/12/31 17pp 22607 277 24X 

Fiche 50-317,84/03/01,8403130309. 


— 8403130322 "Meteorological Data, Ju l-8ep t 1983 " 

* Baltimore Gas 4 Electric Co 83/09/30 66pp 22607' 294 24X 

Flche 50-317,84/03/01,8403130305 


— 0403130334 "Meteorological Data, Oct-Dec 1903 « 

* Baltimore Oas 4 Electric Co, 83/12/31 33pp 22607,327 24X 

Flche 50-317,04/03/01,8403130305 


B Reportable occurrences, LEFts 4 related correspondence 


8403230125 Forwards Technical Review Rept AE0D/T315, "Events Involving 
Loss of or Perturbations In Single 120-Voit AC Vital Power 
Supply Inverter fc Attendant Distribution Bus Which Resulted 
In Inadvertent Actuations of Safety Sys " 

ASHE, F Reactor Operations Analysis Branch, 83/05/24 8EYPRIT, K, V 
ReactOT Operation* Analysis Branch lp 22741.347 24X 

Fiche 50-317, B3/OS/24, 8403230125 
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— 0403230128 "Event* Involving Loss of or Perturbations In Single 120- 
Volt AC Vital Power Supply Inverter b Attendant Distribution 
Bus Which Resulted In Inadvertent Actuation of Safety 9y*< " 
technical review rept Rapt should be provided to NRR 
ABHE, F Reactor Operations Analysis Branch 83/03/24 Bpp 

22741 348 24X Fiche 30-3 1 7. B3/03/24. 8403230 1 25 


B403230171 Forwards Technical Review Rept AEOD/T314, "Improper Stie 
of Inlet Piping to Primary 9afety Valves " 

IMBROiE Reactor Operations Analysis Branch 03/03/24 
SEYFRIT.K V Reactor Operations Analysis Branch ip 22759 297 
24X Fiche 30-000,83/05/24,8403230171 


— 0403230175 "Improper Biie of Inlet Piping to Primary Safety Valves," 
technical review rept Reduced diameter inlet piping does not 
represent safety concern 

IMBRO, E V Director's Office 03/03/24 2pp 22739 298 24X 

Fiche 30-000,83/03/24,8403230171 


8311020249 Forwards engineering evaluation rept re PORV actuation 
resulting In safety Injection actuation 

IMBRO, E V Reactor Operations Analysis Branch 83/09/08 
8EVFRIT, K V. Reactor Operations Analysis Branch Ip 22789 31B 
24X Fiche 30-318,83/09/00,8311020249 


— 8311020233 "PORV Actuation Resulting In Safety Injection Actuation 
IMBROiE V Reactor Operations Analysis Branch 83/09/08. 7pp 
22789 319 24X Fiche 30-31B, 83/09/08, B3t 1020249 


8403020343 Forwards BALP rept for Oct 19B2 - Sept 1983 Maint of low 
personnel error rate merits continued attention 

MURLEY, T E, Region 1, Office of Director 84/02/29 LUNDVALL, A E 
Baltimore Oas * Electric Co 3pp 22439 217 24X 

Fiche 30-317, 84/02/29, B403020343 


— 6403020343 8ALP rept for Oct 1982 - Sept 1983 

# Region 1, Dffice of Director 83/12/12 57pp 22439 220 24X 

Fiche 30-317,04/02/29,8403020343 


8403060109 LER B4-001-00 on 831005,1220 t< B40203, ECC9 pump room 
ventilation sys exhaust fan discharge damper 21 would not 
open Caused by air supply to exhaust fan discharge damper 
Isolated Air restored b sys returned to svc M/840301 ltr 
JUNOE, M , RUSSELL, L B Baltimore Gas b Electric Co 84/03/01 3pP 
22316* 303 24X Fiche 30-31 B, 84/03/01, 8403060109 


8403130039 Updated LER 02-O34/O3X-1 on B21124, power lost to 24 4-kV 
bus, resulting in loss of saltwater pump 22 b low pressure 
safety injection pump 22 Caused by cracked printed circuit 
board No corrective actions planned M/84030S ltr 

BA8SQ, L, F , RUSBELL, L B Baltimore Oas b Electric Co 84/03/03 
2pp 22600,081 24X Fiche 30-318,84/03/03,8403130039 


B403130081 Updated LER 81-023/03X-1 on 810430 b 0314, reactor protective 
sys Channel B trip units 1,3,7, 8 b 10 bypassed to 
Investigate problem w/T-hot Channel B Caused by failure of 
two oscillator* In transmitter c Ircui try, W/840303 ltr 
8YDN0R, R B , RUSSELL, L B Baltimore Oas b Electric Co 84/03/03, 

2pp 22614 302 24X Fiche 30-31B, 84/03/03, 8403130081 


640313041 3 Updated LER 83-036/03X-1 on 830719, response time for reactor 
trip circuit breakers 4 b 7 undervoltage devices indicated 
•lower than Tech Spec limits Caused by setpoint drift b worn 
front frame assembly mechanisms M/840303 ltr 

SYDNOR, R B , RUSSELL, L B Baltimore Gas b Electric Co 84/03/05 
2pp. 22613 088 24X F1 che. 30-318, 84/03/03, B403130413 


6403130450 Updated LER 81-030/03X-1 on 810303, d 1 scovered temp 
trentisitter 122MB out of tolersnc* In nonconservative 
direction. Caused two oscillator* producing noise on 
transmitter output Transmitter replaced W/840305 ltr 
8YDN0R, R. B. , RUSSELL, L B Baltimore Gas b Electric Co 84/03/09, 
2pp. 22613 231 24X Fiche. 30-318, 84/03/03, 8403130430 


DOCKET 30-320 THREE MILE ISLAND NUCLEAR STATION. UNIT 2 


F. Security, medical, emergency b fire protection plans 


S4O3090264 Public version of Rev 1-00 to Emergency Plan 
4000-PLN-1300. 01. W/UM Felton 840307 release memo 

BARTON. U M. , CLARK, P R Oenerat Public Utilities - GPU Service Corp 
64/02/01. 300pp 22394 003 24X Fiche 30-320,84/02/01,0403090264 


6403130467 Forward* IE Insp Rept 50-320/B4-02 on 840109-0213 No 
violations observed, 

BARRETT, L. H, TMI Program Office, 84/02/27 KANO A, B K General 

Public Utilities - GPU Service Corp 3pp 22613*219 24X 

Fleha, 30-320, 84/02/27, 8403130467 


—8403130471 IE Insp Rept 50-320/84-02 on 840109-0213 No violations 
identified Major areas inspected LERs, previous insp 
f Ind 1 ngs, rad looc 1 1 ve matl sh 1 pmen ts, h ea l th physiss b environ 
review b reactor bldg entries 

WIEHE, J , M09LAK, T , BELL, J TMI Program Office 84/02/22 7pp 
22613 221 24X Fiche 50-320,84/02/27.0403130467 


0403030131 Revised emergency implementing proc e dures , inc 1 ud 1 ng 
Procedure 1034 1 ro unusual event, Proc edure 1054 2 re alert. 
Procedure 1034 3 re site emergency b Procedure 1054 4 re 
general emergency 

BRADY, J A General Public Utilities - GPU Service Corp 84/02/20 
1 13pp 22484 034 24X Fiche 50-320, 84/02/28 , B4030501 5 1 


8403080170 Rev 3 to Emergency Plan Implementing Procedure 1054 3, 
“Bite Emergency “ 

BRADY, J A , MILLER, A General Public Utilities - GPU Service Corp 
04/02/28 29pp 22559 1 14 24X Fiche 50-320, 04/02/23, 84030B017B 


8403060133 Forwards Rev 19 to security plan Rev restores portions of 
plan wording re TMI-2 security features modified in Rev* 17 
b 18 Rev withheld (ref 10CFR73 21) 

HUK1LL, H D General Public Utilities - GPU Service Corp B4/02/29 

DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 

22506 332 24X Fiche 50-209,84/02/29,0403060133 


8403130286 Informs that annual emergency exercise scheduled for 841003, 
per 10CFR30,App E requirements Limited par t ic ipation planned 
by Commonwealth of PA, five risk counties b local 
municipal 1 ties 

MUKILL, H D General Public Utilities - GPU Service Corp 84/03/03 
Office of Nuclear Reactor Regulation, Director lp 22603 180 
24X Fiche 30-209,04/03/00,8403130286 


8403130118 Revs to Emergency Preparedness Administrative Procedure 
1050, "Administration of TMI-2 Onsite b Offsite Emergency 
Duty Roster " 

BEAVER, J R 1 ORANGE. 0 J General Public Utilities - GPU Service 
Corp 84/03/08 27pp 22639 303 24X Fiche 30-320,04/03/OB, 

8403150118 


8403190243 Notification of 840418 workshop In King of Prussla.PA to 
discuss lessons learned from recent App fl fire protection 
safe shutdown insp b topics described in IE Info Notice 
84-09 Agenda for workshop end 

MURLEY, T E Region 1. Office of Director 84/03/09 O'TOOLE. J 0 
Consolidated Edison Co of New York, Inc HARRINGTDNiM D Boston 
Edison Co MURPHY. W P Vermont Yankee Nuclear Power Corp 33pp 
22672 062 24X Fiche 50-000,04/03/09,8403190243 


8403210047 Forwards IE Insp Rept 50-320/84-01 on 840109-12 b 17-20 No 
violations noted 

MARTIN, T T Division of Engineering b Technical Programs 84/03/09 
KANGA, B K General Public Utilities - GPU Service Corp 2pp 
22703 303 24X Fiche 30-320,84/03/09,8403210047 


— 8403210034 IE InBp Rept 50-320/84-01 on 840109-12 b 17-20 No violations 
noted Major areas Inspected IE Insp Procedures 82203,822 0 3, 

02210 b 02211 re notifications b commun icat 1 ons, shi f t 

staff ing, audits b emergency work pro tec t i on, re ip ect 1 vely 

TERC, N M , WOLTNER.E , GORDON, C Z Region l, Office of Director 

84/02/16 4pp 22703 307 24X Fiche* 50-320, 84/03/09, 0403210047 


8403280243 Forwards list of mods to fire protection sys, based on review 
of 820615 fire haiards analysis Schedule for corrective 
actions for item* not yet addret*ed requested within 30 
days 

SNYDER, n J TMI Program Office B4/03/13 KANGA, B K Oensral 
Public Utilities - GPU Service Corp 4pp 22800 202 24X 

Fiche 30-320,84/03/13,8403280243 


8403290202 Forwards IE Safeguards Insp Rept 30-320/84-03 on 840213-17 
No violations noted 

MARTIN, T T Division of Engineering b Technical Programs 04/03/13 
KANGA, B K General Public Utilities - GPU Service Corp 2pp 
22801 001 24 X Fiche 30-320,84/03/13,8403290202 


— 8403290203 IE Safeguard* ln»p Rept 30-320/84-03 on 840213-17 No 
violation* noted Major area* inspected security 
organisation, security program aud 1 1, test 1 ng b maint, phy* 1 ca 1 
barriers, detection aid* b communication* 

DUNLAP, J M , JOYNER, J H Region 1, Office of Director. 04/03/15 
3pp 22001 003 24X Fiche. 30-320,84/03/13, 8403290202 


8403270070 Rev 1 to Emergency Plan Implementing Procedure 1034 21, 
"Emergency Repair/Operation* “ 

BRADY, J A , KOVACH, D , GRANGE, 0 General Public Util i tie* - GPU 
Service Corp 84/03/20 4pp 22766 166 24X Fiche. 50-320, 

84/03/20, 8403270073 
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G Adjudicatory correspondence 


B403070370 Commission determination statement withholding transcript 
of closed 530921 meeting re motion to quash Hartman 
subpoenas 

CHILH, S J Office of the Secretary of the Cofnirvj s* 1 on B«t /02/27 
Public Document Branch ip 22567 201 24X Fiche 50-320, B4/02/27. 

B 403070370 


B4031600Q5 Advises that time for Commission to review Director's 
Decision DD-B4-4 expired Commission declined review Decision 
became final agency action on 040313 

CHICK. S J Office of the Secretary of the Commission 84703/14 
LEWIS. M Lewis, M lp 22653 197 24X Fiche 50-320,84/03/14. 

B 403160005 


8403200191 Responds to 831203 6 19 Itrs re possibility of restart 
decision prior to further evidentiary hearings on mgt 
competence & integrity A5LA3 decision will be considered by 
Commission upon issuance 

PAILADINO.N J Commissioners 84/03/19 SPECTER, A Senate 2pp 
22698 003 24X Fiche 50-289,04/03/19,8403200191 


— 9403200198 Responds to 840124 Itr & 831216 position statement re 
funding of cleanup prerequisite for restart Commission 
does not have legal authority to condition restart of TMl-l 
on funding solution for cleanup of TMI-2 
PALLADINO, N J Commissioners B4/03/19 THORNQLRGH, R 
Pennsyl vania, Commonwealth of. 3pp 2269B.024 24X 

Fiche 50-2B9, 84/03/19. B403200191 


H General correspondence 


S4030600B3 Requests that D Kennedy replace D Hess on mailing list for 
TMI mat 1« 

KENNEDY. D Pennsylvania. Commonwealth of. B4/03/01 SNYDER, B J 
TMI Program Office ip 22517 014 24X F iche: 50-320, 84/03/01, 

8403060083 


B4Q3190Q56 Responds to constituent RE Purls 840123 request for info re 
accident Forwards “Population Dose & Health Impact of 
Accident at TMI Station,' 1 (NUHEG-055B) W/c end 
DIRCKS. W 0 Office of the Executive Director for Operations 
84/03/05 HEFLIN, H Senate 3j> p 22631 317 24X 

Fiche 50-320, B4/03/0S, 8403190056 


— 8403190060 Requests comments on end constituent RE Burls 840123 
request for NRC rept on TH1 accident 

HEFLIN. H Senate 84/02/10 HAMMERER, C Office of Congressional 
Affairs 3pp 22681 320 24X Fiche 50-320,84/03/05,8403190056 


B403210141 Requests deletion of RC Arnold, former president of 
General Public Utils, from NRC mailings 

» General Public Utilities - GPU Service Corp 84/03/16 NRC - 
No Detailed Affiliation Given 2pp 22707.230 241 

Fiche 30-289,84/03/16.8403210141 


J Insurance ft Indemnity information 


84032B0010 Forwards Endorsements 72 6 73 to NELIA Policy NF-220 & 
Endorsements 62 6 63 to MAELU Policy MF-73 

OERETYi H F General Public Utilities - GPU Service Corp B4/03/22 
SALTZHAM.U Office of Nuclear Reactor Regulation. Director 3pp 
22777 074 24X Fiche 50-289,84/03/22,8403280010 


P Operating license stage documents It correspondence 


8403200304 Forwards H Myers 820111 memo re statements made at 811221 
meeting on info flow during TMI accident 

DIRCKS, W J Office of the Executive Director for Operations 
B2/01/13 PALLADINO, 0IL1NSKY, BRADFORD Commissioners 6pp 
32709 170 24X Fiche 50-320.82/01/13,8403200304 


B40320034 1 Forwards H Meyer 330308 memo re possibility of intentionally 
or willfully withholding info during accident NRC statements 
1 neons i s tsn t 

DIRCKS, W 3 Office of the Executive Director for Operations 
02/03/ it PALLADINO, 0IL1N3KY. BRADFORD Commissioners Sop, 

22709 1 19 24X Fiche 50-320,82/03/11.8403200341. 


8403080393 Forwards DL Jensen 830517 Ur to N Palled inn re DOJ 
Investigation of TMI Document stbj to Voigt B30526 FOIA 
request h 830919 appeal Document should be placed in PDR 
SWEENEY, M Office of the General Counsel 84/01/27 POOL, M J NRC 
- No Detailed Affiliation Given Ip £2567:354 24X 

Fiche: 90-2B9, 64/01/27, 8403080393 


— 0403080425 Responds to 830411 ltr re TMI-1 restart 6 DOJ investigation 
Into allegations re mgt competence Investigation being 
pursued diligently but will nut be completed by requested 
date 

JENSEN, D L Justice. Dept of 83/05/17 PALLADINO. N J 
Commissioners 4pp 22567 335 24X Fiche 50-209,84/01/27, 

B4 03080393 


8403070033 Responds to 831214 ltr suggesting Commission refuse to 
restart Unit 1 until funding for Unit 2 cleanup in place 
Commission does not believe that Unit i restart 6 Unit 2 
cleanup should be tied together 

PALLADINO, N J Commissioners B4/02/08 NORR IS, A E Advisory 
Council for Decontamination of TMI Unit 2 lp 22563 19B R4X 
Fiche 50-289,64/02/08,8403070053 


8403020318 Forwards annual update to "Recovery Program Sys Description, 
Auxiliary Bldg Emergency Liquid Cloanup Sys <EPIC0R-I1 1 “ 

Chemical addition section no longer utilized in EPICOR II 
Sys 

KANOA, B K General Public Utilities - GPU Service Corp B4/02/24 
SNYDER, D J TMI Program Office ip 22439 315 24X 

Fiche 30-320,84/02/24,8403020318 


--9403D20323 “Recovery Program Sys Descri p t ion, Aux i 1 iary Bldg Emergency 
Liquid Cleanup Sys (EPICQR-II) M 

* General Public Utilities - GPU Service Corp 84/02/29 81pp 
22439 316 24X Fiche 50-320, 84/02/24, 840302031B 


8403130159 Comments on EI8 draft suppl re occupational radiation dose 
at TM1-2 Alternatives 1 J, 2 unacceptable Alternative 3 
acceptable based on reducing occupational exposure w/o 
delaying fuel removal 

HAGER, 0 W Maryland. Btate of B4/02/29 SNYDER, 8 J TMI Program 
Office 17pp 22609 147 24X Fiche 50-320.84/02/29,8403130159 


8403020277 Submits comment on review of draft suppl to programmatic 
EIB re decontamination I< disposal of radwaste resulting 
from 79032B accident at facility 

BLANCHAFID. D Interior, Dept of B4/03/01 SNYDER, E J TMI 
Program Office lp 22440 040 24X Fiche 50-320,84/03/01, 

□403020277 


84030B04 1 0 Responds to 040214 request for 30-day extension to comment 
on draft suppl to programmatic EIS Due date for comments 
extended to B404O2 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/03/01 MORRIS, A E Lancaster, PA 2pp 22581 320 24X 

Fiche: 50-320,04/03/01, 8403080410 


— B403QB0412 Request# 30-day extension to comment on programmatic EIB 
updat e 

MORRIS, A E Advisory Council for Decontamination of TMI Unit 2 
B4/02/14 PALLADINO, N J Commissioners 2pp 225B1 329 24X 
Fiche 30-320. B4/03/01. 8403000410 


3403120261 Grants 840214 request for 30-day extension to submit 
comments on draft suppl to preliminary EIS Comments now 
required by B40402 Announcement of extension will be 
published in FR 

DENTON, H R, Office off Nuclear Reactor Regulation, Director 
04/03/01 MORRIS, A £ Advisory Council for Decontamination of TMI 
Unit 2 3pp 22619 140 24X Fiche 30-320,84/03/01,8403120261 


94030B0267 Forwards updated major milestone schedule for TMI-2 cleanup 
for 1984, In response to 840131 request 

KANOA. B K General Public Utilities - GPU Service Corp 84/03/02 
SNYDER. 0 J TMI Program Office 7pp 22557 093 24X 

Fiche 50-320,84/03/02,8403080267 


6403160041 Comments on NRC review of pyrophoric reactions of zirconium 
Experiments described in HR Denton 840217 ltr may lead to 
uninformed or false conclusions 

OUL BRANS EM. E A Pittsburgh. Univ of, Pittsburgh. PA 84/03/02 
LEWIS, M Lewis. M lp. 22655 128 24X Fiche 50-320,84/03/02. 

8403160041 


— 8403160049 Submits petition for appeal of NRR Director's Decision 
DO-94-4 on 840217 denying request to postpone headlift 
Decision ignores obvious dangers 

LEWIS, M I Lewis. M 84/03/11 PALLADINO, OIUNSKY. ROBERTS 
Commissioners. 3pp 22655 129 24X Fiche 50-320,84/03/02, 

6403160041. 


8403150311 Comments on B31230 ltr providing plan h schedule for 
recovering Tech Spec required sys 6 components Plan 
acceptable Requests notice on quarterly basis of status of 
progress In reinstating Tech Spec surveillance requirements 
SNYDER. D J TMI Program Office 84/03/07, KANOA, B K General 
Public Utilities - OPU Service Corp 2pp 22649 3i4 24X 

Fiche- 50-320,84/03/07,8403150311 
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8403130426 Forward* Rev 3 to "SER for Removal of TMI-2 Reactor Vessel 
Head" for reviau & approval 

KANGA. B K Oeneral Public Utilities - GPU Service Corp 04/03/09 
SNYDER, D J THI Program Office 2pp 22600 303 24X 

Flcha- 30-320, 84/03/09, 8403130420 


—8403130439 Rev 3 to "HER for Removal of TKI-2 Reactor Vessel Head " 
» Oeneral Public Utilities - GPU Service Corp 13737-2-G07-102 
R03 84/02/29 ISIpp 2260B 303 24X Fiche 50-320,84/03/09, 

8403130428 


9403220193 Responds to S40201 request for Info re sources of Internal 
GPU funds available for facility cleanup In 1984 Financial 
forecast for 1984-86 re spending plans Si cash generation 
will be provided 

GRAHAM, J 0 General Public Utilities - GPU Service Corp 84/03/09 
BALTZMAN, U Office of State Programs, Director 3pp 22717046 
24X Fiche 30-320, B4/03/09, 8403220195 


8403230240 Advises that since facility has average coolant temp of less 
than 200 F Si is at taro power, cold shutdown requirements of 
final rule on licensed operating staffing applicable 
SNYDER, B J TMI Program Office 84/03/09 KANQA, B x Oeneral 
Public Utilities - GPU service Corp 3pp 22739 275 24X 

Fiche 30-320, 84/03/09, B403230240 


8403280221 Requests response to author 840201 ltr re sources of funding 
in 1904 for cleanup of facility Svc list end 

BALTZMAN, J Assistant Director for State it Licensee Relations 
84/03/12 GRAHAM, J G General Public Utilities - Gpu Service Corp 
Spp. 22769' 344 24X Fiche 30-320,04/03/12,0403200221 


8403200201 Forwards annual update to sys description for solid waste 
staging facility Primary mod deletes ref to completed 
EP1C0R-II venting S< shipping program Remaining changes 
reflect current plant status 

KANQA, 8 K General Public Utilities - GPU Service Corp 84/03/13 
SNYDER, B J TMI Program Office ip 2269B 263 24X 

Fiche- 30-320, 84/03/13, B4032Q02D1 


— 9403200208 Annual update to “Recovery Program Solid Haste Staging 
Facility Sys Description " 

# General Public Utilities - GPU Service Corp B4/03/13 20pp 
22690,264 24X Fiche 30-320, 84/03/ 1 5, B403200201 


B403270123 Forwards application for amend to License DPR-73, consisting 
of Tech Spec Change Request 43, increas lng max allowable 
boron concentration in RCB to 6,000 ppm 

K1NTER, E E Oeneral Public Utilities - GPU Service Corp 84/03/22 
8 NYDER, B J TMI Program Office Ip 22774 140 24X 

Fiche. 30-320, 04/03/22, 9403270123 


— 9403270127 Application for amend to License DPR-73, cons i s ting of 
Tech Spec Change Request 48, Increasing max allowable boron 
concentration in RCB to 6,000 ppm 

# General Public Utilities - GPU Service Corp 84/03/22 4pp 
22774 141 24X Fiche 30-320,04/03/22,8403270123 


--9403270129 Proposed Tech Specs increasing max allowable boron 
concentration in RCB to 6,000 ppm 

t Oeneral Public Utilities - GPU Service Corp B4/03/22 ip 
22774,143 24X Fiche 30-320,84/03/22,8403270123 


9403270210 Application to amend License DPR-73, revising Tach Specs re 
boron concentration upper limit 

KANOA, B K Oeneral Public Utilities - GPU Service Corp 84/03/22 
BARRETT, L. H TMI Program Office 2pp 22770.277 24X 

Fiche: 30-320, 84/03/22, 9403270210 


—9403270212 Proposed Tech Spec change* re boron concentration upper 
limit. 

» Oeneral Public Utilities - GPU Service Corp. 84/03/22, 3pp 
22770 279. 24X Fiche 30-320, 84/03/22, B403270210 


8403300031 Forwards general t< specific comments on Suppi 1 to 
programmatic £19 Statement should be added to Table 2 |, 

"Licensee Goals for Dote Rate Reduction*' to indicate goals 
are for target values only. 

KANOA, B. K, General Public Utilities - GPU Service Corp 84/03/26 
SNYDER, B, J TMI Program Office, 12pp. 22821 327 24X 

Fiche: 30-320, 84/03/26, 8403300031. 


Q Inspection reports, IE Bulletins Si correspondence 


8403060406 FOIA request for repts of insp carried out under Condition 2 
of Nucleer Energy Liability policies for fecilities 
C ALBOVAS, C, D. Affiliation Not Assigned B4/02/07 Regions, 
Office of Director, 4pp. 22367’ 34i 24X Fiche 30-000,84/02/07, 

0403090409. 


B4030SQ419 Responds to FOIA request for repts of insp tarried out under 
Condition 2 to Nuclear Energy Liability policies for 
facilities NRC does not have repts 

FELTON, J M Division Df Rules and Records 84/02/22 CALSOYAS, C D 

Affiliation Not Assigned ip 22567 343 24X 

Fiche 50-000, 84/02/22, B4030B04 19 


B403090036 Responds to IE Bulletin 83-07, “Apparently Fraudulent 
Products Bold by Ray Miller, Inc " Companies supplying matls 
or svcs to facility listed Ray Miller matl not Installed in 
safety-related sys at facility 

KANOA, B K General Public Utilities - GPU Service Corp 04/02/23 
MURLEY, T E Region 1, Office of Director llpp 2237 6 0 3 B 24X 
Fiche 30-320, 84/02/23, B403090D36 


0403130467 Forwards IE Insp Rept 30-320/04-02 on B40109-0213 No 
violations observed 

BARRETT, L H TMI Program Office 84/02/27 KANQA, D K General 

Public Utilities P GPU Service Corp 3pp 22613 217 24X 

Fiche 50-320,84/02/27,0403130467 


—8403130471 IE Insp Rept 50-320/84-02 on 840109-0213 No violations 
identified Major areas inspected LERs, previous insp 
findings, rad ioactive matl sh ipments, heal feh physics St environ 
review & reactor bldg entries 

WIEHE, J , MQ 8 LAK, T , DELL. J TMI Program Office B4/02/22 7pp 
22613 221 24X Fiche 50-320,84/02/27,8403130467 


8401 1 90072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits Si Annunciation " Svc list 
enc 1 , 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post B30103) 84/02/20 Consolidated Edison Co. of New 

York, Inc liSpp 22909 239 24X Fiche 50-000, 84/02/28, B401 190072 


8403130125 Discusses IE insp on 831220-21 & forwnrds notice of 
violation 

MARTIN, T T Division of Engineering Si Technical Programs 84/02/28 

EI 8 ENBUD.M Now York Univ Medical Center, New Yort, NY 2pp 

22640 317 24X Fiche 50-320,04/02/23,8403130123 


— 9403150132 Notice of violation from Insp o,«s 831220-2J Violation noted 
5 8 mCi Ce-I44 source transported to Si possessed at facility 
not authoriied by specific or general license 

* Region 1, Office of Director 84/02/28 lp 22640 319 24X 

Fiche 50-320, 84/02/2B, 8403150i23 


— 0403190135 Discusses 031219 unauthor i 1 ed use of 5 B rod Ce-144 source 
to aid in calibr of facility phoswltch detector Util 
personnel unaware of matl until after source unloaded 
THONUS, L TMI Program Office 03/12/23 GLENN, J NRC - No 
Detailed Affiliation Given lp 22640 320 24X 

Fiche 50-320, 04/O2/2B, 8403190125 


8402090007 IE Info Notice B4-14, "Highlights of Recent Transport 
Regulatory Revs by DOT Si NRC " Svc list end 

GRACE, J N Divisi on of QA. Safeguards Si Inspection Programs (Post 
B30103) 04/03/02 Consolidated Edison Co of New York, Inc 

130pp 22532 329 24X F i Che 30-000, 84/03/02, 0402090007 


0402090008 IE Info Notice B4-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Sve list end 

JORDAN, E L Division of Emergency Preparedness 81 Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Now 

York, Inc 122pp 22533 090 24X Fiche 30-000,84/03/02,8402090000 


B402090009 IE Info Notice B4-13, “Reporting of Rad ioldg ic al Releases “ 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 030103) 04/03/02 Consolidated Edison Co. of New 

York, Inc ll9pp 22333 217 24X Fiche 30-000,84/03/02,8402090009 


0403120101 Ack receipt of 840201 ltr informing NRC of results of 
analyses of split sample of submerged demineral 1 xer sys 
effluent, per IE Insp Rept 30-320/03-10 

MARTIN, T, T Division of Engineering 8 , Technical Program*. B4/03/02 
KANOA, 0 K Genera) Public Utilities - OFU Service Corp 2pp 
22350,226 24X Fiche 30-320,84/03/02,0403120101 


— 0403120102 Responds to NRC 831229 ltr 8 < forwards results of analyses 
of split sample of submerged demineralizer sys, per 
IE Insp Rept 30-320/B3-18 Table encl 

KANOA, B K General Public Utilities - GPU Service Corp, 84/02/01 
MURLEY, T E, Region 1, Office of Director 3pp 22388 228 24X 

Fiche 50-320,84/03/02,8403120101 


8402090011 IE Info Notice 84-17, "Problems W/Llquid Nitrogen Cooling 
Component* Below Nil Ductility Temp." Bve list end 
JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc 1 1 7pp 22333 336 24X Fiche 30-000.04/03/08,8402090011 
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0402090054 J£ Info Notice B4-09, Rev 1, "Lesson* Loomed From Insps of 
Fire Protection Safe Shutdown 5y a “ Svc list end 
JORDAN. E L Division of Emergency Preparedness t Engineering 
Response (Post B30103) 04/03/07 Cento 1 1 dated Edison Co of New 

York* Inc USpp 22-639 049 24X Flche 50-000.04/03/07,8402090024 


8402090028 IE Info Notice 84-18. "Stress Corrosion Cracking In PWR 
0ijg 11 Svc list encl 

JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc UDpp 22304 ID6 24X Flche 90-000.04/03/07,0402090028 


0403210047 Forwards IE Imp Rept 90-320/64-01 on 040109-12 I. 17-20 No 
violations noted 

MARTIN, T T Division of Engineering fc Technical Programs 04/03/09 
KANO A, B K Qereral Public Utilities - OPU Service Corp 2pp 

22705 309 24X Flche 50-320.84/03/09,8403210047 


— B403210094 IE Insp Rept 50-330/04-01 on 840109-12 4 17-20 No violations 
noted Major areas Inspected IE Insp Procedures 02303,62205, 

022 1 0 4 82211 re notifications U c ommun l ca t 1 ons, s h l f t 
staffing, audits 4 emergency work protec tion, respective 1 y 
TERC.N M , WOLTNER. E , OORDON- C Z Region 1, Office of Director. 
04/02/16 4pp 22703 307 24X Flche 50-320,84/03/09,0403210047 


8402090031 IE Bulletin 84-02. "Failures of GE Type HFA Relays In Use In 
Class IE Safety Bys " Bvc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co. of New York. Inc 

131pp 32633 094 24X Flche 90-000,84/03/12,8402090031 


B40319021 9 Ac k receipt of 840223 ltr Informing NRC of steps taken to 
carnet violations noted In IE Insp Rept 50-320/83-14 
MARTIN, T T Division of Engineering & Technical Programs, 34/03/13 
KANOA, B K Qeneral Public Utilities - CPU Service Corp Ip 
22071 120 24X Flche 50-320,04/03/13, 0403190215 


—9403190217 Responds to NRC 040125 1 tr r* violations noted In IE Insp 
Rept 5D-320/B3-J4 Corrective actions effort made to ensure 
that lead engineer performing design work will not perform 
verification. 4 procedure modified 

KANOA, B K Deneral Public Utilities - GPU Service Corp 84/02/23 

HURLEY, T E Region i, Office of Director 2pp. 2267J 121 24/ 

Flche 90-320, 84/03/13,0403190215 


8403290202 Forwards IE Safeguards Insp Rept 50-320/04-03 on 640213-17 
No violations noted 

MARTIN, T T Division of Engineering 4 Technical Programs 04/03/15 
KANOA, B K General Public Utilities - CPU Service Corp 2pp 
32801-001 24 X Flche 50-320.84/03/15,8403290202 


—8403290205 IE Safeguards Insp Rept 50-320/04-03 on 840213-17 No 
vlolatione noted Major areas inspected security 
organ 1 1 atl on, secur 1 ty program aud 1 1, test lng 4 malnt. phys leal 
barri ers, detection aldi 4 communications 

DUNLAP, J M , JOYNER, J. H Region 1, Office of Director 84/03/15 
5pp 22801 003 24X Flche 50-320, B4/03/ 15, 8403290202 


8402090043 IE Info Notice B4-19. "Two Events Involving Unauthorised 
Entries into PWR Reactor Cavities " Bvc list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 0301031. 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X Flche 50-000,84/03/21,6402090043 


8402090044 IE Info Notice 04-20, "3vc Life of Relays In Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency PTeparedneee 4 Engineering 
Response (Post 030103) 64/03/21 Consolidated Edison Co of New 

York, Tnc 139pp 22933 001 24X Flche 50-000, 84/03/21. B402Q90O44 


R Periodic operating reports & related correspondence 


8403120334 Forward* TMI Program Ofc weekly statu* rept for uk of 
04O21B-23 

BARRETT. L H TMI Program Office 84/02/27 DENTON, H R Office of 
Nuclear Reactor Regulation, Director SNYDER, 8. J. TMI Program 
Df f ice iOpp 22596 343. 24X FI Che 50-320, 84/02/27, 8403120334. 


8403210059 Forwards "Aircraft Movement* at Harrisburg Inti Airport. 
1983" l< "Number of Personnel 4 Man Rem* by Work & Job 
Function, 1983 " 

KANOA, B K General Public Utilities - GPU Service Corp 84/02/28 
HURLEY. T E Region 1, Office of Director Spp 22704:350 24X 

Flche 50-320,84/02/28,8403210059 


— 8403210064 "Aircraft Movement* at Harrisburg Inti Airport, 1983 " 

» General Public Utilities - OPU Service Corp 83/12/31 Ip. 
22704-352 24X Fiche 50-320, B4/ 02/28, 8403210059 


— 0403210071 "Number of Personnel 6 Man Rems by Work 6 Job Function. 
1963 '• 

* General Public Utilities - GPU Service Corp 84/02/16 lp 
22704 333 24X Fiche 50-320.64/02/28,8403210059 


0403130475 Forwards "Quarterly Dose Assessment Rept, Fourth Quarter 
1983" l< "Semiannual Radioactive Effluent Release Rept, 

Ju 1— Dec 1903 " 

KANOA. B K General Public Utilities - CPU Service Corp 84/02/29 
HURLEY, T E Region 1, Office of Director Spp 22614 064 24X 

Fiche 30-320.04/02/29,0403130475 


— 8403130403 "Quarterly Dose Assessment Rept. Fourth Quarter 1 903 “ 

« Genera 1 Public Utilities - OPU Bervlce Corp 83/12/31 4pp 
22614 066 24X Fiche 50-320,64/02/29,8403130475 


—8403130409 "Semiannual Radioactive Effluent Release Rept,Jul-Dec 1903 
* General Public Utilities - GPU Service Corp 83/12/31 25pp. 

22614 070 24X Fiche 50-320.84/02/29,8403130475 


B403210138 Forwards personnel exposure rept for 1983, Inc 1 ud lng total 
count of personnel monitored It number of personnel in each 
whole body etposure range 

HUKILL, H D General Public Utilities - OPU Service Corp 84/03/01 

HURLEY, T E Region 1. Office of Director lp 22707 0B8 24X 

Flche 50-289,64/03/01,0403210136 


— 0403210146 Personnel exposure rept for 1903 

* General Public Utilities - GPU Service Corp 83/12/31 2pp 
22707 089 24X Fiche 50-289,64/03/01,8403210130 


0403120233 Forwards TMI Program Ofc weekly status rept for uk of 
040226-0303 

BARRETT, L H TMI Program Office 04/03/03 DENTON, H R Office of 
Nuclear Reactor Regulation, Director SNYDER, B J TMI Program 
Office 12pp 22615 342 24X Flche 30-320,84/03/05,8403120253 


0 Reportable occurrences, LERs & related correspondence 


0403060426 Forwards Figures 0-8 l< 8-9 inadvertently omitted from 040208 
response to NRC B40104-06 audit questions re auxiliary bldg 
underp i nn lng 

MOONEY, J A Consumers Power Co 84/02/27 HARRIBON, J J Region 3, 
Office of Director 6pp 22518 194 24X Fiche 50-320,84/02/27, 

8403060426 


8403260233 Forwards summary list of deficiencies Identified per 
10CFR30 33(e), Part 21 St potential generic Hr rept* for 
common ts 

8TAR08TECKI , R Division of Project it Resident Program* 04/02/28 
Region 1, Office of Director 7pp 22736 065 24X 

Fiche 30-000,04/02/20,8403260233 


6403060103 PNO-TM I -84-002 licensee pleaded guilty to one count of 
using incorrect procedure to determine RC8 water Inventory l< 
nolo contendere on six of remaining 10 counts, subj to final 
acceptance by court on 840229 

F ABANO, A , BARRETT, L TMI Program Office 84/02/29 lp 
22317 GIB 24 X Flche 50-320,84/02/29.8403060103 


04030 60 110 PNO-TM 1-84-003 on 840229, load test of reactor bldg polar 
crane scheduled Load test will qualify crane to lift 170 
ton reactor vessel head NRC plans to continue monitoring 
events 

MOBLAK, T . 0A9AN0, A , BARRETT, L TMI Program Office, 84/02/29 lp 
22318 310 24 X Fiche 50-320,84/02/29,8403060110 


8403060144 PNO-TM 1-B4-002A on 840229, court accepted license* plea of 
guilty to one count of using incorrect procedure to 
determine RCS water Inventory It plea of nolo contendere on 
six of remaining lO counts. 

FAEANO, A . BARRETT, L TMI Program Office B4/02/29 lp 
22313 350. 24 X Fiche 30-320,84/02/29.8403060144 


0403060433 PNO-TM I -04-003 A on 040229, qua 1 i f 1 e at 1 on load test of reactor 
bldg polar crane completed Load test qualified crane to lift 
170 ton reactor vessel head scheduled for summer 

MOSLAK, T . FA8AN0, A , BARRETT, L TMI Program Office 84/03/01 lp 
22311 362. 24X Flche 50-320,84/03/01,8403060435. 


0403280006 LER 84-002-00 on 0402 16, d eterml nod that load test for polar 
crane procedure failed to Incorporate adequate isolation 
requirements for nonborated water sources Tests from 
040213-16 conducted in unanalyred condition W/040314 Hr. 

GOULD, T L , KANOA. 0 K General Public Utilities - OPU Service Corp. 

84/03/14 HURLEY, T E Region 1, Office of Director, 2pp. 

22777:171 24X Flche 30-320,04/03/14,8403280006 



DOCKETED ITEMS 


151 


3403300074 PN8-I-84-003 on 840324, male phoned Jersey Central Pouier 
S< Light Customer Svc Ctr & notified that FFA will start 
demolishing plant* Oyster Creek Implemented emergency 
contingency plan fc tmi increased security awareness 
MADDEN, W Region I, Office of Director 84/03/26 lp 22022 0B8 
24X Fiche 50-000,84/03/26,8403300074 


U Congressional/Executive Correspondence 


B403070053 Responds to 831214 ltr suggesting Commission refuse to 
reetart Unit 1 until funding for Unit 2 cleanup in place 
Commission does not believe that Unit 1 restart l< Unit 2 
cleanup should be tied together 

PALLADINO, N J Commissioners 84/02/08 MORRIS, A E Advisory 
Council for Decontamination of TMI Unit 2 lp 22563 198 24X 

Flche. 50-209, 04/02/08. B403070053 


— 9403070060 Responds to 831213 ltr re criminal indictment of Met Ed 6 
cleanup of Unit 2 Commission does not believe delaying 
restart would accelerate Unit 2 cleanup Unit 1 restart & 

Unit 2 cleanup should not be tied together 

PALLADINO, N J Commissioners 04/02/00 MORRIS, A E House of 
Rap lp 22563-199 24X Flche 50-289,04/02/00,8403070053 


— 0403070069 Responds to 831207 ltr urging Commission not to authorite 
reetart of Unit 1 Commission views Dn restart set forth In 
•ncl 840127 notice to parties Commission does not believe 
Unit 1 restart l< Unit 2 cleanup related 

PALLADINO, N J Commissioners 84/02/08 GEKAS, 0 W House of 
Rep ip 22563.200 24X Flche 50-289,04/02/00,8403070033 


— S403070073 Urges Commission not to accept recommendation to restart 
Unit 1 in light of mgt integrity review & criminal 
proceedings it slow pace of Unit 2 cleanup 
OEKAB, 0 W House of Rep B3/12/07 PALLADINO, N J 
Commissioners. Ip 22563 217 24X Flche 50-209,84/02/00, 

8403070053 


—0403070076 Advises of convictions re Unit 1 restart Due to criminal 
Indictments & belief that Unit 1 revenue ehould go directly 
toward Unit 2 c 1 eanup , recommends against restart 

WALKER, R 8 House of Rep 83/12/13 PALLADINO, N , ASSEL8TINE, J . 
J3ERNTHAL, F Commissioners lp 22563 218. 24X 

Flche 50-289, 84/02/0B, 8403070053 


DOCKET 50-321 EDWIN I HATCH NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency It fire protection plans 


B4030902S2 Public version of Rev 0 to Emergency Plan Implementing 
Procedure HNP-8161, "Eberllne Model PCM-1 Portal Monitor" it 
Rev 17 to HNP-BOOS, "Radiation Work Permit " W/840110 ltr It 
JM Felton 830307 release memo. 

SORRELL, E C , NIX, H. C. Georgia Power Co 84/01/IB 46pp 
23393 321 24X Flche, 50-321 , 04/01 / IB, 0403090282 


8403300339 Public version of transmittal It title pages of deleted 
Emergency Plan Implementing Procedures HNP-B019, "Insp of 
Steal Raduaste Shipping Drums" It HNP-8422, "Handling It 
Loading of Chem-Nuclear Cask " M/840119 ltr It 840322 memo 
SORRELL, E C , NIX, H C Oeorgla Power Co 84/01/25 6pp 
22842 306 24X Flche 50-321,84/01/25,8403300339 


B403260261 Forwards order confirming licensee commitment to Implement 
p oat-TMI-related itmes in NUREQ-0737, Suppl 1 (Generic Ltr 
62-33), “Requirements for Emergency Response Capability." 

STDLZiJ, F, Operating Reactor* Branch 4. 84/02/21 BECKHAM, J T 

Oeorgla Power Co, 3pp 22763 179. 24X Fiche. 50-321 , 04/02/21 , 

B 4 03260261 


—0403260265 Order confirming licensee commitment! on emergency response 
capability requirement! set forth In NURE0-0737, Supp 1 i 
(Generic Ltr 82-33). 

E1SENHUT, 0. 0. Division of Licensing 84/02/21 Georgia Power 
Co. 6pp. 22763-182 24X Flche 90-321,84/02/21,0403260261. 


6403090067 Forwards rav to physical security plan Rev withheld 
(ref 10CFR2. 790 It 73 21) . Transmi ttal ack end 

BECKHAM, U. T Georgia Power Co S4/02/27 O'REILLY, J P. Region 2, 
Of Pica of Director. 2pp 22575 351 24X Flche- 90-321 , 84/02/27, 

B 403090067 


8403130165 Rev* 6 It 7 to Emergency Plan Implementing Procedures 
HNF-B006, Rev 9 to HNP-8007 It Rev 0 tD HNP-B043 re 
decontamination 6 Rev 8 to HNP-4060. HP-4891 , HP-4867. 486B it 
4969 re reveiw & rev to emergency plan M/940306 ltr 
SORRELL, E C Oeorgla Power Co. 84/03/02 124pp 22600.132 24X 

Flche: 50-321, 84/03/02, 8403130165 


8403130346 Advises that next annual emergency exercise scheduled for 
840802 State of GA 6 local govts do not plan to fully 
participate Exemption to lOCFRSO.App E necessary to proceed 
w/exercise Reply requested if date It exercise acceptable 
BECKHAM, J T Georgia Power Co 84/03/02 DENTON, H R Office of 

Nuclear Reactor Regulation, Director lp 22607 149 24X 

Flche 50-321,04/03/02,8403130346 


8403160150 Notifies of 840316 workshop meeting to discuss 10CFR50, App R 
requirements I , associated insp results to resolve fire 
protection misunderstandings Number of attendees should be 
limited to six due to conference room slie 

LEWIS, R C Region 2, Office of Director 84/03/02 KELLY, R J 
Georgia Power Co ip 22655 317 24X Fiche 50-321,84/03/02, 

8403160150 


8403130004 Transmittal I, title pages of deleted emergency plan 
Implementing pr o c ed utbs, i nc 1 ud lng HNP-1-4205 re turbine lube 
oil reservoir oil fire 6 HNP-t-4206 re turbine lube oil 
conditioner l< storage fire W/840306 ltr 

SORRELL, E C Georgia Power Co 04/03/06 12pp 22615 183 24X 

Flche 50-321,04/03/06,8403130004 


0403260150 Revised emergency plan implementing proc e d ures , in c 1 ud 1 ng 
Procedure HNP-8033 re quantitative fit testing. Procedure 
HNP-4926 re alert emergency rally point leader S, Procedure 
HNP-0010 re use *< care of respirators W/B40320 ltr 

SORRELL, E C Georgia Power Co 84/03/20 U4pp 2279B 290 24X 

Flche 90-321,84/03/20,0403260150 


0403300143 Rev 6 to Emergency Plan Implementing Procedures HNP 4726 I- 
4626 t< Rev 8 to Procedure HNP-B012 re general & site area 
emergency rally point loaders U radiation L contamination 
surveys W/S40326 ltr 

SORRELL, E C Georgia Power Co 84/03/26 119pp B2820 083 24X 

Fiche 50-321, B4/03/26, 8403300 143 


J Insurance t> indemnity information 


8403060281 Forwards Endorsement B5 to NEL1A Policy NF-219 

DUCK, J R Marsh & McLennan. Inc B4/02/28 SALTZMAN, J Assistant 
Director for State & Licensee Relations 2pp 22518-187 24X 

Fiche 50-321,84/02/20,8403060281 


840328003B Forwards Endorsements 86 t- 87 to NELIA Policy NF-215 8, 
Endorsements 70 & 71 to MAELU Policy MF-78 

DUCK, J R Marsh l< McLennan, Inc 04/03/21 SALTZMAN, J Assistant 
Director for State !< Licensee Relation* Spp £2777.010 24X 

Flche 50-321,84/03/21,0403200038 


□ Advisory Committee on Reactor Safeguards report* It corre* pondonc e 


0402270263 Re*ponds to FOIA request for JC Mark 001204 memo to ACRB re 
hydrogen burn u/lgniters It documents concerning generation, 
combuetion or control of hydrogen in reactor accidents 
Forwards App A documents App B documents in PDR 

FELTON, J M Division of Rules and Records 84/01/30 HIATT, B L 

Ohio Cltiiens for Responsible Energy 7pp 22412.031 24X 

Fiche 50-000.04/01/30,0402270263 


— 8402270314 Forwards summary of investigations re hydrogen recomblnars 
!< relay failures in HPCI sys 

ZUKOR.D J ACRB - Advisory Committee on Reactor Safeguards 
80/10/30 MOELLER, D W ACRB - Advisory Committee on Reactor 
Safeguards 4pp 23412 QB6 24X Flche 50-000. 84/01/30, 

8402270263 


P Operating license stage documents 4, correspondence 


8401120456 Notification of B40214 meeting w/GPU, Bech tel h Southern Svc s 
Co in Bethe*da,MD to discuss equipment qualification 
RIVENBARK.O W Operating Reactor* Branch 4 84/01/09 STOLZ, J F 

Operating Reactors Branch 4 2pp 21804. 101 24X 

Fiche 50-321,84/01/09,8401 120456 


8403090187 Application for amend to Licenses DPR-57 S< NPF-9, revi s ing 
Tech Specs re listed TMI Action Plan Items, per Generic Ltr 
83-36 

BECKHAM. J T Georgia Power Co 84/02/06 STOLZ, J F Operating 
Reactor* Branch 4 8pp. 22573 276 24X Fiche 50-321,84/02/06, 

B 403090 187 


— 8403090196 Proposed Tech Specs re instrumentation providing 
eurvei 1 lance info, post- accident sampling t, anal y sis t 
post-accidsnt monitoring Instrumentation 
* Georgia Power Co 84/02/06 18pp 22573 2B4 24X 

Fiche 50-321,84/02/06,8403090107 
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9403 160226 Reviews 840112 meeting to discus*, responses ta B31O04 
request for add 1 info needed to review QA program 
description List of meeting attendees end 

LEWIS, R C Division of Project & Resident Programs B4/02/09 

KELLY, R J Qeorgia Power Co 3pp 32661 064 24X 

Fiche 50-321 r 04/02/07. 0 4031 60226 


04Q3O3OOBS Discusses analyses on 22 safety relief volve < 5F1V ) discharge 
lines per B21229 request to address question* re SRV test 
program peT TM1 Item II D I Analyses Indicate supports 8 
piping geometry adequate 

GUCWA-L T Georgia Power Co 04/D2/1O BTOLZ-J F Operating 
Reacto-rs Branch 4 2pp 22490 007 24X FUhe 30-32 l , 04/ 02/ 10, 

9403030005 


B40306D436 Forwards notice of consideration of issuance of Amends 97 8, 
34 to Licenses DPR-37 8 NPF-3 j r espec t! ve 1 y 1* proposed N8HC 
determination 8 opportunity for hearing re time requirements 
for scram discharge vol vent 8 drain valves 

RIVENBARK.O Operating Reactors Branch 4 B4/02/21 DECKMAN, J T 

Georgia Power Co 3pp 22549 344 24X Fiche 50-321,94/02/21, 

0403060436 


— 0403060440 Notice of consideration of issuance of Amends 97 8 34 to 
Licenses DPR-37 8 MPF- 5 , re sp sc fci ve ly 8 proposed N5HC 
determination 8 opportunity for hearing 

STOLZ, J F Operating ReactoTS Branch 4 94/02/21 Opp 

22549 347 24X Fiche 30-321,04/02/21,0403060436 


0403140340 Summary of B312J3 meeting w/GE 8 Mart I Owners Group in 
Bethesda.MP re Mark 1 containment we fcwel 1-dry we i I vacuum 
breaker design methodology 

SIEGEL. 0 L Operating Reactors Branch 2 34/02/21 Operating 

Reactors Branch 2 51pp 22633 19B 24X Fiche 30-000, B4 / 02/21, 

0403140340 


940301 Ot 10 Forwards Amends 93 8 33 to Licenses DPR-57 8 NPF-5, 
respectively 8 safety evaluation Amends revise Tech Specs to 
extend time allci/ed to restore thermal power scran 8 control 
rod block trip setpoints within Tech Spec limits 

R1VENBARK, 0 Operating Reactors Branch 4 84/02/22 BECKHAM, J T 

Georgia Power Co 2pp 22479 2B1 24X Fiche 50-321, 04/02/22, 

0403010110 


— 0403010124 Amends 90 8 33 to Licenses DPR-37 8 NPF-3, respec 1 1 vely, 
revising Tech Specs to extend time allowed to restore 
thermal power scram 8 control rod block trip setpoints 
within Tech Specs limits 

STOLZ. J F Operating Reactors Branch 4 94/02/22 !3pp 

22479 283 24X Fiche 50-32 1 , B4/02/22, 04030101 ID 


— B4O3D1OI20 Safety evaluation supporting Amends 9B 8 33 to- Licenses 
DPR-37 8 NPF-5, respectively 

» Office of Nuclear Reactor Regulation, Director B4/02/22 Opp 
22479 290 24X Fiche 50-321 . B4 /02/22, 040301 01 1 0 


0403070397 Forwards request for add! info to complete review of 
proposed programs for inservice testing of pumps 8 valves 
submitted in 930812 Itr Info requested within 30 days 
STOLZ, J F Operating Reactors Branch 4 04/02/23 BECKHAM, 0 T 

Georgia Power Co 4pp 22564 134 24X Fiche 50-321,04/02/2 3, 

B40307Q357 


9403070251 Forwards update on facilities conformance 8 info re plans 8 
schedules for any needed improvements 8 rept rr vendor 
equipment technical info program by Nuclear Util Tast Action 
Committee on Generic Ltr 93-20, Set 1 1 on 2 2 2 

GUCWA.L T Georgia Power Co 04/02/29 STOLZ, J F Operating 
Reactors Branch 4 24pp 22336 OB? 24X Fiche 50-321, B4 /02/29, 
B40307Q251 


— B4030702S2 “Vendor Equipment Technical Info Program, 11 per Generic Ltr 
63-2B, Section 2 2 2. final draft 

* Nuclear Utility Task Action Committee 84/02/29 63pp 
22536 t 12 24X Fiche 50-321-04/02/29,8403070251 


0403260045 Forwards Amend 99 to License DPR-57 Amend changes Tech Spars 
to delete drywell— to— torus differential pressure sys 
STOLZ, J F Operating Reactors Branch 4 94/03/06, BECKHAM, J T 

Georgia Power Co 3pp 22763 284 24X Fiche 50-321.84/03/06, 

8403260043 


■9403260040 Amend 99 to License DPR-37, rhang 1 ng Tsch Spec* to delete 
drywe 1 1- 1 o-torus differential pressure sys 
STOLZ, J F Operating Reactors Branch 4 94/03/06 9pp 

22763 207 24X Fiche 50-321,84/03/06,9403260045 


B403200005 Responds to 040229 request for addl action to verify aspects 
of overhead crane design at facility, per NUREG-0612 
guideline* Crane safety & reliability satisfactory 
GUCWA.L T Georgia Power Co B4/Q3/12 STOLZ, J F Operating 
Reactors Branch 4 2pp P2685 209 24* Fiche 50-321,84/03/12. 

9403300003 


0403150275 Generic Ltr 04-07 to all licensees of BUR* re procedural 
guidance for pipe replacement at DWRs Svc list end 
EISENHUT.DO Division of Licensing 94/03/14 Commonwealth 
Edison Co 20pp 22823 334 24X Fiche 30-000.84/03/14,8403150275 


0 Inspection reports, IE Bulletins 8 correspondence 


9403160196 Forwards IE Imp Dept* 30-321/84-04 8 50-366/84-04 on 
040204—07 No violations or deviations identified 
dance, H C Division of project 8 Resident Programs 94/02/24 

KELLY, R T Georgia Power Co 2pp 22653 351 24X 

Fiche 30-321,94/02/24.8403160196 


--B403160 1 98 IE Insp Repts 30-321/04-04 8 30-366/84-04 on 840204-07 No 
violations or deviations identified Major areas inspected 
torus vent header cracking feedwater line ultrasonic 
indication 8 recirculation piping replacement 

CROWLEY, D ft , BLAKE, J J Region 2, Office of Director, 04/02/23 
6pp 22635 333 24X Fiche 50-321,84/02/24,8403160196, 


B40I190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits 8 Annunciation " Svc list 
oncl 

JORDAN, E L Division of Emergency Preparedness 8 Engineering 
Response (Post 830103) 94/02/28 Consolidated Edison Co of Niw 

York, Inc H3pp 22909 23? 24X Fiche 30-000,84/02/28,8401190072 


8402090007 IE Info Notice 04-14. "Highlights of Recent Transport 
Regulatory Revs by DDT 8 NRC " Bvc list encl 

ORACE.J N Division of OA, Safeguards 8 Inspection Programs (Post 
B30103) 04/03/02 Consolidated Edison Co of New York, Inc 

1 30 p p 22352 329 24K Fiche 50-000, B4/03/02, 8402090007 


B4020 9000S IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate “ Svc list encl 

JORDAN, E L Division of Emergency Preparedness 8 Engineering 
Response (Post 030103) 94/03/02 Consolidated Edison Co of New 

Yqt k , Inc 122pp 22353 099 24X Fiche 30-000, 84/03/02, B4O2O9OOO0 


0402090009 IE Info Notice 04-15, "Reporting of Radiological Releases “ 
Bvc list encl 

JORDAN, E L Division of Emergency Preparedness 8 Engineering 
Response (Post 030103) 94/03/02 Consolidated Edison Co of New 

York, Inc 119pp- 22353 217 24X Fiche 30-000.04/03/02-8402090009 


040209001 1 IE InPo Notice 84-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Tamp 11 Bvc list encl 
JORDAN, E L Division of Emergency Preparedness 8 Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22553 336 24X Fiche 30-000,04/03/03,0402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list encl, 

JORDAN, E L Division of Emergency Preparedness 8 Engineering 
Response (Post 030103) 94/03/07 Consolidated Edison Co of Neu 

York, Inc 118pp 22635 049 24X Fiche 30-000,04/03/07,8402090024 


B40209002B IE Info Notice 84-19, "Stress Corrosion Cracking in PWR 
Bye 11 Svc list encl, 

JORDAN, E L Division of Emergency Preparedness 8 Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Nsw 

York, Inc llSpp 225B4 £B6 24X Fiche 30-000,84/03/07,8402090028 


8403160330 Ack receipt of 840206 ltr informing NRC of stop* taken to 
correct violations noted in IE Insp Repts 30-321/63-32 8 
50-366/83-34 

DANCE, H C Division of Project 8 Resident Programs. 04/03/09 

KELLY, R J Georgia Power Co. Ip 22660 015 24X 

Fiche 50-321.04/03/09,0403160338 


— 0403160349 Responds to NRC 040106 ltr re violations noted in IE Insp 
Repts 30-321/03-32 8 50-366/83-34 Corrective action*' 
procedure revs drafted 8 undergoing review 8 approve! 
process 

OUCHA.L T Georgia Power Co 04/02/06 O'REILLY, J.P Region 2, 
Office of Director 2p p 22660 016 24X Fiche 50-321, 04/03/09, 

B4O316O330 


— 8403 160359 Forwards IE Insp Repts 50-321/03-32 8 30-366/63-34 on 
831114-18 & notice of deviation 

DANCE, H C Division of Project 8 Resident Programs, 04/01/06, 

KELLY, «. J Georgia Power Co 2pp 22660:010 24X 

Fiche 50-321,04/03/09,8403160330 


— 8403160365 Notice of deviation from Insp on 031114-18 

* Region 2. Office of Director B4/01/06 Ip 22660’ 020, 24X 

Fiche 30-321,84/03/09,0403160338 
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— 8403160372 IE Insp Rept* 30-321/83-32 b 30-366/63-34 on B31 114-18 
Deviation noted failure to electronically callbr high range 
drywell radiation monitor*. per NUREQ-0737, Item II F 1 
WRAY. J R Region 2. Office of Director BARR, K p Divlilon of 
Engineering b Operational Programs 84/01/04 7pp 22660,021 
24X Fich* 30-321 r 84/03/0% 8403160338 


3402090031 IE Bulletin 84-02. "Failure* of OE Type HP A Relay* In Use in 
Clan IE Safety 8ys " Svc list end 

DEYOUNG, R C Director'! Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

134pp 22823 094 24X Fich* 30-000.84/03/12,8402070031 


9403270173 Ac k receipt of 640301 1 tr Informing NRC of steps taken to 
correct violations noted In IE lnsp Rept 30-366/83-26 
LEWIS.R C. Division of Project b Resident Programs 84/03/15 

KELLY. R J. Georgia Pouter Co lp 22801 008 24X 

Fich*. 30-366. 84/03/13. 8403890173 


— 8403270174 Respond* to NRC 840201 1 tr re violations noted in IE lnsp 
Rept* 30-321/93-25 b 30-366/83-26 on 830721-0820 Corrective 
actions administrative controls to stress independent 
verification upgraded 

BECKHAM. J T Georgia Power Cd 84/03/01 O'REILLY, J P Region 
2, Office of Director 6pp 22801 00? 24X Fiche 30-366, 

B4/03/13, 8403270173 


— 0403270173 Forwards IE lnsp Rept* 30-321/B3-25 l< 30-366/83-26 on 
B30721-0820 b notice of violation 

LEWIS, R. C Division of Project it Resident Programs 94/02/01 

KELLY, R J Georgia Pouter Co 2pp 22801 013 24X 

Fiche. 30-366, 84/03/13, 0403290193 


— 8403290197 IE lnsp Rept* 30-321/83-25 b 50-366/83-26 on 830721-0820 
Violations noted 1 safety-related equipment b sys not aligned 
It limiting condition for operation for main steam isolation 
leakage control sys not established 

CRLENJAK, R V., H0LME8-RAV, P , PANCIEftA.V U Region 2, Office of 
Director 04/OI/2B 3pp 22801 01B 24X Fiche 30-366, B4/03/15, 

8403270173 


04032.90208 Ack receipt of 840301 1 tr informing NRC of steps taken to 
correct violations noted In IE lnsp Rept 50-321/84-03 
DANCE, H C Division of Project St Resident Program*. 84/03/1? 
KELLY, R J. Georgia Power Co lp 22800 302 24X 

Fich* 30-321,84/03/19,8403270208 


— 8403290212 Respond* to NRC 940210 ltr r* violations noted in IE lnsp 
Repti 30-321/84-03 S< 30-366/84-03 Corrective actions NDE 
personnel reminded of importance of proper it complete data 
recording. 

OUCWA.L.T Georgia Power Co 84/03/01 O'REILLY, JP Region 2. 
Office of Director. 2pp 22800 303 24X Fiche 50-321. 84/03/17, 

0403270208 


— 8403290215 Forward* IE lnsp Rept* 80-321/84-03 it 50-366/84-03 on 
840124-27 b notice of violation 

DANCE, H. C. Division of Project b Resident Programs 84/02/10 
KELLY, R J. Georgia Power Co 2pp 22800 305 24X 

Fich* 30-321, B4/03/17, 8403290208 


— 0403290216 Notice of violation from insp on 840124-27 

* Region 2, Office of Director 84/02/10 Ip 22B00 307 24X 

Fiche. 30-321, B4/0h/ 19, 8403290208 


— B4O3290219 IE lnsp Rapt* 30-321/84-03 b 30-366/84-03 on 840124-27 
Violation noted ultrasonic insp records for Fall 19B2 lnsp 
of reactor vessel flange to Shell Meld C-l did not show 
•stent or location of area 

CROWLEY, B. R Region 2, Office of Director BLAKE, J J Division 
of Emergency Preparedness b Materials Safety 84/02/0? itpp 
22800 308. 24X Fiche' 30-321, 84/03/19, 0403270208 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorised 
Entries into PWR Reactor Cavities “ Bve list enel 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031. 84/03/21. Consolidated Edison Co of New 

York, Inc. 123pp 22823 22? 24X Fich* 30-000,84/03/21,8408090043 


0402090044 IE Info Notice 94-20, "Svc Life of Relays in Saf * ty-R* lated 
Sys. " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 84/03/21 Consolidated Edison Co of New 

York, Inc. 133pp. 22933 001 24X Fiche 30-000,04/03/21,8408090044 


B. Periodic operating reports b related correspondence 


8 Reportable occurrences, LER s b related correspondence 


8403090228 Supplemental narrative summary to LER 30-321/1979-021 , Rev 5 
providing updated data re tritium levels In groundwater 
samples during Third Quarter 19B3 presented In end Table 1 
W/84020S ltr 

NIX. H C Georgia Power Co B4/01/31 O'REILLY. JP Region 2, 
Office of Director 3pp 22571 237 24X Fiche 50-321.84/01/31. 

B403070223 


8403010330 Forwards supplemental narrative summary to LER 
50-321/79-021, Rev 3 Groundwater problems reviewed u/Region 
II personnel on 831219 Problems not environ concern in 
regulatory sense Rept doses LER 

NIX, H C Georgia Power Co 84/02/08 O'REILLY. J P Region 2, 
Office of Director 3pp 22432 073 24X Fiche 30-321,84/02/OB, 

8403010330 


8403160044 LER 84-OUI-OO Dn 04081 1, r eactor scram followed high 
vibration turbine trip Caused by bucket b finger damage 
to both 13th stages of lew pressure turbine A Stage 13 will 
be replaced at later date W/840309 ltr 

TIPP8, 6 B . NIX.H C Georgia Power Co 94/03/09 4pp 22635.120 
24X Fiche 30-321,84/03/09,8403160044 


8403300104 Advises that program of periodic manual operation of safety 
relief valves will be d i sc on 1 1 nued, based en results of BUR 
Owners Group investigation Safety relief valve cycling 
caused valves to leak prematurely 

GUCWA.LT Georgia Power Co B4/03/26 STOLZ, J F Operating 
Reactor* Branch 4. 2 pp 22881 216 24X Fiche 30-321,84/03/26, 

8403300104 


DOCKET 30-322 SKQREHAM NUCLEAR POWER STATION 


A Appllcatton/construction stage documents b correspondence 


8403080363 F01A request for documents re QWR Intergranular Stress 
Corrosion Cracking Owners Sroup meeting on or about 811028 
HAFNER, D Suffolk Nuclear Study Group 83/11/26 Office of 
Administration lp 22SS3007 24X Fiche 50-322, 83/1 1/26, 

8403080363 


8403020139 Provides justification for deletion of station blackout test 
b completion of program for training during low power 
testing, per TMI Item 1 G 1. In response to Generic Ltr 83-24 
MCCAFFREY, D R Long Island Lighting Co 04/02/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Bpp 22443 243 
24X Fiche 50-322,04/02/16,0403020139 


8403080367 Respond* to FOIA request for documents re BUR Integranular 
Stress Corrosion Cracking Duiners Group meeting on or about 
811028 Forwards App A documents Records also in FDR 
FELTON, J M Division of Rules and Records 84/02/28 HAFNER, D 
Suffolk Nuclear Study Group 2pp 22583 008 24X 

Fiche 30-000,84/02/28.8403000367 


1 — 8309210434 Requests evaluation of Grand Gulf b Shoreham 830817 b 23 
responses, respectively re intergranular stress corrosion 
cracking in DUR piping Response requested by 030916 U/o 
end 

EIBENHUT, 0 G Division of Licensing B3/07/06 VOLLMEfl. R 
Division of Engineering lp. 22583 010 24X 

Fiche 30-000.84/02/28,8403000367 


B40307001B Responds to FOIA request for documents re BNL background 
radiation survey DOE preparing Ehoreham b BNL site reptt 
When printed, Bhoreham rept will be available from NRC b BNL 
rept will be available from DOE 

FELTON, J M, Division of Rules and Records 84/03/02 QR0S5MAN.K 
Island Closeup News Service, Bag Harbor, NY lp 22572 344 24X 

Fiche 30-322,04/03/02,8403090018 


B4031 4001 7 Clarifies Sept 1903 draft technical evaluation rept of Phase 
II submittal of control of heavy loads, per 840107 telcon 
Safe load paths for reactor bldg closed loop cooling water 
pumps revised 

MCCAFFREY, 0 R Long Island Lighting Co 84/03/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 22633 216 
24X Fiche 30-322.94/03/03,0403140017 


8403140126 Forward* NRC Region I morning reptt re facility emergency 
diesel generators for 840213-0301 

GODDARD, R J Hearing Branch 3 84/03/05 BRENNER. L . 

FEROOBON, G A , MORRIS, P A Atomic Safety and Licensing Board Panel 
13pp 22620 341 24X Fiche 50-322,84/03/03,8403140126 


0403150071 Monthly operating repts for Feb 19B4 W/B40310 ltr 
RAFEEDIE, D P , NIX.H C Georgia Power Co 34/02/2? 12pp 
22643:191 24X Fich* 50-381,84/02/29,0403130071 
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6403200302 Forwards response to Generic L tr 03-28, "Required Actions 
Rased on Generic implications of Salem ATWS Events " Enel 
addresses each NRC position 8. describes actions taten b g 
util In response 

MCCAFFREY, D R Long Island Lighting Co 04/03/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 30pp 22696 177 
24X Fichc 50-322, 04/03/09. 0403200302 


0403200227 Responds to Generic Ltr 64-01 providing description of 
NRC position on regulatory jurisdiction involving terms 
important to safety 6 safety-related Util wishes to discuss 
subj further 

MCCAFFREY, D R Long Island Lighting Co 34/03/13 BENTON. H 
Office Of Nuclear Reactor Regulation, Director 2pp 22690 106 
24 X Fiche 50-322,34/03/13.0403200227 


3402090041 Board Notification 64-030 provides Commission policy- 
statement i proposed rulemaking on environ qualifications 
EISENHUT. D 0 Division o f Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel lOpp 24X Flche 50-000.64/03/14,8402090041 


6403270116 Forwards supplemental nuclear power plant experience tables 
for operating shift positions Eipected QL date is 840515. In 
response to addl questions in DF Schne 1 1 , Union Electric Co, 

1 tr 

NOTARD, J A Long Island Lighting Co 34/03/22 DENTON, H R Office 
af Nuclear Reactor Regulation, Director Spp 22775 157 24X 

FiChe 30-322,64/03/22. B4032701 14 


6403190243 Notification of B4041B workshop in King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown inap fc topics described in IE Info Notice 
84-09 Agenda fur uorkshop end 

MURLEY. 7 E Region 1, Office of Director 64/03/09 O'TOOLE, J D 
Consolidated Edison Co of New York, Inc DALTROFF.B L. 
Philadelphia Electric Co NUKlLL.H D General Public Utilities - 
GPU Service Corp 3Spp 22672 062 24X Flche 50-000,04/03/09, 

3403190243 


8403270245 Forwards revised safeguard license condition resulting from 
review of Rev 2 to guard training 6 qualification plan Rev 2 
changes acceptable 

filRAGLIAiF J Assistant Director for Safety Assessment 04/03/09 
NOVAK, T M Assistant Director for Licensing Dpp 227B9 272 24X 

Flche 50-322,84/03/09, 6403270245 


8403190363 Forwards evaluation of LILCQ transition plan per NUREO-06S4/ 
FEMA-HEP- 1 , Rev 1 Deficiencies noted 

SPECK, S W Federal Emergency Management Agency B4/03/15 
DIRCKS.W J Office of the Executive Director for Operations 7lpp 
22673081 24X Flche 90-322,04/03/15,0403190363 


B403260113 Forward* FEMA review Df Rev 3 to util transition plan for 
offsite emergency preparedne u, per NUREG-0654 

MARTIN, T T Division Of Engineering 5, Technical Programs B4/03/2Q 
POLLOCK, M S Long Island Lighting Co 3pp 227SB 001 24X 

Flche 50-322,04/03/20,8403260113 


840329024B Requests that Suffolk County, NY be notified in advance of 
any discussions or meetings w/util U be invited to 
participate County requests copies of documents re -review 
of util 040320 supplemental motion for low power OL 
LANPHER, L C Kirkpatrick, Lo-ckhaTt, Hill, Christopher t, Phillips 

LAMPHER. L C Suffolk County, NY B4/03/23 DENTON, H R Office of 

Nuclear Reactor Regulation, Director 2pp 22300 2)5 24X 

Flche 50-322, B4/03/23, 64O329024B 


E NRC Safety Evaluation Report 1SER), suppls & correspondence 


— B4-0-3260117 Review of Rev 3 to util transition plan for offsltd 
emergency preparedne* s, per NUREG-0654 

-» Federal Emergency Management Agency B4/02/10 66pp 
2275B 004 24X Fiche 30-322,84/03/20,8403240113 


6403200029 Forwards Rev 7 to amended security plan Rev withheld 
[ref 10CFR73 21) 

MCCAFFREY, BR Long Island Lighting Co B4/03/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 22777 040 
24X Flche 50-322,04/03/22,8403280029 


8403020207 Forwards "Rept on Special Lifting Devices," per 831111 
response to SER Open Item 59 Rept covers de s ign, f abrica fci on 
U initial acceptance testing of six special lifting devices 
listed in Table 3 of BI0717 ltr 

MCCAFFREY. B R Long Island Lighting Co B4/OB/21 DENTON, K ft 
Office of Nuclear Reactor Regulation, Director 3pp 22441 26B 
24X Fiche 50-322,04/02/21,0403020287 


— 6403020290 "Rept on Special Lifting Devices " 

* Stone & Webster Engineering Corp 11600 02 84/02/10 47pp 

23441 271 24X Fiche 50-322.04/02/21,8403020207 


0403270119 Forwards monthly status ‘’List of Active Safety-Related 
Equipment at Qua 1 i f i c a t i on Level." per SER Issue 9 re 
dynamte qualification 

MCCAFFREY, B R Long Island Lighting Co 84/03/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22774 062 
24X Flche 50-322.84/03/15,8403270119 


, — S4D3270122 “Control Bldg category 1 Equipment Da lance— o f—P 1 ant 
Qua 1 i f i ca 1 1 on Level," monthly status rept 

* Stone i< Webster Engineering Corp 84 / 02/27 50pp 22774 064 
24X Fiche 50-322,84/03/15,6403270119 


F Security, medical, emergency I< fire protection plans 


6403290160 Forwards Rev 3 to local offsite radiological emergency 
response plan 

SMITH, V L Long Island Lighting Co B3/12/21 DENTON, H H Office 
of Nuclear Reactor Regulation, Director 4pp 22804 001 24X 

Flche 50-322, 63/12/21, 8403290160 


— 6403390165 Rev 3 to local offsite radiological emergency response plan 
W/17 overs! i e figures 

* Long Island Lighting Co 83/13/21 700pp 22804 021 24X 

Fiche 50-322,63/12/21,0403290160 


8402090006 Board Notification 64-034 forwards ft Vollmer 040206 memo- to 
D Eisenhut re fire research results concerning fires In 
electrical cabinets in control room 

EISENHUT. D 0 Division of Licensing 84/02/23 PALLADINO 
Commissioners lp 22576 203 24X Fiche 50-000.84/02/23. 

8402090006 


--8403080316 Recommends that info re fire research result* concerning 
firei in electrical cabinets in control room be submitted 
for board notlf lcat i on, p er NRR Qfc Ltr I9.dtd 021001 Further 
evaluation of test data required 

VOLLMER, R H Division of Engineering 84/02/06 EISENHUT, D 0 
Division of Licensing lOpp 22376 204 24X 

F i i h e 50-000 , 84/02/23, 8402090006 


Q Adjudicatory correspondence 


S4032B0063 Util Safety Classification Group brief amicus curiae 
objecting to ASLD distinction between regulatory terms 
important to safety V safety-related 

EARLEY, A F Utility Safety Classification Group B3/12/23 
Atomic Safety and Licensing Appeal Panel 39pp 22813 001 24X 

Fiche 50-322, B3/ 13/23, 8403280063 


8403010220 Revises sve list, adding BR McCaffrey Si deleting JL Smith 
Certificate of Svc end 

BRITT,!, F Long rsland Lighting Co 84/02/24 BRENNER, L J , 
FERGUSON, C A , MORRIS, P A Atomic Safety and Licensing Board Panel 
Spp 22435235 24X Fiche 50-322,84/02/24,8403010220 


8403010163 Motion opposing Suffolk county motion for extension of time 
to respond to DOE summary disposition motions Request 
untimely & unsupported by good cause Certificate of Svc 
end Related correspondence 

MCCLESKEY, K E Long Island Lighting Co MCCLESKEY, K E Hunton 1 
Williams 84/02/27 Atomic Safety and Licensing Board Panel 

5pp 22435 302 24X Fiche 50-322.84/02/27,6403010183 


B40301O195 Motion for leave to file surrebuttal testimony on Contention 
23 re shadow phenomenon In Interest of allowing ASLB to 
hear clash among e » per ts> tes t imony should be allowed 
Certificate of Svc encl Related correspondence 

CHRISTMAN, J ft Long Island Lighting Co CHRISTMAN. J N Hunton li 
Nil liars 84/02/57 Atomic Safety and Licensing Board Panel. 

7pp 22433 291 24X Fiche 50-322.04/02/27.8403010195 


8403010234 Motion for eitension of time until 840306 to respond to 
LILCO summary disposition motions on Contentions 24 B, 33. 45. 

46 & 49 Related correspondence 

LETSCHE, K J Suffolk County. NY LETSCHE, K J Kirkpatrick, 
Lockhart, Hill, Christopher & Phillips 84/02/27 Atomic Safety 
and Licensing Board Panel 4pp 22434 IB4 24X 
Fiche 50-322, B4/02/37, 6403010234 


840301023/ Motion for leave to file modified Contentions 16 6 IQ re 
util public edu-c brochure Motion should be granted. Deni al 
would constitute improper refusal to deal ui/important Issues 
raised by brochure 

LETSCHE. K J Suffolk County, NY LETSCHE, K J Kirkpatrick, 
Lockhart. Hill, Christopher U Phillips 84/02/27 Atomic Safety 
and Licensing Board Panel I9pp 22434:191 24X 

Fiche 30-322,04/02/27,8403010237 


\ 
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B403010242 Interrogatories to Suffolk County b State of NV re 
identification of expert witness®* at trial concerning 
dleeel generator contentions Certificate of Svc end Related 
c orrecpondence 

ELLIS. T S Long Island Lighting Co ELLIS, T S Hunton & William* 
64/02/27 Suffolk County, NV 3pp 22434 214 24X 

Fiche 50-222x64/02/27, 8403010242 


6403010249 Notice of TA Moore. A Bakshi.GD Eley, U Avery, R Anderson, 

P Meulengracht, S Chr i s tensen, M Goldsmith b R Hubbard 
depositions on 840307, OB, 09, 12, 13, 14, 1 5, 16 b 19, 
respectively Certificate of Svc end Related correspondence 
ELLIS, T 8, Long Island Lighting Co ELLIS, T S Hunton b Williams 
B4/02/27 8pp 22432 273 24X Fiche 30-322,64/02/27,0403010249 


8403020123 Statement of Qovernor Cuomo In support of Suffolk County 
040213 motion for leave to filB new contentions re util 
offsite emergency preparedness training program Certificate 
of Svc end 

CUOMO, M I ZAHNLEUTEft, R J New York, State of 04/02/27 4pp 
22442 100 24X Fiche 80-322,64/02/27,8403020123 


8403020233 Affidavit Df D Axelrod opposing util motion to compel 
expedited production of document* by State fo NV Documents 
tubj to executive privilege W/Certi f icatc of Svc Related 
correspondence 

AXELROD, D, New York, State of 04/02/27 6pp 22440 269 24X 

Fiche 30-322, 64/02/27, 0403020233 


0403010174 Order granting Suffolk County 040227 motion for 6-day 
extension of time within which to respond to LILCO summary 
disposition motions 

LAURENSON, J A Atomic Safety and Licensing Board Panel 84/02/29 
4pp 22435' 227 24X Fiche 30-322, 04/02/20, B403010174 


B4O30L021S Memorandum t< order denying Suffolk County 840200 motion 
for leave to file reply to LILCO answer opposing Suffolk 
County motion for leave to file rebuttal testimony on 
Contention 23 

LAURENSON, J A Atomic Safety and Licensing Board Panel 04/O2/2B 
Suffolk county, NV lOpp 22436 009 24X Fiche. 50-322, 04/02/20, 

0403010215 


0403010223 Order granting In part LILCO 040206 motion to compel 
expedited production of documents by Stale of NV b denying 
LILCO 040206 motion to reply to State of NY 

LAURENBDN, J A Atomic Safety and Licensing Board Panel 64/02/20 
Long I * lend Lighting Co lOpp 22433 243 24X 

Fiche' 50-322, 84/02/2B, 0403010223 


3403010232 Order ruling on Suffolk County 040209 objections to 840203 
memorandum b order ruling on intervenors proposed modified 
emergency planning contentions 

LAURENSON, J A Atomic Safety and Licensing Board Panel 04/02/26 
Spp 22434 176 24X Fiche 30-322,04/02/20,8403010232 


6403010269 Order granting util 640210 motion to compel expedited 
production of State of NV emergency preparedness plan State 
of NY directed to act expeditiously in complying w/order 
LAURENSON, J A Atomic Safety and Licensing Board Panel 04/02/20 
3pp 22432 233 24X Fiche 30-322,04/02/28,8403010269 


B4Q30 20143 Notice of appearance in proceeding Certificate of Svc end 
ROLFErR.M Long Island Lighting Co ROLFE, R M Hunton b Williams 
64/02/29 3pp 22441 360 24X Fiche 30-322,84/02/26,8403020143 


0403020160 Motion for leave to make Si suppl replies to 0tate of NV 
040223 b 27 discovery papers Certificate of Svc end Related 
correspondence 

IRWIN, D P Long Island Lighting Co 84/02/26 Atomic Safety and 
Licensing Board Panel 10pp 22443 207 24X Fiche 30-322,04/02/20, 

8403020168 


8403140100 Forwards OH Cunningham 840228 memos re Traneamerica Detaval 
emergency diesel generator contentions advanced by Suffolk 
County. Memos submitted per 040222 conference of counsel 
B 0RDENICK, B M. Hearing Branch a 84/02/28 BRENNER, L , 

FERQUBON, 0 A , MORRIS, P A Atomic Safety and Licensing Board Panel 
3pp 22621 333 24X Fiche 30-322,84/02/20,6403140100 


0403140136 Response supporting util motions for summary disposition of 
Contentions 24.6,33,43,46 & 47 No genuine facts to be 
litigated t< applicant entitled to summary disposition of 
c ontentions. W/Car ti f icate of Svc 

BORDENICK, B. M Hearing Branch 3 84/02/28 Atomic Safety and 

Liceneing Board Panel 19pp 22620 169 24X Fiche 30-322,84/02/20, 

0403140136 


8403140141 Requests assistance in responding to ASLB inquiries re 
Transamerica Delaval emergency diesel generator contentions 
advanced by Suffolk County Summary of ASLB inquiry out l lned 
CUNNINGHAM, G H Office of the Executive Legal Director 84/02/20 
DENTON, H R Office of Nuclear Reactor Regulation. Director 2pp 
22620 339 24X Fiche 30-322. 04/02/29, 8403140141 


B403140161 Response supporting Suffolk County 040213 motion for leave 
to file new contentions on offsite emergency preparedness 
training program Certificate of Svc end 

BORDENICK, B M Hearing Branch 3 84/02/26 Atomic Safety and 

Licensing Board Panel Upp 22620 264 24X Fiche 30-322, B4/02/2B. 

8403140161 


0403140162 Discusses inquiry at B40224 conference of counsel re Suffolk 
County Transamerica Delaval emergency diesel generator 
contentions Assistance requested for preparation of 
appropriate rept, 

CUNNINGHAM, Q H Office of the Executive Legal Director 84/02/29 
HAVES, D B Office of Investigation lp 23620 199 24X 

Fiche 50-322, 84/02/2B. 0403140192 


9403140199 Responds to proposal circulated at 840222 conference of 
counsel re possibility & feasibility of transmitting Info 
electronically to & from displaywr i tors Proposal generally 
approved 

BORDENICK, 0 M Hearing Branch 3 84/02/29 BRENNER, L , 

FEROUSON, 0 A , MORRIS, P A Atomic Safety and Licensing Board Panel 
3pp 22621 390 24X Fiche 90-322,84/02/29,8403140195 


8403060109 Forwards requests for production of documents, sup ersed Ing 
840217 requests Related correspondence 

R0LFE, R M Hunton b Williams ROLFE, R M Long Island Lighting Co 
84/03/01 DYNNER.A R Kirkpatrick, Lockhart, Hill, Christopher U 
Phillips PALAMINQ. F 0 New York, State of lp 22506 104 24X 

Fiche 50-322,84/03/01,8403060105 


— 8403060107 Request for production of listed documents re Contentions I, 
II & III Certificate of Svc end Related correspondence 
ROLFE, R M Long Island Lighting Co ROLFE, R M Hunton b 
Williams 04/03/01 DVNNER, A R Suffolk County, NY DYNNER.A R 
Kirkpatrick, Lockhart, Hill, Christopher b Phillips 44pp 
22506 105 24X Fiche 50-322.04/03/01,0403060109 


0403060265 Answer to Suffolk County 040227 motion to file modified 
public educ brochure contentions b objections to 
contentions Contentions clearly inadmissible b motion 
should be denied Certificate of Svc encl 

CHRISTMAN, J N Long Island Lighting Co 84/03/01 Atomic Safety 
and Licensing Board Panel 17pp 22317 112 24X 

Fiche 90-322- 04/03/01. B403060269 


64030601 14 Order confirming schedule changes for Group II Issues 
LAURENSON, J A Atomic Safety and Licensing Board Panel 94/03/02 
Long Island Lighting Co 5pp 22516 329 24X 

FichB 50-322.04/03/02,8403060114 


B40306020B Objects to ASLB 840301 conference call Involving counsel for 
util b State of NY re ruling on discovery dispute concerning 
util request far production of certain state documents 
Related correspondence 

LANPHERiL C Kirkpatrick, Lockhart. Hill, Christopher b Phillips 
LANPHER, L C Suffolk County, NY 84/03/02 LAURENSON, J A , 

KLINE, J R , SHON, F J Atomic Safety and Licensing Board Panel 2pp 

22516 006 24 X Fiche SO-322. 04/ 03/02, 8403060208 


8403060568 Brief in response to util B31223 brief on appeal From ASLB 
imposition of OL condition re term important to safety as 
pertaining to class of s true tures, sy s b components 
Certificate of Svc encl 

LANPHER, L C Suffolk County, NY LANPHER, L C Kirkpatrick, 
Lockhart, Hill, Christopher b Phillips 84/03/02 19pp. 22513 207 

24X Fiche 50-322.94/03/02,8403060268 


B4Q3130129 Reply brief re Contentions 7B on classification b sys 
interactions b 12-13 on QA/QC Certificate of 8ve encl 
REVELEY, W T Lang Island Lighting Co REVELEY, W T Hunton b 
Williams 84/03/02 Atomic Safety and Licensing Appeal Panel 
137pp 22601 337 24X Flch* 30-3 22. 84/03/02,0403130129 


0403140031 Forwards Board Notification BN-84-33 it staff sys 
interactions program W/o end 

RAWSON. R J Hearing Branch 4, 04/03/02 ROSENTHAL, A B , 

EDLES, O J , WILBER, H A Atomic Safety and Licensing Appeal Panel 
2pp 22633’ 249 24X FI c h e 50-322 , 04 / 03/02, 84031 40091 


84031 401 SB Advises that NRC staff will not respond to util motion for 
leave to make b suppl replies b reply b supplemental reply 
to State of NY 840223 b 27 discovery papers NRC not involved 
in dispute between parties 

BORDENICK, B M Hearing Branch 3 84/03/04 LAURENSON, J A , 

BHON, F J I KLINE, J R Atomic Safety and Licensing Board Panel 2pp 
22620 235 24X Fiche 30-322, 04/03/04 , 94031 401 SB 
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3403130029 Memorandum opposing util summary disposition motions on 
Contentions 24 B , 33, 3 6. 49, A b b 49 Statements of matl Facts 
as to Which there oust genuine Issues to be heard encj 
W/C erti f 1 ca te of Svc Related correspondence 

LETBCHE.K J Suffolk County, NY LETSCHE, K J Kirkpatrick. 
Lockhart. Hill. Christopher t Phillips 04/03/03 Atonic Safety 
and Licensing Hoard Panel 33pp 22613 033 24X 

Fiche 30-322, B4/03/0S, 6403130029 


0403140039 Forwards GW HcCo-rlle 040220 memo re Rev 3 to guard training 
b qualification plan, for info 

BDROENICK. JJ M Hearing Branch 3 B4/03/05 I R WIN. D P Hunton b 

Williams MILLER. M Kirkpatrick, Lockhart, Hill, Christopher b 
Phillips 3pp 32633 046 24X Fiche 30-322.04/03/03,040314003? 


6403140126 Forwards NBC Region 1 morning rap ts re facility emergency 
diesel generators for 640215-0301 

GODDARD, R J Hearing Branch 3 B4/03/03 BRENNER, L , 

FERGUSON, O A , liORR 1 S, P A Atomic Safety and Licensing Board Panel 
I3pp 32620 341 24X Fiche 30-322.64/03/09,0403140126 


B4O3O9OO03 Order ruling on util motions to compel production of 
documents 6 objections of Governor Cuomo 

LAURENSON, JA Atomic Safety and Licensing Board Panel 64/03/06 
1 4pp 22575 303 24X Fiche 50-322, 64/03/06, B4030700S3 


0403130146 Reply to util response to Suffolk County motion to file new 
contentions re offsite emergency preparedness training 
program 6 util objections te proposed training contentions 
Certificate of Svc encl 

LANPHER.L C Suffolk County, NY LANPHER, L C Kirkpatrick. 
Lockhart, Hill, Christopher b Phillips 94/03/07 Atomic Safety 

and Licensing Board Panel 47pp 22609 173 24X 

Fiche 30-332, B4/03/07, 94031301 46 


B4O3140042 Advises that MRC has no objection to util 640227 motion for 
leave to file surrebuttal testimony on emergency planning 
Contention 23 

REPKA, D A Hearing Branch 3 B4/03/07 LAURENSON, J A . SHON, F J . 

KLINE, J R Atomic Safety and Licensing Board Panel 2pp 

22633 049 24X Fiche 50-332,64/03/07,0403140043 


0403140165 Response to Suffolk County 040227 motion for leave to fila 
modified Contentions 16 6 IB re public info brochure 
Contentions 16 L, 16 M 6 16 M should be denied Certificate 
of Svc encl 

REPKA, 0 A Hearing Blanch 3 34/03/07 Atomic Safety and 

Licensing Board Panel 7pp 22620 337 24X Fiche 50-322,64/03/07, 

04O314OII65 


B4D3Q9Q059 Advises oral arguments on pending appeals will be heard on, 
040327 in Hotheads, MO Board will Issue order confirming 
hearing 6 detailing hearing time allotments 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel B4/03/OB 
DORDENICK, B M OFfice of the Eiecutive Legal Director BROWN, H H 
Kirkpatrick. Lockhart, Hill, Christopher t < Phillips REVELEY, W T 
llunton It Williams ip 22575 340 24X Fiche 50-323, 04/03/OB, 

0403090059 


8403130099 Motion of Governor Cuomo to file rebuttal testimony on 
Contention 65 re evacuation time estimates Related 
correspondence 

ZAHNLEUTER, R J New York, State of 94/03/06 Atomic Safety and 

Licensing Board Panel 7pp 22614 374 24X Fiche 30-322,04/03/09, 

04031 300B5 


— 0403130091 Rebuttal testimony of DT Hartgen & FJ Bench re emergency 
planning Contention 65 on evacuation time estimates 
Certificate of Svc encl 

HARTGEN, □ T . BEACH. F J Mew York, State of 84/03/00 20pp 
22614 261 24X Fiche 50-323, 84/03/03, 6403130005 


04O3I3OQO3 Motion to strike testimony o-f JR Sears on behalf of NRC 
staff re emergency preparedness Contentions 36 A, 26 C 6 
26 D Testimony contains personal views Certificate of Svc 
encl Related correspondence 

LETBCHE, K J Suffolk County. NY LET9CHE.K J Kirkpatrick, 
Lockhart, Kill, Christopher 1 Phillips B4/03/09 Atomic Safety 
and Licensing Board Panel 6pp 32615 19B 24X 

Fiche 50-322, 04/03/09, B403130003 


6403130013 Forwards listed motions to strike testimony Related 
c orre sp ondenc a 

FALZCNE, R R Hunton 8. Williams FAL20NE, R R Long Island Lighting 
Co 84/03/09 LAURENSEN. J A , KLINE. J R , EHON, K J Atomic Safety 
and Licensing Board panel 2pp 22600 040 24X 

Fiche 50-322,04/03/09.8403130012 


— B4031300JB Motion to strike portions of PB Herr direct testimony on 
Contention 22 D re emergency planning lone Testimony unduly 
repet 1 tious, cufiulat ive 6 irrelevant Related correspondence 
MONAGHAN, J A Long island Lighting Co MDNAOHAN. J A Hunton b 
Williams 64/03/09 Atomic Safety and Licensing Board Panel 
7pp 22600 05D 24 X Fiche 50-322. B4/03/09, 8403130012 


— 8403130030 Motion to strike portions of D Harris 6 M Mayer testimony oil 
Contentions 24 0 (agreements of ambulances) & 75 (capacity 
of relocation ctrs) Testimony does not address Issues 
Related correspondence 

MCCLESKEY, K E Long Island Lighting Co MCCLESKEY, K E Hunton b 
Williams 64/03/09 Atomic Bafoty and Licensing Board Panel 
7pp 22600 037 24X Fiche 50-322,04/03/09,8403130012 


— 8403130041 Motion to strike portions of deputy chief inspector 
ffC Roberts, et al direct testimony on Contentions !4 T k J9 
re notification to public by US Coast Guard Objectionable 
portions are Phase I issues Related correspondence 
MONAGHAN. J A Long Island Lighting Co MONAGHAN, J A Hunton & 
Williams 04/03/09 Atomic Safety and Licensing Board Panel. 
3pp 32600 064 24X Fiche 50-322,84/03/09,0403130012 


— 6403130033 Motion tu strike direct testimony on Suffolk County behalf 
re emergency planning Contention 26 Testimony predicated on 
erroneous atsumptions, beyond scope of contention b w/o 
sufficient foundation Related correspondence 

MONAGHAN, J A Long Island Lighting Co MONAGHAN, J A Hunton b 
Williams 04/03/09 Atomic Safety and Licensing Board Panel 
llpp 22600069 24X Fiche 50-322, 04/03/09, 0403130012 


— 9403130063 Motion to strike portions of direct testimony on Suffolk 
County behalf re emergency planning Contention* 28-32 b 34 
Testimony generally w/o factual basis b irrelevant Related 
correspondence 

MONAGHAN, J A Long Island Lighting Co MONAGHAN, J A Hunton b 
Williams 64/03/09 Atomic Safety and Licensing Board Panel 
17pp 32600 000 24X Fiche 50-322, 84/03/09, 8403130012 


— S403130073 Motion to strike portions of direct testimony on Suffolk 
County behalf re emergency planning Contentions 35-58 
Majority of testimony outside scope of contentions Related 
corresp ondence 

MONAGHAN. J A Long Island Lighting Co MONAGHAN, J. A Hunton b 
Williams 84/03/09 Atomic Safety and Licensing Boerd Penel 
Qpp 22600 097 24X Fiche 50-322,04/03/09,8403130012 


— 8403 130082 Motion to strike portions of assistant chief inspector 
JL Monteith.et al testimony on emergency planning Contention 
66 Testimony unduly repeti tious, outside scope of contention 
b Irrelevant Related correspondence 

ZEU01N, L B Long Island Lighting Co ZEUQIN, L B Hunton b 
Williams 84/03/09 Atomic Safety and Licensing Board Panel 
4pp 22600.105 24X Fiche 50-322,04/03/09,8403130012 


— 8403130090 Motion to strike portions of TO Gibbons direct testimony on 
emergency planning Contentions 66 D b 97 B re agreements for 
snow removal b evacuation during deep snow Testimony outside 
scope of contention Related correspondence 

CHRISTMAN, J N Long Island Lighting Co CHRISTMAN, J N Hunton b 
Williams 04/03/09 Atomic Safety and Licensing Board Panel 
6pp 32600 109 24X Fiche 50-322,04/03/09,8403130012 


— 9403130099 Motion to strike portions of WJ Acquario, et al testimony 
on emergency planning Contention 67 re evacuation of person* 
u/a access to automobiles Testimony outside scope of 
contention b irrelevant Related correspondence 
ZEUQIN, L B Long Island Lighting Co ZEUQIN, L 8 Hunton b 
Williams B4/03/09 Atomic Safety and Licensing Board Panel 
3pp 23600 115 24X Fiche 50-322,84/03/09,8403130012 


—840313010? Motion to strike portions of WJ Aquario,RD Albertln b 
RG Knighton direct testimony on emergency planning 
Contention 73 re evacuation of handicapped person* not in 
special facilities Related correspondence 

FALZQNE, R R Long Island Lighting Co FALZONE, R R Hunton b 
Williams B4/03/09 Atomic Safety and Licensing Board Panel. 
6pp 22600 110 24X Fiche 50-322.84/03/09,0403130012, 


— 9 4031301 19 Motion to strike portions of 8 Sargent testimony on Suffolk 
County behalf on emergency planning Contention 73 A re 
evacuation of homebaund Testimony argumentative, repet 1 ti ous 
b Irrelevant U/Cer t i f lcafce of Svc Related correspondence 
CHRISTMAN, JN Long Island Lighting Co, CHR ISTMAN, J. N Hunton b 
Williams B4/03/09 Atomic Safety and Licensing Board Panel 
S P p 22600 124 24X Fiche 50-322,84/03/09,8403130012. 


8403130022 Provides schedule of clustering b order for litigation of 
remaining Group I b all Group II-A issues in hearings 
scheduled to resume on 940320 for ASLB approval Certificate 
of Svc enc I , Related correspond enc e 

IRWIN. D P Hunton b Williams IRWIN, D P Long Island Lighting Co 
a4/O3/09, LAURENSON, J A , KLINE, J R , SHON, F J Atomic Safety and 
Licensing Board Panel 5pp 22615 123 24X Fiche 30-332,84/03/09, 

040 3 l 30 022 
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B 403130043 Motion of Governor Cuomo to strike portions of MC Cordaro b 
JA Weismantle testimony re Phase II emergency planning 
Contention 92 & statement supporting Suffolk County motion 
Certificate of Bvc end Related correspondence 

ZAHNLEUTER, R J New York. State of 04/03/09 Atomic Safety and 
Licensing Board Panel 9pp 22590 346 24X Flche 50-322* 04/03/09, 

8403130043 


B403190169 Advises that EJ Rejs b DM Bordenick will present staff oral 
arguments an appeals taken from ASLO S30921 Partial Initial 
Decision LBP-B3-57 in proceeding 

BORDENICK, B M Hearing Branch 3 04/03/15 SHOEMAKER, C J Atomic 

Safety and Licensing Appeal Panel lp 2266B 251 24X 

Flche 30-322- B4/03/13, 8403190169 


8403130097 Order granting util 040227 motion for leave to file 
surrebuttal testimony on Contention 23 

LAURENSONiJ A Atomic Safety and Licensing Board Panel 04/03/09 
2pp 22614 260 24X Flche 50-322,84/03/09,0403130097 


B403130107 Memorandum & order ruling on Suffolk County S40227 motion to 
file modified Contentions 16 b IS re util public education 
brochure Contentions 16 J, 16 K, 16 L 6 16 M allowed 
Contentions 16 N b IG denied 

LAURENSON.U A Atomic Safety and Licensing Board Panel 04/03/09 
7pp. 22615 201 24X Flche 50-322,84/03/09,8403130107 


8403130174 Motion to strike portions of util Group II-A testimony 
Testimony neither probative nor matl b unreliable 
Certificate of Svc end Related correspondence 

MILLER, M S Suffolk County, NY MILLER, M fi Kirkpatrick, Lockhart, 
Hill, Christopher t, Phillips 04/03/09 Atomic Safety and 
Licensing Board Panel 3Bpp 22599 156 24X Fiche 50-322,04/03/09, 

0403130174 


0403190124 Brief In opposition to Suffolk County brief In support of 
appeal of ASLB partial initial decision b LILCO brief on 
appeal Certificate of Svc end 

BORDENICK, B M , REPKA. D A, Hearing Branch 3 RAWSON, R J Hearing 
Branch 4 84/03/09 Atomic Safety and Licensing Appeal Panel 

145pp 22669,001 24X Flche 50-322,84/03/09,0403190124 


0403190127 Interim deficiency rept re failure of turbocharger on 
emergency standby diesel generator Temporary bypass valve 
around turbocharger prelube drip line orifice installed 
W/Certlf Icato of Svc Related correspondence 

MCCAFFREY, B R Long Island Lighting Co 04/03/09 MURLEY, T E 
Region 1, Office of Director 4pp 22668 252 24X 

Fiche 50-322,84/03/09,0403190127 


0403140004 Order establishing schedule for oral argument on ASLB 030921 
partial initial decision Arguments will be heard on 040327 
in Bethssda.MO 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 04/03/12 
Office of the Executive Legal Director 3pp 22633 264 24X 

Flche- 50-322, 04/03/12, 8403140004 


0403140005 Order scheduling order of contentions at 040320 hearing re 
Qraup I it Group II— A issues Cross-examination plans on 
first two clusters of Group II-A due 040316 

LAURENSON, J A Atomic Safety and Licensing Board Panel 84/03/12 
Office of the Executive Legal Director 3pp 22633 229 24X 

Flche 50-322,64/03/12,0403140005 


0403130004 Opposition to Governor Cuomo B4O3O0 motion for loave to file 
rebuttal testimony on Contention 65 re evacuation time 
estimates Motion fails to establish good cause for filing 
of rebuttal Related correspondence 

ZEUGIN.L B. Long Island Lighting Co ZEUGIN.L B Hunton b 
Williams 84/03/12 Atomic Safety and Licensing Board Panel 
19pp 22641 324 24X Fiche 50-322,84/03/12,0403150004 


0403190026 Response to LILCO b staff objections to Suffolk County 
motion for leave to file modified public education brochure 
contentions Motion to file modifying Contentions 16 S, IB 
should be granted W/Certl f icate of Svc 

MCMURRAY, C M. Buff oik County, NY MCMURRAY, C M Kirkpatrick, 
Lockhart, Hill, Christopher 6 Phillips 84/03/12 Atomic Safety 
and Licensing Board Panel 27pp 22640 332 24X 

Fiche. 50-322,84/03/12, 8403150026 


0403190092 Recommends admittance of Hartgen & Beach rebuttal testimony 
accompanying State of NY 040309 motion re Contention 65 on 
evacuation time estimates if testimony found to be unique 
Sc important to complete record 

REPKA, 0, A Hearing Branch 3 84/03/15 LAURENSON, J, A , 8H0N, F, J , 

KLINE, J, R Atomic Safety and Licensing Board Panel 2pp 

22669 300 24X Fiche 50-322,04/03/15,8403190092 


0403190131 Discusses findings 8, determinations on LILCO transition 
plan.Ksy to Regional Assistance Committee <RAC) 840210 
review b consolidated RAC review and 

SPECK, 8. W. Federal Emergency Management Agency 84/03/15 
01RCK8(W J, Office of the Executive Director for Operations 70pp 
22660:230 24X Fiche 30-322,84/03/15,8403190131 


0403200004 Informs of joint agreement w/Suffolk County to defer filing 
date for testimony on Contention 15 which will result in 
deferral of testimony on Contention 11 Deferred schedule 
proposed Related correspondence 

LANPHER, L C Kirkpatrick, Lockhart, Hill, Christopher b Phillips 
LANPHER, L C Long Island Lighting Co B4/03/15 LAURENSON, J A , 
KLINE. J R . SHON, F J Atomic Safety and Licensing Board Panel 2pp 
22683 i 36 24X Fiche 50-322,84/03/15,0403200004 


8403200069 Opposition to Suffolk County 840314 request for delay in 
ASLB ruling on Contention 63, "Rebuttal " Requests either 
feckless or disingenuous Certificate of Svc enc 1 

IRWIN, 0 P Long Island Lighting Co IRWIN, 0 P Hunton b Williams 
84/03/15 Atomic Safety and Licensing Board Panel 4pp 
22685 102 24 X Fiche 50-322,04/03/15,8403200069 


B4032QQ12B Forwards Complaint 84-4615 filed by Suffolk County for 
declaratory judgment concerning Implementation of offsite 
emergency plan Related correspondence 

LANPHER. L C Kirkpatrick, Lockhart, Hill, Christopher & Phillips 
LANPHER, L C Suffolk County, NY 04/03/15 LAURENSON, J A . 
KLINE, J R , SHON. F J Atomic Safety and Licensing Board Panel 
14pp 22699 078 24X Fiche 50-322,84/03/15,8403200120 


8403200031 Response opposing Suffolk County & State of NY 840309 
motions to strike portions of util Group II-A testimony 
Related correspondence 

CHRISTMAN, JN Long Island Lighting Co CHRISTMAN, J N Hunton b 
Williams 04/03/16 Atomic Safety and Licensing Board Panel 

7ipp 22604 001 24X Fiche 50-322.04/03/16,0403200031 


— 0403200037 Answor opposing Suffolk County motion to strike testimony of 
JR Sears Motion has no basis in NRC regulations or case law 
Certificate of Svc end 

CHRIBTMAN. J N Long Island Lighting Co CHRISTMAN, J N Hunton b 
Williams 04/03/16 Atomic Safety and Licensing Board Panel 

Spp 22684 073 24X Fiche 50-322.04/03/16,0403200031 


0403200095 Order excluding Contentions it 615 from Group tl-B b 
amending B40302 order confirming schedule changes to 
reflect listed dates 

LAURENSON, J A Atomic Safety and Licensing Board Panel 84/03/16 
Suffolk county, NY 2pp 226BS 311 24X Fiche 50-322,84/03/16, 

8403200095 


8403200131 Response opposing LILCO 040309 motion to strike portions of 
direct testimony of PB Herr on Contention 22 D re 
inadequacy of LILCO emergency planning zone Related 
correspondence 

MCMURRAY, C M Suffolk County, NY MCMURRAY, C M Kirkpatrick, 
Lockhart. Hill, Christopher 6 Phillips B4/03/16 Atomic Safety 
and Licensing Board Panel Spp 2269S 127 24X 

Fiche 30-322,84/03/16,0403200131 


— 8403200134 Response opposing LILCO 840309 motion to strike direct 
testimony of RC Roberts, et at, on Contentions 24 T b 59 re 
ability of Coast Guard to notify public Related 
correspondence 

MCMURRAY, C M Suffolk County NY MCMURRAY, C M Kirkpatrick, 
Lockhart, Hill, Christopher b Phillips B4/03/16 Atomic Safety 
and Licensing Board Panol 7pp 22690-132 24X 

Flche 50-322,04/03/16,8403200131 


— 8403200136 Memorandum In opposition to LILCO 840309 motion to strike 
portions of testimony of D Harris b M Mayer on Contentions 
24 G 6 75 Related correspondence 

LET8CHE, K J Suffolk County, NY LETSCHE, K J Kirkpatrick, 
Lockhart, Hill, Christopher fc Phillips 84/03/16 Atomic Safety 
and Licensing Board Panel 1 1 p p 22690 i39 24X 

Fiche 50-322,04/03/16,0403200131 


— 8403200140 Response opposing LILCO 840309 motion to strike portions of 
direct testimony re emergency planning Contention 26 Related 
correspondence 

MILLER, M S Suffolk County, NY MILLER, M S Kirkpatrick, 

Lockhart, Hill, Christopher b Phillips 04/03/16 Atomic Safety 
and Licensing Board Panel 34pp 2269S ISO 24X 
Fiche 50-322. 04/O3/J6, 8403200131 


— B403200I45 Response opposing LILCO 840309 motion to strike portions of 
direct testimony re emergency planning Contentions 38,29,30, 

31,32 6 34 Related correspondence 

MILLER, M 8 Suffolk County, NY MILLER, M 9 Kirkpatrick, 

Lockhart. Kill, Christopher b Phillips 84/03/16 Atomic Safety 
and Licensing Board Panel 36pp 22690 184 24X 

Fiche 30-322,84/03/16,8403200131 
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— 8403200146 Response opposing LILCO 04030? motion to strike portions 
c-f direct testimony re emergency planning Contentions 85-50 
Related correspondence 

MILLER. M S Suffolk County. NY MILLER, M. 5 Kirkpatrick. 
Lockhart. Hill, Christopher & Phillips 04/03/16 Atomic Safety 

and Licensing Board Panel 26p p 2269B 220 24X 

Flche SO-32S, B4/03/16, B403200131 


B4O321O106 Informs that LC Lonpher will present oral argument at 
040327 appeal hearing KJ Lotsche may also appear on behalf 
of Suffolk County Related correspondence 

LANPHER , L C Kirkpatrick. Lockhart, Hill. Christopher {(Phillips 
LANPHER, L C Suffolk County. NY D0D 022 B4/03/19 

SHOEMAKER, C <J Atomic Safety and Licensing Appeal Panol ip 
22710 226 24X Fiche 30-322,34/03/19,0403210106 


— B4032QQ191 Response opposing L1LC0 040309 motion to 
Suffolk County Police Dept witnesses testimony on 
planning Contention 66 Related correspondence 
MC MURRAY, C M Suffolk County. NY MCMURRAY, C. M 
Lockhart, Hill. Christopher *< Phillips 04/03/16 
and Licensing Board Panel 6pp 22698 246 24X 

Fiche 50-322, B4/03/S6, 0403200131 


strike portions of 
emergency 

Kirkpatrick, 

Atomic Safety 


9403210177 Forwards supplemental motion for low power OL !< supporting 
unececutad affidavits 

EARLEY. A F Hunton !, till I lams EARLEY, A F Long Island Lighting 
Co 04/03/20 BRENNER, L , MORRIS, P A , FERGUSON, 0 A Atomic Safety 
and Licensing Board Panel ip 22709 240 24X 

Fiche 30-322,04/03/20,8403210177 


— 0403200153 Response opposing LILCO B40309 motion to strike portions of 
State of NY testimony on Contentions 66 D. 67, 73 tc 97 B 
Related correspondence 

MCMURRAY. C M Suffolk County. NY MCMURRAY, C M Kirkpatrick, 
loekharfc. Hill, Christopher 6 Phillips B4/03/16 Atomic Safety 
and Licensing Board Panel 2pp 22690 232 24X 

Fiche 50-322,04/03/16,0403200131 


— 8403200139 Memorandum in opposition to LILCO 040309 motion to strike 
portions of testimony of S Baegert on Contention 73 A 
Certificate of Sve end Related corr e spond e-nce 

LETSCHE.K Suffolk County, NY LET8CHE. K Ktrkpatrick, Lockhart, 
Hill. Christopher t Phillips a4/03/16 9pp 2269S 254 24X 

Fiche 50-322, 94/03/16, B403200131 


— 0403210191 Supplemental motion for low power OL Unexecuted affidavits 
of UA Notaro. WG 8ch 1 f fmacher, GG Sherwood. AS Rao & 

EC Eckert end Certificate of Svc also end 

REVELEY, W T Long Island Lighting Co REVELEY, W T Hunton (< 

Mil l lams B4/03/20 Atomic Safety and Licensing Board Panel 

lOBpp 22709 241 24X Fiche SO-322, B4/03/20, 0403210 177 


B4O3220230 Response opposing LILCO 840301 request for production of 
documentation Certificate of Svc end Related 
c orresp ondenc a 

DYNNER , A R Suffolk County, NV DYNNER, A R Kirkpatrick, Lockhart, 
Hill. Christopher b Phillips DSH 030 04/03/20 Atomic Safety 

and Licensing Board Panel 13pp 22719 097 24X 

Fiche* 30-322, 04/03/20, B40322O25O 


B4O321OO90 Forwards NRC Region I morning repts for 840302-16 re 
emergency diesel generators Related correspondence 

GODDARD, R J Rearing Branch 3 04/03/16 BRENNER, L , MORRIS, P A , 

FERGUSON, Q A Atomic Safety and Licensing Board Panel 36pp 

22706 054 24X Fiche 50-322, 04/03/16, 84032 1O09B 


8403210100 Responses to app 1 i cant, Buf fol l County & State of NY B40309 
motions tu strike portions of Group H-A testimony 
Certificate of Svc end Related correspondence 

BORDEN 1CK, B M . REPKA. D A Hearing Branch 3 B4/03/16 Atomic 

Safety and Licensing Board Panel 17pp 22706 100 24X 

Fiche 30-322. 04/03/16, 0403210100 


0403210104 Response denying Suffolk County 84030? motion to strike 
testimony of UR Bears re emergency preparedness Contentions 
26 A, 26 C b 26 D Certificate of Svc end Related 
correspondence 

REPKA. D A Hearing Branch 3 04/03/16 Atomic [Safety and 

Licensing Hoard Panel 7pp 22706 128 24X Fiche 30-323,04/03/16. 

0403210104 


8403210150 Memorandum U order denying state of NY 040308 motion for 
leave to file rebuttal testimony on Contention 69 re 
evacuation time estimates 

LAURENBON, J A Atomic Safety and Licensing Board Panel 84/03/16 
7 pp 22707 091 24X Fiche 30-322,04/03/16, 0403210190 


9403210179 Response of Governor Cuomo in opposition to util 640309 
motion to strike portions of TO Gibbons direct testimony an 
Contentions CO D b 97 B Certificate of Svc end Related 
c Orre spondenc e 

ZAHNLEUTER.R J New York. State of DSD 000 04/03/16 Atomic 

Safety and Licensing Board Panel 7pp 22710 09! B4X 
Fiche 50-322,04/03/16,840331017? 


8403210100 Response in opposition to LILCO 840309 motion to strike 
portions of direct testimony of MU Aquario.RD Albertln 6 
RO Knighton re Contention 73 Certificate of Svc end Related 
correspondence 

ZAHNLEUTER.R J New York, State of DSB 007 04/03/16, Atomic 

Safety and Licensing Board Panel 7pp 22710 084 24X 

Fiche 50-322, 04/03/16, B403210 IBS 


9403210201 Response in opposition to util 04030? motion to strike 
portions of WU Acquaricet al testimony on emergency 
planning Contention 67 W/Certl f icate of Svc Related 
correspondence 

ZAHNLEUTER, R J New York, State of DSD 009 84/03/16 Atomic 

Safety and Licensing Board Panel 7pf 22710 072 24X 
Fiche 50-322,84/03/16,6403210201 


0403210003 Order ruling on Suffolk County B102I3 motion for leave to 
file new contentions re LILCO offsite emergency preparedness 
training program 

LAURENBON. J A Atomic Safety antf Licensing Board Panel 04/03/19 
Suffolk County, NY 20pp 22705 166 24X Fiche 50-322,84/03/19, 

3403210083 


£3403230010 Forwards concerns raised In HH Brown B40301 Itr re design 
review/ qua 1 i ty r e va 1 1 if at i on now undei de facto control i 
direction of LILCO Design review should be stopped b 
genuinely independent review instituted 

PALOMINO, F 0 New York, State of 84/03/21 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 22730 131 24X 

Fiche 30-322,04/03/21,8403230010 


B403230013 Forwards Certificate of Svc for listed testimony on 
emergency planning contentions Related correspondence 
HCCLEGKEY, K E Hunton b Williams MCCLESKEY, K E Long Island 
Lighting Co DSB 061 04/03/21 LAURENSON.J A , KLINE, J R , 

SMON. F J Atomic Safety and Licensing Board Panel 3pp 22727 332 
24 X Fiche 30-322.84/03/21,0403230013 


0403270074 Response to request for production of document* Certificate 
of Svc end Related correspondence 

ROLFE, R M Long Island Lighting Co DSD 106 B4/03/21 Suffolk 

County, NY 54pp 22766 170 24X Fiche 80-323,84/03/21,8403270074 


0403270197 Forwards supplemental motion for low power OL 

MCCAFFREY, D R Long Island Lighting Co B4/03/21 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 22770,293 24X 

riChB 50-322,04/03/21,0403270197 


8403200396 Notifies that proposed rulemaking re "Applicability of App A 
to App 3" will te deleted from regulatory agenda Related 
csrres p ondence 

REIB.E J Hearing Branch 3 DSD 154 04/03/22 FIOBENTHAL, A 0 , 

EDLES, G J . WILBER, 11 A Atomic Safety and Licensing Appeal Panel 
3pp 22707 210 24X Fiche 50-322,04/03/22,8403200356 


0403200340 Advises that staff may rely on ALAB-763 as corroborating 
certain NRC positions set forth in 840309 brief Relevant 
portion* of brief to be further discussed at oral argument 
are Part II A t D k Part IV Related correspondence 
BORDENICK. D M Hearing Branch 3 DSD 153 84/03/23 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel lp 
22707 099 24X Ficho 50-322,04/03/23,8403200340 


8403200362 Advises that possibility of ABLB proposal to electronically 
transmit info & selected documents within context of 
proceeding re dlosel generators still under consideration 
Related correspondence 

DORDENICK, B M Hearing Branch 3 DSB i52 84/03/23 BRENNER, L, 

FERQUBQN.O A . MORRIS, P A Atomic Safety and Licensing Board Panel 
lp 22707 234 24X Fiche 50-322,04/03/23,0403280362. 


0403270292 Motion to strike direct testimony of CV Faiila on behalf of 
NY State re Contention 24 F 2 Agreement re notice of b 
discovery on intended testimony not complied with 
Certificate of 8vc end Related correspondence 

IRWIN, D P Long Island Lighting Co IRWIN, D P Hunton 8, Williams 
DBQ 127 Bq/03/24 Atomic Safety and Licensing Board Panel 

13pp 227B9 036 24X Fiche 50-322, B4/03/24, B403B70292 


B403370295 Forward* BR McCaffrey 040313 Itr to HR Denton b TS Ellis 
D40312 Itr to Dircks re meaning of term important to safety 
in NRC regulations Related eorr* spondence 

REIS.E J Hsartng Branch 3 DSB I2B 84/03/26 ROSENTHAL, A S . 
EDLE3, 0 J . WILBER, H A Atomic Safety and Licensing Appeal Panel 
9pp 22709 047 24X FJ c he . 50-322, 84/03/26, 8403270295 
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B4C3280346 Motion to establish regular daily hearing schedule Hearing 
day from to 3pm reasonable b sufficiently long 

Certificate of Svc end 

LETSCHE, K J Buffo 1 k County. NY LETSCHE, K J Kirkpa tr I ck. 
Lockhart. Hill, Christopher b Phillips DSD 163 84/03/36 

Atomic Safety and Licensing Board Panel 3pp 227B7 133 24X 

Fiche 30-322, B4/03/26, 94032B0346 


8403390337 Forward* Suffolk County cross-examination plans for Cluster 
3 t Cluster 4 W/o encl Related correspondence 

LETSCHE, K J Kirkpatrick. Lockhart, Hill, Christopher It Phillips 
LET6CHE, K J Buffalk County, NY DSB 156 B4/03/26 

LAUHENBON, J A , KLINE. vJ R . BHON, F J Atomic Safety and Licensing 
Board Panel Ip 327B7 213 24X Fiche 50-323, 84/03/26, B4O320O337 


B4032B033B Preliminary views on scheduling re util 840320 supplemental 
Motion for low power QL Motion entirely new b seeks to 
circumvent lltigetion on adequacy of emergency diesel 
generators Certificate of 9vc encl 

SGHEIDT, D J Suffolk County, NY SCHE1DT, D J Kirkpatrick. 
Lockhart. Hill, Christopher b Phillips DSD 164 94/03/26 13pp 

32797 214 24X Fiche 50-322, B4/03/26, B40328033B 


B4Q3290179 Forwards LILCQ plan for cross-examination of KJ Regensburg, 
RA Snow b VR Stile on Contentions 34 b 29-32 re 
communications among emergency response personnel W/o plan 
W/Carti f icate of Bvc Related correspondence 

SISK.K D Hunton b Williams SISK, K D Long Island Lighting Co 
DBB 179 94/03/26 LAURENSON. J A , KLINE, J R , SHON, F J Atomic 

Safety and Licensing Board Panel 4pp 22B03 322 24X 

Fiche 30-322, 84/03/26, 8403290179 


G403290330 Order approving settlement of portion of Suffolk County 
Contention il re passive mechanical valve failure Served on 
840327 

BRENNER, L Atomic Safety and Licensing Board Panel OSD 14? 
04/03/27 Suffolk County, NY 2pp 22707 146 24X 

Fiche. 30-322, 94/03/27, B403290330 


B403B90377 Supplemental memorandum opposing util summary disposition 
motions on Contentions 24 B, 33,45, 46 & 4? Certificate of 
Svc end Related correspondence 

LETSCHE, K J Suffolk County, NY LETBCHE, K J Kirkpatrick, 
Lockhart, Hill, Christopher b Phillips DBB 196 B4/03/27 

Atomic Safety and Licensing Board Panel 1?PP 22814 123 24X 

Fiche 30-322, 04/03/27, B403290377 


8403290390 Motion to remove Contention 77 from Cluster 3 b to reinsert 
Contention 77 into hearing schedule at later date 
Certificate of Svc end 

LETBCHE, K Suffolk County, NY LETSCHE, K Kirkpatrick. Lockhart, 
Hill, Christopher b Phillips OSD 197 04/03/27 Atomic Safety 

and Licensing Board Panel lOpp 22014 312 24X 

F i che. 30-322, B4/03/27, 8403290390 


B403300236 Motion to strike portions of Group II-B testimony of 
Suffolk County Certificate of Svc end Related 
correspondence 

CHRISTMAN, J N Long Island Lighting Co CHRISTMAN, J N Hunton b 
Williams DSB 214 94/03/27 Atomic Safety and Licensing Board 

Panel 3Spp 22824 078 24X Fiche 30-322, B4/03/27, 8403300256 


8403300277 Suppl to motion for summary disposition of Contentions 
24 B, 33, 43, 46 b 49 No genuine issue of matl fact exiets b 
util entitled to favorable decision W/Certi f icate of Svc 
Ralated correspondence 

MCCLESKEY, K E Long Island Lighting Co MCCLEBKEY.K E Hunton b 
Williams DSB 224, 84/03/27 Atomic Safety and Licensing Board 

Panel Upp 22924 020 24X Fiche 30-322, B4/03/27, 8403300277 


9403290373 Order confirming schedule for staff answer to LILCO 040320 
supplemental motion for low power OL Courtesy notification 
ene 1. 

BRENNER, L Atomic Safety and Licensing Board Panel DSB IBS 
84/03/2B Office of the Executive Legal Director 4pp 
22814,007 24X Fiche 30-322.84/03/29,0403290373 


B4032903S3 Motion to strike portions of util Group 1 1 — D testimony as 
irrelevant, nonprobatlve b incompetent Certificate of Svc 
anc 1. Related correspondence 

LETSCHE, K J, Suffolk County, NY LETSCHE, K. J Kirkpatrick, 
Lockhart, Hill, Christopher b Phillips DSB 188 84/03/20 

Atomic Safety and Licensing Board Penal 76pp. 22914 164 24X 

Fiche 30-322, B4/03/2S, B4032903B3 


J, Insurance b Indemnity information 


8403140,003 Forwards Endorsements 11 b 12 to NEL1A Policy NF-26? 

ROBBINS, J 0 Marsh b McLennan. Inc 84/03/03 DINITZ. I Assistant 
Director for State b Licensee Relations 3pp 22633 232 24X 

Fiche 30-382,84/03/03,8403140003 


0 Inspection reports, IE Bulletins b correspondence 


B4030103SI Forwards IE Insp Rept 30-322/04-01 on 040102-13 b notice of 
violation 

STAR08TECKI, R Division of Project b Resident Programs 84/02/16 
POLLOCK, M S Long Island Lighting Co 2pp 22434 072 24X 

Fiche 50-322,04/02/16,8403010391 


— 04O3O1O3B2 Notice of violation from insp on B401O2-13 

* Region 1, Office of Director 84/02/16 Ip 32434 074 24X 

Fiche 50-323,84/02/16,9403010391 


—0403010390 IE Insp Rept 50-322/94-01 on B40I03-J3 Violation noted 
reassembly of emergency diesel generator 101 not prescribed 
by b accomplished in accordance u/appropriate procedure 
PETRONE.C Region 1, Office of Director MCCABE, E C Division of 
Project b Resident programs 84/01/16 6 pp 22434 073 24X 

Fiche 30-322,84/02/16,8403010391 


8401190072 IE Info Notice B4-I3, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/02/29 Consolidated Edison Co of New 

York. Inc 115pp 22909 239 24X Fiche 30-000,04/02/23,0401190072 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC “ Svc list encl 

GRACE, J N Division of GA. Safeguards b Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co of New York, Inc 

I30pp 22332 32? 24X Fiche 90-000, 84/03/02, B402090007 


B40207000S IE Info Notice 94-16, “Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22333 090 24X Fiche 50-000,84/03/02,8402090008 


8402090009 IE Info Notice 84-15, “Reporting of Radiological Releases “ 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post S30103) 84/03/02 Consolidated Edison Co of New 

York, Inc !l?pp 22333 217 24X Fiche 30-000,84/03/02,0402090009 


8402090011 IE Info Notice 84-17, "Problems W/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of New 

York, Inc 117pp 22533 336 24X Fiche 30-000,84/03/03,8402090011 


0403220143 Forwards IE insp Rept 30-322/04-02 on 040123-0226 No 
violations Pound 

STAROSTECKI . R Division of Project b Resident Programs 84/03/06 

POLLOCK, M S Long Island Lighting Co 2pp 22714 317 24X 

Fiche 3O-322.04/O3/O6.84O322O143 


—0403220160 IE Insp Rept 50-322/84-02 on 840123-0326 No violations 
found Major areas inspected, IE Bulletin 80-07 (Detail 31.TMI 
action items, review of emergency diesel generator testing b 
previously identified insp findings 

PETRONE.C , SHEDLOSKY, T , MCCABE. E C Region 1, Office of 
Director 04/02/20 iOpp 22714 319 24X Fiche 50-332.04/03/06, 

0403320143 


0402090024 IE Info Notice B4-09,Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Bys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) B4/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22635 049 24X Fiche 30-000,04/03/07,0402090024 


04020700.33 IE Info Notice 04-18, "Stress Corrosion Cracking in FUR 
8ys “ Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22334 196 24X Fiche 30-000, B4/03/07, B4O2O9OO20 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Bye “ Svc list encl 

DEYOUN0.R C Director '» Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

I34pp 22023 094 24X Fiche 30-000, B4/03/12, B402090031 


8403290307 Forwards Tech Spec-related SALP Input for Feb 1983 - Feb 
1904, in response to R Caruso 040305 memo Bafeguards-related 
input mill be sent directly to R Caruso by Safeguards 
Licensing Branch Category 2 assigned for mgt involvement, 

THOMAS, C G Standardl lat ion b Special Projects Branch 84/03/13 
SCHWENCER, A Licensing DTanch 2 4pp 22023 090 24X 

Fiche 50-322,84/03/13,8403290307 
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9403300072 Forwards IE tnsp Rept 50-322/84-03 on 340119-20 U 0209-11 No 
violation* noted 

MARTIN. T T Division of Engineering J, Technical Programs 84/037 14. 

POLLOCK.. M S Long Island Lighting Co 2pp 22622 092 24X 

Fichs 50-322,84/03/16,0403300072 


— 9 403300 074. IE lnsp Rept S0-322/B4-03 on B40I 13-20 t, 0209-11 No 
violations noted Major areas inspected licensee preliminary 
site activities in preparation For const of neu emergency 
diesel generator bldg 

VARELA. A A . DURR.J P Region 1. Office of Director 04/03/07 
3pp 22B22 0-94 34X Fiche 50-322, B4 /03/ 16, 8403300072 


3402090043 IE Info Notice B4-19. "Two Events Involving Unauth or i led 
Entries Into PUR Reactor Cavities " Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response CRost B30103) 84/03/21 Consolidated Edison Co of New 

York. Inc 123pp 22023 229 24X Fiche 50-000. 94/03/21. B402090043 


9402090044 1E Info Notice B4-20. "Svc Life of Relays In Safety-Related 
Sys " Svc list end 

JORDAN. E L Division- of Emergency Preparedness it Engineering 
Response (Pott 030103) 64/03/21 Cons o 1 Ida t e d Edison Co of New 

York. Inc 135pp 22933 001 24X Fiche 50-000, a4/03/21, 8402090044 


R Periodic operating reports & related correspondence 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness far OL reviews for Jan 19S4 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
planning Issues 

DIRCKS, W J Office of the Executive Director for Operations 
94/02/21 PALLADINO Commissioners 9pp 22492 QB3 24X 
Fiche 30-000. 84/02/21. S403020443 


6403270119 Forwards monthly status "List of Active Safety-Related 
Equipment at Qualification Level.” per SER Issue 9 re 
dynamic qualification 

MCCAFFREY. 0 R Long Island Lighting Co 94/03/15 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 22774 062 
24X Fiche 30-322. B4 /03/ 1 5 , B40327O1 19 


— B403270122 “Control Bldg Category 1 Equipment Ba lane e-af-P 1 ant 
Qualification Level," monthly status rept 

» Stone I< Webster Engineering Corp B4/02/27 SOp-p 22774 064 
24X Fiche 30-322, 04/03/ 15. 84032701 19 


S Reportable occurrences, LERs b related correspondence 


8403010451 Informs Commission of problems u/eaeT g eney diesel generators 
mfg by Transamerica Delaval.lnc 

DIRCKS, W J Office of the Executive Director for Operations 
SECV-93-034 84/01/25 4pp 22439347 24X Fiche 50-000,94/01/25. 

B403010451 


8403010207 Forwaids "Investigation of Types AF 6 AC Piston Skirts." per 
Transamerica Delaval.lnc Owners Group program commitments 
Rept evaluates cracks in AF piston skirts In Shoreham U 
Grand Gulf Nuclear Power Stations 

MUSELER.W J TDI ITransamer tea Deiaval, Inc 1 Owners Group 
MUSELER.W J Long Island Lighting Co 94/02/27 DENTON, H fl 
Office of Nuclear Reactor Regulation. Director 3pp 22434 090 
24X Fiche 30-000.04/02/27.6403010207 


— B403010446 "Investigation of Types AF & AE Piston Skirts “ 

* Failure Analysis Associates FAAA-B4-2-14 34/02/27 B3pp 

22434 093 24X Fiche 50-000, B4/02/27, B40301G207 


0402090021 Doan) Notification 84-039 discusses NRC 940210 it 16 meetings 
u/Trartsamenca Delaval.lnc Emergency Diesel Generators 
Owners Group Meeting scheduled on 640309 for final! ration of 
generic program plan prior to WC review 

EISENHDT.D <3 Division of Licensing 34/02/28 P/W-LADINd. 

GILINEKY, ROBERTS Commissioners 5pp 22546 003 24X 

Fiche 50-000. 34/02/29, B402090021 


84030I021B Forwards task descriptions for 16 known problems re 
Transamerica Delaval.lnc emergency diesel generators 
MUSELER.W J T01 (Transamerica Deiaval. Inc > Owners Group 
64/02/29 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 42pp 22435 177 S4X Fiche 50-000,64/02/20,9403010216 


9403260233 Forwards summery list of d e f 1 c l one l es Identified per 
IOCFR50 55(e), Part 21 l potential generic Itr repts for 
comments 

STARDSTECKI.ft Division of Project A Resident Program! B4/02/29 
Region 1, Office of Director 7pp 22756 065 24X 

Fiche 50-000, 04 /O2/20. 9403260233 


B40209DQ20 Board Notification B4-044 forwards Part 21 rept re 
Transamerica Delaval.lnc turbocharger thrust bearing 
lubrication defect resulting In engine nonavailability 
E ISENHUT, D 0 Division of Licensing 64/02/29 PALLAD1N0, 
GIL INSKY i ROBERTS Commissioners 4pp 22541 263 24X 

Fiche 50-000,64/02/29. 0402090020 


04O3O6Q33B Advises of problem compromising integrity of design review/ 
quality revalidation of emergency diesel generators mfg by 
Transamerica Delaval.lnc Util involvement in review 
represents conflict of interest 

ORDWN.H H Kirkpatrick, Lockhart. Hill, Christopher !< Phillips 
DROWN. H K Suffolk County. NY 84/03/01 DENTON. H R Office of 

Nuclear Reactor Regulation. Director 6pp 22519 008 24X 

Ficha 30-322,64/03/01.8403060330 


840314Q04B Forwards "Grand Gulf Component Tracking Bye." "Bhoreham 
Componont Tracking Sys" & "Tr aniansr lea Delaval.lnc 
Diesel Generators Owners Qroup Program Plan," to resolve 
concerns w/emergency diesel generators 

MUBELER.M J Long Island Lighting Co 94/03/02, DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 22626 062 
24X Fiche 50-000.84/03/02,8403140046 


--□4031 40060 "Grand Gulf Component Tracking Sys " 

« Long Island Lighting Co. 84/02/29 B79pp 22626 064 24X 

Fiche 50-000,84/03/02,8403140040 


--9403140091 “Shoreham Component Tracking Sys " 

■* Long Island Lighting Co 84/02/29, 516pp 22627.069 24X 

Fiche 50-000, 04/03/02, B4031 40048 


— 0403140095 "Transamerica Deiaval. Inc Diesel Generators Owners Group 
Program Plan " 

* TDI CTransamerica Deiaval. Inc ) Owners Group 04/03/02 
261 pp 2262 B 223 34X Fiche 50-000,04/03/02,8403140040 


0402090033 Board Notification 04-047 forwards Transamerica Delaval.lnc 
Owners Group piston skirt rept It task descriptions 
EIBENHUT.D G Division oP Licensing 04/03/07 PALLADINO, 
GILINSKV. ROBERTS Commissioners 4pp 22674 221 24X 

Fiche 50-000,04/03/07,8402090033 


9403190127 Interim deficiency rept re failure of turbocharger on 
emergency standby diesel generator Temporary bypass valve 
around turbocharger prelube drip line orifice installed 
W/Cert i f icate of Svc Related correspondence 

MCCAFFREY. a R Long Island Lighting Co 94/03/09 MURLEY.TE 
Region 1. Office of Director 4pp 22669 252 24X 

Fiche 30-322,04/03/09,8403190127 


0402090035 Board Notification 04-053 forwards "Emergency Diesel 
Generator Component Tracking Bys, “ facility component data 
base for design review U quality revaluation effort of 
Transamerica Deiaval Owners Group program plan 
C ISENHUT. D 0 Division of Licensing 84/03/12 PALLADINQ, 
GILINEKV. ROBERTS Commissioners 4pp 67216 079 24X 

Fiche 50-322,04/03/12.8402090035 


— 8403190385 "Emergency Diesel Generator Component Tracking Bys 11 
* TDI (Transamerica Deiaval, Inc ) Owners Group 04/02/29, 
SISp p 22675 322 24X Fiche 50-322,94/03/12.84 02090 035 


04O2O9OO3B Doard Notification 84-051 forwards "Transamerica Delaval.lnc 
(TDI) Diesel Generators Owners Group Program Plan " 

EIBENHUT.D G Division of Licensing B4/03/12 PALLADINO, 

GILINSKV. ROBERTS Commissioners 5pp 226SB 214 24X 

Fiche 50-000. 94/03/12, 0402090038 


— &403200143 “Transamerica Deiaval (TDD Diesel Generators Owners Group 
Program Plan " 

* TDI ( Tran tamer i ca Deiaval, Inc ) Owners Group 84/03/12 
261 p p 2260B 219 24X Fiche 50-322,64/03/12,9402090039. 


8402090039 Board Notification 04-052 forwards meeting summaries 
containing transcripts of 040210 & 16 meetings between NRC t< 
Transamerica Delaval.lnc (TDI) Owners Group Distribution 
list end 

EIBENHUT.D 0 Division of Licensing 84/03/12 PALLADINO. 
GILINSKV. ROBERTS Commissioner* 5pp 22700 001 24X 

Fiche 50-000.84/03/12,0402090039 


— 0403060536 Forwards summary of 840210 meeting W/Transamerica Deiaval. 
Inc Owners Group in Oettvesda.MD re problems u/emergency 
diesel generators 

CARUSO, R Licensing Branch 2 94/02/27 O'REILLY, U P NRC - No 

Detailed Affiliation Given 6pp 2270B 006 24X 

FichB 50-000,04/03/12,8402090039 


t\ 
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— 8403060334 Transcript of 040210 meeting w/Transamer lea Delaval, Inc 
Owners Group In Bethesda.MD re problems w/emer goncy diesel 
generators 

a NRC - No Detailed Affiliation Given 04/02/10 147pp 

82708 012 24 X Fiche 30-000.04/03/12,0402090039 


— 8403070409 Summary of B40216 meeting w/Tr an samer 1 c a Delava 1, Inc Owners 
Oroup In Wading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript & 
attendance list end 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

Spp 22708 161 24 X Fie he 50-000, 04/03/ 12, B402090039 


— 8403070423 Transcript of 840216 conference in Wading River, NY re 
Transamerica Delaval,Inc diesel generators Pp 1-82 
* Commissioners 84/02/16 B4pp 22708 169 24X 

Fiche 30-000, B4/03/ 12, 8402090039 


B403140030 Forwards "Design Review of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engines'* for Shoreham fc 
Grand Oulf diesel generators 

MU8ELER, W J Long Island Lighting Co 84/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
24X Fiche 30-000,84/03/12,0403140030 


— 8403140006 “Design Review of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engines " 

» Failure Analysis Associates PAO 7396, 04/03/12 9lpp 

22632 076 24X Fiche 30-000,04/03/12,0403140030 


3403130133 Forwards "Transamerica Delaval, Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adequate 
for applicable engines L sve conditions 

MUBELER, W J TDI (Transamerica Delaval, Inc ) Owners Group 
MUBELER , W J Long Island Lighting Co B4/03/13 DENTON, H R 

Office of Nuclear Reactor Regulation, Director Spp 22639 270 
24X Fiche 30-000,84/03/13,8403130133 


— B403130134 "Emergency Diesel Generator Rocker Arm Capscrew 8tress 
Analysis," prepared for Transamerica Delaval, Inc Owners 
Oroup 

» Stone It Webster, Inc 84/03/31 27pp 22639 272 24X 

Fiche 30-000, B4/03/13, 8403130133 


0403190283 PNO-I-Q4-023 an 840313, 1 i ceneee found crack In emergency 
diesel generator 103 engine block between cylinders 4 tt 3 
Crack being Investigated through use of eddy current Insp 
techniques 

PETRONE, C , ESELOROTH, P Region 1, Office of Director 04/03/14 
ip 22672 278 24X Fiche 30-322.84/03/14,8403190283 


B4Q3200222 Responds to 840214 Requests for Info 1 k ! re R-4 series 
engines List indicating engine number, model It sve number, 
customer name & address, rating, date shipped t, date started 
enc 1 

MATHEWS, C S Transamerica Delaval, Inc B4/03/16 EISENHUT, DG 
Division of Licensing 20pp 22691 179 24X Fiche 30-000, B4/03/ 16, 

8403200222. 


B403230094 PN0-I-84-026 on 840313, crack discovered In emergency 
diesel generator eng i n». U1 traionlc 8, eddy current exam 
indicated crack depth of 1 inch fc length of 2 Inches State 
of NY informed 

PETRONE, C , ESELOROTH, P Region 1, Office of Director 04/03/20 
Ip 22724.345 24X Fiche 30-322,84/03/20,8403230094 


8403270132 Forwards “Emergency Diesel Generator Air Start Valve 
Capscrew Dimension k Stress Analysis, " prepared by S&W for 
Traniamerica Delaval, Inc (TDI) Distal Generator Owners 
Group 

MUBELER, W 0 TDI (Transamerica Delaval, Inc ) Owners Group 
MU8ELER.W J Long Island Lighting Co 84/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22774 001 
24X Fiche 30-000,84/03/23,8403270132 


— 8403270197 "Emergency Diesel Generator Air Start Valve Capscrew 
Dimension h Stress Analysis," prepared for Transamerica 
Delaval, Inc (TDI) Diesel Generator Owners Group 

a Stone S< Webster Engineering Corp 84/03/31 23pp 22774 003 
24X Fiche 30-000,84/03/23,8403270132 


5403270134 Requests meeting on 840418 to discuss short-term & long- 
term corrective actions & Investigations re Transamerica 
Delaval diesel generators List of suggested meeting topics 
■ ncl 

HCOAUQHY, J P TDI (Transamerica Delaval, Inc ) Owners Group 

HCGAUOHY, J P Mississippi Power 9, Light Co 04/03/23 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 4pp 22769.133. 
24X Fiche 90-000,84/03/23,8403270134 


0403300170 Requests that Transamerica Delaval, Inc diesel review program 
be stopped promptly due to improper role of util in 
directing review New independent review should be 
estab 1 i shed, in consultation w/Suffolk County 

JONES, F F Suffolk County, NY 04/03/23 DENTON, H R Office of 

Nuclear Reactor Regulation. Director 2pp 22820 047 24X 

Fiche 30-322,04/03/23,0403300170 


T Hearing transcripts an non-ant 1 tr us t matters 


0403010244 Surrebuttal testimony of DS Mlleti it JH Sorensen on 
Contention 23 re shadow phenomenon Related correspondence 
MILETI.D S , SORENSON, J H Suffolk County. NY 84/02/27 3Bpp 
22434 219 24X FUha 30-322,84/02/27,0403010244 


8403060212 Forwards testimony on behalf an Governor Cuomo re 
Contentions 66 D, 67, 73 i 97 D Related correspondence 
ZAHNLEUTER.fi J New York, State of 84/03/01 LAURENSON, J A , 
KLINE, J R , 8HQN, F J Atomic Safety and Licensing Board Panel Ip 
22317 231 24X Fiche 50-322, B4/03/01 , 84030602 1 2 


— 8403060226 Testimony of WJ Acquario.RD Albertin & RG Knighton re 
emergency planning Contention 67, "Evacuation of Persons 
W/o Access to Automobiles " Related correspondence 
ACQUAR 10, W J . ALBERTIN. R D . KNIGHTON, R G New York, Btate of 
04/03/01 30pp 22317 232 24X Fiche 30-322,84/03/01,0403060212 


— 0403060246 Testimony of WJ Acquarlo.RD Albertin & RG Knighton re 
emergency planning Contention 73, "Evacuation of Handicapped 
Persons Not in Special Facilities " Related correspondence 
ACQUAR IQ. U J , ALBERTIN, Fi D , KNIGHTON, R G New York, State of 
84/03/01 13pp 22317 203 24X Fiche 30-322.84/03/01,8403060212 


— 8403060232 Testimony of TD Gibbons re emergency planning Contention 
66 D, "Agreements for Snow Removal" £< emergency planning 
Contention 97 B, "Evacuation During Deep Snow “ Certificate 
of Bvc end Related correspondence 

GIBBONS, T D New York, State of 04/03/01 14pp 22317 298 
24X Fiche 30-322,84/03/01,8403060212 


8403060234 Forwards Suffolk County testimony on listed Group II 
contentions Remaining contentions will be addressed by 
cross-examination Contention 3t withdrawn Related 
correspondence 

LETSCHE, K J Kirkpatrick, Lockhart, Hill, Christopher fc Phillips 
LETBCHE.K J Suffolk County, NY 84/03/02 LAURENSGN. J A , 

KLINE, J R , SHDN, F J Atomic Safety and Licensing Board Panel lp 
22514 001 24X Fiche 30-322,64/03/02,8403060234 


— 8403060239 Direct testimony of PB Herr on emergency planning Contention 
22 D re inadequacy of LILCO emergency planning lone Related 
correspondence 

HERR, P B Suffolk County, NY 04/03/02 2!pp 22314 002 24X 

Fiche 50-322,84/03/02.6403060234 


— 8403060266 Direct testimony of KJ Reg en sburg , RA Snow 6 VR Stile on 
emergency planning Contentions 20 S< 33-38 re notification of 
public Related correspondence 

REGENSBURG, K J , 6NQW.fi A , STILE, V R Suffolk County. NY 
84/03/02 20pp 32314 023 24X Fiche 30-322,84/03/02,8403060234 


— 0403060270 Direct testimony of KJ Regensburg, RA Snow t, VR Stile on 
emergency planning Contention 26 re notification of 
emergency response personnel Related correspondence 
REGENSBURG, K J , SNQW. R A . BTILE, V R Suffolk County, NY 
84/03/02 76pp 22914 031 24X Fiche 30-322,04/03/02,0403060254 


— 0403060278 Direct testimony of KJ Regensburg, RA Bnow t, VR Btile on 
emergency planning Contentions 20,29,30,31,32 l< 34 re 
communications among emergency response personnel Related 
correspondence 

REGENSBURG, K J , SNQW, R A , STILE. V fi Suffolk County, NY 
84/03/02 43pp 22314 127 24X Fiche 30-322,84/03/02,8403060234 


— 8403060289 Direct testimony of JL Monteith.RC Roberts, P McGuire, 
MJ Turano. EJ Michel It PB Herr on emergency planning 
Contention 27 re mobilization of emergency response 
personnel Related correspondence 

MONTE! TH, J L . ROBERTS, R C , MCGUIRE. P Suffolk County, NY 
84/03/02 146PP 22514 172 24X Fiche 30-322,04/03/02, 

8403060234 


— 0403060293 Direct testimony of JL Monteith.RC Roberts, P McGuire, 

MJ Turano fc EJ Michel on emergency planning Contention 66 re 
removal of obstacles from roadway it provisions for fuel 
Related correspondence 

MONTE 1TH, J L . ROBERTS, R C , MCGUIRE. P Suffolk County, NY 
64/03/02 32pp 22314 310 24X Fiche 30-322,04/03/02,8403060234 
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•8403060301 Direct testimony of RC Roberts. DA Hoffman & JJ Read on 
emergency planning Contentions 2-4 T & 39 re -notification to 
public by US Coast Guard Related correspondence 
ROBERTS. R C , HOFFMAN, D A , READ, J J Suffolk County. NY 
84/03/02 1 3pp 22314 330 24X Fiche 50-322. 84/03/ 02. 8403060254 


— B403060307 Direct testimony of PB Herr «, EJ Michel on Contentions 67 X. 
24 I re evacuation of persons w/t> access to automobiles 8. 
lack of agreements u/transfer point owners Related 
correspondence 

HERR, P B . MICHEL, E J . HERR, P B Suffolk County, NY 04/03/02 
49pp 22515 004 24X Fiche 50-322,84/03/02,84030*0254 


— 8403040310 Direct testimony of D Harris U M Hayer re Contentions 24 G, 
24 K. 24 P.73 St 75 Related correspondence 

HARRIS. D . MAYER, M Suffolk County, NY B4/03/02 33p p 

22315 033 24X Fiche 50-322.84/03/02,84030*0254 


— 8403060314 Direct testimony of S SaogeTt on emergency planning 
Contention 73 A re evacuation of homebound Related 
Correspondence 

BAEGERT, a Suffolk County, NY SAEGERT, S New York Unlv , New 

York. NY 84/03/02 9pp 22513 0B6 24X Fiche 30-322,84/03/02. 

0403060234 


— 8403060318 Direct testimony of RT Krelling on Contention 2+ O Related 
Correspondence 

KREILINC-R T Suffolk County, NY 84/03/02 3pp 22313095 
24 X Fiche 50-322.84/03/02.8403060234 


— 8403060319 Direct testimony of RC Roberts on emergency planning 
Contention 74 re inappropriate proximity of proposed 
relocation ctrs Related correspondence 

ROBERTS, R C Suffolk County, NY 84/03/02 4pp. 22313 098 24X 

Fiche 50-322,84/03/02.8403060234 


— 8403060322 Direct testimony of PF Cosgrove It JL Fakler on emergency 
planning Contention 24 S re lack of agreements on emergency 
response training of non-LILCO personnel Certificate of Bvc 
end Related correspondence 

COSGROVE. P F , FAKLER.J L Suffolk County, NY 84/03/02 16pp 
22513 102 24X Fiche 50-322,84/03/02,8403060254 


8403070147 Forwards listed testimonies on emergency planning Issues 
Related correspondence 

MCCLESKEY, K E Harmon 6 Weiss MCCLE’SKEY. K E Long Island Lighting 
Co 84/03/02 LAURENSON, J A , SHON. F J , KLINE, J R Atomic Safety 
and Licensing Board Panel 3pp 22342 001 24X 

Fiche 50-322,84/03/02,8403070147 


— 8403070150 Testimony of CA Clawson, MC Cordaro 6 CA Daverio on Phase II 
emergency planning Contention 20 re walk radio broadcaeting 
at night 

CLAWSON, C A , CORDARO, M C . DAVERIQ, C A Long Island Lighting Co 
84/03/02 49pp 22542006 24X Fiche 30-322, H4/03/02, 8403070147 


— 8403070154 Testimony of CA Clawson, MC Cordaro I, CA Daverio on Phase II 
emergency planning Contentions 21 6 21 C re Spanish 
translation of public info 

CLAWSON, C A . CORDARO. H C , DAVERIQ, C A Long Island Lighting Co 
84/03/02 45pJ> 22542 036 24X Fiche 50-322,04/03/02,8403070147 


--840307015S Testimony of MC Cordaro, CA Daverio, ED Lieberman Ii 
JA Welsmantle on Phase II emergency planning Contention 22 
re expansion of emergency planning lone boundary 
CORDARO. Ii C , DAVERIO. C A , LIEBERMAN, E B Long Island Lighting 
Co 04/03/02 60pp 22342 103 24X Fiche 30-322,84/03/02, 

0403070147 


— 8403070160 Testimony of MC Cordaro, JA Welsmantle & ED Robinson on 
Phase II emergency planning Contentions 24 F, 0, I, K> L, 0,P, R. 

8 it T re ltrs of agreement 

CORDARO, M c , WEISMANTLE, J A , ROBINSON, E D. Long Island Lighting 
Co 04/03/02 365p p 23542 179 24X Fit h e 50-322, B4/ 03/02, 

8403070147 


—8403070165 Testimony of MC Cordaro, CA Daverio.NA Hobbs, WF Rem & 

MS Sc h i f fmac her on Phase II emergency planning Contentions 
26 A, C , D b E 

CORDARO, M C , DAVER 10, C A , HOBBS, N A Long Island Lighting Co 
B4/03/02 3Bp p 22543 200 24X Fiche 90-322,84/03/02,8403070147 


-8403070171 Testimony of MC Cordaro, JA Wei sment le, £B Lieberman t< 

RA Varley on Phase II emergency planning Contention 27, 

CORDARO, M C . WEISMANTLE, J A , LIEBERMAN, E B Long 1 eland Lighting 
Ca, 84/03/02 2Spp 22943 236 24X Fi che. 30-322. 84/03/02, 

8403070147 


--8403070178 Testimony of MC Cordaro.CA Daverio, NA Hobbs 6 WF Reni 
on Phase II emergency planning Contentions 28-32 t< 34, 

CDRDARO.M C , DAVERIO, C A , HOBBS, N A Long Island Lighting Co 
84/03/02 50pp 22343 2S6 24X Fiche 50-322, B4/03/02, 04030701 47 


— 8403070183 Testimony of MC Cordaro, CA Daverio !< ML Miele on Phase II 
emergency planning Contention 31 re preselected dose 
samp 1 1 ng points 

CORDARO, M C , DAVERIO, C A , MIELE, M L Long Island Lighting Co 
84/03/02 Slpp 22543 337 24X Fiche 30-322,84/03/02,8403070147 


— 0403070190 Testimony of MC Cordaro. NA Hobbs, WF Renj.WG Schlffmeeber fc 
JA Welsmantle on Phase II emergency planning Contentions 
53, 56, 57 6 39 

CORDARO, M C , HOBOS, N A , RENZ, W F Long Island Lighting Co 
04/03/02 39pp 22343 360 24X Fiche 30-322,84/03/02,0403070147 


— B403070195 Testimony of MC Cordaro, ED Robinson l> JA Weismantls on 
Phase II emergency planning Contention 30 re notification to 
special facilities 6 bearing impaired persons at home 
CORDARO, M C , ROBINSON, E 0 , WEISMANTLE, J A Long Island Lighting 
Co 84/03/02 70p f 22344 037 24X Fiche 30-322,04/03/02, 

8403070147 


— 8403070198 Testimony of MC Cordaro, JA Welsmantle 6 EB Lieberman on 
Phase II emergency planning Contention 66 

CORDARO- M C , WEISMANTLE, J A . LIEBERMAN, E B Long Island Lighting 
Co 84/03/02 20pp 22944 112 24X Fiche 50-322, B4/03/02, 

8403070147 


--8403070201 Testimony of MC Cordaro, JA Welsmantle 6 EB Lieberman on 
Phase II emergency planning Contention 67 

CORDARO, M C , WEJ5MANTLE, J A , LIEBERMAN, E, B Long Island Lighting 
Co 04/03/02 2Bpp 22944 142 24X Fiche 90-322, B4/03/02. 

8403070147 


— 8403070204 Testimony of CA Clawson, ED Robinson J, JA Welsmantle on 
Phase II emergency planning Contention 73 A re 
preregistration of handicapped 

CLAWSON, C A , CORDARO, M C , ROBINSON, E 0 Long Island Lighting Co 
B4/03/02 33pp 22944 171 24X Fiche 50-322,04/03/02, 

0403070 147 


—8403070207 Testimony of MC Cordaro, EB Lieberman, ED Robinson 6 
JA Weismantle on Phase II emergency planning Contention 73 B 
re notification it evacuation of handicapped at home 
CORDARO, M C , LIEBERMAN, E B , ROBINSON, E D Long Island Lighting 
Co 84/03/02 33pp 22344 206 24X Fiche 50-322,84/03/02, 

8403070147 


--S403070211 Testimony of MC Cordaro, JA Welsmantle 6 ED Robinson on 
Phase II emergency planning Contention 74 re location of 
relocation ctrs 

CORDARO, M C , WEISMANTLE, J A , ROBINSON, E 0 Long Island Lighting 
Co 84/03/02 7 1 p p 22544 241 24X Fiche 50-322,84/03/02, 

8403070147 


— ’84030702 1 4 Testimony of MC Cordaro, JA Welsmantle 6 ED Robinson on 
Phase II emergency planning Contentions 75 re capacity 
of relocation ctrs 

CORDARO- M C , WEISMANTLE, J A , ROB 1NB0N, E D Long Island Lighting 
Co 84/03/02 90p p 22544 302 24X Fiche 30-322,84/03/02, 

8403070147 


— 0403070217 Testimony of MC Cordaro, CA Daverio 6 ML Miele on Phase II 
emergency planning Contention 77 re thyroid contamination 
equipment at relocation ctrs 

CORDARO, M C , DAVERIO, C A , MIELE, M L Long Island Lighting Co 
84/03/02 S9pp 22544 341 24X Fiche 90-322,84/03/02,8403070147 


— 8403070220 Testimony of MC Cordaro 6 JA Weismantle on Phase II 
emergency planning Contention 92 re state emergency plan 
CORDARO, M C , WEISMANTLE, J A Long Island Lighting Co 04/03/02 
lOOpp 22545 006 24X Fiche 30-322, 84/03/02, B403070147 


— 6403070222 Testimony of MC Cordaro, NA Hobbs, WF Rem. WO Bch if fmachar 
6 JA Weismantle on Phase II emergency planning Contentions 
93, 94 *. 95 

CORDARO, M C , HOBBS. N A , RENZ. W F Long Island Lighting Co 
84/03/02 33PP 2234S 119. 24X Fiche 30-322.84/03/02,8403070147 


— 6403070227 Testimony of MC Cordaro, ED Robinson 6 JA Weismantle on 
Phase II emergency planning Contentions 96 A & 96 C re loss 
of of fsi te power 

CORDARO. M C , ROBINSON, E D , WEISMANTLE, J A Long Island Lighting 
Ca 64/03/02 1 9pp 22343 133 24X Flcha 30-322,84/03/02, 

3403070147 


— 6403070231 Testimony of MC Cordaro, Ml Miele it JA Weismantle on Phase M 
emergency planning Contention 97 B re evacuation in severe 
snowstorm Prof qua l if 1 ca t i ons of LILCO witnesses 6 
Certificate of Svc end 

CORDARO. M C , MIELE, M L . WEISMANTLE, J Long Island Lighting Co, 
04/03/02 ItOpp 22343 169 24X Fiche 30-322.64/03/02, 

6403070147 
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0403140043 Forwards testimony of JR Sears on behalf of NRC staff re 
emergency preparedness Contentions 26 A, 26 C S< 26 0 
R EPKA, D A Hearing Branch 3 04/03/02 LAURENSON. J A . SHON, F J . 

KLINE, J R Atomic Safety and Licensing Board Panel i3pp 

22633 031 24X Fiche 30-322,04/03/02,0403140043 


0403130003 Motion of Governor Cuomo to file rebuttal testimony on 
Contention 63 re evacuation time estimates Related 
correspondence 

ZAHNLEUTER, R J New York, State of 04/03/00 Atomic Safety and 

Licensing Board Panel 7pp 22614 274 24X Fiche 50-322,84/03/08, 

0403130085 


—040313007! Rebuttal testimony of DT Hartgen it FJ Bench re emergency 
planning Contention 63 on evacuation time estimates 
Certificate of 8vc encl 

HARTOEN. D T , BEACH, F J New York, State of 84/03/08 30pp 
22614 201 24X Fiche 30-322,64/03/00,0403130083 


8403070039 Board Notification 84-032 forwards meeting summaries 
containing transcripts of 840210 6 16 meetings between NRC it 
Traneamerica Delaval,tnc (TDI) Owners Group Distribution 
lift and 

EI8ENHUT, D 0 Division of Licensing 04/03/12 PALLADINO 
Commissioners 3pp 22708 001 24X Fiche 30-000, B4/03/ 12, 

8402090037 


— B403060336 Forwards summary of B40210 meeting w/Transamer i ca Delaval, 
Inc Owner* Group in Bethesda,MD re problems w/emergency 
diesel generators 

CARUSO, ft Licensing Branch 2 04/02/27 □'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Fiche 50-000,84/03/12-840209003? 


— 8403060334 Transcript of 840210 meeting w/Transamer i ca Delaval, Inc 
Owners Group in Bethesda,MD re problems w/emergeney diesel 
generators 

* NRC - No Detailed Affiliation Given 04/02/10 147pp 

67201 008 24X Fiche 50-000,84/03/12,8402070039 


— 8403070409 Summary of 040216 meeting w/Transamerlca Delaval, Inc Owners 
Group In Wading RiveriNY re program plan to establish 
reliability Df diesel generators Agenda, meeting transcript it 
attandance list end 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

0pp 22708 161 24X Fiche 30-000, 84/03/12, B402090039 


- -8403070423 Transcript of 840216 conference in Wading River, NY re 
Transamerl ca Delaval, Inc diesel generators Pp 1-02 
* Commissioners 84/02/16 64pp. 22708 169 24X 

Fiche 30-000,84/03/12,8402090039 


6403260224 Transcript of 840320 hearing in Hauppauge-NY re emergency 
planning proceeding Pp 3,890-4,069 Supporting documentation 
one 1 

* Atomic Safety and Licensing Board Panel, 04/03/20 440pp 

2B7S6' 236 24X Fiche 50-322,04/03/20,8403260224 


8403280288 Forwards testimony on Group II B Contentions 24 E, 24 F 2 it 
F 3,2 4 J, 24 N, 60, 61, 63, 69, 70, 71, 72, 83 it 80 Testimony for 
Contentions 11 it 15 will be filed on B40330 Related 
c orrespondence 

LETSCHE, K 0 Kirkpatrick, Lockhart, Hill, Christopher 6 Phillips 
LET8CHE, K <J Suffolk County, NY D5B 035 84/03/21 

LAURENSON, J A , KLINE, J R . 8H0N, F J Atomic Safety and Licensing 
Board Panel lp 22719.137 24X Fiche 30-322,84/03/21,8403220280 


— 8403220292 Testimony of QJ Jeffers it AR Rossi re Contentions 24 E, 
24 F, 61. C, 69, 70 & 71 Related correspondence 

JEFFERS, 0 J i ROSSI, A R Suffolk County, NY 84/03/21 16pp 
2271 '9 138 24X Fiche 30-322, 84/03/21, B403220288 


— 8403220297 Testimony of RW Petrllak re Contentions 24 E, 24 N, 61 C, 69, 
70 li 71 Related correspondence 

PETRILAK, R W Suffolk County, NY 84/03/21, 26pp 22719 174 
24 X Fiche. 30-322, 84/03/21, 8403220288 


— 8403220302 Testimony of NJ Muto it JT Smith re Contentions 24 E, 24 F, 
24. N, 61. C, 69, 70 !< 71 Related correspondence 
MUTO, N J , SMITH, J T 9uffoU County, NY B4/03/21 I3pp 
22719,200 24X Fiche 30-322, 84/03/21, B403220288 


— 8403220305 Testimony of FC Finlayson, GC Minor it E P Radford re 
Contention 61 Related correspondence 

FINLAYSON, F C , MINOR, G C . RADFORD, E P Suffolk County, NY 
84/03/21 33pp, 22719 213 24X Fiche 30-322,04/03/21,8403220280 


— 8403220310 Testimony of D Harris *> M Mayer re Contentions 24 J, 24 N, 
60,63 it 72 Related correspondence 

HARRI8, D , MAYER. M Suffolk County, NY B4/03/21 43pp 
22719 246 24X Fiche 30-322,84/03/21,8403220288 


— 8403220313 Testimony of GC Minor re Contentions 05 b B8 Certificate of 
9vc encl Related correspondence * 

MINOR, GC Suffolk County, NY B4/03/21 17pp 2271928? 24X 

Tiche 30-332, 84/03/21,8403 220288 


B403230QQ8 Testimony of RR Doremus on Contentions 24 E, 24 F 2,24 F 3, 
24 M, 61 C h 69-71 re school emergency plans 

DOREMUS, R R Long Island Lighting Co DSD 042 84/03/21 31pp 

22728 312 24X Fiche 30-322,04/03/21,8403230000 


0403230016 Testimony of MC Cordaro.CA Daverio.ML Miele it RJ Watts on 
Contention 00 re dose criteria 8, cost-benefit analysis for 
reentry Related correspondence 

CORDARO.M C . DAVERJO-C A , MIELE, M L Long Island Lighting Co 05B 
069 04/03/21 43pp 22720 001 24X Fiche 30-022,04/03/21, 

8403230016 


8403230020 Testimony of MC Cardano. EB Lleberman.ML Miele. ED Robinson 
tc JA Weismantle re Contentions 84 E, 24 F 2,24 F 3,24 M,61 C 
it 68-71 re schools Related correspondence 

CORDARO.M C , MIELE, M L Long Island Lighting Co LIFBERMAN, E □ 
KLD Associates. Inc DSB 063 84/03/21 400pp 23 729 001 24X 

Fiche 50-322,84/03/21,0403230020 


0403230032 Testimony of MC Cordaro.CA Daverio.ML Miele, DS Mileti 6 
RJ Watts re Contentions 60,6 1,63 J< 64 on protective action 
recommendations Related correspondence 

CORDARO.M C , DAVERIO, C A , MIELE, M L Long Island Lighting Co DSB 
065 B4/03/21 l?7pp 22733 041 24X Fiche 50-322, B4/03/21 , 

8403230032 


B40323003B Testimony of MC Cordard.D Glaser, ML Miele, ED Robinson, 

JA Weismantle i, J Vedvab on Contentiosn 24 J, N, 72 C, D 6 96 D 
re planning for special facilities Related correspondence 
CORDARO.M C , GLASSEH, R . MIELE, M L Long Island Lighting Co DSB 
064 84/03/21 294pp 22732 047 24X Fiche 50-382,04/03/21, 

0403230038 


B4O323OO40 Testimony of MC Cordaro.CA Daverlo-ML Miele.SW Porter on 
Contention 81 re ingestion pathway Related correspondence 
CGRDARQ, M C . D AVER 10, C A , MIELE, K L Long Island Lighting Co DSD 
067 84/03/21 200pp 22724 131 24XFicha 50-322,04/03/21, 

0403230040 


B403230066 Testimony of MC Cordaro*JA Welsmatle S, EB Lieberman on 
Contentions 72 A 6 E re adequate evacuation time estimates 
Related correspondence 

CORDARO.M C , WEISMANTLE, J A , LIEBERMAN, E B Long Island Lighting 
Co, OSB 066 04/03/21 10pp 22726 257 24X 

Fiche 50-322,04/03/21.0403230066 


6403230073 Testimony of MC Cordero, CA Daverio.ML Miele & RJ Watts on 
Contention 85 re recovery u reentry Related correspondence 
CORDARO.M C , DAVER 1 0, C A , MIELE, M L Long Island Lighting Co DSB 
060 04/03/21 44pp 22726 2 3 0 24X Fiche 50-322,84/03/21, 

8403230073 


0403260012 Transcript of B40321 hearing in Hauppauge.NY re emergency 
planning proceeding Pp 4,070-4,26B 

« Atomic Safety and Licensing Board Panel 84/03/21 200pp 

22749 001 24X Fiche 50-322,84/03/21,0403260012 


8403260330 Forwards direct testimony of CV Failla re Contention 24 F 2 
Related correspondence 

ZAHNLEUTER, R J New York, State of D8D 097 84/03/21 

LAURENSON, J A , KLINE, J R , SHDN. F J Atomic Safety and Licensing 
Board Panel lp H2760 165 24X Fiche 50-322,04/03/21.8403260330 


— 0403260342 Direct testimony of CV Failla re Contention 24 F 2 on 
agreements w/bus companies in event of radiological 
accident 

FAILLA, C V New York, State of 04/03/21 13pp 22760 166 24X 

Fiche 50-322, 64/03/21 , 0403260338 


0403260377 Forwards util testimony on Contention 10 re adequacy of cone 
it route info Related correspondence 

FALZONE, R R Hunton & Williams FALZONE, R R Long Island Lighting 
Co DSB 096 84/03/22 LAURENSON, J A , KUNE) J R , BHQN, F J 

Atomic Safety and Licensing Board Panel ip 22760 001 24X 

Fiche 50-322,04/03/22,8403260377 


— 0403260379 Testimony of CA Clawson, MC Cordero b CA Daverio on 
Contention 18 re adequacy of i one it route info Certificate 
of Svc encl 

CLAWSON, C A , CORDARO.M C , DAVERIO. C A Long Island Lighting Co 
04/03/22 55pp 22760 002 24X Fiche 30-322, 04/03/22. 8403260377 


8403270196 Transcript of 840322 hearing in Hauppauge.NY re emergency 
planning proceeding Pp 4,269-4,311 

* Atomic Safety and Licensing Board Panel 04/03/Eg 320pp 

22772 182 24X Fiche 30-322,84/03/22.8403270196, 
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DOCKETED ITEMS 


0403290001 Transcript of 040337 oral argument in D e th esda , HD Pp 1-192 
* Atomic Safety and Licensing Appeal Panel B4/03/27 I93pp 
22803 008 24X Fiche 30-322,04/03/27,8103290001 


V Operator E>ao i nat i o n s 


3403270116 Forwards supplemental nuclear pouter plant eiptrlence tables 
for operating shift positions Expected OL date is B40513, in 
response to addl queittons in W Schne 1 1, Un i Qn Electric Co. 

1 tr 

NDTARQ, J A Long Island Lighting Co 84/03722 DENTON, H R Office 
of Nuclear Reactor Regulation. Director Opp 22773 137 24X 

FI che 50-322.84/03/22,8403270116 


8403130013 Forwards response to request for addl Info rg Class IE 
elrctrical raceway supports Design supports have sufficient 
margin to assure that loss of single support will not cause 
loss of safety function 

SCHUYLER, J 0 Pacific Oat t. Electric Co 04/03/07 MARTIN, d B, 
Region S, Office of Director. 3pp 22640 327 Z4X 
Fichu 30-277,04/03/07,0403130013 


0403200210 Forwards Rev 2 to Procedure EP OP-17. "Malfunction of RHR 
Sys. " requested by ACRS Subcommittee on Diablo Canyon during 
040210 meeting 

BCHUYLER, d 0 Pacific Oat & Electric Co 04/03/12 KNIGHTON, 0 W. 
Licensing Branch 3 lp 22699 337 24X Flche 30-273,04/03/12, 

0403200218 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


A App 1 i c at ion/c ona true t Ion stage documents L correspondence 


B403090027 FOIA request for records re 1977 Nuclear Svc s Corp audit of 
Pullman Power Products 

REYNOLDS, J Center for Law in tho Public Interest 84/01/20 
Office of Administration 2pp 22392 329 24X 

Flche 50-271, 84/01/20. 8403090027 


84(13010501 Forwards Board Notification 04-022 Which provides in camera 
transcript of NRC 840125 meeting ui/reciplent & C Stoles 
Requests specific identification of names S> sections in rept 
to be withheld from public disclosure W/o ent 1 
EISENHUT. D 9 Division of Licensing B4/02/14 DEVINE. T 
Government Accountability Project lp 2243B 335 24X 

Fiche 50-275, 04/02/ i4, 6403010501 


04Q2O9OQQ4 Board Notification B4-037 forwards Chairman Palladlno 840109 
l tr transmitting rept on matters re GA Case Study C for 
plant Rept encls compare draft & final version of case study 
include comments an draft version 
EISENHUT. D 8 Division of Licensing B4/02/24 DUCK, 0 H , 

MOORE, T S , JOHNSTON. W R Atomic Safety and Licensing Appeal Panel 
3pp 22549 036 24X Fiche 50-275, 04/02/24. 6402090004 


8402090017 Board Notification 04-038 forwards RJ Mattson 640123 memo 
to DG Eisenhut providing statu* update of NRC actions re 
West inghouse ECCS actuation logic 

E 1 6 EMHUT , D Q Division of Licensing 84/02/27 PALLADINO, 

QILIN5KY, ROBERTS Conrni a s 1 n ners 7pp 22546 007 34X 

Fiche 50-000, B4/02/27, B4020900I7 


— 8403200220 Rev 2 to Procedure EP OP-17. "Malfunction of RHR Sys •' 
* Pacific Gas L Electric Co 82/02/19 3pp 22699 33B 24X 

Fiche 50-275.84/03/12,8403200210 


0402090041 Board Notification 04-050 provides Commission policy 
statement 6 proposed rulemaking on environ quel i f ieat ion* 

EISENHUT. D 0 Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel lOpp 24X Fiche 50-000,84/03/14,0402090041 


0403220035 Forwards tables providing detailed operating e»p#rl»nc» for 
licensed operating personnel & licensed Si nonllcenisd 
shift technical advlsoT* 

SCHUYLER, J 0 pacific Oas «< Electric Co 84/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 5pp 2271B 208 
24X Fiche 50-275,84/03/16.8403220035 


8403260176 Informs of plans to have shift advisors w/qua l 1 fl cations 6 
training recommended by Near — Term OL. tltll Group on staff 
prior to exceeding 5"/. power Advisors will be subj to final 
exam following training 

SCHUYLER, JO Pacific Gas & Electric Co 84/03/23, KNIGHTON, 0 W. 
Licensing Branch 8 lp 22750 234 24X Flchs 50-275, B4/03/23, 

0403260176 


8403270366 Requests that license not be granted until allegations by 
employee* of plant resolved 

HAYDEN. T California, State of 84/03/23 PALLADINO, N 
Commissioners lp 22789 OOl 24X Fiche 50-275,04/03/23, 
8403270366 


E NRC Safety Evaluation Report <BER>, suppls b correspondence 


8403150165 Requests addl info explicitly addressing specific steps 
in 361FR800 4<b>,(e),or id) re determination of effect of 
operation L matnt activities on BLO-2 archaeol ogica 1 
site 

KNIQKTDN, G W Licensing Branch 3 84/02/27 5CHUYLCR.J 0 Pacific 

Oas U Electric Co 4pp 22646 345 P4X Fiche 50-275, B4 /02/27, 

B4031 SO 1 65 


B4 03 0900 2 8 Partial response tq FOIA request for records re 1977 Nuclear 
Svcs Corp audit of Pullman Power Products Document* entirely 
withheld Cref FOIA Exemption 5) Review of remaining 
documents subj to request In progress 

FELTON, J M Division of Rule* and Records 84/03/01 REYNOLDS, J 

Center for Law in the Public Interest 2pp 22592 331 24X 

Fiche 50-275, 84/03/01 , 84030900BB 


0403080403 Further response to FD1A request for documents re 9FR 
related to operation of facilities Forwards App B documents 
App A 6 0 documents available in PDR Review of remaining 
documents subj to request In progress 

FELTON, J M Division of Rules and Record* B4/03/02 GARDE, B P 
Government Accountability Project 4pp 22383 073 24X 

Fiche 50-275, 04/03/02, 8403080403 


8403080085 FOIA request for SER t BBER 21 (NUREO-0673> re operation of 
facilities 

QARDE.B.P Government Ac countab 1 1 1 ty Project B4/01/09, Office 
of Administration 2pp 225B4 074 24X Fiche 30-273,84/01/09, 

04O3O0OOB3 


8403080096 Partial response to FOIA request for SER r* operation of 
facilities forward* documents listed an app Documents also 
placed In PDR, Review of remaining documents continuing 
FELTON, J M Division of RuLes and Records 84/01/23 GARDE, B P. 
Government Accountability Project 2pp 22384 076 24X 

Fiche 80-273,04/01/23,0403000096 


--8403000103 Allegation* 51 & 52 re NRC concern thet plant personnel 
reluctant to come forward w/safety concerns sine# candor 
endangers jobs 

* NRC - No Detailed Affiliation Given, 84/01/23 2pp 
23584’ 089 24X Fiche 50-275,84/01/23,8403080096 


0403060364 Forwards SSER 17 re util application for OLt Suppl eddrtviti 
NRC evaluation re breakwater V auperstrut Issues W/o end 
KNIGHTON. 0 W Licensing Branch 3 84/02/27 8CHUYLER , J 0 Pacific 

Oas A Electric Co 4pp 22392 265 24X Fiche 90-273,84/02/27, 

8403060564 


8312230256 Forwards responses to Allegation* 7, 9 l 48, per 031130 
request 

BPEIS, T P Division of Safety Technology 03/12/09 KNIGHTON, 0 
Office of Nuclear Reactor Regulation. Director 12pp 22583 111 
24X Fiche 50-273,84/03/02,8403000405 


—8403030422 Forwards input an Allegations 51 U 32 Fuel loading addresi 
In 831100 Memorandum L Order CLI-S3-a7 No significant safety 
concerns matl to fuel loading U precr l t 1 ea 1 1 ty testing 
warrant continuation or suspension of activities 

arfl£e of th * Executive Legal Director 83/12/09 
— 0pflce Nuclear Reactor Regulation, Director 3p p 

22583. lOD 24X Fiche 50-275,84/03/02,8403000405 


-B403080426 Forwards safety evaluations for Allegations 8,10.11,14, 
16. 17.27, 2B, 29. 31. 32, 33, 38, 36, 35.85 h 86 Licensee approach 
for determining containment stability against ti l tine 
acceptable 

VOLLMER.R H, Division of Engineering 83/12/09 C1&ENMUT, D 0, 
Division of Licensing 3lpp 22583 132 24X 

Fiche 50-275.84/03/02,0403080405 


0403070104 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON NUCLEAR POWER PLANT, UNITS 1 AND 2 Docket No* 50-275 
And 50-323 (Pacific Oat And Electric Company! 

# Division op Licensing NUREG-0673 817, 84/02/29 22pp. 

Available at NRC, *3 00. 22961 214 24X Fieht 30-275,84/02/29, 

0403070104, 


0402090030 Board No 1 1 f 1 cn 1 1 on 04-035 updates allegation listed In SSER 
21 tc Board Notification 04-003 Public allagatlans not 
previously forwarded 6 e harac tar 1 x atlani of allegations from 
confidential sources encl 

ElBENHUT.DG Division of Licensing 04/03/02 PALLADINO, 

OIL INSKY, ROBERTS Comisslontrl llpp. 22556,061 24X 

Fiche’ 50-270, 04/03/02, 8402090030 
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— 03121 40347 Forwards Nuclear Bvc Corp 1977 audit of Pullman Power 
Products work scope at facility, in response to 831004 1 1 r to 
Chairman Palladino Attention called to ASLAB 031024 denial 
of Joint Intervenor 031020 motion to reopen record 
DIRCKSi W J. Office of the Executive Director for Operations 
83/11/18 THOMAS. W M House of Rep 4pp 22336 000 24X 

Fiche 50-273,84/03/02.8402090030 


— 8312140351 Forwards JR Reynolds 030921 ltr expressing concern. on behalf 
of Joint Interveners re deficient design fa const of 
facility Nuclear Svc Corp 1977 audit end 

THOMAS, W M House of Rep B3/10/04 PALLADINO, N Commissioners 
4*pp 22556 081 24X Flche 50-275,04/03/02,8402090030 


--8403080281 "Audit Rept Pullman Power Products Work Stop* at Diablo 
Canyon Site 770022-0920 *' 

WEBER. J , LARSEN. 0 J , NEWMAN. T C Pacific Qas & Electric Co 
77/09/20 42pp 22556 090 24X Flche 30-275.84/03/02,8402090030 


— 8403020117 Revised State of CA nuclear power plant emergency response 
plan . 

* California. State of 83/04/30 2901pp 22353 003 24X 

Flche 50-000.04/02/16.0402230176 


8402090006 Board Notification 04-034 forwards R Vollmer B40206 memo to 
D Elsenhut re fire research results concerning fires In 
electrical cabinets In control room 

EISENHUT.DO Division of Licensing 04/02/23 PALLADINO 
Commissioners lp 22576 203 24X Flche 50-000,04/02/23, 

8402090006 


— 8403080316 Recommends that info re fire research results concerning 
fires In electrical cabinets in control room be submitted 
for hoard notification, per NRR Ofc Ltr 19, dtd 021001 Further 
evaluation of test data required 

VOLLMER, R H Division of Engineering 84/02/06 EISENHUT, D 0 
Division of Licensing 10pp 22576 204 24X 

Flche 50-000,04/02/23,8402090006 


— 831 2260099 Respond* to 831021 ltr re rept of 1977 audit of Pullman 
Power Products Corp Motion filed before NRC for revocation 
or in alternative, continuation of suspension of low power 
QL for facility Matter referred to NRC 

DIRCKS.W J Office of the Executive Director for Operations 
83/11/18 PANETTA, L E House of Rep 4pp 22556 132 24X 

Flche 50-275,84/03/02,8402090030 


9403000405 Further response to F01A request for documents re SER 
related to operation of facilities Forwards App B documents 
App A fa B document# available In PDR Review of remaining 
documents subj to request in progress 

FELTON, J M Division of Rules and Records B4/03/02 GARDE. B P 
Government Accountability Project 4pp 22583 073 24X 

Flche 50-273,84/03/02.8403080403 


— 8312280107 "Proposal for Independent Internal Audit of Pul Iman-Ke 1 logg 
Effort* at Diablo Canyon " 

* Nuclear Services Corp 77/07/28 21pp 22356 134 24X 

Fi che 50-273, 04/03/02, 0402090030 


— 8401040010 Forwards all 1 trs which appeared in San Luis Obispo 
Telegram-Tribune between B310!9-31 re emergency planning 
response plan for facility Lack of public confidence in 
response plan discussed 

KRANZDORF.R Af f i 1 iat i on No t A* s i gned 83/11/04 PALLADINO, N 

Commissioners i7pp 22356.173 24X Flche 30-273,04/03/02, 

8402090030 


8403080403 Further response to FQIA request for documents re SER 
related to operation of facilities Forward* App B document* 

App A 6 B documents available in PDR Review of remaining 
document* subj to request in progress 

FELTON, J, M Division of Rules end Records 84/03/02. GARDE, B P 
Government Accountability Project. 4pp 22583 073 24X 

Flche: 30-273, 84/03/02. 8403080403 


— B4030B0431 Forwarde SBER input re Allegation 68 Programmatic breakdown 
In Pullman Power Products 3A program not indicated Installed 
hardware safety concerns not identified. 

LIEBERMAN.J Office of the Executive Legel Director 83/12/27 
EIBENHUT, D Division of Licensing 4pp 22383 163 24X 

Flche 50-275,84/03/02, 8 4030B0403 


B403300300 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON NUCLEAR POWER PLANT, Units 1 AND 2 Docket No* 30-273 
And 50-323. (Pacific Gas and Electric Company) 

* Division of Licensing NUREG-0673 S22 84/03/31 400pp 

Aval leb 1 e at NRC. *11 00 22843 001 24X Fiche 30-275,84/03/31, 

B 403300300 


F Security, medical, emergency fa fire protection plan* 


— 8403000411 Forwards response to Allegation RV-83-A-0034, per GW 
Knighton 831122 note Temporarily exempting licensee from 
maintaining physical security & safeguards contingency 
plans did not Increase risk of radiological sabotage 
MCCORKLEiG W Power Reactor Safeguards Licensing Branch 
03/12/01 THOMAS, C 0 Standard i i a 1 1 on fa Special Projects Branch 

4pp 22583 077 24X Fiche 50-273,84/03/02,8403030405 


— 04O3OBO4 1 7 Resubmits response to Allegation RV-S3-A-0034. p er GW 
Knighton 831103 memo Temporarily exempting licensee from 
maintaining physical security 6 safeguard* contingency plans 
did not increase risk of radiological sabotage 
MCCORKLE, G W Power Reactor Safeguards Licensing Branch 
83/12/03 THOMAS, C O Standard i i at i on fa Special Projects Branch 
3pp 22383 001 24X Fiche 50-273,84/03/02,8403080405 


— 8403080420 Forwards response to Allegation RV-83-A-0034, per GW Knighton 
021122 note Temporarily exempting licensee from maintaining 
physical security fa safeguards contingency plans did not 
increase risk of radiological sabotage 

BURNETT, R F Division of Safeguards 03/12/09 EISENHUT.DO 
Division of Licensing 3pp 22303 084 24X Fiche 30—273, 

04/03/02, 0403080405 


0403200001 Forwards safeguards Info re changes to Rev 11 to security 
plan Info withheld (ref I0CFR73 21) 

SCHUYLER, J 0 Pacific Oas fa Electric Co 84/03/19 MARTIN, J B 
Region 5, Office of Director Ip 22777- 151 24X 

Fiche 30-273,04/03/19,0403280001 


0403270203 Discusses Southern California Edison submittal of 1903 
revised State of CA emergency response plan on behalf of all 
State of CA plants, incorporating plan into Diablo Canyon 
Add! planning info will not be developed for Humboldt Day 
SCHUYLER, J 0 Pacific Gas fa Electric Co 84/03/22 DENTON, H R. 

Office of Nuclear Reactor Regulation, Director lp 22772 137 24X 

Fiche 30-000,04/03/22.8403270205 


8403280114 Public version of revised emergency plan implementing 
procedures, including Procedures EP OP-9 re loss of reactor 
coolant pump u/o reactor trip fa EP 0-2 re establishment of 
organization W/S40103 i < 0322 memos 

THOMBERO, R C. , SCHUYLER, J 0 Pacific Oa* fa Electric Co 84/01/05 
MARTIN, J. B Region 5, Office of Director 33pp 22011 236 24X 
Fiche- 50-273, 84/01/05, B4032B01 14 


8403070333 Public version of emergency plan implementing procedures, 
including Procedure EP 0-4 personnel accountability fa 
assembly It EP RB-12 re mid It high-range plant vent radiation 
monitors W/B40208 ltr St JM Felton B40302 release memo 
THOMBERO, R, C , SCHUYLER, J 0. Pacific Oas fa Electric Co 04/01/23 

MARTIN, J B Region 3, Office of Director 120pp 22365 189 24X 

Fiche - 30-275, B4/01 /23, 8403070333 


8403090172 Forward* Rev 11 to physical security plan Rev withheld 
(ref 10CFR73. 21). 

SCHUYLER, J 0. Pacific Gas fa Electric Co 84/02/06 MARTIN, J B 
Region 3, Office of Director lp. 22373 049 24X 

Fiche: 50-273, 84/02/06, 8403090172 


B402230176 Forwards revised State of CA nuclear power plant emergency 
response plan 

MEDFORD, M 0 Southern California Edison Co. 84/02/16 
EIBENHUT, D 0. Division of Licensing 383pp 22333 OOt. 24X 

Fiche: 30-000, B4/02/16, 040223017* 


0403290264 Advises that 040111 rev to physical security plan fa drawings 
consistent w/provisions of 10CFR30 54<p) fa acceptable 
BCHU9TER, M D Region 3, Office of Director 84/03/23 
SCHUYLER, J 0 Pacific Gas & Electric Co. lp 22800 010 24X 

Fiche. 30-275, 84/03/23.8403290264 


G, Adjudicatory correspondence 


8402090012 Board Notification 84-043 forward* B40202 petition to defer 
decision re low power OL.made by Govt Accountability Project 
(GAP) on behalf of San Luis Obispo Mothers for Peace 
Distribution list fa app end 

EIBENHUT, D 0 Division of Licensing 84/02/29 MOORE, T 0 , 
JOHNSON. W R I BUCK, J H Atomic Safety and Licensing Appeal Panel 
5pp 67218 074 24X Fiche 30-273, B4/02/29, B402090012 


0403070044 Motion for extension until 840319 tD file response to Joint 
Intervenor* 040222 motion to reopen record on const QA 
Certificate of Svc encl 

NORTON, □ Pacific Gas fa Electric Co NORTON, D. Norton, Burke, 
Berry & French 84/02/29 Atomic Safety and Licensing Appeal 
Panel 5pp 22341 230 24X Fi C h e 30-27 5, 84 /02/29, 8403070044. 
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0403140071 Forwards expurgated transcript of 940 1 23 meet i n g between 
staff So C Stoke*, per ASLAB B40223 order W/o end 

RUTBERG, J Hearing Branch 2 94/02/29 HOCJRE, T S , BUCK, J H , 

JOHNSON. W R Atomic Safety and Licensing Appeal Panel 2pp 
22634 184 24X Fit he 50-275,04/02/29,6403140071 


8403060260 Response of Qovernor Deukmejian to util 040229 motion For 
extension of time to respond to Joint Intervener 940222 
motion to reopen b motion of Beukmejlan for like extension 
of time to reply Certificate of Svc end 

STRUMWABSER. M California, State of 84/03/01 Atomic Safety and 
Licensing Appeal Panel 9pp 22517 132 24X Fiche 30— 273. 94/03/01, 

0403060260 


8403030116 Buppl I to 840214 motion to augment or, in al terjia 1 1 ve , tD 
reopen record Provides addl eiplanantion of allegations re 
design 6 design QA deficiencies from transcript of 840123 
meeting Certificate of 8vc end 

REVNOLDS, J R Joint Interveners - Diablo Canyon REVNOLPS. J R 
Center for Law In the Public Interest 84/03/01 Atomic Safety 

and Licensing Appeal Panel I5pp 22S39 1B2 24X 

Fiche 50-275. 04/03/01, B403080US 


8403060179 Order granting applicant 340229 motion for extension of time 
to 840319’ to respond to Joint Intervenon 840222 motion to 
reopen record on const QA 

TOMPKINS, B A Atomic Safety and Licensing Appeal Panel 94/03/02 
2pp 22518 349 24X Fiche 30-275,84/03/02,8403060179 


8403070128 Suppl to 840222 motion to reopen record on issues of const 
OA b Licensee character 6 competence Serious doubts re util 
competence to manage project raised W/Ce-rti f lcate of Svc 
REVNOLDS, J ft Affiliation Not Assigned REVNOLDS, J fl Center for 

Law xn the Public Interest 04/03/02 Atomic Safety and Licensing 

Board Fane) 23pp 2253B 231 24X Fiche 50-275,84/03/02, 

3403070128 


0403140179 Request for extension of time to 340315 to file response to 
Joint Intervener motion to augment or reopen record 
Certificate of Svc end 

RUTBERO, J Hearing Branch 2 84/03/02 Atomic Safety and 

Licensing Appeal Panel 4pp 22624 100 24X Fiche 50-27 5,84/03/02, 

0403140179 


04O3O7OJ33 Order requiring governor response to Joint Intervenor 040214 
motion to reopen record on Issue of design OA by 040308 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 84/03/06 
California, state of lp 22541 343 24X Fiche 30-275.84/03/06, 

8403070180 


8403120006 Answer opposing Joint Intsrvenors 040214 motion to augment 
or reopen record on design QA Motion thould be denied in 
entirety Certificate of Svc encJ 

NORTON. B Pacific Gas 6 Electric Co NORTON, D Norton, Burke, 
Berry 6 French 64/03/06 Atomic Safety and Licensing Appeal 
Panel 23pp 22956 189 21X F I c h e 50-275, 04/03/06, 84031 20006 


— 8403120010 Affidavit of FC Breismei ster, DJ Curtis, MJ Jacobson, HE 
Leppke, 8H Moore, RO Oman.LE Shipley b HH White re design QA 
BREISMEI STER, f . CURTIS, D J , JACOBSON, M J Pacific Das fe E lac trie 
Co 84/03/03 lOipp 22586 331 24K Fiche 50-273, 04703/06, 

0403120006 


— 8403120029 Affidavit of JD ghlffer.R Patterson. JM Oise Ion, KC Dols, 
J8 Hoch.RC Th orni erry , RD Etiler.RK Rhodes b EM Burns re 
J CoapeT 840 1 23 affidavit b Joint Intervenor 840214 motion 
on design OA 

8HIFFER, J D , PATTERSON, R , OILSCLON, J M Pacific Oas b Electric 
Co 84/03/03 234pp 22507 146 24X Fiche 50-275,84/03/06, 

6403120006 


8403150010 Summarises fears that Commission twill discard terms of 1981 
order b will surrender nurmal requirements of Atomic Energy 
Act by perm! tt 1 ng, faci 1 i ty to go critical in quality 
indeterminate state 

CLEWETT, J Government Accountability Project DEVINE, T , CLEWETT, J 
San Luis Obispo Mothers for Peace 84/03/13 PALL-AD I NO, N J , 
GILINSKY, V , ROBERTS, T Commissioners 22642 326 24X 

Fiche 50-273,04/03/13,8403130010 


8403160014 Order extending time until 840413 for Commission to act to 
review ALAB-756 

CJilLK, 3 J Office of the Secretary of the Commission 84/03/13 
Commissioners lp 22632:362 24X Fiche 50-273,84/03/13, 

8403160014 


9403190011 Motion for leave to file reply to util answer in opposition 
to motion to reopen record Certificate of Svc end 
REVNOLDS, J R Joint Intervenors - Diablo Canyon REYNOLDS, J, R 

Center for Law in the Public Interest 84/03/15 Atomic Safety 
and Licensing Appeal Panel 5pp 22663 273 24X 

Fiche 50-275,84/03/15,8403190011 


— 8403190016 Reply to util answer In opposition to 040214 motion to 
augment ot, In a 1 ternat 1 ve, to Teopen record Contentions In 
opposition cannot withstand scrutiny Certificate of svc 
end 

REYNOLDS, J R Joint Interveners - Diablo Canyon REYNOLD 8, J R 
Canter for Law In the Public Interest 84/03/13. Atomic Oafety 
and Licensing Appeal Panel, 26pp 22665 270. 84X 

Fiche 50-275,84/03/13,8403190011 


— 9403190021 Statement of C Stokes rebutting util defenses of seismic 
design review 

STOKES, C Joint Intervenors - Diablo Canyon 84/03/14 26pp. 

22663 309 24X Fiche 30-273.04/03/13,8403190011 


0403190100 Answer opposing Joint Intervenor B40214 motion bo augment 
or. in al t erne t ive, to reopen record on design QA Issues 
Motion failed to justify either augmentation or reopening 
record Certificate of Sve endl 

RUTBERO. J , CHANDLER. L J Hearing Branch 2 MCGURfiEN, H J Hearing 
Branch 1 84/03/15 Atomic Safety and Licensing Appeal Panel 

29pp 22667 215 24XFichB 50-275,04/03/13,8403190100 


— B403190I02 Affidavit of JP Knight re Joint Intervenors motion to 
augment or. In a 1 ternati ve. to reopen record 

KNIGHT, J P Division of Engineering 04/03/13 Atomic Safety 
and Licensing Appeal Panel 16pp 22667 244 24X 

Fiche 50-275,84/03/15,8403190100 


— 8403190106 Affidavit of M Hartiman re Joint Intervenors motion to 
augment or, In al ternati ve, to reopen record 

HARTZMAN.M Division of Engineering 04/03/15 22p p 22667 260 

34 X Fiche 50-273,84/03/(3,9403190100 


■0402120012 Affidavit of M TTesler.R Oman b M Leppke re history oP 
onsite engineering small bore piping program description 
TRESLER, M , OMAN, R , LEPPKE, M Pacific Oas b Electric Co 
84/03/05 30pp 22387 070 24X Fiche 50-275,84/03/06,8403120006 


— 8403190110 Affidavit of SD Reynolds re Joint Intervenors 840214 motion 
to augment or, in alternative, t-o reopen record 
REYNOLDS, 8 D. Region I, Office of Director 84/03/15 Bpp 
22667 282 24X Fiche 90-279,84/03/13,8403190100 


— 8403120015 Affidavit of LB Mangoba re design verification b const of 
small bore pip* support sys 

MANGODA, L E Bechtel Corp 04/03/04 6pp 22507 128. 24 X 

Fiche 50-279, 04/03/06, 8403120006 


— B403190114 Affidavit of TW Bishop re Joint Intervenors B4Q214 motion ts 
augment or, in alternative, to reopen record 
□ 1BH0P, T W Region 3, Office of Director 84/03/08 4pp 
22667 290 24X F 1 Ch e ' 30-275, 04/03/1 5, 84031 90100 


— 8403120017 Affidavit of A Bhusterman re design QA b coverup of hanger 
recalculation 

BHUSTERMAN, A Bechtel Corp 84/03/04 4pp 22987 134 24X 

Fiche 50-273,84/03/06.0403120006 


— B40312001B Affidavit of RD Etiler re design OA b GC inspectur 
qua 1 1 f icat ions 

ETZLER.R D Pacific Oas b Electric Co 04/03/06 4pp 
22507 13B 24X Fiche 50-275. 04 /03/06, B403 1 20006 


— 8403190116 Affidavit of JR Fair re Joint Intervenors 040214 motion 
to augment or. In al ternat ive, to reopen record 
FAIR.J R Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/00. 6pp 22667.294 24X 

Fiche 50-273,84/03/15,8403190100 


— 8403190119 Affidavit of CY Liang re deficiencies In RHfi sy s design 
LIANG, C. V Division of Systems Integration (post 011003) 

84/03/15 30pp 22667:300 24 X Flch • 30-275, 04/03/ 15, 8403190100 


— B403I20-0B2 Affidavit of HD Friend re design QA b util/Bechtel contract 
FRIEND, H B pacific Oas b Electric Cu 04/03/03 2pp 
22387 142 24X Fiche 50-275,04/03/06.8403120006 


— 8403190122 Affidavit of F Rosa re RHR sys 

ROSA, F Division of Systems Integration (post 811005). 84/03/19 

1 7 pp 22667 330 24X Fiche 50-275,84/03/15,8403190100 


-8403120023 Affidavit of DJ Curtis re design OA b small bore pipe 
support group drawing 

CURTIS, DJ Bechtel Corp 84/03/05 2pp 22587 144 24X 

Fiche 50-275,84/03/06,0403120006 


--0403190 1 26 Affidavit of JL Crews re Joint Intervenors 840214 motion 
to augment or, In al terna t 1 ve, to reopen record 
CREWS, J L Region 5, Office of Director 84/03/14 5p p 

22667 347 24X Fiche 50-279, B4/03/1 5, B4O319OI0O 
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— 8403190 1 30 Supp lementa 1 
Intervenors motion on 
CREWS, J L Rag ion 5, 

22667 392 24X Fiche 


affidavit of JL Crew* on add] 
QA d s f ic i ancles 
Office of Director 04/03/13 
50-273,84/03/15. B403190100 


Info re Joint 
lp 


--8403190134 Affidavit of H Bchlerllng re Joint Intervenors 840214 motion 
to augment or, In a 1 terna 1 1 ve, to reopen record Unexecuted 
affidavit of PJ Morrill end 

8CHIERL JNQ, H Licensing Branch 3 84/03/13 3pp 22667 333 

24 X Fich« 50-273,84/03/13.8403190100 


8403210033 Request for extension of time until 640403 to file response 
to Joint Intervenors motion to reopen record on const QA 
Certificate of 8vc end 

CHANDLER, L J Hearing Branch 2 B4/03/16 Atomic Safety and 

Licensing Appeal Panel 4pp 22704 330 24X Fiche 50-273.04/03/16, 

8403310033 


B403210114 Forwardi PJ Morrill signed b corrected affidavit as addendum 
to NRC 840313 response to Joint Intervenors motion to 
augment or reopen design QA record Related correspondence 
CHANDLER, C J. Hearing Branch 2 84/03/16 MOORE, T S . BUCK, J H 

Atomic Safety and Licensing Appeal Panel JOHNSON, W R Atomic 
Safety and Licensing Board Panel 2pp 22707 126 24X 

F i c h > , 30-273, 04 /03/ 16, B4032 1 0 1 14 


8403270006 Informs that 12 add] affidavits in support of Mothers for 
Peace B4O301 petition to defer licensing submitted to 
Region V Related correspondence 

* Government Accountability Project DSB 113 B4/03/23 

PALLADINO, N J Commissioners tp 22770 009 24X 

Fiche 30-275,04/03/23,8403270006 


0403270347 Telecopy ltr expressing view that no low power license 
should be granted until all safety questions t, allegations 
re solved 

O'CONNELL, J California, State of DSD 142 84/03/23 

PALLADINO, N Commissioners lp 22709 003 24X 

Fiche 50-275,04/03/23,8403270347 


0403270352 Telecopy ltr urging assurance that alleged safety hazards 
chocked !< thoroughly evaluated before granting license 
BRONZAN, B California, State of DSD 140 04/03/23 PALLADINO, N 

Commissioners lp 227B9 004 24X Fiche 30-273,34/03/23, 

8403270332 


0403260375 Requests opportunity to discuss OL issuance Commission 
should not vote on lou pouer testing 

LEW, B , SHARPE, C Affiliation Not Assigned DSB 093 0 4/03/26 

PALLADINO, N , GILINSKY. V , ROBERTS, T M Commissioners lp 
22760 138 24X Fiche 50-275,84/03/26,8403260375 


— 8403210119 Affidavit of PJ Morrill as addendum to NRC 840313 response 
to Joint Intervenors motion to augment or reopen deeign QA 
record. Prof qualifications of JP Knight also end 
MORRILL, P J, Division of Resident, Reactor Project t, Engineering 
Program* 84/03/13 Atomic Safety and Licensing Board Panel 

i 3pp. 22707 128 24X Fiche 50-275,84/03/16,8403210114 


B403200133 Discusses dispute between plant workers & util re slander 
suit Identification of relevant 1 ssues, estab 1 1 sh ing 
accountability for Inaccurate util statements 6 fixing 
hardware from QA breakdown not yet possible 

DEVINE, T Government Accountability Project DEVIhE, T. San Luis 
Obispo Mothers for Peace 04/03/19 PALLADINO, N J , GILINSKY. V , 
ROBERTS, T, Commi seionere 20pp 22699047 24X 

Flcha: 30-273, 04/03/19, 8403200133 


B403210139 Decision ALAB-763 affirming LBP-B2-70 granting authorization 
to operate fee 1 1 i ty, w/1 i sted conditions 

SHOEMAKER, C J Atomic Sefety and Licensing Appeal Panel DSB 021 
04/03/20 122pp 22710 144 24X Fiche 30-273,04/03/20,0403210139 


8403220106 Forwards renewal of application for stay to permit 
completion of administrative review 6 opportunity for court 
review of Joint Intervenors emergency motion 

REYNOLDS, J R, Center for Law in the Public Interest REYNOLDS, J R 
Joint Intervenors - Diablo Canyon DSB 044 84/03/20 

PALLADINO, N » GILINSKY, V , ROBERTS, T Commissioners 2pp. 

22713 304 24X Fiche 30-273,84/03/20,8403220106 


--840322D110 Renewal of application for stay to permit review Df Joint 
Intervenors emergency motion Unexecuted affidavit of M Kaku 
k Certificate of Bvc end 

REYNOLDS, J. R Joint Intervenors - Diablo Canyon REYN0LD9, J R 
Center for Law in the Public Interest 04/03/20 Atomic Safety 
and Licensing Appeal Panel 23pp, 22713 306 24X 

Fiche- 30-273, 04/03/20, 0403220106 


9403270298 Comments on request for meeting to discuss issues raised 
by C Stokes on submission by util 8, staff re design QA 
Relatad correspondence 

CHANDLER, L. J Hearing Branch 2 DSB 139 04/03/21 DEVINE, T 

Government Accountability Project 2pp 22789 033 24X 

Fie ha - 30-278, 84/03/21, 8403270298 


8403270004 Discutees State of CA emergency response plan Plan 
incorporated into Diablo Canyon plan Add) planning will not 
be performed for Humboldt Bay per 1980 legislation Related 
correspondence 

SCHUYLER, J □. Pacific Gas k Electric Co. DSB 117 84/03/22 

DENTON, H R Office of Nuclear Reactor Regulation, Director lp. 
22769s 349 24X Fiche- 50-000, 84/03/22, 0403270004 


8403260003 Requests that low power test license not be granted. 
Discussion before licensing vote requested 

LEVY, B. , SHARPE, C Af f 1 1 lat Ion Not Assigned DSB 079 84/03/23 

PALLADINO, N , ASBELBTINE, J K . 8ERNTHAL, F J Commissioners. lp 
22747; 336 24X Fiche 30-273,84/03/23,8403260003 


0403260364 Forwards 12 addl affidavits in support of 840301 petition to 
dafer any futher licensing decisions until completion of 
comprehensive reinsp.mgt audit Sr audit of design 
Ver if ieation. W/o end. 

DEVINE, T. , CLEWETT, J Government Accountability Project. DEVINE, T 
Ban Luis Obispo Mothers for Peace DSB 101 84/03/23 

PALLADINO, N. J , GILINSKY, V. ROBERTS, T. Commissioners 9pp 
22760:063, 24X Fiche: 30-273, B4/03/23, B403260364 


8403260370 Requests that Commission not vote b authorization to 
operate not be given to facility 

LEVY, B , SHARPE, C Affiliation Not Assigned. DSB 09 2 0 4/03/26 

ASSEL8TINE, J K , BERNTHAL, F J Commissioners lp 22760 136 24X 

Fiche 30-273,04/03/26,0403260378 


H General correspondence 


0403010325 Responds to 040112 request that NRC deny POLE any type of OL 
for plant Validity of allegations re design & const being 
evaluated Commission will not recommend that low power 
license be fully reinstated until evaluation complete 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
04/02/13 KNUTSON, J A Af f 1 1 ia t i on No t Ass i g ned 3pp 22443 202 
24X Fiche 30-273,84/02/15,0403010325 


— 8403010532 Expresses concern that plant poses grave danger to environ b 
public health of State of CA b urges NRC to deny util any 
type of OL due to continuing design flaws 

KNUTBON, J A Affiliation Not Assigned 84/01/12 DIRCK8, W NRC 
- No Detailed Affiliation Given lp 22443 283 24X 

Fiche 50-273,84/02/15.8403010525 


I Financial Information 


0403280031 Annual Financial Rept 1983 W/B40326 ltr 

MIELKE, F W , SHACKELFORD, D , CRANE, P A Pacific Gas & Electric Co 
03/12/31 30pp 22776 230 24X Fiche 30-000, 83/ 12/31 , 04O32BOOS1 


J Insurance b indemnity information 


8403280033 Forwards Endorsement 40 to NEL1A Policy NF-228 

CRANE, P A Pacific Gas b Electric Co 84/03/21 3ALTZMAN, J D 
Assistant Director for State & Licensee Relations 2pp 22777 044 
24X Fiche- 30-273, 84/03/21 , 8403200033 


0 Advisory Committee on Reactor Safeguards reports k correspondence 


84032B0307 Summary of ACRB Subcommittee on Extreme External Phenomena 
031012 meeting w/uti 1, West inghouse, TERA k Unlv of Illinois 
In Wash ington, DC re use of tan effect methodology in seismic 
design analysis at Diablo Canyon Agenda enel 
» ACRB - Advisory Committee on Reactor Safeguards 83/11/23 
ACRB - Advisory Committee on Reactor Safeguards 16pp, 22008 040 

24X Fiche: 30-273, 63/11/23, 8403200307 


8403290381 Notice of ACRS 840403-07 meetings in Wash ing ton, DC Agenda 
■ nc 1 

CKILK.S J Office of the Secretary of the Commission DSB 198 
84/03/28 6pp 22014 OBI 24X Fiche 30-275,84/03/28,8403290301 


Q Inspection reports, IE Bulletins b correspondence 


840306013B Forwards IE Insp Repts 30-273/03-39 k 30-323/83-27 on 
831203-22 b notice of violation 

BISHOP, T W Divieion of Res ident, Reactor Project & Engineering 
Program* 84/02/03 SCHUYLER, J 0 Pacific Gas k Electric Co 2pp 
22806 334 24X Fiche 50-273,04/02/03,0403060138 


168 


DOCKETED ITEMS 


--3403060146 IE In 5 p Repts 50-275/B3-39 b 50-323793-27 on 031205-22 
None ompl lance noted failure to properly Implement fire leu 
prevention procedures b suppls 

SCOWN.K , POLICH, f , CANTER, H L Region 5, Office of Director 
64/01724 ISpp 22306 330 24X Flche 50-275. 04/02/03, 0403060138 


B4Q3060207 Forwards IE Insp Repts 30-275/04-01 6 50-323/34-01 on 
040103-06 b notice of violation 

HISHDP.T W Division of Res ident, Reac tor Project & En g i ne er ing 
Programs B4/02/17 SCHUVLER.J O Pacific Oas b Electric Co 2pp 
22317 145 24X Fiche 30-273. B4/02 / 1 7. 0403060207 


B402090024 IE Info Notice 04-09. Rev 1, "Lessons Learned From Insps of 
Fire Protection Bafe Shutdown By s " Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22639 049 24X Flche 30-000,04/03/07,6402090024 


B40209002B IE Info Notice 84-10, "Stress Corrosion Cracking in PWR 
By s 11 Bvc list one 1 

JORDAN, E L Division oP Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22384 ISA 24X Ficho 30-000, 84/03/07, B40209002B 


— 8403060223 IE Insp Repts 5Q-273/B4-OI b 30-323/B4-01 on 840103-06 
None omp 1 ianc e noted failure to perform safety-related 
welding activities in area of structural steel welding 
activities 

BURE 0 IN, J F , K1RSCH, D F Region 3, Office of Director B4/02/17 
4pp 22517 149 24X Flche 30-323, B4/02/ 17. B403060 2 07 


B4QI190072 IE Info Notice B4-13, "Potential Deficiency in Motor 
□perated Valve Control Circuits b Annunciation " Gvc list 
rise 1 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post B30I03) B4/02/2B Consolidated Edison Co of New 

York, Inc li3pp 22909 239 24X Fiche 50-000. 04/02/ 2B, B401 190072 


6403060131 Forwards IE Insp Repts 30-275/83-37 6, 50-323/63-25 on 
831114-18 t 1126-1209 

BISHOPiT W Division of Resident, Reactor Project b Engineering 
Programs 84/02/39 SCHUYLER, J □ Pacific Gas b Electric Co 2pp 
22306 273 24X Flche 30 - 275.64/02/29,0403060131 


— 6403060143 Notice of violation from insp on S31114-1B & 1120-1209 
CANTER, H L Region 5, Office of Director 84/02/29 2p p 
22506 273 24X Fiche 50-273. 84/02/29, B403060 1 31 


— 8403060149 IE Insp Repts 50-S75/B3-37 h 50-323/83-25 on B31I14-1B b 
1128-1209 Noncomp 1 lance noted failure to assure that welding 
inspectors qualified £< certified per procedural 
requirements 

HERNANDEZ, G H , ROSS. T M . K1RBCH.0 F Region 5, Office of 
Director 84/02/29 49pp 22306 277 24X Flche 30-275, B4/02/29, 

B403060131 


0402090031 IE Bulletin 64-03, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sy s " Svc list enel 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement B4/03/12 Consolidated Edison Co of New York, Inc 

1 34 pp 22823 094 24X Fiche 50-000,04/03/12,8402090031 


0402090043 IE Info Notice 04-19, "Two Events Involving Unauthoriisd 
Entries into PWR Reactor Cavities “ Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp. 22B23 229 24X Fiche 30-000,84/03/21.0402090043 


8402090044 IE Info Notice B4-20, "Bvc Life of Relays in Safety-Related 
Sys " Bvc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Flche 50-000, B4/03/21 , S402090044 


8403140244 Board Notification 84-066 forwards 8ECY-04-1O4 re NRC insp 
of Nuclear Bvcs Corp audit of Pullman Power Products at 
Site, including draft IE Insp Hept 50-273/03-37 b B4D229 
final rept 

EIEENHUT, D 0 Division of Licensing 04/03/20 BUCK, J H , 

MOORE. T 8 I JOHNSON, H R Atomic Safety and Licensing Appeal Panel, 
3pp 22947 070 24X Fiche 30-275, 04/03/20, 0403140244 


— 8403200301 Provides info to Commissioners re c lrcumstaneei surrounding 
documentation of NRC insp of 1977 Nuclear Bvce Corp audit 
of Pullman Power Products Co 

DIRCKS.M J Office of the Executive Director far Operations 
04/03/02 124PP 22947 073 24X Fiche 50-275,04/03/23, 

B4031 40244 


6402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs t>y DDT b NRC " Bvc lilt enc 1 

GRACE. J N Division of QA, Safeguards b Inspection Programs (Post 
830103) B4/03/02 Consolidated Edison Co of New York. Inc 

1 30pp 22532 329 24X Fiche 30-000.64/03/02,3402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler 5ys 
Valves to Operate 11 Svc list end 

JORDAN, E L Division of Emergency Preparedness t Engineering 
Response (Pest B30103) B4/03/02 Consolidated Edison Co of New 

Yerk. Inc 122pp 22553 090 24X Fiche 50-000. B4/03/02, 8462090003 


R Periodic operating reports b related correspondence 


6403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1984 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
planning Issues 

DIRCK9, W J Office of the Executive Director for Operation*. 
B4/02/21 PALLADINO Commissioners 9pp 22492.083 24X 

Fiche 30-000,84/02/21,3403020443 


B4Q2090009 IE Info Notice B4-15, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 84/03/02 Consol 1 d a ted Edison Co of New 

York, Inc 119pp 22553 217 24X Fiche 50-000.64/03/02,8402090009 


B402090011 IE Info Notice 84-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Bvc list enc 1 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Pott 930103) 84/03/05 Consolidated Edison Co of New 

York, Inc H7pp 22553 336 24X Fiche 50-000. 84 /03/05 , B40209001 1 


B 4 0323 01 39 Forwards "Environ Investigations at Diablo Canyon, 1962. " 
WARRICK, J W Pacific Oas b Electric Co 84/02/28, Record 
Services Branch (Document Control Desk) lp, 22732 34i. 24X 

Flche 30-275.84/02/28,0403230139 


— 0403230141 "Environ Investigations at Diablo Canyon, 1982 " 

CAYQT, R F . BEHRENS, D W Pacific Gas b Electric Co 83/06/30 
760pp 22732 342 24X Fi C h a: 50-273, 84/02/28, 8403230 139 


S Reportable occurrences, LERs b related correspondence 


0402090022 Board Notification 84-043 submits Info re exams b 
measurements by Parameter. Inc of radiographs b field welds b 
delta ferrite measurements of selected welds under Contract 
NRC-05-82-249 

E I SENHUT, D 0 Division of Licensing NRC-03-02-249 04/03/03 

PALLADINO, G1LINSKY. ROBERTS Commissioners 3pp 22556 247 24X 

Fiche- 50-275, B4/03/05, 8402090022 


■84030B0193 Forwards "Project Quality Plan for Providing Assistance b 
Svcs to Support NRC/1E Region IV Personnel In NDE b Review 
of Radiographs, “ per Task Order 56 of Contract 
NRC-05-82-249 

LOFY. R A Parameter, Inc NRC-05-82-249 B3/II/23 KIRBCH.D 

Region 5, Office of Director Ip 22356 230 24X 

Flche 30-275, 04/03/05, 8402090022 


-8403080199 Project Quality Plan for Providing Asslstanca b Svc i t 
support NRC/ IE Region IV Perionnel In NDE b Review of 
Radiographs at Diablo Cany on, Uni ts 1 b 2 " 

FDLEY.U J , LOFY, R A Parameter, Inc NRC-OS-82-249 POP-124 

“ No stalled Affiliation Given 23pp 
22356 231 24X Fiche 50-27 5, B4/03/03. 8402090022 


8403260233 Forwards summary list of deficiencies identified per 
i OCFR 30 53(B), Part 21 b potential generic Itr repts for 
c omments 

STAROBTECttli R Division of Project b Resident Programs 04/02/26. 

Flegion I, Office of Director 7pp 22736' 063 24X 

Flche 30-000.84/02/28,0403260233 


8403130048 Final deficiency rept re malfunction of valve operator mfg 
by Limltorque Initially reported on 830627 Existing scrawl 
will b* replaced on affected valves prior to fuel load. Malnt 
procedures mod 1 f 1 ed 

SCHUYLER. J 0 Pacific Bis !i Electric Co 84/03/01 MARTIN, J B. 
Region 5, Office of Director. ip 22641 014 24X 

Fiche 30-323. B4/03/01, 8403150040 


0403080403 Further response to FOIA request for documents re 8ER 
related to operation of facilities Forwards App 8 documents. 

App A b 8 document* available in PDR Review of remaining 
documents sub j to request in progress 

FELTON, J M Division of Rule* and Record* 84/03/02 OARDE, B P 
Government Accountability Project 4pp 22383:073 24X 

Fiche. 50-273.64/03/02, 0403000405 
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— B4030B0421 Requests assistance In addressing improper design activities 
r* use of U-boIts t, code break (code boundary) design. per 
affidavit re allegations 

BISHOP. T W Division of Res tdent. Reactor Project U Engineering 
Programs 83/11/29 E1SENHUT. D Q Division of Licensing 15pp 
32 9 03 093 24X Fiche 30-273. 04/03/02. 0403000403 


8403130121 PNO-V-84-013 on 840307. Bee h te 1 laborer suffered heart 
attack while working in auxiliary bldg Medical attention 
pro vi dad to individual at sit* Individual pronounced dead 
upon arrival at Sierra Vista Hosp 

DODDS. R T Region 9. Office of Director 84/03/07 Ip 22640218 
24 X Fiche 30-273, 84/03/07, 8403130121 


8403260176 toforms of plans to have shift advisors u/qua 1 1 f i c a ti ons 8. 
training recommended by Near-Term OL Ut i 1 Qroup on* staff 
prior to exceeding 37. power Advisors will be subj to Pinal 
exam following training 

SCHUYLER. J □ Pacific Gas t Electric Co 84/03/23 KNIQHTON.O W 
Licensing Branch 3 ip 22738 234 24X Fiche 30-275,84/03/23, 

B403260 1 76 
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F Security, medical, emergency U fire protection plans 


T. Hearing transcripts on non-anti trust matters 


8402090032 Board Notification B4-04B forwards transcript of 040123 
fleeting re allegations concerning small bore piping Review & 
evaluation of allegations continuing 

E18ENHUT, D G Division of Licensing 84/03/13 PALLADIND. 
CILINSKYi ROBERTS Commissioners 3pp 67217 046. 24X 

Fiche 30-273,84/03/13,8402090032 


—8403130136 Forwards transcript of 840123 meeting re allegations 
concerning small bore piping Info excised to protect 
confidentiality of NRC sources 8. preclude compromising 
ongoing insps 

BISHOP, T W Region 3. Office of Director B4/02/23 
BTRUMWA8SER, M California, State of Ip 22643 004 24X 

Fiche 50-273,84/03/13,8402090032 


— 8403130144 Forwards transcript of 840123 meeting re allegations 
concerning smal 1 bore piping Info excised to protect 
confidentiality of NRC sources it preclude compromising 
ongoing insps 

BISHOP, T W Region 3, Office of Director 84/02/23 REYNOLDS. J 
Canter for Law in the Public Interest Ip 22645 003 24X 

Fiche 30-273, B4/03/13, B402090032 


—64 03 130 132 Forwards transcript of 840123 meeting re allegations 
concerning small bore piping Info excised to protect 
conf identlel ity of NRC sources J< preclude compromising 
ongoing insps 

BISHOP, T W Region 3, Office of Director. 84/02/23 CRANE, P A 
Pacific Oas fc Electric Co Ip 22643 006 24X 

Fiche 30-273, B4/03/I3, 8402090032 


--S403130139 Forwards transcript of 840123 meeting re allegations 
concerning small bore piping Info excised to protect 
confidentiality of NRC sources & preclude compromising 
ongoing insps 

8 tSHOP, T W Region 3. Office of Director 84/02/23 NORTON 
Norton, Burke, Berry fc French ip 22643 007 24X 

Fiche, 30-273, 84/03/13, 6402090032 


8403060567 Advises that NRC will not review emergency plans to delete 
privacy or proprietary info unless specifically requested by 
licensee, per 810709 OeneTic Ltr Bl-27 W/ 0 request, entire 
plan will be placed in PDR 

VABBALLO, D B Operating Reactors Branch 2 84/02/10 UTLEY, E E 

Carolina Power & Light Co 2pp 22552 263 24X 

Fiche 30-324,84/02/10,8403060567 


8403020118 Summary of 840202 meeting w/Util In Bethesda, MD re 
exemptions from 1GCFR50, App R requirement* & plans 
concerning alternate shutdown capability to constitute 
acc ep table level of fire protection 

MAC KAY, B Operating Reactors Branch 2 04/02/21 Operating 

Reactors Branch 2 3pp 22491 174 24X Fiche 30-324,84/02/21, 

84030201 18 


8403020139 Notification of 040315 meeting w/utll in Bethesda, MD to 
discuss progress rept on fire protec t i on. a 1 terna te shutdown 
sgs, iOCFR. App R exemptions & overall completion schedule 
HACKAY.S D Operating Reactors Branch 2 84/02/22 VASSALLO, D D 

Operating Reactors Branch 2 2pp 22491 141 24X 

Fiche 30-324,84/02/22,8403020159 


8403090066 Forwards order confirming licensee 
response capability Order based on 830413 & 
committing to specified action W/o end 
VABBALLO. D B Operating Reactors Branch 2 
Carolina Power S< Light Co lp 22573 333 
Fiche- 30-324, 84/02/22, 0403090066 


commi tmen ts re emergency 
1014 responses 

04/02/22 UTLEY. E E 
24X 


0403140236 Forwards order confirming licensee commitments on emergency 
response capability 

VASSALLO.D 0 Operating Reactors Branch 2 04/02/22 UTLEY, E E 

Carolina Power t, Light Co 2pp 22636 333 24X 

Fiche 30-324.84/02/22,0403140236 


— 8403140239 Order confirming licensee commi tment on emergency response 
capability per Generic Ltr 02-33 (Suppl 1 to NURCG-07371 
EIBENHUT.D G Division of Licensing 84/02/22 Carolina Power 

It Light Co 3pp 22636 333 24X Fiche 50-324,84/02/22, 

8403140236 


—8403130162 Excised transcript of 840125 closed meeting W/C Stoke* re 
allegations concerning sma 11 bore piping Pp 1-220 
a NRC - No Detailed Affiliation Given 84/01/25 319pp 

22645 OOB 24 X Fiche 50-273,84/03/13,8402090032 


U. Congressional /Executive Correspondence 


8403360X06 Provide* current status of facility licensing process in 
response to 840126 ltr. Since 840124 hearings, NRC has 
continued investigation, insp 6 evaluation of allegations, 
which will be resolved prior to low power author i I at 1 on, 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/03/09 MCCARTHY, L T California, State of 4pp. 22761 336 
24 X Ftche- 30-273, 84/03/09, 8403260106. 


-8403260111 Expressee concern re possibility that facility will be 
licensed u/o meeting safety stds 

MCCARTHY, L T, California, State of 84/01/26 PALLADIND, N 
Commissioner* lp 22761 339 24X Fiche. 30-273, 84/03/09, 

8403260106 


B 403270367 Telecopy ltr expressing concerns re lifting of suspended low 
power license. Commission should carefully weigh 
ASLAB conclusions t< fulfill responsibility to require safe 
plant operation, 

THOMAS, W M. House of Rep. D8B 143. B4/03/26 PALLADINO, N 

Commissioners, 2pp 22789.002 24X Fiche' 30-273, 64/03/26, 

8403270367. 


V. Operator Examinations 


8403220039 Forwards tables providing detailed operating experience for 
licenced operating personnel 6 licensed k nonlicensed 
shift technical advisors 

SCHUYLER, J. 0. Pacific Oat 6 Electric Co 84/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Spp 22718 208. 

24X Ftche! 30-273, 84/03/16, 8403220033 


8403060140 Forwards’ p agmen t of Class II I J, Class 1 amend feas for 
021213 U 830502 applications re radlo.lOg 1 cal effluent Tech 
bpecs fc App R exemption requests, respectively 

CUTTER, A B Carolina Power & Light Co 84/02/29 MILLER. W 0 
License Fee Management Branch Ip 22513 349 24X 

Fiche: 50-324, 04/02/29,8403060140 


0403260089 Summary of 840216 meeting w/utll In Bethesda, MD re util 
progress on alternate shutdown capability assessment & mods 
required by 10CFR50, App R Agenda end 

MACKAY, B Operating Reactors Branch 2 84/03/01 Operating 

Reactors Branch 2 4pp 22763 223 24X Fiche 30-324,84/03/01, 

8403260009 


B403160283 Advises of 840316 meeting in Region II ofc to discuss App R 
requirements 6 results of recent App R insps Attendance 
should be limited to six util employees 

LEWIS. R C Division of Project & Resident Programs 84/03/02 

UTLEY. E E Carolina Power it Light Co ip 22660 109 24X 

Fiche 30-000,84/03/02,0403160203 


84032900B6 Forwards IE Insp ReptS 30-324/84-04 It 30-323/84-04 on 
040113-0219 No violations or deviations identified 
VERRELL 1 1 D M Division of Project t, Resident Programs B4/O3/07 
UTLEY. E E Carolina Power 8, Light Co 2pp 22B06 320 24X 

Fiche 50-324,84/03/07,8403290086 


—0403290092 IE Insp Repts 50-324/84-04 U 50-325/84-04 on 840113-0215 No 
violations or deviations identified Major areas inspected' 
turvsi 1 lance, maint. operational safety verification, EBF sys 
walk down, in-office LER reviews & fire protection 
MYERS, D D , GARNER, L W , PATTERSON, C Region 2, Office of 
Director 84/03/06 1 1 pp 22806 330 24X F 1 che 50-32 4, 84 /03/0/, 

8403290086 
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04Q32O0O33 Rev 13 to emergency response p lan, Vol XII I. Boo* 1 W/S4Q315 

BDYER.L Carolina Power Sc Light Co 04X03/14 lBpp 22603 167 
24X Fiche 50-324. 84/03/14, 0403200033 


O Advisory Committee on Reactor Safeguards reports 6 correspondence 


8402270263 Responds to FOIA request For JC MaTk 001204 memo to ACRS re 
hydrogen bum w/igniters 6 documents concerning generation, 
combustion or control of hydrogen in reactor accidents 
Forwards App A documents App G documents In PDR 

FELTON. J M Division of Roles and Records 04/01/30 HIATT. B L 

Dhio Citiie-ris for Responsible Energy 7pp 22412 0S1 24X 

Fiche 30-000.34/01/30.0402270263 


— 0402270314 Forwards summary of Investigations re hydrogen recombinors 
b relay failures in HPC I sys 

ZUKOR, D J ACRS - Advisory Committee on Reactor Safeguards 
90/10/30 MOELLER. D H ACRS - Advisory Committee an Reactor 
Safeguards 4pp 22412 006 24X Fiche 30—000. 04/01/301 

B402270263 


P Operating license stage documents S< correspondence 


B403060053 Forwards corrected Tech Spec Pages 3/4 3-42 & 3/4 6-2 to 
Amend 39 to License DPR-71 S, Amends 6S it 91 to Licenses 
DPR-71 S, DPR-62, respective 1 y 

VASSALLO, D B Operating Reactors Branch 2 84/02/10 UTLEY. E E 

Carolina Power it Light Co 2pp 2252S 305 24X 

Fiche 50-324, 04/02/10. B403060053 


— 0403060056 Corrected Tech Spec Pages 3/4 3-42 8. 3/4 6-2 to Amend 39 to 
License DPR-71 6 Amends 65 6 91 to Licenses DPR-71 6 DPR-62. 
res p ec t lve 1 y 

* NRC - No Detailed Affiliation Qiven B4/02/10 3pp 
22320 307 24X Fiche 50-324.04/02/10.0403060053 


S403060067 Forwards request for add! info re util 020907 request For 
license amend to reflect miscellaneous Tech Spec revs 
Response requested within 60 days of Itr receipt 

VASSALLO, D D Operating Reactors Branch 2 04/02/10 UTLEY. E E 

Carolina Power 6 Light Co 4pp 2252B 299 24X 

Fiche 50-324, 04/02/10, B403060067 


04 030600 69 Forwards request for add 1 info re inservice testing of pumps 
Sc valves, in order to complete review of 031012 submittal 
Response requested within 43 days of Itr receipt 

VASSALLO. D D Operating Reactors Branch 2 04/02/10 UTLEY. E E 

Carolina Power Si Light Co 3pp 22328 296 24X 

Fiche 50-324, 04/02/10. B403060069 


B403060073 Forwards request for add 1 info re util 031121 request for 
approval to dispose of waste lubricating oils containing 
trace amounts of licensed radioactive mstl by onsite 
combustion Response requested within 60 days 

VASSALLO. D D Operating Reactors Branch 2 04/02/13 UTLEY. E E 

Carolina Power & Light Co 3pp 22520 293 24X 

Fsche 30-324, 04/02/15, 0403060073 


8403140340 Summary of 9312)5 meeting w/GE it Mari I Owners Group In 
Bethesda.MD re Mark I containment wetwe 1 1-drywel 1 vacuum 
breaker design methodology 

SIEGEL, B L Operating Reactors Branch 2 04/02/21 Operating 

Reactors Branch 2 31pp 22633 190 24X Fiche 50-000.04/02/21, 

9403140340 


B403150124 Summary of 940202 meeting w/u ti 1 , INEL. Bech te 1 6 Southern 
Svcs Co in Bethesda.MD re equipment environ qualifications 
Proposed schedule for implementation will be submitted by 
040322 Agenda U attendance list end 

GROTENHUIB.M Operating Reactors Branch 2 B4/02/22 Operating 

Reactors Branch 2 3pp 22646 354 24X Fiche 50-324, S4/02/22, 

0403150124 


8403060300 Application for amend to Licenses DPR-71 I. DPR-62 , rev 1 s i ng 
Tech Spec 4 1 2 a to clarify when reactivity anomaly 
surveillance performed Revs supplement S, supersede changes 
In B3 1229 Itr 

HQWE.P W Carolina Power 6 Light Co 04/02/20 VASSALLO. D D 
Operating Reactors Branch 2 3pp 22516 001 24X 

Fiche 50-324, 04/02/20, 6403060300 


— 0403060302 Proposed changes to Tech Spec 4 1 2 a to clarify when 
reactivity anomaly surveillance performed 

« Carolina Power i, Light Co 04/02/20 2p p 22516 004 24X 

Fiche 50-324,84/02/26,8403060300 


B403070137 Application supplementing 020316,030623 S. 0906 request* for 
amend to Licenses DPR-62 fc DPR-71 , cons l st Infl of Tech Spec 
changes for Item 9 re isolation of HPCl & RC1C mod (NUREO— 

0737. Action Item II K 3 15) & Oenerlc Ltr 83-02 

HOWE, P W Carolina Powor & Light Co 04/02/20 VASSALLO, D 0 

Operating Reactors Branch 2 2pp 22338 316 24X 

Fiche 30-324.04/02/20,3403070137 


— 04030701*2 Proposed Tach Spec changes for Item 9 re Isolation of HPCl 
it RCIC mod (NUREG-0737. Act ion Item II K 3 15) Sc Generic Ltr 
03-02 

-» Carolina Power & Light Co 04/02/20 31pp 22338 310, 24X 

Fiche 30-384,04/02/28-8403070157 


8403060140 Forwards payment of Class III $< Class I amend fees for 
821213 Sc 830502 applications re radiological effluent Tech 
Bpedd Sc App R exemption requests, respec tive 1 y 

CUTTER. A 8 Carolina Power Si Light Co 84/02/29 MILLER, WO. 
License Fee Management Branch ip 22513 349 24X 

Fiche 50-324,84/02/29,8403060140 


8403060167 Advises that NUREG-0737, Action Items 1 1 K 3 30 Si 1 1 K 3,31 
considered comp le te, based on 840104 telcon between hFC Si GE 
Licensee need only identify to NRC ref on docket to GE 
Topical Rept NEDO-20566 or NEDQ-20366P 

ZIMMERMAN. B R Carolina Power Si Light Co 84/02/29 VASBALLO, D. B , 
Operating Reactors Branch 2 2pp 22510 334, 24X 

Fiche 50-324,84/02/29,8403060167 


8403060296 Forwards P0S1-SEAL Inti. Inc, "LOCA Si Seismic Analysis. 
Brunswick Steam Electric Plant." to demonstrate valve 
operab i 1 1 ty, i n response to NRC 931201 request 
(TONE, P U Carolina Power Si Light Co 04/02/29 VARGA. S A 
Operating Reactors Branch 1 Spp 22512 001 24X 

Fiche 50-324. B4/02/29, 8403060296 


- —0403060304 "LOCA b Seismic Ana 1 y s 1 s , Br unswi c k Steam Electric Plant " 
* Posi-Beal Valves International 32525BL-001 84/02/15, 470pp 

22512 006 24 X Fiche 30-324,84/02/29,8403060296 


8403140287 Forwards evaluation of revised operator requal If lcation* 
program Rev meets requirements specified in 10CFR30 9S, App A 
S, accep table 

VASSALLO. D B Operating Reactors Branch 2 04/02/29 UTLEY. E E 

Carolina Power Si Light Co 3pp 22639 360 24K 

Fleho 30-324,84/02/29,8403140287 


8403090252 Application to amend Licenses DPR-71 S< DPR-62, rev is lng Tech 
Specs Te accident monitoring instrumentation per NUREG-0737 
8, Oenerlc Ltr 03-36 

HOME, P W Carolina Power S, Light Co 04/03/02 VASSALLO, D D 
Operating Reactors Branch 2 7pp 22S71 192 Z4X 
Fiche. 30 -324, 84/03/02, 8403090252, 


— 0403090260 Proposed Tech Specs re limiting conditions for operation k 
surveillance requirements for accident monitoring 
instrumentation per NUREG-0737 6 Generic Ltr B3-36 
t- Carolina Power it Light Co 84/03/02 21pp 22971 199 24X 

riche 30-324,04/03/02.8403090252 


B403210Q61 Forwards response to 840202 request for addl Info r* 
NUREQ-0737. Items II F 1 4, "Containment Pressure Monitor 
Sys, " I I F 1 3, "Containment Hater Level Monitor Sys" St 
II F 1 6, "Containment Hydrogen Monitor Sys," 

ZIMMERMAN, S R Carolina Power 6 Light Co 04/03/09 VASSALLO, 0, B 
Operating Reactors Branch 2 20pp 22705 001 24X 

Ficho 30-324, B4/03/09, 8403210061 


8403210129 Responds to B40202 request re TMl Action Item II, K 3 IB 
concerning automatic depressuri lat Ion sys (ADS1 logic modi. 

High drywell pressure permissive eliminated 8< manual inhibit 
switches to ADS logic added 

HOME, P W Carolina Power 6 Light Co 84/03/09 VA88ALLO, D. 0 
Operating Reactors Branch 2 ip 22707 235 24X 

Fiche 90-324,04/03/09.8403210129 


B403190275 Generic Ltr 84-07 to all licensees of BWRt re procedural 
guidance for pipe replacement at BWRs 8vc list end 
EI8ENHUT.D G Division of Licensing 84/03/14 Commonwealth 

Edison Co HOpp 22823 354 24X Fiche 30-000. 84/03/ 1 4 , 04031 90279 


8403300254 Notification of 840321 meeting u/util In Bethesda.MD to 
discuss status of battery review study 

GROTENHUIS, M Operating Reactors Branch 2 84/03/14 VASBALLC3. D 2 

Operating Reactors Drench 2 lp 22844 392 24X 

Fiche 50-324, B4/03/14. B403300254 
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B 4 032 10075 Forwards addl info re BWR steady-state analysis methods. per 
NRC B40I17 request Answers provided to 12 of 13 questions 
raised by NRC GE will provide Input to Questions 1.0 l> 13 
Addl responses will be submitted by 840521 

HMMERMAN, S R Carolina Power k Light Co 04/03/13 VASSALLQ, D B 
Operating Reactors Branch 2 2pp 22705 122 24X 

FI Che 30-324,04/03/15,8403210075 


— 84032100BO Amend 1 to "Verification of Carolina Power k Light Ref BWR 
Thermal-Hydraulic Methods Using FIBUR Code " 

KUNITA, R R Carolina Power i< Light Co NF-15B3 04-1 A01 
84703/31 41pp 22705 124 24X Flche 50-324,84/03/15.8403210075 


B403300299 Notiflas that Class III 8< Class 1 fees for review of 030929 
application re feedwater k main turbine trip/bypass sys 
being refunded due to withdrawal of application 

MILLER, W 0 License Fee Management Branch 04/03/15 JONES, J A 
Carolina Power k Light Co 2pp 22044 309 24X 

Flche 30-324, 84/03/15, B403300299 


3403290003 Responds to 840221 request for addl Info re control of heavy 
loads Initial load testing performed for head strongback, 
dryer eeparator sling k spent fuel cask yoke 

ZIMMERMAN, S R Carolina Power k Light Co B4/03/20 VA98ALL0, D B 
Operating Reactors Branch 2 2pp 22006 323 24X 

Flche. 90-324, 04703/20, B4032900B3 


G Inspection reports, IE Bulletins k correspondence 


S 403070307 Forwards IE Insp Repts 50-324/03-42 k 50-323/83-42 on 
83 1219-B401 1 5 No violations or deviations noted 

VERRELLI, D M Division of Project k Resident Programs 84/02/06 
UTLEY, E E Carolina Power k Light Co 2pp 22346 173 24X 

Fiche 90-324,04/02/06,8403070307 


— 8403070310 IE Insp Repts 30-324/83-42 it 50-323/03-42 on 831213-840115 
No violations or deviations noted Major areas inspected 
«urv» il lance, malnt, operati onal safety verl f t ca t ion, ESF sys 
w* 1 kdown, LER review, independent insp it plant transients 
MYERS, D 0 , GARNER, L W Region 2, Office of Director BEMI8, P R 
Division of Project & Resident Programs B4/02/03 Bpp 
22346 177 24X Flche 30-324,84702/06,8403070307 


B403140291 Forwards request for addl Info on IE Bulletin 80-11 re 
masonry wall design Response requested in 60 days 

VA8BALL0, D Q Operating Reactors Branch 2 84/02/21 UTLEY, E E 

Carolina Power it Light Co 13pp 22635 336 24X 

Flche 30-324, B4/02/21, 8403140291 


0403070200 Informs that start date for mid-cycle insp in response to 
NRC concerns re intergranular stress corrosion cracking 
should be changed to B41102 

HQWE, P. W Carolina Power k Light Co 84/02/27 DENTON, H R Office 
of Nuclear Reactor Regulation, Director lp 22338 333 24X 

Flche. 30-324, B4/02/27, B403070200 


8401 190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits k Annunciation " Svc list 
end. 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post B30103) B4/02/28 Consolidated Edison Co of New 

York, me I13pp 22909 239 24X Flche. 50-000, 84/02/28, 8401 190072 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Rev* by DOT k NRC " Svc list encl 

GRACE. J N Division of QA, Safeguards k Inspection Programs (Post 
030103) 04/03/02 Consolidated Edison Co of New York, Inc 

130pp 82332329 24X Flche 50-000, B4/03/02, B402090007 


B4O2O9OOO0 IE Info Notice B4-16, "Failure of Automatic Sprinkler 8ys 
Velvet to Operate, " Svc list encl 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc. 122pp. 22333 096 24X Fiche 30-000,84/03/02,8402090008 


0402090009 IE Info Notice B4-13, "Reporting of Radiological Releases " 
Svc list encl 

JORDAN, E L. Division of Emergency Preparedness k Engineering 
Reeponse (Post B30103) B4/03/02 Consolidated Edison Co of New 

York, Inc 119pp. 22393 217 24X Fiche 90-000,84/03/02,0402090009 


840209001 i IE Info Notice 84-17, "Problems W/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list encl 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Reeponse (Post B30103) 84/03/09 Consolidated Edison Co of New 

York, Inc 117pp 22933 336 24X Fi c he • 90-000, 84/03/09, B40209001 1 


8402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Bys " Svc list encl 
JDRDAN, E L Division of Emergency Preparedness k Engineering 
Reeponse (Post 930103). 84/03/07 Consolidated Edison Co of New 

York, Inc liBpp 22633 049 24X Flche 90-000,84/03707,8402090024 


8402090028 IE Info Notice 04-18, "Stress Corrosion Cracking in PWR 
Sys " Svc list encl v 

JDRDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc 11 Bpp 22304 106 24X Fiche 30-000,84/03/07,8402090028 


0403290086 Forwards IE Insp Repts 30-324/84-04 k 50-325/04-04 on 
840115-0213 No violations or deviations identified 
VERRELLI, D M Division of Project k Resident Programs 04/03/07 
UTLEY, E E Carolina Power k Light Co 2pp 22006 328 24X 

Fiche 30-324,84/03/07,0403290086 


— 0403290092 IE Insp Repts 50-324/84-04 & 50-325/84-04 on B401 13-0219 No 
violations or deviations identified Major areas Inspected 
survei 1 1 ance, ma Int. operati onal safety ver i f lcation, ESF sys 
walkdown. in-office LER reviews k fire protection 
MYERS, D 0 , GARNER, L W , PATTERSON, C Region 2, OffiCB of 
Director 04/03/06 llpp 22806 330 24X Fiche 50-324,04/03/07. 

8403290006 


8402090031 IE Bulletin 84-02, "Failures a f GE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

1 34pp 22023 094 24X Fiche 50-000,84/03/12,8403090031 


8402090043 IE Info Notice 64-19. "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities " Svc list encl 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) B4/03/2I Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X Fiche 50-000,04/03/21,0402090043 


8402090044 IE Infs Notice 84-20, "Svc Life of Relays in Safe ty-Related 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Fiche 30-000,04/03/21,0402090044 


R Periodic operating reports k related correspondence 


8403130333 Monthly operating repts for Feb 19B4 W/840305 ltr 
HARRISON, F , DIETZ, C R Carolina Power k Light Co 04/02/29 
DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement IBpp 22614 i97 24X Fiche 50-324,84/02/29, 

8403130333 


3 Reportable occurrences, LERs k related correspondence 


8303060337 Forwards technical rept "Air in Reactor Water Cleanup Sys 
Instrument Sensing Lines," detailing 021216 transmitter 
malfunction Engineering evaluation should be performed 
0ALAH, 8 Reactor Operations Analysis Branch 03/04/25 
9EYFRIT , H V Reactor Operations Analysis Branch lp 227B9 304 
24X Flche 30-324,83/04/23.8303060337 


— 0303060342 "Air in Reactor Water Cleanup Sys Instrument Sensing Lines." 
describing 821216 transmitter malfunction 

# Reactor Operations Analysts Branch 03/04/25 4pp 227B9 305 
24 X Fiche 30-324.83/04/25.0305060337 


0403010133 Updated LER 80-1 1 3/03L- 1 on B0J21 1. primary containment 
atmospheric control inerting inlet isolation valve 2-CAC-V4B 
discovered w/dual open-close position indication Caused by 
defective limit switch W/840222 ltr 

ALLEN. M T , DIETZ, C R Carolina Power k Light Co 04/02/22 
O'REILLY. J P Region 2, Office of Director 3pp 22436 001 24X 

Fiche 50-324,04/02/22,0403010135 


0403010299 Updated LER 82-123/03L-4 on B21010, loss of 4. 160-volt 
emergency bus E-3 occurred Caused by startup output k diesel 
generator output breakers failing to close when unit 
auxiliary transformer opened W/S40222 ltr 

POULK, R M , DIETZ, C R Carolina Power k Light Co 04/02/22 
O'REILLY, J P Region 2, Office of Director 4pp 22432 113 24X 

Fiche 90-324,04/02/22,0403010299 


B403090235 RO 2-B3-1 on B40124.ECCB actuation Instrument E41-LS-N003 
found Inoperable Caused by instrument venting line problem 
Investigation U evaluation incomplete Next rept will be 
submitted by 040316 

DIETZ, C R Carolina Power k Light Co 04/02/22 O'REILLY, J P 
Region 2, Office of Director lp 22372 292 24X 

Fiche 50-324,04/02/22,0403090235 


0403010395 RO 2-SR-84-3 on 040110, Co-60 concentration in bottom 
sediment sample exceeded Tech Spec limit Surface water 
samples in intake k discharge canals k ocean showed no 
Co -60 activity Samp le frequency increased 

DIETZ, C R Carolina Power k Light Co 04/02/24 O'REILLY, J P 
Region 2, Office of Director 2pp 22434 040 24X 

Flche 30-324,84/02/24,0403010393 
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B403090D23 RO 2-84-2 on 840129, while placing equipment clearance on 
emergency diesel generator 4. emergency ac bos E-4 
inadvertently rendered Inoperable Review of event 
incomplete Nest rept will be submitted by 940309 

DIETZ.C R Carolina Power 6 Light Co 84/02/20 O'REILLY. JP 

Region 2, Office of Director Ip 22375 353 24X 

FI che 90-324. B4/02/28. 0403090023 


3403 1 3030 1 Followup RD 2-SR-B4-2 in Sept 19B2.C0-6D detected in 
bottom sediments collected in stilling basin Increase in 
radioactivity probably caused by increased releases of Co-60 
due to general decontamination effort 

DIETZ.C R Carolina Power 6 Light Co B4/02/29 0' REILLY. J P 

Region 2, Office of Director 9pp 2260B 047 24X 

Fiche 50-324, B4/02/29, 8403130301 


8403130132 LER 04-002-00 on B4 01 29. d i ese 1 generator output breaker 123- 
volt dc normal control power breaker Inadvertently 
deenergised Caused by auxiliary operator not adhering to 
procedures Breaker properly labeled W/B40302 ltr 
PASTVA, li J , DIETZ.C f? Carolina Power J< Light Co 84/03/02 
O'REILLY. JP Region 2, Office of Director 4pp 2260B 223 24X 

Fiche 50-324, B4/03/02. 8403130132 


8403200324 Discusses failure of Battery 262 to pass required capacity 
test in Dec 1983 Incident may lead to further changes in 
Tech 3p ec s, procedvr e rev or mods of battery electrical sys 
LAINAS, G C Assistant Director for Operating Reactors 84/03/05 
RUBEN5TE IN, L S Division of Engineering 2pp 22709 146 24X 

Fiche 50-324, 04/03/05.8403200324 


8403150 1 79 Forwards updated LER 82-123/03L-4 

DIETZ.C R Carolina Pooler «, Light Co 04/03/07 O'REILLY, J P 
Region 2, Office of Director Ip 22642 090 24X 

Fiche 9D-324, B4/03/07, B403150179 


8403150186 Forwards updated LER BO-113/03L-1 

DIETZ.C R Carolina Power t Light Co B4/03/07 O'REILLY, J P 
Region 2. Office of Director 2pp 22642 285 24X 

Fiche 5 0-324, 84 /03/07 , B40 3 1 50 1 86 


DOCKET 30-325 BRUNSWICK STEAM ELECTRIC PLANT. UNIT 1 


F Security, medical, emergency fc fire protection plans 


□403060367 Advisee that NRC will not review emergency plans to dmlote 
privacy or proprietary Info unlees specifically requested by 
1 IcensoB. per 810709 Generic Ltr 81-27 W/o r eques t, ent lr e 
plan will be placed in PDR 

VASSALLO, D B Operating Reactors Branch 2 84/02/10 UTLEY, & E 

Carolina Power & Light Co 2pp 22332 263 24X 

Fiche 30-324,04/02/10, 0403060367 


8403020110 Summary of 840202 meeting w/util in Bethesda.MD re 
exemptions from lOCFRSO.App R requirements !< plans 
concerning alternate shutdown capability to constitute 
acceptable level of fire protection 

MACKAY. 8 Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 3pp 22491 174 24X Fiche 30-324, 94/0 2/2 1 • 

0403020118 


8403020159 Notification of 84031S meeting w/utU in Bethesda.MD to 
discuss progress rept on fire protection, al ternate shutdown 
sys. 10CFR, App H exemptions f< overall completion schedule 
MACKAY. S D Operating Reactors Branch 2 84/02/22 VABS/MLLO. D B 

Operating Reactors Branch 2 2pp 22491 141 24X 

Fiche 30-324,04/02/22,8403020139 


8403090066 Forwards order confirming licensee commitments re emergency 
response capability Order based on 030415 & 1014 responses 
committing to specified action W/o one 1 

VASSALLO, D B Operating Reactors Branch 2 84/02/22 UTLEY, E E 

Carolina Power U Light Co lp 22373 353 24X 

Fiche 30-324,84/02/22,8403090066 


8403L40236 Forwards order confirming licensee commitments on emtrgincy 
response capability 

VASSALLO. D D Operating Reactors Branch 2 84/02/22 UTLEY, E E 

Carolina Power & Light Co 2pp 22636 333 24X 

Fiche 30-324,84/02/22,8403140236 


8403130070 RD 2-84-01 re E41-LS-N003 vent line problem Investigation 
i evaluation completed tk event determined not reportable 
per 10CFRSO 73 

DIETZ.C R Carolina Power >t Light Co 84/03/09 O'REILLY, J P 
Region 2, Office of Director ip 22614 304 24X 

Fiche 30-324,84/03/09.8403130078 


8403130406 Special Rept 2-SR-84-4- on B40204, fire barrier limiting 
conditions for operation initiated to permit repair of 
inoperable Fire Door iOS Distortion of door upper hinge 
prsvented door from latching properly Door returned to sve 
DIETZ.C R Carolina Power 6 Light Co B4/03/09 D'REILLY.UP 
Region 2, Office of Director Ip 22616 049 24X 

Fiche 50-324,84/03/09,8403130406 


8403150090 NPDES noncompliance notification on 84022 1, discovered one 
cooling water pump bay w/o screens Caused by repair work 
to damaged bearing on pump screen 20 6 problems w/starting 
pump Outa g b scheduled for 840310 to replace pump 

FURR, B J Carolina Power S, Light Co 04/03/12 WAKILD, C North 
Carolina, State of lp 22640 361 24X Fiche 50-324,84/03/12, 

8403130090 


8403210123 Updated LER 83-01B/03L-1 on B30930, traverse in-core probe 
CT1P1 detector C would not fully retract from core, render i ng 
TIP C guide tube primary containment Isolation ball valve 
Inoperable Caused by damaged connector W/830314 ltr 
PASTVA, M J , DIETZ.C R Carolina Power U Light Co 84/03/14. 
O'REILLY.U P Region 2, Office Of Director 2pp 22707 183 24X 

Fiche 50-324,84/03/14, B403210123 

8403200273 LER 84-003-00 on 840214, normal power supply feeder emergent 
bus E-4 automatically opened due to bus undervoltaoe 
condition sensed by bus degraded voltage relay 27DU Cause 
unknown H/B40315 ltr y 

SSMiVV R Carollna Pouier 6 Light Co 84/03/13 3pp 

22696 123 24X Fiche 50-324.84/03/13,0403200273 VV 

8403200207 Forwards preliminary findings of investigation ra 
Failure to recogniit or correct mechanical seal 
F 9 *»“ elB1 » e V * °f deficiencies 

Car °lina Power 5, Light Co 84/03/16 Record Services 
Branch {Document Control Desk) 6pp. 22700 QOl nav 
Fiche 50-324,84/03/16,8403200207 2,5C 


a ^soIatfon L sus B ^: & ? on » 40333 ' Primary containment 
^ of r,act “ r low water level, logic channel 
Cau«d'bu M fcVa , ” F °? 5D i 1 used, resulting in reactor scram 
PASTVA, mV niFT 7 *r V V Va ! V#S deenerg i i ed W/840323 Ur 
22772 023 ’bav^’f V £ a Folina Power t, Light Co 84/03/23 4pp 
22/72 0 2 3 24 X Fiche 50-324,84/03/23,8403270266 


— 8403140239 Order confirming licensee commitment on emergency retponie 
capability per Generic Ltr 82-33 (Suppl 1 to NUREG-0737 ) 

EIBENHUT, D <3 Division of Licensing 84/02/22 Carolina Pouir 

tc Light Co 9pp 22636 353 24X Fiche 30-324,84/02/22, 

04031 40236 


8403060140 Forwards payment of Class 111 U Class I amend fee* for 
921213 L 030502 applications re radiological effluent Tech 
Specs & App R exemption requests, respectively 

CUTTER, A D Carolina Power V Light Co 84/02/29 MILLER , 14 O, 
License Fee Management Branch lp 22313 349 24X 

Fiche 30-324.34/02/29,0403060140 


8403260089 Summary of 840216 meeting W/utll In Bethesda.MD re util 
progress on alternate shutdown capability assessment & mods 
required by lOCFRSO.App R Agenda end 

MACKAY, S Operating Reactors Branch 2 84/03/01 Operating 

Reactors Branch 2 4pp 22763 228 24X Fiche 90-324,04/03/01. 

8403260089 


04O316O2B3 Advises of 840316 meeting In Region II ofc to discuss App R 
requirements 6 results of recent App R lnsps Attendance 
should be limited to six util employees 

LEWIS, R C Division of Project t< Resident Programs B4/03/02 
UTLEY, E E Carolina Power 6 Light Co lp 22660 109 H4X 
Fiche 50-000.84/03/02,8403160283 


B4032900B6 Forwards IE Insp Repts 50-324/84-04 8, 30-325/B4-04 cti 
840119-0213 No violations or deviations identified 
VERRELL I , D M Division of Project fc Resident Programs 04/03/07 
UTLEY, E E Carolina Power t< Light Co 2pp 22806’328 24X 

Fiche 50-324. 84/03/07, B40329OO86 


6403290092 IE Insp Repts 90-324/84-04 J< 80-329/84-04 on 840115-0213 No 
violations or deviations identified Major areas Inspsctsd. 
surve i 1 lance, malnt, operatl onal safety ver i f lcati on, E3F sum 
uia 1 kdown, in-off ice LER reviews t, fire protection, 

MYERS, D □ Region 2, Office of Director BEM1S, P R Division of 
Project U Resident Programs 84/03/06 llpp 22806:330 24 X 

Fiche 50-324,84/03/07.8403290086 


8403200033 Rev 13 to emergency response plan,Vol 
transit! tta) form 

BOYER, L Carolina Power St Light Co 84/03/14 
24X Fiche 50-324.84/03/14,8403200033 


XIII, Book 1 14/840315 
lBpp 226 83: 167. 
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O- Advisory Committee on Reactor Safeguards reports b correspondence 


S40227O263 Responds to FOIA request for JC Hark 801204 memo to ACRS re 
hydrogen burn u/lgnlters & documents concerning generation, 
combustion or control of hydrogen In reactor accidents 
Forwards App A documents App B documents in PDR 

FELTON, J M Division of Rules and Records B4/01/3 0 HIATT. S L 

Ohio Citiiens for Responsible Energy 7pp 22412 031 Z4X 

Fiche 30-000. 84/01/30, B402270263 


—0402270314 Forwards summary of investigations re hydrogen recomblners 
*i relay failures In HPCI sys 

ZLBtOR. D J ACRB - Advisory Committee on Reactor Safeguards 
80/10/30 MOELLER, D W ACRS “ Advisory Committee on Reactor 
Safeguard* 4pp 22412 086 24X Fiche 30-000,84/01/30, 

8402270243 


F. Operating licence stage documents & correspondence 


640323004? Application for amend to License DPR-71, changing Tech Spec 
description of reactor core fuel assemblies. 

HOME, P. H Carolina Power b Light Co S4/01/31 VAS3ALL0. D a, 
Operating Reactors Branch 2 Zpp 22724 348 24X 

Fiche: 30-323, 84 /OI /31 . 8403230049 


— 8403230034 Proposed Tech Spec change re description of reactor core 
fuel assemblies 

• Carolina Power b Light Co. 84/01/31, 3pp. 22724.330 24X 

Fiche* 30-323, S4/01/31, 940323004? 


8403040033 Forward* corrected Tech Spec Page* 
Amend 3? to Licence DPR-71 b Amend* 43 b 91 
DPR-71 b DPR-62, reepeetlyely 
VABSALLO, D B Operating Reactor* Branch 2. 
Carolina Power b Light Co 2pp. 2232B 303 
Fiche. 30-324, 04/02/10, 8403040033 


3/4 3-42 b 3/4 6-2 to 
to License* 

84/02/10 UTLEY.EE 
24 X 


— 0403040034 Corrected Tech Spec Page* 3/4 3-42 b 3/4 6-2 to Amend 3? to 
License DPR-71 h Amends 69 b ?1 to License* DPR-71 b DPfi-62, 
respectively 

e NRC - No Detailed Affiliation Given. 84/02/10 3pp 
22320:307 24X Fiche 30-324,84/02/10,8403040093 


0403040067 Forwards request for addl info re util B20907 request for 
license emend to reflect miscellaneous Tach 8pec rev* 

Response requested within 60 days of ltr receipt 

VABSALLO, D. B Operating Reactors Branch 2 84/02/10 UTLEY, E E. 

Carolina Power b Light Co 4pp, 22320 299. 24X 

Fiche 30-324,84/02/10,8403060067 


8403060069 Forwards request for addl info re lnservlca testing of pump* 
t< valves, In order to complete review of 831012 submittal 
Response requested within 43 days of ltr receipt. 

VASBALLO, D B Operating Reactor* Branch 2 84/02/10 UTLEY, E E 

Carolina Power b Light Co, 3pp 22328*296 24X 

Fiche: 30-324, 84/02/10, 8403060049 


0403060073 Forwerds request for sddl info re util 831121 request for 
approval to dispose of wests lubricating oils containing 
trace amounts of licensed radioactive matl by onsite 
combustion Response requested within 60 days. 

VASBALLO, D B Operating Reactors Branch 2 84/02/13 UTLEY, E E, 

Carolina Power b Light Co, 3pp 22328*293 24X 

Fiche, 30-324, 04/02/43, 8403060073. 


0403140340 Summary of 831213 meeting w/GE b Merk I Owner* Group in 
Bethearfa.MD re Hark I containment wetwell-drywel 1 vacuum 
breaker design methodology. 

SIEGEL, B, L, Operating Reactor* Branch 2 84/02/21 Operating 

Reactor* Branch 2, 3ipp 22633.198 24X Fiche* 30-000, 84/02/21, 

8403140340 


B4D31S0124 Summery of 840202 meeting w/uti 1, IN6L, Bechtel b Southern 
Bves Co in Bethesda.MD r» equipment environ qualifications 
Proposed schedule for implementation will be submitted by 
640322. Agenda b attendance list end. 

ORQTENHUlSj M Operating Reactors Branch 2 84/02/22 Operating 

Reactor* Branch 2. 3pp. 22646.394 24X Fiche* 30-324, 04/02/22, 

8403130124. 


0403060300 Application for amend to License* DPR-71 b DPR-62, revi i ing 
Tach Spec 4 1 2 a to clarify when reactivity anomaly 
surveillance performed Rev* supplement b supersede changes 
In 83122? ltr. 

HOME, P. H Caroline Power b Light Co. 94/02/28 VASBALLO, D B 
Operating Reactors Branch 2. 3pp 22316 001 24X 

Fiche. 30-324,84/02/20, 0403060300 


— -B 403040302 Proposed change* to Tech Spec 4 1. 2, a to clarify when 
reactivity anomaly surveillance performed 

» Carolina power b Light Co. 84/02/28 2pp. 22316.004 24X 

Fiche* 30-324, 04/02/28, 8403060300, 


B403070137 Application supplementing 820316,830623 b 0906 requests for 
amend to Licenses DPR-62 b DPR-71 . e ons 1 s 1 1 ng of Tech Spec 
changes Pur Item 9 re isolation of HPCI b RCIC mod (NUREG- 
0737, Action Item II K 3 13) b Generic Ltr 83-02 
HOWE, P W Carolina Power b Light Co 84/02/28 VASBALLO, D B 

Operating Reactors Branch 2 2pp 22330 316 24X 

Fiche 30—324, 04/O2/2B, 84030701 57 


— '0403070162 Proposed Tech Spec change* for Item 9 r* isolation of HPCI 
b RCIC mod (NUREG-0737, Action Item II K 3 15) b Generic Ltr 
83-02 

* Carolina Power b Light Co 84/02/28 31pp 22938 318 24X 

Fiche 50-324,04/02/28.8403070137 


8403060140 Forward* payment of Class III b Class I amend fees for 
821213 b 830502 applications re radiological effluent Tech 
Specs b App R esemption requests, rasp ectlv# I y 
CUTTER. A Q Carolina Power b Light Co 04/02/2? MILLER, W 0 
License Fee Management Branch Ip 22913 349 24X 

Fiche; 30-324. 84/02/29, 8403060140 


8403060167 Advises that NUREG-0737, Ac t ion Items 1 1 K 3 30 b II K 3 31 
considered complete, based on 840104 telcon between SRC b QE 
Licensee need only Identify to NRC ref on docket to GE 
Topical Rept NED0-20566 or NED0-20566P 

ZIMMERMAN, S. R Carolina Power b Light Co B4/02/29 VASBALLO, D B 
Operating Reactors Branch 2 2 pf. 22518 334. 24X 

Fiche 50-324, 84/02/29,8403060167 


8403060296 Forwards POSI-SEAL Inti, Inc, "LOCA b Seismic Analysis, 
Brunswick Steam Electric Plant," to demonstrate valve 
Uperebi 1 i ty> in response to NRC B3I201 request 
HOWE, P W Carolina Power b Light Co B4/02/29 VARGA- S A 
Operating Reactors Branch 1 3pp 23512 001 24X 

Fiche: 50-334, 84/02/29, 8403060296 


— 8403060304 "LOCA b Seismic Analyst s, Brunswick Steam Electric Plant “ 
* Posl-Seal Valves International 325250L-OO1 84/02/15 470pp 

22512 006 24X Fiche 50-324,84/02/29,0403060296 


8403130492 Application to amend License DPR-71 , revi s lng Tech Spec 
Section 9 3 1 re fuel assemb 1 les, c hang ing 3 00 weight 
percent number to 2 9? weight percent to reflect enrichment 
level used in reload analysis 

HOWE, P W Carolina Power b Light Co 64/02/29 VASBALLO, D B 
Operating Reactors Branch 2 lp 22613 331 24X 

Fiche 90-325.04/02/29,8403130452 


— 8403130469 Revised Tech Spec Section 5 3 1, Pages 9-1 b 5-4 changing 
3 00 weight percent to 2 99 weight percent to reflect 
enrichment level used In reload analysis 

* Carolina Power b Light Co 04/02/29 2pp 22613 332 24X 

Fiche 90-325,84/02/29.8403130452 


8403140287 Forwards evaluation of revised operator rtqua 1 1 fi cat ions 
program Rev meets requirements specified in 10CFRSO 99, App A 
b acceptable 

VASSALLO, D. 0 Operating Reactors Branch 2 04/02/29 UTLEY, E E 

Carolina Power b Light Co 3pp 22635.360 24X 

Fiche 50-324.04/02/29,0403140207 


8403090252 Application to amend License* DPR-71 b DPR-62, revi i ing Tech 
8pece re accident monitoring instrumentation per NUREG-0737 
b Generic Ltr 03-36 

HOWE. P H Carolina Power b Light Co 84/03/02 VASSALLO, D B 
Operating Reactors Branch 2 7pp 22371 192 24X 

Fiche 50-324,84/03/02, 8403090252. 


— 8403090260 Proposed Tech Specs re limiting condition* for operetlon b 
surveillance requirements for accident monitoring 
lnstr umentatlon per NUREG-0737 b Generic Ltr 03-36 
* Carolina Power b Light Co. 84/03/02 SI p p 22571 199. 24X 

Fiche 50-324, 84/03/02, 0403090252. 


8403210061 Forwards response to 840208 request for eddt info re 
NUREG-0737, I tern* 11 F 1 4, "Containment Pressure Monitor 
By*, " II F 1.5, "Containment Water Level Monitor syi" b 
II. F. 1 6, "Contelnment Hydrogen Monl tor Syi, " 

ZIMMERMAN, 8 R Carolina Power b Light Co 84/03/09 VASBALLO, D 0 
Operating Reactor* Branch 2 20pp 22705*001 24X 

Fiche 50-324,84/03/09,8403210061 


8403210129 Respond* to 040202 request ri TMI Action Item II K 3,18 
concerning automatic depressuriiation sys (ADS) logic mods 
High drywell pressure permissive eliminated b manual Inhibit 
switches to ADS logic added 

HOWE, P W Carolina Power b Light Co 84/03/09 VASSALLO, D 8 
Operating Reactors Branch 2 lp. 22707 235, 24X 

Fiche* 50-324, 84/03/07,8403210129 
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8403130273 Generic Ltr 84-07 to ill licensees of BWR» re procedural 
guidance for pipe replacement at BWRs Svc list encl 
EISENHUT, 0 0 Division of Licensing 84703/14 Commonwea 1 th 
Edison Co 20pp 22023 334 24X Fiche 30-000,84/03/14,8403150275 


8403300254 Notification of 940321 meeting w/util in Bethesda.MD ta 
discuss status of battery review study 

DRQTENHUIS. M Operating Reactors Branch 2 B4/03/14 VASSALLO, D B 

Operating Reactors Branch 2 lp 22B44 352 24X 

Flche 50-324, 84/03/1 4, 8403300254 


8403210075 Forward* addl Info re OWR steady-state analysis methods, per 
NRC 840117 request Answers provided to 12 of 15 questions 
raised by NRC GE will provide input to Questions 4,8 & 13 
Addl responses will be submitted by 940321 

ZIMMERMAN, S R Carolina Power lc Light Co. B4/03/15 VASSALLO, D D 
Operating Reactors Branch 2 2pp 22705 122 24X 

Fiche 30-324,94/03/15.8403210073 


— 0403810080 Amend 1 to "Verification of Carolina Power fc Light Ref BUR 
Thermal-Hydraulic Methods Using FIBWR Code " 

KUNITA.fl K Carolina Power U Light Co NF-1583 04-1 A01 
84/03/31 4 lp p 22703 124 24X Flche , 30-324, 94/03/ 15, B403210075 


B4Q33GQ299 Notifies that Class [II 8, Class I fees for review of 830929 
application re feedwater I, main turbine trip/bypass sys 
being refunded due to withdrawal of application 

MILLER, W 0 License Fee Management Branch. 84/03/13 JONES, 0 A 
Carolina Power b Light Co ?pp 22644 309 24X 

Fichu 50-324,84/03/13, B403300299 


04O329OCB3 Responds to 840221 request for add! info re control of heavy 
loads Initial load testing performed for head strongback, 
dryer separator sling it spent fuel cask yoke 

ZIMMERMAN, S R Carolina Power & Light Co 84/03/20 VASSALLO, D B 
Operating Reactors Branch 2 2pp, 22806 325 24X 

Fiche 50-324,84/03/20,8403290083 


Q Inspection reports, IE Bulletin* L correspondence 


8403070307 Forwards 3E Insp Repts 50-324/83-42 U 50-323/83-42 on 
8312IS-B10113 No violations or deviations noted 

VERRELLI.D, M Division of Project Si Resident Progress 84/02/06 
UTLEY. E E Carolina Power h Light Co Spp 22346 175 24X 

Flche 30-324,94/02/06,8403070307 


— 8403070310 IE Insp Repts 50-324/83-42 U 30-325/83-42 on 831215-040115 
No violations or deviations noted Major areas inspected 
survs i l lane e , maint, oper atlon* 1 safety ver i f lea t i on, E9F sys 
walkdawn, LER revi ew> ind ep end ent insp l< plant transients 
MYERB, D a , GARNER, L W Region 2, Office of Director DEMI B, P ft 
Division of Project S, Resident Programs 04/02/03 Bpp 
22346 177 24X Fiche 30-324,84/02/06,8403070307 


8403140291 Forward* request for abdl info on IE Bulletin 80-il re 
masonry wall design Response requested in 60 days 
VASSALLO. D B Operating Reactors Branch 2 B4/02/2! UTLEY. E E 

Carolina Power 8i Light Co 1 5 p p 22635 336 24X 

Fichu 50-324,04/02/21.8403140291 


8403070200 Informs that start date for mid-cycle insp in response to 
NRC concerns re intergranular stress corrosion cracking 
should be changed to 841102 

HQUE, P W Carolina Power I, Light Co 64/02/27 DENTON, H R Office 
of Nuclear Reactor Regulation, Director lp 22538 053. 24X 

Fiche 50-324,64/02/27,0403070200 


8403070315 Forwards Rev 0 to “Design Rept for Recirculation Sys Held 
Overlay Repairs at Brunswick Steam Electric Plant Unit 1," 
in responsi to concerns raised by NRC re Qet 1993 
intergranular stress corrosion cracking insp 

HOWE, P W Carolina Power h Light Co 84/02/27 DENTON, H R Office 
of Nuclear Reactor Regulation, Director. 3pp 22547'001 24X 

Fiche 50-325,94/02/27,8403070315 


— 8403070318 Rev 0 to "Design Rept for Recirculation Sys Weld Overlay 
Repairs at Brunswick Steam Electric Plant Unit 1 " 

CHARNLEY, J E > SUND, H J , WEhMER. T J, NUTECH Engineers, Inc 
CPL-13-103 ROO 83/11/04 50pp 22547:004, 24X 

Fiche 50-325,84/02/27,8403070315 


8401 190072 TE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits It Annunciation. Svc list 
end 

JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response (Post 0301031 84/02/28 Consolidated Edison Co of New 

York, Inc 115pp. 22909 239 24X Fiche* 50-000, 84/02/28, 8401190072 


8402090007 IE Info Notice 84—14, “Highlights of Recent Transport 
Regulatory Revs by DOT 8< NRC " Svc list encl 

ORACH, J N Division of OA, Safeguards U Inspection Programs (Post 
930103) 84/03/02 Consolidated Edison Co of New York, Inc. 

130pp 22552 329 24X Fiche 50-000,84/03/02,8402090007 


840209000B IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate “ Svc list encl 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response {Post 8301031 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22553 099 24X Fiche 50-000,94/03/02,8402090009 


840209000? IE Info Notice 84-15, “Reporting of Radiological Release* “ 
Svc list ancl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103k 84/03/02 Consolidated Edison Co of New 

York, Inc 117pp 22553 517 24X Fiche 50-000,04/03/02,8402090009 


8402090011 IE Info Notice 04-17. "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp “ Bvc list encl 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/03/05 Consolidated Edison Co of Niw 

York. Inc 117pp 22353 336 24X Fiche 50-000, 04/03/05, B4O209OO 1 1 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insp* of 
Fire Protection Safe Shutdown Sys " Bvc list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 64/03/07 Consolidated Edison Co of New 

York, Inc 118pp. 22635 049 24X Fiche 50-000, B4/03/07, 9402090024 


840209002B IE Info Notice 84-10, "Stress Corrosion Cracking in FUR 
By s ** Svc list encl 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) B4/03/07 Consolidated Edison Co of Nsw 

York, Inc llBpp 225B4 106 24X Fiche- 50-000, 84/03/07, 8402090020 


B4O32900B6 Forward* IE Insp Repts 50-324/04-04 St 50-325/84-04 on 
840115-0215 No violations or deviations identified 
VERRELLI i D M Division of Project St Resident Programs 04/03/07, 
UTLEY, E E Carolina Power & Light Co 2pp 22006 328 24X 

Flche 50-324, 04/03/07, 84032900B6 


—0403290092 IE Insp Repts 50-324/04-04 It 50-325/94-04 on B40113-0215 Ho 
violations or deviations identified Major areas inspected 
survei 1 1 anc e, ma int , up er ati anal safety ver i flea tion, E8F sys 
wa 1 kdown, i n-of f 1 c e LER reviews It fire protection 
MVER8.D 0 , GARNER, L W , PATTERSON, C Region 2, Office of 
Director 84/03/06 llpp 22006330 24X Fiche 50-324,04/03/07, 

6403290006 


B402090031 IE Bulletin 84-OB, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement B4/03/12 Consolidated Edison Co of New York, Inc 

i 34pp 22023 094 24X Fiche 50-000,84/03/12,8402090 031 


8402090043 IE Info Notice 84-19, “Two Events Involving Unauthorised 
Entries into PUR Reactor Cavities " Svc list encl 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post B30103) 84/03/21 Consolidated Edison Co of New 

York, Inc I23pp 22823 229 24X Fiche 50-000, B4/03/21, 0402090043 


0402090044 IE Info Notice B4-20. “Svc Life of Relays in Safety-Related 
Sys," Svc list encl 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Nsu 

York, Inc I35pp 22933 001 24X Fiche 50-000,84/03/21,0402090044 


R Periodic operating reports It related correspondence 


8403130333 Monthly operating repts for Feb 1984 W/840305 ltr 
HARRISON, F , DIETZ. C R Carolina Power t< Light Co 04/02/29. 
DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement 18pp 22614 197 24X Fichf 50-324, 84/02/29, 

8403130333 


B Reportable occurrences, LERs k related correspondence 


8403260411 Forwards Technical Review Rept AE0D/T304, "Cause of 
Containment Isolation Valve F042A to Close " 

8ALAH, B Reactor Operations Analysis Branch. 83/03/S3 
SSYFRJT.KV Reactor Operation* Analysis Branch. lp, 22775 309. 
24X Fiche 50-323, 03/03/23, B403260411 


— B403260414 "Cause of Containment Isolation Valve F042A to Close," 
AEDD/T304-ODIQ technical review rept 

* Reactor Operations Analysis Branch 03/03/23 4pp 22775:319 
24X Fiche 50-325,83/03/23,8403260411 
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8403010133 Updated LER 83-03 7/03L-1 on 031 1 1 9, d ur i ng unit power 
p er farmante. temp recorder TR-123B printed erratically Caused 
by dirty electrical contacts In control board timing relay 
Contacts cleaned A returned to svc U/840222 ltr 
PABTVA, M J i DIETZ, C R Carolina Power & Light Co 84/02/22 
O'REILLY, J P Region 2, Office of Director 2pp 22433 340 24X 

F 1 C he: 80-325,84/02/22. 0403010133 


3403010202 Updated LER B3-063/03L— 1 on 031203, reactor water cleanup sys 
CRUCS) differential flow Indicator 1-031-R61S showed 
erroneous indication On 831207, spurious RWCS alarm 
annunciated Caused by air In sensing linos W/B40222 ltr 
PABTVA, M J , DIETZ, C R Carolina Power St Light Co 04/02/22 
□ 'REILLY, J P Region 2, Office of Director 3pp 22433 200 24X 

Fiche 30-323,04/02/22,8403010202 


0403130035 Updated LER 03-O63/O3L-1 on B31203, during unit power 
operation, reac tor water cleanup sys differential flow 
indicator I-G31-R613 showed erroneous indication Caused by 
entrapped air In sensing line Air removed W/840307 ltr 
PABTVA, M U , DIETZ, C R Carolina Power A Light Co 84/02/22 
O'REILLY, J P. Region 2, Office of Director 3pp 22643 287 24X 

Flcfi » ’ 50-323, 84/02/22, 84031 50035 


8403010395 RO 2-8R-B4-3 on 840110, Co-60 concentration in bottom 
sediment sample exceeded Tech 8pec limit Surface water 
samples in Intake St discharge canals A ocean showed no 
Co-60 activity, Sample frequency increased 

DIETZ, C R Carolina Power It Light Co 84/02/24 O'REILLY, J P 
Region 2, Office of Director 2pp 22434 048 24X 

Fiche 30-324,84/02/24,8403010395 


0403010154 Acit receipt of 840210 A 031103 ltrs re changes to physical 
security plan Changes consistent w/provlsions of » 

10CFR50 94(p) A acceptable 

LEWIS. R C Division of Project A Resident Programs 04/02/27 
PARRIS. H O Tennessee Valley Authority 2p p 22435 310 24X 

Fiche 30-327,04/02/27,0403010134 


8403060147 forwards revised effective pages to Knoxville Emergency Ctr, 
Central Emergency Control Ctr,Div of Nuclear Power Emergency 
Ctr A Muscle Shoals Emergency Control Ctr emergency plan 
implementing procedures W/a Muscle Shoals pages 

MILLS, L M Tennessee Valley Authority 84/02/28 O'REILLY. J P 
Region 2, Office of Director ip 22316 1 65 24X 

Fiche 30-000,84/02/28,8403060147 


— 8403060163 Revised list of effective pages to Knoxville Emergency Ctr 
emergency plan implementing procedures 

» Tennessee Valley Authority 84/02/06 Spp 22516 166 24X 

Fiche 50-000,04/02/28,0403060147 


— 0403060189 Revised list of effective pages to Central Emergency 
Control Ctr emergency plan Implementing procedures 
* Tennessee Valley Authority 84/02/06 Bpp 22316 174 24X 

Fiche 50-000,84/02/28,0403060147 


— 0403060206 Revised list of effective pages to Div of Nuclear Power 
Emergency Ctr emergency plan implementing procedures 
* Tennessee Valley Authority 84/02/06 4pp 22516 1G2 24X 

Fiche 30-000, B4/02/28, 9403060147 


8403090203 Special Rept 1-SR-B4-1 during replacement of equipment 
hatch, fire barrier limiting condition for operation 7-day 
time frame exceeded Fire watches will be maintained until 
work completed 

DIETZtC R Carolina Power 6 Light Co 04/02/27 O'REILLY, J P 
Region 2, Office of Director Ip 22374 323 24X 

Fiche 50-323,04/02/27,8403090203 


0403160345 Extends invitation to attend region 040316 workshop at 
regional ofc to discuss lOCFRSO.App R requirements A recent 
results of Insp to help resolve misunderstandings associated 
w/requ irements 

LEWIS, R C Division of Project A Resident Programs 04/03/02 
PARRIB, H 0 Tennessee Valley Authority 2pp 226 60 0 0 3 24X 

Fiche 30-000,84/03/02-8403160343 


0403130301 Followup RO 2-SR-84-2 in Sept 1982, Co-60 detected in 
bottom sediments collected in stilling basin Increase in 
radioactivity probably caused by increased releases of Co-60 
due to general decontamination effort 

DIETZ, C R Carolina Power A Light Co 84/02/29 O'REILLY, J P 
Region 2, Office of Director 9pp 22608 047 24X 

Fiche 30-324,84/02/29,8403130301 


8403130323 LER 84-002-00 on 840203, reactor scram occurred due to high 
reactor vessel pressure Caused by loss of elec trohy drau 1 1 c 
control sys fluid actuation supply pressure to valves 
doting main turbine bypass valves W/B40302 ltr 
PABTVA, M J , DIETZ, C R Carolina Power t< Light Co 84/03/02 
O'REILLY, J P Region 2, Office of Director 4pp 22614 126 24X 

Fiche 30-325,84/03/02,0403130323 


8403130049 LER 84-001-00 on 0401 19, during attempt to initiate 
suppression pool cooling using Loop A of RHR svc water sys, 
loop pumps A Si C tripped on low suction pressure lockout 
Caused by air in header Air vented W/840309 ltr 

PA8TVA, M J , DIETZ, C R Carolina Power A Light Co B4/03/09 3pp 
22590 1 335 24X Fiche, 50-323, 84/03/09, 0403130049 


0403190302 LER 84-003-00 on 840219, speed control of HPCI turbine very 
erratic Caused by malfunction of electronic, spaed 
controller Controller unit replaced A HPCI sys 
sefeisfactorily tested A returned to svc W/B40314 ltr 
PASTVA, M <J i DIETZ, C R. Carolina Power A Light Co 04/03/14 2pp 
22673-263 24X Fiche 30-323,04/03/14,8403190302 


8403210189 Updated LER 82-1 19/03L-1 on 821 120, during steady state plant 
op erat i on, APRM F declared Inoperable due to erratic output 
signal from input LPRM 2B-21C, Caused by loose connector 
Connector corrected. W/B40314 ltr 

ALLEN, M T., DIETZiC.R Carolina Power A Light Co 04/03/14 

O'REILLY, UP. Region 2, Office of Director, 2pp 22707 274 24X 

Fiche: 30-325,84/03/14, 8403210139. 
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0403190370 Rev 0 to radiological emergency p lan, up da t lng DOE agreement 
ltr in App E W/040315 ltr 

MILLS, L M Tennessee Valley Authority 04/03/07 O'REILLY, J P 
Region 2, Offtce of Director 6pp 22674 207 24X 

Fiche 30-327,04/03/07.0403190370 


0403130377 Ac k receipt of 040119 ltr transmitting Rev 7 to security 
personnel training 6 qualification plan Changes consistent 
w/provlsions of 10CFR30 34<p) A acceptable for Inclusion in 
p lan 

LEWIS, R C Division of Project A Resident Programs 84/03/00 
PARRIB, H 0 Tennessee Valley Authority ip 22616 293 24X 

Fiche 30-327,04/03/08,8403130377 


8403160033 Advises that 040116 rev to physical security plan 
consistent w/provlslons of 10CFR30 34<p) A acceptable 
LEWIS, R C Division of Project & Resident Programs 84/03/13 
PARRIS, H 0 Tennessee Valley Authority 2pp 22633 139 24X 

Fiche 30-337,84/03/13.0403160035 


8403160139 Advises that B40101 rev to physical security plan consistent 
w/provisions of lOCrRSO 54(p) 6 acceptable 

LEWIS, R C Division of Project A Resident Programs 04/03/13 
PARRIS, H 0 Tennessee Valley Authority 2pp 22633 331 24X 

Fiche 30-327,04/03/13,8403160139 


0403260277 Revised Emergency Plan Implementing Procedures BQN-1PD 
"Implementing Procedures Index" & SON IP-S "General 
Emergency " W/040320 ltr 

NOBLES, L M , CRAWLEY, D E . MILLS. L M Tennessee Valley Authority 
04/03/16 O'REILLY, J P Region 2. Office of Director 6pp 
22733,020 24 X Fiche 90-327,84/03/16,0403260277 


J Insurance & indemnity information 


8403060224 Forwards Endorsement 40 to NELIA Policy NF-247 

DUCK, J R Marsh & McLennan, Inc 04/O2/2B SALTZMAN, J Assistant 
Director for State A Licensee Relations Spp 22S16 062 24X 

Fiche 30-327,04/02/28,8403060224 


F, Security, medical, emergency A fire protection plans 


8403060233 Rev 9 to Procedure IP-9, "Muscle Shoals Emergency Ctr 
Implementing Procedures Document " W/640213 ltr 

MAXMELL.R Tenneesee Valley Authority, 04/02/13 63pp 22310 023 
24X Fiche 30-000,84/02/13,8403060233 


8403070173 Forwards Endorsement 34 to MAELU Policy MF— 102, co 
policy number on Endorsement 33 from MF-77 to MF-102 
DUCK, J R Marsh A McLennan, Inc 04/03/01 SALTZMAN, J 
Director fOT State A Licensee Relations lp 22338 351 
Fiche 50-327, 84/03/01, B403O70173 


rrec ting 

As s is tan t 
24 X 


84 03060391 Rev 7 to radiological emergency p lan, W/B40229 ltr 

MILLB, L M Tenneeeee Valley Authority 04/02/24, O'REILLY, J P 
Region 2, Office of Director, 3pp 22311 336 24X 

Fiche 30-327, 84/02/24, B403060391 
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P Operating license stage documents & correspondence 


0403020313 Forwards add) comments tD Guidelines 3«<7a & 7b of technical 
evaluation rept In response to NRC 020-630 ltr re control Of 
heavy loads, per Generic Ltr 81-07 _ 

HILLS. L M Tennessee Valley Authority 04/02/28 ADENSAM, E 
Licensing Branch 4 tlpp 2243? 190 24X FI Che "50-327, 04/02/28, 

0403020313 


0403140247 Informs of 840327 meeting to discuss proposed responses 
to NRC questions on Rev 7 to topical QA pragram.per 

B40302 telcon „ _ 

LEWIE, ft C Region 2. Office of Director 84/03/CB PARRIS, H G 
Tennessee Valley Authority lp 22440 361 24X 

Flche 50-000,04/03/08. B4O3I60247 


3403290026 Forwards listing of Category IV components not to he 
replaced or relocated by end of second refueling cycle, per 
10CFR3O 491 h ) b util 031114 ltr Requests ertenstcn of 
Completion date to June 1903 for disposition of 144 items 
MILLS. L H Tennessee Valley Authority 84/03/23 ADEN8AH, E 
Licensing Branch 4 4pp 22806 218 24X Flche 3O-327.04/03/23. 

0403270026 


0401190072 IE Info Notice 84-13. "Potential Deficiency In Motor 
Operated Valve Control Circuits b Annunciation " 6vc list 
enc 1 

JORDAN, C L Division of Emergency Preparedness it Engineering 
Response (Poet B301031 84/02/28 Consolidated Edison. Co tty., 

York, Jne 113pp 22909 239 24X Flche 30-000, 84/02/20, aiOU900tt‘ 


9402090007 IE Info Notice 04-14, "Highlights of Recent Trampert 
Regulatory Revs by DOT 8, NRC " Gvc list end 

GRACE, J N Division of QA, Safeguards it Inspection Programs ifasi 
□30 103 ) 84/03/02 Consolidated Edison Co of New Yari, Inc 

IPOpp 22392 329 24X F 1 ch e • 30-000, 84/03/02, 8402090007 


B402090QQB IE Info. Notice 04-16, 'Teilure of Automatic Sprinkler Gas 
Valves to Operate " Bvc list end * 

JORDAN, E L Division of Emergency Preperednees L Engineering 
Response iPoet 8301031 84/03/02 Consolidated Edison Co ef R»y 

York. Inc 122pp 22 333 090 24X Flche 30-000, 84/03/02, BiOJOTOW 


B 40 209000 9 IE Info Notice 04-13. "Reporting of Radiological RtUasei ' 
Gvc list end 

JORDAN, EL Division of Emergency Preparedness !< Engineering 
Reiponie (Post 8301031 04/03/02 ' Consolidated Edison Co of Hie 

York. Inc, I19pp, 22333 217 24X Flche 30-000, 04/03/02, 04020WW?. 


0403290030 Forwards revised responses to 031123 t 840109 Itri re 
approval of proposed license amend re post-accident 
sampling for faci 1 ilies, TMI Item II D 3 

HILLS, L n Tennessee Valley Authority 04/03/23 ADENSAM, E 
Licensing Branch 4 9pp 22806 237 24X Flche 30-327-04/03/23. 

0403290030 


04Q20900I l IE Info Notice 84-17, "Problems W/Hquid Nitrogen Coelini 
Components Below Nil Ductility Temp * Bvc list encl. 

JORDAN, E, L Division of Emergency Preperednees b Engineering 
Response (Post 030103) 04/03/03 Consolidetsd Edison Co of Nre 

York. Inc U7pp 22333 336 24X Flche 30-000, 84/03/05, iHOWWI I 


Q Inspection reports, IE Bulletins b correspondence 


8403160217 Forwards IE Trip Repts 50-327/84-03 It 30-328/84-03 an 
340106-0203 No violations or deviations noted 

VERRELL 1 , D M Division of Project t, Resident Programs 84/02/13 

PARRIS. H G Tennessee Valley Authority 2pp 22661 091, 24X 

Flche 30-327,84/02/15.8403160217 


—8403160223 IE Imp Repts 30-327/84-03 b 30-320/84-03 on D40106-0203 No 
violations or deviations noted Major areas Inspected 
operation safety ver I F 1 cat ion, LER review b Independent Insp 
effort, E8F ays operability verification l TMt action plan 
FORD. E J , BUTLER, S D Region 2, Office of Director JULIAN, C A 
Division of Project b Resident Programs 04/02/13 Spp 
22661 093 24 X Flche 50-327,84/02/13,8403160217 


8403060223 IE Inap Repts 50-273/84-01 b 30-323/84-01 on 040103-06 
Noncomp 1 lance noted failure to perform safety-related 
welding activities in area of structural steel welding 
ac t ivi t lev 

BURDOIN, J F , K1RBCH, D F Region 3, Office of Director 84/02/17 
4pp 22317 149, 24X Fiche 30-323,84/02/17,8403060207 


8403070131 Ac k receipt of 040208 ltr Informing NRC of steps tafctn to 
correct violations noted In IE Insp Repts 30-3B7/Q3-29 (< 
50-328/83-29 

O'REILLY, JP Region 2. Office of Director 84/02/27 PARRIB-HO 
Tennessee Valley Authority lp 22330 298 24X 

Flche 30-327,84/02/27,8403070151 


— 8403070133 Responds to NRC 640110 ltr re violations noted In IE Insp 
Repts 50-327/83-29 6 SO-328/83-2? Corrective actions 
Nark Plan 10260 reworked per critical sys, structures h 
components requirements 

MILLS, L M Tennessee Velley Authority B4/O2/0S O'REILLY, JP 
Region 2, Office of Director 6pp 2233 0 297 24X 

Fiche 80-327, B4 /02/27. 8 4 03070 1 5 1 


•8403070136 Forwards IE Insp Repts 3CK327/B3-29 b 30-328/S3-2? on 
031106-1205 b notice of violation 

O'REILLY, J P fiegfon 2. Office of Director, 84/01/10 
PARRISiH G Tennessee Valley Authority ?pp 22338 305 24X 

Fiche 50-327,84/02/27.8403070151 


■8403070139 Notice of violation from insp on 831106-1203 

* Region 2, Office of Director 84/01/10 3pp 22539 307 24X 

Fiche 30-327, 04/0 2/27. B 4 03070 1 3 1 


—8403070163 IE Insp Repts 30-327/83-29 b 30-328/83-29 on 031106-1203 
Violations noted; failure to follow Sys Operating Instruction 
14 3 for high crud tank D release b failure tn inspect work 
per MbAl-12 requirements 

FORD, E J , BUTLER, 9 D Region 2, Office of Director JULIAN, C A 
Division of Project it Resident Programs 04/01/09. 6pp 
22538 310, 24X Fiche 30-327,84/02/27.8403070181 


8402090024 IE Info Notice 84-09, Rev 1. "Lessons Learned From Imps cf 
Fire Protection Safe Shutdown Sys " Bvc list encl. 

JORDAN, E L Division of Emergency Prepanedneis b Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Ce of Nee 

York. Inc liOpp 22633.049 24X Flche 30-000, 84/03/07, eiOJOWH 


8402090028 IE Info Notice 84-10, "Stress Corrosion Cricking In fWR 
Bye, " Bvc 1 1 e t encl 

JQRDANiEL, Division of Emergency Preparedneie b Engineering 
Reeponie (Post 030103). 04/03/07 Coneo 1 1 dated Edleon Ce of Nr* 

York. Inc llBpp 22304 106 24X Flche 30-000,84/03/07,0402090058 


040313000Q Forward! Rav 1 to "Irteerviee Insp Program " 

MILLO, L, M Tennessee Valley Authority 04/03/07 ADENBAX.C 
Licensing Branch <1 lp 22397 001 24X Flche 50-327 , 84/03/07, 

□403130000 


9403130100 Rev 1 to Procedure 61-114 1, "iniervlce Insp Prograa * 
LEHI1ERGER, N Tennessee Va 1 ley Author! ty 84/01/04 . 4 2 5pp 

22397 002, 24X F l c ha; 30-387, 04/03/07, 0403130080 


0402090031 IE Dul 1 a tin 84-02, "Failures of QE Type HFARelayl tn Ul* In 
Class IE Safety Bye, " Bvc liet encl 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement B4/03/12 Consolidated Edison Co, of New Yor i . Ini 

1 34pp. 22033 094 24X Fieh e , 30-000, 84/03/ 12, B402090031 


0408090043 1C Info Notice B4-19, "Two Events Involving UnautkorlMd 
Entries Into FUR Reactor Cavities " Bvc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 0301031 04/03/21 Coneo 1 1 dated Edison Co Of hie 

York. Inc 123pp 22B&3 229 24X Flche: 30-000, 84/03/21, fli-OSOYWHl 


C 4 0209004 4 IE Info Notice 04-20. "Bvc Life of Relays in Bafely-Relttil 
Bys. " 8vc 1 1st encl 

JORDAN, E L Division of Emergency Propartdnee* b Engineering 
Response (Post 830103) 84/03/21, Consol idated Edison C» el N»e 

York. Inc 133pp 22933’ 001 24X Flche. 30 - 000 , 04 / 03 / 81 , B40MW5I4 


R Periodic operating reports b related correspondence 


0403020002 Monthly operating repts for Jan 19B4. H/040213 ltr 

HA80N, C C Tennessee Valley Authority S4/0I/31 30pp 82442 M? 
24 X Flche 30-327, B 4/01 /3 1 , B403020002 


0403070293 "NPDE8 Dlecharge Monitoring Rept, Nov 1903 - Jan 1984 ■ 

* Tennessee Valley Authority 04/01/31. 79pp 22346S092 241 

Flche 80-327,84/01/31,6403070293 


0403300184 Montyly operating repts for Feb 19B4. H/040313 ltr 
EDDINOB, MO , MASON. C C Tennessee Valley Authority 04/OS/29 
Slpp 22821 016 B4X Flche 80-327,84/02/29,8403300134. 
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9 Reportable occurrence*. LER* & related correspondence 


8403000011 Forwards response to Commissioner Glllnsky request for info 
on frequency of personnel errors at selected operating 
plants Summary of tabulated events re operator errors, 
personnel errors or procedural errors provided for CY03 
DIRCK9, W J Office of the Executive Director for Operations 
84/02/24 PALLADINO, OIL INSKY. ROBERTS Commissioners 17pp 
22504 142 24X Fiche 50-000.84/02/24,0403000011 


8403020147 LER 84-010-00 on 040123, high radiation alarm actuated, 
causing auxiliary bldg isolation to occur Caused by 
electromagnetic interference High radiation alarm reset ! c 
monitor returned to svc M/040227 ttr 

DUGOIN, 0 , NASON, C C Tennessee Valley Authority 04/02/27 3pp 
2B441 357 24X Fiche 50-327,64/02/27,8403020147 


8403050080 LER 84-009-00 on 840123, high radiation alarm actuated, 
causing containment ventilation Isolation to occur Caused by 
root valve on pressurlier leaking through packing Valve 
barkeeated M/340527 ltr 

DUOGIN.Q I MASON, C C Tennessee Valley Authority 34/02/27 3pp 
22410 Old, 24X Fiche 50-327,04/02/27,8403050000 


8403140203 Forwards "Operating History Overview for Diesel Oenerators 
in Nuclear Svc," comparing Trantamerice Delaval, Inc 
generators u/gensrators mfg by other vendors 

HEBDON, F J Program Technology Branch 34/02/27 BERLINGER. C H 
NRC - No Detailed Affiliation Given Ip 22638.319 24X 

Fiche 50-000, 84/02/27, B403140203 


— 8403140205 "Operating History Overview for Diesel Generators in Nuclear 
Bvc “ 

a Director's Office 04/02/29 65pp. 22638 320 24X 

Fiche 50-000,84/02/27,8403140203 


B403020244 LER 04-013-00 on 840130, turbine trip followed by reactor 
trip occurred Caused by high-high level In steam generator 
4. Unit stabillied at 547 F M/640220 ltr 

KIRK. 0 B E , MASON, C C Tennessee Valley Authority 04/02/28 3pp 
22440' 097 24X Fiche 50-327,04/02/28,8403020244 


B4031501B1 Forwards "Failures in Upper Head Injection Sys " Licensees 
taking action to resolve setpoint drift on Barton level 
transmitters No AEOD action recommended 

ZUKDR.D J Reactor Operations Analysis Branch 04/02/28 
SEYFRIT.K V Reactor Operations Analysis Branch Ip 22646 272 
24X Fiche 50-000,84/02/28,0403150181 


— 0403150183 "Failures In Upper Head Injection Sys," AEOD engineering 
•valuation rept 

ZUKDR, A Director's Office 84/02/28 0pp 22646 273 24X 

Fiche. 50-000, 84/02/28, 0403150181 


8403060276 LER B4-012-00 on 840201, high radiation alarm actuated, 
causing containment ventilation Isolation to occur. Caused by 
voltage spike as result of electromagnetic interference 
Alarm reset S' monitor returned to svc M/840301 ltr 
DUGOIN, 0 , MASON, C C Tennessee Valley Authority 04/03/01 4pp 
22519:066 24X Fiche 50-327,84/03/01,0403060276 


8403150079 LER 84-014-00, on 840214, high radiation alarm actuated, 
causing containment ventilation iiolatlon to occur Caused by 
voltage spike resulting in electromagnetic interference, 

Alarm reset 6 monitor returned to svc W/040309 ltr. 

DUGOIN, 0 , MASON, C C Tennessee Valley Authority 04/03/09 4pp 
22643:203. 24X Fiche 50-327, B4/03/09, 84031 50079 


8403190121 LER 84-016-00. on 840225, high radiation alarm actuated, 
causing auxiliary bldg isolation to occur Causad by 
contaminated vacuum cleaner removed from fuel transfer canal 
to radwaste area M/840316 ltr 

DUOOIN, Q , MASON, C C Tennessee Valley Authority. 84/03/16 3pp 
22668' 245 24X Fiche 50-327,84/03/16,8403190121 


8403190365 LER 84-015-00, on 040220, high radiation alarm actuated, 
causing auxiliary bldg isolation Caused by voltage spike due 
to electromagnetic interference breaker actuation 
Independent high radiation alarm reset. M/B40316 ltr 
DUOGIN,0 i MASON, C C Tennessee Valley Authority B4/03/16 3pp 
22675.231 24X Fiche’ 50-327, 84/03/16. 0403190365. 


6403270219 Part 21 rept re broken contact carrier in control device of 
7 5 kV-15 kV, 500-750 MVA, 5 kV 350-3,000 fc all HKV circuit 
breakers, Initially reported on 830223 Addenda to 
installation l< malnt procedures sent to affected units 
DUVALL, D D Broun Boveri Corp, (subs of Broun Boveri 6 Co > Ltd > 
84/03/19 Record Services Branch (Document Control Desk! Spp 
22772:114. 24X Fiche 50-000, 04/03/ 19, 8403270219 


8403260164 LER B4-01B-00 on 840221, fire protection deludge valve found 
Isolated u/o continuous fire watch in place Caused by 
spurious signal Shift groups reinstructed to establish fire 
watches W/840320 ltr 

KIRK, 0 D 1 MASON, C C Tennessee Valley Authority 84/03/20 Spp 
22750 353 24X Fiche 50-327,84/03/20,0403260164 


8403300073 LER 04-017-00 on 040227, high radiation alarm actuated, 
causing containment ventilation isolation to occur Caused by 
small quantity of airborne radiation escaping Radiation 
monitor reset M/040327 ltr 

DUGOIN, G . MASON. C C Tennessee Valley Authority 84/03/27 Spp 
22022 089 24 X Fiche 50-327,04/03/27,0403300073 


0305230539 Forwards technical review rept, "Flow Blockage in Essential 
Raw Cooling Mater Sys Due to Asiatic Clam Intrusion " 

IMBRO. E Reactor Operations Analysis Branch 83/03/28 
SEVFRIT, K V Raactor Operations Analysis Branch lp 22789 281 
24X Fiche 50-327,84/03/20,0305230339 


8305230546 "Flow Blockage in Essential Raw Cooling Mater Bys due to 
Asiatic Clam Intrusion,"' technical review rept Significant 
Infestations of aquatic organisms can remain undetected in 
svc water sys It cause flow blockages at inopportune times. 

* Reactor Operations Analysis Branch 83/03/28 3pp 227B9 282 
24X Fiche 50-327,84/03/28.8405230539 
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F Security, medical, emergency & fire protection plans 


8403060235 Rev 5 to Procedure IP-9, "Muscle Shoals Emergency Ctr 
Implementing Procedures Document " M/040213 ltr 

MAXMELL, R Tennessee Valley Authority 84/02/13 63pp 22510023 
24X Ftche 50-000,84/02/13,8403060235 


8403060391 Rev 7 to radiological emergency plan U/B40229 ltr 

MILLS, L M Tennessee Valley Authority 04/02/24 O'REILLY. J P 
Region 2, Office of Director Spp 22511 336 24X 

Ficho 50-327,04/02/24,0403060391 


0403010154 Ac k receipt of 840210 It 031103 ltr* ro changes to physical 
security plan Changes consistent w/provislons of 
10CFR5O 54 ( p ) t, acceptable 

LEWIS, R C Division of Project t. Resident Programs 04/02/27 
PARRIS, H G Tennessee Valley Authority 2pp 22435 310 24X 

Fiche 50-327,84/02/27,0403010154 


8403060147 Forwards revised effective pages to Knoxville Emergency Ctr, 
Central Emergency Control Ctr.Dlv of Nuclear Power Emergency 
Ctr 6 Muscle Shoals Emergency Control Ctr emergency plan 
implementing procedures W/o Muscle Shoals pages 

MILLS. L M Tennessee Valley Authority 04/02/28 O'REILLY, J P 
Region 2, Office of Director lp 22S16 165 24X 

Fiche 50-000,84/02/28,8403060147 


— 8403060163 Revised list of effective pages to Knoxville Emergency Ctr 
emergency plan implementing procedures 

» Tennessee Valley Authority 04/02/06 Qpp 22516 166 24X 

Fiche 50-000,84/02/28.8403060147 


--8403060109 Revised list of effective pages to Central Emergency 
Control Ctr emergency plan implementing procedures 
# Tennessee Valley Authority 64/02/06 8pp 22516 174 24X 

Fiche 50-000.84/02/20,8403060147 


— 0403060206 Revised list of effective pages to Dlv of Nuclear Power 
Emergency Ctr emergency plan implementing procedures 
« Tennessee Valley Authority 04/02/06 4pp 22516 102 24X 

Fiche 50-000,04/02/20,0403060147 


8403160345 Extends invitation to attend region 640316 workshop at 
regional ofc to discuss lOCFRSO.App R requirements *t recent 
results of imp to help resolve misunderstandings associated 
w/requi rements 

LEHIS. R C Division of Project t< Resident Programs 84/03/02 
PARRIS, H G Tennessee Valley Authority 2pp 22660 083 24X 

Fiche 50-000,04/03/02,0403160345 


0403190370 Rev 8 to radiological emergency p 1 an, up d a 1 1 ng DDE agreement 
ltr in App E M/840315 ltr 

MILLS, L. M Tennessee Val 1 ey Authority 84/03/07 O'REILLY, JP 
Region 2, Office of Director, 6pp 22674 207 24X 

Ficho 50-327,84/03/07,0403190370 
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8403130377 Aik receipt of 04011? Itr transmitting Rev 7 to security 
personnel training s< qualification plan Changes consistent 
u/provi slDns of 10CFR30 34(p) V acceptable for inclusion in 
plan 

LEWIE, r C Division of Project L Resident programs B4/O3/O0 
PARRIB, H G Tennessee Valley Authority if 22616293 24X 

F i c h e 3 0-327. B4 /03/08. B 4 03 1 303 77 


— B4O307Q 1 33 Responds to NRC 840110 ltr re violations noted In IE Imp 
Septs 30-327/03-29 & 30-328/83-29 Corrective actions 
Work Plan 10260 reworked per critical sys, s true tores Si 
components requi re men ts 

MILLS, L ft Tennessee Valley Authority 84/02/00 O'RElLLY.JP 
Region 2. Office of Director 6pp 22338 299 ?4X 

Fiche 50-327, 84/02/27. 04O3O7O13i 


8403160033 Advises that 840116 1 rev to physical security plan 
consistent W/prov l s i ons of 10CFN50 S4(p) t< acceptable 
LEWIS. R C Division oF Project 4 Resident Programs B4/03/1J 
PARRIS, H 0 Tennessee Valley Authority 2pp 22635 139 24X 

Fiche 50-327 ( 84/03 / 1 3* 040 3 1 60033 


—8403070136 Forwards IE Insp Rept* 50-327/03-29 J< 50-320/83-29 on 
831106-1205 Si notice of violation 

0 'REILLY. J P Region 2. Office of Director 84/01/10 
PARRIS, H O Tennessee Valley Authority, 2pp 22330 305 24X 

Fiche 50-327. 04/02/27. 8403070151 


0403160139 Advises that B4OJ01 rev to physical security plan consistent 
te/provis ions of 10CFH50 54 ( p > & acceptable 

LEWIS. R C Division of Project fc Resident Programs 34/03/13 
PARRIS, H 0 Tennessee Valley Authority 2pp 22635 331 24X 

Fiche 50-327, 84/03/13. 8403160139 


8403260277 Revised Emergency Plan Implementing Procedures SON-IPD 
'‘Implementing Procedures Indec" It SON IP-5 "General 
Emergency 11 W/B40320 ltr 

NOBLEB, L M . CRAWLEY, 0 E . MILLS, L rt Tennessee Valley Authority 
84/03/16 0‘REILLY.J P Region 2, Office of Director 6pp 
22753 028 24X Fiche 50-327,04/03/16,0403260277 


J Insurance 4 indemnity information 


0403060224 Forwards Endorsement 40 to NELI A Policy NF-247 

DUCK, J R Marsh 4c McLennan, Inc 64/02/20 SALT Z MAN, J Assistant 
Director for State 4, Licensee Relations 2pp 22516 062 24X 

Fiche 30-327, 84/02/28, B40-3060224 


0403070175 Forwards Endorsement 34 to MAELU Policy MF-102, co r rec t lng 
policy number on Endorsement 33 from MF— 77 to MF-102 
DUCK, J R Marsh 6 McLennan. Inc 94/03/01 SALTZMAN, J Assistant 

Director for State 4, Licensee Relations Ip 22538 391 24X 

Fiche 30-327, 84/03/01. B4O307O175 


P Operating license stage documents Si correspondence 


8403020313 Forwards addl comments to Guidelines 3a, 7a 8, 7b of technical 
evaluation rept In response to NRC 820630 ltr re control of 
heavy loads, per Generic Ltr 61-07 

MILLS, L n Tennessee Valley Authority B4/02/23 ADENSAM. E 
Licensing Branch 4 llpp 22439 190 24X Fiche 30-327, B4/02/2B. 

8403020313 


S403160247 Informs of B40327 meeting to discuss proposed responses 
ta NRC questions nn Rev 7 to topical QA program, per 
840302 tele on 

LEWIS, R C Region 2. Office of Director B4/O3/0B PARRIS.H G 
Tennessee Valley Authority }p 22660 361 24X 

Fiche 30-000,94/03/03,6403160247 


0403290038 Forwards revised responses to 831123 t< 04010? ltr* re 
approval of proposed license amend re post-accident 
sampling for fact 1 i 1 1 es, TMI Item 110 3 

MILLS. L M Tennessee Valley Authority 84/03/23 ADENSAM. E 
Licensing Branch 4 ?pp 22B06 237 24X Fiche 30-327,34/03/23, 

940329003S 


0 Inspection reports, IE Bulletin* L correspondence 


8403160217 Forwards IE Insp RepU 50-327/04-03 *. 50-320/04-03 on 
840106-0205 No violations or deviations noted 

VERRELLI.D M Division of Project & Resident Programs 84/02/15 
PARRIS.H 0 Tennessee Valley Authority 2pp 22661 091 24X 

Fiche 50-327,84/02/15.8403160217 


—0403160223 IE Insp Repts 50-327/04-03 tr 50-326/04-03 on B40I06-0205 No 
violations or deviations noted Major area* inspected 
operation safety verif I cat ion. LER review 8, independent in*p 
effort, ESF 5 !j s operability verification & TMI action plan 
FORD, E J , BUTLER, & D Region 2, Office Of Director JULIAN, C A 
Division of Project s< Resident Programs 04/02/15 3pp 
22661 093 24X Fiche 30-327, 04/02/ 1 5, 8403160217 


0403070151 Ack receipt of 840208 Itr informing NRC of step* taken to 
correct violations noted in IE Insp Rapt* 50-327/03-29 U 
50-328/63-29 

O'REILLY, J P Region 2, Office of Director 04/02/27 PARRIS.H G 
Tennessee Valley Authority Ip 22536 298 24X 

Fiche 50-327, B4/02/27. 0403070151 


— 0403070139 Notice Of violation from Insp on B31 106-1203 

* Region 2, Office of Director 84/01/10 3pp, 22530.307 24X 

FichB 30-327.04/02/27.0403070151 


— 8403070163 IE Insp Repts 30-327/83-29 U 30-320/03-29 on 031106-1203 
Violations noted failure to follow Sys Operating Instruction 
14 3 for high erud tank B release L failure to inspect work 
per MiiAI-12 requirements 

FORD, E J , CUTLER. 8 D Region 2, Office of Director JUL IAN, C A 
Division of project S< Resident Programs 04/01/09 6pp 
22538 310 24 X Fiche 50-327,04/02/27,8403070151 


B401 190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits t< Annunciation," Bvc list 
enc l 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 04/02/28 Consolidated Edison Co of Niw 

York. Inc 1 1 5pp 22909 239 24X Fiche 30-000,84/02/28,040119007? 


8402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Rev 9 by DOT Si NRC," Svc list encl, 

GRACE, J N Division of QA, Safeguards & Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc. 

130pp 22952 329 24X Fiche 50-000,84/03/02,0402090007 


B40209000B IE Info Notice 84-16, "Failure of Automatic Sprinkler Syt 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedness i Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of Neu 

York, Inc 122pp 22333 090 24X Fiche 50-000,84/03/02,8402090000 


0402070009 IE Info Notice 84-13, "Reporting of Radiological Releases " 
Svc list encl 

JORDAN. E L Division of Emergency Preparedness !< Engineering 
Response (Pest 6301031 84/03/02 Consolidated Edison Co. of Net, 

York. Inc l!9pp 22533 217 24X Fiche 50-000,04/03/02,8402090009 


0402090011 IE Info Notice 04-17, "Problems W/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/05 Consolidated Edison Co of New 

York, Inc I 17pp 22353 336 24X Fiche 90-000,84/03/05,8402090011 


9402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Inspi of 
Fire Protection Safe Shutdown Sys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post B301Q3) 84/03/07 Consolidated Edison Co of New 

York, Inc ilOpp 22635 049 24X Fiche 50-000, S4/03/07, B402090024 


S40209002B IE Info Notice 04-10. "Stress Corrosion Cracking in PWR 
Sys ■ Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc U&pp 22304 186 24X Fiche 30-000,84/03/07,8402090023 


B402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Bvc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fi ch * : 50-000, 84/03/1 2, 0402090031 , 


3402090043 IE Info Notice 84-19, "Two Events Involving UnauthorUed 
Entries Into FUR Reactor Cavities " Bvc list encl 
JORDAN, E L Division of Emergency Preparedness * Engineering 
Response (Post B30103) 84/03/21 Consolidated Edison Co of New 

York. Inc 123pp 22023 229 24X Fiche 30-000,84/03/21,8402090043 


8402090044 IE Info Notice 04-20, "Svc Life of Relay* in Safety-Related 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness I. Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co. of New 

York, Inc 1 33p p 22933 001 24X Fiche 30-000,04/03/21,8402090044 
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R Periodic operating report* & related correspondence 


B403Q200Q2 Monthly operating repts for Jan 1984 W/040315 Itr 

MASQN.C C Tennessee Valley Authority 84/01/31 30pp 22442 137 
24X Fiche 30-327,84/01/31-8403020002 


8403070293 “NPDES Discharge rtonitorlng Rapt, Nov 1903 - Jan 19B4 “ 

» Tennessee Valley Authority 84/01/31 79pp 22546 092 24X 

Fiche 50-327,84/01/31,8403070295 


8403300154 Montyly operating rept* for Feb 1984 W/840313 ltr 

EDD1NQ8, M 0 , MASON, C C Tennessee Valley Authority B4/02/29 
3Jpp 22B21 016 24 X Fiche 50-327, B4/02/29, B4033001 54 


0 Reportable occurrences, LERs (< related correspondence 


B4O3O80O11 Forwards response to Commissioner Gillnsky request for info 
on frequency of personnel errors at selected operating 
plants Summary of tabulated events re operator errors, 
personnel error* or procedural errors provided for CYB3 
DIRCKB, W J office of the Executive Director for Operations 
34/02/24 PALLADINO Commissioners 17pp 223B4 142 24X 

Fiche. 30-000, 84/02/24, S4030B0011 


0403130 181 Forwards "Failures in Upper Head Injection Sys “ Licensees 
taking action to resolve setpoint drift on Barton level 
transmitters No AEOD action recommended 

ZUKOR, D J Reactor Operations Analysis Branch 04/02/28 
BE/FRIT. K V Reactor Operations Analysis Branch lp 22646 272 
24X Fiche 50-000, 84/02/28, 8403i301Bi 


— 84031 50 1 03 “Failures In Upper Head Injection Sys," AEOD engineering 
evaluation rept 

ZUKOR, A Director's Office 84/02/28 Bpp 22646 273 24X 

Fiche 30-000,84/02/28,8403130181 


9403270319 Part 21 rept re broken contact carrier in control device of 
7 3 kV-15 kV, 500-730 MV A, 9 kV 350-3,000 *< all HKV circuit 
braakers Initially reported on 030223 Addenda to 
Installation it maint procedures sent to affected unit* 

DUVALL, D D Brown Dover! Corp (subs of Brown Dover! & Co , Ltd ) 
84/03/19 Record Services Branch (Document Control Desk) Spp 
22772 114 24X Fiche 30-000,84/03/19,8403270219 


8403300204 LER 84-003-00 on 840227, vital inverter failed Caused by 
blown fuse due to incorrect connection which caused 
containment ventilation isolation Containment ventilation 
isolation reset •< Inventer returned to svc W/840327 ltr 
DUGQIN, 0 , MASONiC C Tennessee Valley Authority 04/03/27. 3pp 
22319 324 24X Fiche S0-32B, 84/03/27, B403300204 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 


A Application/construction stage documents S, correspondence 


0403010192 FOIA request for records relevant to or generated In 
connection w/Q3102i "Rept on Review oF Diesel Generator Bldg 
at Midland " 

GARDE, B P Government Accountability Project 83/11/26 Office 

of Administration 2pp 22443 092 24X Fiche 30-329,83/11/26, 

8403010192 


8403010I9B Responds to FOIA request for records relevant to or 
generated in connection w/831021 "Rept on Review of Diesel 
Generator Bldg at Midland “ Forwards App B documents App A 
documents available in PDR 

FELTON, J M Division of Rules and Records 83/12/14 GARDE, B P 
Government Accountability Project 4pp 52443 092 24X 

Fiche: BO-329, 83/12/14, 8403010198 


— B3103L0471 Forward* task group rept, “Rept on Review of Diesel 
Generator Bldg at Midland," Oct 1983 Large addl settlements 
not anticipated More accurate program to monitor crackt 

needed, 

KUO, P. Structural it Geotechnical Engineering Branch 83/10/21 
KNIOHTiJP Assistant Director for Comp t< Structure* Engineering 
(Post 030201) 2pp 22449 152 24X Fiche. 50-329, 03/12/14, 

B403010i9B 


--8310310473 "Rept on Review of Diesel Generator Bldg at Midland " 

TAN,C P Structural U Geotechnical Engineering Branch B3/10/31 
96pp 22443 134. 24X Fi c h e: 30-329, 83/ 12/1 4, 84030101 99 


— 8312010004 Forwardt corrected Pages 9,17,20 J, 4 to App 11 to rept on 
review of dieeel generator bldg, 

KUO, P Structural & Geotechnical Engineering Branch 83/11/14 
KNISKT, J P Aseistant Director for Comp *< Structures Engineering 
(Post 830201). Spp 22443 236. 24X Fiche 30-329,83/12/14, 

84030 10198 


-0312030628 Requests rept re adequacy of diesel generator bldg on 
expedited basis as input to Congress re Landsman concerns 
EISENHUT, D G Division of Licensing 83/! 1/10 VOLLMER, R 
Division of Engineering Ip 2244S 263 24X 

Fiche 50-329.03/12/14,8403010198 


— 8312070022 Forwards Structural tt Geotechnical Engineering Branch 
assessment of “Rept of Review of Diesel Generator Bldg at 
Midland," dtd 031021 per E Adensam ?< W Paton requests 
Meeting tt passible reopening of hearing recommended 
LEAR, G Structural 6 Geotechnical Engineering Branch 83/11/22 
VOLLMER, R H Division of Engineering 2pp 22443 260 24X 

Fiche 30-329, B3/I2/ 14, 8403010198 


— B31207029B Discusses recommendation for suppl to Board Notifications 
83-165 it 83-133 re diesel generator bldg Comments J, 
recommendations of J Kane It F Rinaldi on task group rept 6 
reopening of hearing provided 

MQQD, D 8 Licensing Branch 4 03/11/22 EISENHUT, D G Division 

of Licensing 4pp 22445 264 24X Fiche 50-329,83/12/14, 

8403010198 


--8312080134 Recommends PT Kuo B31114 memo containing four corrected 
pages to rept re structural adequacy of diesel generator 
bldg be forwarded to Doard as supplemental notification to 
BN 03-165 

HOOD, D Licensing Branch 4 83/11/17 EISENHUT, D Assistant 

Director for Licensing lp 22443 261 24X Fiche 30-329, 

83/12/14, 0403010198 


— 8403010204 Advises that info re plan to address Landsman concerns 
should be Issued as Board Notification 83-109 
EISENHUT, DG Division of Licensing 83/07/27 NOVAK, T 
Assistant Director for Licensing lp 22445 090 24X 

Fiche 50-329,83/12/14,0403010190 


— 8403010211 Advises that attached correspondence re new schedule for 
review of Landsman concerns should be issued as Board 
Notification 83-142 W/o end 

EISENHUT, D Q Division of Licensing 83/09/20 NOVAK, T 
Assistant Director for Licensing Ip 22445 099 24X 

Fiche 50-329,83/12/14,0403010198 


— 0403010217 Draft rept, “Review of Diesel Generator Bldg at Midland 
Plant 11 

MILLER, C A , COSTANTINO.C J Orookhaven National Laboratory 
83/09/23 25pp 22445 100 24X Fiche 50-329,83/12/14,8403010198 


— 8403010223 Advises that encl JP Knight 030923 memo to RH Vollmer should 
be issued as Board Notification B3-153 W/o encl 
EISENHUT, D G Division of Licensing 83/10/05 NOVAK. T 
Assistant Director for Licensing lp 22445 129 24X 

Fiche 50-329,83/12/14,8403010190 


—0403010227 Forwards "Review of Diesel Generator Bldg at Midland Plant " 
REICH, M Brookhaven National Laboratory 03/10/17 KUO, P T 
Structural S, Geotechnical Engineering Branch lp 22443 126 24X 

Fiche 30-329,83/12/14,8403010198 


—0403010231 "Review of Diesel Generator Bldg at Midland Plant “ 
MILLER, C A , COSTANTINO.C J Brookhaven National Laboratory 
83/10/17 25pp 22443 127 24X Fiche 30-329,83/12/14,8403010198 


— 8403010245 Requests that encl rept on review of diesel generator bldg 
!< util analysis requested during review be Issued as Board 
Notification 83-165 

EISENHUT, D 0 Division Of Licensing 03/10/26 NOVAK, T 
Assistant Director for Licensing 6pp 22443 250 24X 

Fiche 50-329,03/12/14,8403010190 


— B403010273 Advises that supplemental info provided in PT Kuo 631114 
memo to JP Knight will be transmitted to Midland Board as 
suppl to Board Notification 83-165 Issue will be 
incorporated as Board Notification 83-165A W/o encl 
EISENHUT. D G Division of Licensing 83/11/16 NOVAK. T 
Assistant Director for Licensing ip 22445 262 24X 

Fiche 50-329,83/12/14,0403010198 


— 8403010282 Forwards guidance for use in deciding whether to recommend 
that hearing be reopened Hearing should be reopened based on 
listed reasons 

VOLLMER, R H Division of Engineering 83/J1/2S EISENHUT, D 0 
Division of Licensing 3pp 22445 270 24X Fiche 50-329, 

03/12/14, 8403010190 


--8403Q10B85 Advises that Vollmer recommended reopening Midland hearing 
on diesel generator bldg structural adequacy issue, based on 
task group rept Vollmer memo encl W/o encl 
ADENSAM, E NRC - No Detailed Affiliation Given 83/11/23 
EISENHUT, D NRC - No Detailed Affiliation Given lp 22449 273 
24X Fiche 90-329,03/12/14,8403010198 
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3403010496 Appeals denial of FOIA request for T Novak notes generated 
fry or during visit to Glen Ellyn, IL to discuss Ofc of 
Special Cases findings re facilities from Sept 1982 to Dec 
1983 

GARDE' 5 P Government Ac c nun t afr t 1 i ty Project S4/01/17 

FEL 10 N. 0 M Qivilion of Rules and Record* lp 22443 274 24X 

Fiche 50-329,84/01/17,8403010436 


B 403060496 Further response to FOIA request for documents re evaluation 
or review of d esign, const , scfi edul »ng, c o*t b licensing of 
facilities from 1977 to present Hept unavailable for 
Categories 1 t< 2 Panel records on evaluations placed in PDR 
FELTON, J M Division of Rules and Records 84/01/24 ZACK, A M 

Harris, Sott, Denn b Drlker 2pp 22552 252 24X 

Fiche 50-329,84/01/24,8403060496 


3403060370 Notifies of independent design h const verification program 
940313 meeting w/NRC 6 util in Bethesda.MD to discuss 
details of completion of 1DVP 

LEVIN, H A TERA Corp B4/02/24 EISENHUT, D G Division of 

Licensing KEPPLER, J 0 Region. 3, Office of Director COOK, J. W 

Consumers Power Cd 3pp 22511 312 24X Fiche 50-329, B4/02/24, 

9403060370 


8403010396 Anthonies util to proceed u/remedial soils work activities 
scheduled for Mar I984,per B40214 request for Work 
Au tfnor 1 * a t i on Procedure 102950 125 

HARRISON, 3 J Region 3, Office of Director 84/02/28 QUAMME# D L 
Consumers Power Co 2pp 22432 104 24X Fiche 50-329,84/02/20, 

9403010296 


8403010497 Responds to appeal re denial of FOIA Tequest for records in 
possession of T Novak on visit to Glen Ellyn, IL to discuss 
findings of Ofc of Special Cases re facilities NRC has no 
records sub j to request 

DIRCKS, W J Office of the Executive Director for Operations 
94/02/29 GARDE, D P Government Accountability Project ip 
22443 273 2AX Fiche 50-329, B4/02/28, 84030 10497 


8403080230 Lists unresolved items ft audit finding repts» including 
MSA-B3-10-03U b MSA-83-25-07F, r e s pec t I ve 1 y 

a Consumers Power Co B4/02/28 Stone 6 Webster, Inc Ip 

22560 126 24 X Fiche 50-339,94/02/28,8403090230 


B403090241 Forwards 84022/ list of Bechtel personnel trained to 
accomplish status assessment 

a Consumers Power Co 04/O2/2B Stone b Webster, Inc 3pp 

22561 0 1 3 24 X Fiche 50-329, B4/02/28, 840308024 1 


S4030B0248 Forwards proposed list of remedial soils work for Nar 19 64 S, 
supplemental work activity list for Apr 1984 Review, comments 
5, author i lation requested 

Qi/AKME. D L Consumers Power Co 94/02/28 HARRISON, J J Region 3. 
Office of Director I3pp 22556 276 24X Fiche 50-329, 94/02/20, 

8403080248 


B4Q3090260 Forwards summary of sixth meeting on confirmed Items 1 1 
findings on 840201 at Bechtel Ann Arbor, lit ofc re items 
identified in independent design b const verification 
program monthly status rept dtd B40LJ3 

LEVIN. H A TERA Corp 84/02/28 KEPPLER, J G Region 3, Office of 
Director COOK, J W Consumers Power Co EI5ENHUT.0 G Division of 
Licensing 14pp 22557 078 24X Fiche 50-339,84/03/28,9403080260 


6403130261 Notifies that GR Fotiadc* placed on controlled distribution 
of training plan manual.per 840224 request 

QUAMME, D L Consumers Power Cd 84/02/29 B ARANOW, S Stone It 

Webster. Inc ip 22617 134 24X Fiche 50-339,84/02/28 , 840313026) 


8403220179 Forwards B40307 memo providing documentation to BbM for 
const implementation overview 

• Consumers power Co 94/02/20 Stone b Webster. Inc 4pp 
22717 024 24X Fiche 50-329, 04/02/29, 9403220179 


9403080263 Forwards weekly NSSS subcontract status rept for uk end 1 ng 
640217 W/o end 

« Consumers Power Co 84/02/29 Stone b Webster# Ine Ip 
22557 112 24X Fiche 30-329,94/03/29,9403090262 


B403130199 Provides list of documents tent to SbM on 840229 

» Consumers Power Co 64/03/01 Stone & Webster, Inc lp 

22617 323 24X Fiche 50-329.84/03/01.9403130189 


8403140021 Forwards Vot X to “Seismic Margin Revi ew, Hisc e l laneous 
Subsystems b Components *' 

COOK.J W Consumers Power Ca 94/03/01 DENTON, H ft Division of 
Licensing 3pp 22632 167 24X Fiche 50-329, B4/O3/01 , 84031 4002 1 


— B403140Q26 "Seismic Margin Review, Mi sc e 1 1 aneous Subsystems b 
Components ” 

WESLEY, D A . MARVER.R B Structural Mechanics Associates BMA 
13701 Q5R003 VI 0 04/02/29 200pp 22632 171 24X 

Fiche 50-329,84/03/01,9403140021 


B403130470 Discusses sampling lnsps of const training record s for 
personnel noted in Correspondence CSC— 7382 Personnel listed 
cleared to perform status assessment end W/o end 

KARR. J E Stone b Webster, Inc 84/03/02 QUAMME, D L Consumers 

Power Co lp 22613 209 24X FichB 50-329, B4/03/02, 8403 130470 


8403150003 Forwards svc water pump structure crack survey rept 
NRC concurrence of mods to crack mapping program requested 
Sewn overs lie drawings end Aperture cards are available in 
PDR 

MDONEY. J, A Consumers Power Co 84/03/05 HARRI9DN. J J Region 3, 
Office of Director 30pp 22024 116 24X Fiche 50-329,8 4/03/03. 

8403150003 


8403130398 Forwards signed affidavit b resume for RE Horine assigned to 
const implementation staff at plant 

KARR. J E Stone b Webstar, Inc 94/03/06. HARRISON, J J Region 3, 
Office of Director 9pp 22605 001 24X Fiche 50-329,84/03/06, 

0403130388 


8403130482 Advises that listed remedial soils work activities presently 
scheduled for Apr 1984 identified as critical work 
activities Appropriate details of listed activities 
requested to assist NRC in review 

HARRISON, J J Region 3, Office of Director 84/03/06 QUAMME, D L 
Consumers Power Co 4pp 22613 193 24X Fiche 50—329,04/03/06, 

B40313Q4B2 


B403190Q9B Advises that PBACK eliminated from weekly distribution of 
summary of inspector training b personnel form printouts 
QUAMME, 0- L Consumers Power Co 84/03/06 BARANOW, 8 Stone b 
WebstBr, Inc 2pp 22669 302 24X Fi ch». 50-329, 04/03/06 , 

8403190098 


8403230114 Provides addl info on scope of work required to support 
turbine roll test milestone as part of const completion 
program implementation 

QUAMME, D L Consumers Power Co 84/03/06 HARRISON, J J Region 3, 
Office of Director 9pp 22730 337 24X Fiche 50-329,04/03/06, 

04032301 14 


0403140032 Forwards “Plan to Conduct Independent Mgt Appraisal of 
Midland Nuclear Project," by Cre sap, McCorml c k b Paget 
Appraisal will examine util approach for completing plant 
Certificate of Svc end Related correspondence 

COOK# J W Consumer* Power Co 84/03/07 KEPPLER, J 0 Region 3# 
Office of Director 4pp 22633 129 24X Fiche 50-329.04703/07, 

8403140032 


— 8403140038 “Plan to Conduct independent Mgt Appraisal of Midland 
Nuclear Project " 

* Cresap, McCormick b Paget B4/03/Q7 73pp 226331133 24X 

Fiche 50-329,84/03/07,8403140032 


0403130153 Authorites util to proceed w/Phase l const completion 
activities for listed plant modules, per 040215 b 0306 
requests Partial sys approved for Phase 2 activities located 
in module areas also listed 

HARRIBON, J J Region 3, Office of Director 04/03/00 QUAMME, D L 
Consumer* Power Co 3pp 22601 262 24X Fiche 50-329.04/03/00, 

8403130153 


— B403130163 Submits addl info on scope of work required to support 
turbine roll test m i 1 es tone, per 840215 1 tT. Further 
definition of scope for seven Q-llited sys b description 
of const completion program process provided 

QUAMME, D L Consumers Power Co 84/03/06 HARRISON, J J Region 
3, Office of Director 9pp 22601 267 24X Fi che ' 50-329, 

04/03/08, 8403130153 


8403200027 Requests authorization to proceed per work author i i*ti on 
procedures to excavate Lag Zones V3 b Z3, install brace 
struts ElO, Ei 1, W10 b Wil, install temporary support 
bracket at El b W1 b remove unacceptable backfill fc casing. 

MOONEY, J A Consumers Power Co B4/03/0B HARRISON, d. J, Region 3, 
Office of Director. lp 22699,233 24X Fiche 50-329, 84/ 03/0B, 

8403200027 


B40319O1B0 Aclc receipt of 840207 ltr indicating desire to discuss 
likely operation date Cost, generating capacity b extent to 
which costs attributable to reasons beyond control of 
licensee discussed 

KEPPLER, J Q Region 3, Office of Director 84/03/09, BARAK, A J 
Michigan, State of. 2pp 22671 144 24X Fiche, 50-329, 94703/09, 

0403190180 
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— B4031901B6 Discusses 831028 1 tr recommending deferring further 
Cafeload Forecast Panel meetings Earliest completion date 
for Unit 2 not expected until months after Second Quarter 
1986 8, Unit 1 expected 6-9 months thereafter 

NOVAK ■ T M Assistant Director for Licensing 83/12/20 CODK. U W 

Consumers Power Co 4pp 22671 146 24X Fiche 50-329. B4/03/09, 

8403190180 


— 3403190193 Notifies that util seeking ratemaking treatment for plant 
Engineering consultants hired to prepare testimony re 
operation date. cost it generating capacity 

BARAK. A J Michigan. State of 84/03/07 KEPPLER, J 0 Region 3. 
Office of Director 2pp 23671 ISO 24X Fiche 50-329,84/03/09, 

B4 03190180 


8403200039 Requests authorization to proceed w/axcavatlon S< repair of 
fronn piping 4, excavation J, installation load of 
redesigned E-17 

MOONEY, J A Consumers Power Co 84/03/09 HARRISON, J J Region 3. 
Office of Director. Ip 33698 315 24X Fiche 50-329,84/03/09, 

B403 300039 


8403320025 Forwards 040305 memo re Unresolved Questions 47 Si 40 from 
Memo DEB 330-83 for PQC1 C-l 60. Rav 7 

BEAUDOIN, D E Consumers Power Co 84/03/12 F0T1ADEB, 0 R Stone Si 
Webster, Inc 2pp 22717 ISO 24X Fiche 50-329,84/03/13, 

8403220025 


B402Q90041 Board Notification 84-050 provides Commission policy 
statement !i proposid rulemaking on environ qualifications 
EISENHUT.D 0 Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel lQpp 24X Fiche 50-000,04/03/14,8402090041 


B4032000B4 Authorises listed critical remedial soils work activities 
for Mar 1984 

HARRISON, J J Region 3, Office of Director 84/03/14 QUAMME, D L 
Coniumers Power Co, 2pp 22685 294 24X Fiche 50-329,84/03/14. 

840320 0004 


840-3220202 Forwards complete responses to tracked info Items 058,059 t, 
tracked recommendation Item 060 re site auditing 
a Consumers Power Co 04/03/14 Stone J, Webster, Inc 1 1 p p 

22718' 090 24X Fiche 50-329,84/03/14,8403230302 


8403320082 Authorizes listed remedial soils work activity for Mar 1984 
HARR I80N, J U Region 3, Office of Director 84/03/15 QUAMME, D L 
Consumers Power Co 2pp, 22716 265 24X Fiche 50-329,84/03/15, 

8403220083 


8403230113 Forwards summary of independent design fc const verification 
program 840313 meeting w/util fc Qovt Accountability Project 
in Bethesda, MD 

LEVIN, H A, TERA Corp S4/03/13 KEPPLER, J 0 Region 3, Office of 
Director COOK.J, W, Consumers Power Co EI8ENHUT, D 0. Division of 
Licensing 37pp 22716 226 24X Fiche 50-329, 84/03/1 5, B4032201 i3 


8403270009 Forwards listing of QA mgt audits for tracked info Item 
0 52 

a Consumers Power Co 84/03/15 Btone & Webster, Inc 2pp 
22769:353, 24X Fiche 50-339,84/03/15,840327000? 


8403270014 Forwards summary of quality verification program mgt review 
830601 meeting 

PALMER, D, Consumers Power Co, 84/03/19 Stone 6 Webster, Inc 
14pp. 32770' 02? 24X Fiche 50-329, B4/03/19, 8403270014 


8403220100 Notifies of eighth independent design it const verification 
program 840328 meeting w/uti 1, Itham, Lincoln 4, BealeiQovt 
Accountability Project 8, Midland Daily News to discuss 
statue of confirmed Item* 4, findings 

LEVIN, H A TERA Corp 84/03/20 KEPPLER, J W Region 3, Office of 
Director EIBENHUT, D 0 Division of Licensing COOK. U W 
Coniumers Power Co. 5pp 22715' 179 24X Fiche 50-329, B4/03/20, 

8403280100 


8403270199 Notifies of eighth OCR status revitiu meeting on 840328 w/ 
utlliBliW St 6S,W in Ann Arbor. MI to discuss confirmed items 4, 
findings of independent design const verification program 
Agenda end. 

LEVIN, H. A, TERA Corp 84/03/20, EIBENHUT, D, 0 Division of 
Lieaneing KEPPLER, J, 0. Region 3, Office of Director COOK, V W 

Costume re Power Co, 5pp. 22769 157 24X Fiche 50-329,84/03/20, 

B40327C1 59 


B 4 033000 90 Forwards minutes of mgt rtvlew for const completion plan 
quality verification program 830429 meeting Agenda 4, 

•upporting documentation end 

PALMER, B, Coniumers Power Co 84/03/20 Stone 4, Webster, Inc 
46pp. 22822' 026 24X Fiche 50-329,84/03/20,8403300090 


8403220007 Requests author! zati on to proceed w/work authorization 
Procedure 802550205, "Excavate Around Manhole 10 ’• 

QUAMME. D L Consumers Power Co 84/03/22 HARR4 SON, J J Region 3. 
Office of Director Ip 22713 362 24X Fiche 50-329,84/03/22, 

8403220007 


F Security, medical, emergency It fire protection plans 


0402090006 Board Notification 84-034 forward* R Vollmer B40206 memo to 
D Eisonhut re fire research results concerning fires in 
electrical cabinets in control room 

EISENHUT, D 0 Division of Licensing 84/02/23 PALLADINO 
Commissioners ip 22576 203 24X Fiche 50-000,84/02/23, 

8402090006 


— B4030803I6 Recommends that info re fire research results concerning 
fires in electrical cabinets in control room be submitted 
for board notification, per NRR Ofc Ltr 19, dtd 821001 Further 
evaluation of test data required. 

VOLLMER, R H Division of Engineering 84/02/06 EIBENHUT, D 0 
Division of Licensing lOpp 22576 204 24X 

Fiche 50-000,04/02/23,8402090006 


B403120103 Notifies of 840323 workshop on fire protection saf* shutdown 
requirements of tOCFRSO, App R in Rosemont, IL to discuss IE 
Info Notice 84-09 & provide addl shutdown analyses 47or mod 
guidance Agenda end 

SPESSARD, R L Division of Emergency Preparedness 4, Operational 
Support 04/03/06 COOK, J W Consumers Power Co 3pp 22588 223 
24X Fiche 50-329, B4/03/06, 8403120103 


0 Adjudicatory correspondence 


8403060093 Forwards list of audit repts dtd 840130-0202 Certificate of 
Svc end Related correspondence 

BRUNNER, J E Consumers Power Co 94/02/29 BECHOEFER, C , 

HARBOUR, U , COWAN, F P Atomic Safety and Licensing Board Panel 
4pp 22516 334 24X Fiche 50-329.84/02/29,8403060093 


6403140119 Contention on Transamerlca Delaval diesel generators re 
Model DSRV 12 Model cannot be relied upon to perform 
requisite safety function 

STAMIRISjB Stamiris, B 84/03/04 Atomic Safety and Licensing 

Board Panel 3pp 22624 201 24X Fiche 50-329.04/03/04,8403140119 


8403140075 Forwards DG Elsenhut 830810 ltr to BP Garde, per 830921 
commitment W/o end 

HASSELL, D F Hearing Branch 1 84/03/05 OECHHQEFER, C . 

COWAN, F P , HARBOUR. J Atomic Safety and Licensing Board Panel 
Spp 22633 081 24 X FichB 50-329,94/03/03,8403140073 


8403140154 Forwards summaries of B20202-05 meeting !< audit re auxiliary 
building underpinning, 020316-19 meeting 6 audit re soils 
remedial action 4, 831004-07 audit 8, meeting re HVAC sys 
WILCOVE, M N Hearing Branch 2 84/03/05 BERNABEi, L Government 

Accountability Project Spp 22621 361 24X Fiche 50-329, 04/03/0*:. 

8403140154 


8403150003 Forwards svc water pump structure crack survey rapt 
Concurrence on mods to crack mapping program requested 
Details will be discussed at 040404 meeting Certificate 
of Svc end Related correspondence 

MOONEY, J A Consumers Power Co 84/03/05 HARRISON. J J Region 3, 
Office of Director 30pp. 22B24 116 24X Fiche 50-329,04/03/05, 

0403150003 


8403120039 Advises that entire firelirte excavation backfilled after 
physical connections made to restore fire svc to portions 
of site 8vc list end Related correspondence 

BRUNNER. 0 E Carolina Power t. Light Co 84/03/07 BECHHOEFER, C , 
COWAN, F P , HARBOUR, J Atomic Safety and Licensing Board Panel 
Spp, 22589 271 24X Fiche, 50-329, 94/03/07, 8403120039 


8403130114 Order revising schedules for submittal of proposed findings 
4, conclusions on QA/mgt attitude issues ABLB may issue 
separate partial initial decision on certain issues not 
encompassed by proposed findings on issues 

BECHHOEFER, C. Atomic Safety and Licensing Board Panel 84/03/12 
2pp 22615 295 24X Fiche 50-329. 94/0-3/12, 8403130114, 


8403190166 Forwards Bechtel quality action rept supporting D Ltwis 
testimony r# buried control room pr easuriiatlon pipe 
Corrosion caused by stray welding currents not item of 
concern Svc list end Related correspondence 
BRUNNER, U E Consumers Power Co 04/03/12 BECHHOEFER. C , 
HARBOUR, U i COWAN, F P Atomic Safety and Licensing Board Panel 
7pp 22669 184 24 X Fiche 50-329,94/03/12,8403190166 
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8403230031 Requests approval for release of insp activity P*r tlflc 
reuort <ji »poi 1 1 ion regardless of position of module action 

isuriT z'.izr.r.i'.r «. ...ovo , 

Heajon 3. Office Of Director 3 PP 22724 335 24X 

Fiche 50-32? 64/03/13.0403230031 


640320001 1 Proposes to defer response to Stamins OL contention re 
Transamerica Delaval diesel generators until after receiving 
Staniris ltr in support of timeliness of contention Proof 

■g ILOMEtl'a's Ishan. Lincoln k Beale GILDMEN. B « Consumers Power 
Co 34/03/15 BECHHOEFER.C Atomic Safety and Licensing Board 
Panel 3PP 22683 358 24X Fiche 50-329, 84/03/1 S' S4032QO0 11 


8403200139 Addendum to Statniris contention on Transameriea Delaval. Inc 
diesel generators addressing late filing factors of 
10CFR2 714 

S TAM IRIS 0 Stamiris, B 84/03/15 Comm i ss 1 oners 2pp 

22*99 156 24X Fiche 50- 329< 84/03/15. 8403200139 


B4Q327Q020 Proposes to defer response to Stamiris 840304 contention re 
Transatner i ca Delaval diesel generators Proof of Svt end 
GILOMEN.B R {sham. Lincoln lr Beale GILOMEN.B R Consumers Power 
Co DSB 110 34/03/15 eECHHOEFER.C Atomic Safety and Licensing 

Board Panel 3?P 227** 360 24X Fiche 30-329, 84/03/ IS. B403270020 


8403220246 Order setting t toe for responses to B Stamiris 040304 
motion as if 840318 addendum was original filing date Served 
on 840322 

BECKHOEFER.C Atomic Safety and Licensing Board Panel USB 059 
84/03/21 Office of the Executive Legal Director 2pp. 

22719 049 24 X Fiche 50-329.84/03/21.840322024* 


840328Q34S Order eitendmg time until 840425 for Commission to act to 
review Director's Decisions OD-83-16 t* D0-84-2 Served on 
840328 

CHILK.S J Office of the Secretary of the Commission DSB 158 
84/03/27 Commissioner* lp 22737 143 24X 

Fiche 30-329.84/03/27,8403260348 


I Financial information 


8403190071 Annual Financial Rept for 1983 W/840312 ltr 

SELBY, J 0 • FOLAHEE, J B • PERRY. P A Consumers Power Co 83/12/31 
0 1 AMBU5SD. A Division Of Licensing 34pp 2266* 136 24X 

Fiche 50-000.83/12/31.8403190071 


84Q3Q60385 Forwards IE Monthly Meeting Ropts 
50-330/84-03 on 840209 

WARNICK.R F Region 3, Off id® ?‘ rec * J 
Consumers Power Co 2pp 22307 0D4 34X 




30-329/84-03 Sf 

84/03/01 COOK. J W 
Fiche 30-329.84/03/01. 


-84030*0398 IE Monthly Meeting Rept* .at king^ 8 ^”^ 0 " 

840309 Major topics discussed crack mapping, EPA datum 
loads & US Testing audit corrective action statu# 

SESSi" n 5 ;, HAR 22507' iot lllTut /2£?. 

-8403060407 Forwards minutes of Feb 1984 monthly third-party assessment 

k&:s r x^e '******.* — 

3, Office of Director 21pp 22507 Oil. 24X 
Fiche 50-329.84/03/01. 8403060383, 


-8403060415 Forwards Independent Assessment of Underpinning Weekly Rept 

LUCKS. A S stone h Webster. Inc B4/02/12 CO ?£' R NHC " N ° 
Detailed Affiliation Given llpp 22S07 032. 24X 


8403060420 Forwards Independent Assessment of Underpinning Weekly Rept 


69 for 840108-14 

LUCKS. A S Stone 4. Webster. Inc 
Detailed Affiliation Given 15pp 
Fiche 50-329. 84/03/01. 840306038S 


84/01/17 COOK. R NRC ~ Nd 
22507 043 24X 


— 8403060423 Forwards independent Assessment of Underpinning Weekly R«pt 
70 for 840115-21 

LUCKS. A S stone U Webster. Inc 84/01/25 COOK, fl NRC - No 

Detailed Affiliation Given 14pp 22307 038 24X 

Fiche 30-329. B4/03/OI. 84030603B5 


- -8403060428 Forwards Independent As*' 
71 for 840122-28 

LUCKS, A 6 Stone * Webster, Inc 
Detailed Affiliation Given 16pp 
Fiche 50-329, B4/03/01. 8403060385 


ssment of Underpinning Weekly ftepl 

84/02/08 COOK, R NRC - No 
22307 072 S4X 


— 8403060442 Forwards Const Implementation Overview Weekly Rept 31 for 
840109-13 „ „ , 

KARR. U E stone 6 Webster. Inc B4/01/1B KEPPLER, U 0 Region 
3 . office of Director 17pp 22507 100 24X 

Fiche 50-329,84/03/01,8403060385 


Q Inspection reports, IE Bulletin* h correspondence 


— 8403060444 Forwards Const Implementation Overview Weekly Rept 32 for 
840116-20 „ „ 4 

KARR. J E Stone * Webster. Inc 84/01/27 KEPPLER, U 0 Region 
3, Office of Director 20pp 22307 117 24X 

Fiche 50-329,84/03/01,8403060389 


8401230630 Partial response to FOIA request for IE 800103 rept re 
review of mat! false statement at faci 1 ities. associated !< 
supporting records to rept t, repts prepared in response 
Forwards App A documents Review of addl records In progress 
FELTON. J M Division pF Rules and Records 03/11/01 WINSLOWfR 
Wall Street Journal 0pp 21905 337 24X Fiche 50-329, B3/1 1 /Ol . 

8401230630 


84OPO70229 Partial response to FOIA request for repts re NSC 
investigation of failure of reactor vessel holddown studs on 
Unit 1 reactor vessel Forwards App A & B documents 
FELTON, J M Division of Rules and Records 84/02/83 PLATO, g D 
Kohl, Secrest, Wardle. Lynch, Clark {.Hampton 6pp 22564 149 24X 

Fieh* 50-329,84/02/23.84 03070229 


—0403070343 Forwards IE Insp Repts 50-329/80-12 6 50-330/80-13 on 
800301-31 No noncompliance noted Major areas inspected 
eiam of procedures * representative records, observation# & 
interviews w/personnel U/o end 

FIORELLI.G Region 3, Chicago, Office of the Director 80/05/19 

HOWELL, 8 H Consumers Power Co 2pp 22864 170 24X 

FiChe 50-329,84/02/23,8403070229 


—8403070351 Responds to 830901 ltr h forwards IE Investigation Repts 
30-329/80-13 * 50-330/80-14 W/o end 

LEWIS, 8 H Region 3, Of f ice of Direc tor 83/09/20. MYERS. T F 
Garan, Lucow, Miller, Seward, Cooper U Seeker lp 22564 263 
24X Fiche 50-329, 84/02/23. 8403070229 


8401190072 IE Info Notice 84—13. "Potential Deficiency in Motor 
Operated Valve Control Circuits 6 Annunciation *’ Svc list 
«ncl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response {Post 830103) 84/02/28 Consolidated Edison Co of New 

Yorl. Inc il5pp 22909 239 24X Fi c h e 50-000. 84/02/23, 8401 190072 


— 8403060445 Forwards Const Implementation Overview Weekly Rept 33 for 
840123-27 

KARR. J E Stone t< Webster. Inc 84/02/01 KEPPLER, U 8 Region 
3. Office of Director, 17pp 22307 137 24X 

Fiche 50-329,84/03/01,8403060385 


8402090007 1E Info Notice B4-14, ''Highlights of Recent Transport 
Regulatory Revs by DOT 6 NRC " Svc list end 

GRACE, J N Division of QA, safeguards & Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York. Inc 

1 30p p 22382 329 24X Fiche 30-000.84/03/02,8402090007 


8402090008 IE Info Notice 84-16. "Failure of Automatic Sprinkler Byt 
Valves to Operate." Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22533 090 24X Fiche 50-000. 84/03/02, 8402090008 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness *< Engineering 
Response (Post 8301031 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp. 22553 217 24X Fiche 80-000, 64/03/08, 8402090009. 


B403060288 Authorizes util to jack Piers CT1 l CT12 a* long as 
auxiliary bldg differential movement controlled according to 
840106 agreement documented in IE Imp Repts 50-329/84-01 lx 
30-330/84-01 

HARRISON. J J Region 3, Office Of Director 04/03/02 OUAMME, D. L. 
Consumers Power Co lp 22519 168 24X Fiche 50-329,84/03/02. 

04O3O6O2B0 


0403130297 Advises that const Implementation overview performed 
sampling insp of const training records for personnel 
Results satisfactory 

KARR, J E stone * Webster, Inc 84/02/29 GUAMME. D L Consumers 
Power Co lp 226 l 7 233 24X Fiche 50-329, 84/02/29. 8403130297 


8403130254 Forwards RC Bember 040223 memo re MP0AD insp evaluation !< 
Over insp Audit MSA-84-4 

VOKAL. D J Consumers Power Co 84/03/02 Stone & Webster, Inc 
2pp 22606 054 24X Fiche 90-329,84/03/02,8403130254 
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840209001 1 IE Info Notice 04-17. "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN. E. L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/05 Consolidated Edison Co of New 

York, Inc U7pp 22553 336 24X Fiche 50-000.84/03/05.8402090011 


S4O2O90O24 IE Info Notice B4-09. Rev 1. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 0301031 84/03/07 Consolidated Edison Co of New 

York. Inc 118pp 22635 049 24X Fiche 30-000.84/03/07.8402090024 


8402090028 IE Info Notice 04-10. "Stress Corrosion Cracking in PWR 
Sy s " Svc list enc 1 

JORDANtE L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York. Inc llBpp 22504 106 24X Fiche 80-000.04/03/07.8402090020 


840209003 1 IE Bulletin 04-02, “Failures of OE Typo HFA Relays In Use in 
Class IE Safety Sys " Svc list enc) 

DEYOUNQ.R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

134pp. 22823 094 24X Fiche 90-000,84/03/12.8402090031 


8403220016 Submits summary of Bechtel investigation {< corrective 
actions to resolve issue of nonconforming mat) supplied by 
Tube-Line Corp, in response to IE Bulletin 03-06 Final 
rsspdnsa erpected by 640615 

COOK. J W Consumers Power Co 04/03/12 KEPPLER, J 0 Region 3, 
Office of Director 2pp 22712 339 24X Fiche 30-329.04/03/12, 

0403220016 


0403270199 Submits resolutions to concerns addressed in 840110 Itr re 
hanger reinsp program Computer listing of hangers evaluated 
against commodity list to determine base number of hangers 
In program submitted 

QJAMME, D L. Consumers Power Co 04/03/15 KARR, J E Stone b 
Webster. Inc 2pp 22770 291 24X Fiche 50-329,04/03/15, 

8403270199 


6402090043 IE Info Notice 04-19, "Two Events involving Unauthorised 
Entries into PWR Reactor Cavities 11 Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 50-000,04/03/21,8402090043 


6402090044 IE Info Notice 84-20, "Bvc Life of Relays in Ba f e ty-Re la ted 
Sys 11 Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison CD of New 

York, 1«1C 135pp 22933 001 24X Fiche. 50-000.04/03/21, 0402090044 


R. Periodic operating reports b related correspondence 


B40D07000B Forwards monthly rept for Jan 1984, per ALAD-106, including 
Bechtel nonconformance rept, Bechtel FSO nonconformance rept, 

Bechtel quality action requests, Bechtel mgt corrective 
action repts b Bechtel OA findings 

COOK. J W Consumers Power Co 04/02/25 DEYOUNG, R C Director's 
Office, Office of Inspection and Enforcement 2530pp 22329 010 

24X Fiche 50-329.04/02/25,0403070008 


0403220013 Forwards monthly status rept for Feb 1984 Monthly 
OCR/finding status review meeting scheduled for 840328 in 
Ann Arbor. rtl 

LEVIN, H A TERA Carp 84/03/16 E 1 8ENHUT , D 0 Division of 

Licensing. KEPPLER.J 0 Region 3. Office of Director COOK, J W 

Consumers Power Co 3pp. 22713 205 24X Fiche 50-329.04/03/16, 

0403220013. 


— 8403220022 “Midland Independent Design b Const Verification Program 
Monthly Btatus Rept Number 10 for Feb 1904 " 

DOUGHERTY, F A TERA Corp 04 / 03/16 34pp 22713 200 24X 

Fiche- 00-329, 04/03/16, B403220013 


0403273062 Forwards "Const Implementation Overview (CIO), " Weekly Rept 
39 lor 840305-09 

KARR, J. E Stone b Webster, Inc 04/03/16 KEPPLER.J 0 Region 3. 
Office of Director. 17pp 22766 0B8 24X Fiche 50-329,04/03/16, 

B40 3270 062. 


0403230043 Forwards monthly statue rept for Midland project for Feb 

1904 . 

WARWICK, R.F Region 3, Office of Director 04/03/19 KEPPLER, J 0 
Region 3. Office of Director lp 22720. 351 24X 

F 1 c h e , 50-329. 04 /03/ 17, 0403230043. 


— -0403230046 Forwards monthly status rept for Midland project for Feb 

1904. 

COOK, R J Region 3, Office of Director 84/03/15 WARN1CK.R F 
Region 3. Office of Director 2pp 22720 352 24X 

Fie**; 30-329, 84/03/19, 0403230043 


S Reportable occurrences. LERs b related correspondence 


0401230630 Partial response to FOIA request for IE 000103 rept re 
review of matl false statement at f ac i 1 1 1 1 e e- a sso c id ted & 
supporting records to rept 8. repts prepared in response 
Forwards App A documents Review of add 1 records in progress 
FELTON. J M Division of Rules and Records 83/11/01 WINSLOW. R 
Wall Street Journal 2pp 31905 337 24X Fiche 50-329, B3/1 1 /Ol , 

8401230630 


— 0401230660 P NO-79-039 on 790305. invest i gati on concluded that GA program 
for obtaining proper soil compaction of facility deficient 
excessive settlement observed w/dleseL generator bldg b 
incorrect info re soil foundation contained in FSAR 
8HEWMAKER.R E , HENDERSON. J B . THORNBURG. H D Office of 
Inspection b Enforcement. Office of the Director 79/03/06 2pp 
21903 352 24X Fiche 50-329, B3/ « 1/01 . B40J230630 


8403070226 FOIA request for repts re results of investigation of failed 
reactor vessel holddown studs on Unit 1 reactor vessel 
PLATO. E D Kohl, Secrest, Wardle, Lynch. Clark b Hampton 04/01/23 
KEPPLER, JO Region 3, Office of Director 2pp 22564 147 24X 

Fiche 50-329,04/01/23,8403070226 


8403010451 Informs Commission of problems w/omergency diesel generators 
mfg by Transamerica Delaval.Inc 

DIRCK8.W J Office of the Executive Director for Operations 
SECY-03-034 84/01/25 4pp 22430 347 24X Fiche 30-000, B4/0-1/23, 

8403010451 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Gimpel NP3-4 ThT valve, to close Enel Itr dtd 840203 
tent to listed utils GE notified of affected units in DWR 
p lan ts 

THEROUX, R R Terry Corp 04/02/22 WOODRUFF, R W Director's 
Office, Office of inspection and Enforcement 6pp 22706-327 24X 

Fiche 30-000-04/02/22,8403210032 


8403060269 Interim deficiency rept re noneonservative design of 
embedments in concrete using shear lugs located in tension 
tones Next rept expected by 940601 

COOK, J W Consumers Power Co 84/02/24 KEPPLER, J 0 Region 3, 
Office of Director 6pp 22515 201 24X Fiche 50-329. B4/02/23, 

8403060269 


0403070229 Partial response to FOIA request for repts re NRC 
investigation of failure of reactor vessel holddown studs on 
Unit 1 reactor vessel Forwards App A b B documents 
FELTON, JM Division of Rules and Records 04/02/23 PLATO, E D 
Kohl, Secrest, Wardle, Lynch, Clark tt Hampton 6pp 22564 14? 24X 

Fiche 50-329,04/02/23,0403070229 


— 0403070340 Act receipt of 791214 Interim rept re broken anchor bolt in 
reactor vessel support skirt flange. 

FI0RELL1,G Region 3, Chicago, Office of the Director 79/12/26 
HOWELL, 8 H Consumers Power Co IQpp 22564 150 24X 

Fiche 50-329,84/02/23,8403070229 


— 8403070345 Recommends order be issued to util requiring action to 
correct unacceptable anchor bolts at facility Draft Itr b 
order end 

KEPPLER, J G Region 3, Chicago, Office of the Director 80/06/27 
THOMPSON, D Executive Officer far Operations Support 36pp 
22564 172 24X Fiche 50-329, 64/02/23, B403070229 


— 0403070349 Forwards depositions re preservice failure of reactor vessel 
studs utilized at Unit 1 Related info and 
LEWI 8, 5 H Region 3, Office of Director B4/01/06 

BERKOVITZ.D M Office of the General Counsel 52pp 82564 264 
24 X Fiche 50-329.84/02/23,0403070229 


8403060104 Interim deficiency rept re BbW steam generator auxiliary 
feedwater header design change Unit 2 changes should be 
completed by B40229 Work an Unit i suspended due to delays 
In startup dates 

CDOKiJ W Consumers Power Co 84/02/24 KEPPLER, J G Region 3. 
Office of Director 3pp 22317 015, 24X Fiche 50-329,04/02/24, 

8403060104 


0403060272 Interim deficiency rept re nonconforming electrical raceway 
sys. Adverse effect of deficiencies on safety of plant 
operation unlikely Bechtel revised- final Repfc MCAR 70 end 
Next rept will be submitted by B4O6O0 

C8DK, J W Consumers Power Co 84/02/24. KEPPLER.J- 0, Region 3, 
Office of Director 7pp, 22917*066 24X Fiche. 50-329, 04/02/24. 

8403060272 


B4030604H Forwards signed affidavit 8, resume of Z Zitak assigned to 
const implementation overview staff 

KARR.J E Stone b Webster, Inc 94/02/24 HARRISON, J J Region 3, 
Office of Director 5pp 22511.347 24 X Fiche 50-329, 04/02/24, 

0403060411 
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34030B0026 Forwards rept on. B40210 silt meeting u/Bechtel & NRC re 
indiscriminate cable substitutions 

• Consumers Power Co 94/02/24 Stone b Webster Engineering 

Corp Op p 223b? 243 24X Fiche 30-32?, 94/02/24, 040303002* 


8403010207 Forwards ” Inve s t iga t 1 on of Type* AF t A£ Piston Skirts. " per 
Trintaisiriis Del aval, Inc Owners Group program commitments 
Rept evaluates cracks in AF piston skirts in Shoreham i 
Grand Gulf Nuclear Power Stations 

MUSELER, Ini J JDt {Transamer ica Oalaval, Inc I Owners Group 
B4/02/2? DENTON, H R Office of Nuclear ReactOT Regulation, 

Director 3pp 22434 0?0 24X Fiche 50-000, B4 /02/27, 04030 10207 


6403080343 Confirms that listing of open nonconformance repts, sorted by 
issue date, given to D Broun on B40221 

QUAMME, D L Consumers Power Co B4/02/27 BARANQW. S Stone b 
Webster, Inc 3pp 22561 006 24X Fiche 30-32?, B4/02/27. 

B4O308O243 


6403130074 Forwards closed Nonconformance Identification Rept NIR-018 
re training record discrepancies not in compliance 
w/regulrements of FPG-2 000/Rev 7, “Training of Const 
Personnel “ 

KARR.J E Stone b Webster, Inc B4/02/27 QUAMME. D L Consumers 
Power Co 3pp 22615 21? 24X Fiche 30-329,84/02/27, 6403130074 


6402090021 Board Notification B4-03? discusses NRC 840210 it 16 meetings 
w/Transamerl ca Delava], Inc Emergency Diesel Generators 
Owners Group Meeting scheduled on B403QB for finaliiation of 
generic program plan prior to MIC review 

EISENHUT, D S Division of Licensing 34/02/28 PALLADINO. 

GILINSKY. R0BERT5 Commissioners 3pp 22946 003 24X 

Fiche 30-000, B4/02/2B. 8402090021 


840301D2IB Forwards task descriptions for 16 known problems re 
Transamer ica Delaval,lnc emergency diesel generators 
MUEELER, W J TDJ ( Trans arer i c a Delaval, Inc ) Owners Group 
84/02/28 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 42pp 22433 177 24X Fiche 50-000. B4 /02/28, 04030 1021 B 


6403080171 Forwards requested list of items determined to be ready for 
review b closure by NRC Items marked by asterisk reviewed by 
Region III inspectors t< will be removed from list when 
closed in insp rept 

COOK. J W Consumers Power Co 64/02/28 KEPPLER, J 0 Region 3, 
Office of Director 16pp 22559 298 24X Fiche 30-327. B4/02/2B, 

B4030B0171 


B40D0801B7 Forwards response to Tracked Info Item 054 requesting MTC GA 
manua l, qual l ty plan program manual, procedures & target list 
utilized at site h ualkdown summaries issued to date 
* Consumers Power Co 94/02/28 Stone 6 Webster, Inc 2pp 

2255? 112 24X Fiche 50-329 , B4/O2/20, B4030BOJB7 


8403080230 Forwards closed Const Implementation Overview Item 094 re 
Mark Technologies Corp QA 6 quality program plan manuals, 
procedures 6 target list 

KARR, J E Stone b Webster, Inc 04/02/2? QUAMME, D L Consumers 
Power Co 3pp 22561 016 24X Fiche 50-329,84/02/27,8403000290 


8403090259 Forwards complete response to Const Implementation Overvisw 
Item 037 re trainer evaluation 

* Consumers Power Co 84/02/29 Stone 8, Webster, Inc 4pp 
22957 1 13 24X Fiche 50-329. 94/02/2?, 84030B0299 


£3403130210 Forwards closed QAR RT-00021 which provides complete 
response to Nonconformance Identification Rept NIR-000 re 
training matrix 

• Consumers Power Co 84/02/29 Stone It Webster, Inc 6pp 
22605.057 24X Fiche 50-329,84/02/29,0403130210 


040306038 5 Forwards IE Monthly Meeting Repts 50-329/04-03 t, 
50-330/B4-09 on B4O20? 

WARNICK, R F Region 3, Office of Director 84/03/01 COOK, J. U 
Consumers Power Co 2pp 22507 004 24X Fiche 50-329, 84/03/01, 
9403060305 


— 0403060407 Forwerds minutes of Feb 1984 monthly third-party assessment 
meeting re underpinning & remedial soils work 

LUCKS, A S Stone b Webster, Inc 84/02/21 HARRISON, J J Region 
3, Office of Director 21pp 22507 011 24X 

Fiche 50-329, B4 /O3/01. B403060385 


— 6403060415 Forwards Independent Assessment of Underpinning Meekly Rept 
60 for B401O1-O7 

LUCKS, A 8 atone it Webster, Inc 84/02/12 COOK, R NRC - No 

Detailed Affiliation Given lipp 22507 032 24X 

Fiche 50-329,84/03/01.3403060383 


— 8403060420 Forwards Independent Assessment of Underpinning Meekly Rzpt 
69 for 84Q1QB- 1 4 

LUCKS, A S Stone 5. Webster, Inc 84/01/17 COOK, R NRC - No 

Detailed Affiliation Given ISpp 22S07 043 24X 

Fiche 50-329,84/03/01,8403060385 


— 6403060423 Forwards Independent Assessment of Underpinning Meekly Rept 
70 for 840113-21 

LUCKS, A S Stone it Webstar, Inc 04/01/23 COOK, R NRC - No 

Detailed Affiliation Given 14pp 22507 030 24X 

Fiche 50-329, 84/03/01 , 8403060305 


— 6403060428 Forwards Independent Assessment of Underpinning Meekly Rept 
71 for 840122-23 

LUCKS, A S Stone it Webster, Inc 84/02/02 COOK, R NRC - No 

Detailed Affiliation Given 16pp 22307 072 24X 

Fiche 50-329,84/03/01.8403060305 


B4030S0192 Advises that sampling insps of const training records of 
personnel complete Results of insp satisfactory & NIR-018 
closed Personnel listed on encls cleared to perform status 
assessment W/o encl 

KARR, J E Stone i< Webster, Inc B4/02/2B QUAMME, D L Consumers 

Power Co lp 22359 201 24X Fiche 50-329, 04/O2/2S. B4O3O0O1 92 


0403000235 Lists audit finding repts. inc lutling MS A- 03-7-0 4 F, OIF i, 
MO 1-603-03-02 

* Consumers Power Co 04/02/28 Stone !< Webster, Inc lp 

22560 124 24X Fiche 50-329, B4/02/28, B4030B0233 


— 8403060442 Forwards Const Implementation Overview Weekly Rept 31 far 
040109-13 

KARR, J E Btone i< Webster, Inc 04/OI/1B KEPPLER, J 0 Region 
3. Office Of Director 17pp 22507 100 24X 

Fiche 50-329,04/03/01,8403060385 


— 8403060444 Forwards Const Implementation Overview Weekly Rept 32 for 
840116-20 

KARR, J E Btone b Webster. Inc 84/01/27 KEPPLER, J 0 Region 
3, Office of Director 20pp 22507 117 24X 

Fiche 50-329,94/03/01,8403060303 


0403130173 Forwards closed const Implementation overview, Item 033 re 
dielectric isolation spacers for galvanic protection of 
copper pipe to galvanized steel pip* supports missing In 
some areas 

KARR i J E Stone S, Webstar, Inc 04/02/50 QUAMME, D L Consumers 
Power Co 29pp 22599 194 24X Fiche 50-329.04/02/26,8403130173 


— 8403060445 Forwards Const Implementation Overview Weekly Rept 33 for 
04OL23-27 

KARR, J E Stone 6 Webster. Inc 04/02/01 KEPPLER, J 0. Region 
3, Office of Director 17pp 22507 137 24X 

Fiche 50-329,84/03/01,8 4 03060383 


0402090020 Board Notification B4-044 forwards Part 21 rept re 
Transame r i ca Delaval, Inc turbocharger thrust bearing 
lubrication defect resulting In engine nonavai l«b i 1 ity 
EISENHUT, D Q Division of Licensing 84/02/2? PALLADINO 


Commissioners 4pp 22541 263 
0402090020 


B4Q30S0221 Forwards Nonconformance 
field deviation disposition list 
changes for Specs M-1A b C-304 
KARR.J E Stone it Webster, Inc 
Power Co 2pp 22560 022 24X 


24X Fiche 50-000,84/02/29, 


Identification Rept 019 On 840222, 
not revised to reflect 

84/02/89 QUAMME, D L Consumers 
Fiche 50-32?, 84/02/27, 84Q308022J 


8403130195 Forwards closed const implementation overview Item 037 re 
training classes 

KARR.J E Stone it Webster. Inc 04/03/01 QUAMME, D L, Consumers 
Power Co Bp p 22617 307 24X Fiche’ 30-327, 84/03/01, 8403130195 


B4O3O0O222 Interim deficiency rept re coordination of engineering holds 
(. restrictions resulting in installation of unqualified 
Essex cables Cables will be replaced Interim or final rapt 
expected by 840504 

CDDK, J W Consumers Power Co 04/03/02 KEPPLER, J 0. Region 3. 
Office Of Director 6pp 22561 025 24X Fiche. 50-329, 84/03/02, 

8403080222 


8403000247 Forwards complete response to Const Implementation Overview 
Item 036 re inconsistencies noted during evaluation of 
training for POCI C-l 30 

» Consumers Power Co 84/02/2? Stone l< Webster, Inc 4pp 
22361 019 24X Fiche 50-329. B4/02/29, B4G3080247 


B403130030 Fomiards closed Audit Finding Repts MSA-83-23-02F, 
MSA-83-SJ5-10F it MSA-B3-25-03F t< closed Unresolved Item Repts 
MSA -93-23-0911 & hBA-83-»S-07U 

VOKAL, D J Consumers Power Co 84/03/02 Btone it Webster, Inc 
ISpp 22608.094 24X Fiche 30-329,04/03/02,8403130030. 
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B4031301B4 Forward* Nonconf ormonce Identification Rept 020 re unsigned 
change request form* 

KARR. U. E Stone b Webster. Inc 84/03/02 OUAMME.D L Consumers 
Power Co 2pp 22617 234 24X Fiche 80-329,84/03/02,8403130184 


B403130292 Forward* Audit Rept MSA-83-39 W/o end 

VCKAL, D J Consumer* Power Co 84/03/02 Stone b Webster. Inc 

lp 22614 149 24X Fiche 80-329,84/03/02.8403130292 


8403130321 Forward* Const Imp 1 ementat ion Overview Hold Point 
Notification Item 061 re subcontract document control, for 
action. Recommends form be revised to provide signature b 
date space for recipient 

KARR, J E Stone 6 Webster. Inc 84/03/02 OUAMME.D L Consumers 

Power Co 2pp 22614 130 24X Fiche 30-329.84/03/02.8403130321 


8403140049 Forwards "Grand Gulf Component Tracking Sys," "Shoreham 
Component Tracking Sys" b "Transamerica Delaval, Inc 
Diesel Generators Owners Group Program Plan." to resolve 
concerns u/smergency diesel generators 

MUSELER.W J Long Island Lighting Co 84/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 22626 062 
24X Fiche 80-000,04/03/02,8403140048 


— 8403140098 "Transomer ice Delaval, Inc Diesel Generator* Owners Group 
Program Plan " 

* TDI iTransamtr lea Delaval, Inc ) Owner* Group B4/03/02 
261 pp 22628 223 24X Fi che. 80-000, 84/03/02, 8403140048 


8403130161 Forwards, for info, dosed Quality Action Request QAR-RT-00020 
used to track const implementation overview Nonconformance 
Identification Rept NIR-007 

* Consumers Power Co 84/03/03 Stone 6 Webster, Inc tOpp 
22399' 298 24X Fiche 80-329,84/03/05,8403130161 


8403130362 Forwards partial response to Tracked Action Item 043, 
consisting of pre- & post-stop work order at t ivi t i es, DDR 
implementation, site-wide distribution plan implementation 
schedule t corrective action plan W/o encls 

REICHEL, N I Consumers Power Co. 84/03/03. Stone 4. Webster, Inc 
lp. 226 16 269 24X Fi C h » • 80-329. 84/03/03, 8403130362 


8403130479 Forwards Const Implementation Overview, Item 048 re 
inconsistency between spec requirements on spacing between 
anchor bolts of different diameters Bechtel preparing spec 
change notice, 

KARR, J. E Stone 4 Webster, Inc 84/03/03 KEPPLER, J 0 NRC - No 
Detailed Affiliation Given. QUAMME, D L , REICHEL, N I Consumers 
power Co 3pp 22613.228. 24X Fiche 80-329,84/03/03,8403130479. 


B403130238 Forwards Const Implementation Overview, Item 062 re training 
classes Btatus assessment performed on pipe supports by 
personnel w/incomplete required training 

KARR, J. E Stone b Webstar, Inc, 84/03/06, KEPPLER, J. G Region 3, 
Office of Director 3pp 22606 087 24X Fi c h e • 80-329, 84 /03/06, 

8403130238 


8403130384 Forwards completed response to Tracked Action Item 048 
consisting of Spec Change Notice 14001 to Spec C-306 re 
grouted anchor bolts 

REICHELiN I Consumers Power Co 84/03/06 Stone St Webster, Inc 
4pp 22616 330 24 X Fiche 80-329.84/03/06,8403130384 


8403130491 Requests extension to 840309 for responding to Tracked 
Info Items 05B b 089 it Tracked Recommendation Item 060 
REICHEL,N. t. Consumers Power Co 84/03/06 Stone t< Webster, Inc 
ip 22613 180. 24X Fiche- 80-329, 84/03/06, 8403130491 


8402090033 Board Notification 84-047 forwards Transamerica Delaval, Inc 
Owner* Croup piston skirt rept l< task descriptions 
E1BENHUT. D. 0 Division of Licensing 04/03/07 PALLADINO, 
0ILIN6KY, ROBERTS Commissioners 4pp 22674.221 24X 

Fiche; SO-OOO, 04/03/07, 8402090033 


8403130271 Informs thet response to Nonconformance Insp Rept 008 
setlsfectory Const implementation overview will continue to 
monitor training commitment! w/emphasis on listed areas. 

KARR , J. E Stone i< Webster, Inc, 84/03/07 QUAMME, D L. Consumers 

Power Co lp 22614' 173 24X Fi che: 80-329. 84/03/07, 0403 130271 


B403140122 Part 21 rept re status update concerning abnormal wear on 
linear converters. Test program underway Results of 
investigation indicate excessive wear caused by hunting of 
control circuitry. 

DODSON, J P, Pacific Air Products Co 04/03/09 Director's 
Office, Office of Inspection and Enforcement 7pp 22624*068 24X 

Fiche 80-000,84/03/09,8403140122 


8403220072 Forwards listed documentation re post-weld heat treat 
thermocouples Bechtel in contact w/supplier* to obtain 
replacements W/o end 

* Consumers Power Co 84/03/09 SMITH, A Stone b Webster, Inc 
lp 22712 310 24X Fiche 50-329,84/03/09.8403220072 


8402090038 Board Notification 84-051 forwards "Transamerica Delaval, Inc 
(TDI) Diesel Generators Owners Group Program Plan " 

EISENHUT i D 0 Division of Licensing 84/03/12 PALLADINO. 

0 IL INSKY, ROBERTS Commissioners 8pp 22688 214 24X 

Fiche 50-000, B4/03/ 12, 8402090038 


8402090039 Beard Notification 84-052 forwards meeting summaries 
containing transcripts of 840210 & 16 meetings between NRC b 
Transamerica Delaval. Inc <TDJ> Owners Group Distribution 
list end 

EISENHUT, D 0 Division of Licensing 84/03/12 PALLADINO. 
GILINSKY. ROBERTS Commissioners 5pp 22708 001 24X 

Fiche 30-000,04/03/12,8402090039 


— 8403060536 Forwards summary of 840210 meeting w/Transemer l e a Delaval, 
Inc Owners Group in Bethesda.MD re problems w/emergency 
diesel generators 

CARUSO. R Licensing Branch 2 84/02/27 O'REILLY. J P NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Fiche 50-000, 84/03/12, B402090039 


— 8403060834 Transcript of 840210 meeting w/Transamer lea Delaval, Inc 
Owners Group in Bethesda.MD re problems w/emergency diesel 
generators 

* NRC - No Detailed Affiliation Given 84/02/10 147pp 

22708 012 24X Fiche 80-000,04/03/12,8402090039 


— 8403070409 Summary of 840216 meeting u/Transamer lea Delaval, Inc Owners 
Group in Wading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript & 
attendance list end 

MILLERiM A Licensing Branch 4 84/02/27 Licensing Branch 4 

Op p 22708- 161 24X Fiche 80-000,84/03/12, 8402090039 


— 8403070423 Transcript of 840216 conference in Wading River, NY re 
Transamerica Delaval, Inc diesel generators Pp 1-82 
* Commissioners 04/02/16 84pp 22708 169 24X 

Fiche 30-000, 04/03/12, 8402090039 


8403140080 Forwards "Design Review of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engines" for Shoreham & 

Grand Gulf diesel generators 

MUSELER.W J Long Island Lighting Co 84/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
24 X Fiche 30-000,84/03/12,8403140080 


8403130133 Forwards "Transamerica Delaval, Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept," Capscrew design adequate 
for applicable engines it sve conditions 

MUSELER, W J TDI {Transamerica Delaval, Inc 1 Owners Group 
84/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22639 270 24X Fiche 30-000,84/03/13,8403180133 


8403270169 Forwards, for info, Quality Action Requests <QAR») RA-00134 b 
RA-00135 to assign action & track const implementation 
overview (CIO) NIRi 019 b 020 on MPQAD QUAIL sys CIO will 
evaluate satisfactorily dosed out QARs to close out NIRs 
« Consumers Power Co 84/03/14 Stone & Webster, Inc 6pp 

22771 130 24 X Fiche 30-329, B4/03/ 14. 8403270169 


8403270023 Informs that all Q redline drawings i ncorporated, per Hold 
Point 001, Rept 6 

# Consumers Power Co 84/03/18 Stone b Webster, Inc 2pp 
22770 069 24X Fiche 30-329,04/03/15,8403270023 


B403270029 Forwards response to Tracked Info Item OSS re training 
matrix status assessment requirements 

* Consumers Power Co 04/03/18 Stone b Webster, Inc llpp 
22769 328 24X Fiche 30-329.04/03/13,8403270029 


8403270227 Forwards open Const Implementation Overview Item 063 re 
status assessment In Module 120D on 840313 uilng unmarked 
FSK prints 

KARR, U E Stone b Webster, Inc 84/03/13 KEPPLER, J G NRC - No 
Detailed Affiliation Oiven REICHEL, N I , WELLS, R A Consumers 
Power Co 3pp 22772 OBI 24X Fiche 80-329,84/03/13,0403270227 


8403200222 Responds to 840214 Requests for Info 1 b 2 re R-4 series 
engines List Indicating engine number, model b *vc number, 
customer name b address, rating, date shipped b date started 
end 

MATHEWS, C 8 Transamerica Delaval, Inc 04/03/16, EISENHUT, DG 
Division of Licensing 20pp 22691 179 B4X Fiche 50-000,84/03/16, 
0403200222 
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— 0403070409 Summary of 840216 moating w/Tran samer i e a Delaval, Inc Owners 
Ctoup in Wading River. NY re program plan to establish 
reliability of diesel generators Agendai meet ing transcript 4< 
attendance list end 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

Bpp 22708 161 24 X Fiche 50-000.04/03/12.8402090039 


— B403070423 Transcript of 040216 conference in Wading River. NY re 
Transameriea Delaval.lnc diesel generators Pp 1-82 
a Commissioners 04/02/16 B4pp 22700 169 24X 

FI Che 50-000,84/03/5 2,8402090039 


B40-3220C67 Interim deficiency rept re low alloy quenched 6 tempered 
bolting I 5-lnches l greater in support of sa f ety -r e > a t e d 
sys Current status of Bechtel ma t 1 evaluation end Next rept 
mill be sent by 840727 

COOH.J U Consumers Power Co 84/03/16 KEPPLER.J 0 Region 3. 
□f f ice of Director 10pp 22716 150 24X Flche 50—329*04/03/16. 

8403220067 


8403220 1 OB Interim deficiency rept re defective capstan springs in 
mechanical shock aTrestors supplied by Pacific Scientific 
Arrestors being evaluated !< tested Neit rept by 840504 
CDQK,J W Consumers Power Co 04/03/16 KEPPLER, J 0 Region 3. 
Office of Director l?pp 22716 180 24X Flche 50-329.84/03/16, 

8403220108 


B403270063 Forwards "Const Implementation Overview (CIO]," Weekly Rept 
39 for 840305-09 

KARR.-J E Stone h Webster. Inc S4/03/16 KEPPLER, J 0 Region 3. 

Office of Director I7pp 22766 008- 24X Fiche 30-329.84/03/16. 

8403270062 


0403270096 Forwards const Implementation overview for Items 064,065 Sc 
066 re CW-1 00, •’E-Series’* POCI's.Zack Procedure MD-FP-7C t, 

Zack Procedure MB-FP-18 Welding insp requirements deleted & 
spec change notice recommended 

KARR , J E Stone 6 Webster, Inc 84/03/16 KEPPLER . J 0 NRC - No 
Detailed Affiliation Given REICHEL.N I Consumers Power Co 
OUAhhE. D L Stone I, Webster, Inc 4pp 22766 336 24X 

Fiche 30-329,84/03/16,8403270096 


8403270093 Forwards Closed Const I mp 1 ementat l on Overview Item 056/Hold 
Point Notification re Checklist MP-MI5-008E-0DD1 Review of 
items re impact on training requested 

KARR , J E Stone S Webster. Inc B4/03/19 KEPPLER. O O NRC - No 
Detailed Af f 1 1 la 1 1 o n 01 v e n REICHEL.N 1 . QUAMME, D L Consumers 

Power Co 5pp 22769 35B 24X Flche 50-329, B4/03/I9, 8403270093 


8403270236 Forwards DF Ronl’ B40315 memo to JT Christy 4, attachments 
showing planned weekly manhour allocations for PQCI 6 areas 
for wks of S40323.30 5 0406 W/o end 

RDNK, D F Consumers Power Co 84/03/19 BAUMGARTNER, T Stone S. 

Webster, Inc lp 22771 347 24X Flche 50-329.84/03/19. 0 403270236 


0403300006 Forwards Closed Const Implementation Overview Item 052 re 
Criterion XVI1J site auditing 

KARR. J E Store 6 Webster, Inc 04/03/20 KEPPLER. J Q NRC - No 
Detailed Affiliation Given 0 DAMME, D L , REICHEL.N 1 Consumers 

Power Co 3pp 23822 126 24X Flche 50-329.84/03/20.8403300006 


B40330D035 Forwards proposed project records classification code list 
S- mgt policy for review 

KARR, U E Stone t. Webster Engineering Corp 84/03/20 QUAMME, D L 
Consumers Power Co 8p p 22021 312 24X Fiche 50-329.84/03/20, 

8403300035 


8403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension t Stress Analysis." prepared by SS,H for 
Transameriea Delaval. Inc (TDI) Diesel Generator Owners 
Group 

MUSELER.W J TDI (Transameriea Delaval. Inc 1 Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation. 
Director 2pp 22774 001 24X Fiche 50-000. 04 /03/23, B403270 132 


04O327OI34 Requests meeting on 840418 to discuss short-term S, long- 
term corrective actions !. investigations re Transameriea 
Delaval diesel generators List of suggested meeting topics 
enc 1 

MCGAUGHY. J P TDI (Transameriea Delaval, Inc > Owners Group 
84/03/23 DENTON, K R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Flche 50-000.84/03/23,8403270134 


T Hearing transcripts on non-anti trus t matters 


8402090039 Board Notification 84-052 forwards meeting summaries 
containing transcripts of 840210 t- 16 meetings between NRC It 
Transameriea Delaval.lnc (TDI) Owners Group Distribution 
list enc 1 

E I SENHUT . D G Division of Licensing 04/03/12 PALLAOINO 
Commissioners 5pp 22708 001 24X Fiche 50-000,84/03/12. 

8402090039 


— B403D60536 Forwards summary of 040210 meeting w/Transamer i ca Delaval. 
Inc Owners Group in Dethesda.MD re problems w/ emergency 
diesel generators 

CARUSO, R Licensing Branch 2 84/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Fiche 50-000, 84/03/12, 9402090039 
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8403010192 FQ1A request for records relevant to or generated in 
connection w/031021 "Rept on Review of Diesel Generator Bldg 
at Midland " 

GARDE. B P Government Accountability Project 83/11/26 Office 

of Administration 2pp 22445 092 24X Fiche 30-329,83/11/26. 

8403010192 


84,03010198 Responds to F01A request for records relevant to or 
generated in connection w/831021 "Rept on Review of Diesel 
Generator Bldg at Midland " Forwards App B documents App A 
documents available in PDS 

FELTON. J M Division of Rules and Records 93/12/14 GARDE. 8 P 
Government Accountability Project 4pp 22445 092 24X 

Fiche 90-329,83/12/14,0403010198 


— 83 1 0310471 ForwaTds task group rept, "Rept on Review of Diesel 
Generator Bldg at Midland. “ act 1983 Large addl settlements 
not anticipated More accurate program to monitor cracks 
needed 

KUO, F Structural (< Geotechnical Engineering Branch 83/10/21 
KNIGHT, J P Assistant Director for Comp 8< Structures Engineering 
(Post 6302011 2pp 22449 152 24X Fiche 50-329,83/12/14. 

8403010198 


— 0310310475 "Rept on Review of Diesel Generator Qldg at Midland " 

TAN, C P Structural l< Geotechnical Engineering Branch 03/10/31 
96pp 22445 194 24X Flche 50-329,83/12/14,8403010190 


— B312010004 Forwards corrected Pages 9.17,20 t< 4 to App il to rept on 
review of diesel generator bldg 

KUO, P Structural {, Geotechnical Engineering Branch 03/11/14 
KNIGHT.J P Assistant Director for Comp 8, Structures Engineering 
(Post 030201) 3p p 22445 296 24X Fiche 30-329,83/12/14, 

0403010190 


— B31203062B Requests rept re adequacy of diesel generator bldg on 
expedited basis as input to Congress re Landsman concerns 
ETSENHUT. D G Division of Licensing 83/11/10 VOLLMER, R 
Division o f Engineering lp 22445 263 24X 

Flche 50-329.83/12/14,8403010190 


— 8312070022 Forwards Structural 6 Geotechnical Engineering Branch 
assessment of "Rept of Review of Diesel Generator Bldg at 
Midland." dtd 031021 per E Adensam & W Paton requests 
Meeting t, possible reopening of hearing recommended 
LEAR , 0 Structural 6 Geotechnical Engineering Branch 03/11/22 
VOLLMER. R H Division of Engineering 2pp 22449 260 H4X 
Fiche 50-329.83/12/14,0403010198 


— 8312070290 Discusses recommendation for suppl to Board Not 1 f lea tl ons 
03-165 h 93-153 re diesel generator bldg Comments 6 
recommendations of J Kane b F Rinaldi on task group rept &< 
reopening of hearing provided 

HGDDi D S Licensing Branch 4 83/11/22 E I SENHUT, D 0 Division 

of Licensing 4pp 22449 264 24X Fiche 50-329.83/12/14. 

0403010 I 98 


— 8312080134 Recommends PT Kuo 031114 memo containing four corrected 
pages to rept re structural adequacy of diesel generator 
bldg be forwarded to Board as supplemental notification to 
BN 03-165 

HOOD, D Licensing Branch 4 03/11/17 EISENHUT. D Assistant 

Director for Licensing lp 22445 261 24X Fiche 90-329, 

03/12/14, 0403010198 


— 8403010204 Advises that info re plan to address Landsman concerns 
should be issued as Board Notification B3-109 
EISENHUT. D G Division of Licensing 03/07/27 NOVAK, T 
Assistant Director for Licensing lp 22449 090 24X 

Fiche 50-329,03/12/14.8403010190 


— B403060554 Transcript nf 840210 meeting w/Trans amer lc a Delaval.lnc 
Owneri Group in Be the 5 b a, MO re problems w/emergency diesel 
generators 

» NRC - No Detailed Affiliation Given 04/02/10 1 47p p 

67201 009 24 X Fiche 50-000, 84/03/ 12, B4 02090 039 
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— 0403010211 Advises that attached correspondence re new schedule for 
review of Landsman concerns should be issued as Board 
Notification 83-142 W/o end 

EISENHUT.DG Division of Licensing 03/09/20 NOVAK. T 
Assistant Director for Licensing lp 22443 099 24X 

Ficha 30-329. 83/12/14. 8403010190 


— 0403010217 Draft rept. "Review of Diesel Generator Bldg at Midland 
Plant " 

MILLER. C A , C0STANTINO. C J Brookhaven National Laboratory 
83/09/23 23pp 22443 100 24X Fiche 30-329.83/12/14.8403010190 


— 0403010223 Advises that end JP Knight 830923 memo to RH Vollmer should 
be Issued as Board Notification 83-153 W/o end 
EISENHUT, D G Division of Licensing 83/10/03 NOVAK. T 
Assistant Director for Licensing lp 22443 123 24X 

Fiche 30-329,83/12/14,8403010190 


8403010497 Responds to appeal re denial of FQ I A request for records >n 
possession of T Novak on visit to Glen Ellyn, IL to discuss 
findings of Ofc of Special Cases re facilities NRC has no 
records subj to request 

DIRCKS. W J Office of the Executive Director for Operations 
84/02/20 GARDE, B P Government Accountability Project lp 
22443 273 24X Fiche 50-329,84/02/28,0403010497 


0403000230 Lists unresolved items b audit finding r ep ts. 1 nc 1 ud ing 
MSA-03- 10-03U b MSA-B3-25-07F, respectively 

« Consumers Power Co B4/02/28 Stone !< Webster, Inc lp 

22560 126 24X Fiche 50-329.94/02/28.8403080230 


8403080241 Forwards 040227 list of Bechtel personnel trained to 
accomplish status assessment 

* Consumers Power Co 84/02/29 Stone b Webster. Inc 3pp 
22561 013 24 X Fiche 50-329,84/02/28.8403000241 


--04O3O1D227 Forwards "Review of Diesel Generator Bldg at Midland Plant “ 
REICH, M Brookhaven National Laboratory B3/10/17 KUO, P T 
Structural 6 Geotechnical Engineering Branch lp 22443 126 24X 

F it ha 30-329,03/12/14.0403010190 


— 0403010231 "Review of Diesel Generator Bldg at Midland Plant " 
MILLER, C A , COSTANTINO, C J Brookhaven National Laboratory 
03/10/17 23pp 22443 127 24X Fiche 30-329,83/12/14.0403010198 


— 8403010243 Requests that end rept on review of diesel generator bldg 
Si util analysis requested during review be issued as Board 
Notification 83-165 

EISENHUT, D 0 Division of Licensing 03/10/26 NOVAK. T 
Assistant Director for Licensing 6pp 22443 230 24X 

Fiche- 30-329, 03/12/14, B403010198 


— 04030 1 0273 Advises that supplemental Info provided in PT Kuo B3U14 
memo to VP Knight will be transmitted to Midland Board as 
suppl to Board Notification 83-165 Issue will be 
incorporated as Board Notification 83-163A W/o encl 
EISENHUT, DO Division of Licensing 83/11/16 NOVAK, T 
Assistant Director for Licensing lp 22443 262 24X 

Fiche 30-329, 83/12/14, B403010198 


0403080248 Forwards proposed list of remedial soils work for Mar 1984 * 
supplemental work activity list for Apr 1984 Review, comments 
b authori jat 1 on requested 

QUAMME, D L Consumers Power Co 84/02/28 HARRISON, J J Region 3, 
Office of Director 13pp 22S56 276 24X Fiche 30-329,84/02/28, 

8403080248 


Q4030B0260 Forwards summary of sixth meeting on confirmed Items t 
findings on 840201 at Bechtel Ann Arbor, MI ofc re items 
identified in independent design b const verification 
program monthly status rept d td 840113 

LEVIN. H A TERA Corp 84/02/28 KEPPLER, J 0 Region 3, Office of 
Director COOK, J W Consumers Power Co EISENHUT, D G Division of 
Licensing 14pp 22357 078 24X Fiche 50-329, 84/02/28, 84030B0260 


8403 130261 Notifies that GR Fotiades placed on controlled distribution 
of training plan manual.per B40224 request 

QUAMME, D L Consumers Power Co 94/02/20 BARAMOW, S Stone b 
Webster. Inc lp 22617 134 24X Fiche 50-329, 84/02/28, B403 1 3026 ! 


8403220179 Forwards B40307 memo providing documentation to 9bW for 
const implementation overview 

* Consumers Power Co 84/02/28 Stone b Webster, Inc 4pp 

22717 024 24X Fiche 50-329,84/02/28,8403220179 


— 0403010282 Forwards guidance for use In deciding whether to recommend 
that hearing be reopened Hearing should be reopened based on 
listed reasons 

VOLLMER. R H Division of Engineering 03/11/23 EISENHUT, D G 
Division of Licensing 3pp 22445 270 24X Fiche 30—329, 

83/ 12/ 1 4, S40301019B 


— B4D3D10283 Advises that Vollmer recommended reopening Midland hearing 
on diesel generator bldg structural adequacy Issue, based on 
task group rept Vollmer memo encl W/o encl 
ADENSAM, E NRC - No Detailed Affiliation Given 83/11/23 
EISENHUT, D NRC - No Detailed Affiliation Given ip 22443 273 
24 X Fiche 50-329,83/12/14,8403010190 


9403010400 Appeals denial of FD1 A request for T Novak notes generated 
by or during visit to Glen Ellyn, I L to discuss Ofc of 
Bpeclal Casas findings re facilities from Sept 1902 to Dec 
1983 

GARDE, B. P Government Accountability Project 84/01/17 
FELTON, J, M Division of Rules and Records lp 22443 274 24X 

Fiche 30-329,04/01/1.7,8403010488 


0403080262 Forwards weekly NSSS subcontract status rept for wk ending 
840217 W/o encl 

« Consumers Power Co 84/02/29 Stone 8, Webster, Inc lp 

22357 112 24X Fiche 50-329,84/02/29,8403080262 


8403130109 Provides list of documents sent to SbW on 840229 

e Consumers Power Co 04/03/01 Stone 6 Webster, Inc lp 

22617 323 24X Fiche 50-329,84/03/01,8403130189 


B403140021 Forwards Vo 1 X to "Seismic Margin Rev l ew, Ml sc e l la neou s 
Subsystems b Components " 

COOK, J W Consumers Powei Co 84/03/01 DENTQN, H R Division of 
Licensing 3pp 22632 167 24X Fiche 50-329,84/03/01,8403140021 


— 8403140026 "Seismic Margin R evi ew, Ml sc e 1 laneous Subsystems b 
Components '• 

WESLEV, D A , NARVER, R B Structural Mechanics Associates 
13701 03R003 VI 0 84/02/29 2Q0pp 22632 17! 24X 

Fiche 30-329,64/03/01,8403140021 


0403060406 Further response to FDIA request for documents re evaluation 
or review of design, const, schedul ing, cost U licensing of 
facilities from 1977 to present Rept unavailable for 
Categerie* 1 b 2 Panel records on evaluations placed in PDR 
FELTON, J M Division of Rules and Records 84/01/24 ZACK, A M 

Barrie, Sett, Denn b Driker 2pp 22332 232 24X 

Fiche 30-329,84/01/24,8403060406 


8403060370 Notifies of Independent design b const verification program 
840313 meeting w/NRC b util in Bethesda.MD to discuss 
details of completion of IDVP 

LEVIN, HA TERA Corp 04/02/24 EISENHUT, D 0 Division of 
Licensing KEPPLER, J 0 Region 3. Office of Director COOK, J W 

Con sinner s Power Co 3pp 22311 312 24X Fiche 50-389,04/02/24, 

8403060370 


6403010296 Author lies util to proceed ui/remed 
scheduled for Mar 19B4, per 040214 request f 
Author 1 xa tlon Procedure 102930123 
HARR: I SON, V J Region 3. Office of Director 
Consumers Power Co 2pp 22432 104 24X 


ial soils work activities 
or Work 

04/02/28 GUAMME. D L 
Fiche 30-329, 04 /O2/20, 


8403010296. 


8403130470 Discusses sampling insps of const training records for 
personnel noted in Correspondence CSC— 7302 Personnel listed 
cleared to perform status assessment encl W/o encl 

KARR, J E Stone !< Webster, Inc 84/03/02 QUAMME, D L Consumers 
Power Co lp 22613 209 24X Fiche 30-329,84/03/02,8403130470 


8403130003 Forwards sve water pump structure crack survey rept 
NRC concurrence of mods to crack mapping program requested 
Seven oversne drawings encl Aperture cards are available in 

MOONEY, J A Consumers Power Co 84/03/03 HARRISON, J V Region 3, 
Office of Director 30pp 22024 116 24X Fiche 50-329,04/03/03, 

8403130003 


84031303B8 Forwards signed affidavit b resume for RE Horine assigned t 
const implementation staff at plant 1 

KARR, J E Stone b Webster, Inc B4/03/06 HARRISON, J J Region 3, 
Office of Director 9pp 22605 001 24X Fiche 50-329.84/03/06, j 

0403130388 


103130482 Advises that listed remedial soil* work activities presently 
scheduled for Apr 1984 identified as critical work 
activities Appropriate details of listed activities 
requested to assist NRC in review 

HARfUSONi J J Region 3. Office a f Director 94/03/06 QUAMMEi D Lr 
consumers Power Co 4pp 22613 193 24X Fiche 30-329, 84 '03/06, 


8403130402 
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B403190098 Advises that PRACK eliminated from weekly d 1 s tr 1 b ut ion of 
summary of inspector training U pertannel form, printouts 
QUAMME. 0 L Consumers Power Co 04/03/06 BARANOM, 3 Stone & 
Webster, Inc 2 pp 22669 303 24X Riche 30-339.04/03/06, 

0403190093 


8403230114 Provides addl info on scope of work required td support 
turbine roll test milestone as port of const completion 
program implementation 

GUAHME, D L Consumers Power Co 84/03/06 HARRlSONrJ J Region 3. 
Office of Director ?pp 32730 337 24X Fiche 50-339,84/03/0*. 

8403330114 


8403140032 Forwards “Plan to Conduct Independent Mgt Appraisal of 
Midland Nuclear Project," 1 by Cresap , McCorml c k t< Paget 
Appraisal will examine utU approach for completing plant 
Certificate of Svc enc 1 Related correspondence 

CDQK, J W Consumers Power Co 84/03/07 KEPPLER.-J 0 Region 3, 
Office of Director 4pp 32633 129 24X Fiche 30-329,84/03/07, 

0403 1400 32 


— B40314003B “Plan to Conduct Independent Mjt Appraisal of Midland 
Nuclear Project " 

4 Cresap, McCormick * Paget 34/03/07 73pp 22633 133 24X 

Flche 50-329,84/03/07.8403140032 


0403130133 Authorises util to proceed w/Phase I const completion 
activities for listed plant modules, per B40213 tr 0306 
requests Partial sys approved for Phase 1 activities located 
in module areas also listed 

HARRISON, J J Region 3, Office of Director 04/03/08 OUAMME, P L 
Consumers Power Co 3pp 22601 2*2 E4X Fiche 50-329.04/03/08, 
8403130153 


— 8403130169 Submits add) info on scope of work required to support 
turbine roll test miles tone, per 840213 Itr Further 
definition of scope for seven 0-1 isted »ys (< description 
of const completion program process provided 

9UAMME, D L Consumers Power Co 84/03/06 HARRISON, J, J Region 
3, Office of Director. 9pp 22601 2*7 24X Fi che ' 50-329, 

B4/03/0B, 8403130153 


0403200027 Requests author! iation to proceed per work au t hor I la t i or. 
procedures to excavate Lag Zones Y3 * Z3. Install brace 
struts EiO.E!i,kllO 6 kill, install temporary support 
•bracket at El k W1 6 remove unacceptable backfill fe casing 
MOONEY, J A consumers Power Co 04/03/08 HARR I SDN, J J Region 3, 
Office of OiTector Ip 22699 233 24X Fiche 30-329. 84/ 03/08, 

8403200027 


8403190180 Ack receipt of 840207 Itr indicating desire to discuss 
likely operation date Cos t, g enrrating capacity & extent to 
which costs attributable to reasons beyond control of 
licensee discussed 

KEPPLER.O 0 Region 3, Office of Director 84/03/09 DARAK, A J 
Michigan, State of 2pp 22*71 144 24X Fiche 50-329,04/03/09, 

8403190180 


— B403190I86 Discusses 831028 Itr recommending deferring further 
Caseload Forecast Panel meetings Earliest completion date 
for Unit 2 not expected until months after Second Quarter 
1906 U Unit I expected 6-9 months thereafter 

NOVAK, T M Assistant Director for Licensing 83/12/20 COOK, J W 
Consumers Power Co 4pp 22671 146 24X Fiche 50-329,84/03/09, 

8403190100 


— 8403190192 Notifies that util seeking ratemaking treatment for plant 
Engineering consultants hired to prepare tsstlmony re 
operation date, cost * generating capacity 

BARAK, A J Michigan, State of 64/02/07 KEPPCEft, J 0 Region 3, 
Office of Director 2p p 22671 160 24X Ficha 50-329,04/03/09, 

8403190180 


8403200039 Requests author I nation to proceed w/excavation t> repair of 
frcien piping J, excavation (. installation load of 
redesigned E-17 

MOONEY, J A Consumers power Co 04/03/09 HARflIBCJN, 0 J Region 3, 
Office of Director ip 22690 315 24X Fiche 50-329,64/03/09, 

8403200039 


8403220025 Forward* 840303 memo re Unresolved Questions 47 U 48 from 
Memo DEB 330-83 for POCI C-l *0, Rev 7 

BEAUDOIN, DE Consumers Rower Co 04/03/12 FOTIADES, 0. B Stone *, 
Webster, Inc 2pp 22717 100 24X F 1 c h* . 50-329, 84/03/12, 

8403220025 


B402O9OO4 l Board Notification 04-050 provides Commlss ion pol i c y 
statement h proposed rulemaking on environ qua 1 i f ica 1 1 ons 
EISENHUT, DO Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel 10pp 24X Fiche 50-000, 84/03/ 1 4, 040209004 1 


8403200084 Authorlxes listed critical remedial soils work activities 
f-OT Mar 1984 

HARR I BON i J 0 Region 3, Office of Director 84/03/14 QUAMNE.0L 

Consumers Power Co 2pp 22685 294 24X Fiche 50-329,84/03/14, 

8403200084 


8403220203 Forwards complete responses to tracked info Items 090,019 b 
tracked recommendation Item 060 re site auditing 
* Consumers Power Co 04/03/14 Stone t< Webster, Inc llpp 
22718 090 54 X Ficho 50-329.04/03/14,8403220202 


0403220093 Authorlxes listed remedial soils work activity for Har 1 984 
HARRIGON, O J Region 3, Office of Director 84/03/15 OUAMME. D L 
Consumers Power Co 2p p 22716 265 24X Fiche 50-329,84/03/19, 

8403220002 


0403220113 Forwards summary of independent design J. const verification 
program 840313 meeting tu/util L Oovt Ac coun tab 1 1 i ty Project 
in nethesda, HO 

LEVIN, H A TERA Carp 84/03/15 KEPPLER, V 0 Region 3, Office of 
Director CO0K,U W Consumers Power Co EISENHUT, D 0, Division si 
Licensing 37pp 22716 22* 24X Fiche 90-329,84/03/15,8403220113 


8403270009 Forwards listing of QA mg t audits for tracked info Item 
052 

* Consumers Power Co 04/03/15 Stone k Webster, Inc 2pp 
227*9 353 24 X Fiche 30-329,84/03/15,8403270009 


B4 03270 01 4 Forwards summary of quality verification program mgt revUk 
030601 meeting. 

PALMER, B Consumers Power Co 04/03/19 Stone h Webstar, Inc 
1 4pp 22770 029 24X Fiche 50-329,84/03/19,0403270014, 


8403220100 Notifies of eighth independent design & const verification 
program 040328 meeting ui/uti 1, I sham, Lincoln * BealeiOoVt 
Accountability project L Midland Dally News to discuss 
status of confirmed items {, findings 

LEVIN, H A TERA Corp 04/03/20 KEPPLER, J W Region 3, Of fit* «f 
Director EISENHUT. 0 0 Division of Licensing COOK, J W. 
Consumer* Power Co 5pp 22715 179 24X Fiche 50-329,84/03/20, 

0403220100 


6403270139 Notifies of eighth OCR status review meeting on 940330 v/ 
util, BLW * SfcW in Ann Arbor, HI to discuss confirmed items S< 
findings of independent design const verification program 
Agenda enc 1 

LEVIN. Ha TERA Corp 84/03/20 EISENHUT, D 0 Division of 
Licensing KEPPLEfi, J 9 Region 3. Office of Director, COOK.JW 

Consumers Power Co Spp. 22769 157 24X Fiche 50-329,04/03/20, 

8403270159 


B403300090 Forwards minutes of mgt review far const complttion plan 
quality verification program 830429 meeting Agenda S< 
supporting documentation encl 

PALMER, D Consumers Power Co 84/03/20 Stone !. Webster, Inc, 

4 App 22822 02* 24X Fiche 50-329, 84/03/20, B403300090 


6403220007 Requests authorization to proceed w/uorlc author! la t ion 
Procedure 202350205, “Excavate Around Manhole 10 11 

OUAHME. D L Consumers Power Co 04/03/22 HARRISON, U J, Region 3, 
Office of Director ip 22713 362 24X Fiche 50-329,84/03/23, 

0403220007 


F Security, medical, emergency U fire protection plans 


6402090006 Board Notification 04-034 forwards R Vo timer 840206 «♦** la 
D Eisenhut re fire research results concerning fires In 
electrical cabinets in control room 

EISENHUT. D G Division of Licensing. 04/02/23 PALLADINO 
Commissioners Ip 22576 203 24X Fiche 30-000,84/02/23, 

840209000* 


— 84O3C0O316 Recommends that info re fire research results concerning 
fires in electrical cabinets in control room be submitted 
for board not i f ication, p *r NRR Ofe Ltr 19, dtd 821001 Further 
evaluation of test data required 

VOLLMER, R H Division of Engineering 04/02/06 EISENHUT, 0 0 
Division of Licensing lOpp 22976 204 24X 

Fiche 50-000.84/02/23,8402090006 


8403120103 Notifies of 040323 workshop on fire protection saf* shutfckc 
requirements of 10CFR5Q, App R in Hosemont, IL to discuss IE 
Info Notice 04-0? 6 provide addl shutdown analyses 47 or mod 
guidance. Agendo encl 

9PESSARD, R L Division df Emergency Preparedness & Operational 
Support 04/03/0* COOK, J W. Consumers Power Co. Spp 22509 2*3 
24 X Fiche 50-329,04/03/06,8403120103 
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0 Adjudicatory correspondence 


a <10 306 0093 Forwards list of audit repts dtd 840130-0202 Certificate of 
Svc end Related correspondence 

BRUNNER i J E Consumers Power Co 04/02/29 BECH0EFER.C . 

HARBOUR. J , COWAN. F P Atomic Safety and Licensing Board Panel 
4pp 22316 334 24X Fiche 50*329; 04/02/29, 0403060093 


8403140119 Contention on Transamerica Delaval diesel generators re 
Model D5RV 12 Model cannot be relied upon to perform 
requisite safety function 

9TAM1RI8, B Stamirls. B 84/03/04 Atomic Safety and Licensing 

Board Panel 3pp 22624 201 24X Fiche 50-329, B4/03/04, 84031 401 19 


B403140075 Forwards DO Elsenhut 030810 ltr to BP Oarde, per 830921 
commitment W/o end 

HASSELL, D F Hearing Branch 1 04/03/03 BECHHOEFER, C , 

CDWAN;F P i HARBOUR. J Atomic Safety and Licensing Board Panel 
2pp 22633 0S1 24X Fiche 30-329.04/03/03,0403140075 


B403140134 Forwards summaries of 820202-0S meeting L audit re auxiliary 
building underpinning. 020316-19 meeting lc audit re soils 
remedial action fc 831004-07 audit & meeting re KVAC sys 
WILCOVE, M N Hearing Branch 2 04/03/05 BERNABEJiL Qovernment 

Accountability Project 2pp 22621 361 24X Fiche 30-329,84/03/03, 

8403140134 


8403130003 Forwards eve water pump structure crack survey rept 
Concurrence on mod* to crack mapping program requested 
Details will be discussed at 840404 meeting Certificate 
of Svc end Related correspondence 

MOONEY; J A, Consumers Power Co 84/03/03 HARRISON, J J Region 3, 
Office of Director 30pp 22624 116 24X Fiche 30-329,04/03/03. 

8403130003 


0403120039 Advises that entire fireline excavation backfilled after 
physical connections made to restore fire svc to portions 
of site Svc list end Related correspondence 

BRUNNER, J E Carolina Power & Light Co 84/03/07 BECHHOEFER, C . 
COWAN, F P , HARBOUR, J Atomic Safety and Licensing Board Panel 
3pp 82389 271 24X Fiche 50-329,04/03/07,8403120039 


84031301 14 Order revising schedules for submittal of proposed findings 
& conclusions on QA/mgt attitude issues ASLB may issue 
separate partial initial decision on certain issues not 
encompassed by proposed findings on Issues 

BECHHOEFER, C Atomic Safety and Licensing Board Panel 84/03/12 
Zpp 22613 293 24X Fiche 30-329,84/03/12,0403130114 


0403190166 Forwards Bechtel quality action rept supporting D LbwIb 
testimony re buried control room pressuri rati on pipe 
Corrosion caused by stray welding currents not item of 
concern- Svc list enc 1 Related correspondence 

BRUNNER, J £ Consumers Power Co 94/03/12 BECHHOEFER, C , 
HARBOUR, J , COWAN, F P Atomic Safety and Licensing Board Panel 
7pp 22669 164 24X Fiche 50-329,84/03/12,8403190166 


B403230031 Requests approval for release of insp activity per NRC 
rework disposition regardless of position of module action 
item Related correspondence 

aUAMME, DL Consumers Power Co DSO 072 B4/03/13 HARRISON, J J 

Region 3, Office of Director 3pp 22724 335 24X 

Fichi 30*329, 84/03/ >3, 8403230031 


8403200011 Proposes to defer response to Stamiris ou contention re 
Trensamerica Delaval diesel generators until after receiving 
Btamiris ltr in support of timeliness of contention Proof 
of Svc end 

01L0MEN, B R Isham, Lincoln & Beale CILOMEN, B R consumers Power 
Co 84/03/19 BECHHOEFER, C Atomic Safety and Licensing Board 
Panel 3pp 226B3 338 24X Fiche 30-329.04/03/13,8403200011 


8403200139 Addendum to Stamiris contention on Transamerica Delaval, Inc 
diesel generators addressing late filing factors of 
1 0CFR2 714, 

STAMIRIS, B Stamiris, B 84/03/13 Commissioners 2pp 
22699-136 Z4X Fiche 50-329,04/03/13,8403200139 


3403270020 Proposes to defer response to Stamiris 040304 contention re 
Transamerica Delaval diesel generators Proof of Svc enc 1 
OILOMEN, B R Isham, Lincoln t < Beale OILOMEN, B R Consumers Power 
Co DSB 110 B4/03/IS BECHHOEFER, C Atomic Safety and Licensing 

Board Panel. 3pp 22766 360 24X Fiche 90-329,84/03/13,0403270020 


8403220246 Order setting time for responses to B Stamiris 840304 
motion as if 840315 addendum was original filing date served 
on 840322- 

BECHHDEFER, C Atomic Safety and Licensing Board Panel DSB 039 
04/03/21. Office of the Executive Legal Director ZPP 
22719 049. 24 X Fiche 50-329,84/03/21,0403220246 


0403200348 Order extending time until 840425 for Commission to act to 
review Director's Decisions DD-B3-16 8, D0-84-2 Served on 
840328 

CHILK, E J Office of the Secretary of the Commission DSB 138 
04/03/27 Commissioners ip 22707 143 24X 

Fiche 50-329,04/03/27,8403280340 


I Financial information 


0403190071 Annual Financial Rept for 1903 W/840312 ltr 

SELBY. J D Consumers Power Co 03/12/31 34pp 22666 1 36 24X 

Fiche 90-000.03/12/31,8403190071 


0 Inspection reports, IE Bulletins l< correspondence 


0401230630 Partial response to FOIA request for IE 800103 rept re 
review of matl false statement at faci 1 ities, assoc lated S< 
supporting records to rept f< repts prepared in response. 

Forwards App A documents Review of addl records in progress 
FELTON, -J M Division of Rules and Records B3/11/01 WINSLOW.R 
Wall Street Journal 2pp 21905 337 24X Fiche 30-329,83/11/01, 

0401230630 


0403070229 Partial response to FOIA request for repts re NRC 
investigation of failure of reactor vessel holddown studs on 
Unit 1 reactor vessel Forwards App ALB documents 
FELTON, J M Division Of Rules and Records 84/02/23 PLATO, E D 
Kohl, Secrest, Wardle, Lynch, Clark «< Hampton 6pp 22364 149 24X 

Fiche 30-329, B4/02/23, 8403070229 


—8403070343 Forwards IE Insp Repts 30-329/80-12 J< 50-330/80-13 on 
B00301— 31 No noncompliance noted Major areas inspected 
exam of procedures & representative records, observatl o-n* ti 
interviews w/personnel W/o end 

FIORELLI, 0 Region 3. Chicago, Office of the Director 80/05/19 

HOWELL, S H Consumers Power Co 2pp 22364 170 24X 

Fiche 90-329,84/02/23,8403070229 


— 8403070351 Responds to 630901 ltr t< forwards IE Investigation Repts 
50-329/80-13 fc 30-330/80-14 W/o end 

LEWIS, 8 H Region 3, Office of Director 83/09/20 MYERS, T F 
Garan, Lucow, Miller, Seward, Cooper 6 Becker tp 22364 263 
24 X Fiche 30-329.04/02/23,8403070229 


0401190072 IE Info Notice 84-13, “Potential Deficiency In Motor 
Operated Valve Control Circuits t< Annunciation " Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response <Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc ll5pp 22909 239 24X Fi che 50-000, 04/02/28, 0401 1 90072 


8403130297 Advise* that const implementation overview performed 
sampling Insp of const training records for personnel 
Results satisfactory 

KARR, J £ Stone t< Webster, Inc 84/02/29 0UAMME.D L Consumers 
Power CP Ip 22617 233 24X Fiche 30-329,84/02/29,0403130297 


8403060385 Forwards IE Monthly Meeting Repts 30-329/84-09 t 
30-330/04-03 on 040209 

WARNICK, R. F Region 3. Office of Director 84/03/01 COOK.J W 
Consumers Power Co 2pp 22307 004 24X Fiche 50-329,04/03/01, 
8403060385 


— B40306Q398 IE Monthly Meeting Repts 50-329/84-03 Si 30-330/84-05 on 
840209 Major topics discussed crack mapping, EPA jacking 
loads 6 US Testing audit corrective action status 
GARDNER, R N , HARRISON, J J Region 3, Office of Director 
84/02/29 Spp 28507 006 24X Fiche 30-329,84/03/01.8403060303 


8402090007 IE Info Notice 84-14, “Highlights of Recent Transport 
Regulatory Revs by DOT & NRC " Svc list enc 1 

GRACE, J N Division of GA> Safeguards & Inspection Programs {post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22352 329 24X Fiche 30-000. 04/03/02, 8402070007 


8402090008 IE Info Notice 84-16. "Failure of Automatic Sprinkler Sy* 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response {Post B30103) 64/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22353 098 24X Fiche 50-000, 84/03/02, 840209000B 


6402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Bvc list enc I 

JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response (Post B30103) 04/03/02 Consolidated Edison Co of New 

York, Inc |19pp 22553 B17 24X Fiche 90-000.84/03/02.8402090009 
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8403060208 Author! res util to jack Piers CT1 & CT12 as long as 
auxiliary bldg differential movement controlled according to 
B40I06 agreement documented in IE Inap Repts 30-329/84-01 6 
SO- 330/04-0! 

HARR 1 SON- J J Region 3, Office of Director 04/03/02 OUAMMEiO L 

Consumer e Pouer Co Ip 22519 1-43 BAX Fiche 30-329,04/03/02. 
B4O3O6O2D0 


6403130254 Forwards RC Sember B40223 memo rs MPOAD lr>sp evaluation J. 
Overlnsp Audit MSA-34-6 

VOKAL. D J Consumer 9 Power Co 64/03/02 Stone & Webster. Inc 

2pp 22606 054 24X Fiche 50-329. 04/03/02, 0403130234 


040209001! tE Info Notice 64-17, “Problems W/Liquid Nitrogen Cooling 
Components Delete Nil Ductility Temp " Svc list encl 
JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post 0301031 04/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22353 334 24X Fiche 30-000,91/03/05,0402090011 


0402090024 IE info Notice 34-09, Rev 1, “Lessons Learned From Ihsps of 
Fire Protection Safe Shutdown Sys ” Svc list encl 
JORDAN. £ L Division of Emergency Preparedness t Engineering 
Response (Post 030103) 64/03/07 Consol idatod Edison Co of New 

York. Inc tlBpp 22635 049 24* Fiche 30-000.64/03/07,0402090024 


8402090020 IE Info Notice 64-16, “Stress Corrosion Cracking in PWR 
Sys ” Svc list one 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 94/03/07 Consolidated Edison Co of New 

Vor It , Inc 1 1 Spp 22584 166 24X Fiche 50-000. B4/03/07, 8402090020 


8102090031 IE Bulletin 84-02. "Failures of G£ Type HFA Relays in Use in 
Class IE Safety Sys ” Svc list encl 

DEYOUNG, fit C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

134pp 22823 094 24X Fiche 50 -000.84/03/12.6402 0 90 031 


8403220016 Submits summary of Bechtel investigation L corrective 
actions to resolve issue of nonconforming matl supplied by 
Tube-Line Corp, in response to IE Bulletin 03-06 Final 
response expected by 940615 

CQOKiJ U Consumers Power Co 84/03/12 KEPPLER. J 0 Region 3. 
Office of Director 2pp 22712 339 24X Ficho 50-329,04/03/12, 

6403220016 


0403270199 Submits resolutions to concerns addressed in 040110 Itr re 
hanger reinsp program Computer listing of hangers evaluated 
against commodity list to determine base number of hangers 
In program submitted 

0 DAMME. D L Consumers Power Co B4/Q3/I5 KARR, J E Stone & 
Webster, Inc 2pp 22770 291 24X Fiche 30-329,64/03/15, 

0403270199 


0402090043 IE Info Notice B4-19, “Two Events Involving Unauthoriied 
Entries Into PWR Reactor Cavities " Svc list encl 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 0301031 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24* Fiche 50-000,94/03/21,8402090043 


B402090044 IE Info Notice 04-20, "8vc Life of Relays m S a f s ty -Re la t ed 
Sy s “ Svc list enc 1 

JDRDAN, E L Division of Emergency Pre pare-dn es 9 4< Engineering 
Response (Post 630103) 04/03/21 Consolidated Edison Co of New 

York, Inc I33pp 22933 001 24X F 1 cite 50-000, 04/03/2 1 , 6402090044 


R Periodic operating reports !, related correspondence 


8403020443 Forwards monthly status rapt of offsite emergency 
preparedness for CL reviews for Jan 1984 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCKS, W J Office of the Executive Director for Operations 
64/02/21 PALLAD1NO Commissioners 9pp 22492 003 24X 

Fiche 50-000,84/02/21,8403020443 


0403070008 Forwards monthly rapt for Jan 19B4,per ALAD-106. inc lud i ng 
Bechtel nonconformance reptiQechtel FSO nonconformance rept, 

Bechtel quality action requests. Bechtel mgt corrective 
action repts it Bechtel QA findings 

COOK, J W Consumers Power Co 84/02/25 DEYODNO, R C Director's 
Office. Office of Inspection and Enforcement 2530pp 22529 OlO 

24X Fiche 50-329.81/02/25.84 03070000 


8403220013 Forwards monthly status rept for Feb 1994 Monthly 
OCR/f i nding status review meeting scheduled For 840328 In 
Ann Arbor, Ml 

LEVIN. H A TERA Corp 84/03/16 EI9ENHUT. D 0 Division of 

Licensing KEPPLER. J G Region 3. Office of Director COOK. J W 

Consumers Power Co 3pp 22713 285 24X Fiche 50-329.84/03/16, 

0403220013 


— B40322Q022 “Midland Independent Design 6 Const Verification Progria 
Monthly Status Rept Number 10 for Feb 1964 " 

DOl/OHERTY. F A TCRA Corp 84/03/16 54pp 22713 200 24X 

Fiche 50-329,84/03/16.8403220013 


0403270062 Forwards “Const Implementation Overview (CIO)," Meekly Rept 
39 for 840305-09 

KARR. J E Stune It Webster. Inc 04/03/16 KEPPLER, J G Region?. 
Office of Director 17pp 22766 000 24X Fiche 50-329,04/03/14, 

6403270062 


8403230043 Forwards monthly status rept for Midland project for Feb 
1984 

WARNICK.R F Region 3, Office of Director 04/03/19 KEPPLER, J 0 
Region 3. Office of Director lp 22728 351 24X 

Fiche 50-329,84/03/19,6403230043 


8403230046 Forwards monthly status rept for Midland project for Feb 
1904 

COOK. R J Rag Ion 3, Office of Director 04/03/15 WARWICK, R F 
Region 3, Office of Director 2pp 22720 352 24X 

Ficho 50-329, 84/03/19, 8403230043 


S Reportable occurrences, LERs & related correspondence 


8401230630 Partial response to FOIA request for IE 800103 rept re 
review of mat! false statement at f a c i 1 1 1 i e s , as soc iotsd Si 
supporting records to rept t< repts prepared In response 
Forwards App A documents Review of addl records in progress 
FELTON, J (1 Division of Rules and Records 83/11/01 WINSLOW, R. 
Ms 1 1 Street Journal 2pp 2190 5 337 2 4X Fiche 30-329,03/1 1/01. 

B40 I 230630 


— 8401330660 PND-79-039 pn 790305* invo st i ga t i on concluded that QA grejrii 
for obtaining proper soil compaction of facility deficient 
excessive settlement observed w/diesel generator bldg & 

Incorrect info re soil foundation contained in FBAR 
BHEWMAKER.R E . HENDERSON, J 0 , THORN0URO, H D Office of 
Inspection tt Enforcement, office of the Director 79/03/06 2pp 
21905 352 24X Fiche 50-329,03/11/01,0401230630 


04030104*1 Informs Commission of problems w/emergency diesel generaiers 
mfg by TransameT i ca Delaval. Inc 

DIRCKS, W J Office of the Executive Director for Operations 
SECY-B3-034 84/01/25 4p p 2243B 347 24X Fiche 30-000,84/01/23, 

8403010451 


0403210032 Part 31 rept re failure of auxiliary feedwater pump drlv* 
turb lne s , Oimpe l NFS-4 T&T valve, to close Encl ltr dtd 040203 
sent to listed utils OE notified of affected units In GWR 
plants 

THEROUX, HR Terry Corp 84/02/22 WOODRUFF, R W Director'* 
Office, Office of Inspection and Enforcement 6pp 22706 3 2 7 24X 

Fiche 50-000,84/02/22,04 032 1 0032 


8403060269 Interim deficiency rept re nonconservative design of 
embedments In concrete using shear lugs located in tension 
Jones Next rept expected by B406O1 

CDOK.J W Consumers Power Co 84/02/24 KEPPLER, J G Region 3, 
Office of Director 6pp 22515 201 24X Fiche 30-329,04/02/23, 

8403060269 


0403070229 Partial response to FOIA request for repts re NRC 
Investigation of failure of reactor vessel holddown studs on 
Unit 1 reactor vessel Forwards App A k |l documents 
FELTON, J M Division of Rules and Records 84/02/23 PLATO, E D 
Kohl, De-crest, Wardle, Lynch. Clark I < Hampton 6pp 22564. 149 24X 

Fiche 50-329,84/02/23,0403070229 

— B403O70345 Recommends order be issued to util requiring aetton to 
correct unacceptable anchor bolts at facility Draft ltr it 
order encl 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 60/06/27 
THOMPSON. D Executive Officer for Operations Support, 34pp 
22564 172 24X Fiche 50-329,04/02/33,8403070229 


0403060104 Interim deficiency rept re QS.W steam generator auxiliary 
feedwater header design change Unit 2 changes should be 
completed by 840229 Work on Unit 1 suspended due to delay* 
in startup dates 

COOK, J W Consumers Power Co 04/02/24 KEPPLER. J 0 Region?. 
Office of Director 3pp 22517 015 24X Fiche 50-329,84/02/24, 

B 403060 104 


0403060272 Interim deficiency rept re nonconforming electrical raceirtV 
sys Adverse effect of deficiencies on safety of plant 
operation unlikely Decibel revised final Rept MCAR 70 encl 
Next rapt will be submitted by 840600 

CDOK.J W Consumers Power Co B4/02/24 KEPPLER, J 0 Region 3, 
Office of Director 7pp 225i7 066 24X Fiche 50-329,84/02/24. 

8403060272 



DOCKETED ITEMS 


191 


34030604 1 1 Forwards signed affidavit 6 resume of Z Zizak assigned to 
const implementation overview staff 

KARR.J E Stone & Webster. Inc 84/02/24 HARRISON, J U Region 3, 
Office of Director 3pp 22311 347 24X Fiche 50-329.04/02/24. 

04030404 1 1 


B 4 0308 0026 Forwards rept on Q40210 exit meeting w/Oechtel & NRC re 
i nd i scr imina te cable substitutions 

* Consumers Power Co 84/02/24 Stone S, Webster Engineering 

Corp 3pp 22539 243 24X Fiche 30-329,04/02/24,8403080026 


B403Q10207 Forwards "Investigation of Types AF & AE Piston Skirts," per 
Transamerica Oelaval, Inc Owners Group program commitments 
Rept evaluates cracks in AF piston skirts In Shoreham & 

Grand Qulf Nuclear Power Stations 

NU5ELER, W O TDI (Transamerica Deiaval, Inc ) Owners Group 
04/02/27 DENTON. H R Office of Nuclear Reactor Regulation, 

Director 3pp 22434 090 24X Fiche 30-000,84/02/27,8403010207 


8403060426 Forwards Figures 8-0 6 B-9 inadvertently omitted from 840208 
response to NRC 640104-06 audit questions re auxiliary bldg 
und erp inning 

MDONEY. J A Consumers Power Co 04/02/27 HARR180N, J J Region 3. 
Office of Director 6pp 22518 194 24X Fiche 50-320.84/02/27, 

6403060426 


8403080245 Confirm* that listing of open nonconformance repts. sorted by 
issue date, given to D Drown on 840221 

QUAMME, D L, Consumers Power Co 84/02/27 BARANOW, S Stone & 
Webster, Inc 3pp 22561 006 24X Fiche 50-329.84/02/27, 

6402080243 


3403130074 Forwards closed Nonconformance Identification Rept NIR-018 
re training record discrepancies not in compliance 
w/requirementi of FPG-2 000/Rev 7, “Training of Const 
Personnel ■* 

KARR. U E Stone 6 Webster. Inc 64/02/27 QUAMME, D L Consumers 
Power Co 3pp 22613 219 24X Fiche 30-329,84/02/27,8403130074 


0402090021 Board Notification 84-039 discusses NRC 840210 & 16 meetings 
u/Transamerica Deiaval, Inc Emergency Diesel Generators 
Owners Group Meeting scheduled on B40308 for finalization of 
generic program plan prior to NRC review 

E I SENHLTT, D G Division of Licensing 84/02/26 PALLADINO, 

0 ILINSKY, ROBERTS Commissioners Spp 22346 003 24X 

Fiche" 30-000, 84/02/28, 8402090021 


8403010218 Forwards task descriptions for 16 known problems re 
Transamerica Deiaval, Inc emergency diesel generators 
MUEELER,W J TDI (Transamer i ca Deiaval, Inc ) Owners Group 
04/02/28 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 42pp 22433 177 24X Fiche 30-000, B4/02/2B, 640301021 8 


B403080171 Forward* requested list of Items determined to be ready for 
Tavltio h closure by NRC Items marked by asterisk reviewed by 
Region III Inspectors 6 will be removed from list when 
closed in intp rept 

CGDK.J W Consumers Power Co 04/02/28 KEPPLER, J G Region 3, 
DfPice of Director I6pp 22359 290 24X Fiche 30-329,04/02/20, 

8403080171 


0403050167 Forwards response to Tracked Info Item 034 requesting MTC QA 
manual , qual i ty plan program manual, procedures 6 target list 
utilized at site & walkdown summaries issued to date 
* Consumers Power Co 84/02/28 Stone & Webster, Inc 2pp 
22339- 1 IS 24X Fiche 30-329, 84/02/28, B4O3O0O187 


9403080192 Advises that sampling insps of const training records of 
personnel complete Results of insp satisfactory U NIR-018 
closed. Personnel listed on encls cleared to perform status 
assessment W/o end 

KARR, J. E Stone & Webster. Inc 84/02/28 QUAMME, D L Consumers 

Power Co Jp 22339 201 24X Fiche 30-329, 84/02/28, 8403080192 


8403060233 Lists audit finding repts, inc lud ing MBA-03-7-O4F, OIF t, 
MO 1-603-03-02 

* Consumers Power Co 84/02/28 Stone t Webster, Inc lp 
22360' 124 24X Fiche, 50-329. 84/02/28, 8403080233 


8403130173 Forwards closed const imp lementa 1 1 on overview, Item 033 re 
dielectric Isolation spacers for galvanic protection of 
copper pipe to galvanized steel pipe supports missing in 

soma areas 

KARR. J E Stone U Webster, Inc 84/02/28 QUAMME, D L Consumers 
Power Co 29pp. 22399 194 24X Fiche 30-329, B4/02/28. 0403130173 


8402090020 Board Notification 84-044 forwards Part 21 rept re 
TriTisamerica Delaval.Inc turbocharger thrust bearing 
lubrication defect resulting In engine nonavai lab i Uty 
EISENHUT, D G Division of Licensing 84/02/29 PALLADINO 
Cojiunise ioner* 4pp 22341 263 24X Fiche 50-000,84/02/29, 

B40 2090 020 


8403080221 Forwards Nonconformance Identification Rept 019 On 840222, 
field deviation disposition list not revised to reflect 
changes for Specs M-1A !< C-304 

KARR, J E stone 6 Webster, Inc 04/02/29 QUAMME, D L Consumers 
Power Co 2pp 22360 022 24X Fiche 30-329 84/02/29,0403080221 


8403080247 Forwards complete response to Const Implementation Overview 
Item 056 re inconsistencies noted during evaluation of 
training for FOCI C-l 50 

* Consumers Power Co 84/02/29 Stone t< Webster, Inc 4pp 
22361 019 24 X Fiche 50-329, 04/02/29, 0403080247 


84030B0230 Forwards closed Const Implementation Overview Item 034 re 
Mark Technologies Corp QA 6 quality program plan manuals, 
procedures 6 target list 

KARR, J E Stone &. Webster, Inc 04/02/29 QUAMME, D L Consumers 
Power Co 3pp 22361 016 24X Fiche 50-329, 84/02/29,0403080230 


8403080239 Forwards complete response to Const Implementation Overview 
Item 037 re trainer evaluation 

* Consumers Power Co 84/02/29 Stone & Webster, Inc 4pp 
22557 113 24X Fiche 50-329,64/02/29.8403030259 


0403130210 Forwards closed QAR RT-00021 which provides complete 
response to Nonconformance Identification Rept NIR-000 re 
training matrix 

* Consumers Powbt Co 04/02/29 Stone 6 Webster, Inc 6pp 
22605 037 24X Fiche 30-329,04/02/29,0403130210 


8403060305 Forwards IE Monthly Meeting Repts 50-329/84-05 & 
30-330/04-05 on 840209 

WARWICK. R F Region 3. Office of Director 84/03/01 COOK, J W 
Consumers Power Co 2pp 22507 004 24X Fiche 30-329,84/03/01, 
8403060383 


— B403060407 Forwards minutes of Feb 1904 monthly third-party assessment 
meeting re underpinning t< remedial soils work 

LUCK 9, A S Stone i, Webster, Inc 84/02/21 HARRISON, J J Region 
3, Office of Director 21pp 22307 Oil 24X 
Fiche 50-329,84/03/01,8403060305 


— 8403060415 Forwards Independent Assessment of Underpinning Weekly Rept 
68 for 840101-07 

LUCKS, A S Stone & Webster, Inc 84/02/S2 COOK, R NRC - No 
Detailed Affiliation Oiven lipp 22507 032 24X 

Fiche 50-329.84/03/01,6403060385 


— 8403060420 Forwards Independent Assessment of Underpinning Weekly Rept 
69 for 840108-14 

LUCKS, A 9 Stone t< Webster, Inc 04/01/17 COOK, R NRC - No 
Detailed Affiliation Given ISpp 22507 043 24X 

Fiche 30-329,84/03/01,0403060305 


— 0403060423 Forward* Independent Assessment o-f Underpinning Weekly Rept 
70 for 8401 i 5-2i 

LUCKS, A S stone it Webster, inc 84/01/25 COOK, R NRC - No 
Detailed Affiliation Given 14pp 22307 QSB 24X 
Fiche 50-329,84/03/01.8403060383 


--840306042B Forwards Independent Assessment of Underpinning Weekly Rept 
71 for 840122-28 

LUCKS, A 8 Stone it Webster, Inc 84/02/02 COOK, R NRC - No 
Detailed Affiliation Given 16pp 22307 072 24X 

Fiche 50-329, 04/03/01 , 8403060383 


— 8403060442 Forwards Const Implementation Overview Weekly Rapt 31 for 
840109-13 

KARR, J E stone h Webster, Inc 84/01/18 KEPPLCR. J G Region 
3, Office of Director 17pp 22307 tOO 24X 
Fiche 50-329,84/03/01,8403060385 


— 0403060444 Forwards Const Implementation Overview Weekly Rept 32 for 
840116-20 

KARR, D E Stone & Webster, Inc B4/01/27 KEPPLER, J G Region 
3, Office of Director 20pp 22307 117 24X 

Fiche 30-329,84/03/01,8403060383 


— 8403060443 Forwards Const Implementation Overview Weakly Rept 33 for 
840123-27 

KARR, >J E Stone L Webster, Inc B4/02/01, KEPPLER, J G Region 
3, Office Of Director 17pp 22507 137 S4X 
Fiche" 30-329,84/03/01, 8403060385 


8403130195 Forwards closed const implementation overi 
training classes 

KARR. J E Stone t< Webster. Jnc 84/03/01 QUAMME, 
Power Co 5pp 22617 307 24X Fiche 50-329.04/03 



DOCKETED ITEMS 


>060222 Interim deficiency rept re coord 1 nat i o ft of engineering holds 
restrictions resulting in installation of unqualified 
se> cables Cablet cull be replaced Interim or final rept 
ipected by 840504 

)PH, J U Consumers PoweT Co 04/03/02 KEPPLER, J G Region 3, 
flee of Director 6 pp 225*1 025 24X Fiche 30-329,84/03/03. 

403080222 


U30030 Forwards closed Audit Finding Repts MSA- 6 3-23- 02F, 
3A-B3-25-10F b, MSA-63-29-03F h closed Unresolved Item Repts 
9A-83-23-09U 4- HSA-83-25-07U 

OKALi D J Consumers Power Co 84/03/02 Stone Si Webster, Inc 

Ppp 22*06 094 24X Fiche 30-329,84/03/02,8403130050 


B403130271 Informs that response to Nonconformance Insp Rapt 003 
satisfactory Const imp 1 eagn tst ion every! eu- wil 1 continue to 
lcaho °i r trslrlln a commitments u/emphasis on listed areas 
Sows* f t 0 ne ^I b ^ 8r ' ,nc 84/03/07 OIMMME.D L Consumers 

Power Co ip 22*14 175 24X Fiche 50-329,34/03/07,8403130271 


n flrt r ai r ^ pt re stfltus update concerning abnormal wear on 
linear c-orwsrter* Test program underlay Result* of 
investigation indicate eicessive wear caused by hunting of 
control circuitry 

DDDSQN, J R Pacific A 1 ** Product, Co 04/03/09 Director 
2 1 ! L n °i Inspection and Enforcement 7p p 22624 06B 24X 

Fichu 30-000,04/03/09,0403140132 


31301 84 Forwards Monconformance Identification Rept 020 re unsigned 
hangs request forms 

ARM, J £ Stone 6 Webster, Jnc- B4/03/02 GUAMME, D L Consumers 

ower Co 2pp. 22617 234 24X Fiche 50-329,84/03/02,0403130104 


,3130292 Forwards Audit Rept M5A--03-3? W/o ene 1 

/OKAL, D J Consumers Power Co 84/03/02 Stone It Webster, Inc 
p 22n 1 4 1 49 34 X Fiche 50-329,04/03/02,0403130292 


13130321 Forwards Const Imp 1 ementat 1 on Overview Hold Point 
iotiflcation Item 061 re subcontract document control, for 
action Recommends form be revised to provide signature it 
date space for recipient 

iARR.J E Stone 6 Webster. Inc 84/03/02 QUAMhiE. D L Consumers 
>ower Co 2pg 22614 130 24X 01046,50-329,04/03/02,8403130331 


0314004 0 Forwards "Grand Gulf Component Tracking tjys. * "Shoreham 
Component Tracking 5ys“ h “Transamerica Oelaval, Inc 
oiesel Generators Owners Group Program Plan,” to resolve 
concerns w/emergeney diesel generators 

MUSELEff.W J Long Island Lighting Ca 84/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 5pp 22626 062 
24X Fiche 30-000,84/03/02,0403140048 


B4031 40095 "Transameric a Delavaltlnc Diesel Generators Owners Group 
Program Plan “ 

* TD1 (Trensameri ca Oelaval. Inc ) Owners Group 84/03/02 
261 p p 22628 223 34X Fiche 50-000, B4/03/02, B4031 40048 


103130161 Forwards, for info, closed Ovality Action Request GAR-RT-00Q20 
used to track const implements ti nn -overview Nonconformance 
1 d enti f i c at i or, Rept MIR-0Q7 

* Consumers Power Co 04/03/05 Stone 6 Webster, Inc lOpn 
32399 298 24X Fiche 30-329,84/03/05,8403130161 


403130362 Forwards partial response to Tracked Action Item 043, 
consisting of pre- 6 post-stop work order activities, DDR 
implementat i on, si t e-wids distribution plan implementation 
schedule h corrective action plan W/o encla 

REICHEL, N I Consumers Power Co 84/03/05 Stone it Webster, Inc 
lp 22616 269 24X Fiche 50-329.84/03/05,0403130362 


1403130479 Forwards Const Implementation Overview, 1 tern 040 re 
inconsistency between spec requirements on spacing between 
anchor bolts of different diameters Bechtel preparing spec 
change notice 

KARR, J£ Stone 4, Webster, lnc B4/03/05 HEPPL.ER, J 0 NRG - Mo 
Detailed Affiliation Given OUAMME.D L , REicKEL, N 1 Consumers 
Power Co 3pp 22613 22B 24X Fiche 50-329,84/03/03,8403130479 


3403130233 Forwards Const Implementation Dvervi ew, 1 tem 062 re training 
classes Statvs assessment performed on pipe supports by 
personnel w/i nepmp f etc required training 

KARR. J E Stone 6 Webster, lnc 64/03/06 KEPPLER, J 0 Region 3 , 
Office bf Director 3pp 22606 037 24X F l c h e- 50-329, 84 /03/06, 

S403I3023B 


04Q3I3O334 Forwards completed response to Tracked Action Item 04 B 
consisting of Spec Change Notice 14001 to Spec C -306 re 
grouted anchor belts 

REICKEL, N I Consumers Power Co B4/03/06 Stone 6 Webster, lnc 

4pp 22616 330 24XFkthe 50-339, B4/Q3/06, 04Q313O334 


8403130491 Requests eitension to 840309 for responding to Tracked 
info Items 05B It 059 & Tracked Recommendation item 0*0 
REICHEL, M I Consumers Power Co B4/Q3/06 Stone b Webster, Inc 
Jp 22613 1B0 24X Fiche 50-329, B4/03/06, 8403130491 


B402090Q33 Board Notification B4-047 forwards Tts nsamer 1 c a Delavaltlnc 
Owners Group piston skirt rept 8 < task descriptions 
EJBENH 8 T, D 0 Division of Licensing B4/03/O7, PALLADINO, 

GIL1N5KY, ROBERTS Commissioners 4pp 22674 521 24X 

Fiche 50-000, 04 /03 /07, 04 02090 033 


0403220072 Forwards listed documentation r* pott-weid heat treat 
thermocouples Bechtel in contact w/supplier* to obtain 
replacements W/o end 

* Consumers Power Co 84/03/09 SMITH, A 9t«n B 6 Webster, Inc 
lp 227 1R 310 24X Fiche 50 -329 f B4Y 03/ 09. 9403220072 


^ Dari Notification 84-051 forwards "Transamer ic a Dekaval, Inc 
iTUi) Diene 1 Generators Owners Group Program Plan •' 

EIBENHUT, i) 0 Division of Licensing 84/03/12 PALLADINO, 

GILINSKY. ROBERTS Commies loner# 3pp 22608 214 24X 

Fiche. 50-000, 04/03/12, B402090039 


osu^uvuojv u oa rd Notification 04-052 forwards meeting summaries 
containing transcripts of B40210 4 16 meetings between NRC J< 
Tt oneamer tc a Oelaval, lnc (Tdi) Owners Group Distribution 
I l st end 

D 5 lWi ’ ion oF Licensing 84 / 03/13 PALLADINO, 
Q1LINSKY, RODERTB Commissioners 3pp 2270B OOl 24X 
Fiche 50-000.84/03/12,8402090039. 


8403060536 Fovwards summary of B4021O meeting 
Inc Owners Group in Oethesdo.MD re problems 
diesel generators 

CARUSO, R Licensing Branch 2 84/02/27 0 

Detailed Affiliation Given 6 pp 2270B 006 
Fiche 50-000,04/03/12,0402090039 


w/Transameri ca Dilaval, 
w/emergency 

'REILLY, J P. NRC - No 
24X 


8403060934 Transcript of 840210 meeting u/Tr an tamer i c 
Owners Croup in Bethesda, MD re problems w/emeroency 
generators 

* NRC - No Detailed Affiliation Given Q4/02/10 
2270B 012 24 X Fiche 50-000,84/03/12.6402090039 


a Del aval, In 
diesel 

147pp 


nummary or U 4 u^i 6 meeting w/Trantamer ica Oelaval, tnc Dwm 
Group in Wading River, NY re program plan to ettsblleh 
reliability of diesel generators Agenda. meet i ng transcript & 
attendance list end K 

MILLER, M A Licensing Branch 4 B4/02/27 Licensing Branch 4 

Bpp 22708 161 24 X Fiche 50-000.04/03/12,0402090039, 


B 403070423 Transcript of 840216 conference in Hading River, NY re 
rrainarn* r lc* Oalaval.Irvc dieiel generators, pp 1-02 
* CommissioTi&ri 84/02/16 T3 4p p 2270Q 169 24X 

Fichs 50-000 f 64/03/ 12. Q402 09003-9 


!. w s«v4i V ii ncYt eu ur urinfl c 1 1 n g r< D 15 Eie-arlnG Bholli 

TransameTica Oelaval fTntorprlse Englnoi 14 far Bhortham k 
Grand Gulf generator's 

™!f LER '“ J *- Qn 9 t 8 l4 na Lighting Co 04/03/12 DENTON, H ft 
5av*tr. ^ tl0 ^ T f,oattor Regulation, Director 2pp 22632; 074 
24X Fiche 50-000,04/00/12,0403140050 / 


M'tuuikiuijkj roTvaras 




uiDiri v«nBT«roi 




Arm Capscrew Stress Analysis Rept « Capscrew deslgn'ideiiate 
for applicable engines p sve conditions 

J _ TDt { Transamer ica Oelaval, Inc ) Quher* Oroup 
? eNT0N,H R 0 ff ‘k« of Nuclear Reactor Regulation, 
rector 2pp 22639 270 24X Fiche 50-000.64/03/13,0403150133 


^RA-OoJsS Action Requests CQARt) R/X-00134 i= 

HA 00133 fco ign action fc track const Imp l«ntnt«blon 
■overviflUi (ClOl ttlrts 019 «< 020 on MPOAO QUAIL s^» CJO win 
evaluate satisfactorily closed out OAR 5 to close out NIRs 
* Consumers power Co 04/03/14. Stone & Uebster u, 

22771 138 24X Fiche 50-329,84/03/14,0403270169 


B403270023 Informs that 
Point 001, Rept 6 , 

* Consumers Power Co 
22770 069 24 X Fiche 


all G redline drawings lncorpora ted, p er Hold 


50 


84/03/15 Stone *, Webster, 
-329, 84/03/ J 5. 0403370023, 


Inc 


2pp 


_ 1. _ j . . . - *i v v i, inrq * v ■ it, ug; 

matri* status assessment requirements 

a 27 f2 n *^ er L^^r ?° a/ » /03/13 at»n. I, Habit, 

22769,338 24X Fiche 50-329,04/03/15,0403270029, 


tra lnlng 

nc llpp, 



0403270227 Forwards open Const Imp 1 ementat 1 on Overview Item 063 re 
statu* assessment In Module 120D on 040313 using unmarked 
FSK prints 

KARRi J E Stone b Webster. Inc 04/03/19 KEPPLER, J 0 NRC - No 
Detailed Affiliation Givan REICHEL.N I . WELLS. R A Consumers 
Power Co 3p p 22772 081 24X Fiche 90-329, B4/03/1 9. S403270227 


0403200222 Responds to 840214 Requests for Info 1 & 2 re R-4 series 
engines List indicating engine number, model b svc number, 
customer name 5, address, rat lng, date shipped b date started 
enc 1 

MATHEWS, C 8 Transamerica Delaval, Jnc 84/03/16 EISENHUT, D G 
Division of Licensing 20pp 22691 179 24X Fiche 90-000,84/03/16, 

8403200222 


8403220067 Interim deficiency rept re low alloy quenched 6 tempered 
bolting 1 3-inches 6 greater in support of safety-related 
sys Current status of Dechtel mat! evaluation end Ne«t rept 
uiill be sent by 840727 

COOK, J W Consumers Power Co 84/03/16 KEPPLER, U G Region 3, 
Office of Director lOpp 22716 130 24X Fiche 30-329,84/03/16, 

0403220067 


T Hearing transcripts on non-an ti tr ust matters 


8402090039 Board Notification 84-032 forwards meeting summaries 
containing transcripts of B40210 6 16 meetings between NRC 6 
Transamerica Delaval, Inc (TDll Owners Group Distribution 
list end 

EISENHUT i D G Division of Licensing 84/03/12 PALLADINO 
Commissioners 5pp 22708 001 24X Fiche 30-000,84/03/12, 

8402090039 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F Security, medical, emergency 6 fire protection plans 


B403200121 Revised emergency plan implementing procedures, inc lud ing 
Rev 1 to EPIP 2 4, "Activation 6 Operation of Offsite 
Relocation 6 Assembly Area" & Rev 23 to rev control sheet 
W/B40I26 Itr b transmi t ta 1 /a c k memo dtd 840123 

YOUNG, K , WILSON, D L Iowa Electric Light b Power Co 83/11/17 
DENTON, H Office of Nuclear Reactor Regulation, Director 13pp 
22699 023 24X Fiche 50-331,83/11/17,0403200121 


8403220108 Interim deficiency rept re defective capstan springs in 
mechanical shock arrestors supplied by Pacific Scientific 
Arrestor* being evaluated & tested Next rept by 840304 
COOK* J. W Consumers Power Co 84/03/16 KEPPLER, U G, Region 3, 
Office of Director t7pp 22716 100 24X Fiche 50-329,04/03/16, 

0403220100 


B403270062 Forwards "Const Implementation Overview (CIO)," Weekly Rept 
39 for 840303-09 

KARR, U E Stone b Webster, Inc B4/03/16 KEPPLER, J G Region 3, 
Office of Director 17pp 22766 088 24X Fiche 30-329,04/03/16, 

8403270062 


0403270096 Forwards conit implementation overview for Items 064,063 6 
066 re CW-1 00, “E-Series" POCI's.Zack Procedure MB-FP-7C t< 

Zack Procedure MB-FP-18 Welding insp requirements deleted b 
spec change notice recommended 

KARR, J E. Stone b Webster, Inc 84/03/16 KEPPLER, J G NRC - No 
Detailed Affiliation Given REICHEL,N 1 Consumers Power Co 
OUAMME, D L Stone b Webster, Inc 4pp 22766 336 24X 

Fiche 30-329,84/03/16,8403270096 


8403270093 Forwards Closed Const Implementation Overview Item 036/Hold 
Point Notification re Checklist MP-MIS-OOOE-OOOI Review of 
items re impact on training requested 

KARR, U E Stone & Webster, Inc 84/03/19 KEPPLER, J 0 NRC - No 
Detailed Affiliation Given REICHEL, N I . OUAMME, D L Consumers 
Power Co 3pp 22769 330 24X Fiche 30-329,84/03/19,8403270093 


8403270236 Forwards DF Ronk 040313 memo to UT Christy & attachments 
showing planned weekly manhour allocations for POCI b areas 
for wk* of 840323,30 b 0406 U/o end 

RONK, D F Consumers Power Co 84/03/19 BAUMGARTNER, T Btone b 
Webster, Inc lp 22771 347 24X Fiche 30-329,84/03/19,0403270236 


8403300006 Forwards Closed Const Implementation Overview Item 032 re 
Criterion XVIII site auditing 

KARR-J E Stone b Webster, Inc 04/03/20 KEPPLER, J G NRC - No 
Detailed Affiliation Given OUAMME, D L , REICHEL, N I Consumers 
Power Co 3pp 22822 126 24X fiche 30-329,84/03/20,8403300006 


8403300033 Forward* proposed project records classification code list 
b mgt policy for review, 

KARR, J E atone b Webster Engineering Corp 84/03/20 OUAMME, D L 
Consumers Power Co 8pp, 22821 312 24X Fiche 30-329,84/03/20. 

8403300033 


0403200051 Revised emergency plan implementing procedures, inc lud ing Rev 

6 to EPIP 2 2 re technical support ctr activation, Rev 2 to 
EPIP 6 1 re maint of emergency preparedness b Rev 2 to EPIP 

7 1 re coordinator duties W/040123 Itr 

WILSON, D L Iowa Electric Light b Power Co 84/01/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 93pp 22603 251 
24X Fiche 30-331,04/01/10,8403200051 


0403200047 Revised emergency plan implementing proc edures . in c I ud 1 ng Rev 
4 to EPIP 1 l Tt emergency action level determination b Rev 
6 to EPIP 1 2 re notification of emergency response 
organization W/B40126 Itr 

WILSON, D L Iowa Electric Light b Power Co 84/01/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 60pp 22683 212 
24X Fiche 30-331.04/01/16.0403200047 


0403200103 Revised emergency implementing proc edures, inc 1 ud 1 ng Rev 1 to 
Procedure EPIP 2 3, "Control Room Emergency Response 
Operation" b Rev 3 to Procedure EPIP 3 3a, "Manual Dose 
Injections " W/040312 Itr 

WILSON, D L Iowa Electric Light b Power Co 04/02/00 DENTON, H 
Offico of Nuclear Reactor Regulation. Director 6Bpp 22697 144 
24X riche 30-331.84/02/00,0403200103 


8403060530 Advises that NRC will not review emergency plans to delete 
privacy or proprietary Info unless specifically requested by 
licensee, por 810709 Generic Ltr 81-27 W/o request, enti re 
plan will be placed In PDR 

VA8BALL0, D 0 Operating Reactors Branch 2 84/02/10 LIU.L Iowa 

Electric Light U Power Co 2pp 22352 293 24X 

Fiche 30-331,84/02/10,8403060330 


0403060136 Forwards changes to security plan Changes withheld <ref 
10CFR73 21) 

MCGAUQHY, R W Iowa Electric Light b Power Co 04/02/27 
KEPPLER, J G Region 3, Office of Director lp 22316 083 24X 

Fiche 50-331, 04/02/27, 8403060136 


0403120037 Extends invitation to attend regional workshop on fire 
protection safe shutdown requirements of 10CFR30,App R b IE 
Info Notice 84-09 on 840323 in Rasomont, IL Proposed agenda 
end for review 

8PES8ARD.H L Division of Engineering 04/03/06 LIU, L Iowa 
Electric Light b Power Co 3pp 22500 044 24X 

Fiche 30-331,84/03/06.8403120037 


8403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension b Stress Analysis," prepared by SbW for 
Transamerica Delaval, Inc (TDD Diesel Generator Owners 
Ofoup. 

MUBELER , W U TDI (Transamerica Delaval, Inc ) Owners Group, 
04/03/23. DENTON, H R Office of Nuclear Reactor Regulation, 
Director, 2pp 22774 001 24X Fiche 30-000,84/03/23,0403270132 


8403270134 Requests meeting on 640418 to discuss short-term b long- 
term corrective actions b investigations re Transamerica 
Delaval diesel generators List of suggested meeting topic* 
enc 1 

MCOAUQHY , J P TDI ( Transamer i ca Delaval, Inc ) Owners Group 
04/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Fiche 30-000,84/03/23,8403270134 


0403130143 Ack receipt of 040227 ltr transmitting changes to security 
plan Changes consistent ui/provisions of 10CFRS0 34<p) b 
accep table 

AXEL8DN, W L Region 3, Office of Director 84/03/00 L1U.L Iowa 
Electric Light b Power Co 2pp 22608 171 24X 

fiche 30-331,84/03/08,8403130143 


0403130478 Ack receipt of 040222 ltr re procedure distribution for 
radiation protection procedures Controlled distribution of 
emergency plan b implementing procedures acceptable 
PAPERIELLO, C J Region 3, Office of Director 04/03/08 
MINECK, D L Iowa Electric Light b Power Co ip 22613 2 32 24X 

Fiche 30-331,04/03/00,8403130478 


— 0403130400 Discusses revised procedures to simplify distribution of 
radiation protection procedures from controlled copy to 
Uncontrolled copy for info only 

MINECK, D, L Iowa Electric Light b Power Co 04/02/22 

KEPPLER, J 0 Region 3, Office of Director lp 22613 233 24X 

Fiche 30-331,84/03/08,0403130478 
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0403190236 Forwards IE Safeguards Insp Rept 90-331/03-19 on 831220- 
340119 £, notice of violation h proposed imposition of civil 
penalty Notice withheld (ref 10CFFJ73 211 

KEPFLER, J 0 Region 3, Office of Director 04/03/13 LIU.L Iowa 
Electric Light 8, Power Co 4pp 22672 201 24X 

FIche 30-331,04/03/13,0403190236 


B403 1 90239 IE Safeguards Insp Rept S0-33I/B3-19 on 031220-0401 19 
Notvcomp 1 1 anc e noted failure to provide adequate vttal area 
harrier t< security plan criteria not met for vital 
equipment Details withheld (ref 10CFR73 211 

PIRTLE,0 L ■ MADEDA, T U i CREED, J R Region 3, Office of Director 
04/02/01 2pp 22672 203 24X Pi che 30-331, 84/03/ 13, 8403190236 


J Insurance & indemnity Information 


B4Q3260062 Forwards Endorsements 62 & 63 to NELIA Policy NF-214 h 
Endorsements 3t & 32 to MAELU Policy MF-72 

SHEA, K H Newman t Holtiinger 34/03/14 SALTZMAN, U D Assistant 
Director for State 4, Licensee Relations 5pp 22 7 30 2 4 0 24X 

Ficho 30-331.04/03/14,8403260062 


P Operating license stage documents t correspondence 


B403200192 “Offsite Dose Assessment Manual for Oaseous h Liquid 
Effluents " W/040313 ltr 

MCGAUQHY , R H Iowa Clectrlc Light t* Power Co 03/03/31 DENTON. H 
Office of Nuclear Reactor Regulation. Director 112pp 22700 034 

24 X Fiche 90-331, B3/03/31 , E14Q32001 92 


E340B140527 Forwards exemption from leakage test requirements of 
1 0CFR30, App J, Section 50 S4<o),per util 700829 request 
Exemption for core spray Isolation valves !< RC1C t< HPCI 
condensate return isolation valves denied SER also encl 
E1SENHUT.D 0 Division of Licensing 04/01/17 L1U,L Icuia 
Electric Light & Power Co 2pp 22262 234 24X 

Fiche 90-33 1 , 84/0 i / 17, 8402140527 


— B402140336 Exemption from leakage test requirements of 1OCFRS0, App J, 
Section 30 34(o> le leak tight integrity of primary reactor 
containment t, sys S, components which penetrate containment 
EISENHUT.D 0 Division of Licensing 04/01/17 Iowa Electric 
Light «< Power Co 6pp E2262 236 24X Fiche 30-331,04/01/17, 

0402140327 


□403060030 Forwards request for addi info re Mark I containment long- 
term program, plant-unique analysis rept loads evaluation 
Response requested within 45 days of ltr receipt Meeting or 
conference call recommended no later than B40221 

VASBALLO, D B Operating Reactors Branch 2 84/02/07 LIU, L Iowa 

Electric Light tc Power Co 6pp 22S20 310 24X 

Fiche 30-331,04/02/07,8403060030 


8403140340 Summary of 831213 meeting w/GE L Mark 1 Owners Group in 
DethesdoiMD re Mark I containment wetwell-drywe 1 1 vacuum 
breaker design methodology 

SIEGEL. D L Operating Reactors Branch 2 04/02/21 Operating 

Reactors Branch 2 Slpp 22635 19B 24X Fiche 50-000,04/02/21, 

B403140340 


0403140313 Responds to 040123 ltr concurring w/NRC determination of 
MSHC for amend request RTS-155 Addl amend requests 
received from licensee after 030506 published in FR include 
ST8-134. RTS-153 L RTS-74 

VASSALLO, D 0 Operating Reactors Branch 2 04/02/23 HOUVENACLE, T 

Iowa, State of 3pp 22639 303 24X Fiche 30-331,04/02/53, 

8403140313 


940302010B Application for amend to License DPR-49, correcting 
typographical errors, clar i fylng existing text & updating old 
refs 

MCOAUGHY, R W Iowa Electric Light tt Power Co 04/02/27 DENTON, H 
Office of Nuclear Reactor Regulation, Director 2pp 22442 333 
24X Fiche 50-031, 04/02/27 , B40302010B 


— 0403020111 Propoeed Tech Specs correcting typographical errors, 
clarifying existing text (, updating old refs 

* Iowa Electric Light t< Power Co 04/02/27 7Spp 22442 337 
24X Fiche 30-331,04/02/27,6403020108 


B403030233 Notifies that Class IV rather than Clast 111 fee appropriate 
for review of 040127 application For amend to Ltcenie 
DPR-49, chang ing Tech Specs re MJREQ-0737 L min staffing 
requirements, 

DIGOSiR M License Fee Management Branch B4/02/29 ARNOLD, D 
Iowa Electric Light S, Power Co Ip 22527' 337 24X 

Fiche 30-331, 84/02/29, 84Q3050233, 


0403090262 Forwards supplemental response to Generic Ltr B3-88, 
"Required Actions Based on Generic Implications of Salem 
ATW9 Events " Activities may be rescheduled during next 
update of integrated plan for mads 

MCOAUGHY, R W Iowa Electric Light J< Power Co 04/02/29 DENTON, H 
Office of Nuclear Reactor Regulation, Director 2B4pp 22573 304 
24 X Fiche 50-331,04/02/29,0403090262 


—0403090277 Rev 0 to Procedure 1410 0, "Post-Scram Review M 

5EDLACK, M S Illinois Power Co 84/02/23 6pp 22373 222 24X 

Fiche 30-331,84/02/29,8403090262 


0403130144 Forwards response to MIC 640207 request for addl info re 
plant-unique analysis rept for Hark I torus mods 

MCOAUGHY, R W Iowa Electric Light J< Power Co 04/03/02 DENTON, H 
Office of Nuclear Reactor Regulation, Director 24pp 22601 276 
S4X Fiche 30-331,04/03/02,8403130144 


B4Q30900BB Application to amend License DPR-49, Chang ing Tech Specs to 
incorporate addl MAPLHQR limits 

MCOAUGHY, R W Iowa Electric Light 4, Power Co 04/03/09 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
22579 327 24X Fiche 50-331 , 04/03/03, 04O3O9OOB8 


-0403090092 Proposed Tech Spec changes extending MAPLHQR limits 
« Iowa Electric Light S, Power Co 64/03/05 iipp 22579 329 
24 X Fiche 90-331,04/03/09,0403090000 


8403IS00S7 Forwards draft summary of status of equipment qualification 
program, Inc lud ing response summary of technical evaluation 
rept, acc ident description & equipment identification summary 
h qual If ication rept 

MCOAUGHY, R H Iowa Electric Light 6 Power Co 04/03/00 

DENTON, H R Office of Nuclear Reactor Regulation, Director 106pp 

22641 094 24X Fiche 30-331,04/03/00,0403130007 


0403190300 Forwards revised Page 3 2-23, Table 3 2-0 of 840214 Amend 93 
to License DPr- 49, mak ing administrative changes to Tach 

Bp DC 3 

MCOAUGHY. R W Iowa Electric Light 8< Power Co 84/03/12 DENTON, H 
Office of Nuclear Reactor Regulation. Director ip 22673 166 24X 

Ficho 30-331,04/03/12,0403190300 


— 0403190306 Revised Page 3 2-23 to Tech Sp ec s, ref lec ting administrative 
changes 

» Iowa Electric Light S< Power Co 04/03/12 ip 22673 167 24X 

Fiche 30-331, 04/03/12, 6403190300 


8403130273 Generic Ltr 64-07 to all licensees of BHRs re procedural 
guidance for pipe replacement at BWHs Svc list encl 
E1SENHUT, D G Division of Licensing 64/03/14 Commonwealth 
Edison Co 20pp 22623 334 24X Fiche 30-000,94/03/14,6403150279 


8403300279 Requests remittance of fee for action on 700029 application 
re exemption from certain App U test requirements 
MILLER, HO Licenso Fee Management Branch 64/03/15 ARNOLD, D 
Iowa Electric Light tt Power Co ip 22044 330 24X 

Fiche 30-331,04/03/15,8403300279 


B403230004 Application for rev to License DPR-46, chang ing Tach Speci re 
primary containment leakage test requirements 
MCGAUGHY, R W Iowa Electric Light fc Power Co 64/03/16 
DENTDN. H R Office of Nuclear Reactor Regulation, Director 4pp 
22720 006 24 X Fiche 50-331,64/03/16,0403230004 


— B403230007 Proposed Tech Spec Change RTS-1 120, chang ing primary 
containment leakage test requirements 

* Iowa Electric Light «< Power Co 04/03/16 i9pp 22720.092 
24X Fiche 30-331,04/03/16,0403230004 


0403260200 Corrects erroneous statement from B30425 response to Generic 
Ltr 83-02, “NUREG-0737 Tech Specs, " re Action Item II, E 4. 1. 

"Dedicated Hydrogen Penetration “ Purge/repressur i tation syt 
used as backup for combustible gas control. 

MCOAUGHY, R W Iowa Electric Light L Power Co B4/O3/20 DENTON, H 
Office of Nuclear Reactor Regulation, Director lp. 22796:166 24X 

Fiche 90-331,84/03/20, B40326020S 


Q, Inspection reports, IE Bulletins 4, correspondence 


6403140319 Forwards request for addl info identified by Franklin 
Research Ctr re IE Bulletin BO-ll concerning masonry wall 
design, in response to licensee 021010 submittal 

VASBALLO, D □ Operating Reactors Branch 2 04/02/22. LIU, L. Iowa 

Electric Light 4, Power Co 6pp 22639 863 24X 

Fiche 50-331,64/02/22,0403140319 
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8403120120 Forwards IE Insp Rept 30-331/84-02 on 840103-31 b notice 
of violation 

NORELIUS, C E Region 3, Office of Director 04/02/23 LIU, L louia 

Electric Light !< Power Co 2pp 22500 206 34X 

Fiche 30-331.04/02/23,0403120120 


0402090044 IE Info Notice 04-20, "Svc Life of Relays in Safety-Related 
Sy s " Svc list enc I 

JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post B30103> 84/03/21 Consolidated Edison Co of New 

York, Inc I35pp 22933 001 24X Fiche SO-OOO. 04/03/21 , 0402090044 


*--0403120123 Notice of violation from insp on B40103-31 

NORELIUS, C E Region 3, Office of Director B4/02/23 ip 
22308 BOB 24 X Fiche 50-331 > 04/02/23, B403120130 


— 0403120133 IE Insp Rept 50-331/04-02 on B40103-31 None omp 1 i anc e 
noted failure to follow procedures re connecting volt 
ohmmoter at »tep 4 1 instead of step 4 7, causing PS 4544 to 
jumper closed b PSV-4401 to open 

CLARDY, L S , WALKER, R D Region 3, Office of Director B4/02/21 
9pp 22380 209 24X Fiche 30-331,04/02/23,8403120120 


9403230103 Forwards lnservice insp/test results during Apr b Jul 1982 
outages Procedure revised to resolve inconsistency re 
responsibility for reporting in*P results 
MCOAUOHY, R W Iowa Electric Light b Power Co 04/02/27 
KEPPLER > J 0 Region 3, Office of Director 7pp 22730 219 24X 

Fiche. 50-331, 84/02/27, 0403230103 


94011 90072 IE Info Notice 04-13, “Potential Deficiency in Motor 
Operated Valve control Circuits & Annunciation," 8vt list 
ancl, 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response <Post 030103} 04/02/20 Consolidated Edison Co of New 

York, Inc 115pp 22909 239 24X Fiche 30-000,84/02/28,0401190072 


9402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DPT b NRC * Bvc list end 

GRACE, U N Division of QA, Safeguards S< Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22352 329 24X Fiche 30-000,84/03/02,0402090007. 


9402090000 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp. 22333 090 24X Fi ehe 30-000, 84/03/02, 04O2O9OOOB 


0402090009 IE Info Notice 04-13, "Reporting of Radiological Releases “ 
Bye list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 64/03/02, Consolidated Edison Co of New 

York, Inc 119pp. 22533 217 24X Fiche 30-000,84/03/02,8402090009 


R Periodic operating reports 1* related correspondence 


B403120042 "Annual Rept of Facility Chang es . Te s ts, Ex p er iment s b Safety 
b Relief Valve Failures b Challenges, 1983 " W/B40301 ltr 
MINECK, D L Iowa Electric Light b Power Co 03/12/31 KEPPLER, J G 
Region 3. Office of Director 73pp 22591 145 24X 

Fiche 50-331, B3/12/3I, 8403120042 


8403220017 Monthly operating rept for Feb 1904 W/8403IS ltr 

PUTNAM, K 8 , MINECK, D L Iowa Electric Light b Power Co 84/02/29 
7pp 22712 332 24X Fiche 50-331.04/02/29,8403220017 


S Reportable occurrences, LERs b related correspondence 


8403060143 LEfi S4-009-00 on 040131. during performance of LPC I 
surveillance test.RHR sys discharge piping pressure dropped 
to 0 psig Caused by equipment malad justment Position 
indication on two valves in question adjusted M/840301 ltr 
KEITH, W R , MINECK, D L Iowa Electric Light b Power Co 04/03/01 
3pp 22313 346 24X Fiche 30-331,64/03/01.0403060145 


9403120091 LER 04-010-00 on 040204, steam leak detection high 
differential temp, HPCI isolation trip signal annunciators 
alarmed b inboard HPCI steam supply isolation valve cycled 
dosed Caused by electrical spike in HPCI W/840305 ltr 
SMITH, J C , MINECK. D L Iowa Electric Light b Power Co 04/03/03 
3pp 22588 246 24X Fiche 50-331,84/03/05,0403120091 


0403120139 LER 04-011-00 on 040205, auto-i sola t ion of control bldg 
ventilation U Initiation of intake standby filter unit 0 
secured due to low inlet air temp Caused by Inadequate 
circulation through nonsafety-related coils W/04O3Q6 ltr 
HAMEL, D B , MINECK, D L towa Electric Light & Power Co 04/03/06 
3pp 22590 139 24X Fiche 50-331,84/03/06,6403120139 


84031600SI EN-84-01 1 notitB of violation !< proposed imposition of civil 
penalty in amount of 420,000 to be issued Action based on 
failure to control access to vital area 

ROSANO, R , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 84/03/08 lp 22652 019 24X Fiche 50-331,84/03/08, 

8403160051 


9402090011 IE Info Notice 84-17, "Problems W/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 84/03/03 Consolidated Edison Co of New 

York, Inc 117pp 22333 336 24X Fiche 30-000,84/03/03,6402090011 


0402090024 IE Ipfo Notice 64-09, Rev 1, "Lesions Learned From Insps of 
Fire Protection Safe Shutdown 8y* " Svc list end, 

JORDAN, E. L Division of Emergency Preparedness b Engineering 
Response (Post 030103). B4/03/07 Consolidated Edison Co of New 

York, Inc IlBpp 22633 049 24X Fiche 50-000,84/03/07,6402090024 


0402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Bvc list end 

JORDAN, E, L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc 110pp 22304 186 24 X Fiche 30-000, 64/03/07, B40207002B 


8402090031 IE Bulletin 64-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG, R, C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

134pp 22623,094 24X Fiche 30-000,64/03/12,6402090031 


6403190236 Forwards IE Safeguards Insp Rept 90-331/63-19 on 831220- 
84011? b notice of violation b proposed Imposition of civil 
penalty Notice withheld (ref 10CFR73 21) 

KEPPLER, J 0, Region 3, Office of Director B4/03/13 LIU, L Iowa 
Electric Light b Power Co 4pp 22672’ 291 24X 

Fiche. 30-331, B4/03/ 13, 84031 9023A 


— 940319023? IE Safeguards Insp Rept 30-331/83-19 on 031220-8401 19. 
Noncompliance noted' fal lure to provide adequate vital area 
barrier b security plan criteria not met for vital 
•qulpmtnt Details withheld (ref 10CFR73 21) 

PIHTLE, 0 L, , MADEDA, T J , CREED, J, R Rag ion 3, Office of Director 
84/02/01, 2 pp 22672 2B3, 24X Fiche 30-331 , 84/03/ 13, B403190236 


0402090043 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L. Division of Emergency Preparedness b Engineering 
Response (Post B30103). 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp. 22023229 24X Fiche 30-000, 94/03/21, 8402090043 


DOCKET 30-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


F Security, medical, emergency b fire protection plans 


8403060045 Advises that NRC will not review emergency plans to delete 
privacy or proprietary Info unless specifically requested by 
licensee, per 010707 Generic Ltr 01-27 W/o request, entire 
plan will be placed in PDR 

VA89ALL0, D B Operating Reactors Branch 2 84/02/10 BAYNE, J P 

Power Authority of the State of New York 2pp 22520 316 24X 

Fiche 90-333,84/02/10,0403060049 


8403140246 Forwards comments on detailed control room design review 
program plan per Suppl 1 to NURE0-0737 specific areas of 
plan not described in enough detail to provide assurance 
that applicable requirements will be met 

VASSALLO, D B Operating Reactors Branch 2 B4/02/22 BAYNE, J P, 

Power Authority of the State of New York 10pp 22636 343 24X 

Fiche 30-333,84/02/22.0403140246 


8403070312 Forwards IE Insp Rept 30-333/84-01 on 040101-31 No 
violations observed 

STAR0STECK1, R Division of Project & Resident Programs 84/02/23 
MCNEILL, C A Power Authority of the State of New York 2pp 
22346 103 24 X Fiche 30-333,04/02/23,8403070312 


— 6403070316 IE Insp Rept 30-333/04-01 on 040101-31 No violations noted 
Major areas inspected licenser action on previous insp 
findings, LER revi eu, operat ional safety verification, 
surveillance observations b fire protection program 
D0ERFLE1N, L T Region i, Office of Director COLLINS. B J 
Division of Project b Resident Programs 04/02/21 llpp 
22946 107 24X Fiche 30-333,04/02/23,8403070312 


6403020327 Requests that completion date of emergency operations 
facility be extended from 830201 to 030628, per 030413 b 0824 
1 trs b NUREG-0737, Suppl 1 Completion date does not cover 
safety parameter display sys installation 

BAYNE, 0 P Power Authority of the State of New York 04/02/29 
VA8SALL0, D B Operating Reactors Branch 2 2pp 22439,203 24X 

Fiche 30-333, 84 702/29, 8403020327 
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8403190243 Notification of 840410 workshop in King of Prussia. PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown Insp !< topics described in IE Info Notice 
84-07 Agenda for workshop end 

MURLEY, T E Region 1. Office of director 04/03/09 O'TOOLE. J D 
Consolidated Edison Co of New York. Inc DALTROFF, 8 L 
Philadelphia Electric Co HUKILL. H D General Public Utilities - 
GPU Service Corp 33pp 22672 062 24X Fiche 30-000.04/03/09. 

0403190243 


8403270183 Requests extension to 640831 for completion of third 
annual emergency preparedness el ere i se, bas ed on 
Interpretation of Section IV F.App E to 10CFRSQ 
BAYNE. J P Power Authority of the State of New York 84/03/21 
VAS5ALL0, D B Operating Reactors Branch 2 2pp 22771 121 24X 

Fiche 30-333.84/03/21,6403270103 


P Operating license stage documents l< correspondence 


8403120024 Submits progress Tept for drawing update program, inc 1 ud 1 ng 
schedule for balance of update work h description of program 
for continued maint of as-built drawings, per 830400 request 
BAYNE, J P Power Authority of the State of New York 84/02/10 
Region 1. Office of Director 4pp 22586275 24X 

Fiche 50-333, B4/02/10, 6403120024 


8403140304 Informs that add 1 info necessary to review 830513 request 
for amend to License DPR-59. changing Tech Specs re process 
piping penetrating primary containment Info should be 
submitted within 60 days of ltr receipt 

VASSALLO, D 0 Operating Reactors Branch 2 84/02/21 BAYNE, J P 

Power Authority of the State of New York 2pp 22635 315 24X 

Fiche 50-333,84/02/21, B40314Q304 


8403140340 Summary of B3121 5 meeting w/GE l, Mark I Owners Group in 
Bethesda.MD re Mark I containment wetwel J-drywell vacuum 
breaker design methodology 

SIEGEL, B L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 3lpp 22633 198 24X Fiche 50-000,04/02/21, 

B40314Q340 


8403020351 Advises that util will continue to operate vent U purge 
valves for inspecting RCPB, in response to NRC 840113 ltr 
Vent 6 purge valve data ancl 

BAYNE, J P Power Authority of the State of New York 04/02/24 
VASSALLO, D 8 Operating Reactors Branch 2 4pp 22439 030 24X 

Fiche 50-333, 84/02/24, 8403020351 


8403090240 Summary of 840216 meeting w/Northeast Nuclear Energy Co. 
Boston Edison Co, Vermont Yankee Nuclear Power Co & Teledyne 
Engineering Svcs in Waltham, MA re addl Mark I torus 
structural analysis List of attendees end 

5HEA, J J Operating Reactors Branch 5 84/03/07 CRUTCHFIELD, D 

Operating Reactors Branch 5 4pp 22572 29B 24X 

Fiche 50-000,84/03/07.8403090240 


8403300266 Informs of review of data t evaluations re crack In heat 
affected lone of recirculation sys weld Continued operation 
acceptable 

VASBALLO.D B Operating Reactors Branch 2 84/03/12 BAYNE, J P 

Power Authority of the State of New York 2pp 22844 334 24X 

Fiche 50-333, 84/03/12. B403300266 


B403150275 Generic Ltr 84-07 to all licensees of GURs re procedural 
guidance for pipe replacement at QWRs Svc list end 
E1SENHUT.D G Division of Licensing 84/03/14 Commonwealth 
Edison Co 20pp 32623 354 24X Fiche 50-000,04/03/14.0403150275 


8403300250 Notification of 840330 meeting w/util In Bethesda.MD to 
discuss environ qualification of equipment 

ABELSQN. H J Operating Reactors Branch 2 84/03/14 VA3SALL0, D 0 

Operating ReactOTS Branch 2 2p p 22844 354 24X 

Fiche 50-333,34/03/14.8403300250 


8403300252 Notification of B40322 meeting u/util in Bethesda.MD to 
discuss licensee exemption request re staffing rule 
ABEL90N, H I Operating Reactors Branch 2 84/03/14 VASBALLO.D D 

Operating Reactors Branch S Ip 22B44 356 24X 

Fiche 50-333. B4/03/14, B403300252 


B4Q3200094 Forwards response to request for Info re licensed matl 
disposal procedures, per 10CFR20 302 J, util B30BD8 ltr Oil 
burn rate b stack volumetric flow rate for max U average 
boiler operation presented in Table 1 

BAYNE, J P Power Authority of the State of New York 04/03/15 
VASSALLO, D B Operating Reactors Branch 2 4pp 22685 301 24X 

Fiche 50-333, 84/03/13. B403200094 


— 8403200096 Revised "Proposed Disposal Procedures for Rad I oac 1 1 vel y 
Contaminated Fuel Oil " 

* Power Authority of the State of New York B4/02/29 App 
22685 305 24X Fiche 30-333.04/03/15,8403200094 


8403260171 Withdraws 030313 application to amend License DPR-39, 
changing Tech Spec Table 3 7-1 re process piping penetrating 
primary containment, as complete update of Table 3 7-1 will 
be submitted by 040629 

BAYNE, J P Power Authority of the State of New York 04/03/20 
VASSALLO, D B Operating Reactors Branch 2 2pp 22750 359 24X 

Ficho 90-333,84/03/20,8403260171 


0 Inspection reports, IE Bulletins t, correspondence 


8403070312 Forwards IE Insp Rept 50-333/04-01 on 840101-31 No 
violations observed 

STAROSTECKI, R Division of Project 6 Resident Programs 84/02/23 
MCNEILL, C A Power Authority of the State of New York 2pp 
22546 105 24 X Fiche 50-333.84/02/23,0403070312 


— 8403070316 IE Insp Rept 50-333/84-01 on 040101-31 No violation* noted 
Major areas inspected licensee action on previous insp 
findings, LER rev 1 eu, op era t i one 1 safety verification, 
surveillance observations b fire protection program 
DOERFLE IN, L T Region 1, Office of Director COLLINS, S J 
Division of Project 6 Resident Programs 84/02/21 llpp 
22546 107 24X Fiche 50-333,04/02/23,0403070312 


0403020331 Advises that util will continue to operate vent b purge 
valves for Inspecting RCPB, in response to NRC 840113 ltr 
Vent 6 purge valve data end 

BAYNE. J P Power Authority of the State of New York B4/02/24 
VASSALLO, D B Operating Reactors Branch 2 4pp 22439 030 24X 

Fiche 50-333, B4/02/24, 8403020351 


8401190072 IE Info Notice B4-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/02/20 Consolidated Edison Co of New 

York, Inc U3pp 22909 239 24X Fiche 50-000,84/02/29,0401190072 


8402090007 IE Info Notice 84-14. "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list end 

ORACE.J N Division of QA, Safeguards b Inspection Programs (Post 
830103) 64/03/02 Consolidated Edison Co of New York, Inc 

130pp 22552 329 24X Fiche 50-000,04/03/02,8402090007 


6402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Byt 
Valves to Operate 11 Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineer Ing 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 098 24X Fiche 90-000,84/03/02,8402090008 


0402090009 IE Info Notice 84-15, "Reporting of Radiological Releases “ 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22593 217 24X Fiche 50-000,84/03/02,8402090009 


8402090011 IE Info Notice B4-17, "Problems W/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN. £ L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 04/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22553 336 24X Fiche 50-000, B4/03/05, 840209001 1 


8402090024 IE Info Notice 84-09, Rev 1. "Lessons Learned From Insp* of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post S30103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22639 049 24X Fiche 50-000.84/03/07,8402090024 


8402090020 IE Info Notice B4-1B, "Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post Q30103) 84/03/07 Consolidated Edison Co of New 

York, Inc liGpp 22584 186 24X Fiche 50-000.04/03/07,8402090028 


8403130466 Advises that during preinduction heating stress improvement 
ultrasonic Insp, flaw identified in heat affected tone of one 
weld in recirculation pump suction line Evaluation concluded 
flaw acceptable for one fuel cycle w/o repair 

BAYNE. J P Power Authority of the State of New York 84/03/09. 
VASSALLO, D B Operating Reactors Branch 2 2pp 22613' 254 24X 

fiche 90-333,84/03/09.0403130466 


0402090031 IE Bulletin 84-02, "Failures of GE Type UFA Relays In Use In 
Class IE Safety Sys " Svc list end 

DEYOUNG, K C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fiche 50-000,04/03/12,0402090031 
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0403220079 Ac k receipt of 840228 1 fcr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-333/83-20 
8TAR08TECKI. R Division of Project b Resident Programs 84/03/15 
MCNEILL. C A Power Authority of the State of New York ip 
22716 334 24X Ftche 30-333,84/03/15.0403220079 


--S4032200B1 Responds to NRC 840117 1 tr re violations noted in IE Insp 
Rept 50-333/03-28 Corrective actions review of safety- 
related work for period of time from start of commercial 
operation to 780131 will be completed by 040909 

MCNEILL, C A Power Authority of the State of New York 04/02/20 
8TAR0BTECKI, R Division of Project b Resident Programs 2pp 
22716 335 24X Ftche 50-333,84/03/15.0403220079 


B4Q209Q043 IE Info Notice 04-19, "Two Events Involving Unau t h or 1 1 ed 
Entries into PUR Reactor Cavities " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc I23pp 22023 229 24X Flche 30-000,84/03/21,8402090043 


0402090044 IE Info Notice 84-20. "Svc Life of Relays in Sa f e ty-Re la ted 
8ys " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Fiche 30-000,84/03/21,0402090044 


R Periodic operating reports & related correspondence 


B4Q3010413 "Personnel Radiation Monitoring Rept for 1993 " W/840201 
1 tr 

MCNEILL, C A Power Authority of the Btate of New York 83/12/31 
COLLINS, D Radiological Assessment Branch 2pp 22434 024 24X 

Fiche 50-333, B3/12/31, 8403010413 


B403010430 "Personnel Radiation Exposure Summary for 1983 “ W/840201 
l tr 

MCNEILL, C A Power Authority of the Btate of New York 83/12/31 
HAYNES > R C Region 1, Office of Director 7pp 22434 050 24X 
Ftche 30-333,83/12/31,0403010420 


B403 130137 "Effluent b Waste Disposal Semiannual Rept Jul-Dec 1983 " 
W/840227 1 tr 

MCNEILL, C A Power Authority of the State of New York 83/12/31 

HURLEY, T E Region 1, Office of Director SSpp 22601 062 24X 

Fiche 30-333, 03/12/31, 0403130137 


8403130350 Monthly operating rept for Feb 1984 W/B4030B ltr 

COOK, J , MCNEILL, C A Power Authority of the State of New York 
84/02/29 ilpp 22616 258 24X F i c h e 50-333, 04/02/29, 0403 130350 


S. Reportable occurrences, LERs b related correspondence 


0403010365 LER 84-001-00, on 8401 10, dur ing surveillance testing for 
inoperative B side suppression pool cooling b spray 
isolation valve, RHR svc water pump C failed Caused by worn 
Impeller collet Valve repaired W/B40202 ltr, 

LIBENQ, R , MCNEILL, C A Power Authority of the State of New York 
84/02/02 MURLEY.T Region 1, Office of Director 3pp. 22433015 
24X Fiche 50-333,84/02/02,8403010365 


0403010241 Updated LER B3-060/03X-1 on 831130, Incorrect motor actuator 
installed on RHR suppression pool outboard isolation valve 
during malnt activities Cause not stated Replacement 
actuator Installed on 840119 W/B40203 ltr 

BAKER, R , MCNEILL, C A Power Authority of the State of New York 

04/02/03 MURLEY.T E Region 1, Office of Director 3pp 

22434' 211 24 X Fiche 50-333.84/02/03,8403010241 


B403260233 Forwards summary list of deficiencies Identified per 
I0CFR50 35(e)iPart 21 b potential generic ltr rept* for 
comment* 

8TAR0BTECKI , R Division of Project b Resident Program* 84/02/28 

Region 3, Office of Director. 7pp 22756 065 24X 

Fiche: 50-000, 84/02/28, 8403260233 


B403060193 LER B4-Q04-00 on 840210, dc ground occurred on station 
battery A. During ground isolation procedure.de control power 
to RCIC Inverter momentarily interrupted Caused by procedure 
not stating manual reset required. W/B40229 ltr 

LINDBEY, D, J , MCNEILL, C A Power Authority of the State of New York 
84/02/29, 2pp. 22517-357 24X Fiche. 50-333, 84/02/29, 8403060193 


0403090025 LER 94-003-00 on B40207, while HPCI intentionally out of 
svc for malnt b mod, RCIC sys declared inoperable Caused by 
personnel error Personnel counseled b training program 
Implemented U/B40305 ltr 

KEITH, H N , MCNEILL, C A Power Authority of the State of New York 
84/03/05 Spp 22576 |BI 24X Fiche 50-333, B4/03/05, B403090025 


8403200231 LER 84-006-00 on 8402 13. r eac tor uateT indicating switch 
found out of Tech Spec limits Caused bg excessive internal 
mechanical friction Surveillance of equipment will be 
performed b manufacturer contacted W/840314 ltr 

KEITH. H N . MCNEILL, C A Power Authority of the State of New York 
04/03/14 4pp 22696 117 24X Fiche 50-333.04/03/14,8403200231 


8403290246 LER 84-005-00 on 840225, pr imary containment atmosphere 
monitoring instrumentation analyzers A b 8 out of svc for 
5 h Caused by iero point calibr b sample flow vacuum pump 
problems Sys mods implemented W/B40326 ltr 

KEITH, H N . MCNEILL, C A Power Authority of the State af New York 
84/03/26 3p p 22000 195 24X Fiche 50-333,84/03/26,8403290246 
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F Security, medical, emergency b fire protection plans 


8403200040 Emergency Preparedness Plan EPP/IP 1 2, Attachment s 6 b 7 
MILLER, D J Duquesne Light Co 84/03/02 6pp 22698 316 24X 

Fiche 50-334,84/03/02,8403200040 


0403190243 Notification of 040418 workshop in King of Prussia. PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown Insp b topics described in IE Info Notice 
84-09 Agenda for workshop end 

MURLEY.T E Region 1, Office of Director 04/03/09 □ 'TOOLE, J D 

Consolidated Edison Co of New York, Inc KANQA, B K Oeneral Public 

Utilities - GPU Service Corp UOOLEVER, E J Duquesne Light Co 
35pp 22672 062 24X Fiche 50-000, 04/03/09, B403190243 


8403200233 Revised emergency plan implementing proced ures, Inc lud ing 
Procedure EPP/IP 3 2 re personnel accountab i 1 1 ty, Proc edure 
EPP/IP 3 4 re emergency respiratory protection b Procedure 
EPP/IP 3 5 re traffic b access control W/840227 ltr 
SIEBER.J I) Duquesne Light Co 04/03/09 241 pp 22690 200 24X 

Fiche 50-334,84/03/09,8403200233 


8403210097 Forwards IE Insp Rapt 50-334/04-03 on 040131-0203 No 
violations noted 

MARTIN, T T Division of Engineering b Technical Programs 84/03/09 

CAREY, J J Duquesne Light Co 2pp 22705 357 24X 

Fiche 50-334.04/03/09.8403210097 


—8403210105 IE Insp Rept 50-334/84-03 on 840131-0203 No violations 
noted Major areas inspected emergency preparedness of areas 
described in IE Insp Procedures 02203, 02204, 02205, 82206, 
82209,82210 b 02211 

SMITH. R H , WOLTNER , E Region 1, Office Of Director CROCKER, H W 
Division of Engineering b Technical Programs 94/03/00 4pp 
22705 359 24X Fiche 50-334,94/03/09.8403210097 


8403260166 Forwards IE Insp Rept 50-334/84-04 on 940201-29 No 
violations found 

STAROBTECKI, R Division of Project b Resident Programs 04/03/12 
CAREY, J J Duquesne Light Co 2pp 22757 320 24X 

Ftche 50-334.04/03/12,0403260166 


— 0403260173 IE Insp Rept 50-334/84-04 on 840201-29 No significant safety 
Issues identified Major areas inspected plant operations, 
holisek eep ing, f lr* pro tec t ion, rad 10 log ical control s, phyii ca 1 
security b surveillance program 

TRDSKDSKl.WM , JOHNSON, D , TRIPP. L Region 1, Office of Director 
84/03/12 I 4 pp 22757 322 24X Fiche 50-334,84/03/12, 

0403260166 


0403270215 Provides followup to 840228 telcon re Suppl 1 to NURE0-0737. 
"Development of Emergency Operating Procedures," from 
generic westinghouse emergency response guidelines 
Development will continue as described, 

CAREY, J J Duquesne Light Co 84/03/14 VARGA, S A Operating 
Reactors Branch 1 3pp 22770 270 24X Fiche 50-334,84/03/14, 

0403270215 


8403280017 Forwards Rev 1 to physical security plan. Part I, "Base 
Plan " Rev withheld (ref 10CFR73 21 b 2 790) 

CAREY, J J Duquesne Light Co 04/03/15 MURLEY, T E Region 1. 
Office of Director 2pp 22777 082 24X Fiche 50-334,04/03/15. 
0403200017 


P Operating license stage document* b correspondence 


8403070387 Forwards Amend 76 to License DPfi-66 b safety evaluation 
Amend changes Tech Specs by adding six hydraulic snubbers to 
surveillance list. Table 3 7-4a 

TAM, P Operating Reactors Branch 1 84/02/27 CAREY, J J Duquesne 

Light Co 3pp 22567 032 24X Fiche 50-334,84/02/27,6403070307. 
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— 8403070369 Amend 76 to License DPR-66, changing Tech Specs by adding six 
hydraulic snubhers to surveillance ll»t, Table 3 7'4a 
VARQA, S A Operating Reactors Branch 1 B4/02/27 4p p 

22567 035 24X Fie he 50-334.. 84/02/37, 8403070307 


— B403070391 Safety evaluation supporting Amend 76 to License DPR-66 
* Office of Nuclear Reactor Regulation. Director B4/02/27 2pp 
22367 039 24X Fiche 50-334,04/02/27.84 03070337 


6403090153 Notifies that goal for completion of technical review* 6 
implementation of NUREC-0737 i terns, exc 1 uding 5uppT 1, is Sept 
19B4 All required documents must be provided & Tech Specs in 
P lace to meet goa 1 

VARGA, S A Operating Reactors Branch 1 B4/O3/02 CAREY, J J 

Duquesne Light Co 3pp 22584 33B 24X Fiche 50-334,84/03/02, 

8403090153 


3403160061 Summary of B40301 meeting w/titil re upgrading core exit 
thermocouples (TMI Action Item 11 F 21 List of attendees 
end 

TAM.P S Operating Reactors Branch 1 B4/03/07 Operating 

Reactors Branch 1 6pp 22662310 24X Fiche 50-334,04/03/07. 

8403160061 


3403260294 Forward* request for addl info re 021221 request for relief 
from ASME Code, Section XI Inservlce testing requirements for 
pump* fc valves Response requested within 43 dags of ltr 
receipt 

VARGA, S A Operating Reactors Branch 1 B4/03/QB CAREY. J J 

Duquesne Light Co 6pp 22761 337 24X Fiche 50-334.84/03/08. 

8403260294 


1403200325 Forwards comments on proposed Tech Spec changes per 030714 
Si 0922 ltrs Addl info an bypasses to block trip instruments 
reqUBBted 

VARGA. 8, A Operating Reactors Branch l 04/03/13 CAREY. J. J 
Duquesne Light Co I7pp 22B07 305 24X Fiche 50-334.84/03/13. 

8403200325 


Inspection reports. IE Bulletins k Correspondence 


401190072 IE Info Motice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits V Annunciation " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness 6 Engi peer ing 
Response (Post 8301031 84/02/29 Consolidated Edison Co of New 

York, Inc USpp 22909 239 24X Fiche 50-000. B4/D2/2B, 0401 1 90072 


103070342 Aek receipt of 040214 ltr informing NRC of step* taken to 
correct violations noted in IE Insp Rept 50-334/83-29 
BTAR0STECK1.R Division of ProJBCt & Resident Programs 04/02/20 
CAREYr J J Duquesne Light Co Ip 22546, 2B8 24X 

Fiche 90-334,04/02/28.8403070342 


•8403070344 Responds to NRC 840116 ltr re violations noted in IE Insp 
Rept 50-334 / 83-29 Corrective act Ions. valves TV-CC-107A, B It C 
added to valve table for stroke testing k procedures for 
tasting & calibr of relays revised 

CAREY, J J Duquesne Light Co B4/02/14 STAROBTECKI . R Division 
of Project 6 Resident Programs 4pp 22546 289 24X 

Fiche 50-334,04/02/28,8403070342 


JQ2090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT k NRC " Svc list end 

QRACE, J. N Division af OA, Safeguards St Inspection Programs (Post 
830103) B4/03/02 Consolidated Edison Co of New York, Inc 

130pp 22532 329 24X Fiche 50-000, 04/03/02, B402090007 


(0209000B IE Info Notice 84-16. "Failure of Automatic Sprinkler Sys 
Valves to Operate 1,1 Svc list end 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 04/03/02 Consolidated EdiBOn Co of New 

York. Inc 182pp 22553 098 24X Fiche 50 - 000 , B4/O3/02. 840209000 B 


02090009 IE Info Motice 04-15, "Reporting of Radiological Releases 11 
Svc list end 

JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 84/03/08 Consolidated Edison Co of New 

York. Inc ll9pj> 22353 217 84X Fiche 50-000,84/03/02,8402090009 


02090011 IE Info Notice 04-17. "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Eve list and 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). B4/O3/05 Consolidated Edison Co of New 

York. Inc 117pp 22333 336 24X Fiche 30-000,04/03/05.0402090011 


03120170 Ack receipt of 840206 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Repts 50-334/83-19 J. 
30-334/83-23 5c IE Enforcement Conference Rept 30-334/83-27 
BTAROSTECRI. R Division of Project 5< Resident Programs B4/O3/05 
CARcY.J J Duquesne Light Co 2pp 22390' 160 24X 

*iche 50-334,84/03/03,8403120170 


— 0403120172 Responds to NRC 040106 ltr re violations noted in IE 
Enforcement Conference Rept 50-334/03-27 Corrective actions 
operations personnel responsibility review program 
instituted 

CAREY, J J Duquesne Light Co 04/02/06 I1URLEY, T E Region 1, 
Office of Director 6pp 22390 162 24X Fiche 30-334,84/03/03, 

0403120170 


84 020 90 024 IE Info Notice 04-09, Rev 1. "Lessons Learned From Insp* of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN. E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc 1 10pp 22633 049 24X FI c he , 30-000, 04/03/07, 8402090024 


840209002a IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness 5, Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc 110pp 22384 106 24X Fiche 30-000, 84/03/07. B402090028 


B403210097 Forwards IE Insp Rept 30-334/84-03 on 840131-0203 No 
violations noted 

MARTIN. T T Division of Engineering 5, Technical Program* 84/03/09 

CAREY, J J Duquesne Light Co 2pp 22703 337 24X 

Fichu; 50-334, 84/03/09, 0403210097 


—0403210105 IE Insp Rept 30-334/84-03 on 840131-0203 No violations 
noted Major areas inspected emergency preparedness of areas 
described in IE Insp Procedures 82203.82204,82203,82206, 

02209. 82210 J, 02211 

SMITH, R H , WOLTNER.E Region 1, Office of Director CROCKER, H H 
Division of Engineering k Technical Programs. 84/03/08. 4pp 
22703 359 24 X Fi c he - 50-334, 84/03/09- 840321 0097, 


8402090031 IE Bulletin 04-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection end 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134p p 22023 094 24X Fiche 50-000,84/03/12,8402090031 


8403260166 Forward* IE Insp Rept 30-334/04-04 on B40201-29 No 
violations found 

BTAROSTECKI.R Division of Project & Resident Program*. 84/03/12 
CA^EY, J J Duquesne Light Co 2pp 22757-320 24X 

Fiche 50-334.84/03/12,8403260166 


—0403260173 IE Imp Rept 50-334/84-04 on 840201-29 No significant safe 
Issues identified Major areas inspected plant operations, 
housekeeping. fire protection, radiolog leal controls, physical 
security k surveillance program 

TRD8K0SKI, W M , JOHNSON,!) , TRIPP.L Region 1, Office of Director 
84/03/12 1 4 pp 22757 322. 24X Fiche 30-334,84/03/12, 

8403260166 


0403290033 Forwards IE Insp Rept 30-334/84-02 on B40116-2O k notice of 
violet ion 

MARTIN, T T Division of Engineering S< Technical Programs 84/03/13 

CAREY, 0 J Duquesne Light Co 2pp 22806-272 24X 

Fiche 50-334, 84/03/13, B4 03290053 


— 0403290057 Notice of violation from insp on B40116-20 

* Region 1. Office of Director 84/03/13 Ip 22806 274, 24X 

Fiche 50-334,04/03/13,0403290053. 


— 8403290062 IE Insp Rept 50-334/84-02 on 840116-20 Violation noted, 
lo-yr inservlce insp plan in use not distributed in 
controlled manner or reviewed or approved by authoriiad 
personnel 

QRAY.E H , MCDREARTY, R A , DURR. J P Region 1, Office of Director 
84/02/28 3pp, 22806 275 24X Fiche 50-334, 84/03/ 13, B403290053 


8402090043 IE Info Notice 84-19, "Two Events Involving Uneuthorlxad 
Entries into PWR Reactor Cavities " Bve list end. 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) B4/03/21 Consolidated Edison Co, of New 

York, Inc I23pp 22823 229 24X FI c he’ 50-000, 84/03/21 , 8402090043 


8402090044 IE Info Notice 84-20, "Sve Life of Relays in 9afaty~R*lat*d 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co, of N*w 

York. Inc 1 33pp 22933 001 24X Fiche, 50-000, B4/OS/21, 8402090044 


R Periodic operating report* k related correspondence 


8403260160 Annual rept of challenges to prinurixer safety k PORV* 
No challenges secured during 1983 H/B40223 ltr 

CAREY, JJ Duquesne Light Co 03/12/31. HURLEY, T E Region i, 
Office of Director 2pp 28730’ 343 24X Fiche; 30-334, B3/12/31, 
8403260160 


DOCKETED ITEMS 


0403010126 NPDES discharge monitoring rept for Jan 19B4 W/04O224 Itr 
FEITKNECHT.C Duquesne Light Co 84/01/31 REID, R H Operating 
Reactors Branch 4 16 pp 22435 324 24 X Fiche 50-334,04/01/31, 

8403010126 


B403Q200B6 Monthly operating rept for Jan 1984 W/840209 Itr 
HOLTZ, J J , CAREY, J J Duquesne Light Co 84/01/31 12pp 
22441 199 24X Fiche 30-334, B4/01/3I, 84030200B6 


6403070269 Forward* annual rept of personnel receiving greater than 
100 mram h associated mrem exposure by work function for 
CY83, 

CAREY. J J Duquesne Light Co 84/02/13 MUR LEY, T E Region 1, 

Office of Director lp 22341 272 24X Fiche 30-334,84/02/13, 

8403070269 


— 8403070366 Annual rept of personnel receiving greater than 100 mrem b 
associated mrem exposure by work function for CY03 
■» Duquesne Light Co 83/12/31 lp 22341 273 24X 

Fiche 30-334,04/02/13,8403070269 


8403070243 Forwards "Effluent b Haste Disposal Semiannual Kept, 
Jul-Dec 19S3 " Ventilation vent radiation monitor 
RM-V8-101A/B declared Inoperable on 831130 

CAREY, J J Duquesne Light Co 84/02/22 Region t, Office of 
Director 2pp 22336 020 24X Fiche 30-334,84/02/22,8403070243, 


— 8403070244 "Effluent b Haste Disposal Semiannual Rept, Jul-Dec 19S3 " 
* Duquesne Light Co 63/12/31 59pp 22336 022 24X 

Fiche 30-334,84/02/22,8403070243 


B4033001S 1 Monthly operating rept for Feb 19B4 W/840308 Itr 
HOLTZ, J L , CAREY, J J Duquesne Light Co 84/02/29 3p p 
22820,333 24X Fiche 30-334, B4/02/29, 8403300i8i 


8403190276 Forwards corrected forwarding Itr dfcd B40222 b page to 
"Bemlannual Effluent Rept, Second Half 1903," due to 
typographical errors 

CAREY, J J Duquesne Light Co 84/03/03 Region 1, Office of 
Director. lp 22673 240 24X Fi C h e. 30-334, 84/03/03, 8403 170276 


— 8403190319 Corrected Itr forwarding "Semiannual Effluent Rept, Second 
Half 1983 * 

CAREY, J J Duquesne Light Co S4/02/22 Region 1, OfPice of 
Director lp 22673' 242 24X Fiche 30-334,84/03/03,6403190276 


--0403190324 Corrected "Effluent b Waste Disposal Semiannual Rept, 
Second Half 19S3 " 

a Duquesne Light Co 83/12/31 Ip 22673 243 24X 

Fiche 50-334,84/03/03,8403190276 


9. Reportable occurrences, LERs b related correspondence 


B403260013 Discusses lost of RHR for approx 3 h on 600321 Caused by 
weld in ataching line to common header of RHR pumps 
Safety significance minimal No further AEOD action planned. 
LANNINO, W D Director's Office 0O/OB/O4 Director's Office 
lp. 22763 331 24X Fiche. 30-334. 80/06/04, 8403260013 


8403010016 Further response to FOIA request for 16 categories of 
d ocuments, Forward* WJ Dlrcki 811219 Itr re 810606 sabotage 
•vent 1 special rept to Commonwealth of PA Info partially 
withheld (ref FOIA Exemption 3) 

FELTON, J. M, Division of Rules and Records 84/01/04 BHDLLY, B C 
Union of Concerned Scientists 2pp 22479 076 24X 

Fiche 1 30-334, 84/01/04, 8403010016 


— 8403010032 Responds to 811021 b 1104 requests for Info re B1O606 
sabotage event at fac 1 1 i ty, Detail s withheld 
(ref 10CFR73, 21) 

DIRCKS, W. J Office of the Executive Director for Operations 
91/12/19. TAYLOR, F R Pennsylvania, Commonwealth of, 2pp 
23479. 080. 24X Fiche 30-334,84/01/04,8403010016 


--8403010061 "Response to Apparent Act of Sabotage at Beaver Valley, Unit 
1," Info partially deleted (ref 10CFR2 790(d) b 
10CFR73. 21 ) 

* NRC - No Detailed Affiliation Olven 84/01/04 6pp 
22479:112 24X Fiche 1 30-334, 84/01/04, 0403010016 


B 4030601 34 RO on 840213, high radiation alarms w/normal activity present 
received constantly for Channels 7 b 9 of special 
particulate iodine, noble gas monitor Cause could not be 
determined Vendor will assist in investigation 

LACEY, H, 8, Duquesne Light Co 84/02/29 Record Services Drench 
(Document Control Desk). 2pp 22317.002 24X Fiche 1 30-334. 

94/02/29, 8403060134 


8403270219 Part 21 rept re broken contact carrier In control dev 
7 5 kV-15 kV, 500-750 MV A, 5 kV 350-3,000 b all HKV circuit 
breakers Initially reported on 930223 Addenda to 
installation b malnt procedures sent to affected units 
DUVALL, D O Brown Boverx Corp (subs of Brown Dover! & Co • 
04/03/19 Record Services Branch (Document Control Desk) 

22772 114 24X Fiche 50-000,34/03/19,8403270219 


V Operator Examinations 


B403060297 Lists concerns re operator license e i om review proces, 
Proper security measures can be taken to prevent 
dissemination of questions to license applicants during 
exam Requests NRC reconsider new guidance, per NUREQ-1021 
CAREY, J J Duquesne Light Co 84/02/24 DENTON, H R Office 
Nuclear Reactor Regulation, Director 2pp 22511 134 24X 

Fiche 50-334,64/02/24,0403060297 


DOCKET 50-335 8T LUCIE PLANT, UNIT 1 


F Security, medical, emergency b fire protection plans 


8403090280 Public version of Rev 13 to radiological emergency p]a 
B40124 Itr b JM Felton B40307 release memo 

HILL1AM5, J H Florida Power b Light Co 84/01/04 O'REILLY,, 
Region 2, Office of Director 227pp 22593 001 24X 

Fiche 30-335,84/01/04,8403090280 


8403060340 Revised emergency Implementing plan procedures, Inc 1 mil 
Procedures 2-0030140 re blackout operation, 2-0030143 re 
total loss of ac p Qwer, 2-0120042 re LOCA b 2-1010030 re 
loss of Instrument air W/040229 Itr 

8A0ER, D A , WETHY.C N Florida Power b Light Co 94/01/23 
22519 094 24 X Fiche 30-335,94/01/23.8403060340 


0403070140 Forwards IE Insp Repts 50-335/84-03 b 50-389/84-04 on 
840118-20 No violations or deviations noted 

DANCE, H C Division of Project b Resident Programs 64/02/13. 
WILLIAMS, J U Florida Power tr Light Co 2pp 22538 289 24X 
Fiche 50-335,84/02/13,8403070140 


—0403070145 IE Insp Repts 50-335/04-03 b 50-389/04-04 on 040118- 
violatlons or deviations noted Major areas inspected 
emergency preparedness to assess on-shlft prompt emergency 
classification b protective action recommendations 
DECKER, T H Region 2, Office of Director JENKINS, 0 R Div 

of Emergency Preparedness b Materials Safety 84/02/10 4pp 

22538 287 34X Fiche 50-335,04/02/13,8403070140 


8403190386 Rev 12 to Emergency Plan Implementing Procedure 310002 
"Natural Emergencies " W/040307 Itr 

WILLIAMS, J W Florida Power b Light Co 84/02/29, O'REILLY, , 
Region 2, Office of Director 12pp 22673 270 24X 

Fiche 30-335, B4/02/29, 8403 1903S6 


B4030601I2 Forwards "Safety Parameter Display 8ys Parameter 9elec 
Evaluation b Implementation Plan," per Generic Ltr 82 -33, 

"Buppl 1 to NURE0-0737 Requirements for Emergency Response 
Capability lh 

WILLIAMS, J W Florida Power & Light Co 84/03/01 E1BENHUT, 
Division of Licensing lp 22518 322 24X Fiche 50 -335 , 84 / 03 

6403060112 


— 8403060116 "Safety Parameter Display Bys Parameter Selection Ev 
b Implementation Plan '* 

* Florida Power b Light Co 84/03/01 lOpp 22S1S 323 
Fiche 30-335,84/03/01,8403060112 


8403160234 Notifies of 840316 workshop to discuss 10CFR30, App R 
requirements b Insp results to resolve misunderstandings re 
fire protection Attendees should be limited to six due to 
sixe of conference room 

LEWIS, R C Division of Project b Resident Programs 34/03/02. 
WILLIAMS, J H Florida Power b Light Co ip 22660 235 24X 

Fiche 30-000,84/03/02,6403160254 


8403290161 Expresses apprec iation for cooperation throughout 10-m 
period of planning b developing federal full field exercise 
Exercise provided planning focus b field experience for I 

completing radiological emergency response planning 
O'REILLY, J P Region 2. Office of Director 84/03/19 ADOMAT 
Florida Power b Light Co 2pp 22802 206 24X l 

Fiche 50-335,04/03/13,6403290181 | 


8403290109 Act receipt of 040309 ltr informing NRC of step* taken 
correct violations noted in IE Insp Repts 50-333/83-43 b 
50-389/83-71 

DANCE, H C Division of Project b Resident Programs 84/03/19 t 
WILLIAMS, J W Florida Power b Light Co lp 22807 001 24X 

Fiche 30-335,04/03/19,8403290109 
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— B40329Q132 IE Insp Repts 50-335/83-43 & 50-389/83-7 1 on B3 1 21 1-840 1 i 0 
Violation identified failure to maintain control room 
procedures in areas of admin 1 stra t i on* op era t ion* emerg en c y & 
off-normal 

BIUB.H E Region 2, Office of Director ELROD. S Division of 
Project b Resident Programs 84/02/08 4pp 22B07 007 24X 

Fiche 50-335, 84/03/19. 8403290109 


H403270247 Notifies that one presaoriier level transmitter u/radiant 
energy shield, will be separated, per App ft, Section 
III 0 2 F Fire detector will also be Installed at each pump 
in intake cooling water pump area 

WILLIAMS, J W Florida Power b Light Co B4/03/21 EISENHUT.DG 
Division of Licensing Ip 22772 113 24X Fiche 50-333,04/03/21, 

0403270247 


H General correspondence 


B4032S01 49 Responds to B4020B Itr reguesting assistance kn responding 
to J Paskavitch ltr reguesting latest EIS on concentrations 
of Sr-90,Cs-137 t« 1-131 near plants Two annual repts end 
W/o repts 

DIRCKS.W J Office of the Executive Director for Operations 
B4/03/07 CHILESrL Senate- 4pp 2280? 316 24X 

Fiche 50-000,04/03/07,040328014? 


— 0403280156 Forwards constituent J Paskavitch ltr requesting latsst EIS 
on concentrations of Sr-90»Cs-137 b 1-131 near plants 
Comments b views requested 

CHILES, L Senate B4/02/0B HAMMERER. C Office of Congressional 
Affairs Bpp 22-309 320 24K Fiche 50-000, B4/03/07, 8403200149 


J Insurance & indemnity information 


8403060234 Forwards Endorsement 52 to NELIA Policy NF-227 

DUCH, J R Marsh b McLennan, Inc 34/02/2B 8ALTZMAN, d Assistant 
Director for State & Licensee Relations 2pp 22517 313 24X 

Fiche 50-335,84/02/23,0403060234 


P Operating license stage documents 4, correspondence 


0401130296 Application to amend License DPR-67. delating radiological 
effluent Tech Specs from App 0, environ protection plan 
WILLIAMS, JW Florida Power b Light Co 04/01/10 EI8ENHUT.D O 
Division of Licensing 5pp 21001 135 24X Fiche 30-333,04/01/10, 

9401130296 


04022 1 0294 Forwards request for addl info re reactor coolant pump 
seized rotor b loss of all nonemergency ac power accidents 
Apparent conflicts found in clarifying info W/ o encl 
MILLER, J ft Operating Reactors Hranch 3 84/02/13 WILLIAMS, J W 

Florida Power b Light Co Ip 22323 360 24X Fiche 30-335, 

04/02/13, B4022 10294 


B403QA0D77 Forwards Amends 62 b 5 to Licenses DPR-67 b NPF-16, 
respectively b safety evaluation Amends change personnel 
titles b revise shift technical advisor function 

SELLS, D E Operating Reactors Branch 3 04/02/24 WILLIAMS, J W 

Florida Power h Light Co 2pp 22549 020 24X 

Fiche 50-335,04/02/24,0403060077 


— B403060080 Amends 62 b 5 to Licenses DPR-67 b NPF-16, respa ctively. 
changing personnel titles b revising shift technical advisor 
functi ons 

MILLER, JR Operating Reaetors Branch 3 B4/02/24 12pp 

22349 022 24X Fiche 50-333,34/02/24.0403060077 


— 8403060527 Safety evaluation supporting Amends 62 b 5 to Licenses 
DPR-67 b NPF-16, resp ect ively 

* Office of Nuclear Reactor Regulation, Director B4/02/24 2pp 
22549 034 24X Fiche 50-335,84/02/24.0403060077 


6403050354 Requests re qual i f i cat i on of electrical equipment at higher 
beta doses Completion of action within 60 days or submittal 
of proposed completion date within 15 days requested 
MILLER, J R Operating Reactors Branch 3 04/02/27 WILLIAMS, J W. 

Florida Power 6 Light Co 2pp 22301 333 24X 

Fiche 30-335,84/02/27,8403050354 


8403060168 Notifies that administrative program & procedures now in 
effect will be reviewed to confirm implementation of 
recommended guidelines in NUTAC rept, per Generic Ltr B3-2B 
WILLIAMS, J C Florida Power & Light Co S4/03/01 EISENHUT, D 0. 
Division of Licensing lp 22518 336 24X Fiche 50-000,84/03/01, 

8403060168 


B403120214 Forwards Amend 63 to License DPR-67 J. safety evaluation 
Amend revises Tech Specs to change shutdown margin 
requirements, mo dera tor temp coefficient limits b deletes 
flux peaking augumenta t i on curve for Cycle 6 

MILLER, J R Operating Reactors Branch 3 04/0-3/01 WILLIAMS, J W 

Florida Power b Light Co 3pp 22619 253 24X 

Fiche SO-335, 84/03/01, 8403120214 


— 0403120217 Amend 63 to License DPR-67, r ev l s ing Tech Spec* to change 
shutdown margin requiremen ta, moderate temp coefficient 
limits b deleting flux peaking augumentation curve for Cycle 
6 

MILLER, J R Operating Reactors Branch 3 04/03/01 24pp 

22619 256 24X Fiche 30-335,84/03/01,0403120214 


— 0403120219 Safety evaluation supporting Amend 63 to License DPfl-67 
* Office of Nuclear Reactor Regulation, Director 84/03/01 
30pp 22619 2 BO 24X Fiche 50-335,84/03/01,0403120214 


8403190130 Notifies of 040402-06 meeting b p r o imp 1 amenta 1 1 on audit at 
Turkey Point to- discuss confirmatory items identified in 
safety evaluation of detailed control room design reviews 
for facilities 

VARGA, B A Operating Reactors Branch 1 04/03/07 WILLIAM, d W 

Florida Power b Light Co 6pp 22601 311 24X 

Fiche 30-000,04/03/07,0403190190- 


8403130066 Advises that request to revise Tech Specs to provide 
requirements for overtime limits 6 reporting of relief 6 
safety valve failures will he submitted per Generic Ltr 
82-16 CNUREQ-0737) by 840519 

WILLIAMS, J W Florida Power 6 Light Co 04/03/08 MILLER, d R 
Operating Reactors Branch 3 ip 22601 252 24X 

Fiche 30-335,04/03/00,8403130066 


Q Inspection reports, IE Bulletins t< correspondence 


8403070034 Provides status of efports In development of inservic# insp 
organixation manual S< plans for issuance, per IE Insp Rept 
50-335/83-00 Manual should he In effect by 040315 

WILLIAMS, d W Florida Power b Light Cg 83/12/21 □ 'REILLY, d P 

Region 2, Office of Director 3pP 22541 278 24X 

Fiche 30-335,03/12/21,6403070034 


8403070140 Forwards IE Insp Repts 50-335/84-03 6 50-3B9/84-04 Dn 
040118-20 No violations or deviations noted 

DANCE, H C Division of Project b Resident Programs 84/02/13 
WILLIAMS, d W Florida Power b Light Co 2pp 22538 205 24X 

Fiche 30-335, 04/02/13, B403070140 


— 8403070145 IE Insp Repts 50-339/84-03 b 50-389/84-04 on B401 10-20 No 
violation* or deviations noted Major areas inspected 
emergency preparedness to assess on-shift prompt emergency 
c las* i f icat ion & protective action recommendations 

DECKER, T R Region 2, Office of Director dENKINS, 0 R Division 
of Emergency Preparedness b Materials Safety B4/02/10 4pp 
22530 287 24X Fiche 50-330,84/02/13,8403070140 


8403160206 Forwards IE Insp Rept* 50-335/84-04 b 50-389/B4-05 on 
640201-03 No violations or deviations noted 

DANCE, H C Division of Project b Resident Program*. 84/02/21 
WILLIAMS, J U Florida Power b Light Co 2pp 22655 233 24X 

Fiche 50-335,84/02/21,8403160206 


— 8403160210 IE Insp Repts 50-335/84-04 b 50-389/84-05 on 040201-03 No 
violations or deviations noted Major areas inspected malnt b 
surveillance observation, p lant operat ions, preoparat iona 1 
testing, proc edures b low power testing 

KRUG. HE Region 2, Office of Director dAPE, F Division of 
Engineering b Operational Programs 84/02/13 4pp 22653 235, 
24X Fiche 50-335,84/02/21.8403160206 


8403160264 Forwards IE Insp Repts 50-335/83-42 b 50-389/83-70 on 
031101-1210 No violations or deviations noted 

DANCE, H C Division of Project b Resident Programs. 84/02/24 
WILLIAMS, d W Florida Power b Light Co 2pp 22660 335. 24X 

Fiche 50-333,04/02/24,8403160264 


— 8403160268 IE Insp Repts 50-339/83-42 b 50-389/83-70 on 031111-1210 No 
violations or deviations noted. Major areas inspected: maint b 
surveillance observat 1 on, p lant operations, LERs b IE info 
notices 

BIBB.H E Region 2, Office of Director ELROD. B A Division of 
Project b Resident Programs 84/02/23 lOpp 22660.337. 24X 

Fiche 50-333,04/02/24,8403160264 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " 8vc list 
enc 1 

dOROAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/02/28 Consolidated Edison Co. of New 

York, Inc llSpp 22909 239 24X Fi c h e 30-000, 84/02/28, 8401 190072 
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B4031 20240 Forward* request for addl Info re util responses to IE 
Bulletin 80-11. "Masonry Wall Design.' 1 in order to complete 
review Response requested by 840409 Technical evaluation 
repts also end 

MILLER, J R Operating Reactors Branch 3 04/02/29 WILLIAMS, J W 

Florida Power & Light Co 7pp 22619 20B 24X 

Ficha. 30-338,84/02/29, 8403120240 


—8403120244 "Use of Joint Reinforcement in Block Masonry Wall*," 
technical rept 

HAMID, A A , HARRIS, H 0 Drexel Unlv , Philadelphia, PA 

BECICA, I.J Franklin Institute/Franklin Research Center 

04/03/31 12pp 22619 218 24X Fiche 80-333.84/02/29,8403120240 


— B4031 20252 "Evaluation of Arching Theory in Unreinforced Maionry Walls 
in Nuclear Power Plants " 

HAMID, A.A., HARRIS, H 0 Drexel Univ , Philadelphia, PA CON, V 
Franklin In»titute/Frank 1 in Research Center 83/04/30 8pp 
22619' 227 24X Fiche 80-335,84/02/29,8403120240 


0403290317 Forward* IE In*p Rept* 30-333/84-09 i< 50-389/84-07 on 
840206-10 No violation* or deviation* noted 

DANCE, H, C Division of Project & Reiident Program* 84/02/29 
WILLIAMS, J W Florida Power S. Light Co 2pp 22802 032 24X 

Fiche 30-333, 84/02/29, B403290317 


— 8403290320 IE Insp Repts 30-333/84-05 4. 80-3B9/B4-07 on 840206-10 No 
violation* or deviation* noted Major areas inspected health 
physic* instrumentation, action on NUREG-0737 items, ALARA 
activities S< followup an previous items 

WRAY, J, R. Region 2, Office of Director BARR, K P Division of 
Engineering Si Operational Programs 84/02/22 Bpp 22802.034 
24X Fiche 30-333,84/02/27,8403290317 


B402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT S< NRC " Svc list enc 1 

GRACE, J N Division of GA, Safeguards Si Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp. 22S32 329 24X Fiche 30-000,84/03/02,8402090007 


E40209000B IE Info Notice 84-16, "Failure of Automatic Sprinkler 9y* 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22333 098 24X Fi c he 90-000. 84/03/02, 8402090008 


B402090Q09 IE Info Notice B4-I3, "Reporting of Radiological Release* " 
Bvc list end 

JORDAN. E L, Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Ine I19pp 22333'217 24X Fiche 80-000, 84/03/02, 8402090009 


0403290174 Forward* IE Insp Rept* 80-338/84-02 S. 30-389/84-03 on 
840111-0210 No violations or deviations noted, 

DANCE, H. C Division of Project Si Resident Program* 84/03/02 
WILLIAMS, J W Florida Power St Light Co 2pp 22803 076. 24X 

Fiche: 30-333.84/03/02, B403290174. 


— 84032901 BO IE Insp Rept* 50-333/84-02 Si 80-389/84-03 on B40111-0210 No 
violations or deviations noted Major areas Inspected malnt 
observation, survei 1 lane e observation, plant operations St TMI 
Action Item III B 4 2. B followup 

FEIERABEND, C , BIBD.H E Region 2, Office of Director. ELRDD, 8 A 
Division of Project Si Resident Program*. B4/OI/02 2pp 
22803' 078. 24X Fiche- 30-338. 04/03/02, 8403290174 


0402090011 IE Info Notice 84-17, "Problems W/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp " 8vc list end. 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Reeponse (Post 830103) 84/03/03 Consolidated Edison Co of New 

York, Inc, 117pp 22533 336 24X Fi che 80-000, B4/03/03, 8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Baft Shutdown Bys. " Bvc list end 
JORDAN, E L Division of Emergency Preparedness Si Engineering 
Responee (Post 830103), 84/03/07. Consolidated Edison Co, of New 

York, Inc UBpp 22633:049 24X Fiche- 30-000, B4/03/07. 8402090024 


0402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Bys." Bvc list end. 

JORDAN. E. L. Division of Emergency Preparedness l< Engineering 
Response (Post 830103) B4/03/07 Consolidated Edison Co. of New 

York, Inc UBpp 22884*186. 24X Fiche 80-000, 84/03/07, B402090028 


0402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays in Use in 
Claes IE Safety 8y* " Bvc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Ine 

134pp. 22823-094. 24X Fich B. 80-000, 84/03/12, 8402090031 


8403290109 Ac k receipt of 040309 Itr informing NRC of steps taken to 
correct vi a lat it on s noted in IE Insp Repts 50-333/83-43 & 
90-309/03-71 

DANCE, H C Division of Project It Resident Programs 84/03/19 
WILLIAM0, J W Florida Power «. Light Co lp 22007 OOi 24X 
Fiche 50-333,84/03/19,0403290109 


— 8403290114 Responds to NRC 040202 ltr re violations noted in IE Insp 
Repts 30-339/03-43 t* 50-389/83-71 Corrective actions all 
indexes reviewed against master copies & procedures in 
control room verified against Indexes 

WILLIAMS. J U Florida Power h Light Co 04/03/09 O'REILLY, J P 
Region 2, Office of Director 2pp 22807 002 24X 

Fiche 30-338, B4/03/ 19, 8403290109 


—8403290124 Forwards IE Insp Repts 30-333/83-43 6 30-389/83-71 on 
83121 1-8401 10 J. notice of violation 

DANCE, H C Division of Project S. Resident Programs 84/02/10 
WILLIAMS, J W Florida Power ?< Light Co 2pp 22007 004 24X 
Ficha 50-339,84/03/19,0403290109 


— 8403290126 Notice of violation from insp on 031211-840110 

a Region 2, Office of Director 04/02/10 lp 22007 006 24X 

Fiche 50-335,04/03/19,8403290109 


—8403290132 IE Tnsp Repts 50-333/83-43 «< 30-389/83-71 an 8312U-B40110 
Violation Identified failure to maintain control roam 
procedures in areas Df administration, operation, emergency S. 
off-normal 

BIBB, H E Region 2. Office of Director ELRDD, B Division of 
Project t< Resident Programs 84/02/00 4pp 22B07 ' 007 24X 

Fiche 30-335,04/03/19,8403290109 


B402090043 IE Info Notice 84-19, "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness 4. Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Cd of Naw 

York, Inc 123pp 22023 229 24X Fiche 30-000, 84/03/21 , 8402090043 


8402090044 IE Info Notice 84-20, "Bvc Life of Relays in Safety-Related 
Bys " Bvc list ancl 

JORDAN, E L Division of Emergency Preparedness I. Engineering 
Response (Post 030103), 04/03/21 Consolidated Edison Co of New 

York, Inc 13Spp 22933 001 24 X Fiche 90-000,04/03/21,8402090044 


R Periodic operating reports It related correspondence 


0403020033 Monthly operating repts for Jan 1904 W/840219 ltr 
GRANT, N. W , WILLIAMS, J W Florida Power t. Light Co 04/01/31 
19pp. 22442 233 24X Fiche 50-000,04/01/31,8403020033 


8403300173 Forwards monthly operating repts for Feb 1904 8. corrected 
Page 1 of St Lucie Unit 2 monthly operating rept for 
Jan 1984 

WILLIAMS, J W Florida Power 4. Light Co 04/03/13 Office of 
Resource Management, Director lp 22B19 263 24X 

Fiche 30-000,84/03/13,8403300173 


—0403300183 Monthly operating repts for Feb 1904 

GRANT, N, W Florida Power S< Light Co 84/03/13 16pp 22B19 264 
24X Fiche 30-000,04/03/15,8403300173 


8 Reportable occurrences, LERs 5. related correspondence 


8104220046 Forwards brief description of 001130 event at facility 
Licensees of operating C-E PWRs should be informed of 
concern re inadequacy in reactor protection sys test 
procedures 

MICHELSQN, C Director's Office 81/04/15 JORDAN, E L Director's 
Office 3pp 2H789 297 24X Fiche 30-335,81/04/13,0104220046 


0210120303 Discusses licensee actions re 011219 dual MSI V closures U 
pressurizer safety valve actuations Cause unidentified 
Proper corrective action Implemented 

CINTULA, T C Reactor Operations Analysis Branch B2/09/24 

8EYFRIT, K V Reactor Operation* Analysis Branch 6pp 22709 309 

24X Fiche 30-333,02/09/24,8210120303 


8403220070 Updated LER 01 -039/03L-1 . on 810002, during power operation, 
PORV block valve MV1403 would not close Caused by loose 
electrical connection on valve limit twitch Connection 
tightened during Oct 1901 refueling W/040319 ltr 
ROTELLA, T, 8 , WILLIAMS, J W Florida Power & Light Co B4/03/19 
2pp 22712 304 24X Fiche 90-333,84/03/19,8403220070 
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V Operator Examinations 


B4030B0164 Forwards request for site visits to conduct operator 
licensing exams requested in Generic Ltr 83-40 

WILLIAMS, J H Florida Power 6 Light Co 04/03/01 EISENHUT, D G 
Division of l icenslng 5pp 32559373 24X Fi c h e 50-333. 04/03/01 , 

84030001 &4 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F Security. medical, emergency It fire protection plans 


6403260175 Rev 41 to emergency plan implementing procedure index & Rev 
1 to Procedure EPIP 430&A, "Meteorological Tower Emergency 
Operations Facility Computer Terminal Operation 11 
W/S40309 itr 

C0UN5IL, U G , SEARS. C F Northeast Nuclear Energy Co (subs nf 
Northeast Utilities) CQUNSIL, W 0 Northeast Utilities 04/02/15 
EISENHUT, D 8 Division of Licensing 14pp 22756 171 24X 

Fiche 50-243, 84/02/15, B403260195 


8403260143 Forwards general position statement on Reg Guide 1 97, Rev 2 
re jus tiflcation of significant generic deviations, per 
NUREG-0737, Sup pi 1 

COUNSEL, W 0 , SEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) C0UNS1L, W 0 Connecticut Yankee Atomic Power 
Co 84/02/29 MILLER, J R Operating ReactoTS Branch 3 
CRUTCHFIELD, D Operating Reactors Branch 5 3pp 2275B 162 24X 

Fithe 50-000,84/02/29,8403260143 


— 8403360151 General position statement on Reg Guide 1 97, Rev 2 re 
instrumentation for assessing plant 6 environ conditions 
during h following accidents 

a Northeast Nuclear Energy Co (subs of Northeast Utilities) * 
Connecticut Yankee Atomic Power Co * Northeast Utilities 
84/02/29 69 p p 227SB 16 S 24X Fiche 50-000,84/02/29,8403260143 


0403150106 Forwards FEMA final exercise rept for B20319 joint exerciso 
of state tt local radiological emergency preparedness plans 
for facility Rept of 831005 Bxercise will be forwarded 
MARTIN. T T Division of Engineering !< Technical Programs 84/03/09 
CQUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 22640 142 24X Fiche 50-336,84/03/09,8403130106 


8403190243 Notification of 8404IB workshop in King of Prussia, PA to 
discuss lessens learned from recent App R fire protection 
safe shutdown insp 4< topics described m IE Info Notice 
84-0? Agenda fur workshop end 

HURLEY, T E Region 1, Office of Director 04/03/09 O'TOOLE, J D 

Consolidated Edison Co of New York, Inc KANGA, o K General Public 

Utilities - GPU Service Corp WOOL EVER, E J Duquesne Light Co 
3Spp 22672 062 24X Ficho 50-000,84/03/09.8403190243 


B40336O146 Forwards revised procedures for corporate organlialion for 
nuclear incidents procedure manual, Inc luding Procedure CONI 
t e table of contents 6 CONI 1 05 re corporate emergency 
operations c tr operations U/o end 

CQUNSIL, W 0 , SEARS, C F Connecticut Yankee Atomic Power Co 
CQUNSIL, W 0 Northeast Nuclear Energy Co isubs of Northeast 
Utilities) 84/03/09 EISENHUT, D 0 Division of Licensing 2pp 
22750 330 24X Fiche 50-000,04/03/09,0403260146 


8403220136 Provides results of reevaluation of performance assessment, 
per util 83121? itr addressing topics discussed at 03112? 

BALP mgt meeting Category 1 rating will be assigned to 
refueling area for Millstone 2 Explains Category 2 ratings 
HURLEY, T E Region 1, Office of Director 84/03/16 COUNSIL. WQ 
Northeast Nuclear Energy Co isubs of Northeast Utilities) 4pp 
22716 047 24 X Fiche 50-000.84/03/16,0403220136 


8403270000 Informs that util will provide info re planned deviations 
from suppl 1 to NUREG-0737 by 040501 Delay has nD effect on 
schedules for Implementation of Buppl 1 to NUftEG-0737 
CQUNSIL, W 0 i SEARS, C F Connecticut Yankee Atomic Power Co 
CQUNSIL, W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 84/03/16 EISENHUT , D G Division of Licensing, 2pp 

22770 Oil 24X Fiche 50-000.84/03/16,0403270008 


8403300004 Advises that 831214 Rev IB to security plan & 040110 Rev 2 
to training I, qualification plan consistent w/prDvlslons of 
10CFR90 54 < p ) V acceptable 

MARTIN, T T Division of Engineering It Technical Programs B4/03/26 
CDUW81L, W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) spp 22822 014 24X Fiche 30-245. B4/03/26, 0403300084 


P Operating license stage documents V correspondence 


8403080344 FOIA request for documents re proposed NSHC determination 
on license amends for Millstone 2 t, entry into operational 
mode for conducting final tests of pressurixer safety valves 
at Trojan 

ADA TO, M Union nf Concerned Scientists S4/02/02 FELTON, J M 
Division of Rules and Records Ip 22503 030 24X 

Fiche 90-000, 84/02/02, 84030B0344 


B403060454 Forwards Amends 99 & 92 to Licenses DPR-21 8< DPR-63, 
respectively Amends change Tech Specs to comply w/final rule 
on licensed operator staffing 

CRUTCHFIELD, D Operating Reactors Branch 5 84/02/16 CQUNSIL, W G 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 3 pp 
22911 193 24X Fiche 90-245,84/02/16.8403060434 


— 8403060439 Amends 93 tt 92 to Licenses DPR— 21 b DPR-69. r efp »c tl ve 1 y , 
changing Tech Space to comply w/final rule on licensed 
operator staffing 

CRUTCHFIELD, D Operating Reactors Branch 3 84/02/16 14pp 

22311 196 24X Fiche 90-243,04/02/16, 04O3O6O4S4 


8403010235 Submits Info re NUREG-0737, Items 1 1 E 1 2, "Safety Grade 
Auxiliary Feedwater 8ys Initiation t, Flow Indication" 4, 

II K 3 3, "Reporting of Safety t, Rollef Valve Failures !< 
Challenges," per util 021230 ltr S< Generic Ltr 82-16 
COUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CQUNSIL, WO Northea s t Uti l i t i es 04/02/21 

MILLER, J R, Operating Reactors Branch 3 Spp 22434 IBS 24X 
Ficho 30-336,04/02/21,9403010233 


9403030103 Advises that operability testing of RC8 vent valves will be 
performed per requirements of ASHE, Section X 1 , 6ub sect 1 on 
IHV-3410, for Category 0 valves, per NUREG-0737, 1 tom II B 1 
CQUNSIL, W o Connecticut Yankee Atomic Power Co COUNSIL, U 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

CQUNSIL, U 0 Northeast Utilities 84/02/21 MILLER, J R Operating 
Reactors Branch 3 CRUTCHFIELD, D Operating Reactors Branch 9 
3pp 22488 043 24X Fiche 50-000,84/02/21.8403030109 


0403090237 Advises that GE Cask IF-300 will be uti I lied for disposal of 
thermal shield Three shipments to Barnwell, SC disposal site 
in spent fuel railroad transportation cask planned 
COUNSIL, W 0 , OPEKA, J F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNBIL.W G Northeast Utilities, 04/02/24 
MILLER, J R Operating Reactors Qranch 3 2pp 22373 299, 24X 

ficho 50-336,04/02/24,0403090297 


0403090272 Notifies that submittal date for ST0 addressing NUREQ-Q737 
items, per Generic Ltr 03-37, rescheduled for 840305 
C0UN8IL, W G Connecticut Yankee Atomic Power Co COUNSIL, W 0, 
Northoast Nuclear Energy Co (subs of Northeast Utilities) 

COUNSIL, W G Northeast Utilities, 84/02/24 EISEhHUT, D 0 
Division of Licensing 2pp 22972 196 24X Fiche 90-336, B4/02/24, 

0403090272 


B403070304 Provides responses to throe open Items from NRC/BNL Yankee 
Atomic Electric Co t< consultants Mark I containment program 
plant-unique analysis rept 040216 review meeting 

CELIA, N 8 Teledyne Engineering Services 84/02/28 BIEQEL, B NRC 
- No Detailed Affiliation Given 4pp 22946 171, 24X 

Fiche 30-000.84/02/28,9403070304 


0403130027 Informs that Amends 94.92 h 87 to Licenses DPR-61 , DPR-21 S< 
DPR-63, respectively, inadvertently eliminated reporting 
requirements for exceeding radiological limiting conditions 
far operation Corrective actions identified 

COUNSIL, W G Northeast Nuclear Energy Co (sub* of Northeast 
Utilities) COUNSIL, W G Connecticut Yankee Atomic Power Co 
COUNSIL, W G Northeast Utilities 84/03/01 MILLER, J. R Operating 
Reactors Branch 3 CRUTCHFIELD, D Operating Reactors Branch 3. 

4pp, 22615 107 24X fiche- SQ-OtjO, 04/03/01 , 84031 30027 


B4Q30B0347 Partial response to FOIA request for documents r# proposed 
N8HC determinations for Millstone 2 S< entry into operational 
mode for conducting final tests of pretturlter safety valves 
at Trojan forwards App D documents 

FELTON, J M Division of Rule* and Records 84/03/02 ADATQ, M 
Union of Concerned Scientists 4pp 22S83 039 24X 

Fiche 50-000, B4/03/02, 8403080347 


—0312230261 Evaluates util 831102 argument* to support validity of 
previous LOCA analyses for removal of thermal shield from 
corB barrel Reanalysis of small break LOCA* not required 
Restart approved Subj to confirmation of peak clad temp. 

HOUSTON, n W Assistant Director for Reactor Safety, 83/12/13 
LAI NAS, G C Assistant Director for Operating Reactor*. 2pp. 
22383 060 24X Fiche 90-000,84/03/02,8403080347. 
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— 0403080392 Returns request for publication in FR of notice of 
Consideration of issuance of amend to OL Sc proposed NSHC 
determination rc Tech Spec changes resulting from Cycle 6 
refueling considerations Revs requested W/o end 

ROTHSCHILD, M U Office of the Executive Legal Director 83/06/13 
CLARK.R A Operating Reactors Branch 3 ip 22503 039 24X 

Flche 30-000, B4/03/02, 84030B0347 


0403140222 Notifies that Class III fee appropriate for review of 031012 
proposed Tech Spec changes re mod of pressurixer level band 
DIGGS, R M License Fee Management Branch 84/03/07 COUNSIL, W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) Ip 
22637 330 24X Flche 30-336,84/03/07,8403140222 


5403260200 Comments on Issue 3 of NUREG— 0885, "NRC Policy it Planning 
Qul dance, 1984 “ Seven themes identified represent important 
objectives for industry 

COUNBIL.W 0 Northeast Utilities 04/03/12 DIRCKS, W J Office of 
the Executive Director far Operations 4pp 22736 204 24X 

Flche 30-000,84/03/12,8403260200 


0403260145 Submits details of followup actions on Amend 90 to License 
DPR-6S Adequate justi f icati on provided to demonstrate 
applicability of current large break LOCA evaluation for 
operation w/o thermal shield 

CQUN8IL.W 0. Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL, WO Northeast Utilities 84/03/13 

KILLER, J R Operating Reactors Branch 3 2pp 22730 328 24X 

Flche- 50-336, 84/03/13,8403260143 


8403270001 Forwards response to NRC concerns re 640104 application to 
amend Tech Specs, revl s lng pressure-temp limits & max heat-up 
rate for RC8 & reactor vessel matl radiation specimen 
withdrawal schedule 

COUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNBIL.W 0 Northeast Utilities 84/03/16 
MILLER, J R Operating Reactors Branch 3 lOpp 22769 232 24X 

Fi che 30-336, 84/03/ 16, 8403270081, 


8403210070 Forwards Amends 96 fa 93 to Licenses DPR-21 fa DPR-65, 
respectively Amends consist of changes to Section 6 of 
Tech Specs re nuclear review board, reorgani latlon fa STS 
CRUTCHFIELD, D Operating Reactors Branch 3 84/03/19 COUNSIL, W 0 

Northeast Nuclear Energy Co. (subs of Northeast Utilities) 6pp 
22703 0B9 24X Fiche 50-243,84/03/19,0403210070 


— 8403210079 Amends 96 It 93 to Licenses DPR-21 8< DPR-63, r e sp e c t i ve 1 y , 
consisting of changes to Section 6 of Tech 8pecs re nuclear 
review board, reorgani zation fa STB 

CRUTCHFIELD, D Operating Reactors Branch 3 B4/03/19 23pp 

22709 099 24X Fiche 90-249,84/03/19,0403210070 


0403290230 Forwards Class III fee for 831012 Tech Spec change request, 
in response to NRC 040307 request 

COUNSIL, W. 0 Northeast Nuclear Energy Co. (subs of Northeast 
Utilities) COUNBIL.W 0 Northeast Utilities 84/03/22 
D 1 00S, R M License Fee Management Branch. Ip 22800 257 24X 

Fiche 30-336,84/03/22,8403290230 


Q Inspection reports, IE Bulletins & correspondence 


8403050332 Forwards request for addl info re IE Bulletin 80-11, 
"hasonry Wall Design " Info required within 60 days of 
1 tr receipt 

MILLER, U R, Operating Reactors Branch 3 84/02/24, COUNSIL, W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 7pp 
22919 243 24X Fiche 90-336,84/02/24,0403090392 


0401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits & Annunciation " 8vc list 
end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 84/02/20 Consolidated Edison Co of New 

York, Inc. 115pp 22909 239. 24X Fiche 30-000,04/02/20,8401190072 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory R#v» by DOT fa NRC " Svc list end 

OR ACE, J. N Division of QA, Safeguards & Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp. 22352.329 24X Fiche 90-000,84/03/02,8402090007 


0402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate." Svc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 04/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22333 09B 24X Flche 30-000,84/03/02,8402090000 


B402090009 IE Info Notice 84-18, "Reporting Df Radiological Releases." 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York. Inc U9pp 22333217 24X Fi che 30-000, 04/03/02, 0402090009 


6402090011 IE Info Notice 04-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/03 Consolidated Edison Co of New 

York, Inc 117pp 22353 336 24X Fiche 30-000.84/03/05,8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22633 049 24X Fiche 50-000, B4 /03/07, 8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Svc list encl 

JORDAN. E L Division of Emergency Preparedness t< Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 116pp 223B4 186 24X Fiche 30-000,84/03/07.8402090028 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use In 
Class IE Safety Sys " Svc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fiche 30-000,84/03/12,8402090031 


8403220136 Provides results of reevaluation of performance assessment, 
per util 831219 Itr addressing topics discussed at 831129 
8ALP mg t meeting Category 1 rating will be assigned to 
refueling area for Millstone 2 Explains Category 2 ratings 
MURLEY, T E Region 1, Office of Director 84/03/16 COUNSIL, W G 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
22716 047 24X Flche 30-000.84/03/16,8403220136 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorlxed 
Entries into PUR Reactor Cavities " Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Flche 30-000,84/03/21,8402090043 


0402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Fiche 30-000,84/03/21,8402090044 


8403300144 Responds to IE Bulletin 83-08, "Electrical Circuit Breakers 
W/Undervol tage Trip Feature in Use in Safety-Related 
Applications Other Than Reactor Trip Sys " Haddam Neck 
facility uses 31 Westinghous e-type DB breakers 
C0UN8IL,W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL,!) G Connecticut Yankee Atomic Power Co 
C8UN9IL, W G Northeast Utilities 84/03/21 MURLEY, T E Region 1, 
Office of Director 4pp 22820 068 24X Fiche 50-000,84/03/21, 

8403300144 


8403300086 Ac k receipt of 840224 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-245/83-20 fa 
30-336/83-20 

MARTIN, T T Division of Engineering fa Technical Programs 84/03/23 
COUNBIL, W J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 22822 017 24X Fiche 50-245,84/03/23,8403300086 


--9403300092 Responds to NRC 040125 itr re violations noted in IE Insp 
Repts 30-245/83-20 6 50-336/83-28 Corrective actions 
Procedure CP 809A rewritten to include method of determining 
hi & hi-hi alarm setpoints 

COUNSIL, W G Northeast Nuclear Fnergy Co (subs of Northeast 
Utilities) COUNSIL, W G Northeast Utilities B4/02/24 

MURLEY, T E Region 1, Office of Director 2pp 22823 019 24X 

Fiche 30-245,84/03/23,8403300086 


R Periodic operating reports & related correspondence 


8403230022 "Haddam Neck Plant fa Millstone Station Units I fa 2 
Annual Rept, 1983 " W/B40301 Itr 

COUNBIL.W G , SEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNBIL.W 0 Connecticut Yankee Atomic Power 
Co 03/12/3) MURLEY, T, E Region 1, Office of Director 34Bpp 
22727 001 24X Flche 30-000.83/12/31,8403230022 


8403020133 Monthly operating rept for Jan 1984 W/840213 Itr 

GIBBON, J , MROCZKA, E J Northeast Nuclear Energy Co (subs of 
Northeast Utilities) MROCZKA, E J Northeast Utilities 84/01/31 
6pp 22441 331 24X Fiche 50-336,64/01/31,8403020133 


B40312013S Forwards "Semiannual Radioactive Effluents Release Rept, 
Jul-Dec 1983 11 Offsite dose estimates not included due to 
estimate delays Complete rept will be resubmitted by 840430 
COUNBIL.W G , OPEKA, J F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL, W 0 Northeast Utilities, 84/02/28 

MURLEY, T E Region 1. Office of Director Ip 22590 076 24X 

Fiche 30-243,84/02/28.0403120135 



204 
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--8403 120138 "Semiannual Radioactive Effluent* Release fie p t> Uu 1 -Dec 
1983 " 

* Northeast Nut 1 ear Energy Co (sub* of Northeast Utilities! 

63/ 1 2/31 43pp 22590097 24X Fiche 50-345. B4 703/20. 0403420 133 


8403300060 Monthly operating rept for Feb 1964 M/840313 Itr 

GrBSON, J . hlROCZKA, E J Northeast Nuclear Energy Co (tubs of 
Northeast Utilities) MROCZKa.E J Northeast Utilities 84/02/2? 
6pp 22821 173 24XFiche 50-336.64/02/29.6403300000 


S Reportable occurrences. LERs U related correspondence 


821 1150076 Discusses events involving los* of electrical Inverters 
including attendant Inverters to vital instrument buses 
Recommendations provided by NucleaT Safety Analysis Ctr are 
excellent in helping to reduce Instrument failures 

ASHE. F Reactor Operations Analysis Branch B2/JO/21 5EYFRIT, K V 
Reactor Operations Analysis Branch 8pp 22773 223 24X 

Flche 50-000,82/10/31,0211150076 


8403190263 Rev i to corporate emergency response plan M/840315 ltr 

STEWART, tl L Virginia Electric t< Power Co B4/02/24 O'REILLY, J P 
Region 2, Office of Director 103pp 22670 133 24X 

Fichu 30-000. 04/02/24, 8403190263 


8403050198 Forwards Amends 31 6 35 to Licenses NPF-4 6 NPF-7. 
respectively & safety evaluation Amends revise Tech Specs to 
reflect addition & installation of new fire protection syi 
H/o end 

ENQLE.L 0 Operating Reactors Branch 3 34/02/26 STEWART, W L 

Virginia Electric J. Power Co lp 2292B 1 04 24X 

Fiche 30-336.64/02/30,8403030190 


6403060264 Forward* "Control Jtaam Design Review Program plan for North 
Anna 6 Surry Power Stations, " in response to Suppl l to 
NUREG-0737 Review eipected to be completed by 850030 
STEWART. W L Virginia Electric It Power Co 84/03/01 DENTON, H H 
Office of Nuclear Reactor Regulation, Director EISENHUT, D O 
Division of Licensing 2pp 23357 293 24X Fiche 30-000,04/03/01. 

8403080264 


8403230171 Forwards Technical Review Rept AEGD/T314, “Improper Site 
of Inlet Piping to Primary Safety Valves “ 

IMBflti, E Reactor Operations Analysis Branch 63/05/24 
SEVFRIT. K V Reactor Operations Analysis Branch lp 22739 297 
24X Fiche 30-000.83/05/24,6403230171 


— 84030S0269 "Control Room Design Review Program Plan for North Anna li 
Burry Power gtatians, “ in response to Suppl 1 to NUREQ-0737 
• Virginia Electric & Power Co 64/03/01 lllpp B25D7 299 
24X Fiche 30-000.04/03/01,8403060264 


--8403S30175 "Improper Siie of Inlet Piping to Primary Safety Valves." 
technical t evieu rept Reduced diameter inlet piping does not 
represent safety concern 

IMBRO. E V Director's Office 83/03/24 5pp 22759 293 24X 

Flthe 50-000, 83/05/24.8403230171 


840321003-2 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Clmpel NPS-4 TlrT valve, tc close Enel ltr dtd 040203 
sent to listed utils GE notified of affected units in BWR 
plants 

THEROUX. R R Terry Corp 84/02/22 WOODRUFF, R U Director's 
Of fire. Office Df Inspection and Enforcement 6pp 22706 327 24X 

Fiche 30-000,04/02/22,0403210032 


040308009 1 Submits addl info in order to conduct detailed review of 
emergency response procedures generation package, per 840123 
request I terns l U 2 will be addressed by 040330 Item 3 
should be addressed by Meetinghouse Owners Group 

STEWART. W L Virginia Electric N Powot Co 04/03/02 DCMTdN.H R. 
Office of Nuclear Reactor Regulation. Director EISENHUT. D. 0, 
Division of Licensing 2pp 22539 199 24X Fiche 30-000,84/03/02. 

0403080091 


8403160276 Extends Invitation to attend 840316 workshop at regional 
ofc to discuss iOCFRSO.App R requirements U results of Insps 
to heLp Tesolve misunderstand 1 ngs associated w/requlremen t * 

LEWIS, R C Division of Project Si Resident Programs 84/03/0B 
STEWART. W L Virginia Electric Si Power Co lp 22660 080, 24X 

Fiche 30-000.84/03/02,8403160276 


S403010219 LER 84-003-00 on 840126, during Type B 1 C containment 
penetration Inca) leak rate test, combined leatage rates 
exceeded Tech Spec 3612b limits Caused by mechanical 
deficiencies Isolation valves repaired W/340227 ltr 
FOSTER, E R . MROCZKA, E J Northeast Nuclear Energy Co Isubs of 
Northeast Utilities) MROCZKA, E J Northeast Utilities 84/02/27 
3pp 22436 Ol? 24X Fiche 50-336.84/02/27,6403010219 


8403200113 LER 34-006-00 on 640213,12 of 16 prltnary t-oolant loop RTOs 
exceeded Tech Spec limit of B s or less during respose time 
testing Caused by time constant for el ement. ihs ta 11a t l on in 
thenessuell I, sensoT thermowell mismatch W/840314 ItT 
BRINKMAN, S . HERBERT. R J , MROCZHA.E J Northeast Nuclear Energy Co 
(subs of Northeast Utilities) 04/03/14 3pp 22697 111 24X 

Fiche 30-336,34/03/14,8403200113 


0403260273 Forwards corrected Tech Spec pages for Amends 31 & 33 to 
Licenses -NPF-4 S: NPF-7, resp ect ively. cover ing axial power 
distribution monitoring ays. penetration fire barriers 4, fire 
detection instrumentation 

ENQLE.L B Operating Reactors Branch 3 04/03/06 STEWART. U L 

Virginia Electric 6 Power Co lp 23761 343 24X 

Fiche 30-338.04/03/06,8403260273 


340326026 1 Corrected Tech Spec pages to Amends 31 ii 3» to License* 
NPF-4 I, NPF- 7 , resp oct ive 1 y, e over ing axial power distribution 
monitoring sys, penetra tion t ire barriers Si fire detection 
Instrumentation 

«* Operating Reactors Branch 3 04/03/06 ISpp 22761-344 24X 

Fiche 30-336, 04/03/06, 0403260273 


DOCKET 50-338 NORTH ANNA POWER STATION. UNIT 1 
F Security, nodical, emergency u fire protection plans 


8403070239 Forwards SALP ReptS 50-200/03-33,50-281/03-35,30-330/83-33 
30-339/83-33 for Oct 1982 - Aug 1983 Evaluation Will be 
discussed at B31206 meeting at North Anna site 

F, , ° lvi5l<ln ° f Project S, Resident Programs 63/11/23 
a I tHAR T, W L Virginia Electric & Power Co 2pp 22536 2 27 34 X 

Fiche 50-000,03/11/25,0403070239 


—8403070246 SALP Repts 50-2B0/B3-33, 30-2B1 Z03-35, 30-330/63-33 b 
50-339/03-33 for Oct 1902 - Aug 1983 Reliable performance 
w/lmprovement In mast previously noted areas of weakness 
demonstrated 

* 2 ' 0,flte Of Director 03/11/25 42pp 22336 229 

Flthe 50-000,03/11/25.8403070239 


6403060462 Grants 831031 request for exemption from requirements of 
R to 10CFR50, Section III 0 3 b re installing fixed fj r » 

>g5 * n conitro1 I ' 0ofl ' Exempt i on end 
MILLER. J R Operating Reactors Branch 3 84/02/23 9 TFU ART li i 

V rglnia Electric t Power Co Ip 22549 331 Z« STEWAST.W L 

Fiche 50-338,64/02/23, B403D60462 


-8403060466 Exemption from requirements of App R to 10CFH50, Sec t iq„ 

contra^ room ‘ n * t3 ‘ Un9 Oppression sy, i n 

Elect r?r fco D1 ^ lston af Licensing 84/02/23 Virginia 
KSliSj P ° U8r C ° 225,9 332 ^ 50-330,04/02/23, 


6403190052 Informs that local emergency operations facilities at North 
Anna U Surry Power Stations will be func t i ona 1 . bi c ep t for 
data communications & display. by 850731, per NUREO-0737, Bupp l 

STEWART, W L Virginia Electric h Power Co 84/03/14, DENTON, H R 
Office of Nuclear Reactor Regulation. Director EISENHUT, D, G 
Division of Licensing 2pp 22666 173 24X Fic h o* 30-000, 04/03/ 1 4, 

0403190052 


8403290250 Ack receipt of 040306 ltr Informing NRC of step* taken to 
correct violations noted In IE Insp Rept* 30-338/83-31 K 
50-339/83-31 

LEWIS, R C Division of Project & Resident Programs 04/03/16 
STEWART, W L Virginia Electric & Power Co lo 22 UD 2 032 347 

Fiche 30-338, B4/03/ 16. 0403290230 

—0403290260 Responds to NRC 040207 ltr re violation* noted in IE Into 
Repts SO-330/B3-31 *< 30-339/03-31 Corrective action*: wall P 

classified a* fiTe barrier t cubicles r ec 1 *»»! fled a * 
separate fire areas Procedure revised to Include ln*p 
STEHARTiW L Virginia Electric U Power Co 84/03/06 
d'REILLY, U P Region 2. Office af Director 3pp 220O2‘O33 24X 

Fiche 30-330, 04/03/16, 0403290250 ujj .MX 


-8403290269 Forwards IE Insp Repts 30-330/03-31 fc 30-339/03-31 on 
03 1 206-040105 t< notice of violation 

nrcA-o? P. , Dtv ^‘ lon af Project L Resident Program* 04/02/07, 
STEWART, H L Virginia Electric L Power Co 2pp. 22802:036 24X 

Flcha 30-33B, 04/03/16, 0403290250 P 


-8403290280 Notice of violation from 
* Region 2, office of Director 
Fiche 50-338,84/03/16,8403290230 


insp on 831206-040103. 
84/02/07 2pp. 22802:038 


24 X 
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— 0403290291 IE Jnsp Repts 3O-330/B3-31 6 50-339/03-31 on 031206-040105 
Noncomp I iance noted failure to maintain procedures re insp 
of wall & fat lor* to inspect fire barriers 

LUEHMAN, <J G Region 2, Office of Director ELROD, S Division of 

Project & Resident Programs 04/02/06 9pp 22002 040 24X 

Fiche 50-330,84/03/16.0403290250 


8403290104 Forwards FEMA final rept for 030610 emergency exercise 
DANCE. H C Division of Project *i Resident Programs 04/03/19 
STEWART, W L Virginia Electric it Power Co Ip 22002 174 24X 

Fiche 50-330,04/03/19.0403290104 


J Insurance & Indemnity information 


B403140047 Endorsement 49 to NELIA Policy NF-240 

* Nuclear Energy Liability Insurance Association 04/03/01 Ip 
22634 164 24X Fiche 50-33B, 04/03/01, 8403140047 


P Operating license stage documents 6 correspondence 


0403000179 Fourth partial response to FOIA request for si* categories 
of documents re facilities Forwards App A documents App R 
document entirely withheld (ref FOIA E*emptlon 51 Review of 
addl document* subj to request continuing 

FELTON, \l M Division of Rules and Records 04/02/13 ANDERSON, S I 
Garvey, Schubert, Adams J< Barer 7pp 22503 226 24X 

Fiche 30-000,04/02/13.0403080179 


0403070001 Notifies that Class III it Class I fees submitted w/820608 
application for amend will be refunded, based on 040123 
withdrawal of application 

KILLER, W 0 License Fee Management Branch 04/02/24 STEWART, W L 
Virginia Electric & Power Co lp 22362 343 24X 

Fiche 50-330,84/02/24.8403070001 


6403020193 Forwards add) info to complete review of Topical Rept 
VEP-FRD-4I. "VEPCQ Reactor Sys Transient Analysis Using 
RETRAN Computer Code." In response to NRC Nov 1962 informal 
request 

STEWART, W L Virginia Electric * Power Co 84/02/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director E18ENHUT, D, G 
Division of Licensing 16pp 22443 237 24X Fiche 50-000,04/02/27, 

0403020195 


6403050229 Submits review of post-accident sampling sys, I tern II. B 3 Ten 
of 11 criteria met Remaining criterion re procedure for 
estimating sxtent of core damage based on radionuclide 
e valuat 1 an, accep tab 1 e on interim basis 

MILLER, J R Operating Reactors Branch 3 04/02/27 STEWART, W L 

Virginia Electric i, Power Co, 6pp 22320 001 24X 

Ficha. 30-000, 04/02/27, 0403030229 


0403020001 Requests interim approval of inservice insp t, testing 
requirements for pumps *< valves Approval would increase 
scope of insp & testing it enhance safety Implementation of 
revised lnserylce testing programs expected by 040315 
STEWART, W L Virginia Electric t< Power Co 84/02/28 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, V R 
Operating Reactors Branch 3 2pp 22442' 159 24X 

Fiche' 30-330, 04/02/20, 8403020001 


8403020042 Forward* revs to inservue testing program for pumps t, 
val ves, clari fy'ing previous submittals 

8TEWART , W L Virginia Electric it Power Co 84/02/20 DENTON, H R 

Office of Nuclear Reactor Regulation, Director MILLER, J R 

Operating Reactors Branch 3 15pp 32442 272 24X 

Ficha' 30-330, 04/02/28, 0403020042 


0403050198 Forwards Amends 31 it 33 to Licenses NPF-4 Si NPF-7, 
respectively S< safety evaluation Amends revise Tech Specs to 
reflect addition t< installation of new fire protection sys 
W/o encl 

ENGLE, L B Operating Reactors Branch 3 84/02/26 STEWART, W, L 

Virginia Electric it Power Co. !p 22S2B 184. 24X 

Ficha. 30-330, 84/02/28, B40303019B 


8403120176 Advises that 11 bV, permit responsibility transferred to Old 
Dominion Electric Cooperative on S31221, per 840131 Itr 
Request* NPDES permit Si 401 certificate dtd 720211 be 
modified to reflect transfer W/o stated encl 

TAYLOR, J A. Virginia Electric & Power Co 04/03/01 BURTON, R M 
Virginia, Commonwealth of, lp 22390 203. 24X 

Ficha- 30-330, 84/03/01, 8403120176 


0403210203 Forwards Amends 52 tt 36 to Licenses NPF-4 6 NPF-7, 
respectively Amends clarify testing requirements In Tech 
0pee Table 3 6-1 re containment isolation valves, 

ENGLE, L B Operating Reactor* Branch 3 84/03/06 STEWART. W L 

Virginia Electric fc Power Co 3pp 22709 192 24 X 

Fiche: 30-338, 04/03/06, 8403210203 


— 0403210206 Amends 52 6 36 to Licenses NPF-4 Si NPF-7, re s p e c 1 1 ve 1 y, 
clarifying testing requirements in Tech Spec Table 3 6-1 re 
containment isolation valves 

MILLER, J R Operating Reactors Branch 3 B4/03/06 9pp 

22709 195 24 X Fiche 50-330,04/03/06,0403210203 


B403220208 Forwards Amend 53 to License NPF-4 Si safety evaluation Amend 
revises Tech Spec Table 4 3-2 by removing requirement for 
surveillance in Mode 4 for auxiliary feedwater pump 
actuation signals 

ENOLE. L B Operating Reactors Branch 3 04/03/06 STEWART, W L 

Virginia Electric & Power Co 2pp 22723 266 24X 

Fiche 50-338,04/03/06,0403220200 


— 0403220212 Amend 53 to License NPF-4. revis ing Tech Spec Table 4 3-2 by 
removing requirement for surveillance in Mode 4 for 
auxiliary feedwater pomp actuation signals 
MILLER. J R Operating Reactors Branch 3 04/03/06 5p p 

22723 268 24 X Fiche 50-330.84/03/06,0403220200 


—8403220213 Safety evaluation supporting Amend S3 to License NPF-4 

♦ Office of Nuclear Reactor Regulation, Director 84/03/06 2pp 
22723 273 24X Fiche 30-330.04/03/06.8403220208 


8403260273 Forwards corrected Tech Spec pages for Amends 51 t> 33 to 
Licenses NPF-4 fc NPF-7, re s p ec t ive 1 y, cover 1 ng axial power 
distribution monitoring sys, penetration fire barriers tt fiTe 
detection instrumentation 

ENGLE, L B Operating Reactors Branch 3 84/03/06 BTEWART, W L 

Virginia Electric & Power Co Ip 22761 343 24X 

Fiche 30-338, 84/03/06, 8403260273 


— 8403260231 Corrected Tech Spec pages to Amends 51 & 35 to Licenses 
NPF-4 ti NPF-7, respec tive ly, covering axial power distribution 
monitoring sys, pene trat ion fire barriers & fire detection 
Instrumentation 

* Operating Reactors Branch 3 04/03/06 I9pp 22761 344 24X 

Fiche 30-330,04/03/06.8403260273 


0403130290 Provides implementation Itr rept for reactor vessel level 
instrumentation sys, per NRC 040116 Itr 6 TMI Action Item 
II F 2 Requests NRC approve use of installed reactor vessel 
level Instrumentation based en previous acceptance 
STEWART, W L Virginia Electric t, Power Co 84/03/07 DENTON. H R 
Office of Nucloar Reactor Regulation, Director EISENHUT, 0 G 
Division of Licensing 3pp 22607 360 24X Fiche 30-338, 84/03/07, 

0403130290 


04O319OJ77 Application for amend to Licenses NPF-4 6 NPF-7, chang ing 
Tech Epees to delete requirements for min fc max temp limits 
for A36 !< A572 beams in steam generator supports it 
determination of beam temps 

STEWART, W L Virginia Electric t Power Co 84/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MIU-ER.J R 
Operating Reactor* Branch 3 3pp 22673 237 24X 

Fiche 30-330.64/03/13,0403190377 


— 0403190381 Proposed Tech Specs deleting requirements for min ti max temp 
limits for A36 t< A572 beams in steam generator support* Si 
determination of beam temps Request for removal of steam 
generator support heaters ti Insulating tent encl 

« Virginia Electric it Power Co 84/03/13 30pp 22673 240 24X 

Fiche 30-338,84/03/15,8403190377 


8403220028 Application for amend to License* NPF-4 it revising 

Tech Specs to reflect new LER sys.per 10CFR30, 73 it immediate 
notification requirements, per 10CFRS0 72 

STEWART, W L Virginia Electric ti Power Co 84/03/16, DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3 4pp 22713 12B 24X 

Fiche 30-330, 84/03/ 1 &, 0403220028 


— 0403220032 Proposed Tech Specs reflecting new LER sys li Immediate 
notification requirements 

* Virginia Electric ti Power Co 04/03/16 83pp 22713 132 24X 

Fiche 30 - 33 a, 84/03/16, 8403220020 


8403220077 Requests exemption from 10CFR50 44(c) (3) Oil) 
requirements, aperab 1 1 i ty of reactor vessel head vents should 
be verified during proposed outages it procedures & training 
Implemented w/revlsed emergency operating procedures 
STEWART, W L Virginia Electric it Power Co 84/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, V R 
Operating Reactors Branch 3 2pp 22712 311 24X 

Fiche 90-330,04/03/16,8403220077 


8403270208 Forwards voucher check for required license amend fee* 
omitted from B40319 itr 

STEWART. W L Virginia Electric it Power Co 04/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER. J R 
Operating Reactor* Branch 3 ip 22772 004 24X 

Ficha 30-338,04/03/23,8403270208 
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3103300Q2B Forwards response to 84 t>X16 request for addl info re core 
exit thermocouple tCETC) b subcooling margin monitoring sys, 
per 340130 commitment CETC addl Info deferred until after 
B40BQI due to sys rep l acement> per Reg Guide 1 97 

STEWART. W L Virginia Electric U Power Co 84/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation. Director EISENHUT, D 0 
Division of Licensing 4pp 22821 307 24X Flche 50-338,84/03/23, 

0403300020 


840330Q005 Informs that independent testing lab conducting overvoltage 
tests on motor control ctr contactor coils Current schedule 
for completing tests is Mag 1984 Resolution Sc related 
schedule will be submitted by Jul 1984 

STEWART. W L Virginia Electric 8c Power Co 84/03/26 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3 Ip 22822 133 24X 

Flche 50-338. B4/03/26, 8403300005 


Q Inspection reports. IE Bulletins £< correspondence 


8403070239 Forwards SALP Repts 50-280/03-33,30-281/03-35,30-338/03-33 b 
30-339/83-33 for Oct 1902 - Aug 1 9B3 Evaluation will be 
discussed at B31208 meeting at North Anna site 
LEWIS, R C Division of Project b Resident Programs 83/11/25 
STEWART, W L Virginia Electric ic Power Co 2pp 22536 227 24X 

Flche 50-000, B3/1 1/25, B403070839 


— 8403070246 SALP Repts 50-230/03-33.50-281/83-35,50-338/83-33 !c 
50-339/83-33 for Oct 1902 - Aug 1983 Reliable performance 
w/imp r even ent in most previously noted areas of weakness 
demonstrated 

♦ Region 2- Office of Director 83/11/25 42pp 22536 229 24X 

Flche 50-000,83/11/23,8403070239 


0403070279 Discusses SALP evaluation Issuance of SALP rept approved No 
major weaknesses identified during assessment period at 
North Anna One major weakness identified in area of 
radiological controls at Surry 

O'REILLY, J P Region 2, Office Of Director 84/02/16 STEWART, W L 
Virginia Electric b Power Co 2pp 22541 286 24X 

Flche 30-000,84/02/16,8403070279 


0401190072 IE Info Notice 84-13, “Potential Deficiency in Motor 
Operated Valve Control Circuits t* Annunciation " 9vc list 
end 

JORDAN, E L Division of Emergencij Preparedness b Engineering 
Response (Post 830103) B4/02/2S Consolidated Edison Co Of New 

York. Inc U5pp 229Q9 239 24T Flche 30-000,84/02/20,8401190072 


8403020001 Requests interim approval of inservice lnsp b testing 
requirements for pumps t, valves Approval would increase 
scope of insp S, testing t, enhance safety Implementation of 
revised inservice testing programs expected by 640315 
STEWART, w L Virginia Electric & Power Co 84/02/28 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3 2pp 22442 153 24X 

FiChe 30-338,84/02/28.6403020001 


8402090007 IE Info Notice 84-14. "Highlights of Recent Transport 
Regulatory Revs by DOT t, NRC " 6vc list end 

GRACE, J N Division of GA. Safeguards It Inspection Programs (Post 
B30103) B4/03/02 Consolidated Edison Co of New York, Inc 

130pp 2 2332 329 24 X Flche 50-000,84/03/02.8402090007 


EJ40209DQ0B IE Info Notice 84-16, "Failure of Automatic Sprinkler fiys 
Valves to Operate " Svc list enci 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B30I03) 64/03/02 Consolidated Edison Co of New 

York, Ire J22pp 22533 09B 24X Flche 50-000. B4/03/02, B402090008 


0402090009 IE Info Notice 64-15, "Reporting of Radiological Releases " 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/02 Consolidated Edison Co of New 

York, Inc 1 19pp 22553 217 24X Fiche 30-000,84/03/02,8402090009 


8403160154 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervoLtage trip feature in use in safety-related 
applications other than trip sys Only reactor trip 
breakers contain subj trip attachments 

STEWART. W L Virginia Electric It Power Co 04/03/02 O'REILLY, J P 
Region 2, Office of Director 2pp 22806 00 B 24X 

Flche 50-000,84/03/02,8403160154 


8402090011 IE Info Notice 84-17, "Problems W/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN. E L Division of Emergency Preparedness L Engineering 
Response (Post B30103) 94/03/05 Consolidated Edison Co of New 

York, Inc 1 17pp 22553 336 24X Flche 30-000,84/03/03,8402090011 


8403290289 Forwards IE Insp Repts 50-338/84-0! !< 90-339/04-01 Dn 
840106-0203 No violations or deviations identified 
DANCE, H C Division of Project l< Resident Programs 84/03/05 
STEWART, W L Virginia Electric t, Power Co 2pp 22000 049 24X 

Fichu 30-338.84/03/03,8403290289 


—0403290294 IE Insp Repts 30-338/84-01 b 30-339/84-01 on 040106-0205 No 
violations or deviations identified Major areas Inspected 
onsite areas of surveillance S, maint actlvl ties, previ out 
insp findings b identified items b safety sys ualkdouns 
BRANCH, M W , LUEHMAN, J G Region 2, Office of Director ELROD, 8 
Division of Project J, Resident Programs 84/03/02 lOpp 
22000 050 24 X Fich* 30-338,04/03/05,8403290289 


8402090024 IE Info Notice 84-09, Rev 1, “Lessons Learned From Imps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc UBpp 22635 049 24X Flche 50-000, 84/03/07, 0402090024 


8402090020 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) B4/03/07 Consolidated Edison Co of New 

York, Inc llapp 22304 186 24X Fiche 50-000, 84/03/07, B402090028 


0402090031 IE Bulletin 04-02, "Failures of GE Type HFA Relays in Us* in 
Class IE Safety Sys " Svc list end 

DEYOUNG.R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

1 34p p 22823 094 24X Fiche 50-000,84/03/12.0402090031 


8403290230 Ac k receipt of 040306 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-330/83-31 8< 
50-339/03-31 

LEWIS, R C Division of Project t< Resident Programs 04/03/16 
STEWART, W L Virginia Electric S< Power Co lp 22002,032, 24X 

Fiche 30-330,64/03/16,0403290250 


— 9403290260 Responds to NRC B40207 1 tr re violations noted in IE Insp 
Repts 50-330/03-31 30-339/83-31 Corrective actions Wall 

classified as fire barrier I< cubicle* reclassified as 
separate fire areas Procedure revised to Include Insp. 

STEWART, W L Virginia Electric & Power Co 04/03/06 

O'REILLY, J P Region 2, Office of Director 3pp 22902.033 24X 

Fiche 50-336,04/03/16,0403290250 


— 8403290269 Forwards IE Insp Repts 50-338/83-31 b 50-339/03-31 on 
831206-040103 I, notice of violation 

LEWIS, R C Division of Project b Resident Programs 04/02/07 
STEWART, W L Virginia Electric t< Power Co 2pp 22802 036 24X 

Fiche 50-338,04/03/16,0403290230 


— 0403290280 Notice of violation from insp on 031206-840103 

» Region 2, Office of Director 04/02/07 2pp 22002 030 24X 

Flche 30-330,04/03/16,8403290230 


--84032 90291 IE Insp Repts 30-338/83-31 t< 30-339/03-31 on B312O6-04O1O3 
Noncamp 1 lance noted failure to maintain procedures re insp 
of wall b failure to inspect fire barriers 

LUEHMAN, J 0 Region 2, Office of Director ELROD. 8 Division of 

Project I< Resident Programs 04/02/06 9pp 22002,040, 24X 

Fiche 50-338.04/03/16,0403290230 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities " Bvc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Flche 30-000,84/03/21,0402090043 


8402090044 IE Info Notice 04-20, "Svc Lifa of Rslays In 8af ety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response (Post 0301031 04/03/21 Consolidated Edison Co of New 

York, Inc l3Spp 22933 001, 24X Flche 50-000,84/03/21, 0402090044 


B403270021 Informs that due to addl review required re matl supplied by 
Ray Mi 11 er, Inc, uti 1 unable to respond to IE Bulletin 03-07 
until 040406 

STEWART. W L Virginia Electric t< Power Co 04/03/22 DEYOUNO.R.C 
Director's Office, Office of Inspection and Enforcement, lp, 

22770 060 34X Flche 30-000,84/03/22,8403270021. 


8403290157 Resubmits 840302 response to IE Bulletin 03-00, "Electrical 
Circuit Breakers W/Underval tags Trip Feature in Use In 
Saf ety-Related Applications 11 Affirmation inadvertently 
omitted from 040302 1 tr end 

STEWART, W L Virginia Electric Si Power Co 04/03/29 O'REILLY, J P. 

Region 2, Office of Director 2pp 22806 006 24X 

Fiche 30-000, 04/03/29, B4032901 57 



DOCKETED ITEMS 


207 


R Periodic operating reports 6 related correspondence 


0403030122 Monthly operating repts for Jan 1984 W/840214 Itr 

LEE, J N 4 STEWART4 W L Virginia Electric & Pooler Co 84/01/31 
HALLERi N M NRC - No Detailed Affiliation Given 23pp 22442 066 
24X FI Che 30-338,84/01/31,0403020122 


8403300093 Monthly operating repts for Feb 1984 W/B40314 ltr 

LEE, J N , STEWART, W L Virginia Electric & Power Co 84/02/29 

HALLER, N M Office of Resource Management, Director 16pp 

22821 270 24X Flche 50-338.84/03/29,0403300033 


9. Reportable occurrences, LERs & related correspondence 


8305270091 Forwards technical review repfc, ’'Blocking of Automatic 
Safety Injection (91) Signals " LERs should be included In 
forthcoming power reactor events issue to alert other 
We»tinghou*e PWR operators 

CHIRAMAL, M Reactor Operations Analysis Branch B3/04/23 
SEVFR1T, K V Reactor Operations Analysis Branch Ip 2278? 292 
24X Flche 30-000,63/04/23,8303270051 


— 8303270036 "Blocking of Automatic Safety Injection 18!) Signal," 
tachnlcal review rept 

* Director's Office 83/04/23 4pp 22709 293 24X 

Flche 90-00Q, 83/04/23, B305270091 


9403280332 Forwards preliminary results of natural circulation 
analyses for 811111 transient at McOulre & 800603 natural 
circulation low power test at North Anna 

CHARLTON, TR EG6Q, Inc 83/09/22 L I TTENEKER , P E Energy, Dept 

of, Idaho Operations Office 29pp 22807,239. 24X 

Flche 30-000,83/09/22,8403280332 


8403060133 Updated LER 83-061/03X-1 on 830921, both high head safety 
Injection pumps removed from svc Caused by maint 6 high 
thrust bearing vibrations First pump tested sat i sfactor i ly 
it returned to svc W/S40229 ltr 

HARRELL, E W Virginia Electric it Power Co 84/02/29 4pp 
22513’ 357 24X Flche 30-338,84/02/29,8403060193 


8403090213 NPDE8 noncompliance notification re 840213 oil spill Caused 
by lube oil associated w/overflow of bearing cooling tower 
makeup reservoir Oil contained by floating boom 6 removed 
w/absorbent metis 

TAYLOR, J A Virginia Electric It Power Co 84/02/29 VOLTAOOIO,T 
Environmental Protection Agency, 7pp 22379 078 24X 

Flche 30-338,84/02/29,8403090213 


□ 403140010 LER 84-003-00 on 840208, turbine trip-reactor trip occurred 
due to spurious electro-hydraulic control fluid reservoir 
law level turbine trip signal Caused by pump vibration due 
to unloader malfunction linloaders readjusted W/040307 ltr 
HARRELL, E W. Virginia Electric 8, Power Co 84/03/07 3pp 
22632 141 24 X Fiche 30-330,84/03/07,8403140010 


9403190396 Forward* completed Oil Spill Questionnaire VA-B4-093 for 
840213 occurrence 

TAYLDR, J A Virginia Electric 6 Power Co 84/03/07 VOLTAQQIO, T 
Environmental Protection Agency 7pp 22673 193 24X 

Fiche 30-338,84/03/07,8403190396 


B4O319O0B0 NPDEb noncompliance notification on 840214, 1 ubrie at ing oil 
spilled into Lake Anna, Caused by crack on intake screen of 
drive chein lubricant reservoir Completed spill 
Questionnaire VA-84-092 end 

TAYLOR, J, A Virginia Electric it Power Co 84/03/08 VOLTAQQIO, T 
Environmental Protection Agency 7pp 22668 334 24X 

Fiche 50-33B, 84/03/08, B4031900S0 


8403140122 Part 21 rapt re status update concerning abnormal wear an 
linear converters. Test program underway Results of 
investigation indicate excessive wear caused by hunting of 
control circuitry 

DODSON, J P, Pacific Air Products Co 84/03/09 Director's 
Office, Office of Inspection and Enforcement 7pp 22624.068 24X 

Fiche. 50-000, 04/03/09, 8403140122. 


DOCKET 50-33? NORTH ANNA POWER STATION, UNIT 2 


A, Appl ication/construeti on stage documents it correspondence 


8403080179 Fourth partial response to F01A request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 3), Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERBON, 8 I 
Qarvey, Schubert, Adam* It Barer 7pp, 22383 226 24 X 

FiChe’ 30-000, 84/02/13, B403080179 


F Security, medical, emergency & fire protection plans 


0403070239 Forwards SALP Rept* 30-280/03-33,30-281/83-33,30-338/83-33 fc 
30-339/03-33 for Oct 1982 - Aug 1903 Evaluation will be 
discussed at B3120S meeting at North Anna site. 

LEWIS, R C Division of Project t< Resident Programs 83/11/23 
STEWART, U L Virginia Electric 6 Power Co 2pp 22336 227 24X 

Flche 30-000,03/11/2 3,840307023? 


--8 403070246 SALP Repts 30-280/03-33,50-281/83-33, 90-338/83-33 J, 
90-339/83-33 for Oct 1982 - Aug 1903 Reliable performance 
u/ imp pavement in most previously noted areas of weakness 
demonstrated 

* Region 2, Office of Director 83/11/29 42pp 22336 229 24X 

Flche 50-000, 83/11/23, 8403070239 


8403060462 Grants 831031 request for exemption from requirements of App 
R to 10CFR30, Section III Q 3 b re installing fixed fire 
suppression sys in control room Exemption end 

MILLER, J R Operating Reactors Branch 3 04/02/23 STEWART, W L 

Virginia Electric it Power Co ip 22349*331 24X 

Fiche 30-330,84/02/23,8403060462 


— 0403060466 Exemption from requirements of App R to 10CFR30, Section 
III O 3 b re Installing fixed fire suppression sys In 
control room. 

EIBENHUT, D Q Division of Licensing 84/02/23 Virginia 
Electric it Power Co 4pp 22349 332 24X Flche 50-330,04/02/23, 

9403060462 


8403190263 Rev 1 to corporate emergency responie plan W/840315 ltr 
STEWART, W L Virginia Electric it Power Co 94/02/24 103pp 

22670 133 24X Flche 30-000,84/02/24,8403190263 


0403030198 Forwards Amends 31 6 33 to Licenses NPF-4 it NPF-7, 
respectively & safety evaluation Amends revise Tech Specs to 
reflect addition it installation of new fire protection sys 
W/o end 

ENQLE, L B Operating Reactor* Branch 3. 84/02/28 8TEWART, W L 

Virginia Electric t< Power Co lp 22328 184 24X 

Fiche 30-338,84/02/28,8403030198 


8403080264 Forwards "Control Room Design Review Progrem Plan for North 
Anna it Burry power Stations," In response to Suppl 1 to 
NUREQ-0737 Review expected to be completed by 850B30 
8 TEW ART , W L Virginia Electric 6 Power Co 84/03/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22397 293 
24X Fiche 30-000,84/03/01,8403000264 


— B4O3O80269 "Control Room Design Review Progrem Plan for North Anne L 
Burry Power Station*, " In response to Suppl 1 to NUREQ-0737 
« Virginia Electric 6 Power Co 84/03/01 lllpp 22337 29? 

24X Flche 30-000,84/03/01,8403080264 


0403080091 Submits addl info In order to conduct detailed review of 
emergency response procedures generation package, per 840123 
request Items 162 will be addressed by 840930 Item 3 
should be addressed by Westlnghouse Owner* Group 

STEWART. W L Virginia Electric 6 Power Co. 84/03/02 DENTON, H R 
Office qf Nuclear Reactor Regulation, Director 2pp 22599 199 
24 X Fiche - 50-000. 04/03/02, 8403080091 


8403160276 Extend* Invitation to attend 840316 workshop at regional 
ofc to discus* 10CFR90, Ap p R requirement* it results of lnspi 
to help resolve misunder* tend ings associated w/requlrement > 

LEWIS, R C Division of Project 6 Resident Program* B4/03/02 
STEWART, WL Virginia Electric 6 Power Co lp 22640’ 000 24X 

Flche 30-000,84/03/02,8403160276 


8403260273 Forward* corrected Tech Spec pages for Amends 91 it 33 to 
Licenses NPF-4 6 NPF-7, respectively, cover 1 ng axial power 
distribution monitoring sys, penetration fire barriers 6 fire 
detection instrumentation 

ENQLE, L B Operating Reactors Branch 3 84/03/06 STEWART, W L, 

Virginia Electric it Power Co lp 22761 343 24X 

Flche 30-330, 84/03/06, 8403260273 


— 8403260281 Corrected Tech Spec pages to Amends 91 b 33 to Licenses 
NPF-4 6 NPF-7, respectively, covering exlal power distribution 
monitoring sys, penetration fire barriers it fire detection 
instrumentation 

* Operating Reactor* Branch 3 84/03/06. 15pp. 22761 344 24X 

Fiche 30-330,84/03/06,8403260273 


8403190092 Informs that local emergency operations facilities at North 
Anna 6 Surry power Station* will be functional, e xcept for 
data communications 6 display, by 850731, per NUREQ-0737, 8 up p 1 

1 . 

STEWART, W L Virginia Electric 6 Power Co 84/03/14 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22666’ 173 
24X Flche. 30-000, 84/03/14, 0403190092 
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3403290350 At k receipt Of 040306 Itr informing NRC of »tep* taken to 
correct violation* noted in IE Imp Beet* 50-330/03-31 i 
30-339/03-31 

LEWIS, R C Division of Project & Resident Program* 04/03/16 
STEWART, U L Virginia Electric k Power Co Ip 22002 032 24X 

Fiche 30-339,04/03/16,0403290230 


-0403290260 Responds to MRC 0 40207 Itr r* violations notiif in IE Imp 
Rapt* 30-330/03-31 * SQ-339/B3-31 Corrective actions wall 
classified as firs barrier k cubicles reelassifisd as 
separate Fir* arsas. Procedure revised to include insp 
BTEWART i W L Virginia Electric 6 Power Co 04/03/06 

0 'REILLY", J P. Region 2. Office of Director 3pp, 22002 033 24X 

Flche. 30-330, 34/03/16, 0403290230 


— 8403290269 Forward* IE Insp Rspts 30-330/03-31 6 50-339/03-31 on 
0315O6-B4O1O9 k notice of violation 

LEWIS, R C, Division of Project t< Resident Programs 04/02/07 
STEWART, W L Virginia Electric k Power Co 2pp 22002 036 24X 

Fiche 50-330,04/03/16.0403290250 


— 0403290280 Notice of violation from insp on 931206-040105 

* Region 2, Office Of Director B4/02/07. 2pp 22002' 03B 24X 

Fifth# 50-330,84/03/16,0403290250 


— -8403290291 IE Insp Repts 50-330/93-31 k 50-339/03-31 on 031 206-B40105 
None o mp I lane * noted failure to maintain procedure* re insp 
of wall 6 failure to inspect fire barriers 

LUEHMAN, J 0 Region 2* Office of Director 04/02/06 9pp 

22902 040 24X Flche 50-33B, 04/03/16, 0403590230 


P Operating license stage documents 1< correspondence 


0403070001 Notifies that Class ill St Class I Feet submitted w/020608 
application for amend will be refunded, based an 040)23 
withdrawal of application. 

MILLER, W 0 License Fee Management Branch B4/02/24 STEWART, W L 
Virginia Electric St Power Co Ip 22562' 343 24X 

Flche 50-330, 84/02/24, 0403070001 


B403020195 Forwards addl info to complete review of Topical Rept 
VEP-FFD-41# "VEPCO Reactor Sgs Transient Analysis Using 
RETRAN Computer Code, " in, response to NRC 1902 informal 
request 

BTEWART, W L Virginia Electric !< Power Co. 04/02/27 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 16pp 22443 257 

24X Flche 50-000,04/02/27,8403020195 


0403050229 Submit* review of post-accident sampling sgs, Item II D 3 Ten 
of 11 criteria met Remaining criterion re procedure for 
estimating extent of core damage based on radionuclide 
eva luation, accapteb le on interim basis. 

MILLER, J R Operating Reactor* Branch 3 04/02/27 BTEWART, W L 

Virginia Electric it Power Co 6pp 2252B 001 24X 

Flche 50-000,04/02/27,0403050229 


8403020001 Requests interim approval of inservice insp i, testing 
requirements for pumps 6 valves, Approve 1 would increase 
scope of insp it testing it enhance safety Implementation of 
revised inservice testing programs expected by 040315 
STEWART, H L Virginia Electric ti Power Co 84/02/28 DENTON, HR 
Office of Nuclear Reactor Regulation, Director 2pp 22442 195 
24X Flch* 50-338,04/02/28,0403020001 


0403020042 Forwards revs to lnservice testing program for pumps it 
valves, clarifying previous submittals 

BTEWART, W, L Virginia Electric it Power Co 84/02/28 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactors Branch 3 15pp 22442 272 24X 

F 1 ehe. B0-33B, 04/02/28, B403020042 


8403030198 Forwards Amend* 51 k 35 to Licenses NPF-4 It NPF-7, 
respectively It safety evaluation Amend* revise Tsch Spies to 
reflect addition it installation of new fir# protection sgs 
W/o enel 

EN9LE, L 0 Operating Reactors Branch 3 04/02/28 BTEWART, WL 

Virginia Electric It power Co Ip 22520 184, 24X 

Fich# 50-338, 04/02/20, 0403030198, 


0403120176 Advise* that 11.67. permit r*sp on* i b il 1 ty transferred to Did 
Dominion Electric Cooperative on 031221, per 040131 itr 
Requests NPDES permit k 401 certificate dtd 7202U be 
modified to rafleet transfer W/o stated end 

TAVLOR, J A, Virginia Electric It Powtr Co. 84/03/01. BURTON, R, M 
Virginia, Conwtonwea 1 th. of. Ip 22590,203 24X 

F i c h # • 5 0-338, 8 4/03/0 1 , B40 3 1 20 1 76 


□403080071 Informs NRC that submittal date for low pressure turbine 
disc cracking rapt delayed until 840330 dua to delay in 
Southwest Research receipt of dissected disc, 

STEWART, W L Virginia Electric It Power Co 84/03/02 DENTON, H R 
Office of Nuclear Raactor Regulation, Director MXLLERiV R 
Operating Reactors Branch 3 lp 22560 024. 24X 

Fich* 50-339, B4/03/02, 8403000071 


B4032 10203 Forwards Amend* 52 k 36 to Licenses NPF-4 l< NPF-7, 
respectively Amend* clarify testing requirements in Tech 
8pec Table 3 6-1 re containment isolation valves 
ENOLE.L B Oparating Raactor* Branch 3 04/03/06, STEWART, W. L 

Virginia Electric It Power Co 3pp 22709 192 24X 

Flche- 50-330, 04/03/06, 840321 0203 


—8403210206 Amend* 92 1< 36 to Lleenia* NPF-4 l< NPF-7, respec tively. 
clarifying tasting requirements in Tsch Spec Table 3 6-1 re 
containment isolation valves 

MILLER, J R Operating Rsaetor* Branch 3 84/03/06 9pp. 

22709 195 24X Fich* 50-338,04/03/06,8403210203. 


0403 260273 Forwards corrected Tsch Bpec pages for Amends 51 I, 35 to 
Lictnsei NFF-4 i< NPF-7, rssp actively, c ovsr ing axial power 
distribution monitoring sys, penetration fir* barriers It fire 
detection instrumentation. 

ENOLEi L B Operating Reactors Branch 3 04/03/06. STEWART, W L 

Virginia Elactric k Power Co lp 22761-343 24X 

Fich* 50-33S, 84/03/06, S403260273 


— 8403260201 Corrected Tech Spec pages to Amends 51 it 35 to License* 
NPF-4 k NPF-7, respectively, covering axial power distribution 
monitoring sys, penetration fire barriers It fire detection 
instrumentation 

• Operating Raactor* Branch 3 04/03/06 iSpp 22761:344 24X 

Fiche 50 -330, 84 /03/06,8403260273 


840313027B Providat imp lementa ti on Itr rspt for reactor vassel leval 
instrumentation sys, per NRC 840116 Itr it TMI Action Item 
II F 2, Requests NRC approve use of Installed rsaetor vessel 
level instrumentation basad an previous acceptance. 

STEWART, W L, Virginia Elactric t Power Co, 04/03/07, DENTON, H R 
Office of Nuclear Reactor Regulation, Director, EIBENHUT, D 0, 
Division of Licensing 3pp 22607,360. 24X Flch*' 50-338, 04/03/07, 

8403130298 


8403190201 Application for amend to Licanst NPF-7, changing Tach Bpacs 
to dalati Survaillane* Requirement 4 8 1 . l 2 e.6 rs 
simulated loss of diesel gsneratOT u/offsite power 
unava i lab le, per Oeneric Ltr 03-30 

8TEWART, W L Virginia Elactric I, Power Co 84/03/15 DENTON, H, R. 
Office of Nuclear Raactor Regulation, Dirsctor MILLER, J R, 
Operating Raactor* Branch 3 3pp 22671.123 24X 

Ficba 50-339,84/03/15,0403190201 


— 8403190204 Proposed Tech Spec changes reflecting deletion of 
Surveillance Requirement 4 8 1. 1. 2. c, 6 re simulated loss of 
diesel generator u/offsite power unavailable, 

« Virginia Elactric t< Power Co 04/03/15 Spp 22671-127. 24X 

Fiche 50-339, B4/03/15, 8403190201 


6403190377 Application for amend to Licenses NPF-4 k HPF-7t c hang ing 
Tech Bpscs to delete requirements for min k max temp limits 
for A36 k A572 beams in steam generator supports fc 
determination of beam tamps 

STEWART, W L Virginia Electric k Powir Co 64/03/15 DENTON, H. R, 
Office oP Nuclear Raactor Regulation, Dirsctor MILLER, J, R, 
Oparating Raactor* Branch 3 3pp, 22675.237. 24X 

Fich# 90-33S, 84/03/15, B403190377. 


— 0403190301 Proposed Tach Specs deleting requirements for min t> mas temp 
limits for A36 k AS72 beams in steam generator supports k 
determination of beam temp s. Request tor removal of staam 
generator support heaters k insulating tent end 

* Virginia Electric k Rower Co. 84/03/19. 30pp. 22675.240 24X 

Fiche' 50-338, 84/03/15, 8403190377 


0403220020 Application for amend to Licenses NPF-4 k WF-7, revising 
Tech Specs to reflsct new LER sys, per 10CFRS0, 73 k immediate 
notification requirements, p«r 1QCFR90. 72. 

STEWART, W.L, Virginia Elactric «< Power Co. 04/03/16. DENTON, H. R. 
Office of Nuclear Reactor Regulation, OiTactor MILLER, V. R, 
Oparating Reactor* Branch 3, 4pp. 22713.128 24X 

Flch* 50-338, 84/03/16, 8403220028, 


— 8403220032 Proposed Tech Specs reflecting new LER sys V immediate 
notification requirement*. 

* Virginia Electric k Power Co 84/03/16. S5pp, 22713:132. 24X 

Fifths- 50-338, 84/03/16, 8403220028. 



DOCKETED ITEMS 


209 


8403220077 Rifuntl iiinjitlon from 10CFR5Q 44(c) (3) (ili) 
re quiroment* Operability of reector vmil head vents should 
ba verified during proposed outages & procedural & training 
implemented w/ravised emergency operating procedure* 

STEWARTi W L Virginia Electric it Power Co 84/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactor* Branch 3 2pp 22712 311 24X 

F 1 c h e . 90-338, 84 /03/ 16, 8403220077 


8403270208 Forward* voucher check for required license amend fee* 
omitted From 840319 Itr 

STEWART, W L Virginia Electric fc Power Co 84/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactor* Branch 3, Ip, 22772 084 24X 

Fiehe, 90-338, 84/03/23, 8403270208 


S40327024B Forward* fee for 840319 proposed Tech Spec change. 

8TEWART. W. L Virginia Electric it Power Co 84/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director MILLER, J R 
Operating Reactor* Branch 3 ip 22771 311 24X 

Fiehe. 80-339, B4/03/23, B403270248. 


8403300028 Forward* response to B40116 request For addl info re core 
exit thermocouple (CETC) 1 subcooling margin monitoring sys, 
per 840130 commitment CETC addl info deferred until after 
840801 due to sys rep lacement, per Reg Ouide 1 97. 

BTEWART. W L Virginia Electric *< Power Co 84/03/23 DENTON, H R 
Office of Nuclear Raactor Regulation, Director EISENHUT, D. 0 
Division of Licensing 4pp 22021.307 24X Fiehe S0-33B, 84/03/23, 

B 403300028. 


8403300009 Inform* that independent testing lab conducting overvoltage 
tests on motor control ctr contactor coils Current schedule 
for completing tests is Mag 1984 Resolution t< related 
schedule will be submitted by Jul 1984 

BTEWART, W L, Virginia Electric fc Power Co 04/03/26 DENTON. H R 
Office of Nuclear Raactor Ragulation, Director MILLER, J. R 
Operating Reactors Branch 3. Ip 22822' 129 24X 

Ficha: 90-338, 84/03/26, B40330000S 


0 Inspection reports, IE Bulletins t< correspondence 


8403070239 Forward* 8 ALP Rapt* 90-280/83-33,90-281/83-39,90-338/83-33 & 
80-339/83-33 for Oct 1982 - Aug 1983 Evaluation will be 
ditcumeed at 831208 meeting at North Anna site 
LEWIS, R. C. Divleion of Project t< Resident Programs 83/11/29 
STEWART, W L. Virginia Electric it Power Co 2pp 22936 227 24X 

Fiehe: 90-000, 83/1 i/29, 8403070239, 


— 8403070246 8 ALP Rept* 90-280/83-33, 90-281/83-39, 90-338/B3-33 (< 
90-339/83-33 for Oct 1982 - Aug 1983 Reliable performance 
W/improvament in most previously noted areas of weakness 
d emonstrated. 

* Region 2, Office of Director 83/11/29 42pp. 22936,229. 24X 

Fi che: 90-000, B3/1 i/29, 8403070239 


8403070279 Discusses BALP evaluation Issuance of SALP rapt approved No 
major weaknesses identified during assessment period at , 

North Anna. One major weakness identified in area of 
radiological control* at Surry 

O'REILLY, J P Region 2, Office of Director. 84/02/16 BTEWART, W L 
Virginia Electric it Power Co 2pp. 22941-286 24X 

Fiehe: 90-000,84/02/16, B403070279 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits It Annunciation " Bvc list 
end. 

JORDAN, E. L. Division of Emsrgsncy Preparedness b Engineering 
Response (Post 830103). 84/02/28. Consolidated Edison Co. of New 

York. Inc. 119pp. 22909.239 24X Fiehe. 90-000, 84/02/28, 8401190072 


8403020001 Request* interim approval of insarvice lnsp 6 tasting 
requirements for pumps t, valves Approval would Increase 
scops of lntp t, testing It enhance safety Implementation of 
revised inservlee testing programs expected by 840319. 

BTEWART. W L. Virginia Electric fc Power Co 84/02/28. DENTON, H R 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 2pp 22442 199. 24X 

Ficha: 90-338, 84/02/28, 8403020001. 


B4Q2090OO7 IE Info Notlca B4— 14, "Highlights of Recent Traneport 
Regulatory Revs by DOT t NRC. " 6vc list end 

BRACE, J, N. Division of OA, Safeguards It Inspection Program* (Post 
830103). 84/03/02 Consolidated Edison Co. of New York, Inc 

130pp, 22992:329. 24X Fiehe: 90-Q00, 04/03/02, B402090007, 


B4 0209000 B IE Info Notice 84-16, "Failure of Automatic Sprinkler 8y» 
Valves to Operate. " Bvc list and. 

JORDAN, E. L, Division of Emsrgsncy Preparedness It Engineering 
Response (Post 830103), 84/03/02. Consolidated Edison Co. of New 

York, Jnc. 122pp. 22993.098 24X Fiehe. 90-000, 84 / 03 / 02 , 8402090008 


0402090009 IE Info Notice 04-13, "Reporting of Radiological Releases " 
Bvc list enc 1 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 030103) 04/03/02, Consolidated Edison Co of New 

York, Inc U9pp 22993 217 24X Fiehe 90-000,04/03/02,8402090009 


0403160194 Respond* to IE Bulletin 83-00 re electrical circuit breakers 
w/undervoltag* trip feature in use in safety-related 
applications other than trip sys Only reactor trip 
braaker* contain subj trip attachments 

BTEWART, W L Virginia Electric & Power Co 84/03/02 D 'REILLY, J P 
Region 2, Office of Director 2pp 22006 000 24X 

Ftche 90-000,84/03/02,0403160194 


8402090011 IE Info Notice 04-17, "Problem* W/Llquld Nitrogen Cooling 
Component* Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emsrgsncy Preparedness S< Engineering 
Response (Post 030103) 84/03/00 Consolidated Edison Co of New 

York, Inc U7pp 22993 336 24X Fiehe 90-000,84/03/09,8402090011 


0403290209 Forwards IE lnsp Rept* 80-338/84-01 It 90-339/84-01 on 
840106-0209 No violation* or deviations identified 
DANCE, H C Division of Project It Resident Program* 84/03/09 
STEWART, W L Virginia Electric It Power Co. 2pp 22800,048. 24X 

Fiehe 90-330,04/03/09,0403290239 


—8403290294 IE lnsp Rept* 90-330/84-01 It 90-339/84-01 on 840106-0209 No 
violation* or deviation* identified Major areas inspected, 
onsite areas of surveillance It malnt acti vities, pre vi out 
lnsp findings It identified items It safety sys walkdowns 
BRANCH, M U , LUEHMAN, J 0. Region 2, Office of Director ELROD, 3 
Division of Project It Resident Program* 84/03/02, lOpp 
22800 090 24X Fiehe' 90-330, 84/03/09, 0403290209 


8402090024 IE Info Notice 04-09, Rev i, "Lesions Lsarned From Inspi of 
Fire Protection Safe Shutdown 8ys " Svc list end 
JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post B30103) 04/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22639 049 24X Fiehe 90-000,04/03/07,0402090024 


8402090029 IE Info Notice 04-10, "Stress Corrosion Cracking in PWR 
By*. " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103), 84/03/07 Consolidated Edison Co of New 

York, Inc. 118pp. 22384 106 24X Fiehe 30-000, 04/03/07, 8402090028 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety 8ys " Bvc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement B4/03/12 Consolidated Edison Co of New York, Inc 

134pp, 22823 094 24X Fiehe' 90-000, 84/03/12, 8402090031 


8403290290 Ac It receipt of 840306 ltr informing NRC of steps taken to 
correct violation* noted in IE lnsp Rept* 30-33B/B3-31 !< 
90-339/03-31. 

LEWIS, R. C Division of Project I, Resident Program* 84/03/16 
BTEWART, W L. Virginia Electric l< Powtr Co. ip 22B02 032 24X 

Fiehe '30-338. 04/03/16,8403290290 


— 8403290260 Responds to NRC 840207 ltr re violations noted in IE lnsp 
Rapt* 90-330/03-31 I, 90-339/B3-31 Corrective actions wall 
classified as fire barrier S< cubicles reclassified as 
separate fire areas Procedure revised to Include lnsp 
STEWART, W. L Virginia Electric I, Power Co, 84/03/06 
O'REILLY, J P Region 2, Office of Director 3pp. 22002.033 24X 

Ficha- 90-338, 04/03/16, 8403290290 


—9403290269 Forward* IE lnsp Rept* 90-330/83-31 tt 90-339/03-31 on 
031206-840109 & notice of violation 

LEWIS. R.C. Division of Project I, Resident Programs 04/02/07 
8TEWART, W, L Virginia Electric t< Power Co. 2pp. 22002,036 24X 

Ficha, 90-338, 04/03/16, 8403290290 


—0403290280 Notice of violation from lnsp on 031206-840109. 

a Region St, Of flea of Dlrsctor. 04/02/07 2pp 22002 030 24X 

Ficha. 90-33B, B4/03/16, 0403290290. 


—0403290291 IE lnsp Rept* 90-330/83-31 it 90-339/83-31 on 831206-840109 
Noncompl lance noted. failure to maintain procedures re lnsp 
of wall !< failure to Inspect fir* barriers 

LUEHMAN, J 0. Region 2, Offic* of Director ELROD, 8. Division of 

Project It Resident Program*. 84/02/06 9pp 22802 040 24X 

Ftche 90-330,04/03/16,8403290290 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorlied 
Entries Into PWR Reactor Cavities " Bvc list end 
JORDAN, E L. Division of Emergency Preparedness It Engineering 
Response (Post 030103). 04/03/21. Consolidated Edison Co of New 

York, Inc. 123pp. 22823-229 24X Fichs. 90-000, 04/03/21, 8402090043 
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8402090044 IE Info Notice a-4-20, "Sve Life of Relay* In Safe ty-Hela ted 
Sy i ’* 8vc I let enel 

JORDAN, £ L Division of Emergency Preparedness It Engineering 
Response (Post 930103) 84/03/21 Consolidated Edison Co of New 

York. Inc 133pp 22933 OOl 24X Flche 30-000, 84/03/21 t 8402090044 


B40327002 1 Inform* that due to addl review required re matl supplied by 
Say Mi 1 1 er, Inc, ufcl J unable to respond to IE Bulletin 03-07 
until 940406 

STEWART. W L Virginia Electric it Power Co S4/03/22. DEYDUNO, R C 
Director's Office, Office of Inspection and Enforcement ip 
22770-049 24 X Fich* 30-000,64/03/22,9403270021 


9403290137 Resubmits 040302 responss to IE Bulletin B3-08, "Electrical 
Circuit Breakers W/Undervol tags Trip Feature in Use in 
Safety-Related Applications . " Affirmation inadvertently 
omitted from 840302 1 tr end 

STEWART, W L Virginia Electric * Power Co 84/03/29. O'REILLY, J P 
Region 2, Office of Director 2pp 22904 006. 24X 

Flche 30-000,04/03/89,8403290137 


. Periodic operating reports S< related correspondence 


0403020122 Monthly operating repts for Wan 1984 W/B40214 ltr 

LEE, J N . STEWART, W L Virginia Electric it Pouer Co B4/01/31 
HALLER. N M NRC - No Detailed Affiliation Given. 23pp 22442-046 
24 X Flche 30-339, 94/01 /3I» 0403020122 


B40330005S Monthly operating repts for Feb 1964 U/840314 ltr 

LEE, J N , STEWART, W L Virginia Electric i. Pouer Co 94/02/29 

HALLER, N M Office of Resource Management, Director I6pp 

22821 270 24 X Flche 30-339,94/02/29,6403300033 


Reportable occurrences, LERs l< related correspondence 


9403280332 Forwards preliminary results of natural circulation 
analyses for 811111 transient at rtcQuire It 800603 natural 
circulation low power test at North Anna 

CHARLTON, T R EQLO. Inc ©3/09/22 L1TTENEKER, P E Energy, Dept 
of, Idaho Operations Office 29pp 22807 23? 24X 

Fiche 30-000,83/09/22,9403290332 


3403090213 NPDES noncompl lance notification re a40213 oil spill Caused 
by lube oil associated u/ovepflou of bearing cooling touer 
makeup reservoir Oil contained by floating boom & removed 
w/absorbent mat Is 

TAYLOR, J. A Virginia El ectr 1 c & Power Co 84/02/29 VOLTACQIO.T 
Environmental Protection Agency 7pp 22373 078. 24X 

Fiche 30-339,94/02/29,8403090213 


5403190396 Forwards completed Oil Spill Questionnaire VA-B4-093 for 
840213 occurrence 

TAYLOR. J. A Virginia ElectTlc S< Power Co 04/03/07 VOLTAOOIO, T 
Environmental Protection Agency. 7pp 22673 193 24X 

Fiche 30-339, 04/03/07, 84031 9 0396. 


3403190060 KPDE3 nortcnmp 1 1 ante notification on 640214, ) ubric atlng oil 
spilled into Lake Anna Caused by crack on intake screen of 
drive chain lubricant reservoir Completed spill 
Questionnaire VA-94-092 end 

TAYLOR. J A Virginia Electric S, Power Co 84/03/09 VOLTAOCIO.T 
Environmental Protection Agency 7pp 22668 334 24X 

Flche 30-33B, 84/03/09,8403190090 


WCKET 30-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


. App 1 1 cat lon/cons tructl on stage documents It correspondence 


3403140340 Summary of 631213 meeting w/SE It Mark I Owners Croup in 
HethesdsiMD re Mark I containment we twel 1 -dry wel 1 vacuum 
breaker design methodology 

SIECELtB.L Operating Reactors Branch 2 94/02/21 Operating 

Reactors Branch 2 5ipp 22633 198 24X Fiche 30-000,84/02/21, 

9403140340. 


3403020164 Submits request for addl info re postulated failure of HPCI 
steam line w/o isolation. 

YOUNGBLOOD, B, J Llctnsing Branch 1 04/02/22. JENS, W Detroit 

Edison Co. 3pp. 22491-139 24X Fi Che- 30-341, 84/02/22, 0403020164 


3403020121 Respond! to 840103 Oeneric Ltr 84-01 re NRC use of terms 
important to safety !• saf ety-rel ated. Bub j will be dlicueced 
further through steering committee t, chairman of Util Safety 
Classification Qroup 

JEN3.M H Detroit Edison Co 84/02/24. TAYLOR, J M. Director's 
Office, Office of Inspection and Enforcement. ip 22442-063, 24X 

Fiche- 30-34 1 , B4/02 / 24 , 84030201 2 1 


8403090247 Advises that util will adopt ail applicable provisions 
associated w/8 h Type A test detailed in Rev 1 to BN-TQP-1. 

"Testing Criteria for Integrated Leakage Rate Testing of 
Primary Containment Structuree for Nuclear Plant* " 

JEN9, W H Detroit Edison Co 84/03/03 YOUNGBLOOD, 0 J Licensing 
Branch 1 lp 22372 201 24X Fiche 30-341,84/03/03,8403090247 


840313000-8 Forwards Certificate of 8vc for Amend 33 to amended t, 
substituted application for licenses 

HATHAWAY, 0 H Detroit Edison Cd 94/03/09 Office of Nuclear 
Reactor Regulation, Director. 3pp 22613 166 24 X 

Fiche 90-341,84/03/09,6403130000 


8403130044 Forwards Amend 34 to amended t, substituted application 
for licenses, consisting of Amend 34 to F8AR 

LANDQRAF, L C LeBoeuf, Lamb, Lelby t, MacRae LANDGflAF, L C Detroit 
Ed i eon Co 84/03/09 DENTON, H Office of Nuclear Reactor 

Regulation, Director lp S2610 168 24X Fiche- 30-341, 04/03/09, 

84 03 130044 


— 8403130091 Amend 34 to amended & substituted application for lie, 
consisting of Amend 34 to FSAR 

• Duquesne Light Co 84/02/22 lp 22610 169 24X 

Fiche 30-341,84/03/09,0403130044 


8403200183 Affirms resolution of TMI Action Plan Item II K 3 31 re 
small break LOCA analysis No further action necissary 
JEN9. W H Detroit Edison Co 04/03/14 YOUNOBLOOD, B. J Licensing 

Branch 1 2pp 23606 338 24X Flche, 30-341, B4/03/14, 8403200103, 


0403210040 Request* issuance of proof & review version of Tech Specs 
Resources to support effort available It Impact of obtaining 
addl tast data minimal 

JENS, W H Detroit Ediion Co 04/03/14 YQUNQBLOOD, B J Licensing 
Branch 1 lp 22706 333. 24X Fiche 30-341,84/03/14,8403210048 


8403210074 Forwards "Environ Qualification of Saf tty-Ra lated Mechanical 
Equipment for Hareh Environ,’" per 031201 meeting 

JENS, W H Detroit Edison Co. 04/03/14, YOUNOBLOOD, B J Licensing 
Branch 1 lp 22706 140 24X Flche 30-341,84/03/14,0403210074 


— 84O3210O7B "Environ Qualification of Safety-Related Mechanical 
Equipment for Harsh Environ " 

* Detroit Edison Co 84/03/31 130pp 22706 141, 24X 

Fiche. 90-341, 84/03/14, 8403218074 


0403230010 Forward* ravlsed NRC llcansad operator training 
requal 1 f lcat ion program, administrative guide, incorporating 
addressed comments contained In B3121? ltr 

JENS, W H Detroit Edison Co 04/03/14 YOUNOBLOOD, n J. Licensing 
Branch 1 lp 22726 178 24 X Flche. 30-341, 84/03/14, 8403230018 


— B403230021 NRC licensed operator training requalification program, 
admin istra tor guide 

* Detroit Edison Co. 84/01/31 30pp. 22726 179 24X 

Flche 30-341,84/03/14,0403230018 


8403280237 Discusses WV Llpton qualification review, per 040119 response 
to request for addl Info Llpton qualified as radiation 
protection manager, per Reg Ouida 1 8 

YOUNOBLOOD, D j Licensing Branch l 84/03/14 JENS, W. Detroit 
Edison Co Spp 22800, 210, 24X Fiche- 30-341, 84/03/14, 8403280237 


8403270043 Informs that ultrasonic test exams qf blend radii araa It 
magmatic particle exam conducted by vessel mfg to determine 
degree of conformance to NURE0-O619 No recordable 
indications found utilizing either technique 

JENS. W H Detroit Edison Co 04/03/21. YOUNOBLOOD, B, J. Licensing 
Branch 1 lp 22769.319 24X Flche: 30-341, 84/03/21, B403270043 


9403300138 Forwards Certificate of Bvc Indicating appropriate parties 
served w/Amsnd 34 to amended S, substituted application for 
1 lesnsa* 

HATHAWAY, o H. Detroit Edison Co. 84/03/26 Office of Nucleer 
Reactor Regulation, Director. 3pp 22820.349 24X 

Fiche - 30-34 1 , 84/03/26, 8403300130 


F Security, medical, emergency S, fire protection plans 


B403120049 Extends invitation to attend regional workshop on fir# 
protection safe shutdown requirement* of 10CFR30,App R on 
840323 In Rosemant, 1L Proposed agenda end for review 
8PE8SARD, R L Division of Emergency Prsparednsse L Operational 
Support 04/03/06 WELLB, D. A Detroit Edleon Co. 3pp. 22389:292 
24 X Flche. 30-341, 84/03/06, 8403120049. 
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H Suntra ] cornip ond ence 


04-03200043 Respond* to 040217 Inquiry re plant* not considered for insp 
of vent header crack* In torui Intp inapplicable became 
Fermi 6 Hope Creek ttill in conet stage 

DENTON.HR, Office of Nuclear Reactor Regulation! Director 
04/03/12 WE8T0VER, 4 T Monroe County, MI ip S2B12 330 24X 

Fiche: 90-000/ 04/03/12/ 0403200043 


— 0403260034 Requests explanation at to why facility not coneidered for 
intp for crack* in vent header timilar to crack found at 
Mate h . 

WEBTOVER, A. J Monroe County. MI 04/02/17 Office Df Nuclear 
Reactor Regulation. Director 2pp. 22012 33? 24X 

Fiche. 30-000/ 04/03/12. 8403200043 


X. Utility Final Safety Analyst* Report < F8AR ) fc amend* 


0403130044 Forwards Amend 34 to amended & iubitituted application 
for license*, consisting of Amend 34 to F8AR 

LANDflfiAFiL C LeBoeuf. Lamb, Leiby i< MacRaa. LANDGfiAF, L C. Detroit 
Edison Co 04/03/0? DENTON, H Offic* of Nuclear Reactor 

Regulation. Director Ip. 22610 166 24X Fiche. 30-341, 04/03/0?. 

0403130044. 


— 0403130031 Amend 34 to emended I, fubetituted application for licenses, 
consisting of Amsnd 34 to FSAR. 

« Duquetne Light Co. 04/02/22 ip 22610. 16? 24X 

Fich*. 30-341, 04/03/0?, 0403130044 


--8403130060 Amsnd 34 to FSAR Twenty-eight oversite drawing* end, 
Drawings available in PDR 

« Detroit Edison CO 84/03/31 ?6?pp 22610.170 24X 

Fich* 30-341,84/03/0?, 8403130044 


3. Inspection reports, IE Bulletins fc correspondence 


0401190072 IE Info Notice 04-13, “Potential Deficiency in Motor 
Operated Valve Control Circuits I, Annunciation." 8vc list 
■nc i. 

JORDAN, E. L Division of Emergency Preparedness St Engineering 
Response (Post 830103). 04/02/20 Consolidated Etflsan Co of New 

York, Inc. 119pp. 22?0?:23?, 24X Fiche 30-000, 84/02/29, B401l?0072 


8403060170 Ack receipt of 040217 ltr informing NRC of steps taken to 
correct noncomp lienee noted in IE Insp Rspt 30-341/03-29 
KNOP.R C. Region 3, Office of Director. 84/03/01 WELLS, D. A 
Detroit Edison Co. Ip, 22318 337 24X Fich#: 30-341, 84/03/01, 

0403060170 


—3403060173 Resubmits 840123 response to NRC 831222 ltr re noncompliance 
noted In IE intp Rspt 30-341/03-29. 

WELLS, D. A Detroit Edison Co, 84/02/17 KNOP.R C. Region 3, 

Office of Director lp. 22310.338 24X Fiche 30-341.04/03/01. 

0403060170. 


— 8403060177 Responds to NRC 031222 ltr re none ompl lane e noted in IE insp 
Rept 30-34I/B3-2? Corrective actions. Plant Operation Manual 
12.000 revised, damaged unistrut screpped t, satellite 
storage areas marked l< roped off 

WELLS, D, A. , ALESSI, T. A Detroit Edison Co. 84/01/23. KNOP.R C 
Region 3> Office of Director Spp 22310:339. 24X 

Fiche. 30-341, 04/03/01, 0403060170 


040319030? Forward* IE Insp Rspt 30-341/04-03 on B40131 St 0201-02. No 
noncomp llancs noted. 

PAPER 1ELLO, C, J. Region 3. Office of Director, 84/03/01 HELL8, D A, 
Detroit Edison Co, 2pp. 22673*168 24X Fiche. 30-341 , 84/03/01, 

040319030?. 


— 0403190313 IE Intp Rept 30-341/84-03 on 040131 It 0201-02 No 
noncomplience noted. Major areas inspected: prsoperational 
radiological environ monitoring program, including mgt 
controls It program implementation t< results 

0E8TMANN, M. J. , SLAWINBKI, W. J, , SCHUMACHER, M, C Region 3. Office of 
Director. 04/02/29, 9pp 22673:170. 24X Fiche, 30-341, 84/03/01, 

0403190309. 


0402090007 IE Info Notice 04-14, "Highlight* of Rscant Transport 
Regulatory Revs by DOT It NRC. " Sve list encl. 

QRACEjJ, N. Division of 0A» Safeguards It Inspection Program* (Pott 
030103). 04/03/02, Consolidated Edison Co. of New York. Inc 

130pp. 22332:329. 24X Fiche: 30-000, 04/03/02, 8402090007 


0402090006 IE Info Notice 04-16, “Failure of Automatic Sprinkler Sys 
Valves to Operate," 8vc list encl. 

JORDAN, E. L, Division of Emergency Prsparednets It Engineering 
Response (Pott 830103), 04/03/02, Consol idatad Edison Co, of New 

York, Inc. 122pp. 22393:098. 24X Fiche: 90-000, 84/03/02, 8402090000 


8402090009 IE Info Notice 84-13, "Reporting of Radiologies! Releases “ 
Bvc list encl 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York. Inc 119pp 22333 217 24X Fiche 30-000,84/03/02,8402090009 


8402090011 IE Info Notice 84-17, “Problems U/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 83D103) 84/03/03. Consolidated Edison Co of New 

York. Inc 117pp 22333 336 B4X Fiche 30-000,84/03/03,0402090011 


8403220109 Forwards IE Insp Rept 30-341/83-30 on 831201-840131 & notice 
of violation 

KNOP.R C Region 3- Office of Director 84/03/03 WELLS. D A 
Detroit Edieon Co Spp 22716 197 24X Fiche 30-341,04/03/03, 

8403220109 


— 8403220111 Notice of violation from insp on 831201-840131 
KNOP.R C Region 3. Office of Director 84/03/05 2pp 
22716 19? 24X Fiche 30-341,04/03/03,840322010? 


—8403220114 IE Insp Rept 30-341/83-30 on 831201-840131 Noncompliance 
identified HPCI sgi test procedure not reviewed for 
cdmpl etenese S< adequacy It RCIC sys did not incorporate all 
valve timing requirements in FSAR 

BYRON, P M , PARKER, M E , KONKLIN. J E Region 3, Office of 
Director 84/03/02 1 Spp 22716 201 24X Fiche 30-341,84/03/05, 

8403220109 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown 6y* ” Svc list encl 
JORDAN, E L Division of Emergency Preparednsss l< Engineering 
Raeponee (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc llSpp, 22633 049 24X Fiche 30-000,84/03/07,0402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Svc list encl 

JORDAN, E L Diviiion of Emergency Preparedness l< Engineering 
Reiponee (Post 830103) 84/03/07 Consolidated Edison Co, of New 

York' Inc UBpp 22384 186 24X Fiche 30-000,84/03/07.0402090026 


8402090031 IE Bulletin 84-02, “Failures of OE Type HFA Relays ln\ Use in 
Class IE Safety Sys " Svc list encl 

DEYQUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co. of New York. Inc, 

134pP 22823 094 24X Fiche: 30-000. B4/03/12, 84020900 31 


0403260127 Responds to IE Bulletin B3-00 re failures U problem* u/ 
possible improper operation of circuit breakers w/ 
undervoltage trip attachments Field mod requests issued ta 
remove undervoltage device from breaker* 

WELLS, D A Detroit Edison Co B4/03/14 KEPPLER, J C Region 3, 
Office of Director 4pp 22738 1 4 3 24X Fiche 30-341.84/03/14, 

8403260127 


8403300033 Forwards IE Insp Rapt 30-341/84-01 on 840114-0217 No 
noncompliance noted 

STREETER, JF Regions, Office Df Director. 84/03/13 WELLS, D A 
Detroit Edison Co lp 22821 233 24X Fiche 30-341,04/03/13. 

8403300033 


— 8403300037 IE ln*p Rept 30-341/B4-01 on 840114-0217 No noncompliance or 
deviations noted Major areas inipsetsd previous insp 
findings, preopera t ional test program, procedure review t< 
verification, result review L test witnessing 
DUPONT, 8.0 , LANKBHURY, R D. , REYES, L. A Region 3, Office of 

Director. 84/03/13 10pp. 22021 234 24X Fiche 30-341,84/03/19. 

0403300033 


8402090043 IE Info Notice 84-19, “Two Event* Involving Unauthorized 
Entries into PWR Reactor Cavities.” Svc list encl 
JORDAN, E, L Division of Emergency preparedness !< Engineering 
Response (Post 030103) 04/03/21. Consolidated Edison Co of New 

York, Inc 123pp 32823 229. 24X Fiche* 30-000, 84/03/21, 8402090043 


B4Q2Q90Q44 IE Info Notice 84-20, "8vc Life Df Relaye in Safety-Related 
Bye 11 Svc list encl 

JORDAN, E. L Division of Emergency Preparedness 6 Engineering 
Reeponie (Post 030103). 04/03/21 Consolidated Edison Co of New 

York, Inc, 133pp, 22933 001, 24X Fiche, 30-000, 04/03/21, B402090044 


R. Periodic operating raporte It related correspondence 


0403020443 Forward* monthly status rspt of offsite emergency 
preparedness for QL rsvlsw# for Jan 1904, Change* in FEMA 
finding dates not caused by delay due to offsite emergency 
planning itsues. 

DIRCKB, W, J Office of the Executive Director for Operations 
84/02/21 PALLADINO Commissioner*. 9pp 22492 083 24X 

Fiche 30-000, 84/02/2). 0403020443. 
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S Reportable occumnctii LER* b related corre spondsnce 


B403120Q09 Interim deficiency rept, Item 39 re defective spot welds b 
Power-Strut support mat! Initially reported on B20211 
Evaluation for spot weld members for overload conditions 
continuing Addl use of members discontinued 

HELLS. D A Detroit Edison Co 04/02/23 KEPPLER. J Q Region 3i 
Office of Director 2pp 223B8 029 24X Fiche 30-341,84/02/23, 

0403 1 30009 


B4Q3120 1 60 Deficiency rept. Item 113 re linear Indications In seam of 
ASTM A500 OR Q tube steel Initially reported In B40124 
telcon Further evaluation pending completion of visual intp 
of electrical cable tray supports 

WELLS. D A Detroit Edison Co B4/D2/23 KEPPLER, J 0 Region 3, 
Office dF Director 2pp 22990-142 24X Fithe 30-341.04/02/23, 

8403120160 


Q403120193 Deficiency rept, Item 113 re possible impingement of 
eseentiai piping during pipe break Initially reported on 
B40124 Sweep paths b jet impingement tones will be 
reevaluated It pipe break location! reassessed 

UELLB. D A Detroit Edison Co 84/02/23 KEPPLER. 0 G Region 3. 
Office of Director 2pp 22306 240 24X Fiche 30-341,84/02/23, 

84031201 99 


B4031B006B Interim deficiency rept. Item 116 re potential for freeitng 
of burled fire protection sys piping to RHR bldg Initially 
reported on 640131 Water will be pasted through line once 
per shift during freeting weather 

HELLS. D A Detroit Edison Co 84/02/29 KEPPLER, JO Region 3, 
Office of Director Ip 22390 284 24X Fiche 50-341.84/02/29, 

0403120060 


B403 1 90079 Interim deficiency rept. Item 114 re possible 
overpres suri lation of north RHR HX (PIS El I -01-B001A) 

Initially reported on 840124 Leakage observed coming through 

insulation in HX shell flange No piping damage found 

WELLS, » A Detroit Edison Cd 04/03/07 KEPPLER, J O Rsgion 3, 

Office of Director 2pp 2266B 341 24X Fiche 50-34 1.04/03/07, 

0403190079 


T Hearing transcripts on non-ant l trus t matters 


0402090039 Board Notification 84-033 forward* meeting summaries 
containing transcripts of 640210 U 16 meetings between NRC b 
Transamerlca Delaval.Inc (TDI) Owners Oroup Distribution 
list end 

E ISENHUT , D 0 Division of Licensing B4/D3/I2 PALLADINO 
Commissioners 9pp 22706 001 24X Fiche 30-000. 04/03/ 12, 

8402090039 


V Operator Erai^i nati pns 


9403090108 Forwards updated info re operator licensing exams Submittal 
Includes estimate of need for operator licensing exams Far 
remainder OF FYB4 8, FY85 through FYB7. 

JENS, W H Detroit Edison Co 04/03/09 YOUNSBLCOD, B Licensing 
Branch 1 2pp 22373 302 24X Fiche 30-341.84/03/03.8403090180 


6403150021 Forwards Individual operating shift experience status, per 
DF Schnell request Util will use shift advisors to satisfy 
hot participation experience requirements Licensed classroom 
training h exam conducted 

JENS, U H Detroit Edison Co 04/03/09 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 22pp 22643 043 24X 

Fiche 30-341,04/03/09.6403130021 


B40323001B Forwards revised NRC licensed operator training 
requalification program, admin istra t ive gul de, 1 ncorporat i ng 
addressed comments contained in 631219 ltr 

JENS, W H Detroit Edison CD 84/03/14 YOUNOBLOOD, 0 J Licensing 
Branch 1 ip 22726' 178 24X FI ch e 50-341. 84/03/ 14, 0403230010 


— 0403230021 NRC licensed operator training requal If icatl on program, 
administrator guide 

e Detroit Edison Co 04/01/31 50pp. £2726 179. 24X 

Fiche 30-341,84/03/14,6403230010 


OCKET 30-344 TROJAN NUCLEAR PLANT 


r Security, medical, emergency b fire protection plan* 


04O3I3O3B1 Ac k receipt of 031128 ltr transmitting changes to security 
plan. Change* consistent w/pr ovi* ions of 10CFR3Q, 54 ( p > b 
acceptable 

SCHUSTER, H D Region 3, Office of Director. 04/01/20 WITHERS, B, D 
Portland General Electric Co 2pp 22616,276 24X 

Fiche 30-344, 84/01/20. 6403130301. 


0403060341 Forward* IE Insp Rept 30-344/03-34 on 631128-1230. No 
noneompliance Identified 

BISHOP, T. W Region 3, Office of Director 03/02/07 WITHERS, B. D 
Portland General Electric Co 2pp 22319.073 24X 

Fiche. 30-344. 04/02/07. 8403060341 


—0403060344 IE Insp Rept 30-344/63-34 on 831120-1230, No noneompliance 
or deviations identified Major area* Inspected plant 
operations, security, maint, surveillance testing, cold weather 
preparation b plant review board 

JOHNSTON, G W , RICHARDS, 8 A , DODDS, R T Region 3, Office of 
Director 84/02/03 4pp 22319 073 24X Fiche: 30-344. 04/02/07. 

0403060341 


0403120379 Forwardi rept of result* of in-progr*** audit for facility 
detailsd control room design review per Suppl 1 to 
NUREO-0737 conducted on 031212-16 

HILLER, J R Operating Reactor* Branch 3. 04/02/29, WITHERS, B. D 

Portland General Electric Co. 73pp 22619 OOB 24X 
Fiche 30-344.84/02/29,8403120379 


0403190378 Revised emergency plan implementing procedures, includ ing 
Procedure EP-1 re emergency c las* i Plea t ion, EP-7 re 
operation of technical support etr b EP 0.6 re 
communications staff W/840314 ltr. 

« Portland General Electric Co 84/03/03 CLARK, R, A Office of 
Nuclear Reactor Regulation, Director. 72pp 22671:001 24X 

Fiche 50-344.84/03/03,8403190370 


8403260302 Forward* exemption from 10CFR30 48 b App R to 10CFR30 re 
fire protection for reactor coolant pump lubricating oil. 

Exemption conditioned on implementing fire protection 
improvements by plant startup 

MILLER, J. R Operating Reactor* Branch 3 04/03/03 WITHERB, B D 

Portland General Electric Co lp 22759,349 24X 

Fiche 30-344. 04/03/03, 8403260302 


—8403260304 Forwards exemption from 10CFR50, App R fire protection 
requirements for FR publication 

e Division of Licensing 04/03/03 Docksting b Service* 
Branch, 2pp 22739.350. 24X Fiche, 30-344. 04/03/03, 8403260302. 


— B 403260308 Exemption from tOCFRSO 40 b App R to 10CFR3Q requirements re 
fire protection for reactor coolant pump lubricating oil, 

EIBENHUT, D 0 Division of Licensing 84/03/03 Portland 
General Electric Co 4pp 22799*332 24 X Fiche 30-344,84/03/03, 

0403260302 


8403290240 Advises that 040112 rev to physical security plan 
consistent u/provi*ian* of 10CFR90. 34(p ) b acceptable 
SCHUSTER, M D Region 3, Office of Director 04/03/22 WITHERS, B D. 

Portland Oenaral Electric Co 2pp 22000.233. 24X 

Fiche: 30-344. 84/03/22, 8403290240 


0 Adjudicatory correspondence 


0403220247 Response to Coalition for Safe Power b State of DR 040303 
contentions Certificate of Bvc end 

JOHNSON, R W Portland General Electric Co DBB 036. 84/03/20. 
Atomic Safety and Licensing Board Panel 46pp 22719*031 24X 
Fiche. 50-344, 84/03/20, 0403220247 


0403300272 Forwards notices of appearance in proceeding of M Axelred b 
8A Goldberg Certificate of Bvc end. 

AXELRAD, M Portland General Elactric Co AXELRAD, M Newman b 
Holti Inger DBB 213. 84/03/29 App. 22B24.033 24X 

Fiche’ 50-344. 84/03/29, 0403300272 


H General correspondence 


0403060384 Advises that correspondence b pleadings should be directed 
to RW Johnson at listed address 

JOHNSON, R. W Portland General Electric Co. 84/02/29. SCHAEFER, K 
NRC - No Detailed Affiliation Given. ip 22316*131 24X 

Fiche: 30-344, 84/02/29,8403060394. 


J Insurance b indemnity information 


0403200197 Forward* listing of present level* of property insurance b 
source* of insurance for fee 11 1 ty. Info represents max amount 
of insurance coverage available for nuclear generating 
p lints. 

WITHERS, B D Portland General Elactric Co B4/03/16. MILLER. J, R. 
Operating Reactors Branch 3, 2pp. 22699*336 24X 

Fiche 30-344,84/03/16,8403200197 


6403200022 Forward* Endorsement S to NELIA Policy EB-37. 

WIECHMANN, SH Portland Oenaral Electric Co. 64/03/20. 8ALTZMAN, J. 
Assistant Director far State b Licensee Halation* 3pp. 22777*064. 
24X Fiche. 30-344, 84/03/20, 84032 B 0022 
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8403280041 Forward* Endorsement 04 to KAELU Policy MF-06 t Endorsement* 
64 K 65 to NELIA Policy NF-225 

WIECHMANN, BM Portland General Electric Co 84/03/20 8ALTZMAN, J 
Office of State Pros*'*"*** Director 4pp 33777 006 24X 

Fiche. 90— 34 4 1 84/03/20, 8403280041 


P. Operating licente etage document* & corr eipondence 


8403010117 Partial re*pon*e to FOIA request for document* by nam»d 
Individual* ra rapt*, analyte*, itudies, procedures t< ty* far 
measurement of RCB leakage App 8 document* placed in PDR 
App A document* already available in PDR Search continuing 
FELTON, JM Division of Rule* and Record* 84/01/39 MADDEN, T J 
Kaye, Scholar, Fiarmen, Hay* it Handler 7pp 33480.026 34X 

Fich*. 50-000, 64/01/25, B403010U7 


— 8403010175 Rev 6 to Procedure POT-1-3, "Periodic Operating T**t RC8 
Leakage Evaluation. " 

LAMQUREAUX, T, H Portland General Electric Cd 70/06/1? 9pp 
23481.184 24 X Fiche 50-000,84/01/25,8403010117 


—8403010333 Discusses RC8 leak rat* calculatl on*, per 820504 teleon Mod* 
to RC8LK7 computer program permit leak rate calculation* for 
pressure* between 1,900 & 2,100 psig w/temp between 260 F !< 

270 F Plant data end. 

MORRILL, P J. Region 5, Office of Director 82/09/05 

WOODRUFF, R W Reactor Engineering Branch i7pp. 22481.362 24X 

Fiche: 90-000, 84/01/29, 0403010117 


8403080344 FOIA request for documinti re proposed NBHC determination 
on license amend* for Millstone & & entry Into operational 
mode for conducting final test* of presturlier safety valve* 
at Trojan, 

ADATD, M Union of Concerned Scientist* 84/02/03. FELTON, J M 
Division of Rules and Record* lp 22903. 038 24X 

Fich# 50-000,04/02/02,8403000344 


0403090223 Further response to FOIA request for records of named 
individuals, Including rep t*, analyses, studies, test 
calculations, procedures A practice* for measuremsnt of RC8 
leakage Forwards App C documents. Search continuing. 

FELTON, J. M Division of Rule* and Record* 84/02/07 MADDEN, T J 
Kaye, Scholar, Fierman, Hay* it Handler 3pp 22496 334 24X 

Fiche- 90-000, 84/02/07, 8403090223 


—8403050250 Forward* plant-specif lc data card* for ffeiiitias re reactor 
coolant laakaga calculations, per 810902 requeit.Addl data 
cards for remaining plant* will be tent shortly 
CREWBiJ L Division of Resident, Reactor Projects A Engineering 
Inspection 81/09/16, BAERjR.L Division of Resident !< Regional 
Reactor Inspection 2pp. 22496 268 24X Fiche 50-000,84/02/07, 

8403050223 


8403080179 Fourth partial , sspons* to FOIA request for six categories 
of documents re fecil ltie*. Forward* App A document* App B 
documsnt entirely withheld <r*f FOIA Exemption 9> Review of 
addl documents subj to request continuing 

FELTON, JM. Division of Rules end Records, 04/02/13 ANDERSON, 6 ! 

Oarvey, Schubert, Adams !< Barer. 7pp 22983 226. 24X 

Fiche. 50-000, 84/02/13, 0403000179 


--8009090737 Forward* airworthinss* alert re corrosive A abrasive 
characteristics of volcanic ash which has fallen in Pacific 
Northuast. Questions re ash amount, chemistry A siie 
distribution will b* forwarded to licensee*. W/o end 
JACKSON, R E, Geosciences Branch 80/06/12. VOLLMER, R H 
Division of Engineering. 2pp. 229B3.298. 24X 

Fiche: 50-000, 84/02/13,8403080179. 


8403010112 Grants 831123 4, 1230 requests that Nuclear Energy Svcs, Inc 
reck design drawings be withheld from public disclosure 
(ref 10CFR2, 790). 

MILLER, J. R Operating Raactors Branch 3. 84/02/21. WITHERS, B. D 

Portland General Electric Co. 3pp 22477-278. 34X 

Fiche: 50-344, 84/02/21 , 84030101 12 


8403060447 Forwards rev to 030314 order, changing completion date* 
for NUREG-0737, Items II. F. 1 1, "Noble Gas Effluant Monitors" 
h II. F. 1.2, "Iodine Monitors," from 831231 to startup for 
fuel Cycle 7. 

MILLER, U R. Operating Reactors Branch 3 84/02/21. WITHERS, B. D, 

Portland General Elactric Co 3pp 22552:023. 24X 

Fich a: 50-344, 84/02/21, 8403060447 


—840306044? Rav to 830314 order axtending completion date for Item* 
II. F. 1.1 1< II F. 1 2 from 831231 to stertup for 1984 
refueling outage. 

EIBENHUT, D, 0 Division of Licensing. 84/02/21 Portlend 
General Electric Co. 4pp, 22952:026. 24X Fiche’ 50-344 , 84/02/21, 

0403060447. 


0403050226 Notifies that Issuance of FR notice will be delayed until 
supplemental info received for 840127 license change 
application Issuance of emend unnecessary to remove reactor 
vessel surveillance capsule X 

MILLER, J R Operating Reactor* Branch 3 84/02/29 WITHERS, B D 

Portland General Electric Co. Ip 22527 399 24X 

Fiche 90-344, B4/02/29. 0403090226 


8403060382 Notifies that monthly milk sample could not be obtained 
during Feb 1984, because dairy animals (goats) at Location 
17A not producing milk Monthly milk sample expected to be 
attainable for Mar 1984 

WITHERS, B D Portland General Electric Co 84/03/02 MILLER, J R 
Operating Reactors Branch 3 lp 22518 IS? 24X 
Fiche- 50-344, 84/03/02, B403060382 


84030B0347 Partial response to FOIA request for documents re proposed 
NBHC determination* for Millstone 2 A entry into operational 
mode for conducting final tests of pressuriitr safety valve* 
at Trajan Forwards App B document*. 

FELTON, J M Division of Rules and Rscord* 84/03/02 ADATO, M 
Union of Concerned Scientist* 4pp 225B3 039 24X 

Fiche 50-000, 84/03/02, 8403080347. 


—8307180403 Initial NSHC determination & noticing action re util 830524 
application to amend License NPF-1, clari fylng purpose of 
auxiliary hoist i< testing of hoist !< manipulator crane 
TRAMMELL, C NRC - No Detailed Affiliation Given 03/06/27 2pp 
22583 043 24X Fiche 50-000, 84/03/02. B4O3O0O347 


— 8307180414 Requests FR publication of notics of confidant Ion of 
issuanca of emend to License NPF-I A proposed NSHC 
determination A opportunity for hearing rs 830524 request to 
heat up to hot standby mods 

CLARK, R A Operating Reactors Branch 3 B3/07/06 KREUTZER, P M 

Operating Reactors Branch 3 3pp 22503 045 24X 

Fiche 90-000,84/03/02,8403080347 


8403260071 Forward* seismology questions re WPPS-3 • 1 te, acca p tsd NRC 
research proposal on subduction ions undertaken by JSQ9 & 
current safety evaluation of Trojan 

MILLER, J R Operating Reactors Branch 3, 84/03/05 WITHERS, B E> 

Portland General Electric Co 2pp 22759 300 24X 

Fiche 50-000,84/03/05.0403260071 


— 8403260077 Forwards request for addl Info re WFP8-3 site seismology, 
based on review of FBAR 

JACKBDN, R E Geoscience* Branch 83/04/20 KNIGHTON, G W 
Licensing Branch 3 9pp 22759 302 24X Fiche 50-000,84/03/05, 

0403260071 


— 8403260083 Forward* draft 6ER input rs WPPS-3 site geology fc 
seismology Open Items Include possibility of large 
earthquake on subduction ,xone bensqth site A possibility of 
unrscognlisd low angle thrust faults In sit* vicinity 
KNIGHT, J P Assistant Director for Comp. 8, Structure* Engineering 
(Post 830201) 83/11/01 NOVAK, T M Assistant Director for 

Licensing. 18pp 22759 311 24X Fich* 50-000,64/03/03, 

8403260071 


— 8403260088 "Northwest US Subduction Zone Seismic Risk Assessment," 
proposal to U808 research program for NRC. 

HEATON, T H California Institute of Technology, Pasadena, CA 
84/03/26 20pp 22759 329 24X Fich* 50-000,64/03/05,0403260071 


8403190329 Informs that requested info re core exit thermocouples A 
subcoaling margin monitors ptr NUREG-0737 A Generic Ltr 
82-28 will be provided by 841231 

WITHERS, B D Portland General Electric Co 84/03/12 EJSENHUT, D 9 
Division of Licensing. lp 22673 239 24X Fich* 50-344, B4/03/I2, 

0403190325 


8403300168 Responds to 840105 Qinerlc Ltr 84-01 re NRC use of terms 
important to safety A. safety-related Recommends that NRC 
refrain from any rul# changes or other regulatory process 
Present rules A definitions adequate 

WITHERS, B, D. Portland General Electric Co. 84/03/27 EISENHUT, D 0 
Division of Licensing 2pp 22821 099 24X Fich* 50-344,84/03/27, 

8403300168 


0 Inspection report*, IE Bulletins !< correspondence 


8403060341 Forward* IE Insp Rapt 90-344/83-34 on 031128-1230 No 
noncompl lance identified 

B IBHOP, T W. Region 3. Office of Director. 83/02/07, WITHERS, B D 
Portland Oeneral Electric Co. 2pp. 2251? 073. 24X 

Fich*! 50-344,04/02/07,8403060341 
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— S4O3O60344 IE Insp Rept 30-344/03-34 on 0311 SB-1230 No none omp 1 lance 
or deviation* identified Major area* impacted plant 
operat ion*. sacurlty, maint. eurvel Uanc e tatting, cold weather 
preparation b plant revliu board 

JOHNSTON, 0 U , RICHARDS, 0 A , DODDS, R T Region 3, Office of 
Director 04/02/03 4pp 22319 073 24X F 1 c he: 30-344 , 04/02/07. 

0403060341. 


9403080400 FOIA request Pot rapt* of imp carried out under Condition 2 
of Nuclear Energy Liability policies for facilities 
CALSOYAS, C D Affiliation Not Aselgned S4/02/07 Region 3, 
Office of Director, 4pp 22547 341. 24X Fiche 30-000, B4/ 02/07, 

84 03080 400 


040308041? Respond* to FQIA request for repts of Imp carried out under 
Condition 2 to Nuclear Energy Liability policies for 
facil ltles. NRC doe* not have rafts 

FELTON. J H Division of Rules and Records B4/02/B2 CALEOYAB, C 0 

Affiliation Nat Assigned lp 22367 343 24X 

Fiche 50-000. 84/02/22, 04030130419 


8403060436 Provides luppl to NRC 03121? ltr granting relief from 
certain lnservice insp requirements of Section XI of A8ME 
Balin' 6 Pressure Vessel Code Detail* of reactor vessel 
cladding inadvertently omitted from B3121? ltr 

MILLER, J R Operating Reactors Branch 3 84/02/24 WITHERS, B. D 

Portland General Electric Co 2pp 22330 001 24X 

Fiche 50-344,04/02/24.8403060456 


840U9O072 IE Info Notice 84-13, “Potential Deficiency In Motor 
Operated Valve Control Circuits & Annunciation." five list 
enc 1. 

JORDAN, E L Dlviiion of Emergency Preparedness 6 Engineering 
Unpins* (Post 830103). 04/02/28. Consolidated Edieon Co. of Neui 

York, Inc lispp 2290? H37 24 X Fiche 30-000, B4/OS/ 28, 0401 190072 


8402090007 IE Info Notice 04-14, "Highlights of Recent Traneport 
Regulatory Rave by DOT it NRC “ Svc list end. 

GRACE, J N. Division of OA, Safeguards it Inspection Programs (Post 
8301031. 84/03/02 Consolidated Edison Co of New York, Inc 

130fp 22532:329 24X Fiche 30-000,04/03/02,8402090007 


8402090000 IE Info Notice 04-16, "Failure nf Automatic Sprinkler Sy* 
Valves to Operate " Svc list enc 1. 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co. of New 

York, Inc 122pp 22333.098 24X Fic he 30-000, B4/03/02, 8402090000 


04OBO9OOO? IE Info Notice 04-13, "Reporting of Radiological Releases " 
Svc List encl 

JORDAN. E L Division of Emergency Praparednes* & Engineering 
Response (Post B30103) 04/03/02 Consolidated Edison Co of New 

York, Inc il?pp 22333*217 24X Fiche 30-000.84/03/02,8402090009 


0402090011 IE Info Notice 84—17, "Problems W/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc llet encl 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of New 

York, Inc il7pp. 22333:336 24X Fi eh e: 30-000. 04/03/03, 8402090011 


8402090024 IE Info Notice 84-Q9rR*v 1, "Lessons Learned From Imps of 
Fire Protection Safe Shutdown Sy * " Svc list end. 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22633-049 24X FI e he . 30-000, 04/03/07, B40209D024. 


8402090028 IE Info Notice 04-18. "Stress Corrosion Crocking in PWR 
Bys 11 Bvc list end. 

JDRDAN, E L Division of Emergency Preparedness 6 Engineer Iny 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc U0pp 22304.186 Z4X FI Che: 30-000, 84/03/07, 8402090028 


8403200141 Discusses evalustlon of BALP for 8»pt 1982 - Aug 1983, 
forwarded by NRC 931130 ltr 

WITHERS, B D. Portland General Electric Co. 84/03/07 MARTIN, J. B 
Region 3, Office of Director lp. 22690-361 24X 

Fiche- 30-344, 04/03/07, 8403200141 


8402090031 IE Bulletin 04-02, "Failures of qe Type HFA Relays in Us* in 
Class IE Safety 9ys “ Svc list end, 

DEYOlfNO, R C. Director's Office, Office of Inepectlon and 
Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

134pp. 22823 094 24X F 1 c h e: 30-000, 84/03/ 12, 8402090031 


8402090043 IE Info Notice B4-19. "Two Event* Involving Unauthoriied 
Entries Into PWR Reactor Cavities " Bvc list encl 
JORDAN. E, L Division of Emergency Preparedness b Engineering 
Response (Post 0301031 84/03/21, Consolidated Edison Co. of New 

York. Inc 123pp. 22023 229 24X FI Che- 30-000, 84/03/21, 8402070043 


0402090044 IE Info Notice B4-20, "Svc Life of Reley* In Bqf ety-Rolated 
Sy* " Svc list sncl 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Poet 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Fiche 30-000,84/03/21,8402099044 


R Periodic operating reports b related correspondence 


0403020030 Monthly operating rept for Jan 1984. W/040203 ltr 

N I CHOLSON, W □ , VUNDT.C P Portland Oeneral Electric Co 84/01/31 
3pp 22442 001 24X Fiche 30-344,84/01/31,8403020030 


8403300106 Monthly operating rspt for Feb 1984 W/840316 ltr 

PETERS ON, L 8 , YUNQT, C P Portland Oeneral Electric Co B4/02/29 
3 p p 22821 218 84X Fiche 30-344. B4/02/29, 0403300106 


B Reporteble occurrences. LERt & related correspondence 


0305270091 Forward* technical review rept, "Blocking of Automatic 
Safety Injection <BI) Signals " LERs should be included in 
forthcoming power reactor event* Iteue to alert other 
Westlnghoue* PWR operator* 

CHIRAMAL, M Reactor Operations Analysis Branch 83/04/25. 
8EYFRIT.K V Reactor Operation* Analyel* Branch lp 22789.292. 
24X Fiche 30-000.83/04/25,8303270031 


—B 303270056 "Blocking of Automatic Safety Injection <8I> Signal, " 
technical review rept 

* Director'* Office 83/04/23. 4pp. 22789:293 24X 

Fiche 30-000,83/04/23,8303270031. 


B403230178 Forwards Technical Review Rept AE0D/T313, "Capped 
Containment Preseur# Sensing Lines," & proposed IE Info 
notice Issue adequately resolved 

RUDINi s D Reactor Operation* Analysis Branch 83/03/11 
3EYFRIT, K V Reactor Operations Analyel* Branch lp 22739. 2B6. 
24X Fiche 30-000,83/03/11,0403230178. 


— 8403230181 "Capped Containment Pressure Sensing Lines," technical 
review rapt Condition caueed by procedural Inadequacy, 

RUBIN, B D. Director'* Office. 83/03/11 6pp 22759 2B7 24X 

Fiche 30-000,03/03/11,8403230170 


04030101 17 Partial response to FOIA request foT document* by named 
individuals re rep ts. analyses, stud lee, procedures 8, sy* for 
measurement of RCS leakage App S document* placed in PDR 
App A documents already available in PDR. Seerch continuing. 

FELTON. J M Division of Rules and Records 84/01/23 MADDEN. T J 
Kaye, Scholar, Flerman, Hays S. Handler 7pp 22480 026. 24X 

Fiche 30-000,04/01/23, 8403010117. 


0403010333 LER 84-002-00 on 840127, train B safety injection pump oil 
coaler inspected * found packed w/sedlment Caused by 
thTottled valve In cooler discharge line 8vc water side of 
cooler flushed U/840227 ltr 

BAIR.O , YUNDT.C P Portland oeneral Electric Co 84/02/27 4pp 
22433.003 24X Fiche 30-344, B4/02/27, 8403010333 


8403260216 LER 84-003-00 on 840218, dur tng periodic surveillance test, 
containment atmosphere sampling valve 8V-5643 failed to 
open Operator removed wrong fuse, causing short circuit l« 
reactor trip Wiring will be relocated. W/840316 itr 
BAIR, 0. , YUNDT, C P Portland Oeneral Electric Co 04/03/16 4pp 
22736. 137, 24X Fiche' 30-344, 84/03/16, 8403260216. 


DOCKET 50-346 DAVI0-BE88E NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency b fire protection plan* 


0403130243 Forwards order confirming commitment* to implement 
p o* t-TMI-r elated item* set forth In Suppl t to NURE0-0737. 
"Requirements for Emergency Response Capability," bated on 
util 821217 response to Generic Ltr 82-33. 

8T0LZ, J F. Operating Reactors Branch 4. 84/02/21 CROUSE, R P 

Toledo Edieon Co lp 22649.001, 24X Fi c he' 30-346. 84/02/21, 

8403130243 


— 8403130246 Forward* order confirming licensee commitments re emergency 
response capability for transmittal to Ofc of FR for 
pub Heat Ion, 

* Operating Reactors Branch 4, 84/02/21. Docketing b Service* 

Branch. 2pp 22649.002 24X Fi c he, 30-346, 84 /Q2/21, 8403150243. 


— 8403130250 Order confirming licensee commitment* on esiergency response 
cepab il ity, per requirement* set forth in Suppl i to 
NURE0-0737, "Requirement* for Emergency Response 
Capability " 

EI8ENHUT, D G Division of Licensing 84/02/21. Toledo Edison 
Co 6pp 22649: 003 24X Fiche- 50-346, B4/02/21. 8403150243 
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8403130296 Rev U to Administrative Procedure AD 1027 IS. "Protective 
Action Guidelines. " W/B40305 ltr 

HURRAY, T,D, Tolado Edison Co 04/02/24 23pp S2614. 130 24X 

FiehB 30-346. 64/02/24. 8403130296 


0403260396 Notification of 040321 meeting w/utll in Bethesda, MD to 
review status for resolution of fira protection 
da f icienciai 

DE AGAZIQ, A Operating Reactor* Branch 4 04/02/20 STOUZ.J F 

Operating Reactor* Branch 4 Spp. S2779 232 24 X 

Ficha 30-346. 04/02/28, B403260396 


0403030107 Forward* "Abnormal Transient Operating Guideline*, Part I 
Procedural Guidelines," " Part II-Vol 1 Fundamental* of 
Reactor Control “ b " Part II-Vol 2 , " per Q30413 

schedule for completing Suppl 1 to NUREQ-0737 requirement* 

CROUSE, R, P, Toledo Edison Co, 04/03/01 El 9ENHUT , D G Division of 

Licensing 33pp 22323 221 24X Fiche 30-346, B4/03/01 . 0403030107 


— 04030301 iO Procedure 74-1123331-00, “Abnormal Transient Operating 
Guidelines, Part I Procedural Ouldeline* * 

* Babcock b Wilcox Co. 82/10/12 86pp 22323-236 24X 

Fiche- 30-346, 84/03/01, 8403030107 


— 0403030114 Procedure 74-1123331-00, "Abnormal Transient Operating 
Ouidel ines, Part II-Vol 1 Fundamental of Reactor Control for 
Abnormal Transient* “ 

a Babcock it Wilcox Co. 82/07/06 243pp 22323-342. 24X 

Fiche- 30-346, 84/03/01, 0 4030 30107. 


— 0403030118 Procedure 74-1123331-00, "Abnormal Transient Operating 
Ouldal inas, Part II-Vol 2 Discussion of Selected Transients " 
a Babcock b Wilcox Co. 82/07/06 230pp 22324 227 24X 

Fiche. 30-346, 84/03/01,8403030107 


8403120100 Extends invitation to attend 840323 regional workshop in 
Hosamont, IL re 10CFR30, App R safe shutdown requirement* 

Workshop will cover subj* described in IE Info Notice 04-09 
b provide add 1 guidance in safe shutdown analyse* 

BPEBBARD, R L Division of Engineering 04/03/06 CROUSE. R. P 
Toledo Edison Co. 3pp 22380 166 24X Fiche, 30-346, 84/03/06, 

8403120100. 


8403190311 Revs to emergency plan supporting proctduras. cons isting of 
Rav 204 to "Emergency Plan Supporting Proctduras Rev Index" 
b Rav 13 to Administrative Memorandum 38-13, “First Aid 
Rasponsa. " W/B40309 transmittal it receipt form 
a Toledo Edison Co. 84/03/09. 4pp 22673 179 24X 

Fiche- 30-346, 84/03/09, 8403190311 


B 4032600 19 Forward* IE Safeguards Imp Rapt 30-346/04-03 on 840221-24 b 
notice of violation Notice of violation it imp rapt details 
withheld (rsf 10CFR73 2i> 

AXELaON, W. L. Region 3, Office of Director. 84/03/16 CROUSE, R P 
Toledo Edison Co. 2pp. 22747.332 24X Fiche- 30-346, 84/03/16, 

8403260019, 


— 0403260023 IE Safeguard* Imp Rspt 30-346/04-03 on 840221-24, 
Noncomp llance noted. intrus ion alarms did not maet security 
plan criteria in vital t< protected area* Details withheld 
<raf 10CFR73 21 >. 

PIRTLE, 0. L. , CREED, J R Region 3, Office of Director 04/03/13 
2pp. 22747:334 24X Fiche. 30-346, 84/03/16. 8403260019. 


8403230009 Ack receipt of 840221 order confirming commitment* to 
implement post-TMI-ralatad itsm* in Suppl I to NUREO-0737 
re emergency response capability status for completing each 
basis requirement submitted 

CROUSE, R.P, Toledo Edison Co. 64/03/20 EISENHUT, D. O Division of 
Licensing 4pp 22730-133 24X Fiche. 30-346, 84/03/20, 0403230009 


8403290167 Temporary Change T-7803 to Emergency Plan Implementing 
Procedure El 1300.08, "Radiological Tasting Lab Equipment 
List." Rev 37 to revised index 6 840320 transmittal ltr 
■ ncl 

DUflDEL, R. R. , MURRAY, T. D. Toledo Edison Co, 84/03/20 7pp 
22803:348. 24X Fichs, 30-346, 84/03/20, 8403290167 


J Insurance It indemnity information 


8403260197 Forward* Endorsement 48 to NELIA Policy NF-236, Endorsements 
69 k 72 to NELIA Policy NF-208, Endorsement 39 to MAELU 
Policy MP-77 b Endorsement 67 to NELIA Policy NF-230. 

GOLDEN, M P Marsh it McLennan, Inc. 84/03/12. 3ALTZMAN, J. 

Assistant Director for State It Licensee Relation* 6pp. 22731-033. 
24X Fiche. 30-000, 84/03/12, B40326O197 


840330017B Submit* ll*t of insurer*, pol icy number* b coverage limit*, 
In response to 10CFR30 S4(w>(4) re reporting of property 
insurance coverage for facility 

CROUSE. R P Toledo Edison Co 84/03/26 STOLZ, J F Operating 
Reactors Branch 4 lp 22819-362 24X Fiche 30-346,84/03/26, 

8403300170 


M Antitrust correspondence 


0403030194 Responds to Antitrust Dlv request for NRC Imposition of 
civil penalties re alleged willful failure to comply fully 
w/Antitrust License Condition 3 Commission believes 
imposition of civil pan*! ties Inappropriate 

PALLADINO.N J Commissioners 04/01/31 CUTLER, M S . MCGRATH, J P 
Justice, Dept of. Attorney Qeneral, Office of 2pp 22328.107 
24X Fiche 30-000,04/01/31,6403030194 


P Operating license stage document* b correspondence 


8403010117 Partial response to FOtA request for document* by named 
Individuals re rspts, anal ysee, studies, procedure* 6 *ys for 
measurement of RCS leakage App B document* placed in FDR 
App A documents already available In PDR Search Continuing 
FELTON, J M Division of Rulee and Record* 04/O1/2S MADDEN, T J 
Kaye, Scholar. Flerman, Haye 6 Handler 7pp 22480 026 24X 

Fiche 30-000,84/01/23, 8403010117 


— 8311130481 Forwards results of review of RCS leak rate test procedures 
& calculations! methods utad In 1976 at two randomly 
selected BWR plentijper 830920 request Deficiencies 
discovered during trial use period corrected 
DEYOUNG, R C. Director's Office, Office of Inspection and 
Enforcement 83/11/07 DIRCK8, W J, Office of the Executive 
Director for Operation* 22pp 22482 020 24X 

Fiche 30-000,84/01/23,8403010117 


840303OO33 Summary of 840203 meeting w/util at site re review of 
NUREO-0737 items Agenda, a ttendance list & handouts end 
V1B0ING, 0 S Operating Reactors Branch 4 84/02/23 Operating 

Reactors Branch 4. 24pp 22327 332 24X Fiche: 30-346, B4/02/23, 

8403030033 


8403130263 Forward* mod of order confirming licensee commitments on 
post-TMl-related issues Proposed implementation schedule 
for Items II, F i 1 b II F 1 2 acceptable 

STOLZ.J.F Operating Reactors Branch 4 84/02/S7 CROUSE, R P 

Toledo Edison Co 2p p 22649 340 24X Fiche 30-346,84/02/27. 

8403130263 


— B4031 30293 Mod of order confirming licensee commitments on poit-TMI- 
related issues Order revised to extend completion date for 
Items II F. 1 1 i, II F 1 2 from 831231 to S4033i. 

EISENHUT, D G, Division of Licensing 84/02/27 Toledo Edison 
Co 7pp. 22649-342 24X Fiche 30-346,84/02/27,8403 1 30 2 6 3 


6403130133 Forwards application for amend to License NPF-3. chang Ing 
Tech Bpec Tables 3 3-10 b 4.3-10 to delete containment 
recirculating syt from post-accident monitoring requirement 
CROUSE, R.P. Toledo Edison Co S4/02/2S 8T0LZ, J F Operating 
Reactors Branch 4. ip 22608 164 24X Fich#' 30-346, 84/02/20, 

8403130133 


— 8403130143 Application for amend to License NPF-3, chang ing Tech Spec 
Tablet 3 3-10 b 4 3-LO bo delete containment recirculating 
*y* from post-accident monitoring requirement 
« Toledo Edison Co 84/02/28 4pp 22608.165. 24X 

Fiche 30-346,84/02/28,8403130133 


— 8403130134 Proposed change* to Tech Spec Tablet 3 3-10 b 4 3-10 
to delete containment recirculating eys from post-accident 
monitoring requirement. 

# Toledo Edison Co 84/02/20. 2pp 22600 169. 24X 

Fiche. 30-346, 04/02/28, 8403130133 


0403130429 Responds to 830906 ltr re Instrumentation to detect 
Inadequate core coo 1 ing. Detai led analysis of measurement 
error* for coolant inventory in hot leg* b reactor vessel 
provided 

CROUSE, R.P Toledo Edison Co 84/03/09 STOLZ.J F Operating 
Reactors Branch 4 4pp 22613 127 24X Fiche 30-346, 64/03/09, 

8403130429 


0403130083 Forwards "EbW 177 Fuel Assembly Owner* Oroup Safe End Task 
Force Rept on Generic Investigation of HPI/MU Notile 
Cracking," summarising util Involvement In cracking program 
CROUSE, R.P. Tolado Edison Co 84/03/09 BTOLZ. J F. Operating 
Reactor* Branch 4 2pp. 22639 033 24X Fiche 30-346,04/03/09, 

8403180085 
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840320004& Application to amend License NPF-3, re Vl s 1 ng Tech Spec* re 
radiological plant ef fluent*. off*! te doee calculation 
manual 6 procen control manual 

CROUSE. R P Toledo Edison Co 04/03/13 STOLZ.J F. Operating 
Reactors Drench 4 Spp 22664 070 24X Flche 30—346, B4/03/1 3. 

6403200046 


- -9403200032 Proponed Tech Space re radiological plant e Ffluents. off si t e 
doee calculation manual h process control manual 
» Toledo Edison Co B4/03/I3 66pp 22604 003 24X 

Fiche 30-346,04/03/13.6403200046 


— 6403200038 ‘'Solid Radu/ante Process Control Program, Davl*-B« see Nuclear 
Poidpr Station " 

a Toledo Edison Co 64/03/31 Spp 22664 130 24X 

Fiche 30-346,04/03/13.6403200046 


— -8403200063 "Offsite Dose Calculation Manual foT Davie-Besse Nuclear 
Pouer Station " 

* Toledo Edison Co 64/03/31 186pp B26B4 133 24 X 

Fiche 30-346,84/03/13,9403200046 


6403300 1 4? Forwards application for amend to License llf-3, r evis ing 
Tech Specs to reflect change* in poet-accident sampling lys 
6 poet-accident 1 n i trum e n tat 1 on for in-core th ermocouple. p er 
NURE0-0737 Qenerlc Ltr 83-37 

CROUBE, RP Toledo Edison Co 84/03/22 STOLZ, J F Operating 
Reactors Branch 4 3pp 22621 002 24X Flche 30-346, 64 / 03/22, 

8403300149 


--3403300136 Application for amend to License NPF-3, rsvi s ing Tech Specs 
to reflect changes in post-accident sampling sys 1, poet- 
accident instrumentation (dt In-core thermocouple St reactor 
coolant hot leg level 

CROUSE, R P Toledo Edison Co 84/03/22 7pp 22321 004. 24X 

Fiche 1 30-346,64/03/22,6403300149 


— B4Q33001SB Proposed Tech Spec i, cons i sting of changes to Section 6046 
Tables 4 3-10 8, 3 3-10 re post-accident monitoring 
instrumentation eurveil lance requirements 
* Toledo Edison Co 64/03/22 3pp 22621 Oil 24X 
Fiche 30-346, B4/03/22, 6403300149 


B4 03300 1 63 Submits adtfl info In support of S31202 request for eiemption 
from requirements of 10CFR30 34tm)(lli) re licensed 
operator staffing, par 040313 tilcon w/nrc Responsibilities 
of senior reactor operator changed 

CROUSE, R P Toledo Edison Co 84/03/23 STOLZ, J F Operating 
Reactors Branch 4 Lp 22B21 091 24X Fiche 30-346,04/03/23, 

0403300163 


Q Inspection reports, IE Bulletins 6 correspondence 


6403030223 Further response to FOIA request for records of named 
Individuals, including r tp ts, ana lyses, studies, test 
calculations, procedures i practices for measurement of RCS 
leakage Forwards App C documents Search continuing 
FELTON, U M Division of Rules and Records B4/02/07 MADDEN. T U 
Kaye, Scholer, Fierman, Hays 6 Handler 3pp 22496 234 24X 

Fiche 30-000, B4/02/07.B403030223 


— B403030256 Notifies that Independent measurements of Identified & 
unidentified RCS leak rate* for all PWRs In Region III 
performed per Procedures 617270 St 6172BB Insp findings 
summari led 

NDRELIUS, C E Division of Engineering 62/03/08 JORDAN, E L 
Division of Engineering St Quality Assurance (Prt B30103) Spp 
22496 270 24X Fiche 30-000,84/02/07.6403030223 


8401 190072 IE Info Notice 84-13, “Potential Deficiency In Motor 
Operated Valve Control Circuits St Annunciation." Svc lift 
end 

JORDAN, E L Division of Emergency Preparedness V Engineering 
Response (Post 830103) B4/02/2B Consolidated Edison Co. of Niu 

York. Inc llSpp 22909 239 24X Fiche 30-000, 64/02/26. 8401 190072 


8403050067 Forwards addendum to IE Insp Rapt 30-346/03-02, in c lud 1 ng 
confirmatory measurements program data Involving comparison 
of gross beta analyses on spiked liquid sample Info closes 
Open Item 30-346/63-02-01 

PAPER IELLQ, C J, Region 3, Office of Director 04/02/29 
CROUBE, R P Toledo Edison Co. lp. 22490. 1B0 24X 

Fiche 30-346,84/02/29.8403030067 


--8403030069 Addendum to IE Insp Kept 30-346/63-02 re confirmatory 
measurements program data involving comparison of gross 
beta analysis on spiked liquid sample 

« Region 3, office of Director B4/02/29 lp 22490 161 24X 

Fiche 30-346, B4/02/29. B 403030067 


B40209D007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT St NRC " Svc list encl 

ORACE, J N Division of QA, Safsguards S< Inspection Programs (Post 
0301031 04/03/02 Consolidated Edison Co of New York. Inc. 

13Dpp 22332 329 24X Fiche 30-000,84/03/02,8402090007 


0402 090008 IE Tnfo Notice B4-16, "Fellure of Automatic Sprinkler Sys 
Valves to Operate " Svc list encl 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response iPost 0301031 04/03/02 Consolidated Edison Co of New 

York, Inc I22pp 22333 090 24X Fiche 30-000,84/03/02,0402090009 

B402090009 IE Info Notice 84-13, “Reporting of Radiological Releases " 
Svc list me 1 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Past 830103), 84/03/02 Consolidated Edison Co. of New 

York. Inc 119pp 22333 217 24X Fiche 30-000.84/03/02,8402090009 


0402090011 IE Info Notice 84-17. “Problems W/Liquid Nitrogen Cooling 
Component* Below Nl 1 Ductility Temp “ Svc list and 
JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Past 030103) 04/03/03 Consolidated Edison Co of New 

York, Inc U7pp 22333 336 24X Fiche 30-000, 04/03/03, B40209001 1 


0402090024 IE tnfo Notice 84-09. Rev 1, "Lessons Learned From Insp* of 
Fire Protection Sefe Shutdown Sys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness t, Enginaering 
Response (Past 830103) 04/03/07 Consolidated Edison Co. of New 

York, Inc USpp 22633 049 24X Fiche 30-000,04/03/07,8402090024 


8402090020 IE Info Notice 84-18, “Stress Corrosion Cracking In PWR 
Sys " Bve list sncl 

JORDAN, E L Division of Emergency Preparedness *, Engineering 
Response (Past 330103) 84/03/07 Consolidated Edison Co of New 

York. Inc I18pp 22384 166 24X Fiche 30-000. 84/03/07. B402090020 


0402090031 IE Bulletin 84-02, “Failures of QE Type HFA Relays in Use In 
Class IE Safety Sys. " Bvc list end 

DEYOUNO, R C Director's Office. Office of Inspection and 

Enforcement S4/03/12 Consolidated Edison Co. of New York, Inc. 

134pp 22023 094 24X FI c h ■■ 30-000, 84/03/1 2. S40B09003 1 . 


0403200008 Forwards response to IE Bulletin 03-07 re apparently 
fraudulent products sold by Ray Killer, Inc Sit Rica 
Indus tr ies, Inc flanges installed In nonsaf ■ ty-related boric 
add storage tanks 

CROUSE, R P Toledo Edison Co, 04/03/12 KEPPLER. J 0 Region 3, 
Office of Director 4pp 22605 203 24X Fic he, 50-346, 04/03/12, 

8403200000 


8403260019 Forwards IE Safeguards Insp Rept 30-346/04-03 on 640221-24 6 
notice of violation Notice of violation t< Insp rept details 
withheld (ref 10CFR73 211 

AXELEON. U L Region 3, Office of Director 04/03/16 CROUSE, R P 
Toledo Edison Co 2pp. 22747.332 24X Fiche: 30-346, 04/03/16, 

0403260019. 


— 8403260023 IE Safeguards Insp Rapt 30-346/84-03 on 840221-24 
Noncompliarce noted Intrusion alarms did not meet security 
plan criteria In vital 6 protected areas Details withheld 
(ref 10CFR73 21) 

PIRTLE.O L , CREED, J R Region 3, Office of Director 84/03/13. 
2pp 22747334 24X Fiche 30-346,84/03/16,8403260019 


0402090043 IE Info Notice 84-19, “Two Events Involving Uneuthoriied 
Entries into PWR Reactor Cavities " Svc list and 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103). 84/03/21 Consolidated Edison Co. of New 

York, Inc 123pp 22823.229 24X Fiche 30-000,84/03/21,0402090043 


8402090044 IE Info Notice 84-20. H 8vc Life of Relays In 8af a ty-Relats d 
Sys. " Svc list end 

JORDAN, E L Division of Emargancy Preparedness 6 Engineering 
Response (Post 830103) 84/03/21. Consolidated Edison Co. of New 

York, Inc. 135pp 22933 001. 24X Flchs' 30-000, 84/03/21, 8402090044, 


R Periodic operating report* k releted correspondence 


8403090231 Rev 1 to monthly operating rept for Bept 1983 W/B40222 ltr. 
SARSOUR, B , MURRAY, T, D To! ado Ed i»on Co 63/09/30, HALLER. N. 
Office of Resource Management, Director Spp. 22372’ 202. 24X 

Fiche 30-346,83/09/30,8403090231 


8403020076 Monthly operating rapt for Jan 1964. W/B40209 ltr. 

9ARSDUR , B, . MURRAY, T D. Toledo Edison Co 04/01/31 HALLER, N. 
Division of Data Automation k Management Information, 6pp. 
22441 325 24X Fiche 50-346,84/01/31.8403020078 
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840319010? "NPDEB Discharge Monitoring Ropt for Feb 1984 “ W/840313 
ltr 

MURRAY. T D Toledo Edison Co B4/02/29 lOpp 22666 233 24X 

Fiche 30-346, 84/02/29. B403190109 


8403190213 Wastewater rept for F*b 19B4 H/840313 ltr 

MURRAY. T D, Toledo Edison Co B4/02/29 9pp 22671 111 24X 

Fi che- 30-346, 84/02/29. 8403190213 


8403300104 Monthly operating rept for Fsb 1984 H/8403O9 ltr 

8AR80UR,B, , MURRAY. T D Toledo Edison Co 84/02/29 HALLER, N 
Qfflcs of Rssaurcs Management, Director 6pp 22820 338 24X 
Flche 30-346,84/02/29.8403300184 


B Reportable occurrences, LERs It related correspondence 


B4032 1 0093 Part 21 rept re nonconformance of metal hose assemblies 
for ABME, Section III, Class 2 It 3 svc. Status of nonconforming 
items shipped end All customers notified 

LAL1K08, J. M. Titeflex Corp 83/12/16 Director's Office, Office 
of Inspection and Enforcement 4pp 22704.324, 24X 

Flche 30-000,83/12/16,8403210093 


B40I160230 Revised LER 83-040/03X-1 • on 830723. aut 1 1 lary feed pump 1-1 
failed to raspond to spaad change signals from automatic t, 
manual control. Caused by design deficiency In clutch 
mechanism New design slip clutch instal led, W/8312S9 ltr 
THOMPSON, T. , MURRAY, T D Toledo Edison Co 83/12/29. KEPPLER, J 0. 
Region 3, Office of Director 4pp 21814’ 197 24X 

Flche 90-346,83/12/29,8401160230 


8403140210 Public vsrslon of Rev 4 to Emergency Plan Implementing 
Procedure OD-EIP-111, "Corporate Activation 4 Notification 
Procedures " W/831029 ltr fc JM Felton 840312 release memo 
CLAYTON , F L , MCOOWAN, J W Alabama Power Co 83/10/23 82pp 
22638 237 24X Flche 90-348,83/10/23.8403140210 


8403090303 Public version of duty roster for First Quarter 1904, 
reflecting nuclear generation dept on call amergency 
positions & public info site coordination position W/ 

JH Felton release memo 

GIBSON, M O Alabama Power Co 83/12/22 4pp 2298 4 342 Z4X 
Fiche 90-348,83/12/22,8403090303 


8403280190 Public version of 1984 emergency on-call coverage schedules, 
as part of Emergency Plan Implementing Procedure CO-EIP-111 
W/B40106 ltr h Jfi Felton release memo 

ROBERTS. R O Alabama Power Co 83/12/29 19pp 2280 8 2 2 8 24X 

Flche 90-348,83/12/29,0403280198 


8403280109 Public version of temporary change notices for smsrgency 
plan implementing proced ures, Inc lud lng Procedure 00-EIP-101 
re nuclear generation dapt corporate emergency operation. W/ 

840126 ltr «< JH Felton 840322 release memo 

GIBBON. M 0 . MUDD, C H Alabama Power Co 64/01/26 2Qpp 

22012 001 24X Flche 90-348.84/01/26,0403280109 


8402130400 Forwards IE Safeguards Insp Repts 90-348/04-02 tt 
30-364/84-02 on 840116-20 No violations noted 

VERRELLI, D M Division of Project !< Resident Programs 84/02/08, 
MCDONALD, R P Alabama Power Co 2pp 22203,231 24X 

Flche 30-348,84/02/08,8402130400 


8403210032 Part 21 rapt re failure of auxiliary feedwater pump drive 
turbine*, Oimpel NPS-4 TfcT valve, to dose Enel ltr dtd 840203 
sent to listed utils GE notified of affected units in BUR 
p lan ts. 

THEROUX, R R Tarry Corp 84/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Flche' 30-000, B4/02/22, 8403210032. 


—8402130404 IE Safeguard* lnsp Rept* 50-348/84-02 U 30-364 / 84-02 on 
840116-20, No violations noted. Major areas Inspected security 
organi lation, testing & malnt & physical barriers Details 
withheld <r#f 10CFR2 790 k 73 21 ) 

MOORE, D E Region 2, Office of Director MCGUIRE, D R Division 
of Emergency Preparedness t. Materials Safety 84/02/02 lp 
22203 233 24X Flche- 30-348, 84/02/08, 8402130400 


0403070296 Followup Part 21 rept re defective mechanical snubber 
capstan springs supplied by Pacific Scientific Affected 
utils listed Purchasers havs been notified *, advised to work 
directly w/Pacifie Scientific in disposition 

HOVIiL. NP8 Industrial, Inc 84/02/24 DEYOUNG, R C Director's 
Office, Office of Inspection and Enforcement Spp 22936 279 24X 

Fi Cha: 90-000, 84/02/24, 8403070296 


8403130273 PNO-1 1 1-84-021 : on 840302, MBIV closure tripped reactor Causa 
unknown. Safety valve stuck open following pressure 
reduction Incident response ctr in standby mode, 

JACKIW, I. . BOYD, D, Region 3, Office of Director 84/03/02 lp. 
22607. 139, 24X Flche; 30-346, 84/03/02, 8403130273 


6403160142 Forwards IE Insp Rept* 90-348/84-01 Si 90-364/84-01 on 
840118-19 No violations or deviations Identified 
VERRELLI i D M Division of Project S< Reildent Program* B4/02/19 

MCDONALD, fi P Alabama Power Co 2pp 22699 329 24X 

Fiche 90-348,04/02/13,8403160142 


—8403160146 IE In»p Repts 30-348/84-01 l< 30-364/84-01 on 840118-19 No 
violations or deviations noted Major areas inspectad 
emergency preparedness area of protectlva action 
dac Is 1 onmaking 

CLINE, W Rag Ion 2, Office of Director. JENKINS, 0. R Division of 
Emergency Preparedness S< Materials Safety 84/02/19 4pp, 

22699 327 24X Fiche: 30-348, 84/02/19, 8403160142, 


0403130380 Confirmatory action Itr re 840302 unusual avent following 
raactor trip Prior to res tar t, transient will be reviewed Sc 
effect of transient on 8team Oenerator 2 will be assessed 
Causa of H8IV closure will ba determined 

KEPPLER, JO, Region 3, Office of Director 84/03/03 CROUSE, R P 
Toledo Edison Co. 2pp. 22616.281. 24X Fiche. 30-346, 84/03/03, 

8403130380 


8403130336 PNO-1 1 1-84-021 A. on B40303, MBIV replaced S< steam generator 2 
refilled follpwing 840302 reactor trip. Oenerator isolated 
during refilling to protect against relaase of radioactivity 
in event of steam generator tuba failure 

JACKIW, I i BDYD, D, Region 3, Office of Director. 84/03/03. 2pp 
22607-243 24X Flche; 30-346, 84/03/03, 8403130336 


8403190341 Ack receipt of B40306 ltr informing NRC of steps taken to 
address Items contained In 840303 confirmatory action ltr 
KEPPLER, J. 0. Region 3, Office of Director. 84/03/14. CROUSE, R P 
Toledo Edison Co. lp. 22679-033 . 24X Flche: 90-346, 84/03/14, 

0403190341. 


— 0403190349 Responds to NRC 840303 confirmatory action ltr re 840302 
plant trip due to failure of main steam safety valve to 
fully close, 

CROUSE, R P. Toledo Edison Co. 84/03/06. KEPPLER, J. Q. Regions, 
Office of Director 10pp. 22679:034 24X Flche: 30-346, 84/03/14, 

8403 190341. 


DOCKET 90-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


F aeeurlty, medical, emergency h fire protection plans 


8403290019 Forwards IE Insp Repts 90-348/84-04 l 50-364/84-04 on 
840131-0202 No violations or deviations noted 

VERRELLI, D M Division of Project t< Resident Programs 84/02/29. 
MCDONALD, R P Alabama Power Co 2pp 22B06. 209. 24X 

Flcha- 90-340, 84/02/29, 8403290019 


—8403290027 IE ln»p Rept* 30-348/84-04 S< 30-364/84-04 on 840131-0202, No 
violations or deviations noted Major araas inspected 
emergency exercise, 

DECKER, T R. Region 2. Office of Director JENKINS, 0 R Division 
of Emergency Preparedness t< Material* Safety. 84/02/27 7pp 
22806 211 24X Fiche: 30-348,84/02/29, 8403290019 


8403080077 Forwards addl feet for applications for fire protection 
reviews & approvals. 

CLAYTON, F L Alabama Power Co 84/03/01. MILLER, W 0 License Fee 
Management Branch. lp. 22339.237. 24X Flche 90-348.84/03/01, 

0403080077 


8403160394 Notlflee of fire protection workshop on 840316 in Rsgion II 
ofc to discuss question* re App R requirement* l< results of 
recent App R imps. 

LEWIS, R C. Division of Project «< Resident Program* 84/03/02 
MCDONALD, R P Alabama Power Co lp 22660.192 24X 

Fiche- 90-34B, 04/03/02, 0403160394. 


B4O320O329 Forward* comment* on detailed control room design review 
program plan, per 831031 submittal Plan does not comply 
fully w/Buppl 1 to NURE0-0737 requirement ». Recommend* 
meeting In Mar or Apr 1984. 

VARGA, 8 A Operating Raactor* Branch 1 84/03/09, CLAYTON, F L 

Alabama Power Co 17pp. 22807 28B 24X Fiche- 90-348, 84/03/09, 

B 403280 329 


8403140212 Public version of Rev 28 to Emergency Plan Implemantlng 
Procedure FNP-O-EIP-OOB, "Bvc Bldg Telephone Directory M 
U/B30706 ltr i, JM Felton 840312 release memo. 

HUDSPETH, J. B, Alabama Power Co. 83/07/01 77pp, 22638 197. 24X 

Fiehe; 90-348, 83/07/01 , B4031402I2. 
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8403290076 Ack receipt of 040308 1 tr Informing NRC of stop* taken to 
correct violations noted In IE Insp Rapt* 30-340704-03 & 
30-364/64-03 

VERRELL I , 0 H Division of Project t< Resident Program* 64/03/14 

MCDONALD. R P Alabama Power Co lf> 22006 311 24X 

FI che 30-348,84/03/14.8403290076 


--6403290103 IE Tnsp Repts 30-348/84-03 fc 30-364/84-03 on 840111-0203 
Violation found failure to implement procedure* for control 
of malnt activities 

BRADFORD, W H , ROLAND, W H Region 2. Office af Director 
CANTRELL, F 3 Division of Project fc Resident Program*. 84/02/13 

Bpp 22306 317 24X Flchs 50-348,84/03/14.0403290078 


J Insurance fc indemnity Information 


— B403010152 Rev 1 to Instrument Maint Procedure FNP-I-IMP-202 9. "Vol 
Control Tank Level LT-119 41 

THOMAS, J Alabama Poutr Co 70/08/02 22pp 22400 136 24X 

FI Che 30-000, 84/01/23. 0403010117 


— 6403010136 Rev 2 to Instrument Malnt Procedure FNP-l-IMP-201 28, 
"Prassurlier Relief Tank Level LT-470 " 

THOMAS, J Alabama Power Co 78/08/02 26pp 22480 178 24X 

Flche 30-000,84/01/25,0403010117 


— 6403010163 Rev » to Instrument Maint Procedure FNP-1-1MP-224 2, 
"Reactor Coolant Drain Tank Lavel , LT-1003 ■' Related Info 
one l 

SHIPMAN, W B Alabama Power Co 80/01/23 62pp 22400 204 24X 

Flche 30-000, 04/01/23, B4O3O10117 


8403060448 Forward* Emdoriement 38 to NEL1A Policy NF-238 

DUCK.J R Marsh fc McLennan, Inc 34/02/20 SALTZMAN, J Asilstant 
Director for State fc Licensee Relations 2pp. 22310 220 24X 

Flche 30-340, 04/02/20. 64030*04 4B 


B403I40044 Forwards Endorsement 4 to NELlA Certificate N-13 correcting 
name of Injured on Endorsements 2*3 

DUCK, JR Marsh fc McLennan. Inc 64/03/03 BALTZMAN. J Assistant 
Director for State J. Licensee Relations 2pp 22634 162 24X 

Flche 50-340,84/03/03,8403140044 


6403200053 Forwards Endorsements 49 fc 30 to MAELU Policy MF-93 fc 
Endorsement* 39 & 60 to NELIA Policy hlF-230 

DUCK, J R Marsh * McLennan, Inc 84/03/20 BALTZMAN, J Assistant 
Director far State k Licensee Relations 3pp 22777 001 24X 

Flche' 50-346, 84/03/20, B4032B0033 


P Op era ting license stage documents * correspondence 


640302013* Respond* to util 030113 request for exemption from 10CFR20 
ro protection factors for respirator* Exemption would allow 
credit fur radloiodlne protection factor while employing MSA 
466220 OMR— 1 canister Review continuing 

VARGA, 0 A Operating Reactors Branch 1 84/02/17 CLAYTON, F L 

Alabama Power Co 5pp 22491 ISO 24X FI ch e • 30-348, 04/02/ 17, 
0403020136 


B 403010210 Notification of 84022B meeting w/utll In Dethesda.MD to 
review changes to licensing amend schedule* for 1984. 

REEVES, E Operating Reactors Branch 1 84/02/22 VARGA, B A 

Operating Reactors Branch 1 2pp 22479 197 24X 

Flche 30-34B, 64/02/22, 8403010210 


0403070339 Notification of cancellation of 840228 meeting w/utll In 
Bethesda. MD to discuss proposed changes to licensing amend 
schedules for 1904 

REEVES, E Operating Reactors Branch 1. 04/02/22 VARGA, S. A 

Operating Reactors Branch 1 2pp 22364 143 24X 

Flche 30-340,84/02/22,0403070339 


B4 OT 120594, Forwards Amends 37 fc 27 to Licenses NPF-2 fc NPF-8, 
respectively fc BER Amends allow operation u/sllghtly 
positive moderator temp coefficient at low power levels & 
Increased hot channel factor limit below full power 
REEVES, E A Operating Reactors Branch 1 83/12/30 CLAVTON.F.L 

Alabama Power Ce 2pp 21796.274 24X Flche 50-340,83/12/30. 

6401 120394 


8403020440 Notification of 840308 meeting w/utll in Bethesda, MD to 
discuss proposed changes to licensing amend sc h edul as for 
1984. 

REEVES, E Operating Reactors Branch 1 84/02/28 VARGA. 8. A 

Operating Reactor* Branch 1 4pp 22491 200 24X 

Flche 30-348, 84/02/28, B403020440 


—6401120397 Amends 37 fc 27 to License* NPF-2 k NPF-9, respec 1 1 vely , 
allowing operation u/*!ightly positive moderator temp 
coefficient at low power level* k increased hot channel 
factor limit below full power 

VARGA. S A operating Reactors Branch 1 83/12/30 l8pp 

21796 276 24X Flche 50-34B. 63/12/30, B401 120394 


■5401120600 Safety evaluation supporting Amends 37 k 27 to Licenses 
NPF-2 k NPF-B, respectively 

» Office ot Nuclear Reactor Regulation, Director 63/12/30 4pp 
21796 294 24X Ftche 30-340.63/12/30,8401120594 


8403010117 Partial response to FOI A requeit foT documents by named 
individuals re repts. analys I *, stud las. procedures fc sys for 
measurement of RCB leakage App 0 documents pieced In PDR 
App A document* already available in PDR Search continuing. 

FELTON, J.M Division of Rules and Records 84/01/25 MADDEN, T J 
Keys, Beholer, Flerman, Hays k Handler 7pp. 224 BO 026 24X 

Flche 90-000,04/01/23.6403010117 


—8011070522 Summaries* results of independent evaluation* of primary 
sys leak rate k same considered extension* Extension of 
specific evaluations to all PHR facilities recommended 
Draft procedure re evaluations will be submitted by 800915 
JORDAN. E L Division of Reactor Operations Inspection* 60/08/21 
MOSELEY, N C Division of Reactor Operation* Inspections llpp 
22400 266 24X Flche 50-000,84/01/23.6403010117 


-8403010129 Table of "Pre* suri j er De*ign Data ■ Related info end 
a Alabama Power Co 64/01/29 46pp 22480 033 24X 

Flche' 30-000, 84/0 1 /23. 84030 1 01 17 


8403070379 Forwards Amend 43 to License NPF-2 fc safety evaluation Amend 
consists of administrative changes to safety-related 
snubber, Tab I e 3 7-4a re addition of steam generator 
hydraulic snubbers 

REEVEB, E A Operating Reactors Branch 1 84/02/2? CLAYTON, F L 

Alabama Power Co 3pp 22867 043 24X Flche 30-348,84/02/29, 

0403070379 


— 0403070303 Amend 43 to License NPF— 2, consisting of administrative 
changes to safety-related snubber. Tab le 3 7-4a re addition 
of steam generator hydraulic snubbers 

VAROA, S A Operating Reactors Branch 4 84/02/29 42p p 

22367 046 24X Fi c he: SO-34B, 84/02 /29, B403070379 


— 8403070364 Safety evaluation supporting Amend 43 to License NPF-2 

* Office of Nuclear Reactor Regulation. Director 84/02/2? 2pp 
22367 006 24 X Flche 50-34B, 84/02/29, 0403070379 


0403090255 Foruerd* "Analysis of Capsule U From Alabama Power Co JM 
Farley Unit 1 Reactor Vessel Ftediatlon Surve 1 lienee 
Program '* 

CLAYTON. F L Alabama Power Co 84/03/01 VARGA, 9 A Office of 
Nuclear Reactor Regulation, Director 2pp 22368 201 24X 

Flche 50-346,84/03/01,8403090235 


— B40309O2 59 "Analysis of Capsule U From Alabama Power Co JM Farley Unit 
1 Reactor Vessel Radiation Burvelllance Program " 

BOGGS, R 8 , YANICHKO, a E > CHENEY, C A Meetinghouse Electric Corp 
HCAP-10474 04/02/29 90pp 22368 204 24X 

Flche 50-348,64/03/01,8403090235 


—8403010137 Rev 2 to Surveillance Test Procedure FNP-1-3TP-9 0. "RCB 
Leakage Te»t " Related Info end 

POOLE, D L Alabama Power Co 79/03/23 22pp. 22400.079 24X 

Flche. 50-000, 04/01/25.84030101 17 


—8403010141 Rev 2 to Instrument Malnt Procedure KNP-1-1MP-202 B, "Vol 
Control Tank Level LT-1 12. “ Related Info end- 
MCORACKEN. K, H Alabama Power Co 70/03/07 24pp 22400.101 
24X Flche. 30-000. 84/01/23, 8403010117 


—8+03010146 Rev 2 to Instrument Malnt Procedure FNP-i-|MP-201 22. 
“Pres*uri «eT Level Control, LC-439F. " 

* Alabama Power Co 70/06/17. 30pp 22+80 123. 24X 

Flche 30-000,84/01/25, B+03010117 


8403130031 Sup p l amenta] application fur amend to Licenses NPF-2 k 
NPF-B, thanginq T»ch Spec* 3/4 7. 7 fc 3/4 7 8 re control room 
emergency ventilation sys fc penetration room filtration 
sy*> reepectively k deleting 3/4 9, 14 re bypass piping 
CLAYTON, F L Alabama Power Co 04/03/01 VARGA, 0 A Office of 
Nuclear Reactor Regulation, Director 8fp 22615 001 24X 

Flche 30-348,84/03/01. 8403130031. 


— 8403130038 Proposed Tech Bpecs 3/4 7. 7 fc 3/4 7. 8 re control room 
emergency ventilation, sys fc penetration room filtration sys, 
respectively 

» Alabama Power Co. 84/03/01 14pp. 22615' 009. 24X 

Flche 50-346,04/03/01,0403130031, 
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B403130433 Application for amend to Licenses NPF-2 fc NPF-8, making Tech 
Spec* admlni t trot i vs change* NSHC determination requested 
CLAYTON, F L Alabama Power Co 84/03/01 VARGA, B A Office of 
Nuclear Reactor Regulation. Director 2pp 23613 336 24X 

Fiche 30-348, 84/03/01. 0403130433 


— 8403130463 Proposed Tech Spec*, provi ding admfni strative change* 
* Alabama Power Co B4/03/01 lOpp 22613 33B 24X 

Fiche' 30-340, 84/03/01,8 403130433 


8403000081 Forward* correction* to Tech Spec page* for moderator temp 
coefficient at low powar level* submitted 831013 which 
contained typographical error* 

CLAYTON. F L Alabama Power Co 84/03/02 VARGA, 8 A Office of 

Nuclear Reactor Regulation. Director Ip 2233? 238 24X 

Fiche, 30-34B, B4/03/02, B403080081 


— 8403000086 Corrected Tech Spec page* for moderator temp coefficient at 
low power level* 

* Alabama Power Co 84/03/02 4pp 2233? 23? 84X 

Fiche 30-348, B4/03/02, 84 03080081 


8403280037 Application for amend to Licenses NPF-2 6 fFF-B. c hang i ng 
Tech Spec* 3617646 1 72 re containment venting Valve* 
will be used for safety-related applications of containment 
pressure 6 radiological control 

CLAYTON. F L Alabama Powbt Co 04/03/23 VARGA, S A NRC - No 
Detailed Affiliation Given 2pp 22777 013 24X 

Fiche 50-348,04/03/23,0403200037 


— 8403280044 Proposed change® to Tech Specs 3617646172 re 
containment venting 

* Alabama Power Co 84/03/23 4pp 22777 017 24X 

Fiche 30-340,04/03/23.8403280037 


8403300077 Forwards suppl to 84031? hydrostatic testing relief request 
re replacement of feedwater to steam generator nozzle 
reducers Amend Includes welding necessary to complete 
realignment of feedwater Line C 

CLAYTON, F L Alabama Power Co 84/03/26 VARGA, 8 A Office of 
Nuclear Reactor Regulation, Director 3pp 22022 084 24X 

Fiche 30-34B, 84/03/26, 0403300077 


0 Inspection reports, IE Bulletins 6 correspondence 


B40308014B Forwards response to NRC 840104 request for addl Info re 
ubil 031230 application for change to diesel generator/river 
water Tech Specs 

CLAYTON, F, L Alabame Power Co 04/03/02 VARGA, 0 A Operating 
Reactors Branch 1 Bpp 22399' 203 24X FIch e, 30-340, 84/03/02. 

04O3O8O14B 


8402130400 Forwards IE Safeguards Insp Repts 30-340/84-02 6 
30-364/94-02 on 840116-20 No violations noted 

VERRELLI, D M Division of Project 6 Resident Programs 04/02/08 

MCDONALD, R P Alabama Power Co 2pp 22203 231 24X 

Fiche 30-348,84/02/00,0402130400 


8403080130 Application for amend to Licenses NPF-2 6 W»F-0, r evls ing 
Tech Specs re meteorological monitoring instrumentation 
Change includes air temp difference to conform w/STS 
CLAYTON, FL Alabame Power CO 84/03/02 VARGA, S A Office of 

Nuclear Reactor Regulation, Director 2pp 2233? 143. 24X 

Fiche' 30-348, 04/03/02, B40308013S 


— 0402130404 IE Safeguards lnsp Repts 30-348/04-02 6 30-364/84-02 on 
840116-20 No violations noted Major areas inspected security 
organ i z at i on, te s t ing 6 maint 6 physical barriers Details 
withheld (ref 10CPR2 790 6 73 21 ) 

MOORE, D E, Region 2, Office of Director MCGUIRE, D R Division 
of Emergency Preparedness 6 Materials Safety B4/O2/02 lp 
22203 233 24X Fiche 30-348, 04/O2/OB, 04021 30400 


— S4030S0193 Proposed changes to Tech Specs re meteorological monitoring 
instrumentation Change Includes air temp difference to 
c onf orm w/BTB 

* Alabama Power Co 04/03/02 Spp 22359 147 24X 

Fiche 30-348, 84/03/02, 04O3O0O13B 


8403160142 Forwards IE Insp Repts 30-348/84-01 6 30-364/84-01 on 
840110-19 No violations or deviations identified 
VERRELLI , D M Division of Project 6 Resident Programs 84/02/13 

MCDONALD, R P Alabama Power Co 2pp 22635 323 24X 

Fiche 30-340,04/02/13,8403160142 


B40321019S Requests identification of any potential problems in 
completing NUREG-0737 items by Sept 1984 Response requested 
within 30 days of ltr receipt 

VAROA, B, A, Operating Reactors Branch 1 84/03/02 CLAYTON, F L 

Alabama Power Co 2pp 22709.179 24X Fiche' 30-340, 04/03/02, 

8403210193 


8403080272 Informs of delay in responding to 040217 request for addl 
info ra Iodine filter respiratory protection exemption 
request Reprior it i la t ion of request to 10CFR20,App A, 
footnote (c> to 6-month interval requested 

CLAYTON, F L Alabame Power Co 04/03/03 VANVA, H, A Office of 

Nuclear Rsactar Regulation, Director lp 22337 294 24X 

Fiche 90-348, 84/03/05, 84030B0272, 


— 0403160146 IE Insp Repts 30-34B/84-01 6 30-364/84-01 on 840118-19 No 
violation* or deviations noted Major areas inspected 
emergency preparedness area of protective action 
d ec 1 1 1 on making 

CLINE, W Region 2, Office of Director JENKINS, G R Division of 

Emergency Preparedness 6 Materials Safety 04/02/13 4pp 

22633 327 24X Fiche 30-349,04/02/13,0403160142 


8401190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits 6 Annunciation " Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 84/02/28 Consolidated Edison Co of New 

York, Inc USpp 22909 23? 24X Fiche 50-000. 04/O2/2B, 8401190072 


8403260326 Forwards corrected Tech Spec pages re reactor trip sys 
instrumentation setpoints contained in Amends 37 6 27 to 
Licenses NPF-2 6 NPF-S, respectively, issued on 831230 
REEVES, E A Operating Raactors Branch l 04/03/08 CLAYTON, F L 
Alabama Power Co, Bpp 22773,296, 24X Fiche 30-340,04/03/00, 

04032 60326 


—840326032? Corrected Tech Spec pages to Amends 37 6 27 to Licenses 
NPF-S 6 NPF-0, respectively, r* reactor trip sys 
Instrumentation setpoints 

* NRC -No Detailed Affilletion Given 84/03/00 4pp 
22773.290. 24X Fiche 30-348,84/03/00,8403260326 


8403230134 Requests relief from hydrostatic testing of feedwater 
reducers during current refueling outage Reducers replaced 
after ultrasonic esams found erects in weld areas. 

Radiographic 6 visual exams performed per IE Bulletin 79-13 
CLAYTON, F, L Alabame Power Co. 84/03/19. VARGA, 8. A Office of 
NucleaT Reactor Regulation, Director 4pp. 22730' 207 24X 

Fiche 30-340, 04/03/ 19, 0403230134 


0403060123 Forwards summary of Identified technical evaluation rept 
deficiencies re environ qualification of safety-related 
electrical equipment, def i ned by IE Bulletin 79-01B & 

NUREG-0388, respectively Enel withheld (ref 10CFR2 7 90) 

CLAYTON. F L Alabama Power Co 84/02/29 VARGA, S A Office of 

Nuclear Reactor Regulation, Director 4pp 22319 036 24X 

Fiche 30-340. 84/02/29. B403O60 123 


0403290019 Forwards IE Insp Repts S0-34B/B4-04 U 30-364/04-04 on 
840131-0202 No violation* or deviations notsd 

VERRELLI, D M Division of Project fc Resident Programs 04/02/29 

MCDONALD, R P Alabama Power Co 2pp 22006 209 24X 

Fiche 30-340,84/02/29,040329001? 


— 0403290027 IE Insp Repts 30-348/84-04 6 30-364/B4-04 on 840131-0202 No 
violetions or deviations noted Major areas inspected 
emergency ojerclse 

DECKER, T R Region 2. Office of Director JENKINS, G R Division 

of Emergency Preparedness 4, Materials Safety 04/02/27 7pp 

22806 211 24X Fiche 90-348,04/02/29.8403290019 


8403260227 Application to amend Licenses NPF-2 L NPF-S, const » ting of 
corrected Tteh Specs incorporating positive moderator temp 
coefficient at low power level* fc increased enthalpy hot 
channel factor limit below full power, per 831013 submittal 
CLAYTON, F L Alabama Power Co. 84/03/22 VAROA, 8. A Office of 

Nuclear Reactor Regulation, Director ip 22796 072 24X 

Fiche. 90-348, 04/03/22, 040 3260227, 


—8403260234 Corrected proposed Tech Specs, incorporating moderator temp 
coefficient at low power level* fc increased enthalpy hot 
channel factor limit below full power 

m Alabama Power Co 04/03/22 10pp. 22736' 073 24X 

Fiche. 30-340, 04/03/22, 0403260227 


0402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT t< NRC " Svc list end 

GRACE, J N Division of 0 A, Safeguards L Inspection Programs (Post 
030103) 04/03/02 Consolidated Edison Co of New York, inc 

1 30pp 22332 329 24X Fiche 30-000,84/03/02,8402090007 


8402090000 IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate ■ Svc list end 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc I2Bpp. 22333' 09S 24X Fiche 50-000, 64/03/02, 0402090008 
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840309000? IE Info Notice B4-13, "Reporting of Radiological Release* ” 
Svc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Pott 030103) 04/03/03 Con 1 0 1 i da t tt! Edison Co of New 

York. Inc H9pp 22353 217 24X Fiche 30-000,04/03/02,0402090009 


8403090011 IE Info Notice 84-17. "Problems M/Ulquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Bvc list tnel. 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Pott 830103k 04/03/03 Con* 0 1 i da t td Edison Co of New 

York, rnc 117pp 22353 336 24X Fi rhe- 50-000, B4/03/03, 0402090011 


8403130033 Responds to S402C? request for addl info re IE Bulletin 
BO-11 concerning masonry wells. Block wails qualified by 
energy balance methods lilted 

CLAYTON, F L Alabama Power Co B4/03/QS. VARGA, B A Office of 
Nuclear Reactor Regulation, Director. 3pp 22641 161 24X 

Fiche- 30-346, 04/03/03, 0403150033 


8403160237 Ac k receipt of 840228 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-340/83-33 6 
30-364/03-31 

LEWIS, R C Division of Project fa Retident Programs 04/03/03 
MCDONALD, R.P Alabama Power Co. Ip 22660 200 24X 

FiehS 50-340,04/03/05,8403160237 


— 0403160263 Responds to NRC 040203 ltr re violations noted in IE Insp 
Repts 50-348/83-33 fa 50-364/83-31 Corrective actions 
personnel counseled on importance of adhering to procedures 
CLAYTON, F L Alabama Power Co 84/02/20 LEWIS, R C Region 2, 
Office of Director 4pp 22660 281 24X Fiche 50-340,64/03/05, 

3403160257 


—8403160272 Forwards IE Insp Fleptt 30-348/83-33 fa 30-364/B3-31 OH 
83111 2-B40J lO t< notice of violation 

LEWIB,R C Division of Project t Retident Programs 84/0-2/03 
MCDONALD, R P Alabama Power Co 2pp 22660 203 24X 

Fiche 5Q-34B, B4/03/03, B403160237 


—8403160277 Notice of violation from Insp on B3121i-B40UO 

* Region 2. Office of Director 04/03/03 2pp 22660 297 24X 

Fiche 50-340,84/03/05,8403160257 


—0403160284 IE Intp Repts 50-348/03-33 fa 50-364/83-31 on 83 121 1-B401 10 
Noncamp 1 lane e noted failure to follow procedures 6 
failure to establish corrective measures to insure svc 
water valve MOV 336 remained open to supply Train B 
BRADFORD, W H . RULAND, W H Region 2, Office of Director 
CANTRELL, F 8 Division of Project fa Resident Programs 84/01/30 
lOpp 22660 SB9 24X Fiche 30-348,84/03/03,0403160237 


8402090024 IE Info Notice 04-09, Rev 1, "Lesson* Learned From Insps of 
Fire Protection Safe Shutdown Sys " Bvc list end 
JORDAN, E L. Division of Emergency Prepareaneis & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co. of New 

York, Inc llBpp 22633 049 24X Ficha 50-000,84/03/07,8402090024 


B40209002B IE Info Notice 04-18, "Stress Corrosion Cracking in PUR 
Sys " Bvc list encl 

JORDAN, E C Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co. of Nsw 

York, Inc 118pp 22304 186 24X Fiche 30-000,84/03/07,0402090028 


3403290319 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold by Ray Miller, Inc “ Results of review showed 
only Meetinghouse supplied equipment utiliilng Ray Miller 
components List of 30 vendors contacted encl 

CLAYTON, F L Alabama Power Cn 84/03/09 O'REILLY, J P. Region 2, 
Office of Director 3pp 22802 067 24X Fiche 30-349, B4/03/09, 

0403290319 


3402090031 IE Bulletin 04-02. "Failures of CE Type HFA Relays In Use in 
Class TE Safety Sys “ Bvc list encl 

DEYDUNO, R C Director's Dffice, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edieon Co af New York, Inc 

134pp, 22823 094. 24X Fiche 50-000,84/03/12,8402090031 


J40329007B Act receipt of 84Q30B ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts S0-34B/B4-03 fa 
30-364/84-03 

VERRELLI.D M Division of Project fa Resident Programs 84/03/14 

MCDONALD, R P Alabama Power Co ip. 22006 311. 24X 

Fiche: 50-348, 84/03/14, S40329007B 


-8403290084 Responds to NRC 840213 Ltr re violations noted In IE Insp 
Repts 30-340/84-03 fa 30-364/84-03 Corrective actions 
responsible personnel instructed to implement procedures for 
control of malnt activities 

CLAYTON, F.L Alabama Power Co B4/03/08 VERRELL1, D M, Region 
2, Office of Director 2pp 22806 312 24X Fiche: 50-348, 

84/03/1 4. 8403290078, 


— 8403290089 Forwards IE Insp Repts 50-348/84-03 fa 50-364/84-03 on 
840111-0203 6 notice of violation 

VERRELL1, D. M Division of Project fa Resident Programs 84/02/13 
MCDONALD, R P Alabama Power Co 2pp 22006.314 24X 

Fiche 50-34B, 84/03/14, 8403290078 


— B403290096 Notice of violation from ln*p on 840L11-020S. 

* Region 2, Office of Director, 04/02/13 lp 22806-316. 24X 

Fiche 50-340, 84/03/14, B40329007B 


--B403290103 IE Insp Repts 3O-340/B4-O3 fa 50-364/04-03 on 840111-0203 
Violation found failure to implement procedures for control 
of maint activities 

BRADFORD, U M . RULAND, W H Region 2, Office of Director. 

CANTRELL, F 8 Division of Project t< Resident Programs B4/02/13 
Bp p 22B06: 317 24X Fiche S0-34S, 84/03/14, B403290078. 


04032301 34 Requests relief from hydrostatic testing of feedwater 
reducers during current refueling outage. Reducers replaced 
after ultrasonic exams found cracks in weld areas 
Radiographic 6 viaual exams performed per IE Bulletin 79-13 
CLAYTON, F.L Alabama Power Co. 04/03/19 VAROA, S A Office of 
Nuclear Reactor Ragulatisn, Director 4pp 22730,207 24X 

Fiche. 30-348, 84/03/19,8403230134 


0402090043 IE Info Notice 84-19, “Tud Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " Svc list encl. 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 030103) 84/03/21. Consolidated Edieon Co of New 

York, Inc 123pp 22023 229 24X Fieh e- 50-000, 04/03/21. 8402090043 


B402090044 IE Info Notice 84-20, “Bvc Life of Helayt in Saf ety-Kelated 
By* " Svc list encl 

JDSDANi E L Division of Emergency Preparedness 1 Engineering 
Response (Poet 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc. I33pp 22933-001 24X Fiche 50-000,84/03/21,8402090044. 


R Periodic operating reports fa related correspondence 


0403300172 Monthly operating rapt for Feb 1984 W/040314 ltr 

HAIRSTON, M 0 , CLAYTON, F. L Alabama Power Co 84/02/29, 0pp. 
22020 313 24X Fiche 50-348,84/02/29,8403300173. 


8 Reportable occurrences, LERt Si related correspondence 


0403260233 Forwards summary list of deficiencies Identified per 
10CFR5O 55(e) , Part 21 & potential generic ltr repts for 
comments 

9TAROSTECKI, R Division of Project fa Resident Programs 64/02/28. 

Region 1, Office of Director, 7pp 22756 065 24X 

Fiche: 30-000, 04/03/28,8403260233. 


0403070263 PNO-1 1-34-020 on 840301, radl oagraphlc tests confirmed 
feedwater norzle crack indications on all three steam 
generators Component replacements under active 
consideration IE fa NRR informed 

SLAKE, J J i BUTCHER, R C Region 3, Office of Director 94/03/02 
2pp 22547-298 24X Fiche 50-340, 84/03/02, 8403070263 


8403090243 LER 84-002-00 on 840210, reactor tripped from approx 10X 
power due to intermediate range high flux signal Caused by 
overly conservative trip setpoints New trip setpoints 
inputed W/840306 ltr, 

HAIRSTON, W 0 , CLAYTON, F- L. Alabama Power Co 84/03/06 3pp. 
22573 250 24X Fiche- 50-348, 04/03/06, 9403090243 


8403150084 LER 84-003-00 on 840218, da tens loning of reactor vessel head 
studs begun w/RCB boron concentration greater than Tech Spec 
llmlta Ceuied by misinterpretation of Tech Specs. Personnel 
counseled, U/84030? ltr 

HAIRSTON, M 0 , CLAYTON, F L Alabama Power Co 84/03/09, 3pp 
22643-359, 24X Fiche- 30-348, 84/03/09, 0403130004. 


0403260017 Forwards LERs 84-006-00,34-007-00,84-004-00 fa 84-003-00. 
CLAYTON, F L Alabama Power Co 04/03/31 Record Servicaa Branch 
(Document Control Desk). 2pp 22748-340. 34X Ficha : 30-348, 

B4/03/21, 0403260017 


— 8403260032 LER 84-007-00' on 840820, during troubl eshooting, automatic 
actuation portion of diesel bldg cardox fire supreaeion 
eye deemed inoperable Caused by wiring error. Miring error 
corrected 

HAIRSTON, W 0 Alabama Power Co 04/03/31 11pp. 22748,330, 24X 

Fiche, 50-349, 84/03/31 , 0403260017 


— B40326Q040 LER 84-004-00: on 840229, during planned malnt on MSIVs, 
surface indications in operator side packing bland area 
discovered on three of six shafts Investigation ongoing. All 
six shafts will be replaced 

HAIRSTON, W 0, Alabama Power Co B4/03/21. 2pp 22748 333. 24X 

Fiche 50-348, 04/03/31, B403260017. 



DOCKETED ITEMS 


221 


“-11403260046 LER 84-000-00 on 040229, dur 1 ng planned ultrolonlc exam of 
feedwater pip Ing, Indications found in feedwater reducer to 
Steam generator noitle welds Repairs will be Completed 
during current outage 

HAIRSTON, W 0 Alabama Power Co 84/03/21 3pp 2274B 334. 24)1 

Fiche 30-340,04/03/21,8403260017 


0403260026 LER 84-006-00 on 040223, w/uni t in Mode 6, both containment 
personnel airlock doors opened simultaneously for 30 s 
Causa undetermined Inner door immediately closed 

HAIRBTON, W 0 Alabama Power Co 04/03/21 2pp 22740 340 24X 

Fiche. 30-340, 04/03/21, 9003260017 


DOCKET 30-332 LIMERICK GENERATING STATION, UNIT 1 


A Appllcatlon/construction stage documents 8. correspondence 


B 402090003 Responds to FOIA request for const completion dates for 
nuclear plants currently under const b analyses containing 
estimates based on inclusion of Caseload Forecast Panel 
meetings, Forwards App A, B b C documents 
FELTON , J M Division of Rules and Records 83/10/31 
ROSENBAUM, 0 M Technical Analysis Corp l?pp 22193 292. B4X 
Fiche 30-000,83/10/31,8402090003 


— 8402090163 Handwritten notes & calculations ra const activities & fuel 
load preparation. 

e NRG - No Detailed Affiliation Given, 79/07/24 Spp 
221 93' 0S7 24X Fiche 30-000, 83/10/31 , 0402090003 


8401240207 Forward* add! info re stras »-a sti s ted corrosion cracking of 
primary syt comments b potential main cooling tower failure 
modes b c onssquincss, in response to ACR9 831018 ltr 
KEMPER, J 8 Philadelphia Electric Co 84/01/18 BCHWENCER, A 
Licensing Branch 2 3pp, 2)900 143 24X Fiche 30-332,84/01/18, 

8401240207 


— 8401240211 "Rept on Effects of Postulated Failure of Cooling Tower 
W/three oversiis drawings Aperture cards are available in 
PDR. 

« Philadelphia Electric Co P-2B1/2 83/12/31 ispp 

21908 131 24X Fiche- 30-332, 04/01/18, 8401240207 


B403020104 Forwards magnetic tap* containing hour by hour 
meteoro 1 ogieel data for Oct 1983 - Jan 1904, per 831013 ltr 
Data from primary meteorological tower b satellite tower b 
tape formats described 

KEMPER, J 8, Philadelphia Electric Co 84/02/27 SCHWENCER.A 
Licensing Branch 2 3pp 22443.240 24X Fiche 30-332,04/02/27, 

8403020104, 


0403020237 Forwards application for amend to CPPR-106 b CPPR-107 If lied 
in Category A), Rev i7 to environ rept - OL stage (filed in 
Category C> b Rev 29 to FSAR (filed in Category Kl, 

BRADLEY, E J Philadelphia Electric Cd. 84/02/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22493 026 
24X Fiche 30-332,84/02/29,8403020237 


—8403020266 Application for amend to CPPR-106 b CPPR-107. Certificate of 
Svc enc 1 

KEMPER, O S Philadelphia Electric Co 04/02/27 6pp 22493 028 
24X Fiche: 30-332, 84/02/29, 8403020237 


B403130262 Forwards request for addl info re standby gas treatment sys 
Info needed to evaluate FSAR, Section 6 3, Rev 23. 

BCHWENCER, A Licensing Branch 2. 84/02/29. BAUER, E G. 

Philadelphia Electric Co. 4pp. 22648 342 24X 

Fiche. 30-332, 84/02/29,8403130262 


8403160187 Notification of 840314,13 b 16 meetings w/utll in 
Philadelphia, PA b Montgomery County, PA, respectively, to 
discuss NRC audit of environ quel if icatlon files b Installed 
equipment. 

KINTNERjLL Licensing Branch i. 84/03/03 BCHWENCER, A, Licensing 
Branch 2. 4pp 22662-239 24X Fiche 30-332,04/03/03,8403160169 


8403160192 Advises of errors mads in wind direction frequent iee for 
CRAC2 calculation. Revised calculations for severe accident 
risk assessment expected to change predicted latent cancer 
fatalities, 

KEMPER, J. 8 Philadelphia Electric Co 84/03/13. BCHWENCER, A 
Licensing Branch 2. spp 22633 244. 24X Fiche 30-332,84 /03/13, 

8403160192. 


B403190197 Forwards Rsv C to Anchor /Deri Ing Valve Co Drawing 93-14182, 
correspondence re HPCtiRCIC b reactor water cleanup 
containment ieolation valve closure capabilities b Rev 23 to 
Matl Requisition 8031-P-104, per 840202 telcon. 

KEMPER, J. 8 Philadelphia Electric Co. 04/03/13. BCHWENCER, A. 
Licensing Branch 2 134pp 22670 001, 24X Fiche 30-332,64/03/13, 

8403190197. 


8402090041 Board Notification 04-030 provides Commission policy 
statement b proposed rulemaking on environ, qua 1 1 f i cat i o n» 

EISENHUT. D G Division of Licensing 04/03/14 Atomic Safety and 

Licensing Board Panel lOpp 24X Fiche 30-000,84/03/14,8402090041 


8403270172 Informs that 840B01 Is current const completion date, per 
01OB11 request fOT quarterly updates Possibility of 
advancing date being reviewed, per util 831227 ltr Svc list 
end 

KEMPER, J 8 Philadelphia Electric Co 84/03/22 EISENHUT , D O 
Division of Licensing 2pp 22771 309 24X Fiche 50-392,84/03/22, 

8403270172 


C Utility Environmental Report (ER). amends b correspondence 


8403020237 Forwards Rsv 17 to environ rept - OL stage 

BRADLEY, EJ Philadelphia Electric Co 04/02/29 DENTON, HR 
Office of Nuclear Reactor Regulation, Director 2p p 22493 026 
24X Fiche 50-352.04/02/29.8403020257 


— 8403020270 Rev 17 to environ rept - OL stage 

* Philadelphia Electric Co 84/02/29 20pp 82493 034 24X 

Fiche 50-392,04/02/29,8403020237 


8403130036 Forwards Affidavit of Svc re distribution of Rev 29 to FBAR 
b Rev 17 to environ rept, per DO Eisenhut 810706 request 
BRADLEY, E J Philadelphia Electric Co B4/03/12 DENTON, H fl 
Office of Nuclear Reactor Regulation. Director 3pp 22643 270 
24X Fiche 30-352.84/03/12,8403150036 


D NRC Draft/Final Environmental Statements, suppls b cor respond enc e 


0403160026 Notifies that Natl Ctr for Devices b Radiological Health has 
no comment re postulated plant accidents described in DES 
(NURE0-0974) 

VILLFORTH, J C Food b Drug Administration 84/02/iO SCHWENCER.A 
Licensing Branch 2 Ip 226S4 346 24X Fiche- 50-332, 64/02/16, 

8403160026 


E NRC Safety Evaluation Report (SERI, suppls b correspondence 


6403010144 Forwards draft FPER pages containing Info to close BER 
Open Issue IS re electrical cable b cable tray b fire areas 
having high concentrations of cables Info in draft FPER 
will be Incorporated into Rev 3 scheduled for Mar 1964 
BOYER. V B Philadelphia Electric Co 84/02/16 SCHWENCER.A 
Licensing Branch 2 9pp 22433 313 24X Fiche 30-332,04/02/16, 

0403010144 


0403030161 Forwards "Structural Steel Survivability Evaluation." in 
respqnse to 040209 request fop add 1 Info (RAI £80 261, 
per SER Open Item 14 

KEMPER, J 8 Philadelphia Electric Co 84/02/29 SCHWENCER.A 
Licensing Branch 2 3pp 22483 037 24X Fiche 50-392,34/02/29. 

0403090161 


— 8403090163 “Structural Steal Survivability Evaluation " Rev l to 
“Comparison of Philadelphia Electric Co Heat Balance 
Model w/NUREQ/CR- 3 1 92 " end 

• Philadelphia Electric Co 84/02/24 372p p 22483 040. 24X 

Fiche 90-392,04/02/29,8403090161 


0403260249 Forwards “UHS Extreme Wind Haiard Analysis," 1 In response to 
030000 ltr re B8ER Open Tssue 2 

KEMPER, J B Philadelphia Electric Co 04/03/22 SCHWENCER.A 
Licensing Branch 2 2 pp 22739 001 24X Fiche 90-392,84/03/22, 

840326024? 


—8403260233 "OHS Extreme Wind Haiard Analysis “ 

BITOWF. T 0 , PARRY. Q. W NUS Corp NUS-4SQ7 04/03/31 134pp 

22739 004 24X Fiche S0-3S2. 84/03/22, 8403260249 


F Becurlty, medical, emergency b fire protection plans 


0403070361 Public version of revised emergency plan implementing 
procedure s, inc lud ing Procedure EP-201 re technical support 
ctr ac ti vati on, EP-210 re dote assessment team b EP-222 re 
field survey group U/031212, 84021 3 ltre b 040302 memo 
DALTROFF, S L. Philadelphia Electric Co 03/11/30 MURLEY, T E 
Region. 1, Office of Director. SCHWENCER.A Licencing Branch 2 
169pp 22964 061 24X F ic h ». 30-332, 83/ U/30, 840307036 1 , 


8403090290 Public version of Rev 0 to emergency plan implementing 
procedures, including Procedure EF-110 re personnel assembly, 

Ep— 221 re personnel dosimetry b EP-200 re security team 

activation W/031212 1 tr b JM Felton release memo 

DALTROFF, BL Philadelphia Electric Co. 83/11/30 SCHWENCER.A 

Lie tns ing Branch 2. BQpp, 22592 062 24X Flchs 30-332,83/11/30, 

8403090290 
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84030101 44 Forii/a rdo draft FPER page* containing Info to close SER 
Open Issue 15 re electrical cable b cable trey l fire areas 
hawing high concentrations of cables Info In draft FPER 
will be incorporated Into Rev 3 scheduled for Mar 1984 
DOVER. V S Philadelphia Electric Co 84/02/16 8CHWEMCER, A 
Licensing Branch 3 9p p 22433 313 24X Fiche 30-332,84/02/16. 

0403010144 


8403020163 Response opposing new contention proposed by Air b Water 
Pollution Patrol re discharge of asbestos fibers Contention 
lacks basis & specificity required by 10CFR2 714(b) 

Certificate of Bvc end 

WE TIER HAHN, M J Philadelphia Electric Co WETTERHAHN, M J Conner b 
Wetterhahn 84/02/29 Atomic Safety and Licensing Board Panel 
Upp 22442 006 24X Flcha 30-332.84/02/29,8403020163 


0402090006 Board Notification 84-034 forwards R Vollmer 840206 memo to 
D Elsenhut re fire research results concerning fires In 
electrical cabinets in control room 

E I SENHUT , 0 0 Division of Licensing 84/02/23 PALL AD I NO 
Gommiss inner* lp 22376 203 24X Fiche 30-000.84/02/23, 

0402090006 


— 8403080316 Recommends that info re fire research results concerning 
fires in electrical cabinets in control room be submitted 
far board not if icat 1 on, per NRR Ofc Ltr 19, dtd 821001 Further 
evaluation of test data required 

VOLLMER, R H Division of Engineering. 84/02/06 EIBENHUT, D G 
Division of Licensing lOpp 22576 204 24X 

Fiche 90-000,84/02/83,8402090006 


8403190243 Notification of 04O41B workshop in King of Prussia, PA to 
discuss lessons learned front recent App R fire protection 
safe shutdown lnsp !■ topics described in IB Info Notice 
84-09 Agenda for workshop end 

HURLEY, T E Region 1, Office of Director B4/03/09 O'TOOLE, J D 
Consolidated Edison Co of New Vorlt. Inc. FIEDLER, P B General 
Public Utilities - GPU Service Corp. 33pp 22672-062 24X 

Fiche 50-000,84/03/09,8403190243 


8403290144 Forwards IE lnsp Rept 30-352/B4-08 on B40206-O9 No 
violations noted 

MARTIN, T T Division of Engineering b Technical Programs 84/03/13 
KEMPER, J B Philadelphia Electric Co 2pp 22806 096 24X 

Fiche 90-358,84/03/13,8403290144 


—0403290130 IE lnsp Rept 50-332/84-08 on 840206-09 No violations noted 
Ma jot areas inspected onsite /offsite safety coruni ttee 
ac t ivl ty, ciperat Iona 1 staff training 6 fuel receipt b 
storage programs 

PRELL, J A . B rSEETT , P , OLIVEIRA.W Region 1, Office of Director 
84/03/07 Bpp 22806 098 24X Fiche 50-352, B4/03/1 3, B4032901 44 


840321 002 B Forwards response to NRC 840306 b 08 requests for addl info 
re emergency action level s, s p-eclfical ly, e ontainment 
radiation levels Draft changes to emergency plan will be 
incorporated as stated in and 

DALTROFF.SL Philadelphia Electric Co 04/03/16 BCHUENCER, A 
Licensing Branch 2 BOpp 22708 295 24X Fiche 30-332,84/03/16, 

8403210028 


G Adjudicatory correspondence 


8403010271 Forwards reply to applicant b staff response to City of 
Philadelphia Issues 

SMOLEN, H Philadelphia. PA 04/02/28 Docketing b Services 
Branch lp 22432 207 24X Fiche 50-332,84/02/20,8403010271 


— B40301 0275 Reply to applicant b staff responses to City of Philadelphia 
Issues re emergency response plan State plan does not 
contain & is not based upon standardiied protective action 
guidance for exposure from feedstuff* b water 
SKOLENrH Philadelphia, PA 84/02/29 Atomic Safety and 

Licensing Board Pane) 43pp 22432 208 24X 

Fiche 30-352, 04/02/28, 8403010271 


8403020099 Forwards answer to City of Philadelphia interrogatories on 
sys interaction, designated Discovery 28 W/e »c »p t ion of three 
listed documents, documentary mat 1 responsive to request wi 1 1 
be made available for lnsp Related correspondence 
WETTERHAHN, M U Conn >r b We t terhahn 04/02/29 BUSH, J4 W 
Philadelphia. PA 6pp 224 43 040 24X Fiche 50-332, B4/02/29, 

8403020099 


— 8403020105 Answers City of Philadelphia interrogatories on sys 
interaction contention Certificate of Svc end, Related 
correspondence 

BOYER. V S Philadelphia Electric Co 84/02/27, 65p P 22443 034 

24X Fiche 50-352, 04/02/29, B403020099. 


8403020123 Transmittal of mat) supporting applicant 840228 revised 
testimony re ability of safety-related structures to 
withstand effects of postulated detonation from pipeline 
ruptures Certificate of Bvc end Related correspondence. 

WETTERHAHN. M J Philadelphia Electric Co WETTERHAHN. M U Conner b 
Wetterhahn. 84/02/29 4pp 22442 143 24X Fiche 50-332,84/02/29, 

8403020125 


B403060129 Forwards Certificate of Bvc for reply to applicant & staff 
responses to City of Philadelphia issues 

8 M 0 LEN, H Philadelphia. PA 04/02/29 Docketing b Services 
Branch 3pp 22306 327 24X Fiche 50-332,84/02/29,0403060129 


0403060001 Response opposing Friends of the Earth 040224 motion to 
strike applicant b staff structural analysis testimony 
Motion fails to establish tes tlmony as unreliable 
Certificate of Bvc end Related correspondence 

WETTERHAHN, M Philadelphia Electric Co WETTERHAHN, M Conner b 
Wetterhahn 84/03/01 Atomic Safety and Licensing Board Panel 

6pp 22316 339 24X Fiche 30-352,84/03/01,0403060001 


8403060240 Amswer to new contentions proposed by Friends of the Earth 
on onsite storage of unirradiated fuel b transmittal of 
related correspondence Proposed lata contentions should be 
denied Certificate of 8vc end 

WETTERHAHN, M J Philadelphia Elactric Co WETTERHAHN, M J Conner b 
Wetterhahn 84/03/01 Atomic Safety and Licensing Board Panel 

33pp 22517 079 24 X Fiche 30-332,04/03/01,8403060240 


0403140110 Forworda cross-e xaminat ion plans for structural analysis 
hearing on blast overpressure s, per ASLB 840120 order W/o 
end 

VOCLER.B H Hearing Branch 2. B4/03/01 BRENNER, L . COLE, R F , 
MORRI0.P A Atomic Safety and Licensing Board Panel 2pp 
22623 330 24X Fiche 30-332,84/03/01,0403140110 


8403060097 Memorandum b order denying intervenor Lewis 831224 motion* 
based on newly received info Lewis discovery right* not 
abridged per Contention 1-62 H/Cer t i f 1 c ate of Svc 

BRENNER. L , COLE. R F . MORRIS, P A Atomic Safety and Licensing Board 
Panel 04/03/02 Lewis, M Upp 22506 262 24X 

Fiche 50-352,84/03/02,0403060097 


0403070142 Response opposing Air b Water Pollution Patrol 040221 
request for extension of discovery period for Contention 
VI-1 Certificate of Svc end Related correspondence 

UETTERHAHN.fi J Philadelphia Electric Co WETTERHAHN. M J Conner b 
Wetterhahn 04/03/02 Air and Water Pollution Patrol 7pp 
22536 291 24X Fiche 50-352,04/03/02.8403070142 


0403070236 Response to Air b Water Pollution Patrol motion to compel 
discovery Applicant denies that answer to interrogatory 
evasive Related correspondence 

WETTERHAHN, H J Philadelphia Electric Co WETTERHAHN, M J Conner b 
Wetterhahn 84/03/02 Atomic Safety and Licensing Board Panel 

3pp 22536 217, 24X Flcha 30-332,04/03/02,8403070236 


— 8403070230 Response opposing Air b Water Pollution Patrol request for 
depositions re Contention VI-1 No reason given why 
depositions necessary W/Certif i cate of Bvc 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN, M J Conner 
& Wetterhahn 04/03/02 Atomic Safety and Licensing Board 

Panel 6pp 22336 221 24X Fi e h • 30-332, 84/03/02. 0403070236 


8403140083 Response opposing Friends of the Earth 840223 application to 
file contention based on new matter re fuel itorage 
Certificate of Svc end 

WILCOVE.M N Hearing Branch 2 04/03/02 Atomic Safety and 

Licensing Board Panel i4pp 22633.233 24X Fiche 50-352,04/03/02, 

04O314OOB3 


8403140113 Response to Limerick Ecology Action b City of Philadelphia 
contentions filed on 040214 ra environ assessment of severe 
accidents as set forth in DES, Sup p 1 I Certificate of Svc 
end 

VDGLER, B H , HQpODQN. A P Hearing Branch 2 04/03/03 Atomic 

Safety and Licensing Board Panel. I7pp 22623,340 24X 

Fiche 30-332, 04/03/03, B403140115 


8403120001 Notice of withdrawal of offsite emergency planning issue r« 
evacuation time estimate study Applicant 040224 
representation addresses issues W/Csrti fleets of 8vc 
FERKIN, Z G Pennsylvania, Commonwealth of, 04/03/03 3pp 
22308.036 24X Flchs 30-352,84/03/05,0403120001 


8403140105 Respond* opposing Air b Water Pollution Patrol (AWPP) 840219 
motion filing new info contention. AWPP falls to meet etd* 
far late-filed contentions Certificate of Svc end 
WRIGHT, N A Hearing Branch 2 84/03/09 Atomic Safety and 

Licensing Board Panel 8pp 22623.330 24X Fiche 90-392,84/03/05, 

0403140109 
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04031 304 1 1 Forward* notice of change of addreis *, firm name Certificate 
of Svc end 

8 HOAR MAN < fi J Sugarman Sc Denworth 8UOARMAN. R J Del -Aware 

Unlimited, Inc 84/03/07 Docketing Sc Service* Branch 6pp 

23616 319 24 X Flche 30-332.04/03/07,8403130411 


8403140110 Finding* of fact Sc conclusion* of law in form of partial 
initial decision on Air Si Water Pollution Patrol Contention 
V-4 re carburetor icing Certificate of 5vc encl 

HODODON, A P Hearing Branch 2 84/03/07 23pp 22624 073 24X 

Fiche 30-332,84/03/07,8403140110 


8403130024 Reply finding* of fact 8< conclusion* of law re 
Contention V-4 in rt*pon*e to Air S, Water Pollution Patrol 
(AWPP1 840224 proposed finding* AWPP findings should be 
rejected Certificate of Svc encl 

WETTERHAHN, M J . NICHOLS, N N Philadelphia Electric Co 
WETTERHAHN, M J Conner Si Wetterhahn 84/03/12 9pp 22641 202 
24 X Fiche 30-352.04/03/1210403130024 


0403190007 Responses to util Interrogatories on Contention 1-42 
Certificate of Svc encl Related correspondence 

« Philadelphia, PA. 84/03/12 Philadelphia Electric Co 13pp 
22663 337 24X Flche 30-332,84/03/12,8403190007 


0403160010 Forward* affidavit of LB Pyrih S< PS Stansbury re 
hypothetical accident* involving unirradieted fuel to be 
stored at plant No credible potential for violating 
regulations identified Related correspondence 

WETTERHAHN, M J Philadelphia Electric Co. WETTERHAHN. M, J Conner S< 
Wetterhahn 84/03/13 lp 22662 164 24X Fiche 30-352, 84/03/13, 

0403160010 


— 8403160187 Affidavit of LB Pyrih re storage of unirradiated fuel No 
potential for violating provisions of 10CFR20 as result of 
credible accidents affecting new fuel assemblies stored at 
plant Certificate of Svc encl 

PYRIH, L B Philadelphia Electric Co 84/03/13 22pp 22662 163 
24 X Fiche 30-332,84/03/13,8403160010 


— 8403160188 Affidavit of PS Stansbury re calculation of exposure rates 
in various atiumed configurations of specified quantities 
of U enriched to 1 8 35i in Isotope 8-233 

8TAN8B8RY, P 8 Oenerai Electric Co 84/03/12 9pp 22662 186 
24X Fiche 30-392, 84/03/13, B403160010 


8403190132 Appeal opposing dismissal of Anthony/Friends of the Earth 
contention on util application to store nuclear fuel 
outdoor* & ASLB denial of immediate stay on moving fuel 
ANTHONY, R L Anthony, R L ANTHONY, R L Friend* of the Earth 
84/03/13 Atomic Safety and Licensing Appeal Panel lp 
22666' 306 24X Fiche. 30-332, 84/03/13, 8403190132 


— 84O319013B Application to file contention re util application to store 
fuel outdoor* Fuel storage is haiard to community due to 
question of whether bldg* can withstand overpressures & 
impact* from offsite accident*. 

ANTHONY, R L Anthony, R L ANTHONY, R L Friend* of the Earth 
84/02/23 Atomic Safety end Licensing Board Panel lp 
22666 307 24X Fi che . 30-332, 84/03/13, 8403190132 


8433190160 Affidavit of N Ketilach re possibility of radiological 
releases from fuel assemblies in shipping containers in 
Violation of NRC regulation* Certificate of Svc encl 
KETZLACH, N Uranium Fuel Licenting Branch 84/03/13 Spp 
22668, 33B, 24X Fiche 30-352.84/03/13,8403190160 


8403190173 Forward* ND Romney 840313 memo to 0 Leer re results of 
840306 confersnce call from applicant, 

VOOLER, B H Hiarlng Branch 2 84/03/13 BRENNER, L , MORRIS, P A , 

COLE, R F Atomic BafstU and Licensing Board Panel 4pp 22671 138 
24X Fiche 30-332,84/03/13,8403190173 


B4Q3200090 Forwards 840313 ltr documenting discovery of error* in 
predicted consequence* reported in severe accident risk 
assessment Consideration of admissibility of contentions 
should proceed as schedul *d, Related correspondence 

WETTERHAHN, M J Conner S< Wetterhahn WETTERHAHN, M J Philadelphia 
Electric Co. 84/03/13 BRENNER, L , MORRIS, P A,, COLE, R F Atomic 
Safety and Licensing Board Panel. 3pp 22683,298 24X 

Fiche! 30-332, 84/03/13, 8403200090 


8403300144 Forwerd* listed eddl info re HPC1 Isolation valves, per NRC 
Equipment dual if ication Branch 840202 telcon request W/o 
encl. Related correspondence 

KEMPER, J 8 Philadelphia Electric Co B4/03/13 BCHWENCER.A 
Licenting Branch 2 2pp 22699' 139 24X Fiche 50-332,84/03/13, 

8403200144. 


8403190038 Motion for new contention based on IE Notice 84-17 re 
problems w/liquid nitrogen cooling components below nil 
ductility temp Facility design deficient because liquid 
nitrogen can cool vital components below tamp. 

LEWIS, M I Lewis, M 84/03/14 Atomic Safety and Licensing Board 

Panel 4p p 22666 935 24X Fiche 30-332, 04/03/ 1 4, 0403190038 


8403190040 Order directing parties to hold settlement conferences for 
onsite emergency planning contentions Courtesy 
notification encl 

BRENNER, L Atomic Safety and Licensing Board Panel 04/03/13 
Office of the Executive Legal Director Spp 22666 240 24X 
Fiche 30-392,84/03/15,8403190040 


8403190140 Supplemental info on Limerick Ecology Action offsite 
emergency planning Contentions 3,4,13,17,20 & 28 requested 
at pre-hearing conference Certificate of Svc encl 

« Limerick Ecology Action 84/03/15 Atomic Safety and Licensing 

Board Panel 34pp 22666 316 24X Flche 50-352,84/03/19, 

8403190140 


8403190153 Order confirming misc el leneous oral rulings made et 
hearing held during wk of 840303 Testimony t, hearing 
schedules listed Courtesy notification encl, 

BRENNER, L Atomic 8af#ty and Licensing Board Panel 84/03/13 
Office of the Executive Legal Director, 8pp. 22668,346 24X 

Fiche 30-332,04/03/15,8403190193 


8403200015 Forwards revised radiological emergency response plan far 
Pennhurst Mental Retardation Ctr to ASLB, in tervenor* 1« City 
of Philadelphia W/o encl Related correspondence 

BEL8ER, A L Pennsylvania, Commonwealth of, 84/03/19 BRENNER.L , 
MORRIS, P A , COLE, R F Atomic Safety and Licensing Board Panel 
2p p 22698:344 24X Fiche 90-352,84/03/13, 8403200019 


8403200060 Forwards “Protective Order on SNM Security Plan Info" & 
"Affidavit of Non-Disclosure" re storage of irradiated fuel 
Certificate of 8vc encl Related correspondence, 

WETTERHAHN, M J Conner & Wetterhahn WETTERHAHN, M J Philadelphia 
Electric Co 84/03/16 DRENNER. L , COLE, R F , MORRIS, P A Atomic 
Safety and Licensing Board Panel 14pp 22684 342 24X 

Fiche 90-332,04/03/16.8403200060 


8403200070 Memorandum & order on Friend* of the Earth contention* ti 
Limerick Ecology Action petition re Part 70 application to 
store neui fuel 

BRENNER, L, , MGRR 1 8, P A Atomic Safety and Licensing Board Panel 
04/03/16 3Dpp, 22685- 106 24X F i che . 50-332, 84/03/16, 8403200070 


8403200110 Requests that encl AS Joffe 840311 ltr re asbestos piping bo 
served to parties in proceeding 

LANE, V. M Atomic Safety and Licensing Board Panel. 84/03/16 
CLEMENTS, W L Office of the Secretary of the Commission 2pp 
22699043 24X Fiche 30-332,04/03/16,8403200110 


8403210067 Forwards Commission statement of policy re challenge to 
elimination of financial qualification review requirements 
Related correspondence 

WRIGHT, N A Hearing Branch 2 84/03/ia, BRENNER, L , MORRIS, P A , 

COLE, R F Atomic Safety and Licensing Board Panel 4pp 22703 032 
24 X Flche. 30-332, 84/03/16, 8403210067 


8403210096 Forwards Transportation Certification Drench 840312 memo 
S, Certificate of Compliance mentioned in 840313 affidavit 
of N Ket* lach. Related correspondence 

WRIGHT, N A Hearing Branch 2 04/03/16 BRENNER, L , MORRIS, P A . 

COLE, R F Atomic Safety and Licensing Board Panel 7pp 22706 001 
24 X Fiche' 50-392. 84/03/16, 8403210096. 


8403210128 Forwards Delaware River Basin Commission Aug 1980 final 
environ assessment for Neshamlny Water Supply By* & 800823 
negative d sc larati on, per A8LAB 640313 telcon request W/o 
encl Related correspondence 

HODODON, A P Hearing Branch 2 04/03/16 KOHL, C N , EDLES, G J . 

GOTCHY, R L Atomic Safety and Licensing Board Panel 2pp 
22707-262 24X Fi che 30-332, 84/03/i 6, 8403210120 


0403200354 Memorandum & order on Friends of the Earth contentions U 
Limerick Ecology Action petition based on I0CFR70 
application to stoT* new fuel Served on 040327 

BRENNER, L , MORRIS, P A Atomic Safety and Licensing Board Panel 
D8B 147 84/03/16 Friends of the Earth 30pp 22787 174 24X 

Fiche 50-352. 84/03/16, B4032803S4 


8403210092 Answer to Limerick Ecology Action ILEA) supplemental Info 
on LEA offsite emergency planning contentions Proposed 
contentions should be denied Certificate of Svc encl 
CONNER, T B Philadelphia Electric Co. CONNER, T B Conner & 
Wetterhahn 84/03/19 17pp, 22705322 24X Fiche 50-332,04/03/19, 

8403210092 
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3403210103 (lotion to delet* specific Instances in support of Contention 
VI — l advanced by Air b Hater Pollution Patrol os unrelated 
to welding or welding GA activities Certificate of Svc enc 1 
WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN, M J Conner & 
Wetterhahn 84/03/19 Atomic Safety and Licensing Board Panal 

iOpp 32706 118 Z4X Fiche 50-332.84703719,8403210103 


8403210167 Forwards Commission “Statement of Policy on Environ 
dual if l c ation" b proposed rule. "Environ Gual if teat ion of 
Electric Equ 1 pmonti Removal of 820*30 Deadline " Related 
c orresp onden t e 

HODQDDN, A P Hearing Branch 2 DSB 017 84/03/19 BRENNER, l_ , 

COLE. R F , M0F5RIS.P A Atomic Safety and Licensing Board Panel 
1 I p p 22710 133 24 X Flche 50-352.04/03/19,84032101*7 


840322022* Forwards request for reconsideration of asbestos contention 
St motion requiring further depositions re Contention Vl-I 
ROMANO, F R Air and Water Pollution Patrol DSB 046 B4/03/19 

BRENNER, L , MORRIS, P , COLE, R Atomic Safety and Licensing Board 
Panel ip 22719 007 24X Fiche 50-332. 84/03/ 1 9, B40322022* 


--9403220229 Request for reconsideration of asbestos contention Hoard 
did not adequately address haiard to public 
ROMAND. F R Air and Water Pollution Patrol 84/03/19 
BRENNER, L i MORRIS, P , COLE.R Atomic Safety and Licensing Board 
Panel 2pp 22719 OOB 24X Fiche 30-333,84/03/19,840332022* 


--8403220234 Motion to require further depositions re Contention Vl-1 
concerning 760*01 broomstick deficient welding affair 
ROMANO. F Air and Water Pollution Patrol 84/03/19 BREWfER, L , 
CBLE.R Atomic Safety and Licensing Board Panel 2pp. 22719 010 
24X Fiche 50-352,84/03/19.840322022* 


84032700*5 Protective order on SMI security plan info Served on B4032* 
BRENNER. L Atomic Safety and Licensing Board Panel DSB 123 
84/03/19 Limerick Ecology Action 3pp 227** 149 24X 

Fiche 30-352, 84/03/19, B403270065 


— B403270069 Affidavit on nondisclosure for CW Elliott 

ELLIOTT, CW Limerick Ecology Action 84/03/1* 4pp 2276* 152 
24X Fiche 50-352,84/03/19,8403270063 


B403290378 Request for reconsideration of Air b Water Pollution Patrol 
asbestos contention 

ROMAND, F R Air and Water Pollution Patrol DSB 166 B4/03/19 

Atomic Safety and Licensing BoaTd Panel 2pp 22814 142 24X 

Fiche 30-352,84/03/19,8403290378 


6403270017 Supplemental responses to info requests of City of 
Philadelphia Related correspondence 

BOYER, VS Philadelphia Electric Co DSB 112. 84/03/21 12pp 

22770 056 24X Fiche 50-353, B4/03/21, B40327001? 


840323033* Forwards complaint of util vs South Coventry Township filed 
on 840309, memorandum of law in apposition to petition for 
Preliminary Injunction 84-01*45 b order of court dissolving 
injunction against Township Related correspondence 

21TZER.F Limerick Ecology Action DSB 143 84/03/21 BRENNER. L 

MORRIS, P A < COLE. R F Atomic Safety and Licensing Hoard Panel 
32pp. 22787 065 24X Fiche 50-332,64/03/21,8403280336 


B40323000S Order delegating authority to exercise review functions 
over Fart 70 issues raised in proceeding to Appeal Board 
Served on 840322 

CHILK.9 J Office of the Secretary of the Commission DSD 070 
84/03/22 Atomic Safety and Licensing Appeal Panel 2pp 
22726 359 24X Fiche 50-352.84/03/22.8403230003 


B40323027S Order confirming briefing schedule for Friends of the Earth 
appeal of ASLB 84031* memorandum 8, order 8t for staff to 
provide Part 70 application 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel DSB 077 
84/03/22 Office of the Executive Legal Director 2pp 
22743094 24X Fiche 50-352,84/03/22,8403230276 


8403260333 Forwards supplemental correspondence E, document! re 
emergency planning, Mati lupplt earlier Itrt b covers period 
640206-0313 W/o ends Related correspondence 
BRADLEY, E J Philadelphia Electric Co DSB 098 84/03/22 

7 1 TIER, P Limerick Ecology Action 2pp 227*0 162 24X 

Fiche 50-352,84/03/22.8403260333 


6403270012 Informs that applicant will suppl B40217 responses to Info 
Requests 6,7,11 k 12 Related c nrTe spondanc e 

WETTEftHAHN, M j Conner b Wetterhahn WETTERHAHN, M J Philadelphia 
Electric Co DSB 109 84/03/22 BUSH, M U Philadelphia, PA 2pp 

22769 356 24X F t c he , 50-332, 84/03/22, 8403270012 


8403270071 Informs that feasibility of 840801 as current const 
completion date will he reviewed for possible advancement 
R e la ted correspond en c • 

KEMPER. J 8 Philadelphia ElectTle Co DSB 108 04/03/22 

EISENHUr, D 0 Division of Licensing 2pp 22766 164 24X 

Fiche 50—352. B4/03/22, 8403270071 


8403270301 Informs that monthly repts for Nov 1983 - Feb 1984 re 
Contract NRC-03 -83-092 being sent by express mail Related 
c orresp ondence 

nUTBERO, J Hearing Branch 2 DSB 135 84/03/22 ELLIOTT, CW 

Brose b Posulstillo 2pp. 22789 032 24X Fiche 50-392,84/03/82, 

8403270301 


6403280353 Forwards rept. "OHS Estreme Wind Haiard Analysis." W/o end 
Related c or re spend enc e 

KEMPER, J S Philadelphia Electric Co DSB 160 84/03/22 

SCNWENCER.A Licensing Branch 2 lp 22787 173 24X 

Fiche* 90-332, 84/03/22, 8403280353 


8403260349 Motion to dismiss particular onsite emergency planning 
contentions for which discovery not provided or no 
litlgable basis shown Certificate of Svc and 

CONNER, T B Philadelphia Electric Co CONNER, T B Cohnir b 
Wetterhahn DSB 094 84/03/23 Atomic Safety and Licensing Board 

Panel 16pp 22760 243 24X Fiche 90-392,84/03/23,8403260349. 


8403300122 Response to Limerick Ecology Action (LCA) supplemental Info 
on LEA offsite emergency planning contentions Certificate 
of Svc end 

FERKIN. Z 0 Pennsylvania. Commonwealth of, D9B 203 04/03/23 

7pp 22620 303 24X Fiche 90-392,84/03/23.8400300122 


B40329039S Forward* response to applicant motion to delete specific 
Instances in support of Contention VI — I as unrelated to 
welding or welding-related QA activities Certificate of 
Svc enc 1 

ROMANO, F R Air and Water Pollution Patrol DSB 201 84/03/29 

Atomic Safety and Licensing Board Panel tp 22814 326 24X 

Fiche 50-352. 84/03/25, 8403290399 


— 8403290397 Response to applicant motion to delete specific lnitances 
In support of Contention VI-I advanced by Air b Water 
Pollution Patrol as unrelated to welding or welding-related 
GA activities 

ROMANO, F R Air and Water Pollution Patrol 84/03/24 Atomic 
Safety and Licensing BoaTd Panel llpp 22814 327 24 X 

Fiche 50-352, 84/03/25. 8403290395 


8403270027 Notice of ASLB constitution L Brenner, chairman b RF Cole b 
PA Morrl ». members Served on 040326 

COTTER. B P Atomic Safety and Licensing Board Panel DSB 125. 
84/03/26 2pp 227*9 339 24X Fiche' 50-352. 04/03/26, 8403270027. 


8403270060 Stipulation re storage of unirradiated fuel 

WETTEftHAHN, M J Philadelphia Electric Co. ELLIOTT. C W Limerick 

Ecology Action. DB0 122 64/03/2* 2pp 227*6, 1*2 24X 

Fiche 90-352,84/03/26,84032700*0 


8403280331 Memorandum b order confirming 840321 oral ruling on 
affidavits re radiation releases from unirradlated new 
fuel rods Served on 840327 

BRENNER. L Atomic Safety and Licensing Board Panel. DSB 14B 
84/03/26 Office of the Executive Legal Diractor. 2pp 
22787.049 24X Fiche 50-352,84/03/26,8403280331 


8403280359 Order imposing temporary stay of ASLB 84031* memorandum b 
OTder pending receipt of Friends of the Earth appeal of 
order Served on 040328 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel DBB 161. 
64/03/27 3pp 22787 229 24X Flch* 50-352,84/03/27,0403200359 


0403300 129 Joint rept on status of negotiations re onsite emergency 
planning contentions b Limerick Ecology Action dismissal of 
particular c ontent l oni. Car t i f icat e of Svc end 
RADER, R M Philadelphia Electric Co RADER. R M Conner b 
Wetterhahn ELLIOTT. C W Limerick Ecology Action DSB 20* 
04/03/27 6pp. 22820 OOB 24X Fiche 90-392,84/03/27,8403300129 


8403300271 Forward* GA audit* re Colt Industries Fairbanks Horsa Engine 
D 1 v, diesel generators W/o end, Related correspondence 
WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN, M J Conner fc 
Wetterhahn DSB 212 84/03/27. 3pp 22824 037 24X 

Fiche 50-352,84/03/27,6403300271 


—6403300274 Response to Air b Water Pollution Petrol (AWPP) 840319 
motion to require further depositions re Contention Vi-1. 

AWPP failed to support request for relief b motion should be 
denied VJ/Cer t 1 f icate of Svc Related correspondence 
WETTERHAHN. M J Philadelphia Electric Co WETTEftHAHN, M. J. 
Affiliation Not Assigned 84/03/27 Atomic Safety and Licensing 
Board Panel 7pp 22824:040 24X Fiche- 50-392, 04/03/27, 

B 403300271 
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0403290374 Forward* portions of transcript* re A8LB B40320 ruling on 
admissibility of Limerick Ecology Action contortion! b City 
of Philadelphia issue* on facility DES.Suppl 1 Related 
correspondence 

HODQDON, A P Hearing Branch 2 DSB 199 04/03/20 ELLIOTT. C U 

Bros* b Poswistillo BUSH. H W Bu*h, M W FERKIN, Z 0 

Penniylvania. Commonwealth of. 3lpp 22814 071 24X 

Fiche 50-352,04/03/20,8403290374 


0403290304 Brief in oppoiitlon to intervenor Friend* of the Earth for 
stay of omit* storage of unirradiated fuel Stay request 
fail* to demonstrate any conceivable harm a* result of fuel 
storage Certificate of 8vc end 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN. M J Conner b 
Wetter hahn DSB 190 B4/03/2B 11pp. 22814 240 24X 

Fich* 50-382, B4/03/28, 8403290384 


8403290393 Memorandum 4, order confirming denial of Air b Water 
Pollution Patrol motion for further dispositions re 
Contention Vl-i Certificate of Qvc end 

BRENNER, L Atomic Safety and Licensing Board Panel DSB 187 
04/03/20 4pp 22814 322 24X Fich* 50-352,84/03/20,8403290393 


0403290399 Forwards staff 840320 response to Limerick Ecology Action 
supplementary info. 

VOOLER, B H Hearing Branch 2 DSB 200 04/03/28 BRENNER, L , 
MORRIS, P A , COLE, R F Atomic Safety and Licensing Board Panel 
2pp 22014 33B, 24X Fiche, 50-352, 04/O3/2B, 0403290399 


8403090055 Responds to IE Bulletin 83-06, "Nonconforming Matl* Supplied 
by Tube-Line Corp Facilities " Disposition of subj mail 
supplied by Guyon Alloys, Inc described Ten 6-inch 45 degree 
elbows b one 4-inch SR 90 degree elbow quarantined 
GALLAGHER, J Philadelphia Electric Co 84/02/16 MURLEY. T E 
Region i. Office of Director iOpp 22576 051 24X 

Fiche 50-352, 84/02/16, B403090O55 


B4O3Q70314 Forwards IE Insp Rapt* 50-352/04-01 b 50-353/84-02 on 
840103-31 No violations noted 

STAROSTECKI, H Division of Project b Resident Programs 84/02/22 
KEMPER, J S Philadelphia Electric Co 4pp 22546 204 24X 

Fiche 50-352,04/02/22,8403070314 


— 8403070319 IE Insp Repts 50-352/04-01 b 30-353/04-02 on 040103-31 No 
violations noted Major areas inspected followup on previous 
Insp findings, plant tour, f ol lowup on !E bulletins b Nuclear 
Reviaw Board Charter 

WIGGINS. J T , CHAUDHARY, S K . CONNER, E L Region 1. Office of 
Director 84/02/17 16pp 22546 208 24X Fiche 50-352, 04/02/22, 

8403070314 


0401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " 8vc list 
end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B30103> 04/02/28 Consolidated Edison Co of New 

York. Inc U3pp 22909 239 24X Fiche 50-000,84/02/28,0401190072 


— 8403290400 Response to Limerick Ecology Action 840313 supplementary 
info on offsite emergency planning contentions staff 
position remain* unchanged Certificate of Svc end 
VOOLER, B. H, Hearing Branch 2 04/03/20 2pp. 22814 3 40 24X 

Fich*. 50-352, B4/03/2B, B403290399 


8403300127 Tranimittal of ref* b errata to applicant 840321 testimony 
of WJ Boyer, DJ Thompson, DA Kline, L Stanley, EF Spfoat, 

WW Bauer*, TE Shannon b J Doering on Contention 1-42 Related 
correspondence 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN, M J Conner b 
Witterhahn DSB 204 84/03/28 7pp 22B20 245 24X 

Fiche* 50-352,04/03/28, 0403300127. 


8403020340 Advise* of consideration on use of plant-specific PRA b 
lever* accident risk assessment* (BARA) to assist NRC in 
evaluating sampling insp program Requests meeting In 
Mar 1904, to obtain insights from performing PRA b SARA 
STAROSTECKI, R Division of Project b Resident Programs B4/02/28 
KEMPER, J 3 Philadelphia Elsctrie Co 2pp 22439020 24X 

Fiche 50-352,84/02/28,8403020340 


8403070276 Ack receipt of 831222 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-332/83-12 
Response not in accordance W/I0CFR2 201 Addl info requested 
MARTIN, T T Division of Engineering b Technical Program* 84/02/28 
KEMPER, J B Philadelphia Electric Co 2pp. 22546 302 24X 

Fiche* 30-332, B4/02/23, 8403070276 


8403300120 Response opposing M Lewis 840314 motion for new contention 
bated on IE Info Notice 84-17 cooling of vital component! by 
liquid ni trogen. Cert i fic* t* of Svc end 

WETTERHAHN, M.J Philadelphia Electric Co WETTERHAHN, M J Conner b 
Witterhahn DSB 203 84/03/28 Atomic Safety and Licensing Board 

Panel. 12pp. 22820*291 24X Fiche 30-332,84/03/28,0403300129 


0 403300207 Forward* PH Paiery 840315 ltr re questions concerning 
fission products Ltr should be forwarded to appropriate NRC 
individual for response b response served in proceeding 
Sprved on 040330 

LANE, V, M. Atomic Safety and Licensing Board Panel, DSB 218 
34/03/29. VOOLER, B. H Hearing Branch 2. 2pp 22824:016 24X 

Fich*. 50-332,84/03/29, B403300287 


— 8403070281 Respond* to NRC 031122 ltr re violations noted in IE Insp 
Rept 50-332/83-12 Corrective actions field insp of MCC 
power panel performed b results being evaluated Actions to 
prevent recurrence will be completed by 840301 
KEMPER. J 8 Philadelphia Electric Co 03/12/22 MURLEY, T E 
Division of Engineering b Technical Programs 3pp 2254$ 304 
24X Fich* 30-332,84/02 / 20.8403070276 


8402090007 IE Info Notice B4-I4, "Highlights of Recent Transport 
Regulatory Rev* by DOT b NRC " Svc list end, 

GRACE, J N Division of GA» Safeguards b Inspection Program* (Post 
830103) 84/03/02 Consol Idatsd Edison Co of New York, Inc 

130pp 22352 329 24X Fiche 50-000, 84/03/02, B402090007, 


K. Utility Final Safety Analysis Report ( F8AR ) b amends 


84O3O20257 Forward* Rev 29 to F8AR 

BRADLEY, E. J. Philadelphia Electric Co 84/02/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22495.026 
24X Fiche. 50-352, 84/02/29, 8403020257. 


— 8403020273 Rev 29 to FSAR 

# Philadelphia Electric Co 84/02/29, 538pp 22495 056 24X 

Fiche: 50-352, 84/02/29, 0403020257. 


8403130036 Forwards Affidavit of Svc re distribution of Rev 29 to F8AR 
It Rev 17 to environ rept, per DO Eieenhut 010706 requeit. 

BRADLEY, E, J Philadelphia Electric Co 84/03/12 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director 5pp 22643 290 
24X Fich#* 50-352, 84/03/12, 8403150036 


B4Q209000B IE Info Notice 84-16, “Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emsrgency Preparedneis b Engineering 
Response {Post 830103), 84/03/02 Consolidated Edison Co. of New 

York, Inc 122pp 22533 098 24X Fiche 50-000, 84/03/02, 8402090000 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases “ 
Svc list duel 

JORDAN, E L Division of Emergsncy Preparedness b Engineering 
Raeponse (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc t!9pp 22533 217 24X Fiche 30-000, 84/03/02, 8402090009 


8403160241 Forward* IE Insp Repts S0-352/B4-03 b 50-353/84-01 on 
840109-10 b 12-13 No violations noted 

MARTIN, T T Division of Engineering b Technical Programs 84/03/02 
KEMPER, J S Philadelphia Electric Co 2pp 22661 036. 24X 

Fiche 30-352,04/03/02,8403160241 


0. Inspection reports, IE Bulletins b correspondence 


8403010307 Forward* IE Insp Rept 50-332/84-02 on 840103-06. No 
violations obsarvad. 

MARTIN, T T, Division of Engineering b Technical Programs, 84/02/16 
KEMPER, J. 3, Philadelphia Electric Co. 2pp. 22433 074 24X 

Fiche. 50-332, 84/02/16, 8403010307. 


— 8403010314 IE Insp Rept 50-352/04-02 on 840105-06. No violation* 
identi fled. Major areas inspactad, chemistry b radioactive 
effluent control program*. 

KCTTAN, J, J. , ZIBULSKY. H. i PABCIAK.WJ Region 1, Office of 

Director 84/02/14, 4pp. 22433:076 24X Fiche: 50-352, 84/08/16, 

8403010307. 


— B40316024B IE Imp Rept* 50-352/84-03 b 50-353/84-01 on 840109-10 b IS- 
IS No violation* noted. Major areas inspected preoperational 
radiological environ monitoring program. mgt control*, program 
for QC for analytical measurement* 

8TRUCKMEYER, R , PA3CIAK, W J Region 1, Office of Director. 

84/02/23 Spp 22661 038 24X Fich* 50-332,84/03/02,8403160241 


8402090011 IE Info Notice 84-17, “Problems M/Liquld Nitrogen Cooling 
Component* Below Nil Ductility Temp " Svc list encl 
JORDAN, E L Division of Emergsncy Preparedness b Engineering 
Response {Post 8301031 84/03/03. Consolidated Edison Co of Nsw 

York, Inc 1 17pp 22353 336 24X Fiche* 30-000, 84/03/03, 8408090011 
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8402090024 IE Info Notice B4-09.R*v I. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown By s " Sue li»t end 
JORDAN , E L Division of Emergency Preparedness i Engineering 
Rrspons t (Post 030103) 04/03/07 ConeOlldated Edison Co of New 

York, Inc U0pp 32633 049 24X Fiche 3O-OOO.04/O3/O7.04O2O9OO24 


6402090020 IE Info Notice 04-10. "Stress Corrosion Creeling in PWR 
8 '■/ a " Svc list end 

JORDAN. E L Division of Emergency Preparedness t Engineering 
Response (Post 030103) B4/03/07 Consolidated Edison Co of New 

York. Inc tlBpp 22304 106 24X Fiche 5O-0OQ, B4/Q3/07. 8402090026 


— -8403020 l 36 Revised testimony of Philadelphia Elsctic Co re ability of 
safety-related structures to withstand effects of postulated 
detonation due to ruptures of transmission pipelines 
U/Certiflcate of Svc Related correspondence 

• Philadelphia Electric Co 84/02/28 2?pp 22442. il 4 24X 

Fiche* 30-332, 04/02/26,840302012? 


B4030B0233 Transcript of 840303 hearing In Philadelphia, PA 
Pp 7, 368-7, 696 

« Commissioners 84/03/03 131pp. 22396.306 24X 

Fiche 80-392, 84/03/09, B4030S0299. 


8402090031 IE Bulletin 04-02- "Failures of GE Type UFA Relays in Use in 
Class IE Safety Sys * Svc list and 

DEYOUNQ.R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

134pp 22323.074 24X Fith e 30-000, B4 /03/12, 8402090031 


8403290144 Forwards IE Insp Reft 50-332/84-06 on 840206-09. No 
violations noted 

MARTIN, T T Division of Engineering & Technical Programs 64/03/13 
KEMPER . J S Philadelphia Electric Co 2pp 22S06 096 24X 

Fiche 30-392,04/03/13, B403290I44 


— 8403290 i 50 IE Insp Rept 30-332/84-06 on 040206-09. No violation* noted 
Major areas inspected on* 1 te/of f t i to safety committee 
ac tivi ty , operat i ona 1 staff training b fuel receipt b 
storage programs 

PRELL. J A , BIS9ETT.P , OLIVEIRA, U Region 1, Office of Director 
84/03/07 8pp. 22806 098 24X Fiche 90-382,84/03/13,8403290144 


8402090043 IE Info Notice 84-19, "Two Events Involving Unaut h or i i ed 
Entries into PWR Reactor cavities." Svc list encl 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103). 64/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 90-000,84/03/21, 0402090043 


8402090044 IE Info Notice 04-20. “Bvc Lift of Relays in Safety-Related 
Sys " Bvc list sncl 

JORDAN. E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc. 133pp. 22933 001 24X Fiche* S0-0C0, 04/03/21. 8402090044 


8403120092 Transcript of 840306 hearing in Phi ladelphia. Pa. Pp 7.676- 
7, 942 

* Commissioners 84/03/06 246pp. 22988 249 24X 

Fiche 30-392,84/03/06,8403120072 


0403120131 Transcript of B40307 hearing in Phi ladelphia, PA Pp 7.943- 
8, 188 

* Atomic Safety and Licensing Board Panel 84/03/07 216pp 

22989 263 24X Fiche 50-392, B4/03/07. 8403120191 


0403130040 Transcript of 640306 hearing in Philadelphia, PA Pp 8,199- 
0, 303. 

a Atomic Safety and Licensing Board Panel 04/03/08 260pp 

22990067 24X Fiche 90-052,84/03/08,8403130040 


0403130113 Transcript of B40309 hearing in Philadelphia, PA Pp 
6,384-8, SOS 

* Atomic Safety and Licensing BoaTd Panel 04/03/09 22pp 
22601 001 24X Fiche 50-352,84/03/09.8403130113 


8403220145 Transcript of 640319 hearing in Ph i ladelphia, PA Pp 8,506- 
8, 647 

• Atomic Safety and Licensing Board Panel. 84/03/19 180pp. 

22714 142 24X Fiche 50-382, 64/03/19, B403220145 


0403260254 Transcript of 840320 hearing in Philadelphia, PA Pp 8,647- 
0,842 Supporting documentation encl 

• Atomic Safety and Licensing Board Panel 04/03/20 202pp 

22755 208 24X Fiche 50-332, B4/03/20, S403260254 


R. Periodic operating report* & related correspondence 


B403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1764 Changes in FEMA 
finding dates not caused ty delay due to offsite emergency 
planning issues 

DIRCKS, W J Office of the Executive Director for Operations 
04/02/21 PALLADINO Comml i si onars 9pp 22492 063 24 X 

Fiche 50-000, B4/02/21, 8403020443 


8 Reportable occurrences, LERs 6 related correspondence 


64031300B4 Final Significant Deficiency Rept 12? re Agastat CR0095 
Te-lay socket faliurss Defective sockets replaced w/Agastat 
CR002 sockets, correcting any adverse safety implications 
Induced by eocket failure 

KEMPER, J, S Philadelphia Electric Co. 04/02/17. HURLEY, T. E 
Region I, Office of Director 3pp 22570:343 24X 

Fiche 50-392,84/02/17,8403130004. 


8403260233 Forwards summary list of deficiencies identified per 
1OCFR90 55(e), Part 21 S< potential generic Itr rspts for 
c omments 

STARQSTECK1, R Division of Project b Resident Programs. 84/02/28 
Region 1, Dfflce of Director 7pp 22736 063 24X 

Fiche 80-000.84/02/28,8403260233 


B403270219 Part 21 rept re broken contact carrier in control device of 
7 9 kV-13 kV, 300-730 MVA, 3 kV 330-3,000 4 all HKV circuit 
6r eaker s. Initi a 1 ly reported on 830223 Addenda to 
installation & maint procedures tent to affected units 
DUVALL, D D Broun Boveri Carp (subs of Brawn Dover 1 b Co , Ltd } 

84/03/19 Record Service* Branch (Document Control Desk). 3pp 

22772 114 24X Fiche: 30-000, B4/03/17, 8403270219. 


T Hearing transcripts on non-antltrust mattsr* 


8403020129 Forwards revised testimony re ability of safety-related 
structures to withstand effects of postulated detonation 
resulting from assumed ruptures of Arco t, Columbia gat 
transmission pipelines Related correspondence 

WETTERHAHN, H J Conner h Watterhahn, WETTERHAHN, M J. Philadelphia 
Electric Co 84/02/28 BRENNER, L Atomic Safety and Licensing 
Board Panel 2pp. 22442.112. 24X Fi ehe: 80-332, 84/02/ 26, 8403020129 


8403260013 Transcript of 940321 hearing in Philadelphia, PA Pp 0,943- 
9,099 Supporting documentati on encl 

• Atomic Safety and Licensing Board Panel 94/03/21 283pp 

22746 001, 24 X Fiche 90-352 , B4/03/21, 94032600 15. 


8403260334 Transcript of Commission 840321 af f irmation/d i scust ion 6 
vote In Wash ingtan, DC re proposed order delegating authority 
to ASLB to hear Part 70 issues raised In Limerick 
proceeding Pp 1-3 

* Commissioners 64/03/21 ,6po 22775.261 24X 

Fiche 50-J52, 84/03/21, 8403260334 


0403270042 Transmittal of testimony re Contention 1-42, "Environ 
Qualification of Electrical Equipment " Related 
correspondence 

WETTERHAHN, M. J Philadelphia Electric Co WETTERHAHN, M. J. Conner b 
Wetterhahn DBD 120 84/03/21 2pp 22769:242 24X 

Fiche 30-352,84/03/21,8403270042 


— 8403270048 Testimony of WJ Boyer, DJ Thompson, DA Kline, L Stanley, EF 
Bproat.WW Boyers, TE Shannon b J Dotring re Contention 1-42. 
"Environ Qualification of Elactrlcal Equipment " Certificate 
of Svc encl 

BOYER, W J . THOMPSON, D J . KLINE, D A Philadelphia Electric Co 
64/03/21 55pp 22769 244 24X Fiche 80-392,84/03/21,8403270042. 


6403270296 Testimony of A Mate lantonio on Limerick Ecology Action 
Contention 1-42 r* electrical environ qualification. Related 
c orrsspondence 

MASC 1 ANTONIO, A Equipment Qualification Branch. DBB 130 B4/03/2I. 

lOpp 22707*037. 24X F ichal 90-3 52, B4/03/21, 8403270296 


04O327O17I Transcript of 840322 hearing in Philadelphia, PA Pp 9,060- 
9,266 

a Atomic Safety and Licensing Board Panel. 04/03/22 210pp. 

22773* 150, 24X Fiche* 90-352, 84/03/22, 8403270171. 


8403270160 Transcript of 040323 hearing in Phi ladelphia, PA. Pp 9,267- 
9, 401, 

* Atomic Safety end Licensing Board Panel. 84/03/23. 137pp. 

22764*233. 24X Fi c he* 50-352. B4/03/23, 8403270160 


0403300007 Memorandum serving transcript pages re S40323 prefiled 
testimony on Limerick Ecology Action Contention 1-42 
concerning environ qualification, Served on B40329 
BRENNER, L. Atomic Safety and Licensing Board Panel DBB 209. 
64/03/29 ip 22822 131 24X Fiche: 80-382, 84/03/29, 8403300009. 
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— 8403300014 Transcript Pp 9,270-9,274 of 840323 testimony on Limerick 
Ecology Action Contention 1-42 re environ qualification 
■* Office of the Executive Legal Director * Philadelphia 
Electric Co * Limerick Ecology Action 64/03/2? 9pp 
22922 132 24X Fiche* 30-382. 04/03/2?, 0403300009 


DOCKET 30-353 LIMERICK GENERATING STATION, UNIT 2 


A. App 1 icat i on/c onetr uc t i on etago document! t< correspondence 


0402090003 Respond! to FOIA request for const completion dates for 
nuclear plants currently under const 4, analyses containing 
estimates based on inclusion of Caseload Forecast Panel 
msetlngs Forwards App A, B N C documents 
FELTON, J. M Division of Rules and Records. 63/10/31 
ROSENBAUM, D M Technical Analysis Corp 19pp 22193 292 24X 

Fiche: 50-000, 03/10/31,8402090003 


—8402090193 Handwritten notes (< calculations re const activities & fuel 
load preparation 

* NRC - No Datal led Affiliation Given 79/07/24 5pp 
32199, 097 24X Fiche 30-000, B3/10/31, 0402090003 


8401240207 Forwards addl info re stress-assisted corrosion cracking of 
primary sys comments & potential main cooling tower failure 
modes J< consequences, In response to ACR8 031018 Itr 
KEMPER, J S. Philadelphia Electric Co 64/01/19 SCHWENCER, A. 
Licensing Branch 2. 3pp 21908 146 24X Fiche 50-392, 04 /Ot/1 8, 

8401240207 


— 8401240211 "Rapt on Effects of Postulated Failure of Cooling Tower 
W/thrae ovarsixa drawings Aperture cards ars available in 
PDR. 

* Philadelphia Electric Co P-2S1/2 63/12/31 I5pp 

21908 191 24X Fiche 90-392,84/01/18,8401240207 


8403020104 Forwards magnetic tape containing hour by hour 
meteorological data for Oct 1983 - Jan 1904, per 831013 ltr, 

Data from primary meteorological tower V. satellite tower 8, 
tape formats described 

KEMPER, J 8, Philadelphia Electric Co 84/02/27 BCHWENCER, A 
Licensing Branch 2 3pp, 22443,240 24X Fiche 50-352,84/02/27, 

0403020104. 


8403020237 Forwards application for amend to CPPR-106 t, CPPft-107 Cflled 
in Category A), Rev 17 to environ rept - OL stage (filed In 
Category C) 1< Rev 29 to F8AR (filed in Category K) 

BRADLEY, E J Philadelphia Electric Co. 84/02/29 DENTON, H. R, 

Office of Nuclear Reactor Regulation, Director 2pp 22495*026 
24X Fiche: 50-352, B4/02/29, 8403020257 


— 8403020266 Application for amend to CPPR-106 !< CPPR-107 Certificate of 
Bvc end. 

KEMPER, J 8. Philadelphia Electric Co 64/02/27 6pp 22499 026 
24X Fiche 50-352,84/02/29,8403020257 


8403190262 Forwards request for addl Info re standby gas treatment sys 
Info needed to eveluete F6AR, Section 6 9, Rev 25 
BCHWENCER, A Licensing Brench 2 04/02/29 BAUER, E, G 

Philadelphia Electric Co 4pp 22648 342. 24X 

Fiche: 80-352, 84/02/29, 0403150262 


B4O316O109 Notification of 040314,15 S< 16 meetings w/util In 
Philadelphia, PA fc Montgomery County, PA, respec tively, to 
discuss NRC audit of environ qusl i f icetion files & installed 
equipment, 

KINTNER, L. L Licensing Brench i 84/03/05 BCHWENCER, A, Licensing 
Branch 2. 4pp. 22662.299. 24X Fiche 90-352,84/03/09,6403160189 


8403160192 Advises of errors made in wind direction frequencies for 
CRAC2 calculation Revised calculations for severe accident 
risk assessment expected to change predicted latent cancer 
fatal i ties. 

KEMPER, J B, Phlladslphle Electric Co, 04/03/13 BCHWENCER, A. 
Licensing Branch 2. 2pp. 22695 244 24X Fiche 90-392,84/03/13, 

8403160192. 


8403190197 Forwards Rev C to Anchor/Darl ing Valve Co Drawing 93—14162, 
correspondence re HPC1,RC1C l< reactor water cleanup 
containment isolation valve closure capabilities s, R«v 23 co 
Mat! Requisition B031-P-104, per 840202 telcon. 

KEMPER, J. 8, Philadelphia Electric Co. B4/03/13 BCHWENCER, A 
Licensing Branch 2. 134pp. 22670.001. 24X Fiche' 50-3 82, 84/03/13, 

8403190197 


B402O9OO41 Board Notification 84-050. provides Commission policy 
statement t proposed rulemaking on environ qualifications 
EI8ENHUT, D. 0 Division of Licensing. 84/03/14, Atomic Safaty and 
Licensing Board Panel. 10pp. 24X Fiche. 50-000, 84/03/14, 8402090041 


C Utility Environmental Report (ER1, amends 6 correspondence 


8403020297 Forwards Rev 17 to environ rept - OL stage 

BRADLEY, E J Philadelphia Electric Co 04/02/29 DENTON, HR 
Office of Nuclear Reactor Regulation, Director 2pp 32499 026 
24X Fiche 50-392,84/02/29,8403020257 


— 8403020270 Rev 17 to environ rept - OL stage 

* Philadelphia Electric Co 84/02/29 20pfl 22495 034 S4X 
Fiche 50-332,64/02/29,8403020297 


8403150036 Forwards Affidavit of Svc re distribution of Rev 29 to FSAR 
8, Rev 17 to environ rept, per DO Eisenhut 810706 request. 

BRADLEY. E J Philadelphia Electric Co 64/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Spp 22643 290 
24 X Ftehe 50-392.84/03/12,8403150036 


D NRC Draft/Final Environmental Statements, supp 1 s l< correspondence 


B403160026 Notifies that Natl Ctr for Devices & Radiological Health has 
no comment re postulated plant accidents described in DEB 
(NUREG-0974) 

VILLFDRTH, J C Food J, Drug Administration, 64/02/10 SCHWENCER, A 
Licensing Branch 2 lp 22634 346 24X Fi che: 50-392, 84/02/10, 

8403160026 


E NRC Safety Evaluation Report (8ER>< supple & correspondence 


9403010144 Forwards draft KPER pages containing Info to close BEfi 
Open Issue 15 re electrical cable & cable tray 8, fire areas 
having high concentrations of cables Info in draft FPER 
wit! be incorporated Into Rev 5 icheduled for Mar 1984 
BOYER, VS Philadelphia Electric Co 84/02/16 SCHWENCER, A 
Licensing Branch 2 9pp 22433 313 24X Fiche: 30-332, 84/02/16, 

6403010144 


8403050161 Forwards "Structural Steel Burvivab 1 1 1 ty Evaluation," in 
response to 840209 request for addl info (RAI 200 26), 
per 6ER Open Item 14 

KEMPER, J 8 Philadelphia Electric Co 64/02/29 SCHWENCER. A 
Licensing Branch 2 3pp 224B3 037 24X Fiche 50-332,84/02/29, 

8403090161 


8403260249 Forwards "UHS Extreme Wind Haiard Analysis, " in reeponse to 
630000 ltr re BSER Open Issue 2 

KEMPER, J 8 Philadelphia Electric Co 64/03/22 SCHWENCER, A 
Licensing Branch 2 2pp 22759 001 24X Fiche 50-392,84/03/22. 

6403260249 


— 6403260233 "UHB Extreme Wind Haiard Analysis " 

BITOWF, TB. , PARRY, GW NUS Corp. NVS-4907 64/03/31 134pp 

22739 004 24X Fiche 90-332,84/03/22,8403260249 


F. Security, medical, emergency U fire protection plans 


6403070361 Public version of revised emergency plan implementing 
procedure*, including Procedure EP-201 re technical support 
ctr activation, EP-210 ra dose assessment team & EP-222 re 
field survey group (4/831212,840219 ltrs l> 840302 memo 
DALTROFF.B L Philadelphia Electric Co 83/11/30 MURLEY, T E 
Region 1, Office of Director SCHWENCER, A Licensing Branch 2 
165pp. 22566 061 24X Fiche 50-332, B3/1 1/30, 8403070361 


6403090290 Public version of Rev 0 to emergency plan Implementing 
procedure*, including Procedure EP-110 re personnel assembly, 

EP-221 r» personnel dosimetry 4, EP-206 re security team 

activation W/831212 ltr & JM Felton release memo 

DALTROFF, S L Philadelphia Electric Co 83/11/30 BCHWENCER, A 

Licensing Branch 2. 80 pp. 22592 062 24X Fiche. 50-332, 83/11/30, 

6403090290 


B403010144 Forwards draft FPER pages containing info to close 6ER 
Open Issue IS re electrical cable tn cable tray & fire areas 
having high concentrations of cables Info In draft FPER 
will be incorporated into Rev 3 scheduled for Mar 1984 
BOYER, V 8 Philadelphia Electric Co 84/02/16 SCHWENCER, A 
Licensing Branch 2 9pp 22433 313 24X Fiche* 50-352, 84/02/16, 

8403010144 


0402090006 Boerd Notification 04-034 forward* R Vollmer 640206 memo to 
D Eisenhut r« fire research result* concerning fires in 
electrical cabinets In control room 

EISENHUT, DG. Division of Licensing. 04/02/23 PALLADINO 
Commissioners, ip. 22376’ 203 24X Fiche 90-000,04/02/23, 

8402090006 
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— B4030903I6 Recommends that info re fire research results concerning 
fires In electrical cabinets in control room be submitted 
foT board notif 1 c at ion. per NRR Qfc Ltr I9,dtd 321001 Further 
evaluation of test data required 

VOLLMER.R H Division of Engineering 34/02/06 Et SEN HUT/ D 0 

Division of Licensing lOpp 22976 204 24X 

Flche 50-000,64/02/83.8402090006 


6403190043 Notification of 04O41B uiorkshop in King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown Insp tt topics described in !E Info Notice 
84-09 Agenda for workshop enc 1 

MURLEY, T E Region 1. Office of Director 34/03/09 O'TdOLE, J 0 
Consolidated Edison Co of New- York, Inc FIEDLER, P B General 
Public Utilities - GPU Service Corp 35pp 22672 062 24X 

Flche 50-000,84/03/09,3403190243 


3403210023 Forwards response to NRC 840306 6 00 requests for addl info 
re emergency action leve 1 s, sp ec 1 flea 1 1 g, con talrunent 
radiation levels Draft changes to emergency plan will be 
incorporated as stated in end 

DALTROFF.SL Ph 1 1 a de 1 ph 1 a E 1 e e tr 1 c Co 64/03/16 SCHWENCEfi, A 

Licensing Branch 2 30pp 2B70S 255 24X Fiche 50-353,34/03/16, 

3403210023 


0 Adjudicatory correspondence 


6403010271 Forwards Teply to applicant It staff response to City of 
Philadelphia issues 

SMOLEN, H Philadelphia, PA 84/02/23 Docketing 6 Service* 
Branch Ip 22432 207 24X Fiche 50-352,84/02/23,8403010271 


— 3403010275 Reply to applicant 6 itaff responses to City of Philadelphia 
issues re emergency response plan State plan does not 
contain & Is not based upon standardised protective action 
guidance foT exposure fTom feedstuff* 8, water 
SMOLEN, H Philadelphia, PA 64/02/28 Atomic Safety and 
Licensing Board Panel 43pp 22432 203 24X 

Fiche 50-352,94/02/23,3403010271 


3403020099 Forwards answer to City o-f Philadelphia Interrogatories on 
«yi Inte rac t ion, d eslgna ted Discovery 28 N/eiception of three 
lilted document*, documentary mat! responsive to request will 
be made available for insp Related correspondence 
WETTERHAHN, M J Conner *< Wetterhahn B4/02/29 BUSH, M W 
Philadelphia, PA 6p p 22443 04 B 24X Fiche 50-352,34/02/29, 

3403020099 


— 8403020103 Answer* City of Philadelphia Interrogatories on syt 
interaction contention Certificate of 8vc encl Related 
correspondence 

BOYER,*/ S Philadelphia Electric Co 84/02/27 6Spp 22*43 054 
24 X Flche 30-352,84/02/29,3403020099 


6403020125 Transmittal of matl supporting applicant B4022B revised 
testimony re ability of safety-related structures to 
withstand effects of postulated detonation from pipeline 
ruptures Certificate of Sve encl Related correspondence 
WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN, M J Conner 6 
Wetterhahn 84/02/29 4pp 22442 143 24X Flche 50-352,04/02/29, 

8403020125 


9403020163 Response opposing new contention proposed by Air tt Hater 
Pollution Patrol re discharge of asbestos fibers Contention 
lacks basis St specificity required by 10CFR2 714(b) 

Certificate of Bvc encl 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN, (1 J Conner <• 
Wetterhahn 94/02/29 Atomic Safety and Licensing Hoard Panel 
llpp 22442 006 24X Flche 50-352, B4/02/29, 8403020163 


8403060129 Forwards Certificate of Bvc for reply to applicant !< staff 
responses to City of Philadelphia issues 

SMOLEN, H Philadelphia. PA 34/02/29 Docketing 6 Services 
Branch 5pp 22506 327 24X Flche 50-352, B4/02/29, B40306D1 29 


8403060091 Response opposing Friends of the Eerth B40224 motion to 
strike applicant It staff structural analysis testimony 
Motion fails to establish testimony as unreliable 
Certificate of Bvc encl. Related correspondence 

WETTERHAHN, M Philadelphia Electric Co WETTERHAHN, M Conner t< 
WetteThahn 84/03/01 Atomic Safety and Licensing Board Penal, 

6pp. 22516 339 24X Flche 50-352, 34/03/01, B403060001 


B4D3140118 Forwards c r oss-e saml nat Ion plans for structural analysis 
hearing on blast overpressures, per ASLB 340120 order M/o 
oncl 

VOQLERj B H Hearing Branch 2 04/03/01 BRENNER, L , COLE, R F , 

MORRIS, P A Atomic Safety and Licensing Board Panel 2pp 
22623 338 24X Fiche 50-352,04/03/01,0403140119 


8403060097 Memorandum & order denying lntervenor Lewis 831224 motions 
bated on newly received Info Lewis discovery rights not 
abridged per Contention 1-62 W/Cortl f lcate of Bvc 

□RENNER, L , COLE. R F . MORRIS, P A Atomic Safety and Licencing Board 
Panel 84/03/02 Lewis, M llpp 22506 262 24X 

Flche 50-352,84/03/02,8403060097 


8 4 03070142 Response opposing Air Si Hater Pollution Patrol 840221 
request for extension of discovery period for Contention 
VI-1 Certificate of Bvc encl Related correspondence 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN, M J Conner Si 
Wetterhahn 34/03/02 Air and Water Pollution Patrol 7pp 

22538 291 24X Flche 50-392,04/03/02,9403070142 


8403070236 Reiponse to Air & Water Pollution Patrol motion to compel 
discovery Applicant denies that answer to interrogatory 
evasive Related correspondence 

WETTEnHAHN, M J Philadelphia Electric Co WETTERHAHN, M J Conner Si 
Wetterhahn 84/03/02 Atomic Safety and Licensing Board Panel 

3pp 22936 217 24X FI c h e 90-392> 84/03/02, 8403070236 


— 9403070238 Response opposing Air & Mater Pollution Patrol request for 
depositions re Contention VI-1 No reason given why 
depositions necessary W/Certif lcate of 8vc 

WETTERHAHN, M J Philadelphia Elactrle Co WETTERHAHN. M J Connar 
6 Wetterhahn, 84/03/02 Atomic Safety and Licensing Board 
Panel 6pp 22936 221 24X Fich C 50-392, 34/03/02, 0403070236 


0403140085 Response opposing Friends of the Earth 040223 application to 
file contention based on. new matter re fuel storage 
Certificate of 3vc encl 

WILCOVE, M N Hearing Branch 2 84/03/02 Atomic Safety and 

Licensing Board Panel 14pp 22633 235 24X Flche. 50-352, B4/03/02, 

8403140085 


8403140115 Response to Limerick Ecology Action Si City of Philadelphia 
contentions filed on 040214 re environ assessment of severe 
accidents as set forth in DE8. Suppl 1 Certificate of Bvc 
end 

VOQLEfi, B H , HODODON, A P Heerlng Branch 2 84/03/03 Atomic 

Safety and Licensing Board Panel 17pp 22623 340 24X 

Flche 50-352, 04/03/03, 84031401 15 


0403120001 Notice of withdrawal of offsite emergency planning iesue ra 
evacuation time estimate study Applicant B40224 
r apresantatlon addresses issues W/Certi f lcate of Bvc 
FERK1N, l 0 Pennsylvania, Commonyee 1th of, 04/03/09 Spp 
22508 036 24X Flche 50-332,04/03/05,8403120001 


0403140105 Reiponse opposing Air Si Water Pollution Patrol (AWPP) 840215 
motion filing new info contention AWPP fails to mist stds 
for late-filed contentions Certificate of 8vc encl 
WRIGHT, N A Hearing Branch 2 84/03/05 Atomic Bafaty and 

Licensing Board Panel 9pp 22623 330 24X Fiche 50-352, B4/03/05, 

0403140109 


8403130411 Forwards notice of change of address h firm name Certificate 
of Svc encl 

8UCARMAN. R V Bugarman St Denworth SUGARMAN, R J Del-Aware 
Unlimited, Inc. 84/03/07 Docketing S< Services Branch 6pp 
22616:319 24 X Fiche 50-332,04/03/07,0403130411. 


8403140110 Findings of fact 6 conclusions of law In form of partial 
initial decision on Air Sc Water Pollution Patrol Contention 
V-4 re carburetor icing Certificate of Bvc encl 

HODODON, A P Hearing Branch S 84/03/07 2Spp 22624' 075 24X 

Fiche, 50-392, 04/03/07. 8403140110 


8403150024 Reply findings of fact St conclusions of lew re 
Contention V-4 In response to Air 6 Water Pollution Patrol 
(AWPP) 040224 proposed findings AWPP findings should be 
rejected Certificate of Svc encl 

WETTERHAHN. M J , NICHOLS, N. N Philadelphia Electric Co. 
WETTERHAHN. M J Conner k Wetterhahn 04/03/12 9pp 82641:292 
24X Fiche 90-352, 34/03/18, B403190024 


B40306024B Amsuer to new contentions proposed by Friends of the Earth 
on onsite storage of unirradlated fuel k transmittal of 
related correspondence Proposed late contentions should be 
denied Certificate of Svc encl 


WETTERHAHN. M J Philadelphia Electric Co WETTERHAHN. M J Conn 
Wetterhahn B4/03/01 Atomic Safety and Licensing Board Panel 
33pp 22517 079 24X Flche 90-352,84/03/01,0403060248 


St 


8403190007 Responses to util interrogatories on Contention 1-42 
Certificate of svc encl, Related correspondence 

* Philadelphia, PA 84/03/12 Philadelphia Electric Co. 15pp 

22665.337 24X Fiche 50-392,04/03/12,8403190007 
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8403160010 Forward* affidavit of LJJ Pyrth it PS Btansbury re 
hypothetical accidents Involving unirrad la t *d fuel to be 
■tored at plant No credible potential for violating 
regulation* identified Related correspondence 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN, M J Conner it 
Wetterhahn. 84/03/13 lp 22662 164 24X Ftche 30-332,04/03/13, 

8403160010 


— 8403160187 Affidavit of LB Pyrlh re storage of unlrradiated fuel No 
potential for violating provision* of 10CFR2O a* result of 
credible accident* affecting new fuel assemblies stored at 
plant Certificate of 8vc end 

PYRIH.L 8 Philadelphia Electric Co 04/03/13 22p P 22662 163 

24X Fiche 30-332, 04/03/ 13, B403160010 


— 3403160108 Affidavit of PS Stansbury re calculation of espasure rate* 
in various assumed configurations of specified quantities 
of U enriched to 1 897. In Isotope U-233 

STANSBURY, P 8, General Electric Co 84/03/12 9pp 22662 186 
24X Fiche. 50-332. 84/03/13, 8403160010 


0403190132 Appeal opposing dismissal of Anthony/Fr lends of the Earth 
contention on util application to store nuclear fuel 
outdoors it ASLB denial of immediate stay on moving fuel 
ANTHONY, ft L. Anthony, R L ANTHONY, R L Friend* of the Earth 
04/03/13 Atomic Safety and Licensing Appeal Panel lp 
22666 306 24X Fiche 30-332, B4/03/1 3, 8403190132 


— 8403190130 Application to file contention re util application to store 
fuel outdoor* Fuel storage £s haiard to community due to 
question of whether bldgs can withstand overpressures b 
impacts from offsite accident* 

ANTHONY, R. L Anthony, R L ANTHONY, R L Friend* of the Earth 
94/02/23. Atomic Safety and Licensing Board Panel lp 
22666:307 24X Fiche' 30-352, 84/03/13, 8403190132 


— 8403190142 Addition to application for contention re util application 
to move l store 764 bundle* of fuel Util plans to move 
highly dangerous fuel onto site In Har 1984 It stare fuel 
in especially vulnerable location far 4 months 
ANTHONY, R L Anthony, ft L ANTHONY, R L Friend* of the Earth 
84/02/28 Atomic Safety and Licensing Board Panel 2pp, 

22666 308 24X Fiche 30-333,84/03/13,8403190132 


8403190160 Affidavit of N Ketilaeh re possibility of radiological 
raleaiat from fuel assemblies In shipping containers in 
violation of NRC regula ti on*. Cert if i cate of 8vc end 
KETZLACH, N Uranium Fuel Licensing Branch. 84/03/13 5pp 
22660.338 24X Fiche- 30-332, 04/03/13, 8403190160. 


8403190173 Forward* ND Romney 840313 memo to 0 Lear re result* of 
040306 conference call from applicant 

VOOLER, B H Hearing Branch 2 84/03/13 BRENNER, L , H0RRJ8.P A . 

COLE, R, F. Atomic Safety and Licensipg Board Pane) 4pp 22671 198 
24X Fiche, 30-332, 84/03/13, 8403190173 


B403200090 Forward* 040313 ltr documenting discovery of error* in 
predicted consequences reported in severe accident risk 
assessment Consideration of admissibility of contentions 
should proceed as scheduled Related correspondence 

WETTERHAHN, M U Conner & Wettarhahn WETTERHAHN, M J Philadelphia 
Electric Co 84/03/13, BRENNER, L , HORRIS, P A , COLE, R F Atomic 
Bafaty and Licensing Board Panel 3pp 22603 29B 24X 

Fiche- 30-352, 84/03/13, 8403200090 


8403200144 Forward* listed eddl info ra HPCI isolation valves, par NRC 
Equipment Qual if ication Branch 840202 talcon request W/a 
and. Related correspondence 

KEMPER, J.B. Philadelphia Electric Co 84/03/13 8CHWENCER, A 
Licensing Branch 2 2pp, 22699:139. 24X Fi ch a* 90-392, 84/03/13, 

6403200144. 


04O319OO3B Motion for new contention based on IE Notice 84-17 re 
problems w/liquld nitrogen cooling components below nil 
ductility temp Facility design deficient because liquid 
nitrogen can cool Vital components below temp 

LEWIS, M I Lewis, M, 84/03/14 Atomic Safety and Licensing Board 
Panel, 4pp. 22666.233 24X Fiche- 30-332, 84/03/14, 8403190038 


0403190040 Order directing parties to hold settlement conferences for 
onsite emergency planning contention* Courtesy 
notification end. 

BRENNER, L, Atomic Safety and Licensing Board Panel 84/03/13 
Office of the Executive Legal Director. 9pp. 22666.240 24X 

Fiche. 30-332, B4/03/19, 8403190040 


6403190140 Supplemental info on Limerick Ecology Action offsite 
emergency planning Contentions 3,4,13,17,20 b 2B requested 
at pra-haaring conftrenca Certificate of Bvc encl. 

e Limerick Ecology Action B4/03/13 Atomic Safety and Licensing 
Board Panel 34pp 22666:316 24X Fiche. 30-332, 84/03/13, 

8403190140 


6403190153 Order confirming miscellaneous oral rulings made at 
hearing held during uik of 040305 Testimony 4 hearing 
schedules listed Courtesy notification encl 

BRENNER, L Atomic Safety and Licensing Board Panel 84/03/15 
Office of the Executive Legal Director 8pp 22668 346 24X 

Fiche 30-352,84/03/15.8403190153 


0403200015 Forwards revised radiological emergency response plan for 
Pennhurst Mental Retardation Ctr to ASLB, intervenors b City 
of Philadelphia U/o encl Related correspondence 

BEL8ER, A L Pennsylvania, Commonwealth of, 04/03/13 BRENNER, L , 
MDRRI9, P A , COLE, R F Atomic Safety and Licensing Board Panel 
2pp 22696 344 24X Fiche 30-332,84/03/13,0403200013 


0403200060 Forward* "Protective Order on BNM Security Plan Info' 1 b 
"Affidavit of Non-Disclosure" re storage of irradiated fuel 
Certificate of 8vc encl Related correspondence 

WETTERHAHN, M J Conner b Wetterhahn WETTERHAHN, H J Philadelphia 
Electric Co 84/03/16 BRENNER, L , COLE, R F , MORRIS, P A Atomic 
Safety and Licensing Board Panel !4pp 22604 342 24X 

Fiche 50-332,84/03/16,0403200060 


0403200070 Memorandum b order on Friend* of the Eerth contention* b 
Limerick Ecology Action petition re Part 70 application to 
store new fuel 

BRENNER, L . MORRIS, P A Atomic Safety and Licensing Board Panel 
84/03/16 30pp 22683 1 06 24X Fiche 50-352,84/03/16,8403200070 


0403200110 Requests that encl AS Joffe 840311 ltr re asbestos piping be 
served to parties in proceeding 

LANE, V M Atomic Safety and Licensing Board Panel 04/03/16 
CLEMENTS, W L Office of the Secretary of the Commission 2pp 
22699 043 24 X Fiche 30-352,84/03/16,8403200110 


8403210067 Forwards Commission statement of policy re challenge to 
elimination of financial qualification review requirements 
Related correspondence 

WRIOHT, N A Hearing Branch 2 04/03/16 BRENNER, L , MORRIS, P A , 

COLE, R F Atomic Safety and Licensing Board Panel 4pp. 22705 032 
24X Fiche 30-352,84/03/16,0403210067 


8403210096 Forward* Transportation Certification Branch 840312 memo 
b Certificate of Compliance mentioned In 840313 affidavit 
of N Ketilaeh Related correspondence 

WRIOHT, N A Hearing Branch 2 04/03/16 BRENNER, L , MORRIS, P A , 

COLE, R F Atomic Safety and Licensing Board Panel 7pp 22706 001 
24 X Fiche 30-352,84/03/16,8403210096 


0403210128 Forwards Delaware River Basin Commission Aug 1980 final 
environ assessment for Neshamlny Water Supply 9ys b 000023 
negative dec laratlon, per A9LAB 840315 telcon request W/o 
encl Related correspondence 

HDOODON, A P Hearing Branch 2 04/03/16 KOHL, C N . EOLEB.O J . 

OQTCHY, R. L Atomic Bafety and Licensing Board Panel 2pp 
22707 262 24X Fiche 30-332,04/03/16,0403210128 


8403280394 Memorandum b order on Friends of the Earth contentions b 
Limerick Ecology Action petition based an 1OCFR70 
application to store new fuel Served on 840327 

BRENNER, L , MORRIS, P A Atomic Safety and Licensing Board Panel 
D8B 147 84/03/16 Friends of the Earth. 30pp 22787 174 24X 

Fiche: 30-332, 84/03/16, 0403280354 


8403210092 Answer to Limerick Ecology Action (LEA) supplemental Info 
on LEA offsite emergency planning contentions Proposed 
contentions should be denied Certificate of Svc encl 
CONNER, T D Philadelphia Electric Co CONNER, T 0 Conner b 
Wetterhahn 84/03/19 17pp 22703:: 322 24X Fiche 30-332,84/03/19. 

8403210092 


8403210103 Motion, to delate specific Instances In support of Contention 
VI-1 advanced by Air L Water Pollution Patrol as unrelated 
to welding or welding (JA activities Certificate of Svc encl. 
WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN, M. 3 Conner b 
Wetterhahn 84/03/19 Atomic Bafety and Licensing Board Panel 
lOpp 22706 118 24X Fiche- 30-332, 84/03/19, 8403210103 


8403210167 Forward* Commission "Statement of Policy an Environ 
Qualification" b proposed rule, "Environ Qualification of 
Electric Equipment! Remove 1 of B20630 Deadline." Related 
correspondence 

HODQDDN, A P. Hearing Branch 2 D8B 017 84/03/19 BRENNER, L , 

COLEiR.F. » MORRIS, P A Atomic Safety and Licensing Board Panel 
llpp, 22710 133 24X Fiche 30-332.84/03/19,0403210167 


B403220226 Forward* request for reconsideration of asbestos contention 
b motion requiring further deposition* re Contention VI — I 
ROMANO, F. R, Air and Water Pollution Patrol D8B 046 84/03/19 

BRENNER, L , MORRIS, P , COLE, R Atomic Safety and Licensing Board 
Panel lp 22719-007 24X Fiche, 50-332, 04/03/19, 8403220226 
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— 040322022? Request for T econs i derat i on of asbestos contention Hoard 
did not adequately address hazard to public 
ROHANQ, F R Air and Hater Pollution Patrol B4/03/I9 
BRENNER, L . MORRIS, P , COLE.R Atomic Safety and Licensing Board 
Panel Epp 22719 008 24X Fich* 50-392,84/03/19,8403220226 


— B4O3220234 Motion to require further deposition! re Contention VI-1 
concerning 760601 broomstick deficient welding affair 
ROHAWO.F Air and Hater Pollution Patrol 84/03/19 BRENNER, L , 
COLE, R Atonic Safety and Licensing Board Panel 2pp 22719 010 
24X Fiche 50-392, B4/03/19 , 8403220226 


B40327QQ63 Protective order on SW security plan info Served on B40326 
BRENNER, L Atonic Safety an t Licensing Board Panel DBB 123 
84/03/19 Limerick Ecology Action 3pp 22766 149 24X 

Pith* 90-352,04/03/19,8403270069 


—0403270069 Affidavit on nondisclosure for CU Elliott 

ELLIOTT, C U Liner if k Ecology Action 84/03/16 4pp 22766 152 
24X Fiche 90-352.84/03/19,8403270069 


8403290379 Request far reconsideration of Air it Hater Pollution Patrol 
asbestos contention 

ROMANO, F R Air and Water Pollution Patrol OSB 186 84/03/19 

Atonic Safety and Licensing Board Panel 2pp 22614 142 24k 

Fiche 90-352.84/03/19,6403290378 


8403270017 Supplemental reiponses to info requests of City of 
Philadelphia Related correspondence 

BOYER. V S Philadelphia Electric Co OSS 112 B4/03/21 12pp 

22770:056 24X Fiche 50-352,64/03/21,9403270017 


8403290395 Forwards response to applicant motion to delete specific 
instances in support of Contention VI-I as unrelated to 
welding or welding-related OA activities Certificate of 

ROMANO, F R Air and Hater Pollution Patrol DSB 201 04/03/23, 

Atomic Safety and Licensing Board Panal ip 22814 326, 24X 

Fiche 30-352,04/03/25,8403290393 


—0403290397 Responee to applicant motion to delete specific Instances 
in support of Contention Vl-I advanced by Air >< Water 
Pollution Patrol as unrelated to welding or welding-related 
OA activities. 

ROMANO, F R Air and Water Pollution Patrol 84/03/24 Atomic 

Safety end Licensing Board Panel tlpp 22814 327 24X 

Fiche 50-352,84/03/29.8403290395 


8403270027 Notice of ASLB conetitution L Brenner, chairmen fc RF Cole 6 
PA Merrill member* Served on 040326 

COTTER. B P Atomic Befety and Licensing Board Panel, DSB 129. 
B4/03/26 2pp 22769 339 24X Fiche 30-392, 64/03/26, 6403270027. 


B403270060 Stipulation re storage of unirradiated fuel 

WETTERHAHN, M J Philadelphia Electric Co ELLIOTT, C. W Limerick 

Ecology Action D9B 122 84/03/26 2pp 22766' 162 24X 

Fiche 90-392,84/03/26,6403270060 


64032B0331 Memorandum I< order confirming 840321 oral ruling on 
affidavit* re radiation releases from unirradiated new 
fuel rods Served on 840327 

BRENNER, L Atomic Safety and Licensing Board Panel D6B 148 
84/03/26 Office of the Executive Legal Director 2pp 
227B7 049 24X Fiche 90-392,64/03/26,6403200331 


B403280336 Forwards complaint of util vs South Coventry Township filed 
on 040309, memorandum of law in opposition to petition for 
Preliminary Injunction 04-01643 L order of court dissolving 
injunction against Township Related correspondence 

ZITZER, P Limerick Ecology Action DSB 149 84/03/21 BRENNER, L , 

MQRRIB.P A • COLE, R F Atomic Befety and Liceneing Board Panel 
32p p 22787 065 24X Fi ch* SO-332, 84/03/21 , 8403200336 


0403230005 Order delegating authority to eisrcise review functions 
over Part 70 issues raised in proceeding to Appeal Board 
Barvsd on 040322 

CH1LK, S J Office of the Secretary of the Commiteion DSB 070 
84/03/22 Atomic Safety and Licensing Appeal Panel 2pp 
22726 339 24X Fich* 30-352.64/03/22,8403230005 


8403230278 Order confirming briefing schedule for Friends of the Earth 
appeal of ASLB B40316 memorandum i, order S, for staff to 
provide Part 70 application 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel DBB 077 
84/03/22 Office of the Eiecutiv* Legal Director 2pp 
22743 094 24X Fich* 50-332,64/03/22,0403230278 


8403260333 Forwards supplemental correspondence L documents re 
emergency planning ftatl suppls earlier ltrs L cover* period 
840206-0313 W/o ends Related correspondence 
BRADLEY, E J Philadelphia Electric Co DSB 098 04/03/22 

ZITZETLF Limerick Ecology Action Spp 22760 162 24X 

Fiche. 50-332. 84/03/22, 8403260333 


8403280339 Order imposing temporary stay of A8L0 640316 memorandum L 
order pending receipt of Friends of the Earth appeal of 
order Served on 840328 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel, DSB 161, 
84/03/27 2 pp 22787 229 24X Fiche' 30-332, 84/03/27, 8403260399 


8403300129 Joint rapt on status of negotiations re oneite emergency 
planning contentions 6 Limerick Ecology Action dismissal of 
particular contentions Certificate of 8vc end 
RADER, R M Philadelphia Electric Co RADER, R H. Conner & 
Wetterhahn ELLIOTT, C W Limerick Ecology Action. DBB 206, 
84/03/27 6pp 22820 008 24X Fiche 50-332,64/03/27,6403300129 


8403300271 Forward* OA audits re Colt Industries Fairbanks More* Engine 
Div, diesel generators W/o end. Related correspondence 
WETTERHAHN, 14 J Philadelphia Electric Co WETTERHAHN, M J. Conner 6 
Wetterhahn DSB 212 64/03/27 3pp 22024 037 24X 

Fiche 30-332,84/03/27,8403300271 


— 9403300274 Response to Air 6 Water Pollution Patrol <AWPP> 840319 
motion to require further depositlone re Contention VI-1 
AHPP failed to support request for relief ti motion should be 
denied W/Certif ieate of Svc Related correspondence 
WETTERHAHN, M J Philadelphia Electric Co. WETTERHAHN. M J, 
Affiliation Not Assigned 84/03/27 Atomic Safety and Licensing 
Board Panel 7pp. 22824 040. 24X Fiche- 30-392, 84/03/27, 

8403300271 


0403270012 Inform* that applicant will suppl 840217 responses to Info 
Requests 6,7,11 & 12 Related correspondence 

WETTERHAHN, M J Conner & Wetterhahn WETTERHAHN, M J Philadelphia 
Electric Co DSB 109 B4/03/22 BUSH.M W Philadelphia, PA 2pp 

28769:396 24X Fiche 30-332, B4/03/22, B403270012 


8403270301 Inform* that monthly repts for Nov 19B3 - Fsk 1984 r# 
Contract NRC-03-83-092 being sent by express mail Related 
correepondence 

RUTBEHO,J Hearing Branch 2 DSB 135 84/03/22 ELLIOTT, C H 

2 r0, S-7m-.n 0,Ull “ U ° Spp SS7a9 033 24X Fiche 30-332,84/03/22, 


8403200333 Forward* rapt, “UHS Estrem* Hind Haxard Analysie " w/o encl 
Related correepondence 

KEMPER, J 5 Philadelphia Electric Co DBB 160 84/03/22 

SCHHENCER, A Licensing Branch 2 ip 22787 173 24X 

Fich* 90-332,04/03/22,8403200353 


9403260349 Motion to dismiss particular onsite emergency planning 
contentions for which discovery not provided or no 
litigabl* basis shown Certificate of Svc encl 
CONNER. T 8 Philadelphia Electric Co CONNER, T B Conner t, 
Wetterhahn DSB 094. 84/03/23 Atomic B.f.ty end Liceneing Boa 

Panel. 16pp 22760,243 24X Fich*- SO-332, 84/03/23, 8403260349 


S4 6n 3 LEA a oM^t < ’ T '" t0 U "* r ! ck Ecology Action ILEA) supplemental in 
of Svc enc* 1 '* t * ,r,,nc ^ , Panning contention* Certificate 

FERKINi Z 0 Pennsylvania, Commonwealth of, DSB 203 84/03/23 

7pp 22B20 303 24X Fich* 50-332, 84/03/23, 8403300122 


8403290374 Forwards portions of transcript* re ABLB 640320 ruling on 
admissibility of Limerick Ecology Action contention* 6 City 
of Philadelphia issues on facility DE8, Suppl 1 Related 
correspondence 

HODODON, A P Hearing Branch 2 DBB 199 84/03/26, ELLIOTT, C W. 

Bros# 6 PoswistUlo BUSH, M W, Bush, N U FERftIN, Z 0 
Penrtsy 1 venl a, Commonwealth of, 31pp 22614 091 24X 

Fich* 30-352.84/03/20,6403290374 


8403290304 Brief in opposition to intervenor Friends of tha Earth for 
stsy of onsite storage of unirradiated fuel. Stay requeet 
fails to demonstrate any conceivable harm at result of fuel 
•toreg* Certificate of 8vc encl. 

WETTERHAHN, M J Philadelphia Electric Co, WETTERHAHN, M J. Conner V 
Wetterhehn DBB 190 84/03/26 tlpp 22814,240 S4X 

Fiche 30-332, 84/03/20, 8403290304 


6403290393 Memorandum it order confirming denial of Air & Water 
Pollution Patrol motion for further dispositions re 
Contention Vl-1 Certificate Df Sve encl 

BRENNER, L Atomic Safety and Licensing Board Panel. DSB 187. 

84/03/28 4pp 22814 322 24X Fiche 50-332, 64/03/28, 6403290393. 




supplementary info 

VOOLER, B H Hearing Branch 2, DSB 200 84/03/88 BRENNER, L. , 
MORRIS, P A , COLE, R, F Atomic Safety and Licensing Board Panel. 
2 pp 22814 33B 24X Ft che, 30-332, 64/03/20, 8403290399 
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— B40329Q400 Response to Limerick Ecology Action 840313 supplementary 
Info on offsite emergency planning contentions Staff 
position remains unchanged Certificate of Svc end 
COOLER > 8 H Hearing Branch 2 84/03/20 2pp 22814 340 24X 

FIche 50-352,04/03/28.8403290399 


8403300127 Transmittal of refs it errata to applicant B40321 testimony 
of WJ Boyer, DJ Thompson, DA Kline, L Stanley, EF Bproat, 

WW Boyers, TE 8hannon 6 J poerlng on Contention 1-42 Related 
correeponrftnce 

WETTERHAHN, H J Philadelphia Electric Co WETTERHAHN, M J Conner L 
Wetterhahn DSB 204 84/03/2B 7pp 22020 245 24 X 

Fiehe. 30-352, B4/03/28, 8403300127 


8403300128 Response opposing M Lewis 840314 motion for new contention 
based on IE Info Notice 84-17 cooling of vital components by 
liquid nitrogen. Certificate of 8vc end 

WETTERHAHN, ft J Philadelphia Electric Co WETTERHAHN, M J. ConneT i< 
Wetterhahn DSB 205 84/03/28 Atomic Safety and Licensing Board 

Panel, 12pp 22820.291 24X Fiehe 50-352,84/03/28,8403300128 


8103300287 Forwerrfs PH Paltry 840313 Itr re questions concerning 
fission produets Ltr should be forwarded to appropriate NRC 
individual for response 1, response served in proceeding 
Served on 840330. 

LANE, V. M Atomic Safety and Licensing Board Panel DBB 218 
84/03/29, VOOLER.B H. Hearing Branch 2. 2pp 22824 016. 24X 

Fiehe' 50-332, 84/03/29, 8403300287 


K, Utility Final Safety Analysis Report CFSAR) & amends 


S403020257 Forwards Rev 29 to F8AR, 

BRADLEY, E 0 Philadelphia Electric Co 04/02/29 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 2pp 22495 026 
24X Fiehe! 90-352, 84/02/29, 8403020257 


— 8403020273 Rev 29 to F8AR, 

* Philadelphia Electric Co 84/02/29 538pp 22495-056 24X 

Fiehe. 30-332, 84/02/29, B403020257 


8403150036 Forward! Affidavit of Bvc re distribution of Rev 29 to FSAR 
L Rsv 17 to environ nept, per DO Elsenhut 810706 request. 

BRADLEY, E, J. Philadelphia Electric Co B4/03/12 DENTON, H R 
□ffica of Nuclear Reactor Regulation, Director, 5pp 22643.290 
24X Fiehe: 30-332, 84/03/12, 8403130036 


0. Inspection reports, IE Bulletins & correspondence 


8403090033 Responds to IE Bulletin 83-06, "Nonconforming Metis Supplied 
by Tube-Lint Corp Facilities. . " Disposition of subj matl 
supplied by Ouyon Alloys, Inc described Ten 6-lnch 43 degree 
elbows & one 4-inch 8 R. 90 degree elbow quarantined 
QALLAQHER, J Philadelphia Electric Co. 04/02/16 MURLEY, T E 
Region 1, Office of Director. lopp 22376’ 031 24X 

Fiehe. 30-332, 84/02/16, 0403090033 


8403070314 Forwerdi IE Imp Repts 30-332/84-01 it 30-333/84-02 on 
840103-31. No violations notsd 

9TAR08TECKI, R. Division of Project *< Resident Programs. 84/02/22 
KEMPER, J, S. Philadslphia Electric Co 4pp 22346 204. 24X 

Fiehe: 50-332, 84/02/22, 8403070314. 


—0403070319 IE Inep Repts 30-332/84-01 it 30-333/84-02 on B40103-3I No 
Vloletians noted, Major areas Inspected followup an previous 
insp find ings, plant tour, f ol lowup on IE bulletins t. Nuclear 
Review Board Charter. 

WIGQINB, J T , CHAUDHARY, 8 K , CONNER, E. L. Region 1, Office of 
Director. 84/02/17. 16pp 22546.208 24X Fiehe. 30-332, 84/02/22, 

8403070314, 


B40 1190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuit* (t Annunciation." 8vc list 
end 

JORDAN, E L. Division of Emergancy Preparedness 6 Engineering 
Responee (post 830103) B4/02/28 Consolidated Edison Co. of Nsu 

York, Inc llSpp 22909:239 24X Fiehe 30-000, 84/02/28, B401 190072 


8403020348 Advises of consideration on use of plant-specific PRA t< 
pevere accident riek assessment* (SARA) to assist NRC In 
evaluating eampling insp program Requests meeting in 
Mar 1984, to obtain ineight* from performing PRA b SARA 
BTAROSTECKI, R. Division of Project S, Resident Programs 84/02/28 
KEMPER, JS. Philadelphia Electric Co 2pp 22439:020 24X 

Fiehe: 50-332,84/02/28, 8403020348. 


8402090007 IE Info Notice 04-14, "Highlight* of Recent Transport 
Regulatory Rev* by DOT h NRC." Svc list end. 

GRACE, J.N Division of QA, Safeguard* & Inspection Program* (Post 
830103), 84/03/02 Consolidated Edison Co. of New York, Inc, 

I SOp p , 22932; 329. 24X Fich*' 30-000, 04/03/02, 8402090007. 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84 / 03/02 Consolidated Edison Co of New 

York, Inc i22pp 22333 098 24X Fiehe 30-000,84/03/02,8402090008 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co. of Nsu 

York, Inc l!9pp 22333 217 24X FIche 50-000, 84/03/02, B402090009 


0403160241 Forward* IE Insp Repts 30-332/84-03 S. 30-333/84-01 on 
840109-10 fc 12-13 No violations noted 

MARTIN, T T Division of Engineering fc Technical Programs 84/03/02 
KEMPER, J S Philadelphia Electric Co Spp 22661 036 24X 

FIche 30-332.84/03/02,8403160241 


—9403160248 IE Insp Repts 30-332/84-03 «, 30-333/84-01 on 840509-10 8, 12- 
13, No violation* noted. Major areas Inspected prsapsretlonel 
radiological environ monitoring program, mgt controls, program 
for OC for analytical measurements 

BTRUCKMEYER, R. , PASCIAK.W J Region 1, Office of Director 
84/02/23 Spp, 22661 038. 24X FIche, 30-332, 84/03/02, 8403160241 


8402090011 IE Info Notice 84-17, "Problems U/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post S30103) 84/03/03 Consolidated Edison Co of New 

York, Inc 117pp 22333 336 24X Fiehe 30-000,84/03/03,8402090011 


8402090024 IE Info Notice 84-09, Rev 1, ’‘Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emsrgency Preparedness S> Engineering 
Response (Post B30103) 84/03/07 Consolidated Edison Co of Neu 

York, Inc 118pp 22633 049 24X FIche 30-000,84/03/07,8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " 8vc list end 

JORDAN, E L Division of Emergency Preparedness i, Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of N*w 

York, Inc llBpp 22384 186, 24X Fich* 50-000, 84/03/07, 840209002B 


8402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays In Vet In 
Class IE Safety Sys '* Svc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Neu York, Inc 

134pp 22023 094 24X FIche 30-000,84/03/12,8402090031 


0402090043 IE Info Notice 04-59, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness Ji Enginserlng 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X Fiehe 30-000,84/03/21,8402090043 


0402090044 IE Info Notice B4-20, "Bvc Life of Relays In Safety-Related 
Sys " 8vc list end 

JORDAN, E L Division of Emergency Preparedness J, Engineering 
Retponse (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Fiehe 30-000,84/03/21,8402090044 


8. Reportable occurrences, LERs tc related correspondence 


B403130084 Final Significant Deficiency Rept 129 re Agastat CR0O93 
relay socket fal 1 ure* . Def ec tlve sockets replaced u/Agastat 
CR002 sockets, cor fact lng any advene* safety implications 
Induced by socket failure 

KEMPER, J 0 Philadelphia Electric Co 84/02/17 MJRLEY, T E 
Region 1, Office of Director. 3pp 22398 343 24X 

Fiehe 30-332, 84/02/17, 84031300B4 


8403270219 Part 21 rept re broken contact carrier in control device of 
7 3 kV-I3 kV, 300-730 MV A, 3 kV 330-3,000 8, all HKV circuit 
breakers Initially reported on 830223 Addenda to 
installation & malnt procedures tent to affected units 
DUVALL, D D Brown Boveri Corp (tubs of Brown Boverl tt Co , Ltd ) 
84/03/19 RecoTd Service* Branch (Document Control Desk) 3pp 
22772 , 1 1 4 24 X F 1 c h * : 30-000 , 04/03/ 1 9. 84032702 1 9, 


T Hearing transcripts on non-anti trust mattars 


8403020129 Forwards revised testimony re ability of saf ety-relatad 
structures to withstand effects of postulated detonation 
reeulting from assumed ruptures of Area L Columbia gas 
transmission plpollnss Related correspondence 

WETTERHAHN, M J. Connor «< Wetterhahn, WETTERHAHN, M J Philadelphia 
Electric Co 84/02/20 BRENNER, L Atomic Safety and Licencing 
Board Panel 2pp 22442.112 24X FI c h e . 30-332, 84/02/20, 8403020129 
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— 0403030136 Revised testimony of Philadelphia Electlc Co re ability of 
»af ety-velated structure* to withstand effect* of postulated 
detonation doe to ruptures of transmission pipelines 
W/Cer t i f 1 cate of Svt Related correspondence 

* Philadelphia Electric Co 04/03/20 29pp 32442 114 24 X 

Flche 50-332404/03/20,040302013? 


“0403300014 Transcript Pp 9, 270-?, 274 of S40323 testimony on Limerick 
Ecology Action Contention 1-42 re environ qualification 
* Office of the Executive Legal Director a Philadelphia 
Electric Co a Limerick Ecology Action 04/03/29 9p p 
22022 132 24X Ficht 30-332,04/03/29,0403300009 


0403000235 Transcript of 840303 hearing In Phi ladelph la, PA 
Pp 7,565-7,696 

* Commissioners 04/03/03 I31pp 22396 306 24X 

Fiche 30-332. 84/03/03, 84030BQ239 


DOCKET 30-334 HOPE CREEK NUCLEAR STATION, UNIT 1 
A Appl icati on/constructlon stage documents 4< correspondence 


0403120092 TranstTlpt of B40306 hearing In Ph i ladelph ia. Pa Pp 7,696- 
7, 942 

* Commissioners 04/03/06 246pp 2230B 249 24X 

Flche 50-332,04/03/06, B403 120092 


0403120131 Transcript of B40307 hearing in Ph i 1 adelph ia, PA Pp 7,943- 
0, 130 

* Atomic Safety and Licensing Board Panel 84/03/07 216pp 

22303 263 24X Flche 30-332,84/03/07,0403120131 


0403130040 Transcript of B4030Q hearing in Phi ladel ph la, PA Pp 8,139- 
0, 383 

a Atomic Safety and Licensing Board Panel 04/03/03 260pp 

22390 067 247 Flche 30-332,84/03/00,0403130040 


0403130113 Transcript of 84030? hearing in Ph 1 ladelph la, PA Pp 
8,334-0,503 

» Atomic Safety and Licensing Board Panel 84/03/09 22pp 
22601 001 24 X Flche 30-332,84/03/09,0403130113 


0403140340 Summary of 031213 meeting W/QE 6 Mark I Owners Group in 
Bethesds.MD re Mark I containment wetuel 1-dryw* 1 1 vacuum 
breaker design methodology 

SIEGEL, B L Operating Reactor* Branch 2 04/02/21 Operating 

Reactors Branch 2 Slpp 22633 190 24X Fiche 50-000,04/02/21, 

0403140340 


0403060932 Summary of 040110-12 meetings w/uti 1 , Bechtel, NUTECH, Imps 11, 
PDM 6 Dames 6 Moore In San Francisco, CA re structural U 
geotechnical engineering design aud it. Support ing 
documentation encl 

HAQNER, D Licensing Branch 2 04/02/27 Licensing Branch 2 

ISpp 22392 276 24X FI the 30-394, 04/02/27, 8403060392 


0403140113 Forwards "Salem Oeneratlng Station 316(b) Demonstration, “ 
per 830623 request for eddl Info re review of DL application 
for Hope Creek 

MITTL, R L Public Service Electric S< Oas Co of New Jersey 
84/03/03 SCHWENCER. A Licensing Branch 2 lp 22629 124 24X 

Fiche 30-000,84/03/09,0403140113 


04O322O149 Transcript of 04031? hearing in Ph 1 1 adelph ia, PA Pp 8,306- 
8,647 

e Atomic Safety and Licensing Board Panel 04/03/19 190pp 

22714 142 24 X Fiche 30-392,84/03/19,8403220143 


8403260294 Transcript of 84032-0 hearing in Ph i 1 adelph ia, PA Pp 8, 647- 
8,042 Supporting documantati on encl 

• Atomic Safety and Licensing Board Panel 84/03/20 202pp 

22753 200 24X Fiche 30-392,84/03/20,0403260234 


840326001 S Transcript of 840321 heaving in Phi ladelph la, PA Pp 8, B43- 
9,05? Supporting documentation encl 

» Atomic Safety and Licensing Board Panel 84/03/21 283pp 

22746 001 24 X Fiche 90-392,04/03/21,0403260013, 


— 8403140117 "Salem Generating Station 316(h) Demonstration " 

• Public Service Electric 6 Oas Co of New Jersey, 84/02/29 
647pp 22629 125 24X Flche 30-000,04/03/05,8403140113 


8403130299 Notification of 840301 meeting w/utll in Artificial Island, 
HJ to dltcutl QA program 

WAGNER, D H Licensing Branch 2 84/03/09 SCHWENCER, A. Licensing 

Branch 2 3pp 22649 349 24X Fiche 50-394,84/03/05,0403190299 


0403210036 Forwards tabulation on F9AR commitments for Feb 1994 L 
corresponding resolutions 

MITTL i R L Public Service Electric !< Sas Co of New Jersey, 

04/03/03 SCHWENCER, A Licensing Branch 2 4pp 22707 001 24X 

Fiche 90-354,84/03/09,8403210036 


8403260334 Transcript of Commission 840321 af f trmati on/d i scu ssion 6 
vote In Washington, DC re proposed order delegating authority 
to ABLH to hear Part 70 Issues raised in Limerick 
proceeding Pp 1-3 

• Commissioners 84/03/21 6pp. 22775 201 24X 

Flche 90-352, 04/03/21, B403260334 


0403270042 Transml t ta 1 of testimony re Contention 1-42, "Environ 
Qualification of Electrical Equipment " Related 
correspondence 

WETTERHAHN, M J Philadelphia Electric Co WETTERHAHN, H. J Conner L 
He t terhahn DSB 120 84/03/21 2pp 22769’ 242 24X 

Fleh* 30-352,04/03/21,0403270043 


— 0403270048 Testimony of HJ Boyer, DJ Thompson, DA Kline, L Stanley, EF 
SproatnWW Boyers, TE Shannon it J Doering re Contention 1-42, 
■'Environ Qualification of Electrical Equipment *' Certificate 
of Svc encl 

DOVER. W J , THOMPSON, D J , KLINE, 0 A Philadelphia Else trie Co 
84/03/21 39p p 2276? 244 24X Flche 50-332, 04/03/21, B403270042 


8403270296 Testimony of A Masc 1 araton 1 o on Limerick Ecology Action 
Contention 1-42 re electrical environ qualification Related 
correspondence 

MASClANTDNia, A Equipment Qua 1 i f ica t ion Branch DSB 130 04/03/21 

lOpp 22789037 24X Fi che' 50-392, B4/03/21. 8403270296 


8403270171 Transcript of 840322 hearing in Ph 1 ladelph ia, PA. Pp 9,060- 
9,266 

• Atomic Safety and Licensing Board Panel 04/03/22 210pp. 

22773 190. 24X Fiche 90-392,84/03/22,0403270171 


0403140007 Forwards data sheets reflecting current 6 proposed 
experience levels for licensed operators at facility 
SALVESEN, R 8 Public Service Electric St Oas Co of New Jersey 
84/03/12 DENTON. H Office of Nuclear Reactor Regulation, Director 
llpp 22632 130 24 X Flche 90-394,84/03/12,8403140007. 


0403290302 Forwards "Qualification Test Repts, EMI Tests" t, 

"Quallf ication Test Rept, Surge Hithstand Capability Tests," 
per agreement reached et 840112 meeting on Control Sys 
Branch Question 421-4? 

MITTL. R L Public Service Electric t« Oat Co of New Jsrsey. 
84/03/16 SCHWENCER, A Licensing Branch 2 lp 22002 0 99. 24X 

Flche 50-334,04/03/16,0403290302. 


--S403290303 "Qualification Test Rept, EMI Teste " 

• Valldyns Engineering Carp QTR-B2-010 82/06/17 63pp. 

22002 100 24X Flche 90-334,84/03/16,8403290302 


--840329030B "Qualification Test Rept, Surge Withstand Capability." 
« Valldyns Engineering Corp OTR 02-003 83/04/21, 7pp 

22802 169 24X Fi c he. 90-394, 84/03/16, 8403290302 


C Utility Environmental Report (ER)< amends 5, correspondence 


8403230041 Advises that "Salem Oeneratlng Station 316(b) Demonstration" 
being forwarded directly to GRNLi per M Adams request during 
NRC 840213 site visit w/QRNL. Rept should facilitate environ 
rept review 

MITTL, R L Public Service Electric &t Oas Co. of New Jersey 
04/03/00 SCHWENCER, A Licensing Branch 2 lp 22720 399 24X 

Flche 90-394,04/03/08,8403230041 


3403270160 Transcript of B40323 hearing In Ph Had# 1 phia, PA. P p 9.267- 
9. 401 

-» Atomic Safety and Licensing Board Panel 04/03/23 137pp. 

22764,233 24X Fiche 90-392, B4/03/23, 8403270160 


8403300009 Memorandum serving transcript pages re 840323 prefiled 
testimony on Limerick Ecology Action Contention 1-42 
concerning environ qualification Served on 840329 
BRENNER, L Atomic Safety and Licensing Board Panel. DBB 209. 
84/03/29 lp. 22822 131 24X Fiche 90-352,84/03/29,0403300009 


E NRC Safety Evaluation Report <SER), supple & correspondence 


B40322030B Forwards draft SER Identifying unresolved Issues as open 
Items, per NRC safety review of docketed application 1, 
amends SER issuance scheduled for 041012 Schedule for 
meetings to retalve open items requested 

SCHWENCER, A Licensing Branch 2 04/03/03 MITTL, R, L Public 

Service Electric Oas Co. of New Jersey 624pp. 22722.001. 24X 

Flche 90-334,04/03/05,8403220300. 



DOCKETED ITEMS 


F StcurLty> medical, emergency & fire protection plans 


8403030369 Summery of 840202 meeting w/utll , HTI . Essex S, Bechtel in 
Be t h esda, MD re control room design review, per Suppl 1 to 
NUREQ-0737 Further clarification required in task analysis 
area, Vlewgraphs end 

WAGNER, D H Licensing Branch 2 84/02/24 Licensing Branch 2 

23pp 22827 2B4 24X Fiehe 80-354.84/02/24,8403030369 


8403220086 Forwards IE Insp Rept 30-384/84-02 on 840109-0220 No 
violations noted 

STAROSTECKI, R Division of Project 6 Resident Programs 84/03/06 
MARTIN.T 3 Public Service Electric 6 Oas Co of New Jersey 2pp 
22716 2S0 24X Flche 80-384, 04/03/06, 84032200B6 


—0403220089 IE Insp Rept 50-334/84-02 on 840109-0220 No violations 
noted, Major areas inspected documentation packages on piping 
tys rupture discs 6 licensee action on const daficiency 
repts, torus mod t< fire protaction 

BATEMAN, W H . MCCABE, E. C. Rsgion 1. Office of Director 84/03/03 
8pp. 22716' 290 24X Fiche- 30-334, 84/03/06, 8403220086 


0403190243 Notification of 040418 workshop In King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp l< topics described in IE Info Notice 
64-09 Agenda for workshop end. 

HURLEY. T E Region 1» Office of Director 84/03/09 O'TOOLE. JD 
Consolidated Edison Co. of New York. Inc. 33pp 22672 062 24X 

Fich# 30-000.84/03/09,8403190243 


0. Adjudicatory correspondence 


8403020141 Conveys agreement w/Btate of NJ Public Advocate re consent 
to util motion to dismiss Contention IV on environ impact of 
cooling tower H/o and 

DELANEY, C, E. Delaware, 8tete of 84/02/27 MILLER, M E Atomic 
Safety and Licensing Board Panel 2pp 22439 OOS 24X 
Flche, 80-334,84/02/27, 0403020141. 


840314002B Advises that time for Commission to review ALAB-739 expired 
Commission declined review Decision became final agency 
action on 040308 

CHILK, 8 J Office of the Secretary of the Commission 84/03/13 
Atomic Safety and Licensing Board Panel Ip 22633.214 24X 

Fiche 30-334,04/03/13,8403140028 


8403190020 Response opposing public advocate 840227 motion to vacate 
applicant 840222 notice of deposition L for protective order 
in form of declaratory ruling Related correspondence, 

CONNER. T, B. Public Service Electric fc Oas Co of New Jersey 
CONNER. T. 8. Conner »< Wetterhehn 84/03/13 Atomic Safety and 
Licensing Board Panel l&pp 22641,262 24X Flche: 30-334, 84/03/13, 

8403190020, 


— 8403130022 Application for subpoena to JH Rodriguez on 840330 In 
Newark, NJ. Certificate of 8vc end 

CONNER, T, B. Public Service Electric 6 Gas Co of New Jersey 
CONNER, T. B Conner 6 Wetterbahn 84/03/13, Atomic Safety and 
Licensing Board Panel 3pp 22641 277 24X Flche 30-334, 

84/03/13, 8403130020 


8403190164 Response supporting Dept of Public Advocate of State of NJ 
840227 motion for protective order, App 1 leant has not 
indicated what specific knowledge re adjudication of 
contentions Rodriguez believed to have 

DEWEY, L, B Hearing Branch 3. 04/03/14 Atomic Safety and 

Licensing Board Panel. 7pp 22669 177 24X Flche 30-394,84/03/14, 

8403190164 


8403210087 Subpoena commanding JH Rodriguez to appear on 840330 in 
Newark, NJ Affidavit end. Related correspondence 
MILLER, M E. Atomic Safety and Licensing Board Panel 84/03/13 
Commissioners, 6pp 22703-314, 24X Fiche, 30-334, B4/03/1 3. 

9403210087, 


8403200102 Notifies of taking of deposition of UH Rodriguez Subpoena 
•nc 1 

CONNER, T.B. Conner St Wetterhahn COONER.T.B Public Service 

Electric i, Oas Co. of New Jersey. 84/03/16 DEWEY. L. 8 Office of 

the Executive Legal Director lp 22683.316 24X 

Fiehe- 30-334, 84/03/16, 8403200102 


—9403200108 Subpoena directing JH Rodriguez to appear on 840330 at Ofc 
of Oensral Solicitor In Newark, NJ for disposition. 

MILLER, M. E Atomic Safety and Licensing Board Panel 04/03/13 
RODRIOUEZ, J. H. New Jersey, State of lp 226BS:317, 24X 

FlChe: 90-394, 84/03/16, 8403200102. 


8403210163 Notice of A8LB reconstitution ME Ml 1 ler. chairmen S< PA Morris 
* OR Schink, members Served on 840321. 

COTTER, B. P. Atomic Safety end Licensing Board Panel DSB 018 
64/03/20, 2pp. 22718 224. 24X Flche 30-334, B4/03/2O, 04032101 63. 


8403300270 Answer to Public Advocate of State of NJ motion to quash 
suppoena requiring attendance It testimony of JH Rodriguez 
Motion does not satisfy stay criteria W/Certi f lcate of Svc 
Related correspondence 

CONNER, T B Public Service Electric 6 Oas Co of New Jersey 
CONNER, T B Conner S, Wetterhahn DSB 217 84/03/29 Atomic 

Safety and Licensing Appeal Panel 12pp 22024 047 24X 

Fiche 30-334,84/03/29,8403300270 


8403300278 Order quashing ASLB 840313 subpoena directed to intervener 
JH Rodriguez Subpoena moot Served on 840330 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel DSB 229 
94/03/29 2p p 22824 01S 24X Fiche 80-334,84/03/29,8403300278 


H Oaneral correspondence 


8403280043 Responds to 840217 inquiry re plants not considered for insp 
of vent header cracks in torus Insp Inapplicable because 
Fermi k Hope Creek still in const stage 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/03/12 WESTOVER, A T Monroe County, Ml lp 22812 3 38. 24X 

Flche 30-000.64/03/12,8403280049 


— 8403200084 Requests explanation as to why facility not considered for 
insp for cracks in vent header similar to crack found at 
Hatch 

WE8TOVER, A J Monroe County, MI 04/02/17 Office of Nuclear 
Reactor Regulation, Director 2pp 22812 389 24X 

Flche 80-000,84/03/13,8403280045 


Q Inspection reports, IE Bulletins 6 correspondence 


8403090037 Forwards IE Insp Rept 80-354/84-01 on 840110-13 6 notice of 
vlolati on 

MARTIN, T T Division of Engineering 6 Technical Programs 84/02/22 
MARTIN, T J Public Service Electric h Oas Co of New Jersey 2pp 
22876 020 24 X Flche 30-334,04/02/22,8403090037 


— B403090039 Notice of violation from insp on 840U0-13 

a Region 1, Office of Director. 84/02/22 lp 22376 022 24X 

Flche- 30-334, 84/02/22,0403090037 


- -0403090043 IE Insp Rept 30-354/04-01 on 040110-13 Violations noted hea 
not restored to alternators of four diesels as required by 
Litton Industries maint manual h licensee malnt 
instruc tions 

FINKEL, A , PAJLITZ, F , ANDERSON, C J Region 1, Office of Director 
84/02/07 6pp 22376 023 24X Fiche 80-384,84/02/22,0403090037 


8401 190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits Si Annunciation " Bvc list 
end 

JORDAN, E. L Division of Emergency Preparedness S< Engineering 
Response (Pott 830103) 84/02/28 Consolidated Edison Co of New 

York. Inc U3pp 22909 239 24X Flcha 50-000,84/02/28,8401190072 


8403090080 Submits supplemental response to IE Bulletin 03-06 re 
nonconforming matlt supplied by Tube-Line Corp Remaining 
Four suppliers confirmed that no suhj matlt supplied to Hope 
Creek Colt Industries Info under review 

MARTIN, T J Public Service Electric S, Oas Co of New Jersey 
04/02/28 MURLEY, T E Region 1. Office of Director 2pp 
22375 297 24X Fiche 50-000, 84/02/28, B403Q900BO 


0402090007 IE Info Notice 64-14, "Highlights of Rscent Transport 
Regulatory Rays by DOT Si NRC " Svc list end 

BRACE, J N Division of OA, Safeguards t< Inspection Programs (Post 
830103) 04/03/02 Consdldatsd Edison Co of New York, Inc 

1 30p p 22882 329. 24X Flche 30-000,84/03/02,0402090007. 


0402090008 IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
Valvee to Operate " Svc list end, 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Responee (Poet 830103) 34/03/02 Consolidated Edison Co of New 

York, Inc 122pp. 22383 Q9B 24X Fiche 80-000,84/03/02,8402090008 


B402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Svc li«t end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 84/03/02. Consolidated Edison Co of New 

York, Inc 119pp 22383 217 24X Fiehe. 80-000, 84/03/02, 0402090009 


8402090011 IE Info Notice 84-17, "Problems W/Liquid Nitrogen Coding 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E, L Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 04/03/08 Consolidated Edison Co of New 

York, Inc 117pp. 22983 336 24X Fiche 30-000,84/03/08,8402090011 
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DOCKETED ITEMS 


8403230006 Forwards IE Insp Rapt 30-334/04-02 on 040109-0230 No 
violations noted 

8TAR0BTECKI. R Division of Project & Resident Programs 04/03/06 
NARTIN, T J Public Service Electric & Gas Co of New jersey 2pp 
23716 380 24X Fiche 50-334,84/03/06.8403330096 


— S403220OB9 IE Insp Rept 30-354/84-03 on 840109-0320 No violation* 
noted Major areas inspected documentation packages on piping 
s'js rupture discs U licensee action on const deficiency 
repts. torus mod & fire protection 

BATEMAN, W H , MCCABE, E C Region 1. Office of Director 34/03/03 
8pp. 22716 290. 24X F i the. 50-354, 84/03/06, 0403330086 


0402090024 IE Info Notice 84-09, Rev 1, "Lesson* Learned From Insps of 
Fire Protection Baft Shutdown 8y s “ Svc list end 
•JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 0301031 84/03/07 Consolidated Edison Co of New 

York. Inc II8pp 32633 049 24X Flche 30-000,84/03/07,0402090034 


B4O2090Q2B IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys ” Svc list and 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response «Po«t 030103) 84/03/07 Consolidated Edison Co of New 

York. Inc 1 lBpp 23384 186 24X FiC he • 50-000, 84/03/07, S40209003B 


B4031300D9 Ac* receipt of 840210 1 tr Informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 90-334/03-14 
MARTIN, T T. Division of Engineering t Technical Programs 84/03/07 
MARTIN, T J Public Service Electric k Oas Co of Neu Jersey lp 
23613 161 24X Fichu 50-354, B4/03/Q7, B403130009 


--8403130014 Responds to NRC 840110 Itr re violations noted in IE Insp 
Rapt 80-354/83-14 Corrective actions reintp of all safety- 
related electrical wall mounted supports performed to 
determine extent of connections exceeding criteria 
MARTIN, T J Public Service Electric t, Cat Co. of New Jersey 
84/02/10 HURLEY, T E Region l, Office of Director 4flp 
22615 162 24X Fiche 50-334.04/03/07,8403130009 


8403130335 AcY receipt of 84022B ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rep t 50-354/B3-1B 
BTAROSTECKI, R Division of Project & Resident Programs B4/O3/Q0 
MARTIN. T J Public Service Electric fc Qas Co of New Jersey lp 
22616 230 24 X Ficha 50-354, B4/03/0B, 84031 30335 


— 8403130372 Responds to NRC B40I3O ltr re violations noted in IE Insp 
Rept 30-354/83-1B Corrective actions seven nonconforming 
hangers will be Teworked to obtain required depth of weld 
penetration at skewed T-joints 

MARTIN. T J Public Service Electric S, Oat Co of New Jersey 
84/02/28 HURLEY, T E Region t, Office of Director 3pp 
22616 231 24X Flche 50-394,04/03/08,8403130353 


B 402090031 IE Bulletin 84-02, "Failures of OE Type UFA Relays In Use in 
Class IE Safety Sy s " Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement B4/03/12 Consolidated Edison Co of New York. Inc 

134pp 22823 094 24X F i c he' 50-000. 84/03/ i 2, B4O2Q9O03 1 


8 4 03 3000 9S Forward* IE Insp Rept 30-394/B4-D3 on 840120 No 
viola t i ons observed 

MARTIN, T T Division of Engineering 4 Technical Programs B4/03/16 
MARTIN, T J Public Service Electric 1; Oas Co of New Jersey 2pp 
22022 004 24X Fiche 50-394, 84/03/16, B40330009B 


— 8403300103 TE Insp Rept 30-354/84-03 on 040120 No violation identified 
Major areas inspected discrepancies identified In original 
seismic analysis of auxiliary bldg 

MANOLY, K . DURR, J P Region 1, Office of Director 84/03/07 
4pp 22032 006 24X Fiche 50-354.84/03/16,9403300090 


8402090043 IE Info Notice 84-19, "Two Events involving (Jnaut hurl led 
Entries into FUR Reactor Cavities " 8vc list end 
JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response {Post 830103) B4/03/21 Consolidated Edison Co of New 

York, Inc I23pp 22023.229 24X F 1 c h e- 50-000, 84/03/21 ■ 8402090043 


8402090044 IE Info Notice 04-20, "Svc Life of Relays in Baf e ty-Re la ted 
9y* " Bvc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) B4/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Fiche 30-000,84/03/21,8402090044 


840 3300121 Responds to IE Bulletin 83-07. "Apparently Fraudulent 
Products Sold by Ray Miller, Inc " Bechtel Investigating 
suppliers not responding to request of whether fraudulent 
metis shipped. 

MARTIN. T T Public Service Electric 4 Gas Co of New Jersey 
84/03/21 HURLEY, T E Region 1, Office of Director 2pp 
28B20 349 24 X Fiche 30-354,94/03/21,0403300121 


S Reportable occurrences, LER* & related correspondence 


B4032 lOl is interim deficiency rept re failure of OE Type AKR-30 circuit 
braakers Initially reported on B31223 Breakers reinspee ted. 

Next rept will be submitted by B40314 

MARTIN, T J Public Service Electric 8, Gas Co of New Jersey 
B4/02/24 MURLEV.T E Region 1. Office of Director 2pp. 

22705 073 24X Fiche 30-334. 84/02/24, B4032101 10 


8403260233 Forwards summary list of deficiencies Identified per 
1QCFR3D 33Ce),Part 21 6 potential generic ltr repte for 
comments 

BTAROSTECKI. R Division of Project & Resident Program* 84/02/28 
Region i, Office of Director 7pp 22736 063 24X 

Fiche 30-000,84/02/28,8403260233 


6403130108 Potentially significant const deficiency rept re defective 
capstan springs in ITT Qrlnnel shock arrestors Initially 
reported on 031024 Condition does not warrant coming offline 
to replace springs Next rept by 840429 

MARTIN. T J Public Service Electric !e Gam Co of New Jersey. 
84/02/29 MURLEY.T E Region 1, Office of Director 2pp. 

22640 207 24X Flche 30-354,84/02/89,0403130100. 


8403270219 Part 21 rept re broken contact carrier In control device of 
7.3 kV-13 kV, 300-750 MVA, 3 kV 330-3,000 & all HKV circuit 
breakers Initially reported on B30223 Addenda to 
installation & malnt procedures sent to affected units. 

DUVALL, D D. Brown Boverl Corp (subs of Drown Dover i It Co , Ltd ) 
04/03/19 Record Services Branch (Document Control Desk) Spp 
22772 114 24X Fiche 30-000,84/03/19,9403270219. 


DOCKET 30-353 HOPE CREEK NUCLEAR STATION, UNIT 2 


A Application/construction stage documents 4 correspond ence 


0403140340 Summary of 831215 meeting w/QE & Mark I Owners Group in 
Bethesda.MD re Mark I containment uetuel 1-dryuel 1 vacuum 
breaker design methodology 

BIEGEL, D L Operating Reactors Branch 2 04/02/21 Operating 

R sectors Branch 2 51pp 22633.190 24X Flche 90-000,84/02/21, 

8403140340 


F Security, medical, emergency 6 fire protection plana 


8403190243 Notification of 040418 workshop in King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown Insp & topics described in IE Info Notice 
84-09 Agenda for Workshop encl 

HURLEY, T E Region 1. Office of Director 84/03/09. O'TOOLE, J D 
Consolidated Edison Co of New York, Inc 33pp 226 7 2 062, 24X 

Fiche 50-000,04/03/09.9403190243 


H General correspondence 


8403280043 Responds to 840217 inquiry re plants not considered for Insp 
of vent header creeks In torus Insp inapplicable because 
Fermi 6 Hope Creek still in const stag* 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/03/12 WEST OVER, A T Monro* County. MI. lp 22B12 338 24X 

Fiche 30-000, 04/03/12, 0403280043 


— 0403280034 Requests explanation a* to why facility not considered fOT 
Insp for crack* in vtnt header similar to crack found at 
Hatch 

WE9T0VER.A j Monroe County, MI 84/02/17, Office of Nuclear 
Reactor Regulation, Director 2pp 22812.339 24X 

Flche 30-000, 84/03/ 12, 8403280043 


Q Inspection reports, IE Bulletins t< correspondence 


0403090000 Submit* supplemental response to IE Bulletin 83-06 re 
nonconforming matls supplied by Tube-Line Corp Remaining 
four suppliers confirmed that no subj matls supplied to Hope 
Creek Colt Industrie* info under review 

MARTIN, T J Public Service Electric 6 Oas Co of New Jersey. 
04/02/28 MURLEY, T E Region 1. Office of Director 2pp 
22373 B97 24X Fiche 50-000,84/02/20,8403090090. 


8403300121 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold by Ray Miller. Inc " Bechtel investigating 
suppliers not responding to request of whether fraudulent 
matls shipped 

MARTIN, T T Public Service Electric 4 Gas Co of New Jersey 
84/03/21 MVHLEY, T E Region 1, Office of Director. 2pp 
22020 343 24 X Flche 50-334,84/03/21,0403300121. 



DOCKETED ITEMS 
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8 Reportable occurrence!, LERs b related correspondence 


8403260233 Forwards summary list of deficiencies identified per 
10CFR30 33(e), Part 21 b potential generic Itr repts for 
comments 

8TAROBTECKI, R Division of Project b Resident Programs 84/02/28 
Region 1, Office of Director 7pp 22756 063 24X 

Fiche 30-000, 84/02/2B, 8403260233 


8403130108 Potentially significant const deficiency rept re defective 
capstan springs In ITT Qrinnel shock arrestors Initially 
reporfcld on 831024 Condition does not warrant coming offline 
to replace springs Nest rept by 040429 

MARTIN, T J Public 8ervice Electric & Oas Co of New Jersey 
94/02/29 HURLEY, T E Region 1, Office of Director 2pp 
22640 207 24X Fiche 50-334, B4/02/29, 8403130108 


8403270219 Part 21 rept re broken contact carrier in control device of 
7 3 kV-13 kV, 300-730 MV A, 3 kV 330-3,000 b all HKV circuit 
breakers Initially reported on B30223 Addenda to 
Initallatlon b malnt procedures sent to affected units 
DUVALL, D D. Broun Bovari Corp. (subs of Broun Boveri b Co., Ltd ) 
94/03/1? Record Services Branch (Document Control Desk) 3pp 
22772 114 24 X Fiche 50-000,84/03/19,8403270219 


DOCKET 30-338 WILLIAM H ZIMMER NUCLEAR STATION, UNIT 1 


A Appllcation/construction stag# documents b correspondence 


640313028B Forwards Natl Board of Boiler b Pressure Vessel Inspectors 
840229 Itr to State of OH re util abandonment of facility 
at nuclear unit U board willingness to provide support 
should plant be reinstated. 

HARRISON, 8 F. National Board of Boiler b Pressure Vessel Inspectors 
84/03/03 DIRCKSiW Office of the Executive Director for 
Operations I7pp 22608 017 24X Fiche 30-338,84/03/03,8403130290 


8402090041 Boerd Notification 84-030 provides Commission policy 
statement b proposed rulemaking on environ qual i f Ications 
EI8ENHUT. D 0 Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel iOpp 24X Fiche 30-000,84/03/14,840209004! 


9403260063 Responds to 831128 Itr clarifying role in uork performed 
for HJ Kaiser Co during Apr-Sept 1983 Reevaluatlon personnel 
verification program recommended 

KEPPLER, J 0. Region 3, Office of Director 84/03/20 ROBERTS, J 
Cygna Energy Services 7pp 22730 243. 24X Fiche 30-338,84/03/20, 

8403260063 


F Bequrlty, medical, emergency b fire protection plans 


8402090006 Board Notification 84-034 forwards R Vallmsr 040206 memo to 
0 Elsenhut re fire research results concerning fires in 
aiactrical cabinets In control room 

EISENHUT, D 0. Division Of Licensing. B4/02/23 PALLADINO 
Commissioners lp 22576' 203 24X Fiche 30-000,84/02/23, 

9402090006 


— 8403090316 Recommends that info re fire research results concerning 
fiT»e in electricel cabinets in control room be submitted 
for board notification, per NRR Ofc Ltr 19, dtd 821001 Further 
evaluation of tast data required 

VOLLMER, R H, ‘ Dlvieion of Engineering 84/02/06 EI8ENHUT, D 0 
Division of Licensing IOpp 22576 204 24X 

Ficha. 30-000, 84/02/23, 8402090006 


8403120093 Extends invitation to attend 840323 regional workshop in 
Rosemont, IL re lOCFRSOiApp R safe shutdown requirements 
Workshop will cover subjs described in IE Info Notice 84-09 
b provide addl guidance in safe shutdown analyses 
8PEB8ARD, R L Division of Engineering 84/03/06 WAONER, E J 
Cincinnati Oas b Electric Co 3pp 2238B 191. 24X 

Fichel 90-3SB, 04/03/06, 8403120093, 


0 Adjudicatory correspondence 


9403030066 Order extending time until further order far Commission to 
act to review Director's Decisions DD-B3-19 b DD-84-3 
CHILKtS J. Office of the Secretary of the Commission 84/02/29 
Commie (loners ip. 22490 182 24X Fiche 50-33B, 84/02/29, 

8403090066. 


9403210178 Motion requesting issuance of order authorizing withdrawal 
of application Plant will be used as part of new fossil 
fuel-fired electric generating plant Certificate of Svc 
end, 

CONNER. T. B. Cinclnneti Oas b Electric Co CONNER, T B Conner b 
Wetterhehn DSB 024 B4/03/20 Atomic Safety and Licensing Board 

Panel Spp. 22710 09B 24X Fiche. 30-338, 84/03/20, 8403210178 


0 Inspection reports, IE Bulletins b correspondence 


8403230104 Requests addl 60 days to accomplish review of work performed 
by Reactor Con tro 1 s, Inc . in response to NRC 831017 draft info 
notice Extension required due to physical ualkdawn of 
selected sys 

WILLIAMS, J Cincinnati Oas b Electric Co 03/11/22 KEPPLER, J 0 
Region 3, Office of Director 2pp 22730 226 24X 

Fiche 90-338,83/11/22,8403230104 


0401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits 1 Annunciation " Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc U3pp 2290? 239 24X Fiche 30-000,84/02/20,0401190072 


8403190313 Forwards IE Insp Rept S0-33B/84-01 on 840107-0213 No 
noncompliance identified 

WARNICK, R F Region 3, Office of Director 84/02/29 WAONER. E J 
Cincinnati Oas b Electric Co 2pp 22673 213 24X 

Fiche 90-358,04/02/29,0403190313 


—8403190323 IE Insp Rept 30-338/04-01 on 840107-0213 No none amp 1 ianc e 
Identified Major areas Inspected previous Insp findings, 
quality confirmation program, nonconformance rept review b 
personnel indoctrination program 

OWYNN.T.P , NIGHTINGALE, E , HILL, W M Region 3, Office of 
Director 84/02/28 19pp 22673 217 24X Fiche 30-338,84/02/29. 

8403190315 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC." Svc list end 

GRACE, J N Division of QA, Safeguards b Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc 

1 30pp 22332 329 24X Fiche 30-000, 84/03/02, 8402090007 


8402090000 IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 098 24X Fiche 50-000,84/03/02,8402090008 


0402090009 IE Info Notice 84-13, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co. of New 

York, Inc 119pp 22353 217 24X Fiche 50-000, 84/03/02, B402090009 


8402090011 IE Info Notice 84-17, "Problems W/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp 11 Svc list end 
JORDAN, E L Division of Emergency Preparedness b Enginesring 
Response (Post 630103) 04/op/O3 Consolidated Edison Co of New 

York, Inc 117pp 22553 336 24X Fiche 50-000, 84/03/03, B40209001 1 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22633 049 24X Fiche 30-000, 84/03/07, B402090024 


840209002B IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
8ys " 8vc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Neui 

York, Inc ltBpp 22384 186 24X Fiche 50-000,84/03/07,8402090028 


8402090031 IE Bulletin 84-02. "Failures of GE Type HFA Relays in Use In 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

1 34pp 22823 094 24X Fiche 30-000,84/03/12,8402090031 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorizsd 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Enginesring 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 22? 24X Fiche 30-000.84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Bvc Life of Relays in Safety-Related 
Sys. " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Fiche 30-000, 04/03/21, 8402090044 
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9 Reportable occurrrncct, LERs L related correspondence 


04O327Q219 Part 21 rept re broken contact carrier In control device of 
7 5 kV-15 It V. 300-730 MV A. 3 kV 330-3.000 t. all HKV circuit 
breakers Initially reported on 030223 Addenda to 
Installation Si maint pToceduree sent to affected units 
DUVALL. D D Broun Dover! Carp (subs of Broun Dover 1 8* Co < Ltd ) 

34/Q3/19 Record Services Branch (Document Control Desk) Spp 

22773 114 24X Flche 50-000, 84/03/19. 0403370219 


U Cangresslonal/Executive Correspond ence 


0402130393 Desponds to 640111 request for development of facility 
public safety oversight committee Merits of committee not 
judged due to util intention not to complete project as 
nuclear plant 

PALLADIND, N J Commissioners 64/01/31 COLLINS. M L Kentucky, 
Commonwealth of. Ip 22662 250 24X Flche 50-350,84/01/31, 

6402130393 


— 6402130399 Responds to B312I2 request for development of facility 
public safety oversight committee Merits of committee not 
judged due to util Intention not to complete project as 
nuclear plant 

PALLADIND, N J Commissioners 04/01/31 BORTZ, A Cincinnati. 
QH Ip 22662 251 24X Flehe 30-356,04/01/31,0402130393 


— 6402130370 Responds to 831221 request for development of facility 
public safety oversight committee Merits of committee not 
judged due to util intention not to complete project as 
nuclear plant 

PALLADI NO, N J Commissioner* 94/01/31 MET2ENBAUM. H M Senate. 
Energy U Natural Resources Ip 22662 252 24X 

Flche 50-358,04/01/31,8402130393 


— 6402130333 Responds to 831213 request for development of facility 
public safety oversight committee Merits of committee not 
judged due to util intention not to complete project at 
nuclear plant 

PALLADIND, N J Commissioners 94/01/31 CELESTE, R F Ohio, 

State Of 4pp 22662 253 24X Fiche 50-330,84/01/31,6402130393 

— E3 402130395 Requests development of proposed facility public oversight 
committee Committee establishment mould inspire public 
c onf i denco 

COLLINS. ML Kentucky. Commonuea 1 th of, 94/01/11 PALLADIND. N 
commissioners lp 22662 254 24X Flche 30-339,84/01/31, 

8402130393 


— 9402130392 Requests development of public oversight committee to Teview 
facility safety-related problems NRC tc util credibility 
questioned as public witness cast overruns it safety flams. 

METZENBAUM, R M Senate, Energy V Natural Resources 93/12/21 
PALLADIND, N J Commissioners lp 22662 257 24X 

Fiche 50-35B, B4/01/31, B402130393 


— 0402130360 Requests changes in proposed facility oversight committee 
Changes needed to inspire public confidence in oversight 
prece ss 

CELESTE, R F Ohio, State of 83/12/15 PALLADIND, N 
Commissioners lp 22662 256 24X Fiche 50-359,84/01/31, 

8402 130393 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


E NRC Safety Evaluation Report (SER), suppls 6 correspondence 


6403020333 Forwards "Evaluation of Natural Circulation Cooldown Test 
Performed at San Onofre Nuclear Generating Station '* B-oron 
mixing tests in lieu of natural circulation test accepted by 
Updated SER 6 BSEfl 9 

COOK, K H Louisiana Power 6 Light Co 84/02/29. KNIGHTON. O W 
Licensing Branch 3 lp 22439.035 24X Flche 50—000,84/02/29, 

9403020333 


F Security, medical, emergency fc fire protection plans 


8402030339 Forwards revised "Emergency Plan Implementing Procedures, 
San Onofre Nuclear Generating Sta t i on, Uni ts 1,2 & 3 " 

CROY, P. A Southern California Edison Co 64/01/27 NRC - No 

Detailed Affiliation Given lp 22064 013 24X 

Fiche 3 0-206, 84/06/27, 8402030338 


— 8402030344 Revised "Emergency Plan Implementing Procedures, San Onofre 
Nuclear Generating Station, Uni ts 1,2 6. 3 " 

ANDERBON, C K , PATRI8SI.0 A Southern California Edison Co 
94/01/27 52 Spp 22064:015 24X Fi che' 50-206, 84/01 /27« 

8402030338 


6403050148 Forwards "Evaulation of Southern California Edison 
Site-Specific Offsite Radiological Emergency Preparedness 
Prompt Alert 6 Notification 9ye Evaluation " 8ys adequate to 
alert 6 notify public in event of accident 

SPECK, 3 U Federal Emergency Management Agency 84/01/31. 
DIRCK9,W J Office of the Executive Director for Operations lp 
22407 314 24 X Flche 50-206,84/01/31,8403050148 


— 8403030172 "Evaluation of Southern California Edison Si te-Bpec i f ie 
Offsite Radiological Emergency Preparedness Prompt Alert & 
Notification By* “ 

* Federal Emergency Management Agency. B4/01/05 61pp 
22407 315 24X Flche 50-206,84/01/31,8403050148 


640 3150031 Revs to emergency plan implementing procedures. inc luding 
EP1P S0123-VIII-0 202, “Assignment of Emergency Response 
Personnel" 6 B023-VIII-1. "Recognition 6 Cleeslf lcation of 
Emergencies " U/040227 ltr 

BENNETT. D D , PEACOR. D H . CROY. P A Southern California Edison Co 
84/02/15 68pp 22643 207 24X Flche 50-206, B4/02/ 1 5, 8403150031 


Q4022301 76 Foruards revised State of CA nuclear power plant emergency 
response plan 

MEDFORD, M 0 Southern California Edison Co 84/02/16 
EISENHUT, D G Division of Licensing. 2903pp, 22353 001 24X 

Fiche 50-000,84/02/16.8402230176 


— 9403020117 Revised State of CA nuclear power plant emergency response 
plan 

» California, State of 83/04/30 2901pp 22353,003 24X 

Flche 50-000,84/02/16,8402230176 


8403050127 Foruards exemption from 10CFR50, App E, Section IV. F, 1 re 
requirement for state 6 local participation in annual 
emergency plan exercise scheduled for 040229 

EISENHUT, 0 G Division of Licensing 84/02/29 BASKIN, K P, 

Southern California Edison Co Spp 22489 165 24X 

Fiche 50-206,84/02/29,0403030127 


— 8403050132 Exemption from 10CFR50, App E, Section IV F 1 re requirement 
for state & local participation in annual emergency plan 
exercise scheduled for 840229 

MIRAOLIA, F J Division of Licensing 84/02/29, Southern 
California Edison Co Spp 2248? 168 24X Flche, 50-206. 94/02/29, 

8403050127 


84031201S4 Forwards IE Safeguards Insp Ripts 50-361/84-03 t 
50-362/04-03 on 840124-25 No none omp 1 ianc e noted 
NQRDERHAUG, L R Region 5, Office of Director 84/03/06 
MCCARTHY, C B Southern California Edison Co 2pp 229B6.259, 24X 

Flehe 90-361,84/03/06,8403120194 


—8403120185 IE Safeguards Insp Repts 50-361/84-03 Si 50-362 / 84-03 on 
840124-25 No none omp 1 i ane e or deviations noted Major areas 
inspected orgenixatlon. operation, shipping It receiving it 
records & repts Details withheld (ref 10CFR2 790) 

WIEDER.A V i NORDERHAUO, L Region 5, Office of Director 

84/03/05 lp 22586 257 24X Flehe 50-361. 84/03/06, B4031201B4 


8403270256 Foruards Rev 12 to physical security plan Rev withheld 
(ref 10CFR73 21) 

HAYNES, J 0. Southern California Edison Co 84/03/07 MARTIN. J. B 
Region 5. Office of Director 2pp 22772 031 24X 

Fiche 50-206,84/03/07.8403270256 


8403200097 Inform* that emergency operation* facility HVAC control 
logic mod i< procedures necessary to Implement HVAC Isolation 
completed prior to 840229 commitment date 
MEDFORD, M O Southern California Edison Co 84/03/14 
EISENHUT, 0 0 Division of Licensing Ip 22699 095 24X 

Fiche 50-206,84/03/14,6403200097 


04032200 iG Forwards "Updated Fire Hazards Analysis. Vols 1-4." 

BASKIN, K P Southern California Edison Co 84/03/19 DENTON. H R 
Office of Nuclear Reactor Regulation, Director. lOpp 22735*238 
24X Flche 50-206, 84/03/19, B403220018 


— 8403220027 "Updated Fire Haiard* Analysis, Vol* 1-4 " 

# Southern California Edison Co 84/03/19 U78pp 22733*341, 
24X Fiche 50-206,04/03/19,8403220018 


8403270205 Discusses Southern California Edison submittal of 1983 
revised State of CA emergency response plan on behalf of all 
State of CA plants, Incorporat lng plan into Diablo Canyon 
Ad d 1 planning info will not be developed for Humboldt Bey. 

SCHUYLER, U 0 Pacific Gas bi Electric Co. B4/03/22 DENTON, H, R. 

Office of Nuclear Reactor Regulation, Director. lp 22772.137, 24X 

Fiche 50-000, 84/03/22, 8403270205. 
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H. General correspond inc • 


B4031&0063 Requests that HD Btoehr b* removed from distribution lilt 
k that L Birnath ba addsd 

HULSEY. 8 A San Disgo Oai t, Elactric Co 84/03/18. EI8ENHUT, D 0 
Division of Licanaing Ip 82633 0B3 24X Fichs 30-306,84/03/18. 
34031*0063 


J Insurance k indemnity information 


84030603*73 Forward! Endorsements 100 It BB to NEL1A Policy NF-146 6 
HAELU Policy MF-3B, respectively 

ROCCO. J Boutharn California Ediaon Co 84/08/39 DINITZ, I 
Off lea of Nuclear Raactor Regulation, Director 3pp 2S31S 132 
24X Ficha. 50-206. 84/02/3?. 84 03060373 


F. Operating licanaa ataga document! I correspondence 


8403010117 Partial retponte to FOIA request for document! by named 
Individual! ra rapta. anal vats, atudiaa. procedural It sya for 
measurament of RC8 leakage App B document! placed In PDR 
App A document* already available in PDR. Search continuing 
FELTON. U N Divieion of Rule* and Reeordi B4/01/23 MADDEN. T J. 
Kaye. Scholar. Fierman. Haya It Handler 7pp 23480 026 24X 

Flche: 30-000. 84/01/23. 04030101 17 


— 8403010233 Dlacuaaea RCS leak rate calculation!. per 620304 telcon Mods 
to RC9LK7 computer program permit leak rate calculation! for 
preaauraa between 1.700 It 2.100 ptlg w/temp between 260 F It 
270 F Plant data ene! 

MORRILL. P J. Region 3. Office of Director 82/03/08. 

WOODRUFF, R. W. Reactor Engineering Branch 17pp 22481 362 24X 

Fieh» - 50-000, 84/01/23. 8403010117 


8403020072 Application for amend to Lieanaea NPF-10 It NPF-13, changing 
Tech Bp»e Table 3 3-2. "Reactor Protective Inatrumentation 
Response Times." to incorporate penalty factor 
MEDFORD. M □ Southern California Edison Co B4/02/2? 

KNIOHTON, 0 W. Licensing Branch 3. 7pp. 22442 277. 24X 

Flche: 90-361, 64/02/27, 8403020078 


— 8403020098 Proposed Tech Specs. Chang lng Tab Is 3 3-2. "Reactor 
Protective Instrumentation Reiponse Times." 

« Southsrn California Edison Co 84/02/27. ISpp 22442 306 
24X Flche. 30-361. 84/02/27, 8403020072 


8403020333 "Evaluation of Natural Circulation Cooldown Test Performed 
at San Onofre Nuclear Generating Station." 

a Combustion Engineering, Inc CEN-2S? 84/01/31. 136pp. 

22437:036 24X Fieh e • 30-000, 84/02/27, 8403020333 


8403060424 Application for amend to License* NPF-10 k NPF-13, revising 
Tech Spec* r* radiation l< radioactive effluent monitoring 
instrumentation t< radiological environ monitoring program 
MEDFORD, M 0. Southern California Edison Co 84/03/02 Office of 
Nuclear Reactor Regulation. Director, KNIOHTON, 0 W. Licensing 
Branch 3. 3pp. 22507 134. 24X Flche: 30-361, 84/03/02, 8403060424 


—84030*0427 Proposed Tech Specs revising radiation t< radioactive 
affluent monitoring instrumentation 6 radiological environ 
monitoring program 

* Southern California Edison Co. 84/03/02. 236pp. 22307- 137 

24X Fiche 90-361,84/03/02.8403060484 


8403070177 Forwards application for Amend 84 to License NPF-10 k 
Amend 10 to License NPF-13, Amende revise Tech Spec 
4.8. 1.1.8, C re level Of insolublee in diesel fuel oil l< 

Section 6 re organiiational change* 

BABKIN, K. P Southsrn California Edison Co. 84/03/07 DENTON. H R 
Office of Nuclear Raactor Regulation. Director. 8pp. 28371,247. 
24X Flche. 50-361, 84/03/07. 8403090177. 


—8403090227 Application for Amend 10 to License NPF-13, revi sing Tsch 
Spec 4, B. 1,1,2, C to determine operability of diesel 
generator should diesel fuel oil fail to meet test for 
insolubles k revising Bsetion 6 re organisation changes, 

BASKIN, K P. Southern California Edison Co. 84/03/07 lOpp 
83971:247. 24X Flche: 30-361, 84/03/07, 8403090177 


—9403070230 Proposed rev* to Tech Spec 4,8 i 1, 2 C to determine 
operability of diesel generator should diesel fuel oil fall 
to moat test for insolubles h proposed revs to Section 6 
ro or g»ni let 1 anal changes. 

• Southern California Edison Co. 84/03/07. ilspp 22371.29? 
24X Flche: 90-341, 84/03/07, 8403070177, 


— 8403070833 Application for Amend 24 to License NPF-10, ravi a lng Tach 
Spec 481 1 2 C to determine operability of dleiel 
generator should dlssel fuel oil fail to meat test for 
insolubles & revising Section 6 re organ! istional changa* 

BABKIN, K P Southern California Edison Co B4/03/07 tOpp 
22372 014 24X Fiche 30-361,84/03/07,8403070177 


— B40307023B Proposed rev* to Tech Spec 4 B 1 1 2 C to determine 
operability of diesel generator should diesel fuel oil fail 
to meet teat for insoluble! 4< proposed revs to Section 6 
re organltationel changes 

BASKIN, K P Southern Call fornie Edison Co 84/03/07 117pp 

22372 084 24X Ficha 30-361,84/03/07,8403070177 


8403270370 Notification of 040300 masting u/utU in Bsthasda.MD to 
discuss turbine missile probabilities 6 turbine overspesd 
protection Tech Spec Agenda encl 

ROOD, H Licensing Branch 3 84/03/07 KNIOHTON, 0 W Licensing 

Branch 3 4pp 22787 331 24X Fiche - 30-361. 04/03/07, B403270370 


8403270331 Informs that NUREG-0737, Item II K 2 17, "Voiding in RCS 
During Transients" complete, based on util endorsement of 
CEN-199, "Effect* of Vassal Head Voiding During 

KNIOHTON, 0 W Licensing Branch 3, B4/03/0B BASKIN, K P, Southern 

California Edison Co HOLCOMBE, J C San Disgo Gas & Electric Co 
9pp. 83822 220 24X Fiche 30-361,84/03/08,0403270331 


8403130134 Informs that equipment requiring environ qual if ication 
reviewed for potential age-related degradation, per NRC 
820830 itr 6 replacement schedules incorporated into maint 
program 

MEDFORDiM 0 southarn California Ediaon Co 04/03/07 
KNIOHTON, 0 W Licanaing Branch 3 ip 22601.023 24X 

Flche 90-361, B4/03/09, B403130 134 


8403160013 Forward * "Evaluation of Natural Circulation Cooldown Taat 
performed at Ban Onofre Nuclear Generating Station " Rapt 
provides evaluation of applicability of results to 6t Lucie 
Unit 2 

WILLIAMS, J W Florida Power k Light Co 04/03/13 EISENHUT.D 0 
Division of Licensing Ip 22*52' 17? 24X Ficha 50-000,04/03/13, 

04031600(3 


8403170343 Forward* clarification of praviou* responses to NRC 
Questions 8,7,12 !< 13 re discharge piping ays !< "EPRI PWR 
Safety 6 Relief Valve Teat Program Ouide " Info satisfies 
requirements of TMI Item II, D 1. 

MEDFORD, M 0 Southern California Ediaon Co 84/03/14 
KNIOHTON, 0 W Licensing Branch 3 lipp 22673 079 24X 

Ficha. 90-361 , 84/03/14, 0403170343 


—0403170331 Rev 1 to "EPRI PWR Safety 6 Relief Valve Test Program Quid* 
for Application of Valve Test Program Remits to 
Plant-Specific Evaluations " 

* MPR Associates, Inc 82/03/31 B6pp 22673 070 84X 

Fiche 30-361, 04/03/14, 0403190343 


0403270817 Requests exemption from 10CFR70 24 requiring maint of 
accidental criticality radiation monitoring tys Evaluations 
determined potential for criticality for new 6 spent fuel 
nonexia tent, bated on geometric spacing 
MEDFORD, M 0. Southern California Ediaon Co 84/03/27 
KNIGHTON. Q.W Licanaing Branch 3. 4pp 22003 284 24X 

Flche - 30-36 1 , 04 /03/27, 84032702 1 7. 


0 Inspection report*, IE Bulletin* S< correspondence 


0403000400 FOIA request for rspts of insp carried out under Condition 2 
of Nuclaar Energy Liability policiea for facilities, 

CAL80YA9, C D. Affiliation Not Assigned 84/02/07 Region 3, 
Office of Director 4pp 22967.341 24X Fiche, 30-000, 84/02/07, 

8403080408 


8403060023 Forward* IE !n«p Rapt* 30-206/83-20, 30-361/83-43 k 
30-362/83-42 on 831210-040121 No noncomp 1 lane a noted 
BISHOP, T W. Division of Resident, Reactor Project k Engineering 
programe 84/02/0? BASKIN, K. P Southern California Edison Co 
2pp 22316' 203 24X Flche 30-206,84/02/07,8403060023 


—0403060029 IE Imp Rspts 30-206/03-20,30-361/03-43 k 30-362/03-42 on 
831810-040181 No noneompUanee or deviation* noted Major 
areas inspected operational safety verification, power 
ascension transient testing k maint activities. 

CHAFFEE, A E , STEWART, V. P , D'ANGELO, A Rsgion 3, Offics of 

Director 84/02/07 13pp. aa316 - 287 24X Fiche 30-206,84/03/09, 

8403060025 


8403060008 Forwards IE Insp Rept* 90-206/84-02,30-361/04-02 k 
30-362/84-02 on 840113-20.No noncomplianee noted 
WENBLAWSKI, F A- Region 3, Office of Director 84/02/16, 

BASKIN, K. B Southern California Edison Co 2pp 22516 268 24X 

Fiche: 30-206 , 84/02/ 1 6, 8403060000 
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— 8403060019 IE Insp Rept* SG -206/0 4.-02, 30-36 1 /B4-02 fa 30-362/04-02 on 
8401 1 3-20 No noncomp 1 lane * or deviations noted Major areas 
Inspected Tadlatlon protection program, hn 1 th physics fa 
chemistry training fa general employee training 
SHERMAN, C l , WENELAWSKI.F A Region 3, Office of Director 
84/02/13 1 3pp 22316*270 24X Fiche 30-206, 84 / 02 / 1 6, B40306000B 


S4030B04 19 Responds to FQ1A request for repts of Insp carried out under 
Condition 2 to Nuclear Energy Liability policies for 
facilities NRC does not have repts 

FELTON, J M Division of Rules and Records 64/02/22 CALSQYAS, C D 

Affiliation Not Assigned ip 22367 343 24X 

Flche- 30-000. B4/02/22, 8403060419 


B401 190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits fa Annunciation " Bvc list 
end 

JORDAN, E L Division of Emergency Preparedness I, Engineering 
Response (Post 830103) 64/02/20 Consolidated Edison Co of New 

York. Inc llSpp 22909 239 24X Fiche 50-000. 84/02/ 2B, 8401 190072 


8403190367 Forwards IE Insp Repts 30-206/84-04,30-361/84-05 fa 
50-362/84-03 on 840123-27 No none ompl lance noted. 

HEHSLAHSKI.F A Region 3, Office of Director 84/03/01 

BASKIN, K B Southern California Edison Co 2pp 22673 220 24X 

Fiche 50-206. 84/03/01, B403190367 


— 0403190373 IE Insp Repts 30-206/B4-04, 30-361 /84-05 fa 30-362/04-03 on 
840123-27 Mo noncompliance noted Major areas Inspected 
radiological environ monitoring program fa followup on 
licensee action re previous imp findings 

YUHA5.G P , WENSLAHSKI. F A Region 5, Office of Director 
84/03/01 6pp 22673.222 24X Fiche 30-206.84/03/01,8403190367 


8402090007 IE Info Notice 84-14, "Highlights Df Recent Transport 
Regulatory Revs by DOT fa MRC *' Svc list end 

GRACE, J N Division of OA, Safeguards b Inspection Programs (Post 
8301031 84/03/02 Consolidated Edison Co of New York. Inc 

I30pp 22332 329 24X Fiche 30-000,84/03/02,8402090007 


8402090008 IE Info Notice 84-16. "Failure of Automatic Sprinkler Bys 
Valves to Operate “ Svc list ere 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B30103) 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22333 098 24X Fiche 30-000,84/03/02,8402090008 


B402Q90009 IE Info Notice 84-13, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Past 830103) 84/03/02 Consol ldated Edison Co of New 

York, Inc I19pp 22553 217 24X Fi c he 30-000. 84/03/02, 0402090009 


8402090011 IE Info Notice 84-17, "Problems H/Llquid Nitrogen Cooling 
Components Belou Nil Ductility Temp " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York. Inc 1 1 7pp 22553 336 24X Fi c h e 30-000. 84/03/03, 8402090011 


£403120184 Forwards IE Safeguards Insp Repts 50-361/B4-03 fa 
90-362/84-03 on 040124-23 No noncompllance noted. 

NGRDERHAUG, L R Region 3, Office of Director 84/03/06 

MCCARTHY, C B Southern California Edison Co 2pp 22586 233 24X 

Fiche 50-361,84/03/06, B4031201B4 


--B4031201B5 IE Safeguards Insp Repts 50-361/84-03 fa 30-362/84-03 on 
840124-23 No noncompllance or deviations noted Major areas 
Inspected or gani l a tl on. operat 1 on, sh i pping fa receiving & 
records fa repts. Detal Is withheld (ref 10CFR2 790). 

WIEDER, A. V . NORDERHAUO, L Region 3, Office of Director 

84/03/03 ip. 22386-257 24X Fiche 30-361. 04/03/06, 8403120184. 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Inspe of 
Fire Protection Safe Shutdown Bys " Svc Met end 
JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Post 630103) 84/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22633 049 24X Fiche 50-000, B4/O3/07, 9402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys. 11 Svc 1 i st enc 1 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response (Poet 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp. 22384 186 24X Fiche 50-000, 04/03/07, 8402090020 


9403090127 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/und trvol tags trip feature used in applications other than 
reactor trip sys No circuit breakers utilised in 
saf ety-re lated applications Bulletin inapplicable. 

MEDFORD, M 0 Southern California Edison Co 94/03/07 MARTIN, J B 
Region S, Office of Director lp 22373 340 24X 

Fiche 30-361,84/03/07.8403090127 


B4 02090031 IE Bulletin 84-02. "Failures of OE Type HFA Relays in Uie in 
Class IE Safety Dye " Svc lift end 

DEYOUNG, R C Director'! Office, Office of Inipection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

1 34pp 22023-094. 24X Fiche 30-000,04/03/12,8402090031 


6402090043 IE Info Notice 84-19. "Two Events Involving Unauthorised 
Entrie* into PUR Reactor Cavities ” Svc list end 
JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response CPost 030103) B4/03/21 Consolidated Edison Co of Mew 

York, Inc 123pp 22823 229 24X Fiche 30-000, B4/03/2 1 , 8402090043 


8402090044 IE Info Notice 94-20, "Svc Life of Relays In Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness fa Engineering 
Response CPost 830103), 84/03/21 Consolidated Edison Co of New 

York. Inc 133pp 22933 OOi 24X Fiche 30-000,84/03/21,8402090044 


0403230118 Reeponds to Items l fa 4 of IE Bulletin 83-07, "Apparently 
Fraudulent Products Bold by Ray Miller, Inc." No evidence 
found to indicate that any vendor matli provided to or used 
a t fac 11 1 ties 

WR1E0ER.R W Southern California Edison Co 84/03/21 MARTIN, J B 
Region 3, Office of Director 2pp 22730 139 24X 

Fiche 50-361,94/03/21,8403230118 


R Periodic operating reports fa related correspondence 


B40306043B "Annual Personnel Monitoring Rept, 1983 " W/840229 ltr 
HAYNES, J a Southern California Edison Co 83/12/31 4pp 
22511 189 24 X Fiche 30-206,83/12/31.8403060438 


8403020010 Monthly operating repts for Jan 1984, M/840213 ltr 

MORRIS, C A , HAYNES, J 0 Southern California Edison Co 84/01/31 
I2pp 22442223 24X Fiche 30-361,84/01/31,8403020010 


8403020040 Forwards auxiliary feedweter sys monthly outage rept for 
331216-B40119, per License Condition 2 C(26) 

MEDFORD. M 0 Bouthern California Edison Co 84/02/29, 

KNIGHTON, O U Licensing Branch 3 3pp 22442 269 24X 

Fiche 50-361,94/02/27,0403020040 


B 4 03200033 Forwards monthly operating repts for Feb 1994 fa revised 
monthly operating repts for Aug 1983 - Jan 1984, Revs reflect 
values rceeroed from beginning of commercial operation, per 
NUREQ-0020. 

HAYNES, J 0 Southern California Edison Co 84/03/15 Office of 
Resource Management, Director lp 22683 001 24X 

Fiche 30-361,84/03/13,0403200033 


— 8403200037 Monthly operating repts for Feb 1984 

MORRIS, C A Bouthern California Edison. Co 84/02/29 10pp. 

22685 002 24X Fiche 30-361, 84/03V13, S403200033 


— 8403200074 Revliad monthly operating repts for Jan 1984. 

MORRIS. C A Southern California Edison Co. 84/01/31. 4pp 
22603 012 24X Fiche 30-361,84/03/13,8403200033 


— 8403200077 Reviied monthly operating rept for Dec 1983 

MORRIS, C A Southern California Edison Co 83/12/31 3pp. 
22683 016 24 X Fi che- 30-36 1 , 04/03/1 3, 8403200033 


— 8403200002 Revised monthly operating rept for Nov 1983 

M0RRI8, C A Southern California Edison Co 83/11/30 3pp 
22683 019 24 X Fiche 30-361,84/03/13,8403200033 


— 9403200086 Revised monthly operating rept for Oct 1983, 

MORRIS, C A Southern California Edison Co B3/10/31 3pp 
22683 022 24X FI che . 30-361, 04/03/1 S, 8403200033 


— 9403200000 Revised monthly operating rept for Sept 1983 

MORRIS, C A Southern California Edison Co 83/09/30, 3pp 
22683 023 24X FI che' 30-361 , 84/03/ 1 3, 8403200033 


— 8403200091 Revised monthly operating rept for Aug 1983 

MORRIS, C A southern California Edison Co 83/08/31. 3pp. 
22683 028 24X Fiche 30-361,84/03/13,8403200033. 


8403230074 Forwards auxiliary feedwater sys monthly outage rept for 
840116-0213, Including 840112,14 fa IS outages, omitted from 
last months rept, per License Condition 2, C<26) Next rept 
will cover period 840216-0313, 

MEDFORD, M □ Southern California Edison Co. 84/03/20 
KNIGHTON, O U Licensing Branch 3 3pp 22726-330 24X 

Fiche 30-361,84/03/20,8403230074 
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8 Reportable occurrences, LERs & related correspondence 


0312010301 Discusses 020314 loss of shutdown cooling when low pressure 
safety injection (LPBI) pumps became nitrogen bound IE info 
notice re gas binding of LPSI pumps while bac hf lushing 
purification filter should be issued 

CINTUUAiT C Rsector Operations Analysis Branch 02/11/24 

BEVFRIT.K V Reactor Operations Analysis Branch ?pp 22773 230 

B4X Fiche 30-361, 02/1 1/24, 9212010501 


8403010451 Informs Commission of problems w/emergency diesel generators 
mfg by Transameriea D« lava Line 

DIRCK6, W, J Office of the Executive Director for Operations 
SECY-03-034 84/01/23 4pp 22430 347 24X Fiche 30-000, B4/01/23. 

0403010431 


0403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turb ines, Oimpel NP8-4 T&T valve, to dose Enel ltr dtd 840203 
cent to listed utils. GE notified of affected units in BWR 
p laots 

THEROUX, R fi Tarry Corp 04/02/22 WOODRUFF. R W Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 30-000,04/02/22,0403210032 


8403130074 Revised special rept, an 830712, Channel s 1,7 i< 12 discovered 
inoperable during 31-day channel functional testing per 
Surveillance Procedure 8023-11 i 13 Caused by sensor probes 
becoming detached from reactor vessel bottom 

HAYNES, J 0 Southern California Edison Co 04/02/23 MARTIN, J B 
Region 3, Office of Director 2pp 22641 04? 24X 

Fiche, 30-361, 04/02/23. 0403130074 


8403170376 PNS-V-S4-004 on 840314, 1 1 censer notified that results of 
chemical tests performed on contractor employees suspected 
of possession or use of controlled substances while onsite 
indicated positive in two of four tests 

SCHWAN, C A , NORDERHAUO.L R Region 3, Office of Director 
84/03/13 ip 22675 216 24X Fiche 30-206, 84/03/15, 8403190376 


8403200194 LER 84-009-00 on 840214, analysis of startup test data 
established calculated thermal power calculated by core 
protection calculators may become decalibr relative to 
secondary calorimetric power Procedure changed U/B4031S ltr 
HAYNES, J 0 Southern California Edison Co 84/03/13 3pp 
22606 396 24X Fiche 30-361,84/03/15,0403200194 


8403270217 Part 21 rept re broken contact carrier in control device of 
7 3 kV-13 kV, 300-730 MVA, 5 kV 350-3,000 N a 11 HKV circuit 
breakers Initially reported on 830223 Addenda to 
installation S< malnt procedures sent to affected units 
DUVALL, D D Brown Boveri Corp (subs, of Brown Boveri S, Co , Ltd ) 
84/03/19 Record Services Branch (Document Control Deck) Spp 
22772 114 24X Fiche 30-000,84/03/19,0403270219 


8403280002 LER 84-011-00 on 840229, c on ta inmen t purge isolation sys 
actuated when containment airborne monitor 2RE-7B04 gaseous 
Channel C failed Caused by water in gaseous detector cell, 
short circuiting pre-amp Water removed W/S40322 ltr 
HAYNES, J 0 Southern California Edison Co 84/03/22 3pp 
22777 152 24X Fiche 30-361,84/03/22,8403280002 


X Onsite Storage of Low Level Waste 


0403030003 LER 84-002-00 on 040130-0203, containment purge isolation sys 
spuriously actuated Caused by electrical noise spike on 
train B containment airborne monitor BRT7807 Use of addl 
suppression circuit being investigated W/640228 ltr 
HAYNES, J 0 Southern California Edison Co B4/02/2S 3pp 
22490 237 24X Fiche 30-361,04/02/29,8403030003 


0403060363 Forwards program description for waste classification {< farm 
to be used to implement 10CFR61 6 10CFR20 311 requirements 
re land disposal of radwaste & stds for protection from 
radiation 

MEDFORD, M 0 Southern California Edison Co 84/03/02 
E1SENHUT. D 0 Division of Licensing Spp 22310 207 24X 

Fiche 50-206,04/03/02,8403060363 


8403060370 LER 84-006-00 on 040103, spurious toxic gas isolation sys 
actuations occurred Caused by toxic gas isolation syt 
setpoint set at threshold level of detection Tech Specs 
revised to raise setpoint requirements. W/940228 ltr 
HAYNES, J G Southern California Edison Co B4/02/S8 3pp 
22511. 327, 24X Fiche. 30-361 , B4/02/28, 8403060378 


8403060403 LER 04-001-00, on 8401 11 , pr eparat i on of updatad fire hazards 
analysis resulted in 91 nonconformance repti (NCR) re fire 
protection program deficiencies Compensatory measures 
established NCR dispositions planned W/S40228 ltr 
HAYNEB, J 0 Southern California Edison Co 04/02/28 9pp 
22510,283 24X Fichs 30-361,84/02/28,8403060403 


8403130033 LER 83-143/03L-0 on 030316, snubb sr on B-lnch d (mineral 1 zed 
water makeup t< transfer line between condensate storage 
tanks discovered frozen Caused by internal damage, Snubbar 
replaced on 840328 W/040228 ltr. 

HAYNES, J 0 Southern California Edison Co 04/02/28 MARTIN, J B 
Region 3, Office of Director, 4pp 22641 006 24X 

Fiche- 30-361, 84/02/20, B4031S0033. 


0403060215 PNO-V-84-Oil on S40221, reac tor trip breaker 8 undervoitags 
dsvics Inoperable Caused by metal shavings In on# control 
room manual reactor trip pushbutton. On 840228, four leads in 
plant protsetion syt cabinets found disconnected 

CANTER, H Region 9, Office of Director. 84/02/29 ip. 22317 230 
24X Fiche. 30-361, 84/02/29, 04 03060213 


8403130037 LER 04-005-00 on B40127, while in Mode 3, w/purg e/v ent stack 
wida-rangs monitor 3RT-7B63 It flow rate monitor out of 
•vc far installation of noise suppression circuit, flow rate 
estimates not performed as required U/B4030i ltr 
HAYNES, J 0. Southern California Edison Co 84/03/01 3pp 
22641:339 24X Fiche. 30-361, B4/03/01, 8403130037 


8403120063 Updatad PND-V-B4-01 1 A discovered manual pushbutton not 
inoperable as result of metal shavings in contacts Only 
operability of undarvoltaga trip on RTB-8 affected Source of 
metal flakes undetermined 

DODDS, R T. Region 3, Office of Director B4/03/09 ip. 22356 28S 
24 X Fiche. 30-361, B4/03/03, 8403120063, 


0403120064 LER B4-007-00 on 840203 !t 04, Train A «* B main steam 
isolation sys spuriously actuated on low pressure signal 
from E-08B Caused by voltage fluctuation resulting from 
electrical real ignmant*. tasting I. maint W/S40303 ltr 
HAYNES. J 0. Southern California Edison Co 04/03/03, Spp 
22306,269 24X Fiche 50-361,04/03/09.8403120064 
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F. Security, medical, emergency it fire protection plans 


0402030338 Forwards revised "Emergency Plan Implementing Procedures. 
San Qnofre Nuclear Generating Station. Uni t s 1,2 t 3 ■ 

CROY. P A Southern California Edison Co 04/01/27 NRC - No 
Detailed Affiliation Given lp 22064 013 24X 

Fiche 30-206,04/01/27.0402030338 


— 8402030344 Revised "Emergency Plan Implementing Procedures, Ban Qnofre 
Nuclear Generating Sta t ion. Uni ts 1.2 5< 3 " 

ANDERSON, C K < PATRISSI,G A Southern California Edison Co 
84/01/27 323pp 22064 013 24X Fiche 90-206,84/01/27, 

0402030330 


B40303014S Forwards “Evaulation of Southern California Edison 
Site-Specific Offsite Radiological Emergency Preparedness 
Prompt Aiert & Notification sys Evaluation " Sys adequate to 
alert & notify public in event of accident 
SPECK, S W Federal Emergency Management Agency. 04/01/31 
DIRCKS.W J Office of the Executive Director for Operations lp 
22407:314 24X Fiche 50-206,04/01/31,8403030148 


— 8403030172 "Evaluation of Southern California Edison Si tt-9p«elf ic 
Offsite Radiological Emergency Preparedness Prompt Alert It 
Notification 8ys “ 

* Federal Emergency Management Agency 84/01/05 61pp 
22487 313 24X Fiche 30-206,84/01/31,0403050148 


0403190031 Revs to emergency plan Implementing procedures, including 
EPIP S0123-VIII-0 202r "Assignment of Emergency Response 
Personnel" *, S023-VIII-1, "Recognition it Classification of 
Emergencies " W/840227 ltr 

BENNETT, D D . pEACOR. D H , CROY, P A Southern California Edison Co 
84/02/13 68pp. 22643 207 24X Fiche 30-206, 04/02/ 1 3. 0403130031 


8402230176 Forwards revised State of CA nuclear power plant emergency 
response plan 

MEDFORD, M 0. Southern California Edison Co B4/02/16 
EISENHUT, D G. Division of Licensing 2903pp. 22393 001 24X 

Fiche 30-000,84/02/16, B402230176 


— 8403020117 Revised State of CA nuclear power plant emergency response 
plan 

* California. State of 83/04/30 290ipp 22333 003 24X 

Fiche 30-000,04/02/16,8402230176 
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8403030127 Forwards sumption from 10CFR50, App E. Section IV F I r* 
requirement for stats it local participation In annual 
emergency plan esertls* scheduled for 840229 
EISENHUT, D 0 Division of Licensing B4/03/29 BASKIN.K P 

Southern California Edison Co 3pp 2246*7 183 24X 

Fleh* 50-206, B4/02/29, B403D5DI27 


— 8403030132 Elemption from lOCFRSO-App E. Section IV F 1 r» r tqu|r emant 
for state t< local participation in annual emergency plan 
• ierciie scheduled for 84022*7 

MIRAOLIA.F J Division of Licensing B4/02/29 Southern 

California Edison Co 3pp 224B9 168 24X Fiche 30-206-84/02/29. 

6403050127 


B403120194 Forwards IE Safeguards Insp Fepts 50-361/84-03 J, 
50-362/84-03 on 840124-23 No noncomp 1 i anc e noted 
NORDEflHAUO. L R Region 5. Office of Director 84/03/06 
MCCARTHY, C D Southern California Edison Co Spp 223B6 235 24X 

Fiche 50-361, B4/03/06, B40312O1B4 


— 94031201 B3 IE Safeguards Insp Repts 30-361/84-03 U 50-362/84-03 on 
840124-25 No noncompliance or deviations noted Major areas 
inspected organl i*t ion, operation, ihl pping 8. receiving 8, 
records 6 repts Details withheld (ref 10CFR2 7901 
WIEDER.A V Region 5. Office of Director 84/03/03 Ip 
22336 237 24X Fleh# 30-361 . B4/03/O6, S403120 1 B4 


B403270Z56 Forwards Rev 12 to physical security plan Rev withheld 
fref 10CFR73 21 1 

HAYNES, J G Southern California Edison Co 84/03/0? MARTIN. -J B 
Region 5. Office of Director 2pp 22772 031. 24X 

Fiche 30-206-94/03/07,8403270256 


9403200097 Informs that emergency operations facility HVAC control 
logic mod 6 procedures necessary to implement HVAC Isolation 
completed prior to 64022? commitment date 
MEDFDRO.fi 0 Southern California Edison Co 84/03/14 
EISENHUT, D 0 Division of Licensing ip 22699 093 24X 

Fiche 50-S06- B4/03/14, 8403200097 


3403220010 Forwards "Updated Firs Hsiards Analyt is. Vols 1-4 " 

BASKIN- K P Southern Cal ifornia Edison Co 84/03/19 DENTON. H R 

Office of Nuclear Reactor Regulation- Director 10pp 22735 239 

24X Fiche 30-206-84/03/19-8403220019 


—□403220027 "Updated Fire Haiards Analysis. Vole 1 -4 “ 

a Southern California Edison Co 84/03/19 U7Spp 22735 341 
24X Fich* 50-206,84/03/19.6403220018 


8403270205 Discusses Southern California Edison submittal flf 1983 
revised State of CA emergency response plan on behalf of all 
State of CA plants. incorpora t i ng plan into Diablo Canyon 
Addl planning info will not be developed for Humboldt Bay 
SCHUYLER, J 0 Pacific Das 1 Electric Co 84/03/22 DENTON. H R 

Office of Nuclear Reactor Regulation- Director Ip 22772 137 24X 

Fiche. 50-000, B4/03/22. 8403370205 


H General correspondence 


B403160063 Requests that HD Btoehr be removed from distribution list 
it that L Bernath he added 

HULSEY. S A San Diego Gas 6 Electric Co B4/03/12 EISENHUT. D 0 
Division ef Licensing lp 22655 093 24X Fiche 50-204,84/03/12, 
8403160063 


Insurance L indemnity information 


1403060395 Forwards Endorsements 100 it 98 to NELIA Policy NF-146 U 
MAELU Policy MF-39, respectively 

ROCCO.J Southern California Edison Co 84/02/29 DINITZ- I 
Office of Nuclear Reactor Regulation- Director 3pp 22513 152 
24X Fiche 50-206.84/02/29, B403 06039S 


B 403020092 Application for amend to Licenses NPF-10 ti NPF-15- changing 
Tech Spec Table 3 3-2, “Reactor Protective Inetrumentatlon 
Response Times," to incorporate penalty factor 
MEDFORD, M 0 Southern California Edison Co B4/02/2? 

KNIGHTON, 0 W Llcsnsing Branch 3 7pp 22442 299 Z4X 
Fiche 50-361,84/02/29,8403020092 


--8403020093 Proposed Tech Sp ac s ■ chang i ng Table 3 3-2, “Reactor 
Protective Instrumentation Response Times “ 

• Southern California Edison Co B4/02/2? i9pp 22442 306 
24X Fiche 30-361,84/02/29,8403020092 


8403060424 Application for amend to Licenses NPF-10 t, NPF-19, revising 
Tach Specs re radiation 8. radioactive affluent monitoring 
instrumentation 6 radiological environ monitoring program 
MEDFORD, M 0. Southern California Edison Co B4/03/02 Office of 
Nuclear Reactor Regulation. Director KNIQHTON- 0 U Licensing 
Branch 3 3pp 22507 154 24X Flchs 50-361,84/03/02,8403060424 


— B403060427 Propossd Tech Specs revising radiation 6 radioactive 
effluent monitoring instrumentation Si radiological environ 
monitoring program 

* Southern California Edison Co 84/03/02 296pp 22307. i87 

24X Fiche 50-361,04/03/02.8403060424 


8403090177 Forwards application for Amend 24 to License NPF-10 S. 
Amend 10 to Lionet NPF-15, Amends revise Tsch Spec 
4.8 1 i 2 C re level of insolubles in diesel fuel oil !< 

Section 6 re organisational changes 

BASKIN, K P Southern California Edison Co 84/03/07, DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22371' 247, 
24X Fiche 50-361, 84/03/07, 8403090177 


■8403090227 Application for Amend 10 to License NPF-13, revi Sing Tech 
Spec 481 I 2 C to determine operability of diesel 
generator should diesel furl oil fall to meet test for 
Insolubles Si revising Section 6 re organisation changes 
BABKIN, K P Southern California Edison Co B4/03/07 lopp 
22571 249 24X Fi c he: 50-361 , 84/03/07, 8403090177, 


— B4Q3090230 Proposed revs to Tech Spec 4 B 1 1 2 C to determine 
operability of diesel generator should diesel fuel oil fail 
to meet test for Insolubles l< proposed revs to Section 6 
re organizational changes 

* Southern California Edison Co 84/03/07 I19pp 22571 259 
24X Fiche 50-361,84/03/07,0403090177 


9403270370 Notification of 840308 meeting ui/utll in Bethesda.MD to 
discuss turbine missile probabilities it turbine overspeed 
protection Tech Spec, Agenda end 

RQDD.H Liceneing Drench 3 84/03/07 RNJQHTON, 0 W Licensing 

Branch 3 4pp 227B7 331 24X Fiche 50-361, B4/03/07, 8403270370 


8403290331 Inform that NURE0-0737. Item II K 2.17. "Voiding in RGB 
During Transients'* c amp 1 ste . ba sed on util endorsement of 
CEN-199, ''Effects of Vessel Heed Voiding During " 

KNTQHTON. 0 W Licensing Branch 3 84/03/08 BASKIN, K P. Southern 

California Edison Co HOLCOMBE- U.C 8an Diego Qas t. Electric Co, 
9pp 22022 820 24X Fi chs 50-361, 04/03/09, 8403290331 


0403130134 Informs that equipment requiring environ qualification 
reviewed for potential age-related degradation, per MIC 
B2D830 ltr s< replacement schedules incorporated Into maint 
program 

MEDFORD, M 0 Southarn California Edison Co B4/03/0? 

KNIGHTON, O w Licensing Branch 3 lp 22601 023 24X 

Fiche 50-361, S4/03/09, B40313O134 


8403160013 Forward* "Evaluation of Natural Circulation Cooldown Teit 
Performed at San Qnofre Nuclear Generating Station ** Rapt 
providts evaluation of applicability of results to St Lucie 
Unit 2 

WILLIAMS. U W. Florida Power tc Light Co B4/03/13 EISENHUT. D 0 
Division of Licensing lp 22652 179 24X Fiche 50-000. B4/03/ 13. 

8403160013 


Operating license stage documents i correspondence 


403010117 Partial response to FOIA request for documtnti by named 
individual* re repts. analyst *, stud i ts, proc edur e s 6 jy* for 
measurement of RCB leakage App B documents placed in PDR 
App A documents already available in FDR Search continuing 
FELTON, J M Division of Rule* and Record* B4/01/2& MADDEN, T J 
Kaye, Scholar, Flerman, Hays b Handler 7pp 22460 026 24X 

Fiche- 50-000. S4/01/25, 8403010117 


-8403010233 Discusses 8CS leak rat* calculations, per 820504 telcon Mods 
to RCSLK7 computer program permit leak rats calculation* for 
pressure* between i,900 *< 2,100 pslg w/t«mp between 260 F i, 

270 F Plant data end 

MORRILL, P J Region S. Office of Director 82/05/05 

WOODRUFF, R W Reactor Engineering Branch 17pp 22481 362 24X 

Fiche 50-000, 84/01/25, 840301011 7 


8403190345 Forward* clarification of previous responses to NRC 
dotation* 8,9,12 Si 13 re discharge piping sy* t "EPR1 PWR 
Bafety Si Relief Valve Teit Program Guide " Info satiefie* 
requirements of TMI Item II D 1 

MEDFORD- M 3 Southern California Edison Co. 64/03/14 
KNIGHTON. 0 U Licensing Branch 3 itpp. 22675-079, 24X 

Fiche 50-361,64/03/14, 8403190345. 


B40 329021 7 Requests elemption from 1QCFR70 24 requiring meint of 
accidental criticality radiation monitoring syi. Evaluations 
detoTmlnsd potential for criticality for new li spent fuel 
none x lstent, bated on geometric spacing, 

MEDFORD, M D Southern California Edison Co 84/03/27, 
KNIGHTON, 0, W. Licensing Branch 3 4pp, 22B03' 284 24X 

Fiche 50-361.84/03/27,8403290217 
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0 Inspection report*/ IE Bulletin* 6 correspondence 


04030 BO 408 FOIA request far rept* of In»p carried out under Condition 3 
of Nuclear Energy Liability pollclei for facilities 
CALSOYASr C D Affiliation Not Assigned BA/03/07 Region 3, 

Office Of Director 4pp 22367 341 24X Ftche 30-000,64/03/07. 

0403000400, 


6403060035 Forwards IE Insp Repts 50-206/83-26.30-361/03-43 l< 
30-362/83-42 on 831210-840121 No none omp 1 i anc e noted 
BISHOP, T W Division of Re* ident, Reactor Project V Engineering 
Program* 04/02/09 BABKIN, K P Southern California Edison Co 
2pp. 22316' 283 24XFiche 30-206,84/02/09,8403060023 


—8403060029 IE Insp Rept* 50-206/83-2B, 30-361 Z83-43 t 30-362/83-42 on 
831210-040121. No noncomp 1 i enee or deviation* noted Major 
area* inspected. operational safety ver if l cat i on. power 
ascension transient testing S< malnt activities 
CHAFFEE, A E , STEWART, J P , D'ANGELO, A Region 3, Office of 

Director 84/02/07 I3pp 22316 2B7 24X Fiche 30-206,84/02/09, 

0403060023 


0403060000 Forward* IE Insp Rept* 30-206/84-02,30-361/84-02 t, 
30-362/84-02 on 040113-20 No noncomp 1 lance noted 
WENBLAWSKI, F A Region 3, Office of Director, 64/02/16 
BASKIN, K B. Southern California Edison Co 2pp 22316 263 24X 

Fiche: 90-206, 04/02/16, 8403060008 


—8403060019 IE Insp Rept* 50-206/84-02,30-361/84-02 *< 30-362/84-02 on 
840115-20 No noncompl lance or deviations noted Kajor areai 
inspected radiation protection program, heal th physics t 
chemistry treining & general employee training 
GHERMAN, C, I , WEN8LAWBK I , F A Region 3, Office of Director 
84/02/13. 1 Spp 22316.270 24X Fiche 30-206,84/02/16,0403060000 


8403080419 Responds to FOIA request for repts of insp carried out under 
Condition 2 to Nuclear Energy Liability policies for 
facilities NRC doe* not have repts 

FELTON, J. (4 Division of Rule* and Records 84/02/2 2 CAL80YA8, C D 

Affiliation Not Assigned Ip 22367 343 24X 

Fiche 30-000, 04/02/22, 8403000419 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits Si Annunciation “ 9vc list 
end 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Reeponse (Post 630103), 84/02/20 Consolidated Edison Co of New 

York, Inc U3pp 22909 239 24X Fiche' 30-000, 84/02/28, 8401 190072 


8403190367 Forwards IE Insp Repts 30-206/B4-04, 30-361 /64-OS S> 
90-362/84-03 on 040123-27 No noncompll anc e noted 
UENBLAWBKI, F A. Region 9, Office of Director 64/03/01 
BASKIN, K B Southern California Edison Co Spp 22679 220 24X 

Fiche 30-206,64/03/01,6403190367 


—8403120183 IE Safeguard* Insp Repts 50-361/84-03 J, 50-362/04-03 on 
840124-25 No noncompliance or deviations noted Major area* 
inspected or ganl i a t i on, opera t i on, sh 1 p p ing ?< receiving S< 
record* & repts Details withheld (ref I0CFR2 790) 

WIEDER, A V , NORDERHAUQ, L Region 5, Office of Director 

64/03/03 lp 22306 257 24X Fiche 30-361,04/03/06,8403120184 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insp* Of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22633 049 24X Fiche 50-000,84/03/07,8402090024 


8402090020 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Bys " Svc list end 

JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post S30103) 84/03/07 Consolidated Edison Co of New 

York, Inc IlBpp 22584 186 24X Fiche 50-000,84/03/07,0402090028 


8403090127 Responds to IE Bulletin 63-08 re electrical circuit breakers 
w/undervoltage trip feature used in applications other than 
reactor trip sys No circuit breakers utilijsd in 
safety— related applications Bulletin inapplicable 

MEDFORD. M Q Sou th ern Ca 1 1 f ornia Ed i son Co 84/03/07 MARTIN, J B 

Region 3, Office of Director ip 22373 340 24X 

Fiche 30-361,84/03/07,0403090127 


8402090031 IE Bulletin 84-02, "Failures of QE Type HFA Relays in Use in 
Class IE Safety Sys." Svc list Bncl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22B23 094 24X Fi c h e 30-000, 04/03/ 1 2, 8402090031 


8402090043 IE Info Notice 84-t9i "Two Event* Involving Unauthoriisd 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparednes* J, Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 30-000, 84/03/21. 6402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safaty-Related 
By* " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 00! 24X Fiche 30-000,84/03/21,6402090044 


8403230118 Responds to Items 1 & 4 of IE Bulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Miller, Inc " No evidence 
found to indicate that any vendor matls provided to or used 
at fac 1 1 1 1 1 es 

KRIEGER , R M Southern California Edlion Co. 04/03/21 MARTIN, J B 
Region 5, Office of Director 2pp 22730 139 24X 

Fiche 50-361,04/03/21,8403230118 


R Periodic operating reports fc related correspondence 


— 8403190373 IE Insp Rapt* 30-206/84-04,30-361/84-03 fc 30-362/04-03 on 
840123-27 No noncompliance noted Major areas inspected 
radiological environ monitoring program S, followup on 
licensee action re previous insp findings 
YUHAS, 0 P , WENSLAWSKI, F A Region 3, Office of Director 
84/03/01 6pp 22673-222 24X Fiche 30-206,84/03/01,6403190367 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revt by DDT 6 NRC." Svc list end 

GRACE, J N, Division of QA, Safeguards St Inspection Programs (Post 
830103) 64/03/02 Consolidated Edison Co. of New York, Inc 

130pp. 22332 329 24X Fiche' 50-000, 64/03/02, 0402090007. 


6402090008 IE Info Notice 84-16, “Failure of Automatic Sprinkler 8y* 
Velvet to Operate." Svc list end, 

JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Pest 030103) ‘64/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22393:096 24X Fiche: 30-000, 04/03/02, 8402090000 


8402070009 IE Info Notice 84-13, "Reporting of Radiological Releases " 
Svc list end , 

JORDAN. E. L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 84/03/02 Consolidated Edison Co of New 

York. Inc il9pp. 22333 217 24X Ftche. 90-000, 64/03/02, 6402090009 


6402090011 IE Info Notice 64-17, "Problem* W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc liet end 
JORDAN, E L Division of Emergency Preparednes* S< Engineering 
Response (Post 830103). 84/03/09 Consolidated Edison Co of New 

York, Inc. 117pp 22993 336 24X Pic he: 90-000, B4/03/03, 840209001 1 


8403060430 "Annual Parsonnel Monitoring Rept, 1983 " W/040229 itr 
HAYNES, J 0 Southern California Edison Co 83/12/31 4pp 
22311 109 24 X Fiche 50-206,83/12/31,8403060430 


8403020010 Monthly operating repts for Jan 1904 W/040213 ltr 

M0RR1B.C A , HAYNES, J 0 Southern California Edison Co 64/01/31 
12pp, 22442 223 24X Fiche 30-361,84/01/31,0403020010 


8403020040 Forwards auxiliary feedwater sys monthly outage rept for 
031216-0401 iS, per License Condition 2 C(26> 

MEDFORD, MO Southern California Edison Co 84/02/29 
KNIGHTON. 0 W Licensing Branch 3 3pp 22442 269 24X 

Fiche 90-361,84/02/29.0403020040 


8403200053 Forwardi monthly operating repts for Feb 1904 It revised 
monthly operating rept* for Aug 1983 - Jan 1904 Rev* reflect 
values reieroed from beginning of commercial opera t ion, per 
NUREO-0020 

HAYNES, J 0 Southern California Edison Co 04/03/13 Office of 
Resource Management, Director lp 226B3 001 24X 

Fiche: 90-361,84/03/13, 0403200033 


— 6403200 037 Monthly operating repts for Feb 1904, 

MORRIS, C A Southern California Edieon Co B4/02/29 lOpp 
22689 002 24X Fiche' 30-361, 84/03/13. 0403200033 


— 8403200074 Revised monthly operating rept* for Jan 1904 

M0RRI3. C A Southern California Edison Co 84/01/31 4pp 
22609 012 24X Fiche 30-361,84/03/13,8403200033 


64031201B4 Forward* IE Safeguard* Insp Repts 30-361/04-03 V 
30-362/84-03 on 840124-23 No noncompliance noted 
WORDERHAUO, L. R, Region 9, Office of Director 64/03/06 
MCCARTHY, C. B. Southern California Edison Co 2pp 22386.299 24X 

Fiche- 90-361,64/03/06, 8403120164. 
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0403230074 Forward! auxiliary feedwater sys monthly outage rapt for 
B40116-02L5, including 840112.14 6 1? nutasas. omitted from 
last months rept. per License Condition 2 C ( 26 I Neat rapt 
util cover period 940216-0315 

MEDFORD, h D Southern California Edison Co 94/03/20 
KNIGHTON.Q U Licensing Branch 3 3pp 22726 330 247 

Fiche 50-361 , 84/03/20. 8403230074 


5 Reportable occurrences. LER* S. related correspondence 


B4030104S1 Informs C omm i s s i on of problems w/emergency diesel generators 
mfg by Transamerica Oslaval.lnc 

D1RCKB, W J Office of the Executive Director for Operations 
SECY-83-034 B4/01/25 4pp 2243B 347 24X Flcha 50-000.84/01/25. 

B403010451 


8403210032 Part 21 rapt re failure of auxiliary faeduater pump drive 
tur b inas. frimpe 1 NPS-4 T8.T valve, to close Enc 1 ltr dtd 840203 
sent to listed utils CE notified of affected units in OUR 
plants 

THEROUX. R R Terri| Corp 64/02/22 WOODRUFF, R W Director's 
Office. Office of Inspection and Enforcement 6pp 22706 327 24X 

Flcha 30-000,84/03/22.8403210032 


8403060213 PN0-V-B4-01 1 on B40221. r eac tor trip breaker a undervoltage 
device inoperable Caused by metal shavings in one control 
room manual reactor trip pushbutton Or 840223. four leads in 
plant protection sys cabinets found disconnected 

CANTER. H Region 5, Office of Director 84/02/29 lp 22517 230 
247 Flche 50-361. 84/02/29. 8 4 0306 0213 


8403200175 Discusses B402I7 immediate notification that ESF actuated, 
per 1QCFR50 72(bl(2)<ill Power supply failure did not result 
in emergency feedwater actuation ays channel trips No LER 
Tept wt itten. per NURES-1022 

HAYNES, J Q Southern California Edison Co 84/03/12 Record 
Services Branch (Document ContT-01 Desk) 2pp 226*19 325 24X 

Fiche 30-362,94/03/12,8403200175 


B403190376 PNS-V-84-004 on Q40314. 1 ic ens ee notified that results of 
chemical tests performed un contractor employees suspected 
of possession or use of controlled substances while onsite 
indicated positive in two of four tests 

SCHWAH, C A Region 5. Office of Director 64/03/13 lp 
22675 216 24X Fiche 50-206.04/03/15,0403190376 


8403270219 Part 21 rept re broken contact carrier in control device of 
7 5 iV-15 IV, 500-730 HVA, 5 kV 350-3.000 t all HK.V circuit 
breakers initially reported on 830223 Addenda to 
Installation 6 maint procedures sent to affected units 
DUVALL. D D Drown Boveri Corp (subs of Brown Boveri & Co ■ Ltd ) 
84/03/19 Reco-rd Services Branch (Document Control Desk) 5pp 
22772 114 24X Fiche 50-000,84/03/19,8403270219 


8403270164 LER 84-004-00 on 040222. three safety injection pumps started 
6 injected 150 gallons of water into RCS Caused by dirty 
contacts on relay hold pushbutton Contacts cleaned 14/840322 
ltr. 

HAYNES, J 0 Southern California Edison Co 64/03/22 3pp 
22766 035 24X Fiche 30-362,04/03/22,8403370164 


X Onsite Storage of Lou Level Haste 


3403060363 Forwards program description for waste c less if i cat i on i. form 
to be used to implement 10CFR61 St 10CFR20 311 requirements 
re land disposal of raduaste 6 stds for protection from 
rad ia tton 

HEDFORD.M 0 Southern California Edison Co 84/03/02 
EISENHUT.D 0 Division op Licensing Bpp 22510 207 24X 

Fiche 30-206,84/03/02.8403060363 


DOCKET 50-364 JOSEPH hi FARLEY NUCLEAR PLANT, l/NIT 2 


F Security, medical, emergency St fire protection plans 


8403140212 Public version of Rsv 28 to Emergency Plan Imp 1 emetiting 
Procedure FNP-O-E IP-008. "Svc Bldg Telephone Directory " 

W/B30706 ltr J. JH Felton 040312 release memo 

HUD5PETH. J D Alabama Power Co 03/07/01 77pp 22630 157 24X 

Fiche 50-34B, 83/07/01. B4031403I2 


8403140210 Public version of Rev 4 to Emergency Plan Implementing 
Procedure CO-EIP-111. "Corporate Activation Jc Notification 
Proceduree •> W/B31025 ltr b Jti Felton 840312 release memo 
CLAYTON. F, L . MCGOWAN. J W Alabama Power Co 83/10/25, B2pp 
22639 237 24X Fiche 50-348,83/10/25,8403140210. 


8403090303 Public version of duty roster for First Quarter 1904, 
reflecting nuclear generation dept on call emergency 
positions k public info site coordination poiitton W/ 

JM Felton release memo 

GIBSON, M D Alabama Pouter Co 83/12/22 4pp 22584 342 24X 

Fiche 30-348, 83/12/22, B403090303 


8403200199 Public version of 1984 emergency on-call coverage schedule!, 
as part of Emergency Plan Implementing Procedure GO-EIP-111 
M/840106 ltr St JH Felton release memo 

ROBERTS. R G Alabama Power Co 83/12/29 19pp 2260B 22B 24X 

Fiche 90-348, 83/12/29. B4O320O198 


8403280109 Public version of temporary change notices for emergency 
plan implementing procedures, inc lud ing Procedure GQ-EIP-101 
re nuclear generation dept corporate emergency operation M/ 
840126 ltr St JM Felton 840322 release memo 
GIBBON, M 0 . MUDD. C H Alabama Power Co 84/01/26 20pp 
22812 001 24X Fiche 50-346,84/01/26,8403280107 


B4O213Q40O Forwards IE Safeguards Insp Repts 50-34B/B4-02 8. 
50-364/84-02 on 040116-20 No violations noted 

VERRELL1, D M Division of Project St Resident Programs 84/02/08 

MCDONALD, ft P Alabama Power Co 2pp 22203 291 24X 

Fiche SO-34B, 04/02/00, B4Q213Q40Q 


— B402130404 IE Safeguards Insp Rept* 50-348/84-02 6 50-364/84-02 on 
840116-20 No violations noted Major areas Inspected security 
organisation, testing St maint k physical harriers Dstalls 
withheld (ref 10CFR2 790 S< 73 21 > 

MOORE, D.E Region 2. Office of Director 84/02/02 lp 
22203 253 24X Fiche 50-340,84/02/08,8402130400 


0403160142 Forwards IE Insp Rept* 50-348/84-01 St 50-364/84-01 on 
0401 IB-19 No violations or deviations identified 

VERRELH.D M Division of Project St Resident Programs 04/02/15 

MCDONALD, R P Alabama Power Co 2pp 22655 325 24X 

Fiche 30-348,04/02/15,8403160142 


—8403160146 IE Insp Repts 30-348/04-01 8. 50-364/84-01 on 84011B-19 No 
violations or deviations noted Major areas inspected 
emergency preparedness area of protective action 
decis ionmaking 

CLINE, W Region 2. Office of Director 04/02/15. 4pp 
22655 327 24X Fiche 50-348,84/02/13,8403160142 


B403290019 Forwards IE Insp Repts 30-348/04-04 6 30-364/84-04 on 
840131-0202 No violations or deviations noted 

VERRELLl.D M Division of Project St Resident Programs 84/02/29 
MCDONALD, R P Alabama Power Co 2pp 22806 20? 24X 

Fiche 30-348,04/02/29,8403290019 


— B403290027 IE Insp Repts 30-348/04-04. 8t„ 50-364/04-04 on 840131-0202 No 
violations or deviations noted Major areas inspected 
emergency exercise 

DECKER, T R Region 2, Office of Director 04/O2/B7 7pp 
22006 211 24X Fiche 30-34B, 84/02/29, 8403290019 


8403080077 Forwards addl fees for applications for fire protection 
reviews & approvals 

CLAYTON, F L Alabama Power Co 84/03/01 MILLER, W 0 License Fee 
Management Drench lp 22539 237 24X Fiche 30-348. B4/03/O1 , 

8403080077 


8403160334 Notifies of fire protection workshop on 840316 in Rsglon It 
ofc to discuss questions re App R requirements St results of 
recent App R insps 

LEWIS, Ft C Division of Project St Resident Programs 84/03/02 
MCDONALD, R P Alabama Power Co lp 22660 192 24X 

Fiche 30-348,84/03/02.0403160354 


840328032? Forwards comments on detailed control room design revitu 
program plan, per 831031 submittal Plan does not comply 
fully u/Suppl 1 to NUREQ-0737 requirements. Recommends 
meeting in Mar or Apr 1984 

VAR0A.8 A Operating Reactors Branch 1 B4/03/09. CLAYTON, F L, 

Alabama Power Co 17pp 22807 280 24X Fiche 50-348,84/03/09, 

8403280329 


0403290078 Act receipt of 840300 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-348/84-03 It 
30-364/B4-03 

VERRELLl.D H Division of Project St Resident Programs 04/03/14 

MCDONALD, R P Alabama Rower Co ip 22806-311 24X 

Fiche- 30-348,84/03/14. 0403290078 


—8403290103 IE Insp Repts 30-348/04-03 8, 30-364/B4-03 on B401 11-0205 
Violation found failur* to implsment procedures for control 
of maint activities 

BRADFORD. W H Region 2, Office of Director. B4/02/I5 Bpp. 
22806 317 S4X Fiche 30-34B, B4/03/14, 8403290070 
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J Insurance t, Indemnity information 


B4Q3060448 Forward* Endorsement 38 to NELIA Policy NF—23B 

QUCK.J R Marsh J< McLennan, Inc 04/02/38 BALTZMAN, J Assistant 
Director for State S» Licensee Relations 2pp 32318 220 34X 

Fich ■ 30-348,04/03/28,0403060448 


8403140044 Forward* Endorsement 4 to NELIA Certificate N~i3 correcting 
name of insured on Endorsements 263 

DUCK. J R Marsh S< McLennan, Inc 84/03/03 SALT Z MAN. J Assistant 
Director for State 6 Licensee Relations 2pp 22634 162 24X 

Fithe 90-348,04/03/03,8403140044 


8403280093 Forwards Endorsements 49 t> SO to MAELtl Policy MF-93 t< 
Endorsement* 39 Si 60 to NELIA Policy NF-23B 

DUCK, J R Marsh k McLennan, Inc 04/03/20 SALTZMAN. J Assistant 
Director for State & Licensee Relations Spp 22777 001 24X 

Fich# 90-348,84/03/20,0403200083 


P Operating license stage documents & correspondence 


8401120994 Forwards Amends 37 6 27 to Licenses NPF-2 Si NPF-B, 
respectively & 8ER Amend* allow operation w/sllghtly 
positive moderator temp coefficient at low power levels S< 
Increased hot channel factor limit below full power. 

REEVea.E A operating Reactor* Branch 1 83/12/30. CLAYTON, F L 

Alabama Power Co 2pp. 21796.274 24X Fiche 30-348,83/12/30. 

8401120394 


— 8401120397 Amend* 37 fc 27 to Licenses NPF-2 & NPF-8, respec tlvely, 
allowing operation w/slightly positive moderator temp 
coefficient at low power levels Si increased hot channel 
factor limit below full power 

VAR0A.8 A Operating Reactors Branch 1 03/12/30 18pp 

2179* 276 24 X Fiche 30-340,83/12/30,8401120394 


— 8401120600 Safety evaluation supporting Amends 37 Si 27 to Licenses 
NPF-2 Si NPF-B, respectively 

a Office of Nuclear Reactor Regulation, Director. 83/12/30 4pp 
21796 294 24X Fiche 30-340,03/12/30,0401120394 


8403010117 Partial response to F0IA request for documents by named 
Individual* re repts, analyses, studies, procedures Si sys for 
measurement of RCS leakage App B documents placed in PDR 
App A document* already available In POR Search continuing 
FELTON, J M Division of Rule* and Records B4/01/23 MADDEN, T J 
Kaye. 8chDlsr, Fierman! Hays S< Handler 7pp 22400 026 24X 

Fiche 90-000,84/01/23,8403010117 


—0011070322 Summariies results of Independent evaluation* of primary 
sys leak rate S< some considered extensions Extension of 
specific evaluations to all PUR fad i 1 1 t iq* recommended 
Draft procedure re evaluations will be submitted by 800913 
JORDAN, E L Division of Reactor Operations Inspections 00/08/21 
MOSELEY, N C Division of Reactor Operations Inspections llpp 
22480 266 24X Fiche 30-000, 84/01/23, B4030101 17 


— 8403010129 Table of “Preseur i t er Design Data “ Related info end 
• Alabama Power Co 84/01/23 46pp 22480 033 34X 

Fiche 30-000,04/01/23,8403010117 


6403020196 Responds to util B30H3 request for exemption from 10CFR2Q 
re protection factor* for respirator* Exemption would allow 
credit for radloiodlne protection factor while employing MSA 
466220 OMR-1 canister Review continuing 

VAROA.B A Operating Reactors Branch 1 84/02/17 CLAYTON, F L 

Alabama Power Co Spp. 22491 130 24X Fiche 30-340,64/02/17, 

8403020136 


6403010210 Notification of 840220 meeting w/utll in Bethesda.MD to 
review changes to licensing amend schedule* for 1984 
REEVES, E Operating Reactor* Branch 1 84/02/22 VARGA, 6 A 

Operating Reactor* Branch i 2pp 22479 197 24X 

Fich#' 90-340,84/02/22, 0403010210 


8403070399 Notification of cancellation of 040220 meeting w/utll In 
Bethe*da,MD to discuss proposed changes to licensing amend 
schedules for 1984. 

REEVES, E. Operating Reactor* Branch 1 84/02/22 VARGA, S A 

Operating Reactors Branch 1 2pp 22964 143 24X 

Fiche. 90-340, B4/02/22, 0403070339 


8403020440 Notification of B4030B meeting w/ufcil in Bethesda.MD to 
dlscuse proposed changes to licensing amend schedules for 
19B4 

REEVES, E Operating Reactors Branch 1 84/02/28 VAROA, B A 

Operating Reactor* Branch 1 4pp 22491.200 24X 

Fiche. 90-340, 84/02/20, 8403020440 


0403130031 Supplemental application for amend to Licenses NPF-2 b 
NPF-B, changing Tech Specs 3/4 7 7 !i 3/4 7 8 re control room 
emergency ventilation sys 6 penetration room filtration 
sys, respectively ti deleting 3/4 9 14 re bypass piping 
CLAYTON, F L Alabama Power Co 84/03/01 VARGA, 8 A Office of 
Nuclear Reactor Regulation, Director 8pp 22613 OOJ 24X 
Fiche 50-340,04/03/01,8403130031 


— 8403130030 Proposed Tech Specs 3/4 7 7 6 3/4 7 8 re control room 
emergency ventilation sys 6 penetration room filtration sys, 
respec tively 

* Alabama Power Co 04/03/01 14pp 22613 009 24X 

Fiche 30-340,84/03/01,04 0 3130031 


8403130493 Application for amend tD Licenses NPF-2 6 NPF-8,maklng Tech 
Specs administrative changes NSHC determination requested 
CLAYTON, F L Alabama Power Co 84/03/01 VARGA, S A Office of 
Nuclear Reactor Regulation, Director 2pp 22613 336 24X 

Fiche 90-34B, B4/03/01, B403130433 


— 0403130463 Proposed Tech Bp ec s, pr ovi d ing administrative changes 
* Alabama Power Co 84/03/01 lOpp 22613 33B 24X 

Fiche S0-34B, B4/03/01, 8403130455 


B4O3O0OOB1 Forwards corrections to Tech Spec pages for moderator temp 
coefficient at low power levels submitted 831013 which 
contained typographical errors 

CLAYTON. F L Alabama Power Co 04/03/02 VARGA, S A Office of 

Nuclear Reactor Regulation, Director ip 22339 258 24X 

Fiche 50-348,04/03/02,8403000001 


— 8403080006 Corrected Tech Spec pages for moderator temp coefficient at 
low power levels 

* Alabama Power Co 84/03/02 4pp 22339 239 24X 

Fiche 50-340,04/03/02,8403000081 


8403000148 Forwards response to MIC 040104 request for addl info re 
util 031230 application for change to diesel generator/river 
water Tech Specs 

CLAYTON, F L Alabama Power Co 84/03/02 VARGA, S A Operating 
Reactors Branch 1 8pp 22339 203 24X Fiche 30-34B, 04/03/02, 

0403000140 


8403000138 Application for amend to Licenses NPF-2 6 NPF-0, re vising 
Tech Specs re meteorological monitoring instrumentation 
Change includes air temp difference to conform w/STS 
CLAYTON, F L Alabama Power Co 94/03/02 VARGA, S A Office of 
Nuclear Reactor Regulation, Director 2pp 22359 143 24X 

Fiche 50-348,84/03/02,0403080150 


— 8403080199 Proposed changes to Tech Specs re meteorological monitoring 
Instrumentation Change Includes air temp difference to 
conform W/8T8 

* Alabama Power Co 04/03/02 3pp 22339 147 24X 

Fiche 30-340,84/03/02,0403000130 


B4032101 93 Request* identification of any potential problems in 
completing NUREG-0737 items by Bept 1904 Response requested 
within 30 days of 1 tr receipt 

VARGA, S A Operating Reactors Branch 1 04/03/02 CLAYTON, F L 

Alabama Power Co 2pp 22709 176 24X Fiche 50-340,04/03/02, 

0403210195 


8403080272 Informs of delay In responding to 840217 request for add! 
Info re iodine filter respiratory protection exemption 
request Repr ior i ti lation dF request to 10CFR20, App A, 
footnote <c> to 6-month i ntarval requested 

CLAYTON. F L Alabama Power Co 04/03/03 VARGA. 8 A Office of 

Nuclear Reactor Regulation, Director ip 22537 294 24X 

Fiche 90-348,04/03/03, B4O3O80272 


8403260326 Forward* corrected Tech Spec pages re reactor trip sys 
instrumentation setpoints contained in Amend* 37 St 27 to 
Licenses NPF-2 6 NPF-0, respectively, issued on 031230 
REEVES. E A Operating Reactors Branch l 04/03/08 CLAYTON, F L 
Alabama Power Co 2pp 22773 296 24X Fiche 30-340,84/03/00, 

0403260326 


--0403260329 Corrected Tech Spec page* to Amends 37 6 27 to Licenses 
NPF-2 6 NPF-B, respect lvi ly, re reactor trip sys 
Instrumentation setpoints 

* NRC - No Detailed Affiliation Given 04/03/08 4pp 
22773 298 24X FI c he , 90-348, 84/03/00, 8403260326 


0403260227 Application to amend Licenses NPF-2 6 NPF-8, c ons 1 st Ing of 
corrected Tech Specs incorporating positive moderator temp 
coefficient at low power levels 6 increased enthalpy hot 
channel factor limit below full power, per 031013 submittal 
CLAYTON, F L Alabama Power Co 84/03/22 VARGA, 8 A Office of 

Nuclear Reactor Regulation, Director ip 22756 072 24X 

Fiche 90-340, 84/03/22, B4O3260227 
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--B403260234 Corrected proposed Tech 6p eest t ncnrporat Ing moderator temp 
coefficient at low power level* 8, increased enthalpy hot 
channel factor limit below foil power 

* Alabama Power Co 8-4/03/22 lOpp 22756 073 24X 

Fiche 50-348, 84/03/22, 8403260227 


8402090000 IE Info Notice 84-16, "Failure of Automatic Sprinkler 8yt 
Valve* to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response <Fojt 830103) 84/03/02. Consolidated Edison Co of New 

York, Inc- 122pp 22553 048 24X Fiche SO-OOO, 84/03/02, 8402090000 


B4032B0037 Application for amend to Licenses NPF-2 6 fP^F-S, c hang 1 ng 
Tech Specs 36171,46 172 re containment venting Valves 
will be used for safety-related applications of containment 
pressure 6 radiological control 

CLAYTON, F L Alabama Power Co 84/03/23 VARGA, B A NflC - No 
Detailed Affiliation Given 2pp 22777 OiS 24X 
Fiche 50-348,84/03/23,8403280037 


—0403280044 Proposed changes to Tech Specs 3617&46172 re 
containment venting 

# Alabama Power Co 84/03/23 4pp 22777 017 24X 

Fiche 50-340, 04/03/23, B4032G0037 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases “ 
Bvc list end 

JDRDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post B3QI03) 84/03/02 Consolidated Edison Co of Nsw 

York, Inc ll9pp 22553217 24X Fiche 50-000,84/03/02,8402090009 


8402090011 IE Info Notice 84-17, “Problems U/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response iPost 8301031 84/03/05 Consolidated Edison Co of Nsu 

York, Inc U7pp 22553 336 24X Fiche 50-000,84/03/05,8402090011 


B403300077 Forwards suppl to 840319 hydrostatic testing relief request 
re replacement of fesdwater to steam generator notile 
reducers Amend ineludtt welding necessary to complete 
realignment of feedwater Line C 

CLAYTON. F L Alabama Power Co 84/03/26 VARGA, 8 A Office of 
Nuciear Reactor Regulation, Director 3pp 22822 084 24X 

Fiche 50-348, B4/03/26. 8403300077 


D Inspection reports, IE Bulletins t, correspondence 


B402130400 Forwards IE Safeguards Insp Repts 50-346/84-02 1< 
50-364/84-02 on 840116-20 No violations noted 

VERRELLI, !> M Division of Project St Resident Programs 84/02/08 

MCDONALD, R P Alabama Power Co 2pp 22203 251 24X 

Fiche 50-348,84/02/08,9402130400 


--□402130404 IE Safeguards Insp Repts 50-348/84-02 tt 50-3 64 / 84-02 on 
840116-20 No violations noted Major areas Inspected security 
crgani cation, testing i> maint 8, physical fcarrlSTs Details 
withheld Craf 10CFR2 790 4, 73 2 1 ) 

MOORE.D E Region 2, Office of Director MCGUIRE, D J? Division 
of Emergency Preparedness U Materials Safety 84/02/02 lp 
22203 253 24X Fiche 50-34B, 84/OH/OB, 8402 1 30400 


8403160257 Ad receipt of Q4022B ttr Informing NRC of steps taken to 
correct violations noted in IE In*p Repts 50-340/83-33 i, 
50-364/83-31 

LEWI6, fl C Division of Project It Resident Programs 84/03/05, 
MCDONALD, R P Alabama Pdubt Co ip 22660 280 24X 

Fiche 50-348, B4/03/03, 8403160237 


--8403160265 Responds to NRC B40203 1 tr re violations noted in IE Insp 
Repts 30-34B/B3-33 It 50-364/B3-3I Corrective actions 
personnel counseled on importance of adhering to procedures 
CLAYTON. F L Alabama Power Co 84/02/28 LEWIS, R C Region 2, 
Office of Director 4pp 22660' 2B1 24X Fiche 50-348 , 84/03/05, 

8403160257 


— 8403160272 Forwards IE Insp Repts 50-348/83-33 6 50-364/83-31 an 
831 1 1 2-B40110 Sc notice of violation 

LEWISiR C Division of Project ft Resident Programs 84/02/03, 
MCDONALD. R P Alabama Power Co 2pp 22660 285 24X 

Fiche 50-340,84/03/05, 8403160257 


--S4O3160277 Notice of violation from insp on 8312U-840110. 

* Region 2, Office of Director 84/03/05 2pp 22660 287 24X 

Fiche 90-348, B4/03/05, 8403 160257. 


G 403160142 Forwards IE Insp Repts 50-348/04-01 it 50-364/84-01 on 
040118-19 No violations or deviations identified 

VERRELLi, D M Division of Project it Resident Programs 84/02/13 

MCDONALD, R P Alabama Power Co 2pp 22653 325 24X 

Fiche 50-348,04/02/15.8403160142 


--840316C284 IE Insp Repts 50-34B/83-33 t. 50-364/B3-31 on B312U-840U0 
Noncomp 1 ianc e noted failure to follow procedures Si 
failure to establish corrective measures to insure svc 
water valve MOV 536 remained open to supply Train 0 
BRADFORD.W H . RUlAND. W H Region 2, Office of Director 
CANTRELL. F S Division of Project 8, Resident Programs 84/01/30 

lOpp 22660.289 24X Fl C ho. 50-34B, 84/03/05, 8403160257. 


— 8403160146 IE Jnsp Repts 50-348/84-Oi & 50-364/34-01 on 840118-19 No 
violations or -deviations noted Major areas inspected 
emergency preparedness area of protective action 
d ec isionmakirtg 

CLINE. W Region 2. Office of Director JENKINS, G R Division of 
Emergency Preparedness & Materials Safety 84/02/15 4pp 
22655 327 24X Fiche 50-348,84/02/15,0403160142 


B4O2O90O24 IE Info Notice 84-09, Rev !, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Bys “ Svc list end 
JORDAN. E L Division, of Emergency Preparedness t, Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of Nsu 

York, Inc UBpp 22635 049 24X Fiche 50-000,04/03/07,8402090024 


B4Q1 190072 IE Info Notice B4-13, "Potential Deficiency In MatoT 
Operated Valve Control Circuits It Annunciation " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post BOO 103) 84/02/28 Consolidated Ellison Co. of New 

York, Inc I15pp 22909 239 24X Fiche 50-000, B4/OS/28' 8401 190072 


B40306012S Forwards summery of identified technical evaluation rept 
deficiencies re environ qualification of saf e ty-re lated 
electrical equipment, defined by IE .Bulletin 79-OIB it 
MUREO-05B8, respectively End withheld (ref 10CFR2 790> 

CLAYTON, F L Alabama Power Co B4/02/29 VARGA, E A Office of 
Nuclear Reactor Regulation. Director 4pp 22519 036 24X 

Fiche 50-348,04/02/29,8403060125 


B 4 0329001 9 Forwards IE Insp Repts 50-348/84-04 It 50-364/B4-04 on 
840131-0202 No violations or deviations noted 

VERRELLI, D M Division of Project & Resident Programs 84/02/29 

MCDONALD, R P Alabama Power Co 2pp 22806 209 24X 

Fiche 50-348,84/02/29,6403290019 


-8403290027 IE Insp Repts 5O-34B/04-O4 !< 50-364/B4-04 on B40I31-0202 No 
violations or deviations noted Major areas inspected 
emergency exercise 

DECKER. T R Region 2, Office of Director JENKINS, 0 R- Division 
of Emergency Preparedness 6 Materials Safety 84/02/27 7pp 
22B06 211 24X Fiche 50-346,84/02/29.8403290019 


G402090007 IE Info Notice 84-14, "Highlight* of Recent Transport 
Regulatory Revs by DOT It NRC ” Svc list end 

GRACE, J N Division of QA. Safeguard* Sc Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York. Inc 

130pp 22552 329 24X Fiche 50-000. 84/03/02, B402090007 


0402090028 IE InfD Notice 84-18, "Stress Corrosion Cracking in PUR 
Sys " Svc list end 

JORDANtE L Division of Emergency Preparedness It Engineering 
Response (Post 830103) B4/03/07 Consolidated Edison Co of New 

Yct k , Inc UBpp 22584 106 24X Fiche 50-000,04/03/07, 8402090023 


8403290319 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold by Ray Mi 1 1 tr, Inc. “ Results of review showed 
only Meetinghouse supplied equipment utilizing Ray Miller 
components List of 30 vendors contacted end. 

CLAYTON, F L Alabame Power Co 84/03/09 O'REILLY, J.P Regions, 
Office of Director 3pp 22802 067 24X Fiche 50-348,84/03/09, 

8403S90319 


0402090031 IE Bulletin 84-02, "Failures of GE Type UFA Relays in U*e in 
Clast IE Safety Sys. " Bvc list end. 

DEY-OUNO.R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

1 34pp 22823 094 24X Fiche' 50-000, 84/03/12, B402090031 


8403290078 Act receipt of 840308 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-348/84-03 t 
50-364/84-03 

VERRELLI, D H Division of Project N Resident Programs, 04/03/14 

MCDONALD, R P Alabama Power Co lp 22806 311 24X 

Fiche 50-348,84/03/14, B403290078, 


— 8403290004 Responds to NRC B40215 Itr re violations noted in IE insp 
Repts 50-348/84-03 It 50-364/84-03 Corrective actions 
responsible personnel instructed to implement procedure* for 
control of maint activities 

CLAYTON, F.L Alabama Power Co 84/03/08 VERRELLI, D M Region 
2, Office of Director 2pp 22806:312 24X Fiche 1 50-348, 

04/03/14, 840329007B 
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— B4032900B9 Forward* IE Insp Repts 5O-34B/04-O3 fc 30-364/04-03 on 
840111-0203 (< notice of violation 

VERRELLI.D M Divlilon of Project Si Resident Program* 04/02/13 

MCDONALD, R P Alabama Power Co 2pp 22006 314 24X 

FI che 30-348, B4/OS/ 14. 8403290070 


— 0403290096 Notice of violation from insp on 040111-0203 

» Region 2| Office of Director 84/02/13 lp 22806 316 24X 

Fich* 30-348, B4/03/14, 8403290078 


— 0403290103 IE In«p Rept* 30-340/84-03 6 30-364/04-03 on 840111-0203 
Violation found failure to Implement procedure* for control 
of maint activities 

BRADFORD. W H . ROLAND, W H Region 2, Office of Director 
CANTRELL, F 9 Dlviiion of Project Si Resident Program* 84/02/13 

Gpp 22606 317 24X Flche 30-3401 84/03/14. 0403290078 


B402090043 IE Info Notice 84-19, "Two Events Involving Unauthorised 
Entries into PUR Reactor Cavities “ Bvc list end 
JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Pott B30103) 84/03/21 Consolidated Edison Co of New 

York# Inc i23pp 22B23 229 24X Fiche 30-000,84/03/21.0402090043 


6402090044 IE Info Notice 84-20, "8vc Life of Relags in Safety-Related 
By* " Bvc list *ncl 

JORDAN. E L Division of Emergency Preparednese S, Engineering 
Response (Pott B30103) B4/03/21 Consolidated Edison Co of New 

York# Inc 133pp, 22933 001 24 X Fiche 30-000,84/03/21,8402090044 


R. Periodic operating reports fc related correspondence 


0403300134 Monthly operating rept for Feb 1984 W/840314 ltr 

HAIRBTBN. W 0 , CLAYTON, F L Alabama Power Co 84/02/29, 7pp 
22020.001 24X Fiche 30-364,04/02/29,0403300134 


9 Reportable occurrences, LERs S. related correspondence 


0403010417 Forwards revised LER 04-002-01 S, LER B4-003-00 

CLAYTON, F L Alabama Power Co 84/02/27 Record Service* Branch 
(Document control Desk) lp 22434 019 24X Fiche 30-364,04/02/27, 
0403010417 


— 0403010422 LER 64-003-00 on B40130, reactor tripped due to lou-low level 
in steam generator 2C Caused by closure of main feedwater 
regulating valve 2C due to Instrumentation channel spiking 
latii NLP card replaced 

HAIRBTDN, W 0, Alabama Power Co 04/02/27 2pp 22434 020 24X 

Fiche 30-364, B4/02/27, B403010417 


— 0403010420 Revised LER 84-002-01'on 040124, hour 1 y firewateh patrol In 
tT«in B auxiliary bldg battery charger room not performed at 
specified times Caused by personnel error Personnel 
counseled & firewateh patrol immediately performed 
HAIRSTON, W. 0 Alabama Power Co 84/02/27 2pp 22434 022 24X 

Fiche 30-364,84/02/27,0403010417 


8403260233 Forwards summary list of deficiencies identified per 
10GFR30 33(e), Part 21 S, potential generic ltr rept* for 
comment* 

STARD9TECKI, R Division af Project t. Resident Programs. 84/02/28 
Region 1, Office of Director. 7pp 22736 063 24X 

Fich*' 30-000, 84/02/28, 8403260233 


DOCKET 30-366 EDWIN I HATCH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency t< fire protection plans 


0403090282 Public version of Rev 0 to Emergency Plan Implementing 
Procedure HNP-8161. "Eberllne Model FCM-1 Portal Monitor" J< 

Rev 17 to HNP-8008, "Rad 1 a tl on Work Permit ■ W/B4oil0 ltr «. 

JH Felton 830307 release memo 

SORRELL, E C. , NIX, H C Georgia Power Co 84/01/18 46pp 
22393:321 24X Fiche. 30-321, 84/01 /l 8, 8403090282 


8403300339 Public version of transmittal it title page* of deleted 
Emergency Plan Implementing Procedure* HNP-B019, "Insp of 
8t**l Radwaste Shipping Drums" I. HNP-B422, "Handling t 
Loading of Chem-Nuclear Cask " W/840119 ltr t< 840322 memo 
60RRELL, E C. , NIX, H C. Georgia Power Co 04/01/23 6pp 
22842:306 24X Fiche, 30-321, 84/01/28, 8403300339 


9403260261 Forward* order confirming licensee commitment to implement 
po*t-TMI-releted ltme* in NURE0-0737, Supp 1 1 (Generic Ltr 
82-33), "Requirements for Emergency Response Capability " 

STBLZ. J, F. Oparating Reactor* Branch 4 84/02/21 BECKHAM, J. T 

Georgia Power Co 3pp. 22763 179, 24X Fiche 30-321, B4/02/21, 

0403260261 


— 0403260263 Order confirming licensee commitments on emergency response 
capability requirements set forth in NUREG-0737, Supp 1 l 
(Oenerlc Ltr 82-33) 

EISENHUT, D G Division of Licensing 04/02/21 Georgia Power 
Co 6p p 22763- 182 24X Fiche 30-321,84/02 /21,8403260261 


B403090067 Forwards rev to physical security plan Rev withheld 
(ref 10CFR2 790 it 73 21 ) Transmittal ack end 

BECKHAM, J T Georgia Power Co 84/02/27 O'REILLY, J P Region 2. 
Office of Director 2pp 22S73 391 24X Fiche 30-321,04/02/27, 

0403090067 


0403130163 Revs 6 6 7 to Emergency Plan Implementing Procedures 
HNP-8006, Rev 9 to HNP-0007 & Rev 0 to HNP-8043 re 
decontamination t< Rev 0 to HNP-4860, HP-4891 , HP-4067, 4060 S. 

4069 re reveiw 6 rev to emergency plan W/B40306 ltr 

6DRRELL, E C Georgia Power Co 04/03/02 124pp 22600 132 24X 

Fiche 30-321,84/03/02,0403130163 


0403130346 Advises that next annual emergency exercise scheduled for 
640002 State of OA S, local govts do not plan to fully 
participate Exemption to lOCFRSO.App E necessary to proceed 
w/exercise Reply requested if date & exercise acceptable 
BECKHAM- J T Georgia Power Co 04/03/02 DENTON, H R Office of 

Nuclear Reactor Regulation, Director lp 22607 149 24X 

Fiche 90-321,04/03/02,8403130346 


B4031601S0 Notifies of 840316 workshop meeting to discuss lOCFRSO.App R 
requirements S. associated insp results to resolve fire 
protection mi sunders tand lngs . Number of attendees should be 
limited to six due to conference room size 

LEWIS, R C Region 2, Office Of Director 04/03/02 KELLY, R J 
Georgia Power Co lp 226SS 317 24X Fiche 30-321,84/03/02, 

8403160190 


6403130004 Transmittal J, title pages of deleted emergency plan 
implementing proe edures, inc 1 ud ing HNP-1-4H03 re turbine lube 
oil reservoir oil fire i, HNP-1-4206 re turbine lube oil 
conditioner 1, storage fire W/840306 ltr 

SORRELL, E C Georgia Power Co 84/03/06 12pp 22613 183 24X 

Fiche 50-321,84/03/06,8403130004 


8403260190 Revised emergency plan implementing procedures, inc lud lng 
Procedure HNP-8033 re quantitative fit testing, Procedure 
HNP-4926 re alert emergency rally point leader 4, Procedure 
HNP-0010 re use It cere of respirators W/840320 ltr 
SORRELL, E C Georgia Power Co 84/03/20 114pp 22738:290 24X 

Fiche 50-321,04/03/20,8403260130 


8403300143 Rev 6 to Emergency Plan Implementing Procedures HNP 4726 8, 
4626 It Rev 8 to Procedure HNP-B012 re general i, site area 
emergency rally point leader* U radiation It contamination 
surveys W/840326 ltr 

80RRELL, E C Georgia Power Co 04/03/26 U9pp 22820 083 24X 

Fiche 50-321,84/03/26,8403300143 


J In*urance it indemnity Information 


8403060281 Forwards Endorsement 83 to NELIA Policy NF-213 

DUCK, J R Marsh 4. McLennan, Inc B4/02/BB SALTZMAN, J Assistant 
Director for State S, Licensee Relations 2pp 2251B 187 24X 

Fiche 90-321,84/02/28,8403060281 


8403290030 Forward* Endorsement* 06 it 07 to NELIA Policy NF-219 it 
Endorsement* 70 t, 71 to MAELU Policy MF-70 

DUCK, J R Marsh t, McLennan, Inc 84/03/21 SALTZMAN, J Assistant 
Director for State 4, Licensee Relations 3pp 22777 OiO 24X 
Fiche 50-321,04/03/21,8403280038 


□ Advisory Committee on Reactor Safeguards reports it correspond ence 


8402270263 Responds to FOIA request for JC Mark 801204 memo to ACR8 re 
hydrogen burn w/lgnit*rs t, documents concerning generation, 
combustion or control of hydrogen In reactor accidents 
Forwards App A documents App B documents In PDR 

FELTON, J M Division of Rules and Records 84/01/30 HIATT, S L 

Ohio Citizens for Responsible Energy 7pp 22412 031 24X 

Fiche 30-000,04/01/30,0400270263 


— 8402270314 Forwards summary of investigation* re hydrogen rscomblnsrs i 
& relay failures in HPCI eye i 

ZUKOR, D J ACRS - Advisory Committee on Reactor Safeguards, 

80/10/30 MOELLER, D W ACRS - Advisory Committee on Reactor 
Safeguard* 4pp. 22412' 006 24X Fiche 90-000,84/01/30, 

8402270263 
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P Operating license stage document! t < corres pond entre 


BqQI 120436 Notification of B4Q214 meeting w/GPU, Bechtel ti Southern Svct 
Co in Eeth*sdj,MD to discuss equipment qualification 
RIVENBARK.Q U Operating Reactors Branch 4 84/01/09 9T0LZ, J F 

Operating Reactor* Branch 4 2pp 21804 lOl 24X 
Fiche 30-321, B4/01/09, B40U 20436 


8403090187 Application for amend to Licenses DPfl-87 !< NPF-3, revi s ing 
Tech Specs re listed TMI Action Plan Items, per Generic Ltr 
B3-36 

BECKHAM. J T Georgia Power Co 84/02/06 STOLZ, J F Operating 
Reactor* Branch 4 Bpp 22373 276 24X Flche 50-321,84/02/06, 

8403090187 


— 3403090196 Proposed Tech Specs re Instrumentation providing 
surveillance info. p os t-ecc i dent sampling L analysts 6 
post-accident monitoring instrumentation 
» Georgia Power Co 84/02/06 IBpp 22373 204 24X 

FI che- 30-321. 84/02/06, 84030901 B7 


0403160226 Reviews 8401 1 2 mee t i ng to discuss responses to 831004 
request for add) info needed to review GA program 
description List of meeting attendees end 

LEWIS, R C Division of Project t. Resident Programs 04/02/09 

KELLY, R J Georgia Power Co 3pp 22661 064 24X 

Fiche 30-321,84/02/09.8403160226 


8403030QBS Discusses analyses on 22 safety relief valve C6RV) discharge 
lines per 621229 request to address questions re SRV test 
program per TKI Item II D I Analyses indicate supports J, 
piping geometry adequate 

OUCWA, L T Georgia Power Co 84/02/10 STOLZ, J F Operating 
Reactors Branch 4 2pp 22490 007 24X Fiche 30-321,84/02/10, 

8403090083 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 3> Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 04/02/13 ANDERSON, S ! 

Garvey, Schubert, Adams t, Barer 7pp 22383 226 24X 

Fiche 30-000, 84/02/13, B40-3Q8O179 


8403060436 Forward* notice of consideration of issuance of Amends 97 t, 
34 to Licenses DPR-37 & NPF-3, re sp Be t i ve 1 y S< proposed NSHC 
determination 6 opportunity for hearing re time requirements 
for scram discharge vol vent t< drain valves 

R I VEND ARK, 0 Operating Reactors Branch 4 84/02/21 BECKMAN, J T 

Georgia Power Co 3pp 22549 344 24X Fiche 30-321,84/02/21, 

8403060436 


— B403060440 Notice of consideration of jssuance of Amends 97 t, 34 to 
Licenses DPft-37 6 NPF-3, respec tilvely' It proposed NSHC 
determination t, opportunity for hearing 

STOLZ, J F Operating Reactors Branch 4 84/02/21 Bpp 

22349 347. 24X Fiche 80-321, 04/02/21, 8403060436 


0403140340 Summary of 831213 meeting w/GE L Mart I Owners Group in 
Bethesda,MD re Mark I containment uietuetl-drywol I vacuum 
breaker design methodology 

SIEGEL, B L Operating Reactors Branch 2 84/02/21 Operating 

Reactors Branch 2 31pp 2263S 198 24X Fiche 30-000, B4/02/21, 

8403140340 


8403010110 Forwards Amends 98 *, 33 to Licenses DPR-37 L NPF-3, 
respectively & safety evaluation Amends revise Tech Specs to 
extend time allowed to restore thermal power scram & control 
rod block trip setpoints within Tech Spec limits 

RIVENBARK.O Operating Reactors Branch 4 B4/02/22 BECKHAM. J T 

Georgia Power Co 2pp 22479 281 B4X Fiche 30-321, B 4/02/22. 
8403010110 


■8403010124 Amends 9B S< 39 to Licenses DPft-57 fc NPF-3, re sp ectively , 
revising Tech Bpet* to extend time allowed to restore 
thermal power scram & control rod block trip setpoints 
within Tech Specs limits 

STOLZ, J F Operating Reactor* Branch 4 04/02/22 ISpp 

22479 2B3 24X Fiche 30-321,84/02/22,6403010110 


•0403010128 Safety evaluation supporting Amends 98 t< 33 to Licenses 
DPR-37 & NPF-3, resp »c tivel y 

* Office of Nuclear Reactor Regulation, Director 84 / 02/22 3 pp 
22479-298 24X Fi che. 30-321, 84/02/22, B4030101 10 


8403070337 Forward* request for addl info to complete review of 
proposed programs for lnservlce testing of pump* & valves 
submitted in B3D812 ltr Info requested within 30 days 
STOLZ, J F Operating Reactors Branch 4 84/02/23 BECKHAM, J T 

Georgia Power Co 4pp 22364-134 24X Fiche 50-321,84/02/23, 

B403070357 


8403070231 Forwards update on facilities conformance 6 info re plant J, 
schedules for any needed improvements t, rept re vendor 
equipment technical Info program by Nuclear Util Task Action 
Committee on Generic Ltr 83-28, 5s c t i on 2 2 2 

GUCWA, L T Georgia Power Co 84/02/29 STOLZ, 0 F Operating 
Reactors Branch 4 24pp 22336 0B9 24X Fiche 30-321,04/02/29, 

8403070251 


— 8403070232 "Vendor Equipment Technical Info Program," per Generic Ltr 
03-23, Section 2 2 2, f i na 1 d raf t 

• Nuclear Utility Task Action Committee 84/02/29 63pp 
22336 112 24X Fiche 30-321,84/02/27,8403070231 


S403200003 Responds to 840229 request for addl action to verify espects 
of overhead crane design at facility, per NUREG-0612 
guidelines Crane safety & reliability satisfactory 
OUCHA.LT Georgia Power Co 84/03/12 STOLZ, J F Operating 
Reactors Branch 4 2pp 22683 209 24X Fiche 30-321,84/03/12, 

0403200003 


6403200262 Forwards GE repts on me tal 1 ograph ic exam of metal samples 
taken from craehed vent header, per NRC 840206 meeting w/ 
util, BHR Regulatory Response Group & GE Vent header cracking 
brittle fracture caused by injection of told nitrogen 
OUCWA, L T Georgia Power Co 04/03/13 STOLZ, J F Operating 
Reactors Branch 4 5pp 22671 102 24X Fiche 50-366,84/03/13, 

8403200262 


B403150275 Generic Ltr 84-07 to all licensees of BWRs re procedural 
guidance for pipe replacement at BWRs Svc list end 
EISENHUT, D 0 Division of Licensing B4/03/14 Commonwealth 
Edison Co 20pp 22823 334 24X Fiche 30-000,84/03/14,0403130273 


0 Inspection reports, IE Bulletins 4, correspondence 


8403160196 Forward* IE Imp Repts 30-321/84-04 & 30-366/84-04 on 
840204-07 No violations or deviation* Identified 
DANCE, H C Division of Project t Resident Programs 84/02/24 

KELLY, R T Georgia Power Co 2pp 22633 331 24X 

Fiche 30-321,84/02/24,8403160196 


—8403160198 IE Insp Repts 30-321/84-04 6 30-366/84-04 on 840204-07 No 
violations or deviations identified Major areas Inspected 
torus vent header cracking feedwater line ultrasonic 
Indication t< recirculation piping replacement 

CROWLEY, 8 R , DLAKE, J J Region 2, Office of Director. B4/02/23 
6pp 22633 3 S3 24X Fiche 30-321,84/02/24,8403160196 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits *< Annunciation " Svc list 
encl 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Reiponie (Post 830103) 84/02/23 Consolidated Edison Co of New 

York, Inc U3pp 22909 239 24X Fiche 30-000, B4/02/2B, B40U90Q72 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT >< NRC " Svc list encl 

GRACE, J, N Division of GA, Safeguards S, Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22332 329 24X Fiche 30-000,84/03/02,8402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler 6y* 
Valves to Sperate " Svc list encl 

JORDAN, E L Division Of Emergency Preparedness 4< Engineering 
Response (Post 830103), 84/03/02 Consolldatsd Edison Co, of Niw 

York, Inc 122pp 22SS3 098 24X Fiche 30-000,84/03/02,8402090008 


8402090009 IE Info Notice 84-13, “Reporting of Radiological Releases " 
Svc 1 1st sncl 

JORDAN, E L Division of Emergency Prsparednss* L Engineering 
Response (Post B30103) 84/03/02 Consolidated Edison Co. of New 

York, Inc U9pp 22533 217 24X Fiche 30-000,84/03/02,0402090009 


84020900 l 1 IE Info Notice B4-17, "Problems W/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list encl, 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B30103) 04/03/03 Consolidated Edison Co, of New 

York. Inc 117pp, 22353 336 24X Fiche 90-000,84/03/03,8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insp* of 
Fire Protection Safe Shutdown Sy* " Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 330103). 84/03/07. Consolidated Edison Co. of New 

York, Inc ltSpp 22633 049 24X Fiche 30-000,84/03/07, 8402090024 


8402090028 IE Info Notice 04-10, "Stress Corrosion Cracking in PWR 
By* " Svc list encl 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 330103) 84/03/07 Consolidated Edison Co of New 

York, Inc U8pp 22584-186 24X Fiche 30-000, 84/03/07, 8402090028 
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8403160338 Ack receipt of 040306 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-321/03-32 k 
30-366/83-34 

DANCE, H C Division of Project & Resident Programs 04/03/09 

KELLY, R J Georgia Power Co ip 22660 013 24X 

Fiche 30-321,84/03/09,0403160338 


-—8403160349 Responds to NRC 840106 ltr re violations noted in IE Insp 
Repts 50-321/83-32 8t 50-366/B3-34 Corrective actions 
procedure revs drafted 6 undergoing review St approval 
pr oc ess 

QUCWA.L T Oeorg ia Power Co 84/02/06 O'REILLY, J P Region Z, 
Office of Director 2pp 22660 016 24X Fiche 50-321,84/03/09. 

8403160338 


— 8403160359 Forwards IE Insp Repts 30-321/03-32 8, 30-366/83-34 on 
0311 14-10 St notice of deviation 

DANCE, H C Division of Project 6 Resident Programs 84/01/06 

KELLY, R J Oeorg ia Power Co 2pp 22660 018 24X 

Fiche 50-321,84/03/09.0403160330 


— 8403160363 Notice of deviation from insp on 931114-10 

a Region 2, Office of Director 04/01/06 lp 22660-020 24X 

Fiche 50-321,84/03/09,8403160330 


— 8403160372 IE Insp Repts 30-321/83-32 8, 30-366/03-34 on 831114-10 
Deviation noted failure to electronically eelitor high range 
dryuell radiation monitors, per NURE0-0737, Item II F 1 
WRAY, J R Region 2, Office of Director BARR, K P Division of 
Engineering St Operational Programs 84/01/04 7pp 22660 021 
24X Fiche 30-321,94/03/09,8403160338 


0402090031 IE Bulletin 84-02, ‘'Failures of GE Type HFA Relays in Use In 
Class IE Safety Syt " Svc list end 

DEYOUNG, R C Director's Office, OPflce of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp. 22823 094 24X Fiche 50-000,64/03/12,8402090031 


8403290193 Ack receipt of 840301 ltr Informing NRC of steps taken to 
coTfact violations noted In IE Insp Rept 30-366/83-26 
LEWIS, R C Division of Project 8, Resident Programs 84/03/13 

KELLY, R J Georgia Power Co. lp 22601 000 24X 

Fiche, 30-366, 84/03/13,8403290193 


— 0403290194 Responds to NRC 840201 ltr re violations noted in IE Insp 
Repts 30-321/83-23 8< 30-366/83-26 on 030721-0820. Correct lv* 
actions administrative controls to stress Independent 
verification upgraded 

BECKHAM, J T Georgia Power Co 84/03/01 O'REILLY, J P Region 
Z, Office of Director 6pp 22801 009 24X Fiche 50-366, 

64/03/15, 0403290193 


— 3403290195 Forwards IE Insp Rgpts 30-321/03-25 k 50-366/83-26 on 
030721-0820 8< notice of violation 

LEWIS, R C Division of Project 8< Resident Programs 84/02/01 

KELLY, R J Georgia Power Co. Zpp 22801 013 24X 

Fiche 30-366,84/03/13,6403290193 


— B 403290 196 Notice of violation from insp on B30721-0820. 

* Region 2, Office of Director, 84/02/01 2pp 22B01-017 24X 

Fiche, 30-366, 84/03/13, B403290193 


— 8403290197 IE Insp Repts 30-321/83-25 8< 30-366/83-26 on 830721-0820 
Violations noted* safety-related equipment & sys not aligned 
8, limiting condition for operation for mein steam Isolation 
leakage control sys not established 

CRLENJAK, R V , H0LME9-RAY, P, , PANCIERA, V W Region 2, Office of 
Director 84/01/28 3pp 22801 018 24X Fiche 30-366,04/03/13. 

8403290193 


0403290208 Ack receipt of 840301 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-321/84-03. 

DANCE, H, C, Division of Project & Resident Programs, 84/03/19 
KELLY, R U Oeorg la Power Co lp 22800.302 24X 

Fiche 30-321,84/03/19,8403290208 


— B403290212 Responds to NRC 840210 ltr re violations noted in IE Insp 
Repts 30-321/84-03 & 30-366/84-03 Corrective action*. NDE 
personnel reminded of Importance of proper 8< complete date 
recording 

GUCWA.L, T. Oeorg ia Power Co B4/03/01 O'REILLY, UP Region 2, 
Office of Director 2pp 22800 303. 24X Fiche 30-321,84/03/19, 

6403290208. 


— B 40 329021 3 Forwards IE Insp Repts 30-321/84-03 8< 50-366/84-03 on 
840124-27 8f notice of violation, 

DANCE, H C. Division of Project 8< Resident Programs B4/02/10 
KELLY, R.J Georgia Power Co 2pp 22800.303 24X 

Ftch* 30-321,84/03/19,0403290208 


—8403290219 IE Insp Repts 30-321/84-03 i, 50-366/84-03 on 840124-27 
Violation noted ultrasonic insp records for Fall 1962 insp 
of reactor vessel flange to Shell Weld C-l did not show 
entent or location of area 

CROWLEY. B R Region 2, Office of Director. DLAKE, U U Division 
of Emergency Preparedness t. Materials Safety 84/02/09 llpp 
22000 308 24X Fiche 30-321 . 84/03/1 9, 04O329OZOB 


8402090043 IE Info Notice 84-19. "Two Events Involving Unauthori led 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 50-000,04/03/21,8402090043 


0402090044 IE Info Notice 04-20. "Svc Life of Relays in Saf e ty-Re 1 a ted 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Fiche 30-000,84/03/21.8402090044 


R Periodic operating reports k related correspondence 


8403150071 Monthly operating repts for Feb 1984 W/S40310 ltr 
RAFEEDIE, D P , NIX, H C Georgia Power Co 04/02/29 12pp 
22643 191 24X Fiche 50-321.84/02/29,8403130071 


8 Reportable occurrences, LERs 6 related correspondence 


8304270367 Forwards far review, technical review rept on method of 
detection used in 800726 failure of scram discharge vol 
level switches 

PElLET, J L Reactor Operations Analysis Branch 03/04/13 
SEYFRIT, K V Reactor Operations Analysis Branch ip 2280B 314 
24X Fiche 50-366,03/04/13,8304270367 


— 6403200079 "Scram Discharge Vol Level Switch Failure," technical review 
rept Caused by crushed floats Piping mods made to alleviate 
high differential pressure across float chamber during scram 
reset 

PELLET, J Reactor Operations Analysis Branch 03/04/13 3pp 
22808 315 24X Fiche 50-366,83/04/13,8304270367 


0403260233 Forwards summary list of deficiencies identified per 
10CFRS0 55(e), Part 21 t< potential generic ltr repts for 
comments 

STAROSTECKI » R Division of Project & Resident Programs 84/02/20 
Region 1, Office of Director 7pp 22756 065 24X 

Fiche 50-000,64/02/28,8403260233 


8403050264 Summary of 840223 meeting w/BWR Regulatory Response Group 
in BethesdaiMD re industry response to vent header cracking 
Incident Presentation outline, info request, QE svc info ltr 
& meeting attendance list end 

TREMBLAY, P Operating Reactors Assessment Branch 04/02/29 
HQLOHAN, G M Operating Reactors Assessment Branch iBpp 
22501*188 24 X Fiche 50-366,04/02/29,8403050284 


8403120031 LER B4-Q01-0Q on 840203, personnel detected fracture in 66- 
inch vent header in bay 5 Caused by brittle facture of vent 
header matl Vent header will be repaired k addl changes or 
sys mod will be made to improve sys W/040304 ltr 

TIPP8, S 0 , NIX.H C Georgia Power Co 04/03/04 Spp 22500 020 
24X Fiche 50-366,84/03/04,8403120031 


0403160031 Updated LER 03-O4O/O3X-1 on 630709 k 14, control rod drive 
low pressure or high level alarm received for HCV 2C11-26-3I 
It 02-29 Caused by leaking EP-ill nitrogen charging valves 
Valves replaced k HCVs returned to svc W/940312 ltr 
TIPPB, B D , NIX.H, C Georgia Power Co 84/03/12 O'REILLY, J P 
Region 2, Office of Director Bpp 22654 349 24X 

Fiche 50-366,84/03/12,8403160031 


8403160039 PNO-I I-B4-021. crock indications identified In all 14 12-inch 
riser elbows In replacement recirculation piping scheduled 
ta be installed Caused by improper farming temps used during 
bending process 

BLAKE, J. J , ROGGE, J F Region 2, Office of Director 04/03/12. 

2pp. 22655 134 24X Fiche 50-366,84/03/12,0403160039 


8403190026 Updated LER 83-040/03X-1 on 830728, control rad drive low 
pressure or high level alarm received far hydraulic control 
units 2C 1 1 -26-3 1 t< 02-19. Caused by leaking EP-lit nitrogen 
charging valves Valves replaced W/040312 ltr 

TIPPB, S D i NIX.H C Georgia Powar Co 84/03/12 O'REILLY, J P 
Region 2, Office of Director Bpp 22666 105 24X 

Fiche 50-366,84/03/12,8403190026 
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B 4 03 1 S' 020 ■» PM0-II-94-022 c i rt umf or e nt i a 1 crack Found on one of four 
feedwater nmilei during tun of f eedwator nonJtt per 
NUREG-0691 Corrective action being evaluated Inspectors 
monitor log licensee work on regular basis 

CRCULEY, B R I PANCIERA, V Region 2. Office of Director B4/03/14 
lp 22672 279 24X Fiche 50-366.04/03/14,0403190200 


0403260036 Updated LER 02-I23/O3X-1 on B21030, reed switch position 
indicators For control rods 14-07 b 34-43 found inoperable 
Caused by component failure Control Tod drivers 2C1I-34-43 & 

2 C 1 1 —14—07 repaired W/340319 ltr 

TIPPS, 9 B , NIX.H C Georgia Power Co 84/03/19 D'REILLY.J P 
Region 2, Office of Director 4pp 28740 330 24X 

Fiche 30-366, 04/03/19, 8403260004 


8403260191 LER 04-002-00 on B40220. five main steam safety relief valves 
failed to lift In 1/. tolerance range required by Tech Specs 
Caused by corrosion buildup on pilot assembly Safety relief 
valves eallbr U/040320 ltr 

TIPPS, 3 B , NIX.H C Georgia Power Co 04/03/20 5pp 28736 H6 
24X Fiche 30-366,84/03/20,0403260191 


8403290013 Confirms IE mg t meeting on 040383 at Region II oft to 
discuss crack found in feedwater noitle A future corrective 
action. per 340316 teicon 

LEWIS, R C Division of Project A Resident Programs 04/03/20 

KELLY, R J Georgia Power Co tp 22B03 2B3 24X 

Fiche 50-366,04/03/20.0403290013 


0403260119 Revised LER 84-001-01 on 940203, plant personnel detected 
fracture in 66-inch vent header in Bay 5 Caused by brittle 
fracture of Vent header matl Vent header will be repaired 
prior to startup. W/840321 ltr 

TIPPS, S B , NIX.H C Georgia Power Co 84/03/21 6pp 22737 337 
24 X Fiche 30-366. 84 /03/2 1 . B4032601 1 9 


B403300104 Advises that program of periodic manual operation of safety 
relief valves will be dit conti need, based on results of BWR 
OwneTs Group investigation Safety relief valve cycling 
caused valves to leak prematurely 

QUCWA.L T Georgia Power Co 84/03/26 STOLZ, J F Operating 
Reactor* Branch 4 2pp 22021 216 24X Fiche 30-32 1 , B4/03/26. 

8403300104 


— 0403130408 IE Insp Repts 50-313/04-05 b 30-360/04-03 on 040126 No 
violations or deviations identified Major areas inspected 
status of REX-04 eiercise scenario development 
HACKNEY, C A Region 4, Office of Director 84/02/16 3pp 
82616 327 24X Fiche 30-313,04/02/16,0403130395 


□403060330 Requests approval nf mod to health physics network b 
emergency notification sys phones from handset to headset, to 
alleviate fatigue during continuous open- line communications 
maintained in emergencies 

MARSHALL.J R Arkansas Power 8. Light Co 84/02/17 DENISE, R P 
Division of Resident. Reactor Project b Engineering Programs lp 
22319 003 24X Fiche 30-313,04/02/17,8403060330 


9403060190 Ack receipt of 040203 ltr informing NRC of steps taken to 
correct violations noted in IE In»P Repts 30-313/83-23 b 
30-368/03-23 

GAOL I AR 00, J E Region 4, Office of Director 04/02/29 

GRIFFIN, J M Arkansas Power b Light Co lp 22317 226 24X 

Fiche 50-313, 04/02/29,0403060190 


— 8403060203 Respond* to NRC 831024 ltr re violations noted in IE Insp 
Repts 30-313/03-23 b 30-360/83-23 Corrective actions fir# 
watch posted at Doors 267 b 340 until mods to eliminate 
excessive air gaps under doors completed 

MARSHALL, J R Arkansas Power b Light Co 84/02/03 DENISE, R P 
Division of Resident, Reactor Project b Engineering Programs 3pp 
22317 827 24 X Fiche 30-313,04/02/29.0403060198 


B403060430 Provides preliminary estimates for emergency operations 
facility mods to raise radiation protection factor to 
greater than or equal to five, par NUREG-0696, in response to 
NRC 040214 request Util will not implement mods 

MARSHALL, J R Arkansas Power b Light Co, 04/02/29 STOLZ, J F 
Operating Reactors Branch 4 KILLER, J R Operating Reactors Branch 
3 2pp 223 IB. 192 24X FI e h e. 30-3 13, 84/02/29, 0403060430 


0403060384 Forwards proprietary Rev 12 to procedure 1903 10, "Emergency 
Action Level Response" b proprietary Procedure 1904 series 
11904 01.02,03,06,07 b 00), "Offsite Dose Projections " 

Proprietary procedures withheld 

• Arkansas Power b Light Co 04/03/01 NRC - No Detailed 

Affiliation Given 2pp 22313 333 24X Fiche 30-313,04/03/01. 

0403060324 


DOCKET 30-360 ARKANSAS NUCLEAR ONE, ON IT 2 


F Security, medical, emergency b fire protection plans 


0403130437 Documents results of activities conducted during 031031-1104 
IE insp to review open items re emergency planning 
Commitment sta tus to resolve items provl ded Esped 1 1 ious 
action* by NRC to rmove items requested 

MARSHALL, J R Arkansas Power b Light Co 03/12/09 COLLINS, J T 
Region 4, Office of Director 15pp 22613 233 24X 

Fiche 50-313.83/12/09,8403130437 


0403070330 Public version of Rev 12 to Emergency Plan Implementing 
Procedure 1903 10, "Emergency Action Level Response " W/ 

940209 transmittal form b JM Felton 840302 release memo 
LEVINE, J M Pennsylvania Power b Light Co 04/03/01, 60pp. 

22366 227 24X Fiche 30-313.94/03/01,0403070338 


0403260090 Forwards IE Insp Repts 30-313/84-04 b 3O-360/B4-O4 on 
940124-26 Nu violations or deviations identified 
QAGLIAHDO.J E Region 4, Office of Director 04/03/05 
GRIFFIN. J M Arkansas Power b Light Co* 8pp 28739 271 24X 

Fiche 30-313.04/03/05,8403260090 


840312001 1 Forwards Amend lO to emergency plan H/o end 

MARSHALL, J R Arkansas Pousr b Light Co B4/01/20 COLLINS, J T 
Region 4, Office of Director lp 22305 231 24X 

Fiche 50-313.B4/01/20. 8403120011 


0403280094 Public version of Amend 10 to emergency plan w/840120 ltr b 
JM Felton 940322 release memo 

MARSHALL. J R Ariansas Power b Light Co 04/01/20 COLLINS, J T 
Region 4, Office of Director 3pp 22012 20B 24X 

Fiche 50-313,04/01/20.8403200094 


04031 30473 Submits response to Hakney request foT add 1 info re 
emergency plan training for non-util employees Vendors b 
contractors w/une sc orted access within protected area 
receive training commensurate w/job assignments 

MARSHALL. J R Arkansas Power b Light Co 04/01/24 OAOLIARDO, J E 
Division of Resident. Reactor Project b Engineering Programs lp 
22613 330 24X Fiche 50-313.04/01/34,9403130473 


8403050142 Notifies that NRC will provide inspectors to observe onsite 
aspects of periodic eiercises for emergency preparedness 
Scenario for submission of info listed 

COLLINB, J T Region 4, Office of Director 94/02/09 GRIFFIN, J M 
Alabama Power Co 2pp 28407,300 24X Fic he- 30-313, 04/02/09, 

3403030142 


0403130393 ForuaTifs IE Insp Repts 30-313/04-03 b 30-366/04-03 on 
040126 No violations ar deviations Identified 
GAGLIARDO.J E Region 4, Office of Director 84/02/16 
GRIFFIN, J M Arkansas Power b Light Co 2 pp 82616 323 24X 

Fiche 50-313,04/02/16,8403130393 


— 8403860099 IE Insp Repts 30-313/04-04 b 30-360/84-04 on 840124-26 No 
violations or deviations identified Major areas inspectad. 
security organisation personnel per alleged compromise of 
safeguards Info Details withheld (ref 10CFR73 21) 

KELLY. J A Region 4, Office of Director 84/03/02 lp 
22730:273 84X Fiche 30-313,94/03/05,0403260090 


0403230236 Advises that, based on review of 831123 submittal of detailed 
Control room design, spec 1 fic areas of program plan do not 
meet requirements of Suppl 1 to NUREC-0737 Meeting 
r • quested to resolve deficiencies 

STOLZ, J F Operating Reactors Branch 4 04/03/06 GRIFFIN, J M 

Arkansas Power b Light Co 2pp 22739 270 24X 

Fiche 30-313,04/03/06,0403230239 


9403190877 Notifies of error In 040216 Ur transmitting IE Insp Repts 
30-313/94-03 b 30-369/B4-O3 Ltr indicated rept numbers 
30-313/93-03 b 50-368/03-03 Records should be changed 
according ly 

GAGLIARDO.J E Region 4, Office of Director 84/03/00 

GRIFFIN, J M Arkansas Power b Light Co lp 22673 190 24X 

Fiche 30-313,04/03/08,8403190277 


— 9403190203 Forwards IE Insp Repts 50-313/04-03 b 50-360/94-03 on 
040123 No violations or deviations noted 
GAGLIARDO.J E Region 4. Office of Director 84/02/16, 

OR IFF I N, J M Ark antes Power b Light Co 2pp 22673 ' 191, 24X 

Fiche 30-313,84/03/00,8403190277 


— 9403190209 IE Insp Repts 50-313/04-03 b 50-368/94-03 on 840123 No 
violations or deviations noted Major areas inspected actions 
taken as result of discrepancy between public info brochure 
b Jan 19B4 telephone directory for emergency planning ion# 
HACKNEY, C. A Region 4, Office of Director 04/02/16 3pp 
22673 193 24X Fiche 50-3 13. 94/03/08, B403i90277, 
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8403130113 Forward* exercise repts of 820319 Sc 830316 joint exercises 
of offsite radiological emergency preparedness plant for 
Arlans** Nuclear One Power Station Deficiencies observed at 
both axerclte* Approval under FEMA Rule 44CFR330 in effect 
HRIMH. R W Federal Emergency Management Agency 84/03/09 
JORDAN, E L. Division of Emergency Preparedness S< Engineering 
Response (Post 8301031 2pp 23640 001 24X Fiche 50-313.84/03/09, 

84031301 13 


— 8403130119 Exercise rept* of 820519 Si 830316 joint exercises of offsite 
radiological emergency preparedness plan for Arkansas 
Nuclear One Power Station 

KRIMM.R W Federal Emergency Management Agency B4/03/09 43pp 
22640 003 24X Fiche 50-313.84/03/09.8403130113 


8403200246 Forward* Amend 4 to nuclear contingency plan. Rev 4 to 
Nuclear Contingency Plan Proceduree 1,2.3. 7 Si 9, Rev 3 to 
Procedures 5.6.8 8« 11. Rev 2 to Procedures 4 Sc 13 6 Rev I to 
Procedure 13 

MARSHALL. J R Arkansas Power t< Light Co 84/03/14 EISENHUT.D 0 

Office of Nuclear Reactor Regulation, Director lp 22680 027 24X 

Fiche, 30-313,84/03/14. 8403200246 


— 8403200291 Rev 4 to nuclear contingency plan 

• Arkansas Power Sc Light Co 84/02/06 49pp 22688 028 24X 

Fiche 30-313,84/03/14,8403200246 


— 8403200238 Revs 4.3,2 Sc 1 to Nuclear Contingency Plan Implementing 
Procedures 1.2,7 6 9. 5. 6. 8 St 11,4 Si 13 S< 15. respectively , re 
assignment of personnel to emergency response organ! »at 1 on. 
notification Si command Si control 

« Arkansas Power Sc Light Co 84/03/13 143pp 22688 077. 24X 

Fiche 90-313,84/03/14,8403200246 


S403200179 Forwards Amend 11 to emergency plan Si Amend 4 to nuclear 
contingency plan. 

MARSHALL, J R Arkansas Power Si Light Co 84/03/13 COLLINS, J T 
Region 4, Office of Director lp 22689 120. 24X 

Fiche 90-313,84/03/13,8403200179 


— 8403200180 Amend 11 to emergency plan Si Amend 4 to nuclear contingency 
plan. 

* Arkansas Power Sc Light Co 84/02/06 37pp 22689 121 24X 

Fiche 30-313, 84/03/13, 8403200179 


— 8403200181 Rev 4 to Nuclear Contingency Plan Implementing Procedure 1, 
‘'Assignment of Personnel to Emergsncy Response 
Organisation " 

e Arkansas Power Si Light Co 84/02/06 137pp. 22689. 177 24X 

Fiche: 30-313, 84/03/19, 8403200179. 


8403220183 Responds to 840217 request for relocation Of HPN telephone 
In emergency control ctr Si for approval to add headsets. 

Request forwarded to Telecommunications Branch Headset mad 
approved 

QAOLIARDO, J E. Region 4, Office of Director 84/03/19 

OR IFFIN, J, M. Arkansas Power Si Light Co lp 22717 039 24X 

Fichs. 30-313, B4/03/ 19, 8403220185, 


P. Operating license stage documents S< correspondence 


S40-3080179 Fourth partial responie to FOIA request for six categories 
of document* re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 91, Review of 
addl documents suhj to request continuing 

FELTON, J. M Division of Rules and Records 84/02/13 ANDERBON, 8 I 
Garvey. Schubert, Adams Si Barer 7pp 22983 226 24X 

F 1 eh* 1 30-000,84/02/13, B403080179 


©403060931 Forwards safety evaluation re adequacy of fuel aisembly 
shoulder gap* for Cycle 4 operation Requests exam plan Si 
related acceptance criteria be submitted 2 months before 
plant shutdown for next refuel Ing, W/o end 

HILLER . J R. Operating Reactors Branch 3 84/02/24 GRIFFIN, JM 

Arkansas Power Sc Light Co 2pp. 22392 291 24X 

Fiche: 90-368, 84/02/24, 8403060991 


S40-31200B2 Requests rev or withdrawal of 030927 amend application to 
delete remote shutdown monitoring instrument measurement 
ranges Min instrument measurement ranges should be 
specified 

MILLER, J. R. Operating Reactors Branch 3 84/02/29 GRIFFIN, J M 

Arkansas Powsr Si Light Co 3pp. 22619-343 24X 

Fiche 50-368.84/02/29.8403120082, 


Q40314Q299 Forward* requast for addl info re control of haavy loads, 
Rtsponsa requested within 60 days. 

MILLER, vl.R, Oparating Reactors Branch 3 04/03/06, OR IFFIN. J M 

Arkansas Powsr Sc Light Co 2pp 22633 327 24X 

Fiche. 50-313,84/03/06, 0403140299 


8403260031 Application to amend Licenses DPR-51 Sc NPF-6, c hang i ng Tech 
Specs re RCS vents, p os t-a ce 1 dent sampl ing. long-term 
auxiliary feedwateo sys oval uation. nob le gas monitor 6 
Iodine particulate sampling, per NUREG-0737 items 
GRIFFIN. J M Arkansas Power Si Light Co 84/03/16 STOLZ, J F 
Operating Reactors Branch 4 MILLER, J R Operating Reactors Branch 
3 9pp 22730 293 24X Fiche 50-313,84/03/16,8403260051 


— 8403260137 Proposed Tech Spec changes re RCS vent post-accident 
sampl Ing, long-term auxiliary feedwater sys eva luatlon, nob 1 e 
gas monitor*, iodine particulate sampling Si containment uater 
level monitor 

* Arkansas Power 6 Light Co 84/03/16 27pp 22730 302 24X 

Fiche- 90-313, 84/03/16, 0403260051 


0 Inspection reports. IE Bulletins Sc correspondence 


8403130437 Document* results of activities conducted during 831031-1104 
IE Insp to review open items re emergency planning 
Commitment status to resolve items provided Expeditious 
actions by NRC to remove items requested 

MARSHALL. J R Arkansas Power Sc Light Co 83/12/09 COLLINS, J T 
Region 4, Office of Director 15pp- 22613 233 24X 

Fiche 30-313,03/12/09,8403130437 


8403300046 Forwards IE Insp Rept* 90-313/03-36 Sc 30-368/83-36 On 
831219-21 No violations or deviations identified 
QAQLIARDQ, J E Region 4, Office of Director. B4/01/3i 
GRIFFIN, J M Arkansas Power Si Light Co 2pp 22821 240 24X 

Fiche 30-313, 04/Ol/3t, 8403300046 


-—8403300030 IE Insp Repti 30-313/83-36 Si 50-360/83-36 on 831219-21 No 
violations or deviations Identified Major areas Inspected QA 
p Ians, instructions Sc procedures for law level rsduaste 
storage facility 

WILBDRN, L , MURRAY. B . J0HN8ON, W D. Region 4, Office of Director 
04/01/27 lOpp 22821 242 24X Fiche 30-313, 84/01 /31 , B403300046 


8403130393 Forwards IE Insp Repts 90-313/84-03 Si 90-368/84-03 on 
840126 No violations or deviations identified 
GAOLIARDO. J, E Region 4, Office of Director 84/02/16 

GRIFFIN, J M Arkansas Power Si Light Co 2 pp 22616 323 24X 

Fiche SO-313, 84/02/16,8403130393 


— 8403130402 IE Insp Repts 30-313/84-09 L 30-360/84-09 on 840126 No 
violations or deviations identified Major areas inspected, 
status of REX-04 exercise scenario development 
HACKNEY, C A , BAIRD, J D , JOHNSON, W, D, Region 4, Office of 
Director 84/02/16 3pp 22616 327 24X Fiche- 90-313, 64/02/16, 

8403130399 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits & Annunciation 11 Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 030103) 84/02/28 Consolidated Edison Co of New 

York, Inc 115pp 22909 239 24X Fiche 50-000, 84/02/28, 840119007? 


8403060198 Ack receipt of 840203 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 30-313/83-23 Si 
80-360/83-23 

GAOLIARDO, J E Region 4i Office of Director 84/02/29 

GRIFFIN, J M Arkansas Power S. Light Co lp 22517 226 24X 

Fiche 30-313,84/02/29,8403060198 


— 8403060203 Responds to NRC 031024 1 tr re violations noted in IE Insp 
Repts 90-313/83-25 V 30-368/83-29. Correc tlve action* fire 
watch posted at Doors 267 J, 340 until mods to eliminate 
excessive air gaps under doors completed 

MARSHALL, J R Arkansas Power L Light Co 84/02/03 DENISE, R P 
Division of Resident, Reactor Project S, Engineering Program* 3pp 
22917 227 24X Fiche 30-313,84/02/29,8403060198 


0403260137 Forwards results of steam generator tube lnservlc* insp 
performed during 2R3 refueling outage Minor tube well 
degradation indications observed during data analysis for 
Steam Generator A 4 B in both hot S, cold leg sides. 

MARSHALL. J R Arkansas Power 6 Light Co 04/02/29 COLLINS, J T 
Region 4, Office of Director Bpp 22798 150 24X 

Fiche' 50-360, 84/02/29,8403260137 


8403060122 Notification of significant licensee enforcement conference 
on 840309 w/util in Arlington, TX 

* Region 4, Office of Director 04/03/01 Region 4, Office of 
Director lp 22916 328 24X Fiche 30-313,84/03/01,8403060122 


8402090007 IE Info Notice B4-t4, "Highlights of Recent Transport 
Regulatory Rev* by DOT fc NRC " Svc list end. 

GRACE, J, N Division Df OA, Safeguards 6 Inspection Program* (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

I30pp 22332 329 24X Fiche 30-000,84/03/02.8402090007 
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8402090000 IE Info Notice 84— 16, "Failure of Automatic Sprinkler Sy % 
Valves to Operate ’* Svc list eric 1 

JORDAN; E L Division of Emergency Prepar edn* * t Si Engineering 
Response (Post 830103) 84/03/02 Conso 1 1 d ateii Edison Co of New 

York, Inc I22pp 22333 098 24X Fiche 30-000, B4 /03/02, 0402090008 


8402090009 IE Info Notice 84-J3, "Reporting of Radiological Releases » 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 8201031 84/03/02 Consolidated Edison Co of New 

YorK. Inc U9pp 22333217 24X Flche 30-000,84/03/02,8402090009 


8402090011 IE Info Notice 84—17, "Problems U/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp “ Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 8301031 84/03/03 Consolidated Edison Co of New 

York, Inc U7pp 22333336 24X Fiche 30-000,84/03/03,8402090011 


B40326Q090 Forward* IE Insp Repts 50-313/84-04 & 30-348/84-04 on 
840124-26 No violations or deviations identified 
QAOLIARDD. J E Region 4, Office of Director 84/03/03 
QR3FFIN, J M Arkansas Power U Light Co 2pp 22758 27 1 24X 

Flche 30-313, B4/03/03, 84 03260 090 


— 8403260099 IE Insp Repts 30-313/84-04 *, 30-36B/B4-04 on 840124-26 No 
violations or deviations identified Major areas inspected 
security organization personnel per alleged compromise of 
safeguards info Details withheld Iref 10CFR73 2! I 
KELLY, J A , HALL, R E , JOHNSON, U D Region 4, Office of Director 
84/03/02 lp 22758 273 24X Fi Che- 30-313, 84/03/03. 8403260090 


8402090024 IE Info Notice B4-09, Rev I, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 530103) 34/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22633 049 24X Flche 30-000,64/03/07,0402090024 


8403200169 Forwards QA Program Insp Rept 99900786/83-02 Significance of 
reported findings should be evaluated to determine 
acceptability of product or svc provided by vendor W/o end 
GAOLTARDO, J E Region 4, Office of Director 84/03/16 

OR IFFIN, J M Arkansas Power & Light Co Ip 22696 333 24X 

Flche 30-313,84/03/16,8403200169 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorized 
Entries into PUR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparednese 6 Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 30-000,84/03/21,8402090043 


B402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Bys " Bvc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 OOi 24X Fiche 30-000,84/03/21,8402090044 


R Periodic operating reports 6 related correspondence 


8403060306 "Annual Radiation Exposure Rept, 1983 11 W/B40229 1 tr 

MARSHALL, J R Arkansas Power 6 Light Co 83/12/31 DEYBUNO, R C 
Director's Office, Office of Inspection and Enforcement 8pp. 
22317 047 24X Fiche 30-313,83/12/31,8403060308 


8403020001 Monthly operating rept for Jan 1984 W/84021S ltr 

BRAMLETTiL 8 , MARSHALL, d R Arkansas Power 6 Light Co 84/01/31 
BASSET, H 9 Division of Data Automation 6 Management Information 
6pp 22441 318 24X Fiche SO-368, 84/01/31, 8403020081 


B403300164 Monthly operating rept for Feb 1984 W/840313 ltr 

BRAMLETT , L S , MARSHALL, J R Arkansas Power 6 Light Co 84/02/29 
BASSETT, H S Division of Data Automation 4, Management Information 
7pp 22821 092 24X Flche 90-368,84/02/29,8403300164 


8402090028 IE Info Notice B4— IS, "Stress Corrosion Cracking in PUR 
Sys * Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22304 IB6 24X Flche 90-000, 84/03/07, 840209002B 


G4031301 20 Informs that IE Insp Repts 30-313/83- 12, 30-36B/B3-12, 
90-313/83-33 6 30-368/03-33 cancelled No Insp repts will be 
Issued for subj numbers 

OAOLIARDD, J E Region 4, Office of Director B4/03/0B 

GRIFFIN, J M Arkansas Power % Light Co lp 22602 197 24X 

Fiche 50-313, B4/03/08, B4031 30120 


0403190277 Notifies of error in 840216 ltr transmitting IE Insp Repts 
50-3 13/B4-03 it 50-368/B4-D3 Ltr indicated Tept numbers 
30-313/83-03 Jt 50-368/83-D3 Records should be changed 
a c cord i ngly 

GAOL IARDQ, J E Region 4, Office of Director 84/03/0B 

GRIFFIN, J M Arkansas Power 6 Light Co lp 22673 190 24X 

Flche 30-313,84/03/08,6403190277 


— 3403190283 Forwards IE Insp Repts 30-313/84-03 & 30-368/04-03 on 
B40123 No violations or deviations noted 
GAOLIARDOiJ E Region 4, Office of Director B4/02/ 16 
GRIFFIN, J M Arkansas Power *, Light Co. 2pp 22673 191 24X 

Fiche 30-313,84/03/00,8403190277 


— 640319029S IE Insp Repts 30-313/64-03 6 30-368/84-03 on B40I23 No 
violations or deviations noted. Major areas inspected actions 
taken as result of discrepancy between public info brochure 
t, Jan 1 984 telephone directory far emergency planning tone 
HACKNEY, C A , BAIRD, J B , JOHNSON, U D Region 4, Office of 

Director 84/02/16 3pp 22673 193 24X Fiche 50-313,04/03/09, 

8403190277 


8403260230 Forwards IE Insp Repts 30-313/04-06 S< 30-368/04-06 on 
940221-24 No violations or deviations noted. 

OAGLIARDP, J E Region 4, Office of Director B4/03/0B 
GR IFFIN, J M Arkansas Power & Light Co 2p p 22733 131 24X 

Fiche 50-313,04/03/08,8403260230 


— 0403260232 IE Insp Repts 30-313/84-06 6 30-368/B4-06 or B4022I-24 No 
violations or deviations noted Major areas inspected roalnt 
program 

BOARDMAN, J R , JOHNSON, W 0 , CROSSKAN.W A Region 4. Office of 
Director 04/03/00 5pp. 22735 133 24X Flche 30-3 1 3, B4/O3/O0, 

840326023 0 


6402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class TE Saftty Sys " Svc list end, 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co. of New York, Inc 

I34pp, 22B23 094 24X Flche 50-000,04/03/12,8402090031 


9 Reportable occurrences, LERs 6 related correspondence 


0403280117 “Analysis of 800624 Lass of Offsite Power Transient at 
Arkansas Nuclear One Unit 3 " 

BAYLESS, P 0 E 06 G, Inc FIN A-4234 EGO-NTAP-6309 03/09/30 

NRC - No Detailed Affiliation Otven 46pp 22011 189 24X 

Flche 30-360,03/09/30,8403280117 


0403280124 "Analysis of 000129 Turbine Trip at Arkansas Nuclear One 
Unit 2 " 

BAYLEB9, P D EOfcO, Inc FIN A-6234 EG0-9AAM-64 1 3 83/09/30 

NRC - No Detailed Affiliation Given 43pp 22011,067 24X 

Fiche 30-368,83/09/30,0403290124 


B403210D32 Part 21 rept re failure of_auxlllary feedwater pump drive 
turbines, Gimpel NPS-4 TStT val ve, to "c los e End ltr dtd 840203 
sent to listed utils GE notified of affected units in BUR 
plants 

THEROUX, R R Terry Corp 04/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6pp. 22706 327 24X 

Fiche 90-000,64/02/22,9403210032 


0403090139 LEft 04-001-00 on 840129, unit tripped during low power 
physics testing Ceused by one pin peaking factor limit being 
exceeded due to control element assembly position during 
testing Procedures modified W/840229 ltr 

ROQERB, P , MARSHALL, J R. Arkansas Power !< Light Co B4/02/29, 3pp 
22373 045 24X Fi che. 30-360, 04/02/29, 0403090139, 


B403130347 LER B4-O02-00 on 840129, dur ing routine surveillances of core 
protection calculator sy t , op erat Ions personnel observed that 
velvet of addressable constants did not agree w/valves for 
Cycle 4 Caused by reactor trip on 040128 W/040302 ltr 
ROGERS, P , MARBHALL, J Ft Arkansas Power 6 Light Co B4/03/02, 4pp, 
22607 150 24X Flche 30-360,04/03/02,8403130347. 


0403130024 LER 84-003-00 on 040130, unit tripped on low steam generator 
pressure w/concurrent main steam isolation sys actuation, 

Caused by leaking boric acid addition flow control valve 
2CV-4926 Valve repaired W/04O3O3 ltr 

ROGERS, P, ■ MARSHALL, J R Arkansas Power 6 Light Co. 84/03/09 3pp. 
22613' ill 24X Fiche 50-360,84 /03/03,0403130024. 


0403130324 LER 64-004-00 on 840131 , reac tor tripped from approx tOX 
full power Caused by low steam generator level in steam 
generator 0 due to manual level control difficulties 
M/040305 ltr 

ROOERS, P , MARSHALL, J R Arkansas Power fc Light Co 04/03/03 3fp. 
22607 140 24X Fiche 30-369,84/03/03,0403130324 



DOCKETED ITEMS 


251 


8403270238 LER 03-O3O/99X-O an 031 1 09, tf l ese 1 generator 2 iihlbltid 
erratic performance Caused by bad contacts on droop relay 
In conjunction w/le*s than optimum tuning of governor 
contrale Droop relay replaced W/B40307 Itr 

ROGERS, P . MARSHALL, J R Arkansas Power fc Light Co B4/03/07 
DENISE. R P Dlvliion of Resident, Reactor Project fc Engineering 
Programs 3pp 22772 027 24X Fiche 30-360,84/03/07,8403270239 


9403220020 LER 84-005-00 on 940210, output of Channel A ex-tore detector 
subchannels appeared to saturate at SO 751 power Preamp 
assembly fc filter replaced Tasting confirmed proper 
functioning of subchannels W/840311 ltr 

RDOERS, P < MARSHALL, J R Arkansas Power fc Light Co 94/03/11 3pp 
22713 332 24X Fiche 30-360. 84/03/1 1. B403220020 


9403290127 LER B4-006-00 on 840221 , operations personnel recognliBd that 
addressable constant updated for core protection calculator 
Chennai C still in progress when Channel D prepared for 
monthly surveillance testing Procedure changed W/940320 ltr 
ROGERS, P , MARSHALL, J R Arkansas Power & Light Co 84/03/20 3pp 
22007:090 24X Fiche 30-360, 04/03/20, B403290127 


DOCKET 00-369 WILLIAM B MCGUIRE NUCLEAR STATION. UNIT l 


E NRC Safety Evaluation Report <SER)> suppls 8, correspondence 


8403020317 Forwards Rev lO to "Analysis of Hydrogen Control Measure* at 
McGuire Nuclear Station," per SSER 7 (NURE0-04221 
TUCKER, H B Duke Power Co B4/02/29 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 3pp 22441:216 24X Fiche 30-000,84/02/29,8403020317 


— 8403020321 Rev 10 to "Analysis of Hydrogen Control Measures at McOuire 
Nuclaar Station " 

• Duke Power Co 84/02/29 30pp 22441 218 24X 

Fiche 30-000,84/02/29,9403020317 


F Security, medical, amargency fc fire protection plans 


8403090234 Public version of revised crisis mgt plan imp 1 ementlng 
procedures, including Procedures 3 3 4 re scheduling/planning 
support group, 5. 3, 6 ra radiological support group fc 9.3.7 re 
technical support group. W/B3 1 107 ltr S< JM Felton memo 
TUCKER, HB Duke Power Co 83/10/31 271pp 22395' 053 24X 

Fiche 90-000,83/10/31,8403090234 


8403140231 Public version of revised emergency plan imp lamenting 
procedures, including Procedures PT/0/A/4600/06 ra exercise 
fc dT i 1 1 s, RP/Q/A/9700/02 re alert !< RP/0/A/9700/03 re site 
area emergency W/831213 ltr fc J1 Felton 840312 release memo 
GLOVER, M 3 , SAMPLE, M , TUCKER, H B, Duke Power Co 83/11/28 
DENTON, H R. Office of Nuclear Reactor Regulation, Director 
ADENSAM, E 0, Licensing Branch 4 i41pp 22637 177 24X 

Fiche. 30-369, 83/11/20, 9403140831. 


8403090276 Public version of revised emergency plan implementing 
procedures, including Procedure RP/Q/A/5700/01 re 
notification of unusual event, EP/0/A/5700/Q2 re alert fc 
RP/O/A/ 8700/03 re site emergency W/B40123 Ur & 840307 memo 
GLOVER, M.S., GILBERT, 0 D. , TUCKER, H B Duke Power Co. 04/01/03 
DENTON, H R, Office of Nuclaar Reactor Regulation, Director 
ADENSAM, E. 0 Licensing Branch 4, 102pp 22394 321 24X 

Fiche 90-369,84/01/03,8403090276 


8403070392 Public version of revised emergency plan implementing 
procedures, inc lud ing Procedure HP/O/B/ 1009/03 re first 
retponee evaluation of reactor coolant leak fc PT/0/A/4600/06 
re exercises J, drill* W/840210 ltr 8, JM Felton 840302 memo. 
FOSTER, J , MCCONNELL, T , TUCKER, H, B Duke Power Co 04/01/18 
ADENSAM, E 0 LIeen*ing Branch 4 DENTON, H R Office of Nuclaar 
Reactor Rsgulatlon, Director. 84pp 22363 319 24X 

Fiche: 90-369, 84/01/19, 8403070382 


B403060225 Rev it to crisis mgt plan W/840224 ltr 6 public info 
pamphla t. 

VAUOHN, T. E, Duka Power Co 84/02/02 66pp 22916 109 24X 

Fiche. 90-000, 04/02/02, 0403060223, 


6403060106 Change* 0-2 to Emergency Plan Implementing Procedure 
PT/O/ A/4600/1 1 , “Function Check of Emergency Vehicle at 
Equipment. " U/04O224 ltr. 

MCDONALD , B. A , FOBTEfl, J , TUCKER, H. 8 Duke Power Co 84/02/10 
DENTON, H R, Office of Nuclear Reactor Regulation, Director 
ADENSAM, E 0. Licensing Branch 4. 32pp 22306.149 24X 

Ftche: 30-369, 84/02/10, 0403060106 


0403160101 Forwards IE Insp Rapt* 30-369/84-03 fc 30-370/84-03 on 
840130-31 No violations or deviations idsntlfled 
DANCE, H C Division of Project fc Resident Program* B4/02/16. 
TUCKER, H. B, Duka Power Co 2pp. 22632:341 24X 

Fiche: 30-369, 84/02/16,0403160101 


— -84031601 1 1 IE Insp Rept* 30-369/84-03 fc 30-370/84-03 on 840130-31 No 
violations or deviations identified Major areas inspected 
emergency preparedness area of protective action 
decisionmaking 

CLINE, W E Region 2, Office of Director JENKINS, 0 ft Division 
of Emergency Preparedness fc Materials Safety 64/02/13 3pp 
22632 343 24X Fiche 50-369,84/02/16,8403160101 


8403020254 Ack receipt of 840123 fc 831010 ItTS transmitting Revs 6 4 3 
to guard training fc qualification plan, respect lvely Revs 
consistent w/LOCFRSO 34(p> 8, acceptable 

LEWI8, R C Division of Project fc Resident Programs 84/02/2? 
TUCKER, H B Duke Power Co 2pp 22439 003 24X 

Fiche 90-369,84/02/29,8403020234 


8403290273 Forwards IE Insp Repts 30-369/84-02 & 30-370/84-02 on 
840213-17 No violations or deviations identified 
DANCE, H C Division of Project & Resident Programs 04/03/01 
TUCKER, H B Duke Power Co 2pp 22800 003 24X 

Fiche 30-369,84/03/01,8403290275 


—8403290290 IE Insp Repts 30-369/84-02 6 30-370/84-02 on 040213-17 No 
violations or deviations Identified Major areas inspected 
emergency preparednesi 

9T0DDART, P 0 Region 2, Office of Director JENKINS, 0 R 
Division of Emergency Preparedness fc Materials Safety 84/02/29 
7pp 22000 093 24X Fiche 30-369,84/03/01,8403290273 


8403160278 Extends invitation to attend 840316 workshop to discuss 
10CFR30,App R requirements fc results of recant insp to help 
resolvs misunderstanding associated w/requi remants 
LEWIS, R c Division of Project fc Resident Programs 84/03/02 
TUCKER, H B Duke Power Co ip 22660 274 24X 

Fiche 30-000, 84/03/02, 840316027B 


8403120110 Advises that B40116 Rev 16 to physical security plan 
consistent w/provisions of 10CFR30 34<p) £ acceptable 
LEWIS, R C Division of Project fc Resident Programs 84/03/08 
TUCKER, H B Duke Power Co 2pp 22388 200 24X 

Fiche 50-369,84/03/08,8403120110 


0403270230 Forwards Rev 19 to security plan Rev withheld 
(ref 10CFR73 21) 

TUCKER, H B Duke Power Co 04/03/16 O'REILLY, J P Region 2, 
Office of Director ip 22772 129 24X Fiche 30-369,84/03/16. 
8403270230 


8403300022 Advises that 031122 Rev 17 to physical secruity plan 
consistent w/provisions of 10CFR50 54(p) £ acceptable 
LEWIS, R C Division of Project fc Resident Programs 84/03/26 
TUCKER, H D Duke Power Co 3pp 22822 179 24X 

Fiche 30-369, B4/03/26, 8403300022 


P, Operating license stage documents 6 correspondence 


B403120210 Forwards Amends 29 t< 10 to License* NPF-9 fc NPF-17, 
respectively fc safety evaluation Amends change Tech Specs 
re response time for steam line isolation fc surveillance 
requirement* for sprinkler sys valves 

ADENSAM, E 0 Licensing Branch 4 84/02/29 TUCKER, H B Duke Power 

Co 3pp 22619 310 24X Fiche 30-369,84/02/29,8403120210 


— 0403120213 Amend* 29 fc iO to Licenses NPF-9 fc NPF-17, respectively, 
changing Tech Specs re response time for eteamltne 
isolation, deleting mechanical snubbers fc surveillance 
requirements for sprinkler sys valves 

ADENSAM, E 0 Licensing Branch 4 04/02/29 27pp 22619 312 

24X Fiche 30-369,84/02/29,8403120210 


— 8403120216 Safety evaluation supporting Amend* 29 fc 10 to Licenses 
NPF-9 fc NPF-17, respectively 

* Office of Nuclear Reactor Regulation, Director 84/02/29 4pp 
22619 339 24X Fiche; 30-369, 84/02/29, 8403120210 


8403190237 Forwards “8t*«m Pressure Suppression Characteristics of 
Uater-Solub l t Plastic Membrane Shielded Ice for Ice 
Condenser Containment Nuclear Power Plants " 

TUCKER, H B Duke Power Co 84/03/07 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 7pp. 22672.102 24X FI chi 30-000, 84/03/07. 840319O237 


— 8403190261 "Steam Pressure Suppression Charac teristics of Watar-Soiub 1 » 
Plastic Membrane Shielded Ice for Ice Condenser Containment 
Nuclear Power Plant* " Supporting documentation end 
8CRABI8, C M Wattinghouse Electric Corp 03/06/30 123pp 

22672 109 24X Fiche 30-000,84/03/07,8403190237 
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B4031301S6 Forward* proprietary info to support NRC review of proposed 
amends. to Licsnse* NPF-? 6 NPF-17 Info changes operating 
limitations affected by optimised fuel assembly design for 
Unit I /Cyc 1 e 3 reload Info withheld <raf 10CFH2 790) 

TUCKER, H B Duka Power Co 84/03/09 DENTON. H R Office of 
Nuclear Reactor Regulation) Director ADENBAM. E G Licensing Branch 
A 3pp 23643 030 34X Fiche 30-369) 84/03/ 09, B4031 30 136 


B40329014B Forwards Rev 6 to “McGuire Unit 1 Pump 6 Valve Imervica 
Teiting Program” 6 Rev 2 to "McGuire Unit 3 Pump & Valve 
Ineervlce Tasting Program " 

TUCKER, H B Duke Power Co 84/03/16 DENTON, H ft Office of 
Nuclear Reactor Regulation, Director ADENBAM, E. G Licensing Branch 
4 lp 23806 036 24X Fiche 30-369, 04/03/1 6, 84032901 4B 


— 8403290134 Rev 6 to "McOuire Unit 1 Pump it Valve Inservice Testing 
Program " 

* Duke Power Co 84/03/16 I3pp 22006 037 24X 

Fiche 30-369,84/03/16,8403290148 


— 8403290164 Rev 2 to “McGuire Unit E Pump b Valve Inservice Testing 
Program " 

* Duke Power Co 04/03/16 13pp 22B06 030 24X 

Fiche 30-369,84/03/16,0403290148 


8403220038 Forwards "Spent Fuel Pools Rerack Mod, Safety 6 Environ 
Analysis " Analysis supple Info to enable detailed safety 
evaluation of B40217 license amend request 

TUCKER, H 0 Duke Power Co B4/03/E0 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 

4 lp. 227 1 S 001 24X Fiche 30-369, 84/03/20, B4O322OO30 


— B403220044 "Spent Fuel Pools Rerack Mod, Safety 4 Environ Analysis 
W/26 overs 1 1 r drawings Aperture cards are available in PDR 
* Duke Power Co 94/03/20 120pp 22715 002 24X 

Fiche SQ-369, 94/03/20, 0403220038 


8403270243 Forwards eddl documentation of acceptability of "clear 6 
bright" test proposed in Tech Spec change submitted by 
831118 Itr Demonstrations revealed that "clear 4 bright" 
more sensitive than "water & sediment" test 

TUCKER, H B Duke Power Co 84/03/20. DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENBAM, E O Licensing Branch 
4 Bpp 22772 021 24X Fiche! 50-369, B4/03/20. 8403270243. 


8403290267 Rev to 831212 application far emend to Licenses NPF-9 6 
NPF-12, changing listed Tech Spec bases, per Y Hsii 4 
MS Dunenfeld 04O3CS 4 16 telcons, respec tlve ly Westirighouse 
proprietary info withheld (ref 10CFR2 790) 

TUCKER, H D Duke Power Co 94/03/23 DENTON, H ft Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 3pp 22800 092. 24X Fiche 30-369.04/03/23,6403290267 


--8403290273 Revised proposed Tech Specs clarifying 4 correcting B31212 
amends to operating conditions for reactor cars, radial 
peaking factor rept 4 special repts 
* Dute Power Co 94/03/23 3pp 22800.099 24X 

Fiche 30-369,84/03/23,8403290267 


--B403290279 Requests withholding of proprietery info requested by util 
from public disclosure (ref 10CFR2 790) Affidavit AW-76-40 
dtd 761202 end 

WIESEMANN.R A Wetting house Electric Corp 84/03/14. DENTON, H ft 
Office of Nuclear Reactor Regulation, Director lOpp 22800 100 
24X Fiche 30-369, B4/0 3/23, B40329O267. 


9403290282 Nonpropr i etary Info reflecting use of ftosemount resistance 
temp detector 

• Westinghouse Electric Corp 84/03/23 39pp 22900 110. 24X 

Fiche 30-369, B4/03/23, S 403290267 


Inspection reports, IE Bulletins 4 correspondence 


'4031601 10 Forward* IE Insp Repts 30-369/84-01 6 30-370/84-01 on 
640123-27 No violations or deviations Identified 
DANCE, H C Division of Project 4 Resident Programs 84/02/13 
TUCKER. H B Duke Power Co 2pp 22632 346 24X 

Fiche: 30-369. S4/02/1 9, 9403160110, 


0403160120 IE Insp Repts 30-369/84-01 4 50-370/B4-01 on 040123-27 No 
violations or deviation* Identified Major areas inspectsd' 
plant water chemistry 4 inservice testing of pumps & velvet. 

ROSS, W J Region 2, Office of Director BLAKE, J, J Divition of 
Engineering & Operational Program* 84/02/10. Llpp 226S2’349 
24X Fiche 30-369, 94/02/13, B403 1601 10 


9403160101 Forwards IE Insp Rept* S0-3&9/B4-03 b 30-370/84-03 on 
940130-31 No violation* or dtviatloni identified. 

DANCE, H C Division of Projsct b fteildent Programs 84/02/16. 
TUCKER, H B. Duke Power Co 2pp 22632 341 24X 

Fiche 30-369, B4/02/ 16, B403 1601 01 


--0403160111 IE In*P Rept* 30-369/04-03 & 30-370/84-03 on 840130-31 No 
violations or deviations identified Major areas inspected 
emergency preparedness area of protective action 
decisionmaking 

CLINE, W E Region 2, Office of Diractor JENKINS, O R Division 
of Emergency Preparedness k Material* Safety 94/02/19 3pp 
22632 343 24X Fiche 30-369,64/02/16,8403160101 


0401190072 IE Info Notice 84-13, "Potential Deficiency In Motor 
Operated Valve Control Circuit* b Annunciation " Svc ll*t 
end 

JORDAN, E. L Division of Emergency Preparedness I, Engineering 
Response (Post 930103) 84/02/20 Consolidated Edison Co. of New 

York, Inc llSpp 22909 239 24X Fiche 30-000,64/02/28,6401190072 


9403290275 Forward* IE Imp Ripti 30-369/04-02 b 30-370/84-02 on 
840213-17 No violation* or deviation* identified 
DANCE, H C Division of Project & Resident Program* 94/03/01. 
TUCKER, H & Duke Power Co 2pp 22900 093 24X 

Fiche 30-369,64/03/01,0403290275 


—8403290290 IE Jn»p Rept* 30-369/04-02 b 30-370/84-02 on 640213-17 No 
violations or deviations identified Major area* inspected* 
emergency preparedness 

BTODDART, P 0 Region 2, Office of Director JENKINS, 0. R. 

Division of Emergency Preparedness b Material* Safety. 94/02/29 
7pp. 22900:093 24X Fiche ' 50-369, 84/03/01, 9403290273. 


9402090007 IE Info Notice 64-14. “Highlight* of Recant Transport 
Regulatory Rev* by DDT b NftC, •' Svc list end, 

GRACE, J N. Division of <IA, Safeguard* b Inspection Program* (Post 
630103) 94/03/02 Consolidated Edison Co of New York, Inc 

130pp 22352 329 24X Fiche: 50-000, 84/03/02, 8402090007 


8402090008 IE Info Notice 84-16. "Failure of Automatic Sprinkler Sys 
Valves to Operate '• Svc list end 

JORDAN, E, L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 94/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22333 090. 24X Fiche. 30-000, B4/03/02, B402090008 


8402090009 IE Info Notice 04-15, "Reporting of Radiological Ralaases, 11 
6 vc list an cl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Reeponse (Post B30103) 84/03/02 Consolidated Edison Co. of New 

York, Inc 119pp 223 33 217. S4X FI e he * 30-000, B4/03/02, 8402090009 


8402090011 IE Info Notice 84-17. "Problem* W/Llquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 83010*3) 94/03/03 Consolidated Edison Co of New 

York, Inc 117pp 22333*336 24X Fiche 30-000, S4/03/03, S402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lesson* Learned From Insp* of 
Fire Protection 9af* Shutdown By*." Svc list end, 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/03/07 Consolidated Edison Co. of Nsu 

York, Inc 116pp 22633 049. 24X Fiche 30-000, 94/03/07, B402090024 


9402090028 IE Info Notice B4-18, "Stress Corrosion Cracking in PUR 
Sys " Svc 1 1st enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Retponit (Post 830103) 84/03/07 Consolidated Edison Co of Haw 

York, Inc HQpp, 223B4t86. 24X Fiche: 30-000, 94/03/07. B40209002S. 


9403160297 Ad receipt of 840203 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 30-369/63-43 b 
90-370/03-32 

LEWIS, ft C Division of Project b Resident Programs. 64/03/07. 
TUCKER, H 0 Duke Power Co 2pp. 22660 041. 24X 

Fiche 30-369-84/03/07,0403160297 


— 8403160304 Ack receipt of 840203 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept* 50-369/93-49 b 
30-370/83-32, Util will be Informed of acceptability of 
correctlva actlone at later date 

LEWIS, R C Division of Project b Resident Programs 84/02/21. 
TUCKER, H B. Duke Power Co lp 22660:043. 24X 

Fiche 30-369,84/03/07. 8403160297. 


—8403160313 Responds to NRC 940104 ltr re violations noted In IE Insp 
Repts 30-369/93-43 b 30-370/83-92 Violation disputed. Btaps 
involved in surveys of airborne effluent heterds listed, 

TUCKER, H B Duke Power Co 94/02/03 O'REILLY, J P, Region 2, 
Office of Director. 3pp 22660*044 24X Fiche* 30-369, 84/03/07. 

0403160297 


—B403160317 Forward* IE Insp Rept* 30-369/03-43 b 00-370/93-32 on 
831206-09 b notice of violation 

LEWI8,R. C Division of Project b Resident Program*. 84/01/04 
TUCKER, H B Duke Power Co 2pp 22660,047. 24X 

Fiche 30-367,04/03/07.0403160297 
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— 8403160322 Node* of violation from insp on 831206-09 

* .Region Si Office of Director 04/01/04 lp 22660 049 24X 

Fiehe 30-369,84/03/07,8403160297 


— 0403160329 IE Insp Repts 90-369/03-43 !< 30-370/03-52 on 831206-09 
Violation noted failure to peform adequate surveys for 
releata of airborne effluent! to unrestricted areas 
KUZDiO B Region 2, Office of Director MONTGOMERY. D M Dlvlaion 
of Engineering *< Operational Program! 83/12/30 16pp 
22660:030. 24 X Fiehe 30-369, 04/03/07, 0403160297 


8402090031 IE Bulletin 84-08, “Failure! qf OE Type MFA Relay! in Vie in 
Claff IE Safety Sye " Bvc lilt end 

DEY0UNQ, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Conealidated Edison Co of Niu York. Inc 

I34pp 22S23 094 24X Fiche 90-000,04/03/12,8402090031 


8402090043 IE Info Notice 04-19, "Two Event* Involving Unauthorised 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023829 24X Flchs 30-000,04/03/21,0402090043 


0402090044 IE Info Notice 04-20, "Svc Life of Relays in Safety-Related 
Sy* w Svc liet end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933001 24X Fiehe 50-000,84/03/21,0402090044 


R Periodic operating reports it related correspondence 


0402210130 Monthly operating ropts for Jan 1984 W/840213 Itr 

REAVTSf J. A. > TUCKER, H B, Duke Power Co 04/01/31 8pp 22316 349 
24 X Fiche, 30-369, 04/01/31, 8402210150 


8403200123 Monthly operating rept* for Feb 1904 H/040313 Itr 

REAVI8, T A,, TUCKER, H B Duke Power Co 84/02/29 Spp 22697 103 
24X Fiche 30-369.04/02/29,8403200123 


0, Reportable occurrences, LERs It related correspondence 


8211 110314 Forwards evaluation of 810023 overpressuri lat i on of auction 
1 1 nee to turbine driven auxiliary feedwater pump Relief 
capability may be needed for check valves 
ZUKORi D J, Reactor Operations Analysis Branch, 02/11/02 
MICHEL0ON.C Director's Office 4pp 22773 231 24X 

Fichs: 50-369.02/11/02, B2U110514 


0403200332 Forwards preliminary results of natural circulation 
analyse*, for Blilii transient at McOulre it 000603 natural 
circulation low power test at North Anna 

CHARLTON. T R EOitO, Inc 03/09/22 LITTENEKER.P E Energy. Dept 

of. Idaho Operations Office 29pp. 22007 239 24X 

Ficha- 30-000. 83/09/22, 84032S0332 


8403130101 Forward* "Failures in Upper Heed Injection 8ys " Licensees 
tailing action to reeolve setpoint drift on Barton level 
transmitter* No AEOD action recommended 

ZUKOR, D. J. Reactor Operations Analysis Branch. 84/02/28. 

9EYFR IT. K, V Reactor Operation* Analysis Branch lp 22646,272 
24X Fiche; 30-000, 04/02/20, 0403190181 


— 0403130183 "Failures in Upper Head Injection Sys, “ AEOD engineering 
evaluation rept. 

ZUKOR, A Director's Office 84/02/28, Bpp. 22646 273 24X 

Fiche 90-000,04/02/28,3403130101 


8403130332 LER 04-002-00- on 040130, reactor protection sys initiated 
trip following voltage spike in loop C Caused by failure of 
loop C Lead/ leg card of process control eye Faulty card 
replaced W/840229 Itr. 

NARDOCJ, P, B. , TUCKER, H B, Duke Power Co 04/02/29 3pp 
22607:146 24X Fi ch* , 90-369, 84/02/29, 8403130332 
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E. NRC safety Evaluation Report (BER), supple *< c orreeponden c# 


0403020317 Forward* Rev 10 to "Anelysie of Hydrogen Control Meatures at 
McOuire Nuclear station, " per 8SER 7 (NURE0-0422) 

TUCKER!, H. B. Duk# Power Co 84/02/29, DENTON, H, R Office of 
Nuclear Reactor Regulation, Director A0EN8AM, E 0 Licensing Branch 
4. 2pp. 22441 216 24X Fi C he. 50-000, 04/02/29, 8403020317. 


—8403020321 Rev 10 to “Anelysie of Hydrogen Control Measures et McGuire 
Nuclear Station, " 

a Duke Power Co. 84/02/29 90pp 22441-218 24X 

Fiche 50-000,84/02/29,8403020317 


F Security, medical, emergency Si fire protection plans 


0403090234 Public vernon of revised crisis mg t plan implementing 
procedures, inc 1 uding Procedures 3 3 4 re sch edul ing/p lanni ng 
support group, 3 3 6 re radiological support group S, 5 3 7 re 
technical support group W/93H07 Itr !< JM Felton memo 
TUCKER, H B Duke Fewer Co 03/10/31 27Ipp 2259S 093 24X 

Fiche 90-000.03/10/31,0403090254 


0403140231 Public version of revised emergency plan implementing 
procedures, Including Procedure* PT/D/A/46O0/O6 re exercise 
S< drills, RP/0/A/37QO/02 re alert 8, RP/0/A/S700/03 re site 
area emergency W/8312I3 Itr it JM Felton 840312 release memo 
GLOVER, M 8 , SAMPLE, M , TUCKER, H D Duke Power Co B3/U/28 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
ADEN8AM. E 0 Licensing Branch 4 1 4 1 pi p 22637 177 24X 

Fiche 30-369- B3/1 1/28, 0403140231 


8403090276 Public version of revised emergency plan implementing 
procedures, including Procedure RP/0/A/5700V01 re 
notification of unusual event, EP/0/A/S700/02 re alert b 
RP/0/A/S700/03 re site emergency W/B40123 itr St 840307 memo 
GLOVER, M 8 . GILBERT, 0 D , TUCKER, H B Duke Power Co 04/01/03 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
ADENSAM, E 0 Licensing Branch 4 102pp 22994 321 24X 

Fiche 30-369,04/01/05,8403090276 


8403070332 Public version of revised emergency plan implementing 
procedures, including Procedure HP/0/B/1009/05 re first 
response evaluation of reactor coolant leak &, PT/0/A/4600/06 
re exercises i< drill* W/B4Q210 Itr S, JM Felton 040302 memo 
FOSTER, J , MCCONNELL, T , TUCKER- H D Duke Power Co 84/01/18 
ADEN8AM, E 0 Licensing Branch 4 DENTON, H R Office of Nuclear 
Reactor Regulation, Director 84pp 22565 319 24X 

Fiehe 30-369, 84/01/18, B403070332 


B403060229 Rev il to crisis mgt plan W/840224 Itr k public info 
pamphle t 

VAUOHN, T E Duke Power Co 84/02/02 66pp 22316 189 24X 

Fiche 30-000,04/02/02,8403060223 


0403060106 Changes 0-2 to Emergency Plan Implementing Procedure 
PT/0/A/4600/ 1 1, “Function Check of Emergency Vehicle at 
Equipment " W/040224 Itr 

MCDONALD, B A , FOSTER, J. , TUCKER, H B Duke Power Co 84/02/10 
DENTON, H. R Office of Nuclear Reactor Regulation, Director 
ADENSAM, E 0 Licensing Branch 4 32pp 22306 149 24X 

Fiche 30-369,04/02/10,0403060106 


0403160101 Forwards IE Insp Repts 30-369/04-03 & 30-370/84-03 on 
840130-31 No violations or deviations identified 
DANCE, H C Division of Project Si Resident Program* 84/02/16 
TUCKER, H B Duk* Power Co Spp 22632 341 24X 

Fiche 30-369, 04/02/16, B403160101 


--84031601 1 1 IE Insp Ropts 30-369/04-03 Si 30-370/04-03 on 040130-31 No 
violations or deviations identified Major areas inspected 
emergency preparedness area of protective action 
decisionmaking 

CLINE, W E Region 2, Office of Director 84/02/13 3pp. 

22632 343 24X Fiche 50-369,04/02/16,0403160101 


0403020234 Ack receipt of 840123 ti 031010 ltrs transmitting Revs 1 k 5 
to guard training 8, qualification p lan, respectively Reve 
consistent w/lOCFRSO 34(p) Si acceptable 

LEWIS, R C Division of Project «< Resident Programs 04/02/29 
TUCKER. H 0 Duke Power Co 2pp 22439 003 S4X 
Fiche 30-369, 04/02/29, 0403020234, 


0403290273 Forwards IE !n*p Repts 30-369/84-02 U 30-370/04-02 on 
040213-17 No violation* or deviation* identified 
DANCE, H C Division of Project !< Resident Program* 04/03/01 
TUCKER, H. S Duke Power Co 2pp 22000 003 24X 

Fiche 90-369, B4/03/0 l, 0403290273 


--0403290290 IE Insp Rept* 30-369/84-02 S, 30-370/84-02 on 840213-17 No 
violation* or deviations identified Major anal inspected 
emergency preparedness 

8T0DDART, P 0. Region 2, Office of Director 84/02/29 7pp 
22000.083 24X Fiche 30-369,04/03/01,8403290275 


0403160270 Extends invitation to attend 040316 workshop to discuss 
10CFR30,App R requirements Si results of recant insp to help 
resolve milunderstanding associated w/requiraments 
LEWIS, R C Division of Project 8< Resident Program* 84/03/02 
TUCKER, H, B Duke Power Co ip 22660 274 24X 

Fiche. 30-000, 84/03/02, 0403160270 


0403120110 Advises that 840116 Rev 16 to physical security plan 
con*l*t*nt w/provislons of 1OCFR30 34(p) Si acceptable 
LEWIS.R C Division of Project Si Resident Program* 84/03/08 
TUCKER, H B Duka Power Co Spp 22380 200 24x 

Fiche 30-369,04/03/08,0403120110 
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8403270230 Forward* Rev 19 to security plan Rev withheld 
(raf 10CFR73 SI) 

TUCKER i H 0 Duke Power Co 84/03/i* O'REILLY. J P Region 2, 
Office of Director ip 23772 129 24X Fiche 30 - 369*04/03/16* 
0403270230 


8403300023 Advises that B31122 Rev 17 to physical secrutty plan 
consistent u/provisions of 1OCFR50 54<p> b acceptable 
LEWIE, R C Division of Project b Resident Programs 04/03/26 
TUCKER, H B Duke Power Co 3pp 22022 179 24X 

Fiche SO-369, B4/03/26, 0403300022 


P Operating license stage documents b correspondence 


B403290267 Rev to 831212 application for amend to Licenses NPF-9 b 
NPF- 12, changing listed Tech Spec bases, per V Hsii b 
MS Dunenfeld 040315 b 16 teleons, r espec t ive 1 y Weetinghouse 
proprietary info withheld <ref 10CFR2 790) 

TUCKER, H a Duke Power Co 04/03/23 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADEN8AK, E 0 Licensing! Drench 
4 3pp 22000 092 24X Fiche 50-369,04/03/23,84032902*7 


— S403290273 Revised proposed Tech Specs clarifying b correcting 831212 
amends to operating conditions for reactor core. radial 
peaking factor rept b special repts 
* Duke Power Co 84/03/23 5pp 28800 095 24X 

Fiche 50-369,84/03/23,8403290267 


B403130341 Forwards "McGuire Nuclear Station Unit 2 Startup Rept, 1 ' 
addressing results of startup testing from initial fuel 
loading through testing at 90X full power Supplementary 
repts will be submitted every 3 months until operation 
TUCKER, K 0 Duke Power Co B4/C2/0B 0 'RE ILLY, J P Region 2, 

Office of Director ip 22606 129 24X Fiche 50-370,94/02/00, 

0403130341 


— B403290279 Requests withholding of proprietary info requested by utkl 
from public disclosure <ref I0CFR2 790) Affidavit AW-76-60 
dtd 761202 end 

WIESEMANN, R A Westinghouse Electric Corp B4/03/I4 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lOpp 22B00 lOO 
24X Fiche: 50-369,84/03/23. B403290267 


Q Inspection reports, IE Bulletins 6 correspondence 


— B403I30344 "McGuire Nuclear Station Unit 2 Startup Rept 
e Duke Power Co B4/O2/C0 332pp 22606 130 24X 

Fiche 50-370, 64/02/00, 0403130341 


B403120210 Forwards Amends 29 6 10 to Licenses NPF-9 6 MPF-17, 
respectively 6 safety evaluation Amends change Tech Epees 
re response time for steam line isolation St surveillance 
requirements for sprinkler sys valves 

ADEN5AM, E G Licensing Branch 4 B4/02/29 TUCKER, H B Duke Power 

Co 3pp 22619 310 24X Fiche 50-369.84/02/29,0403120210 


— B4Q3120213 Amends 29 h 10 to Licenses NPF-9 b NPF-17, respectively, 
changing Tech Specs re response time for staamline 
isolation, deleting mechanical snubbers S< surveillance 
requirements for sprinkler sys valves 

ADENSAM.E 5 Licensing Branch 4 04/02/29 27pp 22619 312 

24X Fiche 50-369, B4/02/29. B403120210 


— 3403120216 Safety evaluation supporting Amends 29 8, 10 to Licenses 
NPF-9 6 NPF-17, respectively 

• Office of Nuclear Reactor Regulation, Director 04/02/29 4pp 
22619 339 24X Fiche 50-369,84/02/29,8403120210 


B403J90237 Forwards "Steam Pressure Suppression Characteristics of 
Water-Soluble Plastic Membrane Shielded Ice for Ice 
Condenser Containment Nuclear Power Plants “ 

TUCKER, H D Duke Power Co 04/03/07 DENTON, H R Office of 
Nuclear Reactor Regulation, Director A0EN5AM, E 0 Licensing Branch 
4 7pp 22672 102 24X Fiche 50-000,84/03/07,0403190257 


8403150156 Forwards proprietary info to support NRC review of proposed 
amends to Licenses NPF-9 6 NPF-17 Info changes operating 
limitations affected by optimiled fuel assembly design for 
Unit 1/Cydi 2 reload Info withheld (ref IOCFR2 790J 
TUCKER. H B Duke Power Co 84/03/09 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 3pp 22643 020 24X Fiche 50-369,04/03/09,8403150156 


8403290140 Forwards Rev 6 to “McCutre Unit 1 Pump 6 Valve Inservice 
Testing Program’* 6 Rev 2 to "McGuire Unit 2 Pump 6 Valve 
lnservice Testing Program ” 

TUCKER. H B Duke Power Co B4/03/16 DENTON, H R Office of 
Nuclear Reactor Regulation, Diractor ADENSAM.E 0 Licensing Branch 
4 ip 22806 036 24X Fiche 50-369,04/03/16,0403290140 


04O329OI64 Rev 2 to "McGuire Unit 2 Pump 6 Valve lnservice Testing 
Program ” 

» Duke Power Co 84/03/16 13pp 22806 050 24X 

Fiche 50-349, B4/03/16, 0403290140 


B40322003B Forwards "Spent Fuel Pools Rerack Mad, Safety 6 Environ 
Analysis “ Analysis suppls info to enable detailed safety 
evaluation of 040217 license amend request 

TUCKER, H D Duke Power Co 04/03/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Diractor ADENSAM.E 0 Licensing 
4 lp 22715 001 24X F i c he. 50-369. B4/03/20, B4 03220 030 


Branch 


-B4O322O044 “Spent Fuel Pools Rerack Mod, Safety b Environ Analysis 
W//6 oversue drawings Aperture cards are available in PDR 
e Duke Power Co 84/03/20 120pp 22715 002 2AX 

Fiche 50-369.84/03/20,8403220030 


S4032 70243 Forwards addl documentation of acceptability of “clear 
proposed in Tech Spec change submitted by 
83,118 ltr Demonstrations revealed that “clear b bright” 
more sensitive than "water 6 sediment 1 ’ test 

TUCKER, HB Duke Power Co 04/03/20. DENTON, H R Office of 
Nuclear Reactor ReguLtlon. Director ADENSAM, E 0 Licensing Bran, 
2pp 22772 021 24 X Fiche 50-369,04/03/20.6403270243 


8403160110 Forwards IE Insp Repts 50-369/B4-01 b 50-370/84-01 on 
040123-27 No violations qt deviations identified 
DANCE, H C Division of Project b Resident Programs 84/02/13 
TUCKER, H B Duke Power Co 2pp 22652 346 24X 

Fiche 50-369,04/02/15,8403160110 


— 0403160120 IE Insp Rept* 50-369/84-01 b 50-370/04-01 on 840123-27. No 
violations or deviations identified Major areas inspected 
plant water chemistry b inservice testing of pumps b valves 
ROBB.W.J Region 2, Office of Director BLAKE, J. J Division of 
Engineering b Operational Programs 84/02/10 llpp 22*92.348 
24X Fiche 50-369,84/02/15,6403160110 


0403160101 Forwards IE Insp Repts 50-369/04-03 b 50-370/84-03 on 
040130-31 No violations or deviations identified 
DANCE, H C Division of Project b Resident Programs 04/02/16 
TUCKER, H B Duke Power Co 2pp 22652 34 i 24X 

Fiche- 50-369.84/02/16,8403160101 


—8403160111 IE Insp Repts 30-369/84-03 b 50-370/04-03 on 040130-31 No 
violations or deviations identified Major areas inspectsd. 
emergency preparedness area of protective action 
d sc itionmak ing 

CLINE, W E Region 2, Office of Director JENKINS, 0 R Division 
of Emergency Preparedness b Materials Safety. B4/02/15 3pp, 

22632 343 24X Fiche 50-369,04/02/16,0403160101 


0401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation “ Svc list 
enc 1 

JORDAN, £ L Division of Emergency Preparedness b Engineering 
Response (Post 330103) 04/02/28 Consolidated Edison Co of New 

York, Inc ilSpp 22909 239 24X Fiche- 50-000, B4/O2/20. 8401 190072 


8403290275 Forwards IE Insp Repts 50-369/84-02 b 30-370/04-02 on 
040213-17 No violations or deviations identified 
DANCE, H C Dlviiion of Project b Resident Program* 84/03/01 

TUCKER, H B Duke Power Co 2pp 22000 003 24X 

Fiche 50-369.84/03/01.0403290275 


— 8403290290 IE Insp Repts 50-369/84-02 b 50-370/04-02 on 840213-17. No 
violations or deviations 1 dentified. Major areas inspected: 
emergency preparedness 

BTODDART, P o Region 2, Office of Director JENKINS, 0. R 
Division of Emergency Preparedness b Materials Safety, 04/02/29, 
7pp 22BOO 095 24X Fiche 50-369,84/03/01,64 0 3 29027 9 


0402090007 IE Info Notice 84-14. ‘'Highlights of Recent Transport 
Regulatory Rave by DOT b NRC " Bvc list tnel 

GRACE, J N Division of QA. Safeguards b inspection Program* (Poet 
B30103) 04/03/02 Consolidated Edison Co of New York, Inc 

I30pp 32552 329 24X Fiche 50-000,64/03/02-64 020 90007. 


B40209000B Ie Info Notice 04-16, "Failure of Automatic Sprinkler By* ! 
Valves to Operate ” Svc list end , 

JORDAN, E L Division of Emergency Preparedness b Engineering s 

Response (Post 030103) 04/03/02 Consolidated Edison Co. of N*u I 

York, Inc. l22pp 22553 090, 24X Fiche- 50-000, 04/03/02, 0402090000 


8402090009 IE Info Notice 94-15, ’’Reporting a# Radiological Releases * ! 
Svc list enc l 

JORDAN, E L Dtviiion of Emergency Preparednes* b Engineering 
Response (post 030103), 04/03/02 Consolidated Edison Co. of New : 

York, Inc U9pp 22553 217 24X Fiche 50-000, B4/03/02, 0402090009 
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04Q2O9OO11 IE Info Notice 84-17, "Problem* W/Llquid Nitrogen Cooling 
Components Btlou Nil Ductility Tamp " Svc Hit and, 

JORDAN, E L pivision of Emergency Preparedness & Engineering 
Reeportse (Poet 030103) 04703/05 Consolidated Edison Co of Neui 

York, Inc 117pp 22333 336 24X Fiche 50-000,04/03/03,0402090011 


0402090024 IE Info Notice 04-09, Rev 1, "Lesions Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) B4/03/07 Consolidated Edison Co of New 

York, Inc llBpp 28633 049 24X Fiche 50-000,84/03/07,0402090024 


0402090028 IE Info Notice 84-10, "Stress Corrosion Cracking in PUR 
Bys " Svc list end 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post B30103) G4/03/07 Consolidated Edison Co of New 

York, Inc llBpp 225B4 186 24X Fiche 50-000,84/03/07,8402090028 


B403160297 Aek receipt of B40203 1 tr Informing NRC of steps taken to 
correct violations noted In IE Imp Repts 30-369/83-43 t, 
30-370/03-32 

LEWIS, R C Division of Project b Resident Programs B4/03/Q7- 
TUCKEH, H D Duke Power Co 2pp 8B660 041 24X 

Fiche 30-369,04/03/07,0403160297 


— 0403160304 Ack receipt of 840203 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-369/83-45 L 
30-370/83-32 Util will be informed of acceptability of 
corrective actions at later date 

LEWTS, R C Division of Project & Resident Programs 04/02/21 
TUCKER, H B Duke Power Co Ip 22660' 043 24X 

Fiche 30 - 369 , 04 / 03 / 07 , B403160297 


--8403160313 Responds to NRC 840104 ltr re violations noted in IE Insp 
Repts 30-369/83-45 «< 30-370/03-52 Violation disputed Stape 
involved in surveys of airborne effluent hazards listed. 

TUCKER, H B Duke Power Co, 84/02/03, O'REILLY, J P Region 2, 
Office of Director 3pp 22660 044 24X Fiche 50-369, 04/03/07, 

8403160297 


— 8403160317 Forwards IE Insp Repts 30-369/83-45 & 30-370/03-52 on 
031206-0? k notice of violation. 

LEWIS, R C Dlvieion of Project & Resident Programs 94/01/04 
TUCKER, H B Duke Power Co 2pp 22660 047 24X 

Fiche: 50-369, 84/03/07, 8403160297 


— 8403160322 Notice of violation from Insp on 031206-09 

* Region 2, Office of Director 84/01/04 lp 22660 047 24X 

Fiche, 50-369, 04/03/07, B403 160297 


— 840316032? IE Insp Repts 30-369/83-43 k 30-370/03-32 on 031206-09 
Violation noted failure to peform adequate surveys for 
release of airborne affluents to unrestricted areas. 

KUZO, <J B Region 2, Office of Director MONTGOMERY, D H Division 
of Engineering It Operational Programs 83/12/30 16pp. 

22660 030 24 X Fiche 30-369,04/03/07,8403160297 


0402090031 IE Bulletin 04-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Byi » Svc list end 

0EYOUNO,R C Director'* Office, Office of Inspection and 

Enforcement 84/03/12, Coneolidated Edison Co, of New York, Inc 

i 34pp. 22023 094 24X Fiche 50-000,04/03/12,8402090031 


S Reportable occurrences, LERs t< related correspondence 


0403280332 Forwards preliminary results of natural circulation 
analyses for Bllill transient at McGuire k 800603 natural 
circulation low power test at North Anna 

CHARLTON, T R EG8.0, Inc 83/09/22 LITTENEKER, P E Energy, Dept 
of, Idaho Operations Office 29pp 22B07 239 24X 

Fiche- 30-000, 03/09/22, 8403200332 


0403060232 LER 04-003-00 an 8401 22, dur lng RCS leak test, reactor trip 
occurred Caused by personnel error Pressure monitored from 
Instrument independent of trip logic Test procedure revised 
W/B40221 ltr 

NARDOCI, P B , TUCKER, H B Duke Power Co 84/02/21 4pp 
22316 094 24X Fiche 30-370.84/02/21,3403060232 


04O31SO1Q1 Forward* “Failures in Upper Head Injection Sys “ Licensees 
taking action to resolve setpoint drift on Barton level 
transmitters No AEOD action recommended 

ZUKQR.D J Reactor Operation* Analysis Branch 04/02/28. 

SEYFRIT.K V Reactor Operation* Analysis Branch lp 22646 272 
24X Fiche 50-000,04/02/28,8403150181 


— 8403130183 "Failures in Upper Head Injection Sys," AEOD engineering 
evaluation rept 

ZUKCR.A Director's Office 84/02/2B 0pp 22646 273 24X 

Fiche 50-000,84/02/20,8403150181 


0403120173 LER 84-002-00 on 8401 13, both ND train declared inoperable 
when breakers for valves 2ND-1B t< 2NB-2A closed Caused by 
personnel error. Proc edures revised k personnel counseled 
W/B4Q229 ltr 

NARDOCI, P B , TUCKER, H B Duke Power Co 94/02/29 4pp 
22389.173 24X Fiche, 50-370, B4/02/29, 04031 20173, 


8403130167 LER 84-004-00 on 8401 1 3, c h emi ca 1 S' vol control pump 3A ran 
appro* 19 minutes u/o suction Caused by vol control tank 
outlet Isolation valve Inadvertently closing k by personnel 
error Pump repaired Personnel counseled W/8402S9 ltr 
NARDOCI, P B , TUCKER, H 0 Duke Power Co 84/02/89 4pp 
22600 112 24 X Fiche 30-370,84/02/29,8403130167. 


B403120150 LER 84-006-00 un 040203, d i g i ta 1 RPI eys f a i 1 «d, re eul 1 1 ng 
in manual reactor trip Caused by failure of central control 
card Sc display card Cards replaced W/B4Q303 ltr 
NARDDCI, P B , TUCKER, H B Duke Pdwer Co 04/03/08 3 pp 
22305 260 24 X Fiche 50-370,84/03/03,0403120150 


0403130133 LER 04-005-00 on 840202, reac tor trip ini tlated. Caused by 
personnel mistakenly pushing TRIP button Unit stabilized 
6 Past recovery initiated Personnel counseled W/04O3O5 ltr 
NARDOCI, P 0 , TUCKER, H B Duke Power Co 04/03/03 4pp 
22639.333 24X Fiche 50-370, 04/03/03, 0403 J 30 130 


8403190303 Updated RO 370/83-37 shutdown capability never jeopardized 
k unit could be ehut down given fire in annulus w/sprinker 
Isolation valve closed Cause unknown Figure illustrating 
cable separation end 

TUCKER, H B Duke Power Co 84/03/07 O'REILLY, J P Region 2, 
Office of Director, 3pp 22673 183 24X Fiche 30-370,84/03/07, 

8403190303 


EM 02090043 IE Info Notice 84-19, "Two Event* Involving Unauthorized 
Entries into PWR Rsaetor Cavities " Svc list end 
JORDAN, E. L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc. 123pp 22823 229 24X Fiche 30-000,84/03/21,8402090043 


B4Q2090044 IE rnfo Notice 84-20, "Svc Life of Relayi in Saf ■ ty-Re lafced 
Bys " Svc lilt end 

JORDAN, E L, Division of Emsrgency Preparedness k Engineering 
Response (Post 830103) S4/03/2I Consolidated Edison Co of New 

York, Inc !33pp 22933 001 24X Fiche. 30-000, 04/03/21, 9402090044 


R Periodic operating reports & related correspondence 


0408210130 Monthly operating rapt* for Jan 1984 M/640213 Hr 

REAVI 8 , J A, , TUCKER, H. fl Duka Power Co 84/01/31 Bpp 22316 349. 
S4X Fiche: 30-369- 04/01/31, 8402210130 


DOCKET 30-373 LA 8 ALLE COUNTY STATION. UNIT 1 


F Security, medical, emergency L fire protection plans 


8403200041 Forwards Rev 17 to physical security p l*n, respond lng to NRC 
comments re Rev 14 to plan k addressing measures to secure 
openings allowing potential access to vital areas Rav 
withheld (ref 10CFR2, 790 8 , 73 21). 

FARRAR, D L Commonwealth Edison Co 84/02/16 Region 3, Office 
of Director lp. 22690 343 24X Fiche- 30-373, 94/02/16, 0403200041 


8403020207 Forward* order confirming licensee commitments on emergency 
response capab 1 1 i ty< based on info provided in util 030414 k 
0823 responses to Generic Ltr 82-33, Suppl 1 to NUREG-0737 
SCHW 6 NCER, A Licensing Branch 2 04/02/21 FARRAR, D L 

Commonwealth Edison Co 2pp 22494 324 24X Fi che- 30-373, 04/02/21 , 

0403020207 


0403200 1 23 Monthly operating rept« for Feb 1904 W/040313 ltr. 

REAVIS, T. A, TUCKER, H B Duke Power Co 04/02/29, Bpp 22697. 103 
24 X Fiche - 30-369, 04/02/29, 8403200123 


— 0403020221 Order confirming licensee B30414 6 0023 commitments on 
emergency response capabi 1 i ty, per Generic Ltr 02-33, Suppl 1 
to NUREG-0737 

EISENHUTiD G Division of Licensing 84/02/21 Commonwealth 
Edison Co 7pp 22494 326 24X Fiche 30-373.04/02/21,9403020207 
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8403050063 Advise* that fire protection sgs analysis re RCtC - RHR 
high/lou pressure interface completed Analysis pTacsst 
descTibed< including failure mode, acceptance criteria) 
evaluation results !» mods to be performed 

SCHROEDER, C W C bmmonuiea 1 th Edison Co B4/03/D1 DENTON. HR 
Office of Muclear Reactor Regulation) Director 39pp 224B7 332 
24X Flche DO-373. 64/03 /Ol, 8403050Q63 


3403120129 Rev 23 to Procedure LAP B20-3, "Offsite Procedure " 

* Commonwealth Edleon Co 64/0*3/05 24pp 22570 063 24X 

Fiche 50-373,84/03/05,8403120120 


3403120029 Notifies of 340323 regional workshop in Rosemont, 1L w/ell 
Region III licensees to discuss fire protection Safe 
shutdown requirements Workshop will provide addl guidance r* 
l 0CFR30 i App R requirements Agenda end 

SPES3ARD.R L Division -of Emergency Preparedness 6 Operational 
Support 84/03/04 REE3>. C Commonwealth Edison Co 3pp 
22397 264 24X Fiche 50-373, B4/Q3/06, 04031 2002 9 


B403140173 Forwards final Interim Rept* 1,2 i 3 ri fire detection eys, 
per 031123 request & IE Insp Repts 50-373/B3-44 Si 90-374/ 

03-48 Detector installations meet intent of NFPA Si require 
no comp ensa tory measures 

SCHROEDER, C U Coeunonuea Ith Edison Co 94/03/09 DENTON, HR 

Office of Nuclear Reactor Regulation) Director 4pp 22629 191 
24X Flche 30-373, 34/03/0?, 34031401 75 


— 8403140160 Analysis of fire detector locations at Lasalle County 
Sta ti on, f i nal Interim Rept 1 

JOHNSON, W A . SCHULTZ, <5 R , OALDASEARR A, C Sehirmer Engineering 

Cor p 04/02/21 75pp 22629 193 24X Flche 90-373,04/03/09, 

8403140179 


— 3403140183 Analysis of fire detector locations at Lasalle County 
Station, flna 1 Interim Rept 2 

BREZINSK.I, M B . JOHNSON. W A . SCHULTZ, 0 R, Sehirmer Engineering 
Corp 84/03/06 69pp 22625 29B 24X Fiche 90-373,84/03/09, 

6403140179 


— 8403140184 Analysis of fire detector locations at Lasalle County 
5 tati on, final Interim Rept 3 

JOHNSON, W A , SCHULTZ, 0 fl , DALDAS8ARRA, C Sehirmer Engineering 
Corp 84/03/09 4 3p p 22626 012 21X Ficha 90-373, 94/03/09. 

8403140175 


0403200296 Forwards info 6 Rev I to Procedure LTS-1000-36, ’’Fire 
Damper Visual Insp," per NRC request 6 IE Insp Repts 
50-373/83-44 U 50-374/03-48 

BCHRDEDER.C W Commonwealth Edison Co 04/03/13 DENTON, HR 
Office of Nuclear Reactor Regulation, Director 3pp 22697 022 
24X Flche 50-373,84/03/13,8403200296 


— 8403200263 Rev 1 to Procedure LTS-1000-36, "Fire Damper Visual Insp 
» Commonwealth Edison Co B4/03/05 48pp 22697 027 24X 

Fiche 50-373,84/03/13,8403200236 


B403300244 Forwards NRC position re certain items being appealed by 
util In fire protection area per 940,127 ltr 
3CHWENCER.A Licensing Branch 2 B4/03/14 FARRAR, fr L 

Commonwealth Edison Co 7pp 22840 332 24X Flche 30-373,84/03/14, 

B 403 30 024 4 


8403220123 Forwards Rev o to Procedure- LTS-1Q00-33, "Fire Damper 
Operability Test “ 

SCHROEDERjC W Commonwealth Edison Co 84/03/13 DENTON, HR 
Office of Nuclear Reacto-r Regulation, Director 2pp 22716,093 
24X Flche 90-373,04/03/13.5403220123 


■-8403220127 Rev 0 to Procedure LTS- 1000-39, “Fire Damper Operability 
Test “ 

* Commonwealth Ediion Co 84/03/19 03pp 22716 0B7 24X 

Fiche 30-373,84/03/19,8403220123 


8403230079 Ack receipt of 031213 t 22 ltrs describing interim fire 
prevent i on/prot sc tion compensatory measures, per IE Insp 
Repts 50-373/B3-44 «. 30-374/93-46 

SPESSARD.R L Division of Emergency Preparedness !, Operational 
Support 84/03/17 REED, C Commonwealth Edison Co lp 
22726 273 24X Fiche 50-373,84/03/19,9403230073 


— 84D323O0BI Revises 031123 it 1213 commitment re fire watch training 
situations addressed in NFPA 916, per IE Insp Repts 
50-373/03-44 l. S0-374/B3-4B 

SCHROEDER, C. W Commonwealth Edison Co 83/12/22 KEPPLER, J 0 
Region 3, Office of Director. 2pp, 22726 274 2RX 
Flche 90-373,94/03/19.8403230075 


— B 403230097 Responds to NRC 831212 ltr re violations noted in IE Insp 
Repts 50-373/83-44 t< 5O-374/B3-40 Corrective actions 
continuous fire watch posted on refuel floor & cable 
spreading room* t roving fire watch established 
SCHROEDER, CW Commonwealth Edison Co 83/12/13 KEPPLER. J 0, 
Region 3, Office of blrcctar 3p p 22726 276 24X 

Flche* 90-373, 84/03/19, 8403230075 


8403200206 Revised emergency plan implementing procedures, including 
L7P Index 6 Rev 3 to Procedure LZP-1390-6, “Operatione 1 
Support Ctr Quarterly Surveillance " 

» Commonwealth Edison Co 84/03/22 13pp 22700007 24X 

Flche 30-373. 84/03/22, B403200206 


0 Adjudicatory correspondence 


0403260369 Forwards executed signature pegs for affidavit of M Kaku 
submitted as attachment to Joint tntsrvenors 640320 renewal 
of application for stay 

REYNOLDS, J R Center for Law in the Public Interest REYNOLDS, J R 
Joint Intervenar* - Diablo Canyon D9B 100 B4/03/22 

PALLAD I NO, N , QILINSKY.V , R nDERTS, T Commissioners 2pp, 

22760 133 24X Fiche 50-275,84/03/22,0403260369 


— 8403260367 Executed signature papa of affidavit of M Kaku in support of 
840320 renewal of application for stay 

KAKU, M Joint Intervenar* - Diablo Canyon 04/03/21. lp 
22760 139 E4X Flche 50-275, 04/03/22, B40326036B 


K Utility Final Safety Analysis Report <F8AR) l amends 


8403210005 Forwards Amend 64 to F8AR 

BCHRDEDER.C W Commonwealth Edison Co, 94/03/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22701 OQt 
24X Fiche 50-373, B4/03/ 15, B4032100B5 


— B403210071 Amend 64 to FSAR Twenty-five oversiied drawings enci 
Aperture cards available In PDR 

* Commonwealth Edison Co B4/03/31 48ipp 22701 003 24X 

Fiche 90-373,84/03/15,0403210065 


P Operating license stage documents t> correspondence 


0403050119 Forwards supplemental response to Oenaric Ltr B3-2B, 
''Required Actions Gated on Generic Implications of Salem 
ATMS Event* " 

QABNEB, P L Commonwealth Edison Co B4/02/27 DENTON, H. R Office 
Of Nutlaar Reactor Regulation# Director 26pp 22468* 0B4 24X 

Flche 90-000, 84/02/29,04030501 19 


9403130400 Forwards 840210 responses to Generic Ltr 83-35 clarifying 
TNI Item It X 3 31 Util concurs w/NRC position Item should 
be closed 

RYBAK, B Commonwealth Edison Co 94/03/02. EI8ENHUT, D. 0 Division 
bf Licensing 2pp. 22613 143 24X Fiche 90-000, B4/03/02, 

8403130400 


9403200013 Discusses 840309 telcon u/A Bournia re RHR & RC1C high/low 
pressure Interface boundary Lists reasons that full open on 
valve 2E12-F091A would not be detrimental to low prestur* 
piping 

SCHROEDER, C W Commonwealth Edison Co B4/03/13 DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director 2pp, 22683:395. 
24X Fiche 90-373,94/03/13,0403200013 


8403150279 Generic Ltr 84-07 to all licensees of BWRs re procedural 
guidance for pipe replacement at BWRs Svc list end 
EISENHUT.D G Division of Licensing 84/03/14. Commonwealth 
Ed ! eon Co 20pp 22823 354 24X Fiche 90-000,84/03/14,8403150275 


0403260122 Discusses differences In Tech Specs per revs to BT8, generis 
ltrs#NRR requirement* ti grammat i cal corrections, Difference* 
between two Tech Specs da not affect adequacy of current 
Unit 1 Tech Specs 

SCHROEDER, C W. Commonwealth Edison Co 84/03/21 DENTON, HR. 

Office of Nuclear Reactor Regulation, Director lp 22798*132 24X 

Fiche 50-373, 04/03/21. 8403260 L22 


Q Inspection reports, IE Bulletins 4, correspondence 


B4030B01 14 Forward* IE Insp Rept* 50-373/84-04 it 50-374/B4-03 On 
940131-0203 No noncomp 1 i ance Identified 

LITTLE, W S Region 3, Office of Director 94/02/23. REED, C 
Commonwealth Edison Co 2pp. 22559*273 24X Fiche: 50— 373, 04/02/23, 

9403080114 
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— B40308QI23 IE Imp Repts 30-373/84-04 k 50-374/84-03 on 840131-0203 No 
noncompl lane* identified Major area* Inspected licensee 
action on previous imp findings k 10CFRS0 35(e) repts 
CHRI8TN0T.E , WILLIAMS. C C Region 3. Office of Director 
84/02/23 3pp 2255? 273 24X Fiche 30-373, 84/02/23, B4030801 1 4 


8*03090043 Forwards Rev 0 to "Corporate Regulatory Performance 
Improvement Plan " Plan designed to heighten employee 
awareness k strengthen corporate ability to improve 
regulatory performance 

THOMAS, 8 Commonwealth Edison Co 84/02/24 KEPPLER , J <5 Region 
3, Office Of Director 3pp 224?0 13? 24X Fiche 50-000,84/02/24, 

8403030043, 


— 8403030044 Rev 0 to "Corporate Regulatory Performance Improvement 
Plan “ 

* Commonwealth Edison Co 84/02/2? 22pp 224?0 142 24X 

FichB’ 30-000, 84/02/24, 8403050043 


8403090148 Act receipt of 840120 «< 020? Itrs informing NRC of steps 
taken to correct violations noted in IE Intp Repts 
30-373/83-41 k 30-374/83-42 

STREETER, JF Region 3, Office of Director 84/02/27 REED, C 
Commonwealth Edison Co lp 2248? 047 24X Fiche 50-373,84/02/27, 

8403030148 


— 6403030 171 Responds to NRC 831207 ltr re violations noted in IE Imp 
Repts 30-373/83-41 Si 30-374/83-42 on 830708, 28-2?, 1020 & 

1110 Future changes to inboard feedwater check valves will 
be conducted per GP 3-Si 

FARRAR, D.L Commonwealth Edison Co 84/01/20. KEPPLER, JO 
Region 3, Office of Director 3pp 2240? 048 24X 

Fiche- 30-373, 04/02/27, 8403030148 


—8403030174 Suppll 840120 response to NRC 831207 ltr re violations 
noted in IE Insp Repts 30-373/83-41 k 30-374/84-42 
Corrective actions mod approval ltr checklist k 
tef ety-re latad/ASME coda change procedure will be revised 
FARRAR, D.L. Commonwealth Edison Co 84/02/0? KEPPLER, JO 
Region 3, Office of Director 4pp, 22489 072 24X 

Fiche 30-373, 84/02/27, B40303014S, 


8401170072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits t, Annunciation " Svc list 
enc 1 

JORDAN, E. L Division of Emergency Preparedness k Engineering 
Response {Post 830103). 84/02/28 Consolidated Edison Co of New 

Vork, Inc 115pp 22909’239 24X Fiche. 30-000, 84/02/20, 8401 190072 


8403190290 Forwards IE Insp Repts 30-373/83-34 *< 30-374/B3-37 on 
831219-840210 S> notice of violation. 

STREETER, J.F Region 3, Office of Director. 84/02/2? REED, C 
Commonwealth Edison Co. 2pp 22473 044 24X Fiche’ 30-373, 84/02/29, 

8403 19()290 


—8403190293 Notice of violation from imp on 831219-B40210 

BTR.EETER, J. F Region 3, Office of Director 84/02/2? 2pp 
22473.044. 24X Fiche. 30-373, 84/02/29, 8403190290 


— B403190E9? IE Insp Repts 30-373/B3-34 k 50-374/83-37 on 031219-040210 
Noncompliance iden t if led , t emp gauge utilised in calculating 
LPCS pump total dynamic head did not have unique number 
LANK9BURY, R D , WRIGHT, 0 , MAURA, F A Region 3, Office of 
Director. B4/02/27. 10pp. 22473 048, 24X Fiche 30-373,84/02/29, 

8403190290, 


8402070007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Rsvs by DOT l< NRC " Svc list end 

GRACE, J. N Division of OA, Safeguards t< Inspection Programs (Post 
030103). 84/03/02 Consolidated Edison Co of New York, Inc 

130pp. 22332 327. 24X Fiche 30-000,84/03/02,8402090007 


0402090008 IE Info Notice 84-14, "Failure of Automatic Sprinkler Sys 
Valves to Operate." Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103). 84/03/02. Consolidated Edison Co of New 

York. Inc 122pp 22333:098 24X Fiche 30-000, 84/03/02, 840209000B 


040209000? IE Info Notice 84-13, "Reporting of Radiological Relaases " 
Svc list tnc 1. 

JORDAN, E, L, Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 84/03/02. Consolidated Edison Co of New 

York, Inc 119pp. 22333 217. 24X Fiche. 30-000, 84/03/02, 8402090009 


0403190068 Forwards IE Imp Repts 30-373/84-02 t< 30-374/84-01 on 
840116-0210 St notice of violation. 

SHAFER, W. D, Region 3, Office of Director 84/03/02. REED, C 

Commonwsalth Edison Co 2pp. 22471 173 24X Fiche 30-373,84/03/02, 

8403190068. 


—8403190072 Notice of violation from insp on 840116-0210 

SHAFER, W D Region 3, Office of Director 84/03/02 2pp 
22671 175 24X Fiche 30-373,04/03/02,8403170068 


—8403190076 IE Insp Repts 30-373/84-02 Si 30-374/04-01 on 040116-0210 
Noncampl iance noted 673 ft elevation of reactor bldg 
contaminated to level in excess required for posting as 
controlled area Si six valves found unlocked 

GULDEMOND.W 0 , GUTHRIE, S C , EVANS, C D Region 3, Office of 
Director 04/02/27 29pp 22671 177 24X Fiche 50-373, 04/03/02, 

84031 9006B 


8402090011 IE Info Notice 84-17, "Problems W/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp “ Svc list end 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22353 336 24X Fiche 50-000,04/03/05,8402090011 


8403130340 Ack receipt of 840215 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/83-44 6 
50-374/83-40 Addl response to 840215 ltr will be submitted 
following completion of actions on 040127 appeal 
8PESSARD, R L Division of Engineering 84/03/06 REED, C 
Commonwealth Edison Co ip 22616 223 24X Fiche 50-373,84/03/06, 

0403130348 


— 0403130359 Responds to NRC 031212 ltr re violations noted in IE Insp 
Repts 50-373/03-44 Si 50-374/83-48 Corrective actions 
procedures written ta require periodic surveillance of 
lights Same items should not be categorised as violations 
REED, C Commonwealth Edison Co B4/02/13 KEPPLER, J 0 Region 
3, Office of Director 20pp 22616 224 24X 

Fiche 30-373,84/03/06.8403130348 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Imps of 
Fire Protection Safe Shutdown Sys *’ Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineer ing 
Response (Post S30103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22633 04? 24X Fiche 30-000, 04/03/07, B402090024 


8402090020 IE Info Notice 84-18, "Stress Corrosion Cracking in PUR 
Sys " Svc list end 

JORDAN, E L Diviiion of Emergency Preparedness Si Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of New 

York, Inc lt8 P p 22384 186 24X Fiche 50-000, 04/03/07, 8402090028 


8403140173 Forwards final Interim Repts 1,2 i 3 re fire detection sys, 
per 031 123 request S, IE Insp Repts 50-373/83-44 Si 30-374/ 

03-40 Detector installations meet intent of NFPA Si require 
no compensatory measures 

SCHRDEDER, C W Commonwealth Edison Co 04/03/0? DENTON. H R 
Office of Nuclear Reactor Regulation, Director 4pp 22623 191 
24X Fiche 30-373,04/03/09.8403140175 


0402090031 IE Bulletin 04-02, "Failures of GE Type HFA Relays in Use In 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

134pp 22023 094 24X Fiche 50-000,04/03/12,8402090031 


8403190084 Ack receipt of 840229 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-373/03-53 8, 
50-374/83-58 

SHAFER, W D Region 3, Office of Director B4/03/13 REED, C 
Commonwealth Edison Co lp 2266? 319 24X Fiche 30-373.84/03/13, 

0403190084 


—0403190090 Responds to NRC 840130 ltr re violations noted in IE Insp 
Repts 30-373/03-33 k 30-374/83-30 Corrective actions, control 
room tag board updated to reflect current status, burned out 
bulbs replaced Si refresher training program developed 
FARRAR, DL Commonwealth Edison Co 04/02/29. KEPPLER. J. 0 
Region 3, Office of Director 3pp 2266? 320 24X 

Fiche 30-373,84/03/13,8403190084. 


8403200256 Forwards Info Si Rev 1 to Procedure LTB-1000-36, "Fire 
Damper Viiual Insp, " per NRC request Si IE Insp Repts 
50-373/83-44 S, 50-374/83-48 

8CHR0EDER, C W. Commonwealth Edison Co 04/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 5pp 22697 022 
24X Fiche 30-373,84/03/13,8403200236 


— 8403200263 Rev 1 to Procedure LT0-1OOO-36, "Fire Damper Visual Insp " 
« Commonwealth Edison Co 84/03/03 48pp 22697 027 24X 

Fiche, 30-373, 84/03/13, 8403200236. 


8403260223 Documents 040314 distribution of GJ Dltderich 840313 memo 
to RD Walker 6 W Ouldemond in response to 831128 
confirmatory action ltr re integrity of discs 8< valves 
SCHRDEDER, C. W. Commonwealth Edison Co 84/03/16 KEPPLER, J G 
Region 3, Office of Director. 4pp 22737 316 24X 

Fiche 30-373,04/03/16,0403260223 
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8403330073 Ac k receipt of 331313 6 32 ltr» describing interim fire 
preven t i on/protect i an compensatory measure*. per IE Insp 
Repts 50-373/33-44 it 50-374/G3-4B 

SPES5ARD, R L Division of Emergency Preparedness S, Operational 
Support B4/03/19 REED, C Comraonujoa J th Edlion Co lp 
23726 293 24X Fiche 30-373.84703/19,8403330075 


— 84033300B1 Revises 831133 t< 1313 commitment re fire watch training 
situations addressed in 14FPA 516. per IE Insp Repts 
30-373783-44 it 30-374763-48 

SCKRDEDER.C H Commonwealth Edison Co 83712/22 KEPP LEH. J 0 
Region 3, Office of Director 2 pp 22726 294 24X 

Fiche 50-373, B4703/S9. 6403230075 


— 8403230087 Responds to NRC B31212 Itr re violations noted in IE Insp 
Repts 50-373/83-44 5< 50-374/83-43 Corrective actions 
continuous fire watch posted on refuel floor & cable 
spreading rooms h roving ftTS watch established 
SCHROEOER, C W Commonwealth Edison Co 03712/13 KEPPLER. J 0 
Region 3, Office of Director 3pp 22726 296 24X 

Fiche 50-373. 84703719, B4Q3230O75 


B40323008B Act receipt of regulatory performance improvement plan 
Periodic meetings requested to discuss progress on program 
6 provide Feedback 

KEPPLER, J Q Region 3, Office of Director 94/03720 THDHAS. B 
Commonwealth Edison Co lp 22730 161 24X Fiche 50-000,94703/20. 

8403230083 


— 8403230107 Forwards corporate regulatory performance improvement plan 
THOMAS, 9 Commonwealth Edison Co 94702724 KEPPLER, J 0 Region 
3, Office of Director 3pp 22730 162 24X Fiche 50-000, 

B4/03/20, 8403230066 


— 8403230126 Rev O to "Corporate Regulatory Performance Improvement Plan 
For Dresden.Quad Cities. Zion 6 LaSalle Operating Nuclear 
Stations It Dyran & Braidwood Project Operating 
Organ i rations " 

• Coeimanwea 1 th Edison Co B4/-02/29 2Hpp 22730 165 24X 

Ficha 50-000.84703/20, B4032300BB 


8403260196 Forwards responses to IE Bulletin B3-07. ’’Apparently 
Fraudulent Products Gold by Ray Miller, Inc ” Sued Cities 
supplied u/piping metis from Ray Miller. Inc during const 
Evaluation end Concerns of IE Bulletin 83-06 satisfied 
BARNES, P L Commonwealth Edison Co 84703720 KEPPLER. J G Region 
3, Office of Director. I9pp 22736 185 241C Fiche 50-000.84/03720. 

8403260196 


B402090043 IE Info Notice B4-19. "Two Events Involving Un aut h 0 r 1 1 e d 
Entries Into PUR Reactor Cavities " Svc list enel 
JORDAN, E L Division of Emergency Preparedness i. Engineering 
Response (Past 830103) 84703721 Consolidated Edison Co of New 

Vork. Inc 123pp 22623 229 24X Fiche 50-000.84703/21,6402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safe ty-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

Vork. Inc 135pp 22933 00 1 24X Fiche 50-000, 84 / 03721 , 8402090044 


R Periodic operating reports it related correspondence 


8403060150 Rev 0 to "Rept of Radioactive Ef P 1 uen 1 1 , Jo 1 -Dec 1 9B3 " \U 
840116 ltr 

*. DIEDERICH, GJ Commonwealth Edison Co 83/12731 KEPPLER. J G 
Region 3, Office of Director 9pp 22513 337 24X 

Fiche 50-373,93/12/31,3403060150 


8403080197 "Rept of Occupational Personnel Radiation Doses, 1983 “ 
W/B40227 ltr 

SCOTT. J S Commonwealth Edison Co 83/12/31 13pp 22559; 099 
24X Fiche 50-000, B3/ 12731 , 8403030197 


8403220120 Annual whole body external exposures for 1983 W/B40316 ltr 
RYBAK. B Commonwealth Edison Co 03/12/31 7pp 22716' 007 24X 

Fiche 50-000,63/12731, B4032201 20 


8403020138 Monthly operating rept for Jan 19B4 W/B40215 ltr 

LUND L , DIEDERICH. o J Commonwealth Edison Co B4/01/31, 31pp 
22442034 24X Fiche 50-373,04/01731,8403020138 


B40316026I Monthly operating rept for Feb 19B4 W/B40309 Itr 

LIN, 0 , DIEDERICH, 0 J Commonwealth Edison Co 84/0272? I6pp 
22660256 24X Fiche 50-373,84/02/29.8403160261 


S Reportable occurrences, LERs St related correspondente 


B4031200B0 Updated LER B3-T29/03X-1 on B3101 8, LI S-RR-1 caUbr eiceidid 
critical date by 1 day Frequency changed from 18 months to 3 
months St not entered on computer Caused by personnel error 
Surveillance completed W/840210 ltr 

PREBLEY, K E , DIEDERICH, 0 J Commonwealth Edison Co B4702706 
KEPPLER, J 0 Region 3. Office of Director 3pp 22590 301 24X 

Fiche 50-373,84/02/06,8403120000 


8403120054 LER B3-04B/03X-1 on 830510, mechan i ca 1 snubber locked between 
hot 8> cold settings. Caused by excessive heat In upper 
dryuell Failed snubbers rep laced, s troke test performed 6 
temp sys St monitoring plan Initiated W/040214 ltr 
SPENCER, D A , DIEDERICH, 0 J Commonwealth Edison Co S4/02/14 
KEPPLER, J G Region 3, Office of Director 3pp 225BB 041 24X 

Fiche 50-373,04/02/14,8403120054 


8403120095 Updated LER 83-117/03X-1 on S30920 it 30, RHR HX B outlet 
valve limit switches temporarily changed, al lowing wedge 
travel to stop W/04O215 ltr 

PETERS, M A , DIEDERICH, 0 J Commonwealth Edison Co. 84/02/14 
KEPPLER, J G Region 3, Office of Director. 3pp 22585 231, 24X 

Fiche 50-373,84/02/14,8403120095 


8403010360 Confirms B40223 enforcement conference at Region III ofc is 
discuss ESP reset function def lc lenc les, per 840222 
discussion Meeting notice end 

N0RELIU9, C E Division of Project S. Resident Programs B4/02/28 
REEO, C Commonwealth Edison Co 2pp 22434 059 24X 

Fiche 50-373,84702/28,8403010390 


8403120020 LER 84-007-00' on 840203, during sur ve U lane e, RC IC inltlatsd 
while reactor at B9X power Caused by improperly placed 
ohmmeter Hater level U pressure quickly brought under 
control Technician Involved dl sc ip 1 ined, H/B40301 ltr 
WESTPHAL, B & , DIEDERICH, 0 J Commonwealth Edison Co B4/03/02 
4pp 22586 260 24X FI c he. 50-373, 04/03/02, 0403120020 


8403230015 LER 84-009-00- on 040219, noncoinc id ent scram occurred from 
upscale trip on intermediate range monitor (IRM) 1A Caused 
by personnel bumping into IRM IA cable Scram reset S< 
personnel counseled re sensitivity of cables W/940315 ltr 
BAKER, P E . DIEDERICH, O J Commonwealth Edison Co 04/03/13 3pp 
22727349 24X Fiche 30-373,84/03/13,9403230015 


8403230017 LER 84-008-00. on B4021B, noncoinc ident scram occurred from 
upscale trip on intermediate range monitor E Caused by fflalnt 
personnel Inadvertently bumping cable Bcram reset it 
personnel notified 1/7840315 ltr 

BAKER, P E . DIEDERICH, G J Cownonwealth Edison Co 04/03713 3pp 
22726 356 24X Fiche 50-373, 04703713, 8403230017 


8403230027 LER 84-010-00 on 8402 19, nonco inc i d en t scram occurred from 
upscale trip on intermediate range monitor (IRM) A Caused by 
Inadvertent bumping of IRM by maint personnel Personnel 
notified of sensitivity of IRM cables W/84031S ltr 
BAKER, P E . DIEDERICH, 0 J Commonwealth Edison Co 84703713 3pp 
22730 330 24X Fiche 50-373, 84703713, 9403230027. 


0403190117 LER 04-011-00 on 840213, scram resulted when turbine 
generator tripped from loss of condenser vecuum Caused by 
expansion joint in low pressure heater extraction steam Line 
14A failure New joints Installed W/84Q314 ltr 

WESTPHAL, 0 8 , DIEDERICH, 0. J Commonwealth Edison Co B4/03/14 
5pp 22666 268 24X Fiche 50-373.84/03/14,0403190117 


9403300032 LER 04-013— 00' on 040214, nine of 16 main steam high flow 
switches found out O'f spec, in violation of Tech 8pec limits 
Caused by Increase In follower dreg on Barton 288A switch 
Instruments recalibT W/B4Q315 ltr 

REI B, J B , DIEDERICH, 0- J Commonwealth Edison Co 84/03719. 6pp 
22697 118 24 X Fic h e: 30-373, B4/03/15, 8403200032 


8403200204 LER B4-012-00 on 840214, containment leakage limit exceeded 
Tech Spec limits Caused by misalignment problem Valve 
realigned W/840315 ltr- 

DUS, R 8., DIEDERICH, O U Commonwealth Edison Co 84/03719 4pp 
22686 3 50 24X FI c h f . 50-373, 84/03/ 1 5, 0403200204 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


A App 1 le etlon/constr uct 1 on stag* documents it correspondence 


0403260194 Respond* to DG Eissnhut 040300 ltr to C Reed re BWR STS 
certification Tech Specs accurately raflect plant fc F8AR. 

REED, C Commonwealth Edison Co B4/03/21 DENTON, H R, Office of 
Nuclear Reactor Regulation, Director 3pp 22756,167 24X 

Fiche 50-374, 84/03/21. B403260194 
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F Security, medical* emergency J, fire protection plan* 


0403300041 Forward* Rev 17 to physical security p lan, resp ond ing to NRC 
comment* re Rev 14 to plan it addressing measure* to secure 
opening* allowing potential access to vital areas Rev 
withheld (ref 10CFR3 790 i 73 21) 

FARRAR. D L Commonwealth Edison Co 84/02/16 Region 3, Office 
0 # Director ip 22698 343 24X Fiche 30-373.84/02/1610403200041 


B403OSOO63 Advise* that fire protection sys analysis re RCIC - RHR 
high/low pressure interface completed Analysis process 
described. Including failure mode. acceptance criteria. 

•valuation results it mods to be performed 

SCHRQEOER.C W Commonwealth Edison Co 04/03/01 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 39pp 22407 232 
24X Fiche 30-373.84/03/01,8403030063 


8403120128 Rev 23 to Procedure LAP 820-3, "Offsite Procedure," 

• Commonwealth Edison Co B4/03/0S 24pp 22370 062 24X 

Flch s' 30-373, 84/03/03, 0403120128, 


8403120029 Notifies of 840323 regional workshop in Rosemont. IL u/all 
Region III licensees to discuss fire protection safe 
shutdown requirements Workshop will provide addl guidance re 
1QCFRS0, App R requirements Agenda end 

8PES9ARD, R, L Division of Emergency Preparedness & Operational 
Support. 84/03/06 REED. C Commonwealth Edison Co 3pp 
a23B9^B64 24X Fiche 30-373,04/03/06,8403120023 


8403140330 Notification of 840312 appeal meeting w/util & Region III in 
Bethesda.ND to discuss fire protection positions Agenda 
end 

BQURNIA. A Licansing Branch 2 84/03/06 BCHWENCER, A Licensing 

Branch S 4pp 22633 194 24X Fiche- 30-374, 04/03/06, 8403140330 


B403140175 Forwards final Interim Repts 1,2 & 3 re fire detection sys, 
per 831123 request t, IE Insp Rept* 50-373/B3-44 «< 30-374/ 

93-48 Detector installation* meat intent of NFPA & require 
no compensatory measures. 

8CHR0EDER, C W, Commonwealth Edison Co 84/03/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director, 4pp 22623 191 
24X Fiche 30-373* 84/03/09. 8403140173 


—8403140100 Analysis of fire detector locations at La&alle County 
Stati on. final Interim Rept 1 

JOHNSON. W. A, , 8CHULTZ.0 R , BALDA88ARRA, C Bthlrmer Engineering 
corp 04/02/21 73pp 22623 193 24X Flch* 30-373.84/03/09, 

8403140173, 


— 8403140183 Analysis of fir* detector location* at Lasallt County 
Elation, final Interim Rept 2 

BREZINBKI.M 8 . JOHNSON, W A , SCHULTZ, 0. R Schirmer Engineering 
Corp, 84/03/06 63pp 226B3 298 24X Fiche 30-373,04/03/09, 

0403140173 


— 0403140184 Analysis of fire detector locations at Lasallt County 
Station, final Interim Rept 3, 

JOHNSON, W, A, , SCHULTZ, OR., BALDASSARRA, C, Sch irmer Eng ineer ing 
Corp. 84/03/08 45pp 22626 012, 24X Fiche 30-373,84/03/09, 

0403140173 


0403200296 Forward* info St Rev 1 to Procedure LTS-1000-36, "Fire 
Damper Visual Intp, " per NRC request & IE Insp Rept* 
90-373/03-44 U 3(5-374/03-48 

SCHRDEDEfi, C. W. Commonwealth Edison Co 84/03/13 DENTON, HR 
Office of Nuclear Reactor Regulation, Director, 3pp 22697 022 
24X Fiehf 30-373, 84/03/13, 8403200236. 


— 3403200263 Rev 1 to Procedure LTS-1000-36, "Fir* Damper Visual Insp " 
• Commonwealth Edison Co 04/03/03 48pp. 22697,027 24X 

Fiche - 30-373, 84/03/13, 0403200296, 


9403300244 Forward* NRC position re certain item* being appealed by 
util in fire protection area per 840127 itr 
BCHWENCER, A, Licensing Branch 2. 84/03714 FARRAR, D L. 

Commonwealth Edison Co. 7pp. 22840 332. 24X Fiche 30-373,04/03/14, 

9403300244 


9403220123 Forward* Rev 0 to Procedure LT8-1000-33, "Fir* Damper 
Operability Test. " 

BCHROEDEF, C, W, Commonwealth Edison Co. 84/03/19, DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22716,003, 
2+X Fiche. 90-373,84/03/13,8403220123 


— 9403220127 Rev 0 to Procedure LT8-100O-33, "Fire Damper Operability 
Teet '■ 

* Commonwealth Edison Co. 84/03/13 83pp 22716 0B7 24X 

Flch • 30-373, 04/03/ 13, 0403220123 


0403230073 Ack receipt of 831213 & 22 ltrs describing interim fire 
prevention/protec fclon compensatory measures, per IE Insp 
Repts 50-373/03-44 6 30-374/03-40 

SPES8ARD, R L Division of Emergency Preparedness & Operational 
Support 04/03/19 REED, C Commonwealth Edison Co Ip 
22726 293 24X Fiche 30-373.84/03/19,8403230079 


— 8403230081 Revises 831123 4, 1213 commitment re fire watch training 
situations addressed in NFPA 316, per IE Insp Repts 
30-373/83-44 6 30-374/83-40 

SCHRtJEDER.C U Commonwealth Edison Co 83/12/22 KEPPLER. J 0 
Region 3, Office of Director 2pp 22726 294 24X 

Fiche 30-373-04/03/19.8403230073 


—8403230007 Responds to NRC 031212 ltr re violations noted In IE Insp 
Repts 50-373/83-44 «, 30-374/83-40 Corrective actions 
continuous fire watch posted on refuel floor it cable 
spreading rooms (t roving fire watch established 
0CHROEDER, C W Commonwealth Edison Co 83/18/13 KEPPLER, J 0 
Region 3, Office of Director 3pp 22726 296 24X 

Fiche 30-373,84/03/19,8403230073 


K Utility Final Safety Analysis Report < FSAR ) 6 amends 


8403210089 Forwards Amend 64 to FSAR 

8CHROE0ER.C W Commonwealth Edison Co 04/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22701 001 
24X Fiche 30-373.84/03/13.8403210083 


— 8403210091 Amend 64 to F8AR Twenty-five oversiied drawings enc 1 
Aperture cards available in PDR 

# Commonwealth Edison Co 84/03/31 481pp 22701 003 24X 

Fiche- 30-373, 04/03/13, 8403210085 


P Operating license stage documents 6 correspondence 


8403030119 Forwards supplemental response to Generic Ltr B3-2B, 
"Required Actions Based on Oeneric Implications of Salem 
ATW8 Events " 

BARNES, P L Commonwealth Edison Co 84/02/29 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 26pp 224SB. 084 24X 

Fliho 30-000,84/02/29,8403050119 


8403060250 Confirms 040229 plant for 840302 meeting in Glen Ellyn, IL to 
discuss question* raised by outside concerns re facility 
const 

NORELIUS, C E Division of Project 6 Resident Programs 04/03/01 
REED.C Commonwealth Edison Co lp 22316 160 24X 

Fiche 30-374,84/03/01,8403060250 


8403130400 Forwards 840210 responses to Ceneric Ltr 03-33 clarifying 
TM1 Item II K 3 31 Util concurs w/NRC position I tern should 
be closed 

RYBAK, B Commonwealth Edison Co, 84/03/02 EISENHUT.D 0 Division 
of Licensing 2pp 22613 143 24X Fiche 30-000,84/03/02, 

8403130400 


8403280287 Request* certification that Tech Specs accurately reflect 
p lant. F8AR, SER analyses 6 other documentation within 10 
days Proposed changes should be identified 
El BENHUT, D 0 Division of Licensing B4/03/08 REED, C 
Commonwealth Edison Co 2pp 22800 036 24X Fiche 9O-374.B4/O3/O0, 

8403280207 


8403300226 Notification of 840314 meeting w/utll In LaSalle County, IL 
to conduct NRC eigt review of licensee readiness for full 
power operation Agenda end 

I10URNIA, A. Licensing Branch 2 04/03/06 BCHWENCER, A Licensing 

Branch 2 4pp 22843 031 24X Fiche 30-374,04/03/00,8403300226 


8403200013 Discusses 040308 telcon w/A Oournia re RHR 6 RCIC hlgh/iow 
pressure interface boundary Lists reasons that full open on 
valve 2EI2-F031A would not be detrimental to low pressure 
p ip ing 

9CHR0EDER.C W Commonwealth Edison Co 04/03/13. DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 22683 335 
24X Fiche 30-373,84/03/13,8403200013 


8403260122 Discusses difference* in Tech Bpec* per revs to STB, generic 
ltrs.NRR requirement* l< grammatical correction* Differences 
between two Tech Specs do not affect adequacy of current 
Unit 1 Tech Specs, 

8CHR0EDER, C W Commonwealth Edison Co 04/03/21 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 22758,132. 24X 

Fiche- 90-373, B4/03/21, 0403260 122 
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Q Inspection reports! IE Bulletins !< correspondence 


64030801 14 Forwards IE Insp Repts 30-373/84-04 4 30-374/84-03 on 
040131-0203 Mo noncompliance identified 

LITTLE, W S Region 3„ Office of Director 84/02/23 REED.C 
Commonweal th Edison Co 2pp 22539 273 24X Firhe 30-373.64/02/23. 

8403060114 


—8403080125 IE Insp Repts 30-373/84-04 4 50-374/84-03 on 840131-0203 No 
none omp 1 i a n c e identified Major areas inspected licensee 
action on previous insp findings 4 10CFR50 53(e) repts 
CHRIBTNOT.E , WILLIAMS, C C Region 3, Office of Director 

B4/02/23 3pp 22339 273 24X Fiche 50-373,84/02/23.8403080114 


8403050043 Forwards Rev O to "Corporate Regulatory Performance 
Improvement Plan " Plan designed to heighten employee 
awareness 4 strengthen corporate ability to improve 
regulatory performance 

THOMAS, D Commonwealth Edison Co 84/02/24 KEPPLER, J G Region 
3, Office of Director 3pp 22490 139 24X Fiche 30-000, B4/02/24, 
8403030043 


— 8403030046 Rev 0 to “Corporate Regulatory Performance Improvement 
Plan “ 

* Commonweal th Edison Co 84 /02/29 22pp 22490 142 S4X 
Fiche 50-000, 84/02/24, B4O3030O43 


8403050166 Ack receipt of 840120 4 0209 ltrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
30-373/83-41 !< 30-374/B3-42 

STREETER, J F Region 3. Office of Director a4/02/27 REED, C 
Commonwealth Edison Co Ip 2248? 067 24X Fiche 30-373, B4/02/27, 

B4O3O3O160 


— B403050171 Responds to NRC 831207 1 tr re violations noted in IE Insp 
Repts 30-373/B3-4I fr 30-374/03-42 on B309C8, 2B-29, 1020 4 
1110 Future changes to inboard feedwater check valves will 
be conducted per QP 3-51 

FARRAR. D L Commonwealth Edison Co 84/0i/20 KEPPLER.JQ 
Region 3, Office of Director 3pp 22499 06B 24X 

Fiche 30-373, B4/02/27, B40303016B 


— 0403050174 Sup p 1 s B40120 response to NRC 831207 Itr re violations 
noted in IE Insp Repts 30-373/B3-41 4 90-374/B4-42 
Corrective actions mod approval ltr checklist 4 
eaf e ty-re 1 a ted/ASME code change procedure will be revised 
FARRAR. D L Commonwoa I th Ed Ison Co S4/0B/09 KEPPLER , J 0 
Region 3# Office of Director 4pp 22439 072 24X 

Fiche 30-373,84/02/27,8403030160 


8401190072 IE Info Notice 04-13, “Potential Deficiency in Motor 
Operated Valve Control Circuits 4 Annunciation “ sve list 
end. 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post B30103> 84/02/20 Consolidated Edison Co of New 

York. Inc tlSpp 22909 239 24X Fiche 50-000,64/02/23,8401190072 


3403190290 Forwards IE Insp Repts 50-373/83-54 4 30-374/03-37 on 
831219-340210 4 notice of violation 

STREETER, JF Region 3, Office of Director B4/02/29 REED, C 
Commonwealth Edison Co 2pp 22673 064 24X Fiche 50-373,64/02/29, 

8403190270 


— 8403190293 Notice of violation from insp on 93I217-B40210 

STREETER, J F Region 3, Office of Director 84/02/29 2pp 
22673 066 24X Fiche 50-373,84/02/29,8403190290 


—8403190299 IE Imp Repts 30-373/83-34 4 50-374/83-97 on 831219-B402I0 
Moncomp 1 i ance identified temp gauge utilized in calculating 
LPC8 pump total dynamic head did not have unique number 
LANK6BURV. R D . WRIGHT. 0 , MAURA, F A Region 3, Office of 
Director 04/02/27 10pp. 22675 06B 24X Fiche 50-373,84/02/29, 

8403190290 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT 4 NRC." Svc lilt end 

GRACE, J N Division of GA, Safeguards 4 Inspection Programs (Post 
830J03) 84/03/02 Consolidated Edison Co. of Now York, Inc 

1 30pp 22332 329 24X Fiche 30-000, B4/03/02, 8402090007. 


8402090008 IE Info Notice B4-16. "Failure of Automatic Sprinkler 8ys 
Valves to Operate 11 Svc list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22333 09B 24X Fiche 30-000,84/03 /02, 0402090008 


9402090009 IE Info Notice 04-13, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) B4/03/Q2 Consolidated Edison Co of New 

York, Inc 1 19p p 22533,217 24X Fiche 50-000, 84/03/02, .0402090009 


0403190068 Forwards IE Insp Repts 30-373/84-02 4 30-374/04-01 on 
840116-0210 4 notice of violation 

SHAFER, W D Region 3. Office of Director 84/03/02 REED, C 
Commonwealth Edison Co 2pp 22671 173 24X Fiche 30-373,84/03/02, 

0403190068 


— 8403190072 Notice Of violation from insp on 840116-0210 

SHAFER, W D Region 3, Office of Director 84/03/02 2pp 
22671 173 24X Fichs 50-373, B4/03/02. 840319006B 


— 8403190076 IE Insp Repts 30-373/04-02 4 30-374/64-01 on 8401 16-0210 
None omp 1 lane t noted 673 ft elevation of reactor bldg 
contaminated to level in eicus required for pomting at 
controlled area 4 sis valves found unlocked 

8ULDEM0ND, W 0 , OUTHRIE, S C , EVANS, C D Region 3, Office of 
Director 04/02/27 29pp 22671 177 24X Fiche 30-373, B4/03/02, 

8403190069 


8402090011 IE Info Notice 84-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of New 

York, Inc 1 17pp 22353 336 24X Fiche 30-0 00,84/03/03 , 8402090011 


8403130346 Ack receipt of B4021S ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-373/B3-44 4 
30-374/B3-48 Addl response to B40213 ltr will be submitted 
following completion of actions an 840127 appeal 
SPESSARD, R L Division of Engineering 84/03/06 REED, C 
Commonwealth Edison Co lp 22616 223 24X Fiche' 30-373, 84/03/06, 

0403130348 


—8403130339 Responds to NRC 031212 ltr re violations noted in IE Insp 
Repts 50-373/B3-44 4 30-374/83-48 Corrective actions 
procedures written to require periodic surveillance of 
lights Boms items should not be categorized as violations. 

REED, C Commonwealth Edison Co 84/02/i3 KEPPLER, J 0 Region 
3, Office of Director. 20pp 22616 224 24X 

Fiche 30-373, 04/03/06, B40313034B 


8402090024 IE Info Notice 84-09, Rev 1, "Leiion* Leerntd From Inept of 
Fire Protection Bafe Shutdown Sys 11 Svc lilt end 
JORDAN, E L Divieion of Emergency Preparedness 4 Engineering 
Reepone* (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc liSpp 22633 049 24X Fiche 30-000.84/03/07,8402090024 


840209002B IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Bye " Svc list end. 

JORDAN, E L Division of Emergency Preparednees 4 Engineering 
Response (Post S30103) B4/03/07 Consolidated Edison Co. of New 

York. Inc 118pp 22304 IB6 24X Fiche 30-000, 04/03/07, B40207002a 


8403140173 Forwards final Interim Repts. 1,2 4 3 re firg detection sys, 
per 831123 request 4 IE insp Repts 30-373/83-44 4 30-374/ 

83-49 Detector installations meet intent of NFPA 4 require 
no compensatory measures 

SCHROEQER , C W Commonwealth Edison Co 84/03/09, DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 4pp 22623' 191 
24X Fiche 30-373, 84/03/09, B403140173 


8402090031 IE Bulletin 04-02, "Failures of QE Type HFA Relays in Usa In 
Clast IE Safety Sys " Svc list encl 

DEYOUNO, R C Director'* Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of Naw York, Inc 

134pp 22623 094 24X Fiche 30-000,04/03/12,0402090031, 


0403190084 Ack receipt of Q4022? ltr informing NRC of steps teken to 
correct violations notid in IE Insp Repts 80-373/83-33 4 
30-374/03-38 

SHAFER, WD Region 3, Office of Director. 84/03/13 REED, C 
Commonwealth Edison Co lp 22669 317 24X Fiche: 90-373, 64/03/13, 

0403190064 


— 8403190090 Responds to NRC 040130 ltr re violations noted in IE Imp 
Repts 50-373/03-33 4 30-374/83-38 Corrective ections* control 
room tag board updated to reflect current status, burned out 
bulbs replaced 4 refresher training program davalopad, 

FARRAR:, D L, Commonwealth Edison Co 04/02/29 KEPPLER, JO, 

Region 3. Office of Director 9pp. 22669 320 24X 

Fiche 30-373, 84/03/13, 8403170004 


8403200236 Forwards info 4 Rev 1 to Procedure LT8-1000-36, "Firt 
Damper Visual Insp, “ par NRC request 4 IE Insp Rapts 
30-373/83-44 4 30-374/03-40 

SCHROEDER.C. W Commonwealth Edison Co 84/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 9pp 22697' 022 
24X Fiche; 30-373, 84/03/13, B403200236 
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8403260223 Documents 640314 distribution of GJ Diederlch B40313 memo 
to RD Halter is W Guldemond In response to 031126 
confirmatory action Itr re integrity of discs & valves 
SCHFOEDERiC W Commonwealth Edison Co 84/03/16 KEPPLER, J G 
Region 3, Office of Director 4pp 22737 316 24X 

Fiche 30-373,64/03/16,6403260225 


0403230073 Act receipt of 631213 l< 22 Itrs describing Interim fire 
prevention/protection compensatory measures, per IE Insp 
Rapt* 30-373/83-44 «< 30-374/63-46 

8PESSARD, R L Division of Emergency Preparedness & Operational 
Support 04/03/1? REED, C Commonwealth Edison Co lp 
22726 293 24X Fiche 30-373,84/03/19,8403230073 


— 0403230001 Revises 031123 & 1213 commitment re fire watch training 
situations addressed In NFPA 516, per IE Insp Repts 
30-373/83-44 t< 30-374/03-40 

SCHRDEDEfi, C W Commonwealth Edison Co 83/12/22 KEPPLER, J G 
Region 3, Office of Director 2pp 22726 394 24 X 

Fiche • 30-373, 04/03/19, 8403230073 


— 8403230007 Responds to NRC B31212 Itr re violations noted in IE Insp 
Repti 30-373/03-44 ti 30-374/03-40 Corrective actions 
continuous fire watch posted on refuel floor is cable 
spreading rooms & roving fire watch established 
BCHROEDER, C H Commonwealth Edison Co 03/12/13 KEPPLER, J 0 
Region 3, Office of Director 3pp 22726 296 24X 

Fiche 30-373,84/03/19,8403230073 


B403230088 Ac It receipt of regulatory performance improvement plan 
Periodic meetings requested to discuss progress on program 
St provide feedback 

KEPPLER, J. 0, Region 3, Office of Director 84/03/20 THOMAS, B 
Commonwealth Edison Co lp 22730 161 24X Fiche 50-000,04/03/20, 

8403230088 


— 8403230107 Forwards corporate regulatory performance improvement plan 
THOMAS, B. Commonwealth Edison Co 04/02/24 KEPPLER, J 0 Region 
3, Office Of Director 3pp 22730 162 24X Fiche 30-000, 

84/03/20, 8403230080 


— 8403230126 Rev 0 to "Corporate Regulatory Performance Improvement Plan 
For Dresden, Quad Cities, Zion it LaSalle Operating Nuclear 
Stations St Byron St Breidwood Project Operating 
Organ i la t Ions ’* 

* Commonwealth Edison Co 84/02/29 22pp 22730 163 24X 

Fiche, 30-000, 84/03/20, 8403230008, 


B403260196 Forwards responses to IE Bulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Killer, Inc " Quad Cities 
supplied w/piping metis from Ray Miller, Inc during conit 
Evaluation end Concerns of IE Bulletin 83-06 satisfied 
BARNES, P L, Commonwealth Edison Co 84/03/20 KEPPLER, J 0 Region 
3» Office of Director 19pp 22736 183 24X Fiche 30-000,04/03/20, 

8403260196 


8402090043 IE Info Notice 84-19, "Two Events Involving Uneuthoriied 
Entries into PWR Reactor Cavities " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness 8< Engintering 
Response (Post 830103} 84/03/21 Consolidated Edison Co, of New 

York, Inc 123pp, 22823:229 24X Fiche. 30-000, 84/03/21, 8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays In Baf e ty-Re lated 
8ys ■' 8ve 1 ist ’end. 

JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Pott 830103} 04/03/21 Consolidated Edison Co of New 

York, Inc, 133pp 22933-001. 24X Fiche 90-000,84/03/21,8402090044 


R Periodic operating reports is related correspondence 


8403060190 Rav 0 to "Rapt of Radioactive Ef fluents, Jul-Dee 1903 " W/ 
840116 Itr 

», DIEDERICH, 0, J Commonwealth Edison Co 83/12/31 KEPPLER, J 0 
Region 3, Office of Director ?pp. 22313 337. 24X 

Fiche. 90-373, 83/12/31,0403060190 


8403060197 "Rapt of Occupational Personnel Radiation Dotes, i 983 " 
M/ 840227 Itr 

BCOTT, J. B, Commonwealth Edison Co 03/12/31 13pp 22939 099. 
24-X Fiche: 90-000, 83/12/31, 8403080197 


8403220120 Annual whole body internal exposures for 1983 H/840316 Itr 
RYBAK, B, Commonwealth Edison Co. 83/12/31. 7pp 22716 007 24X 

Fiche: 90-000, 83/12/31,8403220120 


S Reportable occurrences, LEfis is related correspondence 


8403120047 LER 04-003-00 on 840202, intended trip on sys auxiliary 
transformer feed breaker failed to occur Caused by breaker 
plunger being too short Addl washers Installed on plunger 
assembly W/840302 Itr 

HIETALA, J J , DIEDERICH, 0 J Commonwealth Edison Co 84/03/01 
3pp 22309 286 24X Fiche 30-374, 04/03/01, 0403120047 


8403160266 LER 04—004—00 on 040212, Div 2 Isolation signal received, 
causing secondary containment isolation & standby gas 
treatment sys to start Caused by blown electrical fuse Fuse 
replaced W/B40306 Itr 

KOENIG, R , DIEDERICH,© J Commonwealth Edison Co 04/03/06 3pp 
2266! 001 24 X Fiche 30-374,84/03/06,0403160266 


8403190013 PNQ-1 1 1-04-023 on 840310, unit achieved Initial criticality 
Agreement observed between actual conditions & predicted 
condi tions 

WALKER, R , SHAFER, W Region 3, Office of Director 84/03/12 lp 
22663-333 24X Fiche 30-374,04/03/12,8403190013 


8403200212 LER 84-003-00 on 040213, during performance of HPCS inservlce 
testing, pump breaker failed to reclase second time Caused by 
failure of breaker position switch (33),52LS to close In 
second cycle Breaker reracked W/840313 Itr 

KOENIG, R , DIEDERICH. G J Commonwealth Edison Co 84/03/13 3pp 
22699 344 24X Fiche 30-374,04/03/13.8403200212 


8403200023 LER 84-007-00 on 840218, r eac tor water cleanup Isolated on 
Pump Room A high differential temp Caused by difference in 
room temp due to mi sconf 1 guration of area ventilation sys. 

Review for corrective actions in progress W/840322 Itr 

REIS, J 0 , DIEDERICH, 0 J Commonwealth Edison Co 84/03/21 9pp 

22777 031 24X Fiche 30-374, 04/03/21, B4O320OO23 


8403280073 LER 04-006-00 on 840223, T eac tor water cleanup sys isolated 
on Pump Room C ventilation differential temp high Caused by 
normal operating temp gradient across pump rooms due to cold 
reactor bldg air blasting inlet tEmp W/840322 Itr 
REIS, J B . DIEDERICH, 0 J Commonwealth Edison Co 04/03/22 8pp 
22777 063 24X Fiche 30-374,04/03/22,8403200073 


T Hearing transcripts on non-anti trust matters 


0403270320 Transcript of Commission 840323 d 1 sc us s 1 on/p os s 1 b 1 e vote in 
Wash lng ton, DC re full power OL for LaSalle Unit 2 Pp 1-76 
Supporting documentation end 

« Commissioners 04/03/23 04pp 2270? 133 24X 

Fiche, 30-374, 04/03/23, 0403270320 


DOCKET 30-382 WATERFORD GENERATING STATION, UNIT 3 


A Ap p 1 1 c at lon/construc 1 1 on stage documents i, correspondence 


0403010262 Further response to FOIA request for documents ra Sandia 
Contract A-1123 & bibliography used by R Bernaro Forwards 
App A documents 

FELTON, J M Division of Rules and Records FIN A-1123 83/12/20 

RUTLEDGE, P Carolina Environmental Study Group 2pp 22444 06? 
24X Fiche 30-000,03/12/20,0403010262 


—8301200360 Respondi to 821108 Itr & newspaper art icle, c lar 1 fy lng 
distorted it incomplete picture of nuclear accident 
probabilities it consequences tt modeling uncertainties 
presented In article 

DIHCKS, W J Office of the Executive Director for Operations 
82/12/27 BDOOS.L House of Rep 4pp 22444.078 24X 

Fiche 30-000,83/12/20.0403010262 


6403030269 Notification of cancellation of 840228 meeting w/util & 
Ebasco in Bethesda.MD to discus* emergency feedwater control 
sys 

WILSON, J H Licensing Branch 3 04/02/16 KN1QHTQN, G W Licensing 

Branch 3. 3pp 22301-106 24X Fiche 30-302,84/02/16,8403030269. 


8403020203 Forwards Info re corrective actions Identified during 
control room design review, Light lng survey results, color 
code convention &, results of control room liveability review 
end Lighting mods complete 

COOK, K H Louisiana Powar it Light Co 84/02/28 KNIGHTON, G U 
Licensing Branch 3 12pp. 22440.242 24X Fiche 30-302. B4/02/28, 

8403020203 


8403020333 Forwards “Evaluation of Natural Circulation Cooldown Test 
Performed at San Onofre Nuclear Generating Station." Boron 
mixing tests in lieu of natural circulation test accepted by 
updated SER t, SSER 3 

COOK, K W Louisiana Powar is Light Co 84/02/29 KNIGHTON, 0. W 
Liceneing Branch 3 Ip 22439:033 24X Fiche 30-000, 84/02/29, 

8403020333 
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— 3403030333 "Evaluation of Natural Circulation Cooldown Tait Performed 
at 9an Onofre Nuclear Oenerating Station '■ 

* Combustion Engineering. Inc CEN-359 84/01/31 136pp 

32439 036 24X Flche 50-000, 34/03/29. 8403030333 

8403090033 Final response to FQlA request for five categories of 
documents re facility Forwards aridl documents listed on Aap 
A 


FELTON, J tl 
Lyon ti Run 


Division of Rules and Records B4/03/02 LYON, V K 
2pp 22392 333, 24X Fiche 30-362.84/03/02,0403090033 


— 8403090038 Lists areas of concern at facility requiring Investigation 
Ebasco u util failed to address S, resolve deficiencies 
Identified by many personneljineluding GA documentation 
reviewers 

* Louisiana Power k Light Co 84/03/02 NRC - No Detailed 
Affiliation Given 2pp 22392 336 24X Flche 30-382, 64/03/02, 

0403090032 

0403130446 Confirms that all SORT files closed Info adequate to close 
out seismic qual 1 f 1 ca 1 1 on issue 

COOK.K W Louisiana Power L Light Co 04/03/02 KNIGHTON, O W 

Licensing Branch 3 lp 33613 181 24X FI the- 90-302. 04/03/02, 

8403130446 

B403120169 Advises that listed procedures & Tech Specs reviewed, per 
Generic Ltr B3-28 re post-maint testing of reactor trip ty s 
components Check of vendor & engineering recommendations 
concluded test guidance incorporated into procedures 
catM.K W Louisiana Power S, Light Co 04/03/05 KN10HTQN. 0 u 

0ranth 3 *M> 22390 134 24 X F i ch e: 50-302. 84/03/03. 

0403120169 

8403120166 Discusses activities 6 commitments to be completed prior to 
Fuel load Listed open Items will be completed prior to 
640430 

COOK.K W Louisiana Power k Light Co. 04/03/08 KNIGHTON , 0 U 

Branch 3 6pp 22390 I 4B 24X Flche 50-382.84/03/08, 

8403120166 


8403310030 Forwards justification for exemption from Type C leek 
testing, list of isolation valves within essential eys & 
penetration Isometric drawings re flnaliiation of Tech Specs 
in preparation for OL 

COOK.K W Louisiana Power k Light Co B4/03/16 KNIGHTON, © W, , 

Licensing Branch 3 17pp 22707 016 24X Fich e- 30-382, 84/03/16, 

B403210030 

8403270134 Replaces ltr previously Issued as W3PB4-0431 re activities 
ti commitments to be completed prior to fuel load due to 
missing page from attachment All open items to bo completed 
by 040430 Anticipates receipt of OL on tame date 
CDDK.K W Louisiana Power k Light Co 84/03/20 KNIGHTON. Q, W 

Licensing Branch 3 6pp 22770 019 24X Flche 80-302,04/03/20. 

0403270134 

8403260134 Forwards completed operating shift experience forms 

BARKHUR3T. R P Louisiana Power & Light Co 84/03/22 DENTON, H 
Office of Nuclear Reactor Regulation. Director 8pp 22796 226 
24X Flche 50-382. 04/03/22, 8403260194 

E NRC Safety Evaluation Report <8ER), suppls k correspondence 

8403050065 Submits Info in response to GER Open Item 7 1,2(2). par IE 
Bulletin 79-27, '“Loss of Non-Class IE Instrumentation & 

Control Power Sys Bus During Operation " Info should enable 
closeout of 6ER Item 

COOK.K W Louisiana Power k Light Co 84/02/27 KNIGHTON. 0. W. 

Licensing Branch 3 2p p 22490 183 24X Flche 30-382,84/02/27, 

0403030065 

8403060306 Supplements ad d 1 info provided in 030809 ltr justifying 
use of analysis in resolving aging k operability issue to 
qualify Rosemount 1133 a transmitter use at facility, per 
BSER 3 * ' 

COOK.K W Louisiana Power li Light Co 84/03/01 KNIGHTON, O U 

Licensing Branch 3 2pp 22919 399 24X Fiche 90-382,84/03/01, 

8403060306 


8403130170 Responds tq Centric Ltr 03-28. Item 4 3 3 re reactor trip sys 
reliability (sys functional testing) Util participating in 


C-E Owners Group evaluation Results due by 841203 
COOK.K W Louisiana Power t, Light Co 84/03/08 
Licensing Branch 3 lp 2260B 11 
0403130170 


KNIGHTON, G W 
24X Flche 90-382, B4 /03/OB, 


8403150046 Responds to Item 4 2 of Generic Ltr 83-20 re raactor trio 
sys reliability (preventative maint k surveillance program 
fur reactor trip breakers) Breaker opening time win be 
trended monthly to forecast breaker degradation 

COOK- K M Louisiana Power 6 Light Co 04/03/00 KNIGHTON, 0 W 

B403190046 BranCh 3 ^ 2Zi * 3 13t Fiche 50-302. B4/03/OB, 

8, MD 2 ta°d?sr Dtif ! C ^ l r 0f 8,0315 meetl "9 U'tifctl * Ebasco in Bethe.da, 
HD t a difeuss T ich Sp#c* prior to lic*n*ing 

WIL&DNi J H Licensing Branch 3 04/03/08 KNIGHTON, G W Lien. Inn 

Branch 3 3p, 22812 335 24X Flche 50-382. 84/o™a 8403280062 ” 


8403060293 Forwards post-accident sampling sys status rept per BBER 2, 
containing updated info on actions 6 plans 

COOK.K W Louisiana Fowar k Light Co 84/03/02 KNIOHTQN, O W 

Licensing Branch 3 3pp 22518.126, 24X Flche. 50-382, 84/03/02. 

8403060293, 

8403060337 Advises that BEER 3 provides Incorrect listings of CPC 
penalty factors resulting from rod bau penalty Requests that 
corrected table of penalty factors ba Included In next 8BER 
COOK.K W Louisiana Power k Light Co B4/03/02 KNIGHTON. 0 U 

3 Ip 22513 336 24X Flche 90-302,04/03/02, 

0<I0jQqu3j7 

84031201B6 Requests that NUREQ-0737, I tern 1 1 E 4 2 r. Containment 
pressure setpoint be closed In next SSER Facility will 
employ 1/ 1 psia setpoint, per Tech Specs 

COOK.K W Louisiana Power «. Light Co 84/03/05 KNIGHTON. O U 

S^OGlMiet 0 ™"^ 3 IP aa5as oot a *X Fiche. 90-302,84/03/09, 


8403160020 Informs that facility will employ 17 1 psid setpoint fur 
containment isolation as reflected in current draft T«h 

ln*nex t'sSEH*" 1 ” E 4 2 oF nu »EG- 0737 Item should b. closed 
COOK, K W Louisian* Power 1< Light Cn 04/03/12 KNIGHTON, 0 W 
04M?6OS2O 3 2PP 22653 331 - FU '- 50-382,84/03/^2, 


^conHnm.n^r^ !!'! facll ‘5« •«*!«•« 17.1 p.ld setpoint for 

containment isolation as reflected in current draft Tech 

in , ni'xt's9Eft* m ” E 4 2 ° f NURE °-°737 Item should be closed 

COOK,*. U Louisiana Power * Light Co B4/03/12 KN10HT0N. G W 

B^loolo ^ 3 2PP a2i53 - 351 =« Fiche- 90^82™oSn2, 


Advl,,, that commitment for vendor review of emergency 
*1 P'ocdures fulf 1 1 1 ed, based on meeting THI Action * 

Item I C 7 requirement, 

COOK.K W Louisiana Power i. Light Co 84/03/12 KNIGHTON. O u 

iS :;!,— 3 »» ris. « 4 S”l!«Si?,S, 

8403200209 Provides ju»ti fleet lor, fur interim operation pendlnc 

of ex-core n.dron f?"* P 9 

■rf# t«c tor * mfg by W#» t i r>gh out » 

D ‘- out *‘* na Pou * r 4 LiBht Co 84/03/13. KNIGHTON, G g 
LiSKSSV P " , ‘* 3 2PP aa6Bi3 « 34X F i ch »• 30-382 , 84/03/13, 

8 ^tem^nt B b ,r,> a *~O50 provide, c«*i s*, on policy 

eIUnhS? D V rP ^ P r d , rUl,mal “ n9 ° n 6nv1 ™" qualification, 

EIEENHUT, DO Division of Licensing 64/03/14 Atomic 0af>e., „„rt 

Licensing Board Panel 10pf 24x Fiche 50-^,84/^4, 8402^4? 


^P'ffg ency t, fire protection plans 

8403130434 "Louisiana Power 4, Light Co.Uatarford 3 Emaroancu 
Preparedness Exercise. May 25,1983 « rgency 

* l: QU i! 1 f"; Po, ‘ , " r 4 Light Co 83/05/29 378pp, 22609 129 24 v 

Fiche 50-3B2, B3/05/29, 0403130434. PP *«609, IBS. 24X 

8403120014 Forward, change, k revs to emergency plan imo lament ino 
«°^^**' lncludin9 EP-2-090 re offsite dose assessment I 
Drummond f" . TadloI ° B f Cal fi »»« fonltor lng w/o end 

R2ninn N 4 ,F nf»« Poul,r * Llflht Co 33/08/00 COLLINS, J T 

Region 4, Office of Director 2pp, 22988 034 24X 1 

Fiche. 50-302,03/08/08,0403120014 2,X 

8403130105 Responds to emergency preperednes, appraisal items nofeed in 
IE Emergency Preperednes, Appraisal Rept 50-302/83-C* * d 

Of sit, public address ,y . performed In-pl.„t paging ,u? V 
reviewed for possible mods Paging sys 

CQDK.K g Louisiana Powsr & Light Co B3/12/2B Inuunnu t D 

4r Of #i ce of DiTactor \d 22601’ 300 Oav c t L JOHNSON i E 

8403130105 u,r “ or ‘P 22601 300 24X Fic he- 90-382, 83/12/20, 
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8403130131 Forward* IE Imp Rapt 30-302/03-34 on 831001-1130 No 
violation* or deviation* noted 

JOHNSON, E H Region 4, Office of Director 04/01/10 LEDDICK, R S 
Lou lsiana Power b Light Co Ppp 22601 034 24X 

Flche 30-382,04/01/10,0403130131 


S4031 20164 Forwards marked-up corrections to emergency plan 
Imp 1 emon ting procedures per undated Ltr W3FB4-0029 b marked- 
up revs to emergency plan 

LEDDICK, R S Louisiana Power b Light Co 04/03/08 Office of 
Nuclear Reactor Regulation, Director 4pp 22309 lei 24X 
Flche 30-302,04/03/00,0403120164 


—0403130140 IE Insp Rept 50-382/B3-34 on 831001-1130 No violations or 
deviations noted Major areas Inspected preoperati ona 1 test 
procedure review b test wl tnesslng, HP8I pump performance 
reteet b emergency operating procedure review 

CONSTABLE, 0 L , FLIPPO, T A , CROSSMAN, W A Region 4, Office of 
Director 84/01/12 6pp 22601 056 24X Flche 30-302,04/01/10, 

8403130131 


840309024B Forward* public version of Rev 6 to emergency plan b Rev 3 
to emergency plan implementing procedures, Inc luding 
Procedure* EP-1-001 re recognition & classification of 
emergency conditions b EP-1-020 re alert U/B40301 memo 
LEDDICK, R S Louisiana Power & Light Co 04/01/30 Office of 
Nuclear Reactor Regulation, Director 7pp 22519 283 24X 

Flche 30-382,84/01/30,8403030248 


— 0403030251 Public version of Rev 6 to emergency plan 

■* Lauisiane Power b Light Co 84/01/30 333pp 22319 290. 24X 

Flche 30-302, 84/01/30, B4O3O5O240. 


— 0403030233 Public version of revised emergency plan Implementing 
proc edurei, lnclud lng Procedure EP-1-001 re recognition St 
clasi if Ication of emergency cond 1 tlons, EP-1-020 re alert St 
EP-1-010 re unuiual event 

ALLENMAN, S A , BARKHURST, R P Louisiana Power St Light Co 
34/01/26 036pp 22321 103 24X Flche 50-382,84/01/30, 

0403030248, 


0403130331 Sup p 1 s 830729 St 1018 responses to IE Emergency Preparedness 
Appralial Rept 30-302/83-08, providing current status of 
action an emergency preparedness appraisal open Items 
COOK, K. H Louisiana Power S< Light Co 04/02/01 JOHNSON, E Region 
4, Office of Director Spp 22614 114 24X Flche 30-382.04/02/01, 

8403130331 


8403050137 Notifies that NRC will provide Inspectors to observe onsite 
aspects af periodic exercises for emergency preparedness 
Scenario for submission of info listed 

COLLINS , J T Region 4, Office of Director 84/02/09 LEDDICK, R 3 
Louisiana Power St Light Co 2pp 224B9 100 24X 

Fiche SO-3B2, 84/02/09, 8403030137 


0403060361 Advises that NRC will not review emergency plans to delete 
privacy or proprietary Info unless specifically requested by 
1. ic inset, per 010709 Generic Ltr 81-27 W/o request, entire 
plan will be placed In PDR 

KNIGHTON, 0 g Licensing Branch 3 84/02/20 LEDDICK, R 8 

Louisians Power b Light Co 3pp 22332,269 24X 

Fiche 50-302, 84/02/20, 8403060361 


B4O2O90OO6 Board Notification 04-034 forwards R Vollmer 840206 memo to 
D Elsenhut re fire research results concerning fires in 
electrical cabinets In control room 

EISENHUT , D 0 Division of Licensing B4/02/23 PALLADINQ 
Commit* loners lp 22376203 24X Fiche 30-000,84/02/23, 

8402090006 


— 8403090316 Recommends that info re fire research results concerning 
flTat in electrical cabinets In control room he submitted 
for board notification, per NRR Dfc Ltr 19, dtd 821001 Further 
•valuation of test data required 

VOLLMER i R. H, Division of Engineering. 04/02/06 EISENHUT, DO 
Division of Licensing lOpp 22376' 204. 24X 

Fiche 30-000,04/02/23,8402090006 


8403260078 Forwards IE Insp Rapt 30-382/84-03 on 840123-27 No 
Violations or deviations identified Btatui of actions taken 
re previously identified insp findings examined 

JOHNSON, E. H Region 4, Office of Director 84/02/27 LEDDICK, R 8 
Louisiana Power b Light Co, 2pp 22730 274 24X 

Fiche. 30-302, 84/02/27, 8403260078. 


— 0403120169 Markod-up Rev 6 to emergency plan implementing proc e dur a, p er 
undated Ltr W3FS4-0029 

* Louisiana Power b Light Co 84/03/00 9pp 22989 190 24X 

Fiche 90-302,04/03/08,0403120164 


— B403120167 Marked-up Rev 6 to emergency plan, per undated Ltr 
H3FB4-0029 

* Louisiana Power b Light Co 84/03/00 Spp 22989 199 24X 

Fiche 90-302, 04/03/08, 8403 1 201 64 


0403150079 Forwards 13 Itrs of agreement from chemical industries 
within 9 miles of facility re toxic <h omicals, per emergency 
plan 

COOK, K W Louisiana Power b Light Co 84/03/00 KNIGHTON, 0 W 
Licensing Branch 3 15pp 22642 333 24X Fiche 30-302,84/03/00, 

0403130079 


0403200161 Lists Items addressed by training programmer L Bender 
request, including coordinated training of plant fire 
brigade b local fire dep t , op erat ionai precautions b training 
for mitigating core damage 

COOK, K W Louisiana Power b Light Co 04/03/15 KNIOHTON, G W 
Licensing Branch 3 lp 22699 349 24X Fiche 50-382,04/03/15, 

0403200161 


8403300048 Forwards "A1 ert/Noti f ication Sys 11 

COOK.K W Louisiana Power b Light Co 04/03/29 KNIOHTON, G W 
Licensing Branch 3 3pp 22025 049 24X Fiche 30-302,04/03/28, 

0403300040 


— 8403300049 *'Alert/Noti f ication Sys " tl/four oversijed drawings Drawings 
available In PDR 

* Louisiana Power b Light Co 04/03/31 3oopp 22025 052 24X 

Fiche 50-302, 04/03/28, 040330004a 


G Adjudicatory correspondence 


04O3O1O1B7 Advises that NRC request for extension of time to B40413 to 
respond to Joint lntervenors 031212 motion to reopen record 
unopposed Target fuel load set for 840430 Certificate of 
Bvc end 

CHURCHILL, 0 W Shaw, Pittman, Potts b Trowbridge CHURCHILL, D W 
Louisiana Power b Light Co B4/02/28 KOHL, C N , WILBER, H A , 
JOHNSON, W R Atomic Safety and Licensing Appeal Panel 4pp 
22433 298 24X Flche 90-302,04/02/28, 8403010197 


0403000130 Requests G Hill 040110-11 statement re OA deficiencies be 
forwarded to G Groesth b author 

BURSTEIN, C H Joint lntervenors - Waterford 94/02/29 
P ALLADINO, N Commissioners lp 22559 278 24X 

Flche: 50-302, 04/02/29,8403080130 


0403210180 Order extending time until 840427 for Commission to act to 
review ALAB-753 Served on 040321 

CHILK, 8 J Office of the Secretary of the Commission DSB 019 
84/03/20 PALLADINO, N J , OILINSKY, V , ROBERTS, T M Commissioners 
ip 227 1B 227 24X Fich e 50-302. 84/03/20, 8403210180 


0 Inspection reports, IE Bulletin* b correspondence 


8403130105 Responds to emergency preparedness appraisal itims noted in 
IE Emergency Preparedness Appraisal Rept 50-302/83-00 Burvey 
of site public address sys performed In-plant paging sys 
reviewed for passible mods 

COOK, K W Lou 1 i 1 ana Power b Light Co 83/12/20 JOHNSON, E Region 

4, Office of Director lp 22601 300 24X Flche 50-302,83/12/28, 

0403130109 


— 8403260087 IE Insp Rept 50-382/84-05 on 840123-27 No violations or 
deviations Identified Major areas inspected radiation 
protection program b Implementing actions for NUREQ-0737 
action items 

CHANEY, H.D , MURRAY, B. , CROSSMAN, W A Region 4, Office of 
Director, 84/02/27 13pp 22758 276 24X Fiche 50-302,04/02/27, 

8403260078. 


B40314Q191 Forwards technical guidelines required by hhJREG-0737, 

6uppl 1, Including guidance on station blackout conditions 
(Unresolved Safety Issue A-44),to be considered as response 
to Generic Ltr si-04 

COOK.K, W Louisiana Power b Light Co 84/03/03 KNIOHTON, G W 
Licensing Branch 3 337pp. 22621 001 24X Fiche 30-382,84/03/05, 

8403140191 


8403130131 Forwards IE Imp Rept 30-302/83-34 on 031001-1 130. No 
violations or deviations noted 

JOHNSON, E H Region 4, Office of Director 84/01/18 LEDDICK, R 8 

Louisiana Power b Light Co 2pp 22601 034 24X 

Flche. 50-383.84/01/18,8403130131 


— 8403130140 IE Insp Rept 30-302/83-34 on 831001-1130 Na Violations or 
davlations noted Major areas Inspec ted. prenperat ionai test 
procedure review b test wi tnessing, HP8I pump performance 
reteet b emergency operating procedure review 

CONSTABLE, 0 L , FLIPPO, T A , CROSSMAN, W A Region 4, Office of 
Director 04/01/12 6pp 22601 036 24X Flche 30-302,84/01/18, 

8403130131 
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B4031 3033 1 Suppl* B3072? 4, 101B responses to IE Emergency Preparedness 
Appraisal Rept 30-382/83-09. providing currant status of 
action on emergency preparedness appraisal open item 

CQIJK.K W Louisiana Pooler li Light Co 64/02/01 JOHNSON. E Region 
4, Office of Director 5pp 22614 114 24X Fiche 30— 302, 04/O2 /OIj 

6403130331 


0403360245 Forwards !E Insp Rept 50-302/04-06 on 040116-20 Ho 
violations ot deviations identified Concern r« lad of 
comprehensive calibr program for effluent monitors raised 
JOHNSON) E Region 4. Office of Director 04/02/14 LEDDTCK, R S 
Louisiana Power & Light Co 2pp 22796 030 24X 

Fiche 50-302)64/02/14.0403260249 


— 6403260230 IE Insp Rept 90-382/04-06 on 040116-20 No violations or 
deviations identified Major areas inspected raduiemte program 
6 transpor tatlon ac t Ivi 1 1 es. inc 1 ud i ng organ! sat ion. train tng 
li qua 1 1 f icat 1 one 

BAER, ft E . HOLLEY, WL . HURRAY. 8 Region 4. Office of Director 
04/02/14 Upp 22756 052 24X Fiche 90-362,04/02/14.8403260245 


Q403050063 Submits info In response to SER Open Item 7 l 2<2)iper IE 
Bulletin 79-27. "Loss of Non-Class IE Instrumentation It 
Control Power Sys Bus During Operation " Info should enable 
closeout of EER Item 

COOK, K M Louisiana Power 4. Light Co B4/02/27 KNIGHTON. 0 W 
Licensing Branch 3 2pp 22490 IB3 24X Fiche 50-382.04/02/27, 
6403050065 


8403260070 Forwards IE Insp Rept 90-302/04-03 on 040123-27. No 
violations or deviations identified Status of actions taken 
re previously identified insp findings examined, 

JOHNSON. E H Region 4, Office of Director 04/02/27 LEDDICK.R B 

Louisian* Power t Light Co 2pp 22758 274 24X 

Fiche 50-382,04/02/27,0403260073 


— 9403260067 IE Insp Rept 50-3B2/B4-05 on 040123-27 No violation* or 
deviations Identified Major areas inspected radiation 
protection program (< Implementing actions for NUREO-0737 
action items 

CHANEY, H D , MURRAY, B , CR DESMAN. W A Region 4, Office of 
Director 04/02/27 13pp 227SB 276 24X Fiche 50-362. B4/02/27. 

8403260070 


0401170072 IE Info Notice 64-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits ti Annunciation “ Svt list 
esc 1 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 630103) 04/02/30 Consolidated Edison Co of New 

York.. Inc 115pp 229Q9 239 24X Fiche 50-000,04/02/26.0401170072 


6402070007 IE Info Notice 64-14. "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC " Svc list encl 

GRACE, J N Division of OA. Safeguards L Inspection Programs (Post 
030103) B4/03/02 Consolidated Edison Co of New York. Inc 

130pp. 22552,329 24X F i Che 50-000, 04/03/02, 6402090007 


0402090008 IE Infa Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate 11 five list enc 1 

JORDAN. E L Division of Emergency Preparedness L Engineering 
Response {Post 030103) 64/03/02 Consolidated Edison Cn of New 

York, inc !22pp 22353 070 24X Fiche 90-000,94/03/02.8402090006 


402090007 IE Infa Notice 04-15. "Reporting of Radiological Releases " 
Svc lint encl 

JORDAN. E L Division of Emergency Preparedness Ic Engineering 
Response CPost 830103) B4/O3/02 Consolidated Edison Co of New 

York. Inc 119pp 22933:217 24X Fiche 30-000, 04/03/02. 0402070009 


040209001 I IE Info Notice 04-17. "Problems W/Liquid Nitrogen Coaling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Past 830103) 04/03/05 Consolidated Edison Co of New 

York, Inc 1 17pp 22593 336 24X Fich e 90-000, 64/03/03, 040207001 1 


3402070024 IE Info Notice 04-09, Rev 1, “Lessons Learned Front Insps of 
FiTe Protection Safe Shutdown Sys Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B30I03) 04/03/07 Consolidated Edison Co, of New 

York, Inc llSpp 22633 049 24 X Fich e 50-000, 04/03/07, 0402090024 


8402090023 IE Info Notice 04-18, "Stress Corrosion Cracking in PWR 
Sys " five list encl 

JORDAN, E L Division of Emergency Preparedness <k Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc 1 ISpp 22584 1B6 24 X FI eh e • 30-000. 84/03/07, 8402090020 


B403190271 Ac k receipt of 831207 & 040209 supplemental ltrs informing 
NRC of steps taken to correct violations noted in IE Insp 
Rept 50-302/83-17 Implementation of corrective actions will 
be reviewed during future insp 

JOHNSON, E H Region 4, Office of Director 84/03/00 LEDDICK.R 9 
Louisiana Power 6 Light Co Ip 22671 301 24X 

Fiche 50-302,64/03/06,0403190271 


— 0403190272 Responds to NRC 830606 1 tr re violetions noted in IE Insp 
Kept 30-302/83-17 Corrective actions Ebasco Nonconformance 
Rept 3394 initiated due to lack of info available re 
erection of structural steel for missile protection 
0ERRET8, T F Lou is lane Power fc Light Co 84/02/09 JOHNSON, E 
Region 4, Office of Director. 3p p 22671 302 24X 

Fiche 30-382,84/03/08,8403190271 


0402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays In Use in 
Class IE Safety Sys " Svc list encl 

DEYOUNO. R C Director's Office. Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

134pp 22023 094 24X F lch e: 30-000, 64/03/ 12. 840209003 1 


8403160242 Forwards vendor Insp repts Identifying concerns found by 
Vendor Program Branch during insp of vendor activities 
Evaluation of findings re quality & acceptability of 
product or svc by vendors requested 

JOHNSON. E H Region 4, Office of Director 84/03/13. LEDDICK.R S 
Louisiana Power 6 Light Co 3pp 22661 026 24X 

Fiche 50-382. B4/03/ 13, 0403160242 


8403200247 Forwards vendor insp repts identifying concerns noted by 
Vendor Program Branch during insps of vendor activities 
Significance of reported findings re acceptability of 
product or svc provided by vendor requested W/o encl 
JOHNSON, E H Region 4, Office of Director 04/03/16 LEDDICK.R S 

Louisiana Power «< Light Co 3pp 22696 350 24X 

Fiche 50-382, 84/03/ 16, 0403200247 


8402090043 IE Info Notice 84-19. "Two Events Involving Unauthorised 
Entries Into PHR Reactor Cavities " Svc list encl 
JORDAN. E L Division of Emergency Preparedness i< Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc t23pp 22023 229. 24X Fiche 30-000,04/03/21.0402090043 


6402090044 IE Info Notice 04-20. “Svc Life of Relays In Safety-Related 
Sy s " Bvc 1 ist enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 64/03/21 Consolidated Edison Co of New 

York. Inc I35pp 22933 001 24X Fiche 50-000, 84/03/21, 04OSO9OO44 


R Periodic operating reports & related correspondence 


0403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1984 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

D1RCKB, W J Office of the Executive Director for Operations 
04/02/21 PALLADINO Commissioner* 9pp 22492, 0B3 24X 

Fiche - 50-000, 84/02/21,6403020443 


8 Reportable occurrences, LERs t, related correspondence 


5403010069 Second interim significant Const Deficiency Rept 93 re 
charging t letdown containment Isolation valve defect 
Initially reported on 831202. Corrective action complete. 

Further testing required Next rept expected by 840701 

OERRETS, T F Louisian* Power l< Light Co. 84/02/20. COLLINS, J T 

Region 4. Office of Director. 2pp 22435 219 24X 

Fiche 30-302,84/02/20.0403010069 


6403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines. Oimpet NPS-4 TfcT va We, to close Encl Itr dtd 840203 
sent to listed utils GE notified of affected units in BUR 
p lants 

THEROUX, R R Terry Corp 64/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6pp 22706.327. 24X 

Fiche 30-000,64/02/22,6403210032 


8403060196 Fourth Interim rept re significant Const Deficiency 92 
concerning HFBI sys performance Review of supporting 
documentation scheduled to be complete by 840309 Final rept 
will be submitted on 840316 

OERRETS, T F Louisiana Power it Light Co 64/02/24 COLLINS, J, T. 
Region 4, Office of Director 2pp 22317 333 24X 

Fiche. 30-302, 84/02/24, 0403060196. 


0403060235 Final rept of significant Const Deficiency 42-R1 re defect 
in QE Type HMA auxiliary relays mfg between 1976 i< June 
1981. Nonconformance Rept W3-3361 initiated, 

OERRETS, T F Louisiana PowtT fc Light Co 84/02/24 COLLINS, J T, 
Region 4, Office of Director 4pp. 22317.141. 24X 

Fiche- 30-302, 04/02/24. B40306023B 



DOCKETED ITEMS 


265 


B403060339 Second interim significant conit Deficiency Rept 95 re HPSI 
pumps A/AB felling to start on safety injection actuation 
signal Final rept ulll be submitted by 040330 

OERRETS, T F Louisians Power b Light Co 04/02/24 COLLINS. J T 
Region 4. Office of Director 2pp 23317 043 24X 

Ficha 50—302. 04/02/24. 0403060339 


0403200267 Second interim rept re Significant Const Deficiency 96. 
failure of chemical b vol control sys pump Train A to 
start on safety injection actuation signal Final rept will 
be submitted by 040330 

OERRETS, T F Louisiana Power 4. Light Co 04/03/0? COLLINS, J T 
Region 4, Office of Director 2pp 22696 121 24X 

Fiche - 30-302, 04/03/09.8403200267 


B403 13031 i Final Significant Const Deficiency Rept 00 re overstressed 
refueling water storage pool llner/noule Initially reported 
on 031213 Restraints added to condensate storage pool to 
reduce pipe forces transmitted to liner 

OERRETS, T F Louisiana Power 8. Light Co 04/02/27 COLLINS, J T 
Region 4, Office of Director 4pp 22600 03? 24X 

Fiche 30-302,04/02/27,0403130311 


0403200276 First interim rept re Significant Const Deficiency 101. 
traceability of stainless steel instrumentation tubing Insp 
b tests underway to determine if tubing installed to 
code requirements Final rapt expected by 040406 

OERRETS, T F Louisiana Power b Light Co 84/03/09 COLLINS, J T 
Region 4, Office of DIrectOT 3pp 22697 097 24X 

Fiche 30-302,04/03/09,0403200276 


B403130267 Final deficiency rept, Item 131 re hydraulic transient, 
sheared support/restraint on line Initially reported on 
040213 Further Investigation indicated condition not 
reportable per 10CFR30 95<e> 

OERRETS, T F Louisiana Power b Light Co 84/02/28 COLLINS, J T 
Raglan 4, Office of Director 2pp 22603 034 24X 

Fiche 30-382,84/02/28,8403130267 


0403270102 Final Deficiency Rept 14B re ASCO solenoids b NAM CO limit 
switches Initially reported on 840206 Bolenoids will be 
replaced to provide traceability J< documentation 
OERRETS, T F Louisiana Power b Light Co 04/03/09 COLLINS, J T 
Region 4, Office of Director 2pp 22766 34? 24X 

Fiche 30-382,84/03/09,0403270102 


8403130303 Final deficiency rept, Item 147 re potential failure of 
safety Injection valve actuators Initially reported on 
040202 Valves not yet fully qualified for operational usa 
Incident not reportable per 10CFR30 33(e) 

OERRETS, T. F Louisiana Power b Light Co. 84/02/29 COLLINS, J T 
Region 4, Office of Director 2pp 22614 191 24X 

Fiche: 30-392, 04/02/29, 0403130303 


8403270206 Seventh interim Significant Const Deficiency Rept 70 re 
American Bridge Corp structural steel defects Corrective 
action remains on two nonconformance repts Completion 
scheduled for Mar 1964 Next rept by 040406 

OERRETB, T F Louisiana Power b Light Co 84/03/09 COLLINS, J T 
Region 4, Office of Director 2pp 22770 202 24X 

Fiche 30-302,04/03/09,8403270206 


6403130427 First interim Significant Const Deficiency Rept 99 re safety 
injection tank isolation valve mechanically b ind lng, caus ing 
valve motor to trip on overload Valve actuator Inspected, 
repaired b tested Final rept by 840406 

OERRETS, T F Louisiana Power b Light Co 04/02/29 COLLINS, J T 
Region 4, Office of Director 3pp 22614 097 24X 

Ficha 30-302,84/02/29,0403130427 


B403270039 Interim significant const deficiency rept, Item 100 re 
terminations to Knot fuse blocks, OE 4,160 kV switchgear All 
Knox fuse block terminations relnspected Next rept will be 
submitted by 040406 Also reported per Part 21 

OERRETS. T F Louisiana Power b Light Co B4/03/12 COLLINS, J T 
Region 4, Office of Director 3pp 22766 159 24X 

Fiche 30-302,84/03/12,840327003? 


B403130436 Final Potential Deficiency Rept 149 re sheared valve stems 
in component cooling water sys Caused by excessive force 
used to close valves in order to prevent leakage Item not 
reportable per 10CFR30 33<e> 

OERRETS, T,F Louisiana Power b Light Co B4/02/29 COLLINS. V T 
Region 4, Office of Director 2pp 22613 161 24X 

Ficha- 30-382,04/02/29,8403130436 


0403270202 Final Significant Const Deficiency Rept 75 re station 
battery equaliilng charge voltage exceeding coil ratings 
Initially reported on 040120 Class IE dc equipment evaluated 
during equaliilng charge voltage of 139 0 volt dc 
OERRETB, T F Louisiana Power b Light Co 04/03/14 COLLINS, d T 
Region 4, Office of Director 3pp 22770 269 24X 

Fiche 30-302,04/03/14,0403270202 


S403I30339 Sotond interim Significant Const Deficiency Rept 97 re 
diesel generator 8 turbocharger failure Official response 
from Cooper Energy Svcs re cause to be completed by late Mar 
1904 Final rept will be submitted on 040406 

OERRETB, T F Louisiana Power i< Light Co 84/03/01 COLL INB, J T 
Region 4, Office of Director 2pp 22617 120 24X 

Fiche: 30-302, 84/03/01, 0403130339 


0403270046 Fourth interim Significant Const Deficiency Rept BO re 
unsatisfactory stroking of emergency feedwater turbine steam 
shutoff valves Further testing during post-core hot 
functional testing required Next rept by 840yi3 

OERRETS, T F Louisiana Power k Light Co 04/03/19 COLLINS, d T 
Region 4, Office of Director 2pp 22769 342 24X 

Fiche 30-362,04/03/15,8403270046 


£3403190253 Final significant const deficiency rept, Item 32 re stress 
analysis for welded pipe support attachments not performed 
prior to fabrication Hergen-Paterson analysis identified 83 
support* requiring rev b rework. 

OERRETB, T. F Louisiana Power k Light Co 04/03/01 COLL INS, J T 
Region 4, Office of Director 3pp 22671 293 24X 

Fiche. 90-302, 84/03/01, 8403190233 


B4 031 90360 Sec ond, 1 nter im Significant Const Deficiency Rept 94 re 
chemical vol control sys heat trace temp drift Corrective 
action k documentation review scheduled for completion by 
late Mar 1984. Final rept will be submitted by B40406 
OERRETS, T F. Louisiana Power k Light Co 04/03/01 COLLINS, J T 
Region 4, Office of Director 2pp. 22673-200 24X 

Fiche: 30-382, 04/03/01,0403190360 


9403190262 Final Significant Const Deficiency Rept B3 re heat tracing 
design defects identified during hot functional testing 
Capacitors added to high temp cutout modules to prevent 
spurious or false tripping of device 

OERRETB, T F Louisiana Power k Light Co B4/03/02, COLLI NB, J T 
Region 4, Office of Director 3pp 22672 039. 24X 

Fiche: 30-382, 04/03/02, 0403190262 


9403190230 Final Potentially Raportable Deficiency Rept 130 re problem 
u/alsrm setpoint* for low temp protection sys Initially 
reported on 840210. Condi t Ion not reportable per 
10CFRB0 93(e> 

OERRETS, T. F. Louisiana Power b Light Co 04/03/09 COLLINS, J- T 
Region 4, Office of Director. 2pp. 22671-293 24X 

Fiche: 30-302, B4/03/09, 0403190230 


3403200022 Interim Significant Const Deficiency Rept, Item 102 re 
•failure to Install dowels b shear blocks on emergency 
feedwater pumps. Ini tial ly reported an 040216. Final rept 
expected by B40406 

OERRETB, T F Louisiana Power b Light Co 84/03/09 COLLINS, J. T 
Region 4, Office of Director, 3pp. 22690 330. 24X 

Fiche - 50-382, 84/03/09, 8403200022. 


0403270093 Final Deficiency Rept 146 re A-490 bolts for framing above 
steam generators Initially reported on 340203 Condition 
determined not reportable per 10CFR50 33(e) 

OERRETS, T F Louisiana Power b Light Co 84/03/15 COLLINS, J T 
Region 4, Office of Director 3pp 22766 336 24X 

Fiche 30-302,04/03/19,0403270095 


8403270040 Flret interim Significant Const Deficiency Rept 103 re 
RAOFLEX wall penetrations Installed by BbD Insulation, Inc 
Insp procedures Initiated All RB-8 seals Installed in wall 
penetrations will be included In rept Next rept by 040430 
OERRETS, T F Louisiana Power b Light Co 84/03/16 COLLINS, J T 
Region 4, Office of Director 5pp 2276? 316 24X 

Fiche 30-302,04/03/16,0403270040 


8403270161 Final rept of Significant Const Deficiency ?B re measuring 
b test equipment program Evaluation process to determine 
impact of out-of-to 1 crane o condition on safety-related 
testing Completed 

OERRETS, T F Louisiana Power b Light Co 84/03/16 COLLINS, J T 
Region 4, Office of Director 3pp. 22769 162 24X 

Fiche 30-302, 04/03/16, 0403270161 


U Congrees lonal /Executive Correspondence 


8403140206 Responds to 840201 ltr re economic penalties accruing from 
delays In achieving commercial operation Const Assessment 
Team conducting insp to determine if completed work In 
accord w/deslgn documents 

DIRCK9, W J Office of the Executive Director for Operations 
04/03/06 TAUZ1N, B House of Rep 4pp 22637 336 24X 

Fiche- 30-302, 04/03/06, 8403140206 


— 0403140200 Requests eerllest consideration of util licensing requests 
Delay will be at customers expense 

TAUZIN, B House of Rep B4/02/01 KENT-B Office of 
Congressional Affairs. 6pp 22637 360 24X Fiche 30-3B2, 

84/03/06, 0403140206 
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V Operator Eliminations 


8403260154 Forward* completed operating shift experience form* 
BARKHURST. R P. Louisiana Pquer b Light Co B4/Q3/22 DENTON. H 
Dfftce of Nuclear Reactor Regulation. Director Spp 22736 326 
24X Fiche 50-302, 84/03/22. 8403260154 


DOCKET 50-383 WATERFORD GENERATING STATION, UNIT 4 
A Application/construction stage documents It correspondence 


940201030B Provides updated status of rev to West inghouse designed PHR 
ECCS actuation logic Meetinghouse plans completion of 
evaluation for submittal by mid-liar 1984 

MATTSON. ft J Division of Systems Integration (post SHOOS) 

04/01/23 E1SENHUT. D Division of Licensing 2p p 22546 007 24X 

Fi che: 50-000, 84/03/27, 3402070017 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT 1 


E NRC Safety Evaluation Report (BER). suppls b correspondence 


B40308Q179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTDN. J M Division of Rules end Records 84/02/13 ANDERSON. 8 I 
Garvey, Schubert, Adams b Barer 7pp 225B3 226 24X 

Fiche 50-000, S4/02/I3. 8403080179. 


— 6005130793 Provides status of SER Inputs it acceptance reviews for QL t, 
CP applications Schedule should be met 

BURKE, W C Effluent Treatment Systems Branch 80/02/06 
KREGER.W E Assistant Director for Bite Analysis Ip 22533 235 
24X Fiche 50-000, 04/02/13, B4030BO179 


F Security, medical, emergency b fire protection plans 


8403090209 Rev 4 to Emergency Plan Implementing Procedure EP-IP-045, 
"Action Step Emergency Director 05C Coordinator TSC 
Coordinator," including Rev 37 to table of contents.flev 16 
to forms index b B4030B transmittal W/84022? ltr 

« Pennsylvania Power & Light Co 84/02/28 26pp. 22575 089 24X 

Fiche 50-307,84/02/20.8403090209 


8403050090 Revised emergency plan Implementing procedures, Inc lud ing 
Rev 37 to table of content*. Rev 16 to forms index & Rev 4 to 
Procedure EP-IP-045 re PASS 14 7 ml gas sample W/040229 
transmittal ltr 

MILLER, D W Pennsylvania Power b Light Co 04/02/29 SCHHENCER, A 
Licensing Branch 2 23pp 22490 019 *24X Fiche 50-387,04/02/29. 

8403050090 


8403090231 Responds to 831026 ltr re Change B amended to security 
training 8. qualification plan b Changes N Si O amended to 
physical security plan Changes consistent W/10CFR50 S4(p) b 
acceptable 

MARTIN. T T Division of Engineering St Technical Programs 84/02/29 
KEN VON, D D Pennsylvania Power >> Light Co 3pp 22571 244 24X 

Fiche 50-3B7, 84/02/29, 8403090231 


1403050116 Forwards proposed change to physical security plan 5, 
proposed Amend 37 to License NPF-I4 Amend revises physical 
security plan b License Condition 2 D Plan change withheld 
(ref 10CFR2 790) 

CURTIS, N W Pennsylvania Power b Light Co 84/03/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22409 159 
B4X Fiche 50-3B7, 04/03/01, 84030501 16 


-B403050122 Application far proposed Amend 37 to License NPF-14 revising 
physical security plan S< License Condition 2 D 
CURTIS, M H Pennsylvania Power Si Light Co 04/03/01 Ip 
22489- 161 24X Fiche 50-387,84/03/01,8403050116 


03140296 Forwards evaluation of 830627 request for approval of Change 
P to physical security plan Change acceptable 
SCHHENCER. A Licensing Branch 2 B4/03/02 CURTIS, N H 

Pennsylvania Power b Light Co 4pp 22635 329 24X 

Fiche 50-3B7, 84/03/02, B403140296 


1403130020 Rev 3 to Emergency Plan Implementing Procedure EP-1P-043 W/ 
B4030B transmittal b receipt farm 

e Pennsylvania Power S< Light Co B4/03/07 SCHHENCER, A NRC - No 
Detailed Affiliation Given 3pp 22615 104 24X 

Fiche 50-387,84/03/07,0403130020 


0403150126 Revs to Emergency Plan Implementing Procedures EP-IP-001, 
EP— IP-002, EP- 1 P-003, EP— IP-O06, EP— I P-007 b EP-IP-000 re 
emergency c lassif lea tlon. mg t notification b mg t 
responsibilities M/840309 ltr 

* Pennsylvania Power & Light Co 84/03/09 SCHHENCER, A hRC - No 
Detailed Affiliation Given 9Spp 22640 219 24X 

FIthe 50-307,04/03/09,8403150126 


0403190243 Notification of 840418 workshop In King of Prussia, PA to 
discus* lessons learned from recent App R fir# protection 
safe shutdown Insp 6 topics described in IE Info Notice 
84-09 Agenda for workshop end 

HURLEY, T E Region 1, Office of Director 84/03/09 O'TOOLE. J D 
Consolidated Edison Co of New York, Inc 3Spp 22672-062 24X 

Fiche 50-000,84/03/09,8403190243 


0403200292 Forwards Change C to security training b qualification plan 
Changes do not decrease safeguards effectiveness & can be 
made w/o prior Commission approval Change withheld 
(ref 10CFR73 21) 

KENYON. D D Pennsylvania Power b Light Co B4/03/12 MURLEY, T E, 
Region t, Office of Director lp 22696 176 24X 

Fiche 50-307,84/03/12,8403200292 


B403190242 Rev 3 to Emergency Plan Implementation Procedure EP-IP-O02 
"Emergency Mgt Notifications " Table of contents, forms 
index b 840313 transmittal ltr encl 

* Pennsylvania Power b Light Co 04/03/13 SCHHENCER, A NRC - No 
Detailed Affiliation Given 78pp 22671’ 213 24X 

Fiche 30-307,84/03/13,0403190242 


0403200103 Clarifies cover ltr to Rev 7 to emergency plan (PLA-1940) 
Details provided for manning emergency operation facility 
(EOF) b activation of backup EOF Unit 2 fuel load scheduled 
for 840326 Expeditious approval requested 

CURTIS, N W Pennsylvania Power b Light Co 84/03/13 SCHHENCER, A 
Licensing Branch 2 3pp 22699 096 24X Fiche 50-387,84/03/13, 

8403200103 


8403200250 Notifies of Issuance of Changes p, 0 b R to physical security 
plan Ambiguities in vital equipment list noted in Change P 
corrected in Changes Q b R 

KENYON, B D Pennsylvania Power b Light Co 04/03/13 MURLEY, T E 
Region 1, Office of Director lp 22691 113 24X 

Fiche 50-307,84/03/13,0403200250 


8403190232 Updates schedules for completing safety parameter display 
ays, emergency operating procedures b emergency facilities, 
per Generic Ltr 82-33 Updated emergency procedures will be 
implemented in Dec 1905 

CURTI8, N W Pennsylvania Power b Light Co 84/03/14 SCHHENCER, A 
Licensing Branch 2 2pp 22672 032 24X Fiche 50-397,04/03/14, 

8403190232 


0403190346 Advises that Commonwealth of FA will not participate in utlt 
emergency exercise during CYB4,due to involvement w/other 
fixed nuclear facilities State will participate In CY05 
exercise 

TAYLOR, D F Pennsylvania, Commonwealth of, 84/03/15. CRUTCHFIELD 
Operating Reactors Branch 5 lp 22673 155 24X 

Fiche 50-307.84/03/15,8403190346 


6403230120 Notifies that Stata of PA eligible for biennial frequency 
for participation In radiological emergency preparedness 
exercise Change from annual exercise requirement would be 
supported if requested by util 

KRIMtt, R H Federal Emergency Management Agency 84/03/15 
JORDAN, E L Division of Emergency Preperednet* b Engineering 
Response (Post 030103) lp 22730 336 24X Fiche 50-3B7, 84/03/15, 

8403230120 


I Financial Information 


8403270195 Annual Financial Rept 1983 H/840322 ltr 

CAMPBELL, R K , CURTIS, N H P ennsy 1 van ia Powar b Light Co 83/12/31 
DENTON, H R Office of Nuclear Reactor Regulation, Director. 33pp 
22771 049 24 X Fiche 50-307,83/12/31,0403270195 


J Insurance b Indemnity information 


0403060437 Provides present level of onsite property damage insurance 
for facilities 

CURTIS, N W Pennsylvania Power b Light Co 84/02/29 8ALTZMAN, J D 
Assistant Director for State b Licensee Relations lp, 22918 222 
24X Fiche 50-387,04/02/29,8403060437 
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2i 


K Utility Final Safety Analysis Report (FSAR) & amends 


8403210072 Forward* Amend 96 to application for Class 103 OL, consi sting 
of Rev 34 to FBAR 

CURTIS, N W Pannsy I van la Power & Light Co 84/03/09 SCHWENCER, A 
Licensing Branch 3 6pp 83702 278 24X Fiche 30-387.84/03/09, 

0403310078 


—0403210001 Amend 98 to application for Class 103 OL. consi s ting of Rev 
34 to FSAR 

CURTIS, N W Pennsylvania Power & Light Co B4/03/09 !p 
22702 203 24 X Fiche 90-307,04/03/09,8403210072 


—8403210090 Rsv 34 to FSAR Twenty-eight oversljed drawings end Drawings 
available In PDR 

* Pennsylvania Power fe Light Co 84/02/29 760pp 22702 284 

24X Fiche 90-387,84/03/09.8403210072 


P Operating license stage documents fc correspondence 


8403010294 Notification of B40222 meeting u/util in Bathenda.MD to 
discuss proposed changes to standby gat treatment sys Tech 
Specs 

PERCH, R Licensing Branch 2 84/02/21 SCHWENCER, A Licensing 

Branch 2. 3pp 22449 336 24X Fiche 90-387.84/02/21,8403010234 


B 4 030203 2 9 Responds to rsRUSst for schedule for completion of Reg Guide 
1,97 requirement* Exceptions to 911113 Itr re equipment 
replacement will be addressed in Hay 1904, in response to 
Qenerlc Ltr 82-33 

CURTIB, N H Pennsylvania Power & Light Co. 84/02/29 SCHWENCER, A 
Licensing Branch 2 lp 22439 207 24X Fichs 90-307,84/02/29, 

840302032? 


B 4030501 08 Forwards revised response to Qsnerlc Ltr 83-28, "Required 
Actions Based on Oenerlc Implications of Salem ATMS Events." 
reflecting updates to Items 1 2 2,2 1,2 2 2 & 4 9 

CURTIS, N W Pennsylvania Power & Light Co 84/03/01 EISENHDT, D O 
Division of Licensing 61pp 22489 242 24X Fiche 30-387, 

04/03/01, 0403000108 


8403090116 Forward* proposed change ta physical security plan i 
proposed Amend 37 to License NPF-14 Amend revises physical 
security plan & License Condition 2 D Plan change withheld 
(ref 10CFR2 7901 

CURTIS, N. W Pennsylvania Power & Light Co 84/03/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 224B9 199 
24 X Fiche. 90-387. 84/03/01 , 0403090116 


—8403090122 Application for proposed Amend 37 to License NPF-14 revising 
physical security plan t< License Condition 2 D 
CURTI0, N U Pennsylvania Power *< Light Co 84/03/01 lp 
224S9 161 24 X Fiche 50-387.84/03/01,0403050116 


9403190232 Notification of 840312 meeting w/utll In Bethesda.MD to 
discuss NRC evaluation of detailed control room design 
review rept 

PERCH, R L Licensing Branch 2 84/03/05 8CHWENCER, A Licensing 

Branch 2 3pp 22648 360 24X Fiche 90-387,84/03/09.8403150232 


0403130111 Informs that util will provide supplemental rept to detailed 
control room design review summary rept by 840301, containing 
implementation schedule for resolution of outstanding 

Issue* 

CURTIS, N W Pennsylvania Power & Light Co 84/03/08, SCHWENCER, A 
Licensing Branch 2 lp 22619 291 24X Fiche 50-387,84/03/08, 

0403130111 . 


9403210072 Forwards Amend 56 to application for Class 103 DL, consisting 
of R*v 34 to FSAR. 

CURTIS, N. W Pennsylvania Power * Light Co. 84/03/09 SCHWENCER, A 
Llcanslng Branch 2 6pp 22702 278 24X Fiche 90-387,84/03/09. 

B4 03210072 


— 8403210081 Amend 56 to application for Class 103 OL, cons Is ting of Rev 
34 to F8AR 

CURTIS, N W Pennsylvania Power 1< Light Co 84/03/09 lp 
22702.283 24X Ficha. 50-387,84/03/09,8403210072 


8403150070 Respond* to 831230 requests for response to items Identified 
In EBfcO technical evaluation rapt on conformance to Reg 
Oulde 1 97 t comments on any assumptions that surpass util 
811113 submittal 

CURTIS, N W. Pennsylvania Power «, Light Co 84/03/13 SCHWENCER. A 
Licensing Branch 2 Bpp. 22643 183 24X Fiche 50-387,84/03/13. 

8403190070 


8403190279 Oenerlc Ltr 84-07 to all licensees of BMRs re procedural 
guidance for pipe replacement at BWR* Svc list end 
EISENHl/T, D 0. Division Of Licensing 84/03/14 Commonwealth 
Edison Co 20pp. 22823,354 24X Fichs 50-000, B4/03/14, 8403150275 


8403190375 Forwards proprietary “Analysis of Feedwater Conta inment 
Isolation Valves Following Postulated Pipo Rupture," In 
response to NRC 830B31 request for oddl info Affidavit enc 1 
Rept withheld {ref I0CFR2 790) 

CURTIB, N W Pennsylvania Power & Light Co 84/03/15 SCHWENCER, A 
Licensing Branch 2 4pp 22674 003 24X Fiche 30-307.84/03/15, 

8403190395 


8403200093 Requests that further action on BWR core thermal hydraulic 
stability be deferred, duo to lack of time to review new 
info presented at 04O3OB meeting w/NRC 

CURTIS. N W Pennsylvania Power & Light Co 04/03/15 SCHWENCER, A 
Licensing Branch 2 ip 22699 147 24X Fiche 30-387,84/03/19. 

8403200093 


8403220102 Forwards revs to F8AR Chapters 6.7 ?, IB Revs update 
Containment Isolation provision* for facilities t, will be 
incorporated in annual FSAR update in Uo 1 1484 

CURTIB. N W Pennsylvania Power S< Light Co 04/03/16 SCHWENCER, A 
Licensing Branch 3 93pp 22713 184 24X Fiche 90-307,84/03/16, 

0403220102 


0403220137 Rev 3 to. Procedure EP-1P-046, "PASS I od 1 ne/Par t 1 c u 1 at e 
Sample " W/840319 transmittal ItT 

a Pennsylvania Power 6 Light Co. B4/03/16 BCHWENCEft, A NRC - No 
Detailed Affiliation Given 3pp 22716 002 24X 

Fiche 30-307.84/03/16,0403220137 


fl Inspection reports, IE Bulletin* t, correspondence 


8403070240 Forwards IE lnsp Ropts 30-387/84-06 & 50-388/84-03 on 
040124—27 No violations noted 

MARTIN. T T Division i>P Engineering L Technical Programs 84/02/17 
KENYON, D 0 Pennsylvania Power 6 Light Co 2pp 22347' 310 24X 

Fiche 30-387,84/02/17,8403070240 


—0403070242 IE lnsp Repts 30-387/84-06 & 30-38B/84-0S on 840124-27 No 
violation noted Major areas Inspected licensee ac tl on in 
closing electrical in*p rept findings 

FINKEL. A , ANDERBON, C J Region l, Office of Director, 84/02/16 
5pp 22347320 24X Fiche 50-387,84/02/17,8403070240 


0403070301 Forwards IE lnsp Rapt* 30-3B7/84-02 fc 30-3BB/S4-02 on 
840116-20 No violations observed Btcps taken to correct 
violation noted in B30B2? ltr verified 

MARTIN. T T Division of Engineering it Technical Programs 84/02/21 
KENYON.B D Pennsylvania Power *< Light Co 2pp 22546 348 24X 

Fiche 30-387,64/02/31, 0403070301 


—8403070306 IE lnsp Rept* 50-307/84-02 S, 50-38B/B4-02 on 840116-20 No 
violations identified Major areas Inspected radiation 
protection program t, pr eop era t i one 1 testing, including 
licensee action on previous finding L training 
NIMITZ.R L I SHAWBAKY.M M Region 1, Office of Director 
84/02/13 lOpp 22546 34 4 24X Fiche 90-3B7, B4/02/21, 8403070301 


8403060175 Responds to IE Bulletin 83-0a Circuit breakers u/ 
undervoltage trip attachments not used in safety— r elated 
applications In Unit 1 Subj attachments installed in Unit 2 
will be removed from safety-related applications 

CURTIS, N U Pennsylvania Power *< Light Co 84/02/27 HURLEY, T E 
negion 1, Office of Director 2pp 22510 267 24X 

Fiche. 50-387. 04/02/27, 8403060173 


0401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits fc Annunciation " Svc list 
enc 1 

JORDAN. E L Division of Emergency Preparedness S. Engineering 
Response {Post 030103) 84/02/20 Consolidated Edison Co of New 

York. Inc 1 1 3pp 22909 239 24 X Fiche 50-000,04/02/20,8401190072 


0402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DDT f, NRC " Svc list encl 

GRACE, J N Division of QA. Safeguards it Inspection Programs {Post 
8301031 84/03/02 Consolidated Edison Co of New York, Inc 

130p p 22592329 24X Fiche 50-000,04/03/02.8402090007. 


0402090008 IE Info Notice 84-16. "Failure of Automatic SpT inkier By* 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co ef New 

York, Inc I22pp 22353 090 24X Fiche 90-000,84/03/02,8402090008 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Bvc list enc 1 

JORDAN, E L Division of Emergency Preparedness 1, Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22333 217 24X Fiche 90-000,84/03/02,8402090009 
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8402090011 IE Info Notice 04-17. "Prob l«m* w/L 1 quid Nitrogen Cooling 
Component* Dilow Nil Ductility Temp ” Svc list unci 
JORDAN, £ L Division of Emergency Preparedness & Enginesrlng 
Response {Post 830103) 84/03/05- Consolidated Edison Co of New 

Tori. Inc lirpp 22953 336 24X Fiehe 50-000.84/03/03.0402090011 


0403090024 IE Info Notice 84-09, Rev 1. "Wessons Learned Fran Insp* of 
Fire Protection Bafe Shutdown Bys. " Svc list end 
JORDAN. E L Division of Emergency Preparedness U Engineering 
Response {Post 830103) 04/03/07 Consolidated Edison Co of New 

Tori. Inc I10pp 22635 049 24X Fiche 90-000.84/03/07,8402090024 


8402090028 IE Info Notice B4-1B, "Stress Corrosion Cracking in PUR 
Sys " Svc 1 1st end 

JORDAN, E L Olvlsion of Emergency Preparedness !e Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22384 186 24X Fiche 90-000.84/03/07,0402090028 


8403150053 Forwards IE Insp Rept 50-387/84-11 Enforcement conference 
scheduled for 8403J3 to discuss Inoperability of HPCI & RC IC 
sys on 84012* resulting in overflow of condensate storage 
tank 

STAR08TECKI.R Division of Project 6 Resident Programs 04/03/08 
KENVON , e D Pennsylvania Power & Light Co 2pp 22641 013 24X 

F i c K B S 0 -387. B4 /03/OB , 0403 150033 


—8403130040 IE Insp Bept 50-307/04-11 on 840221-24 Major areas 
inspected sys lineup problems resulting In HPCI sys (U RCIC 
sys inoperability 

PLISCO.L , COWOILL. C , JACOBS. R Region I. Office of Director 
84703/OB fipp. 22641 017 24X fi c he. 50-367. 84/03/08. 84031 S0033 


8402090031 IE Bulletin 04-03. "Failure* of GE Type UFA Relays in Use in 
Class IE Safety By s “ Svc list end. 

DEYOWO, R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co pf New York. Inc 

134pp. 22823 094 24X Fiche 30-000, 04/03/ 12, 040209003 J 


8403190360 Ae& receipt of 040225 Itr informing NSC of steps taken to 
correct violations noted in IE Insp Rept* 50-387/83-31 6 
50-308/83-31 

IfARTIN.t T Division of Engineering k Technical Programs 84/03/13 
KENVON, B D Pennsylvania Power k Light Co ip 22673 312 24X 

Fiche 30-387, 84/03/13.8403190360, 


—8403190366 Responds to NR.C 840127 Itr r* violations noted in 16 Insp 
Rept* 90-387/03-31 *< 90-380/03-31 Corrective action* status 
repfcs foT Nonconformance- Rept* 83-779 & 83-1190 received by 
OC supervisor on 840201 L 0131, respectively 

KENYON, B D Pennsylvania Power *, Light Co 84/02/25 MARTIN. T T 
Division of Engineering k Technical Programs 3pp 22673 313 
24X Fiche 30-387.84/03/13,0403190360 


6403220128 Act receipt of 040225 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-387/83-30 4 
50-388/83-28 

MARTIN. T T Division of Engineering fc Technical Programs 84/03/13 
KENVON, B D Pennsylvania Power k Light Co tp 22716 014 24X 

Fiche. 30-307, 04/03/ 13. 8403220128 


—6403220133 Responds to NRC 840126 ltr re violations noted in IE Insp 
Septs 30-367/83-30 k 50-380/83-29 Corrective act ion i 
Temporary Setpoint Changes 82-028T & 82-029T made into 
permanent setpoint changes 

KENYON. B D Pennsylvania Power & Light Co 84/02/25 MARTIN, T T 
Division of Engineering 8. Technical Programs 4pp 22716*015 
24X Fiche 90-387.84/03/13,8403220128 


8403290116 Forwards IE Insp Repts 50-387/84-05 S< 50-308/84-06 on 
040130-0203 k notice of violation 

MARTIN, T T. Division of Engineering 6 Technical Programs 84/03/13 
KENYON, B D Pennsylvania Power «< Light Co 2pp 22806 392, 24X 

Fiche 90-307,84/03/13,0403290116 


—8403290119 Notice of violation from insp on 040130-0203 

* Region I, Office of Director, B4/03/13 Ip 22806 274, 24X 

Fiche S0-3B7, B4/03/13, B403290116 


—8403290120 IE Imp Rept* 30-307/84-0-5 Si 50-38B/84-06 on, 840130-0203 
Noncompl ianee noted failure to follow OC procedure for 
rad loch emistry to determine Instrument operating voltage 
KOTTAN, J J , 2IBI7LSKY.N , HOOAN, R Region I, Office of Director 
64/03/07 8pp. 22806 295- 24X Fiche 30-387, 84/03/ 1 3, 0403290116 


0403290140 Forwards IE Insp Rept* 30-387/93-29 k 50-380/83-32 on 
S3J2 19-8401 30 t, notice* of violation 6 deviation, Uncorrec ted 
repetitive trips of standby gas treatment fans during Unit 2 
Cold Functional Test P200 IB noted 

3TAR09TECKI.R Division of Project 8, Resident Programs 84/03/14 
KENVON, B D Pennsylvania power k Light Co 2pp. 22806 011 24X 

Fiche, 90-387.84/03/14, 0403290140 


—8403290142 Notice of violation from insp on 831219-840130 

* Region i« Office of Director 64/03/14 lp 22806 0i3, 84* 

Fiche 30-367,04/03/14,8403290140 


—0403290149 Notice of deviation from insp on 831219-640130 

a Region 1, Office of Director 84/03/14 lp 22B06 014 24X 

Fiche 50-387.84/03/14.8403290140 


— 0403890133 IE Insp Rept* 50-387/83-29 k 50-308/03-32 on 831219-040130 
Violation identified conditions adverse to quality not 
promptly identified k corrected Deviation identified failure 
to meet FBAR commitment for automatic rfepressuri jation sys 
JACOBS, R , PLISCOrL Ragion 1, Office of Director MCCABE. E C 

Division of Project k Resident Programs 84/02/24 21pp, 

22606 015 24X Fi che , 50-387, 84/03/14, 0403290140 


8403220033 Act receipt of 040301 ltr Informing NRC of step* taken to 
correct violations noted in IE Insp Rept 50-387/83-23 
8TARO0TECKI, R Division of Project k Resident Programs, 84/03/15 
KENYON, B D Pennsylvania Power k Light Co lp 22712 325 24X 

Fiche S0-3B7, 84/03/1 5, 840322003 3 


- — 6403 220041 Respond* to NRC 040104 ltr re violation* noted in IE Imp 
Rept 50-307/83-23 Corrective action* total responsibility 
assumed for design change process 6 program for processing 
F8AR change reguest* adopted 

KENYON, B D Pennsylvania Power k Light Co 84/03/01 
8TAR08TECKI. R Division of Project & Resident Program* 3pp 
22712 326 24X Fiche 50-307,84/03/15,6403220033 


8403230069 Complete* response, to IE Bulletin 83-07, “Apparently 
Fraudulent Products Soldi by Ray Miller, Inc” k two suppl* 

No Ray Miller, Inc mat! installed Nuclear Energy Svc, Inc 
supplied ultrasonic callbr block* 

CURTIS, N W Pennsylvania Power fc Light Co 84/03/16 HURLEY, T- 6, 
Region 1, Office of Director 9pp 22712293 24X 

Fiche 30-307, 84/03/ 1 6, 8403220069, 


8402090043 IE Info Notice 84-19, "Two Events Involving UnaUthoP i red 
Entries into PWR Reactor Cavities " Svc list enct, 

JORDAN, £ L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co, of Niu 

York, Inc 123pp 22623 229 24X Fiche 50-000, 64/03/21. 8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safsty-Rs latli 
Sys 11 five list end 

JORDAN. E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 94/03/21 Consolidated Edison Co cf Niu 

York, Inc I35pp 32933 001 24X Fiche 50-000.84/03/21.8402090044 


0403300063 Ac k receipt of 840309 ltr informing NRC of stspe taken to 
correct violation* noted in IE Insp Repts 50-387/83-27 k 
30-300/83-26 

MARTIN, T T Division of Engineering Si Technical Programs 04/03(21 
KENYON, B D Pennsylvania Power k Light Co 2pp 22021 286 24X 

Fiche 50-3B7, 84/03/21, 8403300063 


— 8403300069 Respond* to NRC 840206 ltr re violation* notsd in IE l«l| 
Repts 50-387/83-27 k 50-380/83-26 Corrective actions min 
requirements for satisfactory calibr of monitor established 
k added as acceptance criteria to surveillance procedure. 

KENYON. B D. Pennsylvania Power k Light Co 84/03/09 MARTIN, T T 
Division of Engineering 4. Technical Program* 3pp 22621.208 
24 X Fiche 80-387,84/03/21,9403300063 


R Periodic operating reports k related correspondence 


8403130039 “Semiannual Effluent *. Haste Disposal R#pt.Jul-D#c 1903." 
H/840301 ltr 

W1DNER.T E . KENYON. B D , DOTY, R L Pennsylvania Power * Light Co 
83/12/31 HURLEY, T E Region 1, Office of Director 131pp 
22601 119 24 X Fiche 50-387, 83/12/31, 8403130059 


8403210112 "Annual Personnel Exposure Rapt for CV83 “ W/840229 ltr 
KENYON. B 0 Pennsylvania Power 4. Light Co 03/12/31 HURLEY. T. E. 
Region 1. Office of Director. 8pp. 22705 060 24X 

Fiche, 30-387, 83/12/31,8403210112 


8403020036 Monthly operating rept for Jan 1904 W/840214 ltr. 
KUCZYNSKI, L A , KENYON. 8 D Pennsylvania Power It Light Co 
84/01/31 BEEBE, M R Management Information Branch 3pp 
22442 259 24X Fiche 50-397,84/01/31,8403020036 


8403300147 Monthly operating rept for F#b 1984 H/840313 ltr 
KUCZYNBK1.L A., KENYON, 8 D Pennsylvania Power l< Light Co. 
84/02/29 BEEBE. M, R Management Information Branch. 6pp 
22820*077 24X Fiche 30-387,84/02/29,8403300147 
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6403090232 NPDEfi noncompl lance notification sewage treatment plant 
Outfall 079 failed to meat required 83% reduction in total 
suspended (olid* for Jan 1904 

FIELDS, J 8 Pennsylvania Power b Light Co 34/03/06. 
Pennsylvania, Commonwea 1 th of, 2pp 22372 213 24X 

Fiehe. 30-387,84/03/06.8403090232 


— 8403090239 “NPDES Discharge Monitoring Rapt for Jan 1984 " 

* Penny 1 vania Powsr l< Light Co 84/03/01 9pp 22972 213 24X 

Fiehe 30-387.84/03/06,8403090232 


8 Reportable occurrence*, LERt b ralated corral pond enc a 


8403020293 LER 04-002-01 on 840106, atnargancy tve water B1 spray ritert 
would not pump down due to spray network inlet valve leaking 
past seat Cauiad by minimal thread engagement between 
distribution arm coupling 4. riser nipp le. W/ 84 0229 ltr 
KUCZYNSKI»L A., KEISER.H W. Pennsylvania Power it Light Co 
84/02/28 4pp 22440 103. 24XFiche 50-307,84/02/20.8403020293 


B403020319 Updated LER 83-16B/03X-1 on 831209, microprocessor analyiing 
flow rats data failad It word normal printed for channel 
output during each daily eurveillance Microprocessor 
replaced W/B40228 ltr 

WILKS, B L, , KE19ER, H W Pennsylvania Powar It Light Co 84/02/20 
4pp 22439' 201 24X Fiche. 90-387, 04/02/28. 0403020319. 


8403060100 RO carbon dioiide fire suppression tyi declared inoperable, 
due to design def ic iency. Fire watch posted t< mod initiated 
to remove enough penetration seats to permit proper carbon 
dioxide discharge 

KEISER.H W, Pennsylvania Power it Light Co 04/03/01, Record 

Services Branch (Document Control Desk) ip 22906 181. 24X 
Fiehe: 30-387, 04/03/01. B40 3060 108. 


£403060293 LER 84-007-00' on 840202. shear valve explosive cartridge 
unexpectedly fired during eurveillance tssting, shearing 
transvarsing in-core probe detector cable Cause unknown. New 
detector St cable installed Procedure changed W/B40302 ltr 
WILKS, 0. L . KEISER.H W Pennsylvania Power St Light Co 84/03/02 
3 pp 22319.191. 24X Fiehe, 50-387, 04/03/02, 8403060253 


9403090224 PNO-I-S4-022 on 840303, reactor scrammed from 74% power. 
Caused by fast closure of main turbine control valve during 
surveillance on hydraulic detector Suspect relays In 
detector test instrumentation replaced 

JACOBS, R , KELLV.E Region 1, Office of Director 84/03/03. ip 
22579 077, 24X FiChe 30-307,84/03/03,8403090224. 


3403090232 NPDES none omp 1 lane* not i fi cat ion. sewage treatment plant 
Outfall 079 failed to meet required 89% reduction in total 
suspended solids for Jan 1984 

FIELDS, J. 8, Pennsylvania Power l< Light Co,, 04/03/06 
Pennsylvania, Commonwealth of, 2pp 22972' 213 24X 

Fiehe: 90-307,84/03/06, 8403090232 


-8403090239 "NPDES Discharge Monitoring Rapt for Jan 1904," 

• Pennsylvania Power * Light Co 84/03/01 9pp 2237S'219. 24X 

Fiehe: 30-387. 04/03/06, 0403090232. 


403140011 LER 04-008-00. on 040209, during outage RHR seal water cooler* 
dlecoversd improperly designed Coolers rsplacsd Teledyne 
Engineering Svc conducting Independent review. W/840309 ltr 
HOOD, D. C. , KEtBER.H, W Pennsylvania powsr b Light Co 04/03/09. 

3p p 22633-226. 24X Ficht. 90-307, 04/03/09, 040314001 1. 


<03140018 Updated LER S3-164/01X-1 ' on 031221, test results Indicated 
that 3- way clamps on control rod drive lneert b withdrawal 
lines may not bs abla to withstand worst case axial water 
hammer loads Plant mods completed W/840309 ltr. 

HOOD, D. C. , KEISER, H, W, Pennsylvania Power b Light Co 04/03/09, 
HURLEY, T, E. Region 1, Office of Director 3pp. 22633:222, 24X 

Fiehe' 90-387, 84/03/09, 8403140018. 


103160199 Special rapt. fire barrier damper inoperable longer than Tech 
Spec limit*. Caused by damper being physically blocked open. 

Mud performed to install access hatch in ductwork Damper 

reset. 

KEISER, H U. Pennsylvania Power k Light Co S4/03/12, Record 

Services Branch (Document Control Desk). ip 22699.390 24X 

Fiehe: 90-387, 84/03/12, 8403160199. 


03260226 LER 84-009-00 on B40221, during restart, HPCJ etsam supply 
line pressure Indicator did not respond to worm up h reactor 
pressure exceeded 190 ptig. Checkoff list L operating 
procedure revised. W/840320 ltr 

WOOOrD C. , KEISER, H. W Pennsylvania Power b Light Co. 64/03/20 
3pp, 22736:083, 34X Fichs: 30-387, 84/03/20, 8403260226 


DOCKET 30-308 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


A Application/construction stage document! b correspondence 


0403010234 Notification of B40222 meeting w/util in Bstheida,MD to 
discuss propoied changes to standby gai treatment syt Tech 
Specs 

PERCH, R Licensing Branch 2 84/02/21 SCHWENCER, A Llcsmlng 

Branch 2 3pp 22449 336 24X Fiehe 30-387. 04/02/21. B4030102S4 


8403020329 Responds to request for schedule for completion of Reg Quid* 
i 97 requirements Exceptions to B11113 ltr re equipment 
replacement will be addressed in May 1904, In responi* to 
Oenerlc Ltr 82-33 

CURTIS, N W Pennsylvania Power b Light Co 04/02/29 BCHWENCER, A 
Licensing Branch 2 lp 22439 207 24X Fiehe 30-307,04/02/29, 

8403020329 


B403090106 Forward* revised responee to Oenerlc Ltr 83-28, "Required 
Actions Based on Oeneric Implications of Bslem ATWS Events," 
reflecting updates to Items 1 2 2,2 1,2 2 2 It 4 5 

CURTIS, N W Pennsylvania Power b Light Co 84/03/01 El BENHUT. D 0 
Division of Licensing 61pp 224B3 242 24X Fiehe 30-307, 

84/03/01, 0403050108 


8403130321 Notification of 840300 meeting u/util in Luiern* County, PA 
to perform site visit re readiness of facility for 
1 icensing, 

PERCH, R L Licensing Branch 2, 04/03/01 SCHWENCER, A Licensing 

Branch 2 4pp 22649 299 24X Fiehe' 30-3BS, 84/03/01. 8403190321 


8403130232 Notification of 040312 meeting w/util In Betheeda.MD to 
discuss NRC evaluation of detailed control room design 
review rept 

PERCH, R. L Licensing Branch 2 B4/03/03 BCHWENCER, A. Licensing 

Branch 2 3pp 22640 360 24X Fiehe 50-307,84/03/03,8403190232 


8403130268 Requests review of end final draft Tech Specs b amend to 
application confirming that draft accurataly reflects plant, 

FSAR b SER analyses Results should bs submitted under path 
or af f irmatlon. W/o and 

El BENHUT. 0 0 Division of Licensing B4/03/O3 CIRTIB.NW 
Pennsylvania Power b Light Co, 2pp 22640 2B3 E4X 
Ficha' 30-388, 84/03/03,0403130268 


0403120026 Forwards "Raactor Containment Bldg Integrated Leakage Rat* 
Test, Unit 2. Final Rapt. " 

KENYON, B. D Pennsylvania Power b Light Co 04/03/07, Office of 
Nuclear Raactor Regulation, Director ip 22990 227 24X 

Ficha: 30-300, 84/03/07.8403120026, 


— 0403120030 "Reactor Containment Bldg Integrated Leakage Rata Test, Unit 
2, Final Rapt « 

a Bechtel Carp 03/11/30. 96pp 22390-228 24X 

Fiehe, 90-308, 84/03/07,8403120026. 


0403130111 Informs that util will provide supplemental rept to detailed 
control room design review summary rapt by 840301 , containing 
Implementation schedule for resolution of outstanding 

issues 

CURTIS, N W Penney Ivenla Power b Light Co 84/03/06 SCHWENCER, A 
Licensing Branch 2 lp 22613.291, 24X Fiehe 30 -307,84/03/00, 

8403130111 


6403210072 Forwards Amend 36 to application for Class 103 OL, consisting 
of Rsv 34 to FBAR, 

CURTIS, N W. Pennsylvania Power b Light Co 84/03/09 BCHWENCER, A 
Licensing Branch 2. 6pp 22702 2 7B 24X Fiehe 90-387,84/03/09, 

8403210072, 


— 0403210081 Amend 36 to epplicatton for Claes 103 CL, consisting of Rev 
34 to FSAR 

CURTIS, N W Pennsylvania Powsr b Light Co 04/03/09 lp 
22702 283 24X Fiehe. 30-387, 84/03/09, B40321C072 


8403130070 Respond* to 831230 requests for response to items identified 
in EQbO technical evaluation rapt on conformance to Reg 
Quid* 1 97 b comment* on any aeaumptlons that surpais util 
811113 submittal. 

CURTIS, NW Pennsylvania Power b Light Co 84/03/13 8CKWENCER, A 
Licensing Branch 2. 8pp 22643,183 24X Fiehe 90-307,84/03/13, 

0403190070 


9403190393 Forwards proprietary "Analysis of Feedwater Containment 
Isolation Valves Following Postulated Pipe Rupture, " In 
response to NRC 830831 request for addl Info Affidavit enel. 

Rept withheld (ref 10CFR2. 790). 

CURTIS, NW Pennsylvania Power b Light Co 84/03/19 SGHWENCER, A 
Licensing Branch 2. 4pp, 22674:003 24X Fiehe 90-307, 84/03/13, 

B403190399 
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0403200006 Documents <1 i 5 c us » l on* u/R Perch re status df dynamic 
qualification of listed i t im»> i nc lud in g Valcor control rod 
drive solenoid valves 4 condensate storage tank 

CURTIS, N W Pennsylvania Power 4 Light Co 04/03/15 SCHWENCER.A 
Licensing Branch 2 2pp 32605 207 24X Fiche 50-388, B4 /03/ 1 9. 

S 403200006 


04032000*53 Requests that further action an OVIR core thermal hydraulic 
stability be deferred. due la lack of time to review new 
info presented at 040303 meeting w/NRC 

CURTIS. WW Pennsylvania Power 4 Light Co 84/03/15 SCHWENCER.A 
Licensing Branch 2 lp 2269*? i 47 24X Fi che: 90-387, 34/03/ i 9, 

3403200073 


0403220040 Notifies of const completion 4 assurance that plant conforms 
u/tfesign Intent 4 regulatory requirements Comprehensive QA 
program in place through-out life of project tltll has not 
allowed contractor to function independently 

CURTIS, N W Pennsylvania Power 4 Light Co B4/03/I6 DENTON. H R 
Office of Nuclear Reactor Regulation. Director. 2pp 22712 144 
24X Fiche 90-330. B4/D3/16, 8403220040. 


0403220102 Foruards revs to FSAR Chapters 6.7 4 IB Revs update 
containment isolation provisions far facilities I- will be 
incorporated in annual FSAR update in Jul 1734 

CURTIS, N W Pennsylvania Power i< Light Co B4/03/16 8C HWENCER, A 
Licensing Branch 2 95pp 22719 104 24X Fiche 50-397. 34/03/ 16, 

B 403220 102 


0403140296 Foruards evaluation of 030627 request for approval of Cheng* 
P to physical security plan Change acceptable 
SCHWENCER.A Licensing Branch 2 84/03/02 CURTIS, N W 

Pennsylvania Power & Light Co 4pp 22639 329 24X 

Fiche 50-337.84/03/02.3403140296 


8403130126 Revs to Emergency Plan Implementing Procedures EP-1P-001. 
EP-JP-002. EP-1P-003. EP-IP-006, EP-IP-007 6 EP-IP-OOB re 
emergency c lass if i ca t ion, mg t notification 4 mgt 
responsibilities W/B40309 ltr 

* Pennsylvania Power t , Light Co 04/03/09 SCHWENCER.A NRC - No 
Detailed Affiliation Given 99pp 22640 219 24X 

Fiche 30-387,84/03/09,3403150126 


8403190243 Notification of 340413 workshop in King of PruiSie.PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp & topic* described in IE Info Notice 
34-09 Agenda for workshop end 

HURLEY, T E Region t, Office of Director Q4/03/09 O'TOOLE, JD 
Consolidated Edison Co of New York, Inc 39pp 22672 062 24X 

Fiche 30-000, 04/03/09, B403190243 


B4Q3190242 Rev 3 to Emergency Plan Implementation Procedure EP-IP-005 
"Emergency Mgt Notification! 11 Table of contents, forms 
index $1 040313 transmittal ltr sncl 

« Pennsylvania Power i< Light Co 34/03/13 SCHWENCER.A NRC - No 
Detailed Affiliation Given 78pp 22671 213 24X 

Fiche 50-307, 34/03/13, B403190242 


0403260305 Forwards draft NlFREQ-1042. "Tech Specs, Susquehanna Steam 
Electric Station “ 

CURTIS, N W Pennsylvania Power i< Light Co B4/03/20 DENTON, HR 
Office of Nuclear Reactor Regulation, Director 4B0pp 22793 198 
24X Fiche 50-389,04/03/20,8403260309 


E NRC Safety Evaluation Report (SER3. suppls 4 correspondence 


6403080179 Fourth partial response to FOI A request for sii categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, 8 I 
Garvey, Schubert, Adams 4 Barer 7pp 229B3 226 24X 

Fiche, 50-000, 34/02/13. 6403080179 


— B009130793 Provides status of SER Inputs 4 acceptance reviews for OL 6 
CP applications Schedule should be met 

BURKE, WC Effluent Treatment Systems Branch 80/02/06 
KREGER.W E Assistant Director for Site Analysis tp 225B3 235 
24X Fiche 50-000, B4/02/ t 3, 0403080 1 79 


0403010274 Foruards Rev 2 to Rept 02-0160-1102, "Review of Unit 2 
Control Sys Failures. Fine I Rept, Unit 2 Control Bys Power 
Supply !< Sensor Malfunctions “ Rept submitted per 6EFI 
CURTIS, N W Pennsylvania Power & Light Co B4/02/27 SCHWENCER.A 
Licensing Branch 2 lp 22432 304 24X Fiche 50-3SQ, B4/ 02/27. 

8403010294 


-8403010303 Rev 2 to Rept 02-0160-1102, "Review of Unit 2 Control Bys 
Fai 1 ures, Final Rept, Unit 2 Control Sys Power Supply 4 Sensor 
Malfunctions ** 

SHAHAB I AN, R L , KEREKES, W A Impell Corp 02-0160-1102 R02 

04/02/27 t 9 pp 22432 3Q6 24X Fiche 50-388,84/02/27.0403010294 


04 03200071 Confirms that 47 human engineering discrepancies generated 
from preliminary design assessment 4 NRC control room audit 
of Unit t incorporated into Unit 2 control room, per App F to 
SSER 9 

CUR7IB,N W Pennsylvania Power 6 Light Co 04/03/19 SCHWENCER.A 
Licensing Branch 2 lp 22694 341 24X Fiche 50-380-84/03/15, 

840320007 » 


B403200103 Clarifies caver ltr to Rev 7 to emergency plan (PLA-1940) 
Details provided for manning emergency operation facility 
<EQF> Si activation of backup EOF Unit 2 fuel load scheduled 
for 840326 Expeditious approval requested 

CURTIS, N W Pennsylvania Power 4 Light Co 04/03/13 SCHWENCER.A 
Licensing Branch 2 3pp 2 2 699 076 24X Fleh# 90-387,84/03/13, 

8403200103 


0403190232 Updates schedules for completing safety parameter display 
sys, emergency operating procedures 4 emergency facilities, 
per Generic Ltr 82-33 Updated emergency procedures will be 
implemented in Dec 1985 

CURTIS, N W Pennsylvania Power 4 Light Co 84/03/14 BCHWENCEfliA 
Licensing Branch 2 2pp 22672032 24X Fiche 50-387,04/03/14. 

3403190232 


B403190346 Advises that Commonwealth of PA will not participate in util 
emergency exercise during CYB4,due to involvement w/other 
fixed nuclear facilities State will participate in CYB9 
exercise 

TAYLOR, D F Pennsylvania. Commonwealth of, 84/03/15 CRUTCHFIELD 
Operating Reactors Branch 5 ip 22673 199 24X 

Fiche 50-337,84/03/15,3403190346 


0403230120 Notifies that State of PA eligible for biennial frequency 
for participation in radiological emergency preparedness 
exercise Change from annual exercise requirement would be 
supported if requested by util 

KRIMM.R W Federal Emergency Management Agency 34/03/15. 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Reeponee tPoit 830103) lp 22730 33 6 2 4X Fiche 50-397,84/03/19, 

8403230120 


I Financial information 


8403270195 Annual Financial Rept 1983, W/B40322 ltr 

CAMPBELL, R H , CURT 1 3, N W Pennsylvania Power 4 Light Co 83/12/31 
DENTON. H R Office of Nuclear Reactor Regulation, Director 93pp 
22771 049 24X Fiche 50-307, B3/ 12/31, 8403270195 


J Insurance 4 indemnity information 


F Security, medical, emergency 4 firs protection plans 


B4Q3090209 Rev 4 to emergsncy Plan, Implementing Procedure EP-IP-045, 
"Action Step Emergency Director QSC Coordinator TSC 
Coordinator.” including Rev 37 to table of contents. Rev 16 
tD forms index 4 B4030B transmittal W/040229 ltr 

* Pennsylvania Power 4 Light Co B4/02/2a 26pp 22975 CB9 24X 
Fiche 90-387, B4/02/2B, B403090209 


8403050090 Revised emergency plan implementing procedures, includ ing 
Rev 37 to table of contents.Rev 16 to forms index 4 Rev 4 to 
Procedure EP-IP-045 re PASS 14 7 ml gas sample W/040229 
transmittal ltr 

MILLER, D W Pennsylvania Power 4 Light Co 84/02/29 SCHWENCER.A 
Lie snsing Branch 2 29pp 22490 019 24X Fiche 90-387.84/02/29, 

0403090090 


0403060437 Provides present level of onsite property damage Insurants 
for facilities 

CURTIB.N W Pennsylvania Power 4 Light Co, B4/02/29 BALTZMAN, J D 
Assistant Director for State 4 License# Relations. lp 22918 2?2 
24X Fiche 50-387.84/02/29.0403060437 


K Utility Final Safety Analysis Report <F8AR ) 4 amend* 


B403210072 Forwards Amend 96 to application for Cleii 103 OL, consisting 
of Rev 34 to F8AR. 

CURTIS, N W Penney lvenia Power 4 Light Co 84/03/09 , 8CHWENCER, A 
Licensing Branch 2 6pp 22702 278. 24X Fiche 90-397,04/03/09, 

8403210072 


— B4D321OO01 Amend 56 to application for Clasi 103 OL, eon*i sting of Hev 
34 to FSAR 

CURTIS, N w Pennsylvania Power 4 Light Co 04/03/09. lp 
22702 283 24X Fiche 90-387,84/03/09,0403210072 
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--04O321QO9O Rev 34 to FSAR Twen ty-e 1 g h t ovirtiied drawings end Drawings 
available in PDR 

* Pennsylvania Power b Light Co 04/02/29 7&0pp 22702 204 

24 X Flche 50-387.04/03/09,0403210072 


0 Inspection reports, IE Bulletins b correspondence 


0403020214 Forwards IE Insp Rept 50-3BB/B4-03 on 040109-13 No 
violations observed 

MARTIN, T T Division of Engineering b Technical Programs 04/02/17 
KENYON, B D Pennsylvania Power b Light Co 2pp 22440 234 24 X 

Flche 30-300,84/02/17,8403020214 


G403020220 IE Insp Rspt 30-388/84-03 on 840109—13 No violations or 
deviations Identified Major areas inspected p reoperat 1 ona 1 
testing OA, preoperatl ona 1 test records b QA for startup test 
program 

NAPUDA, 0 , PRELL, J Region 1. Office of Director ©ODY. A T 
Division of Engineering b Technical Programs 84/02/16 7pp 
22440 236 24X Flche 30-308.84/02/17,8403020214 


0403070240 Forwards IE Insp Rspts 30-387/84-06 b 30-388/84-03 on 
840124-27 No violations notsd 

MARTIN, T T Division of Engineering b Technical Programs 84/02/J7, 
KENYON, B D, Pennsylvania Power b Light Co 2pp 22347' 310 24X 

Fi c h ■ ' 5 0-387, 04/02/ i 7, 8403070240 


— 8403070242 IE Insp Repts 50-387/04-06 b 3O-30B/B4-O5 on 840124-27 No 
violation noted Major areas Inspected licensee action in 
closing elactrlcal insp rept findings 

FINKEL, A , ANDERSON, C J Region 1, Office of Director 84/02/16 
3pp 22347 320 24X Flche 80-307,84/02/17,8403070240 


8403070301 Forwards IE Insp Repts 90-3B7/84-02 b 30-308/84-02 on 
840116-20 No violations observed, Steps taken to correct 
violation noted in 830029 ltr verified 

MARTIN, T T Division of Engineering b Technical Programs 84/02/21 
KENYON, B D Pennsylvania Power b Light Co 2pp 22346 342 24X 

Flche 30-387,04/02/21,8403070301 


— 0403070306 IE Insp Rspts 30-387/84-02 b 30-380/84-02 on 840116-20 No 
violations identified Major areas inspec t ed, rad ia ti on 
protection program b preaperationel testing, ine 1 udlng 
licensee action on previous finding b training 
NIMITZiR L , SHANBAKY, M. M Region 1, Office of Director 
84/02/13 lOpp 22946' 344 24X Flche 30-387,84/02/21,8403070301 


B403060175 Responds to IE Bulletin 83-08 Circuit breakers w/ 
undervoltage trip attachments not used In safety-related 
applications in Unit 1 Subj attachments Installed in Unit 2 
will be removed from safety-related applications 

CURTIS, N W Pennsylvania Power b Light Co 84/02/27 MURLEY, T E 
Region i, Office of Director. 2pp 22318 267 24X 

Flche 30-387,84/02/27,8403060173 


8401190072 IE Info Notice 84-13, “Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation *’ Svc list 
oriel, 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/02/20 Consolidatsd Edison Co of New 

York, Inc 1 ISpp 22909 239 24X Flche 30-000, 84/02/20, 8401 190072 


B403130027 Forwards IE Insp Rept 30-3B8/83-19 on 031017-28 b notice of 
violation 

MARTIN, T, T, Division of Engineering b Technical Programs 84/02/28 
KENYON, B, D P.nnsylvania Pow.r b Light Co 2pp 22643 327 24X 

Fichs: 30-308, 04/02/28, B403130027. 


— 8403130030 Notice of violation from insp on 831017-28 Asssssmant of 
strengths b weaknesses, App B,encl 

* Region 1, Office of Director. 84/02/20 3pp 22645 329 24X 

Fiche: 50-388, 84/02/28, 8403150027 


— 8403190034 IE Insp Rept 90-388/83-1? on 831017-28 Violations noted: 
Inadequate preparation of wtld for ultrasonic insp b small 
bore piping flat leg not Installed per engineering design 
cal cu lation 

BETTENHAUBEN, L , CAMPBELL, R M , HARRIS, R H Region i, Office of 
Director. 84/02/27 36pp. 22649-332. 24X Fiche 90-308, 04/ 02/28, 

8403190027 


0402090007 IE Info Notice 84-14, “Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc lift end 

GRACE, J. N. Division of OA, Safeguards b Inspection Programs (Post 
&30IO3). 84/03/02, Consolidated Edison Co of N»w York, Inc. 

i 30pp 22592:329 24X Fich a, 30-000, 84/03/02, B4O2O9O0 07 


0402090008 IE Info Notice 04-16, “Failure of Automatic Sprinkler 8ys 
Valves to Operate. " Svc lilt end 

JORDAN, E, L, Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22353,098 24X Fi Che 30-000, 04/03/02, 840209000B 


8402090009 IE Info Notice 04-13, "Reporting of Radiological Releases 11 
Svc list ene 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) B4/03/02 Consolidated Edison Co of New 

York, Inc tl9pp 223S3 217 24X Fiche 30-000,84/03/02,0402090009 


8402090011 IE Info Notice 04-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp “ Svc list and 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Re tponsB (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc !17pp 22533 336 24X Flche 30-000,84/03/03,8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fir# Protection Safe Shutdown Sy s 11 Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc H8pp 22633 049 24X Fiche 90-000,84/03/07,8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking In PWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22984 186 24X Fiche 30-000,04/03/07,0402090028 


8402090031 IE Bulletin 84-02, "Failure* of OE Type HFA Relays in Use In 
Class IE Safety Sys " Svc list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement B4/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Flche 90-000, B4/03/ 12, 840209003 1 


8403190360 Ack receipt of 040223 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-307/83-31 b 
30-380/83-31 

MARTIN, T T Division of Engineering b Technical Programs 04/03/13 
KENYON, B D Pennsylvania Power ft Light Co lp 22673 3t2 24X 

Flche 50-387,84/03/13,8403190360 


— B403190366 Responds to NRC 040127 ltr re violations noted in IE Insp 
Repts 50-387/03-31 b 50-388/B3-31 Corrective actions status 
repts for Nonconformance Repts 83-779 b 83-1190 received by 
QC supervisor on 040201 b 0131. T e spec tively 

KENYON, B D Pennsylvania Power b Light Co 84/02/25 MARTIN, T T 
Division of Engineering b Technical Programs 3pp 22673 313 
24X Fiche 50-387,84/03/13,8403190360 


8403220128 Ack receipt of 840225 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-307/83-30 b 
30-308/83-25 

MARTIN, T T Division of Engineering b Technical Programs 04/03/13 
KENYON, B D Pennsylvania Power & Light Co Ip 22716 014 24X 

Flche 50-307,04/03/13,0403220123 


— 8403220135 Responds to NRC 040126 ltr re violations noted In IE Insp 
Repts 50-387/03-30 b 50-308/83-23 Corrective actions 
Temporary Setpoint Changes 02-O28T b 82-029T made into 
permanent setpoint changes 

KENYON, D D Pennsylvania Power ft Light Co 84/02/23 MARTIN, T T 
Division of Engineering b Technical Programs 4pp 22716 013 
24X Fiche 30-387,84/03/13,0403220128 


8403290116 Forwards IE Insp Repts 90-307/04-03 ft 50-380/84-06 on 
840130-0203 b notice of violation 

MARTIN, T T Division of Engineering b Technical Programs B4/03/13 
KENYON, B D Pennsylvania Power ft Light Co 2pp 22806 292 24X 

Flche 30-3B7, 04/03/13, 04032901 16 


— 8403290120 IE Insp Repts 50-387/04-03 b 30-380/84-06 on 040130-0203 
Noncomp 1 i anc e noted failure to follow QC procedure for 
radlachemlstry to determine instrument operating voltage 
KOTTAN, J J , ZIBUL8KY, H > HOSAN. « Region 1, Office of Director 
04/03/07 0pp. 22006 293 24X Flche 30-307,04/03/13,8403290116 


0403290140 Forwards IE Insp Repts 90-387/83-29 b 50-388/03-32 on 
B3I219-840130 b notices of violation b deviation Uncorrected 
repetitive trips of standby gat treatment fans during Unit 2 
Cold Functional Test P200 ID noted 

8TAR0BTECKI, R Division of Project b Resident Programs 04/03/14 
KENYON, B D Pennsylvania Power b Light Co 2pp 22806 011 24X 

Flche- 50-307,04/03/14,0403290140 


— 8403290142 Notice of violation from Insp on 031219-040130 

a Region 1, Office of Director 84/03/14 lp 22006 013 24X 

Flche 90-3B7, B4/03/14, 04032901 40 


— B403290 1 49 Notice of deviation from insp on 031219-040130 

# Region l, Office of Director 84/03/14 Ip 22006 014 24X 

Fiche. 50-387, 84/03/14, B403890140. 
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—8403290133 IE Imp Repts 30-307/93-29 t, 30-308/03-32 on 03 1 319-0401 30 
Violation identified condition* adverse to quality not 
promptly identified 6 corrected Deviation Identified failure 
to /neet F8AR commitment for automatic depressurl cation sys 
JACOBS. R . PLI8C0. L Region 1. Office of Director MCCABE. E C 

Division of Project 4 Resident Program* 84/02/34 21pp 

22B06 015 24X Fiche 50-387,94/03/14.0403290140 


0403220049 Complete* response to IE Bulletin 83-07, "Apparently 
Fraudulent Product* Sold by Ray HI 1 1 er, Inc " 4 two tuppls 
No Ray Killer, Inc mat l installed Nuclear Energy Svc,lnc 
supplied ultrasonic calibr blocks 

CURTIS, N H Pennsylvania Power 4 Light Co 04/03/14 KURLEY, T E 
Region l, Office of Director 9pp 22712 293 24X 

Fiche 30-387,84/03/14,8403220049 


8402090043 IE Info Notice B4-19. “Tuo Events Involving Unauthoriied 
Entries into PWR Reactor Cavities ” Svc list end 
JORDAN. E L Division of Emergency Preparedness 4 Engineering 
Response (Post B30103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X Flc h e 50-000, 84/03/21 . 8402090043 


8402090044 IE Info Notice 04-20, “Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Reepome IPost 830103) 84/03/21 Consolidated Edison Co of Hew 

York, Inc 133pp 22933 001 24X Fiche 30-000,84/03/21,0402090044 


8403300043 Ack receipt of 840309 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-387/03-27 it 
50-388/83-24 

MARTIN, T T Division of Engineering 4 Technical Programs B4/03/21 
KENYON, B D Pennsylvania Power & Light Co 2pp 22821 284. 24X 

Fiche 50-387,04/03/21,8403300063 


— 8403300049 Responds to NRC 040206 ltr re violations noted in IE Insp 
Repts 50-387/83-27 6 50-308/63 -26 Corrective actions min 
requirements for satisfactory calibr of monitor established 
4 added as acceptance criteria to surveillance procedure 
KENYON, B 0. Pennsylvania Power 4 Light Co 84/03/09 MARTIN, T T 
Division of Engineering 4 Technical Programs 3pp 22821 268 
24 X Fiche 50-387,84/03/21,8403300043 


R Periodic operating reports 4 related correspondence 


0403090232 NPDES noncompliance notification sewage treatment plant 
Outfall 079 failed to meet required 85 7. reduction in total 
suspended solids for Jan 1934 

FIELDS, J S Pennsylvania Power 4 Light Co 84/03/06 
Pennsylvania, Commonwealth of, 2pp 22572 213 24X 

Fiche 50-387,84/03/06,8403090232 


— 8403090239 "NPDES Discharge Monitoring Rept for Jan 1984 " 

e Pennsylvania Power 4 Light Co '84/03/01 9pp 22572 215 24X 

Fiche 50-387,84/03/06,8403090232 


S Reportable occurrences, LERs 4 related correspondence 


6403210145 Final deficiency 4 Part 21 repts re safety parameter display 
sys Technology Energy Corp Model 156 isolators Initially 
reported on 840106 Non-IE power supply will be provided for 
isolator prior to end of first refueling 

CURTIS, N W Pennsylvania Power 4 Light Co 84/02/27 MURLEV, T E 
Region 1, Office of Director 4pp 22707 281 24X 

Fiche 50-306,84/02/27,8403210145 


8403260233 Forwards summary list of deficiencies Identified per 
10CFR50 55(e), Part 2i 4 potential generic ltr repts for 
comments 

STAR08TECKI, R Division of Project 4 Resident Programs B4/02/28 
Region 1, Office of Director 7pp 22756 065 24X 

Fiche 50-000,84/02/28,8403260233 


8403230093 Second interim deficiency rept re improper relief valve 
s et t Ing, des ign pressures 4 design temp within several sys 
Initially reported on 831 11B Spec 11-199 revised 4 code data 
rept* amended Also reported per Part 21 

CURTIB, N U Pennsylvania Power 4 Light Co 64/03/02 MURLEY, T E 
Region 1, Office of Director 14pp 22726 277 24X 

Fiche 50-388,84/03/02,8403230095 


6403090232 NPDES noncompliance notification sewage treatment plant 
Outfall 079 failed to meet required B3X reduction in total 
suspended solids for Jan 1984 

FIELDS, J S Pennsylvania Power 4 Light Co 84/03/06 
Pennsylvania, Commonwealth of, 2 pp 22972 213 24X 

Fiche* 50-307, 04/03/06, B403090232 


6403210125 Final deficiency rept re cavitation of jet pumps dus to 
induction heating stress improvement cooling Initially 
reported on 031206 No erosion found Also reportable per 
Part 21 Item not reportable per 10CFR5O. 39(e) 

CURTI0, N W Pennsylvania Power 4 Light Co 04/03/06 MURLEY, T E 
Region 1, Office of Director 4pp 22707 228 24X 

Fiche 50-388,84/03/06,8403210125 


V Operator Examinations 


9403130150 Forwards nuclear power plant experience tebles for operating 
shift position forms for senior reactor operators 4 reactor 
operators Licensed classroom training 4 exam conducted 
Fuel load expected on 840326 

CURTI8, N W Pennsylvania Power 4 Light Co 84/03/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Spp 22608 106 
24X Fiche 50-388,94/03/09,8403130130 


DOCKET 50-38? 8T LUCIE PLANT, UNIT 2 


E NRC Safety Evaluation Report (8£R>, suppls 4 correspondence 


8401130319 Informs that redundant boron dilution sys alarm Installed 4 
declared operational on 840106, per 821029 4 1104 ltrs 4 
SSEH 3 

WILLIAMS, J W Florida Power 4 Light Co 84/01/10 EJBENHUT, D 0 
Division of Licensing lp 21798 305 24X Fiche 50-389, 84/Ol/tO, 

8401130319 


F Security, medical, emergency 4 fire protection plans 


0403070249 Respondi to NRC B31123 ltr re violations noted in IE Insp 
Rept 50-389/03-57 Corrective actions detectors will be moved 
to ceiling Rerevleu of 10CFR90,App R commitments conducted 
Full compliance will be achieved by 840630 

WILLIAMS, J W Florida Power 4 Light Co 03/12/20 O'REILLY. J P 
Region 2, Office of Director 2pp 22936 271 24X 

Fiche 50-309,83/12/20,0403070249 


8403090280 Public version of Rev 13 to radiological emergency plan W/ 
040124 ltr 4 JH Felton 840307 release memo 

WILLIAMS, J U Florida Power 4 Light Co 84/01/04 O'REILLY. J P 
Region 2, Office of Director 227pp 22593 001 24X 

Fiche, 50-335, 04/01/04, 8403090280 


8403060340 Revised emergency implementing plan procedures, including 
Procedures 2-0030140 re blackout operation. 2-0030143 re 
total loss of ac power, 2-0120042 re LOCA 4 2-1010030 re 
loss of Instrument air W/84022? ltr 

SAQER, D A I WETHY, C N Florida Power 4 Light Co, 04/01/23 69pp 
22319 094 24 X Fiche 90-333,84/01/23,8403060340 


B403070140 Forwards IE Insp Repts 30-333/04-03 4 30-389/84-04 on 
B40I1B-20 No violations or deviations noted, 

DANCE, H C Division of Project 4 Resident Programs 84/02/13. 
WILLIAMS, J W Florida Power 4 Light Co. 2pp 22938 283 24X 
Fiche 50-333,04/02/13,6403070140 


—0403070145 IE Insp Repts 30-333/84-03 4 30-389/84-04 on 040118-20 No 
violations or deviations noted Major areas inspected 
emergency preparedness to atsesi on-shift prompt emergency 
classification 4 protective action recommendations 
DECKER.TR Region 2, Office of Director 84/02/10 4pp 
22530 287 24X Fiche 50-335,84/02/13,8403070140 


8403190386 Rev 12 to Emergency Plan Implementing Procedure 3100024E, 
"Natural Emergencies " W/840307 ltr 

WILLIAMS, J W Florida Power 4 Light Co 84/02/2? O'REILLY.J.P 
Region 2, Office of Director 12pp 22673 270 24X 

Fiche* 30-333, 84/02/29, 8403190386 


8403060186 Forwards safety parameter display sys implementation plan 
4 parameter selection rept, per B30413 commitment Rept meets 
requirements of Oenerlc Ltr 82-33 re Suppl l to NURE0-Q737 
WILLIAMS, J W Florida Power 4 Light Co 84/03/01 EISENHUT, D G 

Division of Licensing llpp 22319 001 24X Fiche 30-309,64/03/01, 

9403060186 


8403160234 Notifies of 840316 workshop to discuss lOCFRSO.App R 
requirements 4 insp results to resolve misunderstandings re 
fire protection Attendee* should be limited to six due to 
size of conference room 

LEWIS, R C Division of Project 4 Resident Programs 84/03/02. 
WILLIAMS, J W rlorida Power 4 Light Co lp 22660 233. 24X 

Fiche 50-000,84/03/02,6403160234. 
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8403290181 Expresses appreciation for cooperation throughout 10-month 
period of planning it developing federal full field exercise 
Exercise provided planning focue it field experience for 
completing radiological emergency response planning 
O'REILLVivI P Region 2, Office of Director 04/03/13 ADOMAT, E A 
Florida Power it Light Co 2pp 22802 20B 24X 

Fiche 30-333,84/03/13,8403290181 


B4032 90109 Ack receipt of 840309 1 tr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-333/03-43 & 
30-309/03-71 

DANCE, H C Division of Project it Resident Programs 04/03/19 
WILL IAMB, J W Florida Power it Light Co lp 22007 001 24X 

Fiche 30-333,84/03/19,0403290109 


— 0403290126 Notice of violation from insp on 83121 1-B401 10 

* Region 2, Office of Director 84/02/10 lp 22S07 006 24X 

Fiche 30-335,84/03/19,8403290109 


— 8403290132 IE Insp Repts 30-333/83-43 6 30-389/83-7! on 831211-840110 
Violation identified failure to maintain control room 
procedures In areas of adminls tra t Ion, operat 1 on, emergenc y 6 
off-normal. 

BIBB, H E Region 2, Office of Director 04/02/00 4pp 
22807 007 24X Fiche 30-333,04/03/19.840329010? 


H General correspondence 


8403200149 Responds to 840200 Itr requesting assistance in responding 
to J Faskavitch Itr requesting latest EI8 on concentrations 
of 8r-90,Cs-137 fc 1-131 near plants Two annual repts end 
W/o rept* 

DIRCKB, W J Office of the Executive Director for Operations 
B4/03/07 CHILES, L Senate 4pp 22S09 316 24X 

Fiche' 30-000, 84/03/07, 0403280149 


■0403280156 Forwards constituent J Faskavitch Itr requesting latest EI5 
on concentrations of Sr-90,C»-137 it 1-131 near plants 
Comments i< views requested 

CHILES, L Senate 04/02/00 KAMMERER, C Office of Congressional 
Affairs 8pp 22009 320 24X Fi che* 30-000, 84/03/07, 8403200149 


— 8403060327 Safety evaluation supporting Amends 62 b 3 to Licenses 
DPR— 67 S, NPF-16, r esp ec t lve 1 y 

» Office of Nuclear Reactor Regulation, Director 84/02/24 2pp 
22349 034 24X Fiche 50-333,84/02/24,8403060077 


8403010400 Submits info re pressurlier heater transformer barrier 
design, per License Condition 2 C 9 Missile protection 
structure will be scismically anchored on concrete floor 
s lab 

WILLIAMS, J U Florida Power it Light Co 84/02/27 EISENHUT, D 0 
Division of Licensing 3pp 22434 026 24X Fiche 30-389,04/02/27, 

B403010400 


8403060241 Requests exemption from requirement to submit entirely 
reprinted 6 updated FSAR by 830406 Requests update be 
submitted as Amend 13 to original FSAR 

WILLIAMS, J W Florida Power & Light Co 84/02/20 EISENHUT, D 0 
Division of Licensing ip 223i3 190 24X Fiche 50-309,84/02/28, 

0403060241 


0403060168 Notifies that admin i stratlve program 6 procedures now In 
effect will be reviewed to confirm implementation of 
recommended guidelines in NUTAC rept, per Generic Ltr 83-28 
WILLIAMS, J C Florida Power it Light Co 84/03/01 E1BENHUT, D 0 
Division of Licensing ip 22310 336 24X Fiche 50-000, 04/03/01, 

8403060168 


8403120040 Requests NRC approval of proposed license amend d td 040224 
by B40413, to permit Initial visual insp of safety-related 
snubbers between 4 it 10 months after commencing power 
operation on 830613 

WILLIAMS, J W Florida Power 6 Light Co 04/03/07 EISENHUT, D G 
Division of Licensing lp 22390 318 24X Fiche. S0-3B9, 84/03/07, 

0403120040 


0403 120089 Requests that environ protection plan study re evaluation 6/ 
or mitigation of turtle entrapment at intake structure be 
presented during wk of B404OG Draft results expected by 
early Mar 19S4 Rept will be discussed w/llsted agencies 
WILLIAMS, J W Florida Power h Light Co 84/03/07 EISENHUT, D Q 
Division of Licensing 2pp 22300 194 24X Fiche 30-309,04/03/07, 

8403120089 


J Insurance St indemnity Information 


8403060234 Forwards Endorsement 32 to NELIA Policy NF-227 

DUCK, U, R Marsh it McLennan, Inc 84/02/26 8 ALT Z MAN, J Assistant 

Director for State tt Licensee Relations 2pp 22317 313 24X 

Fiche- 30-333, B4/02/28, 8403060234 


0403190130 Notifies of 040402-06 meeting & pre Imp 1 ementa t Ion audit at 
Turkey Point to discuss confirmatory items identified in 
safety evaluation of detailed control roam design reviews 
for facilities 

VARQA, 0 A Operating Reactors Branch 1 84/03/07 WILLIAM, J W 

Florida Power it Light Co 6pp 22681 311 24X 

Fiche 30-000,84/03/07,0403190130 


P. Operating license stage documents & correspondence 


0401130102 Suppl to 031222 application for emend to License NPF-16, 
changing Tech Specs for axial shape index to achieve 
consistency between Unit 1 it Unit 2 Tech Specs 

WILLIAMS, J. W. Florida Power S< Light Co 04/01/10. EISENHUT, D 0 
Division of Licensing Ip 21802 034 24X Fiche 30-309,84/01/10, 

8401130102. 


B40113031? Informs that redundant boron dilution sys alarm installed & 
declared operational on 840106, per B2102? s, no4 itrs 6 
SSER 3. 

WILLIAMS, J W Florida Power i, Light Co B4/01/10 EISENHUT, D G 
Division of Licensing lp 2179S 303 24X Fiche. 30-389, 04/01/10. 

0401130319. 


8403010297 Application for amend to License NPF-16, modi fy lng Tech 8pec* 
to delay initial inservlce insp for two mechanical snubbers 
an containment (pray sys until first refusing outage 
WILLIAMS, J W Florida Power it Light Co 04/02/24 EISENHUT, D O 
Division of Licensing 3pp. 22432 107 24X Fiche 30-309,84/02/24, 

8403010297. 


8403130066 Advises that request to revise Tech Specs to provide 
requirements for overtime limits t, reporting of relief It 
safety valve failures will be submitted per Qeneri’c Ltr 
02-16 (NUREG-0737) by 040313 1 

WILLIAMS, J W Florida Power it Light Co 84/03/00 MILLER, J R 
Operating Reactors Branch 3 lp 22601' 252 24X 

Fiche 30-333, 04/O3/OB, B4O3130066 


0403270371 Requests appropriate fee to continue review of 83D707 
proposed changes to License Condition 2 C 7 re natural 
circulation cooldown it boron mixing test 

MILLER, W 0 License Fee Management Branch 84/03/12 UHRIQ.R E 
Florida Power S< Light Co lp 22787 330 24X Fiche 30-309, 

84/03/12, 0403270371 


8403160013 Forwards "Evaluation of Natural Circulation Cooldown Test 
Performed at San Onofre Nuclear Generating Station “ Rept 
provides evaluation of applicability of results to St Lucie 
Unit 2. 

WILLIAMS, J W Florida Power it Light Co 04/03/13 EISENHUT, D 0 
Division of Licensing lp 22632 179 24X Fiche 30-000,84/03/13, 

8403160013 


— B4Q3010302 Proposed Tech Specs re initial Inservlce insp of two 
mechanical snubbers on containment spray sys 
WILLIAMS, J W Florida Power it Light Co 84/02/24 3pp. 
22432.H0. 24X Fiche 30-389,84/02/24,8403010297. 


B4031 90227 Application to amend License NPF-16. changing Tech Specs to 
permit reracklng of spent fuel pool to ensure sufficient 
storage cepacl ty. Approval requested by 840901. 

WILLIAMS, J W Florida Power t< Light Co 84/03/13 EISENHUT, D G 
Division of Licensing 3pp 22671 303 24X Fiche 30-309,84/03/13, 

8403190227 


B403O6OO77 Forward* Amend* 62 it 3 to Licenses DPR-67 & NPF-‘6, 
respectively it safety evaluation. Amends change personnel 
title* i< revise shift technical advisor function, 

SELLB, D. E. Operating Reactors Branch 3 84/02/24 WILLIAMS, J W 

Florida Power It Light Co. 2pp, 22349 020 24X 

Fiche: 30-333, 84/02/24, B403060077. 


— 8403190228 Proposed Tech Spec changes re reracklng of spent fuel poo) 
NBHC i< BAR end 

« Florida Power it Light Co 84/03/13 78pp. 22671 308 24X 

Fiche. 30-389, 04/03/13, 8403190227 


—8403060080 Amends 62 It 3 to Licenses DPR-67 it NPF-16, re spec tively, 
changing personnel title* it revising shift technical advisor 
functions 

MILLER, U. R Operating Raactors Branch 3 84/02/24 12pp. 

22349: 022. 24X Fiche. 30-333, 84/02/24, B403060077 
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Q Inspection reports, IE Bulletins k correspondence 


B403070249 Responds to NRC 831123 ltr re violations noted in IE Imp 
Rept 30-387/83-57 Corrective actions detectors will be moved 
to celling Rereview of 10CFR5Q,App R commitments conducted 
Full compliance uill be achieved by 040630 

WILLIAMS. J W Florid* Power k Light Co 83/12/20 O'REILLY, J P 
Region 2, Office of Director 2pp 22336 271 24X 

Fiche 50-389.83/12/20,8403070249 


8403070140 Forwards IE Insp Rept* 50-335/84-03 k 50-309/84-04 on 
840118-20 No violations or deviations noted 

DANCE, H C Division of Project k Resident Programs 84/02/13 
WILLIAMS, J W Florida Power k Light Co 2pp 22538 285 24X 

Fiche 30-339,84/02/13,8403070140 


--B403070143 IE Insp Rept* 50-333/84-03 t> 50-389/B4-04 on 840118-20 No 
violations or deviations noted Major areas inspected 
emergency preparedness to assess on-shift prompt emergency 
classification 6 protective action recommendations 
DECKER, T R Region 2, Office of Director JENKINS, 0 R Division 
of Emergency Preparedness t< Materials safety 84/02/10 4pp 
22530 287 24X Fiche 30-333,84/02/13,0403070140 


8403160206 Forwards IE Insp Rept* 50-333/84-04 & 30-389/84-03 on 
840201-03 No violations or deviations noted 

DANCE, H C Division of Project 6 Resident Programs 84/02/21 
WILLIAMS, J W Florida Power 6 Light Co 2pp 22655 233 24X 

Fiche 50-333,84/02/21,8403160206 


—8403160210 IE Insp Rept* 50-333/84-04 4, 30-389/84-03 on 840201-03 No 
violations or deviations noted Major areas inspected malnt 8 
surveillance observat i on, p lent operations, preoperat ional 
testing, procedures 6 low power testing 

KRUO, H E Region 2, Office of Director JAPE, F Division of 
Engineering 6 Operational Programs B4/02/13 4pp 22635 233 
24X Fiche 50-335,84/02/21,8403160206 


8403010297 Application for amend to License NPF-16, modify ing Tech Specs 
to delay initial Inservice insp for two mechanical snubbers 
on containment spray sys until first refusing outage 
WILLIAMS, J W Florida Power 6 Light Co 84/02/24 EI8ENHUT, 0 0 
Division of Licensing 3pp 22432 107 24X Fiche 50-309.84/02/24, 

8403010297 


— 8403010302 Proposed Tech Epees ra initial lnservice insp of two 
mechanical snubbers on containment spray sys 
WILLIAMS, J W Florida Power tc Light Co 04/02/24 3pp 
22432 110 24X Fiche 50-389,04/02/24,8403010297 


8403160264 Forwards IE Insp Repts 50-335/83-42 & 30-309/83-70 on 
031101-1210 No violations pr deviations noted 
DANCE, H C Division of Project L Resident Programs 84/02/24 
WILLIAMS, J W Florida Rower t< Light Co 2pp 22660 333 24X 

Fiche 30-333,84/02/24,8403160264 


—8403160268 IE Insp Repts 30-333/63-42 & 50-389/83-70 on 831111-1210 No 
violations or deviation* noted. Major areas inspected malnt 6 
surveillance observation, p lent operations, LERs t, IE info 
notices 

BIBB.H E Region 2. Office of Director ELROD, S A Division of 
Project (i Resident Programs 64/02/23 10pp 22660 337 24X 

Fiche 30-335,84/02/24,8403160264 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits k Annunciation " Svc list 
one 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) E4/02/2B Consolidated Edison Co of New 

York, Inc 115pp 22909 239 24X Fiche 50-000,84/02/23,8401190072 


8403290317 Forwards IE Insp Repts 50-333/84-03 k 30-309/84-07 on 
040206-10 No violations or deviations noted 

DANCE, H C Division of Project k Resident Programs 84/02/29 
WILLIAMS, J W Florida Power S, Light Co 2pp 22802 032 24X 
Fiche 50-333,84/02/29,8403290317 


—8403290320 IE Insp Repts 50-333/84-05 k 30-309/04-07 on B40206-10 No 
violations or deviations noted Major areas inspected health 
phytlcs instrumentation, ac tion on NURE0-O737 i teme, ALARA 
activities i, followup on previous Items 

WRAY, 0 R Region 2, Office of Director BARR, K P Division of 
Engineering & Optra t ional Programs 84/02/22 Bpp 22802 034 
24X Fiche 30-335,04/02/29,8403290317 


8402090007 IE Info Notice 04-14, “Highlights of Recent Transport 
Regulatory Rev* by DOT U NRC 11 Svc list «ncl 

ORACE, J N Division of QA. Safeguards k Inspection Program* (Post 
830103 > 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22352 329 24X Fiche 30 - 000,84/03/02.8402090007 


B40209000B IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate 11 svc list end 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison CO of New 

York, Inc 122pp 22333 09B 24X Fiche 50-000,84/03/02,8402090008 


8402090009 IE Info Notice 04-13, "Reporting of Radiological Releases “ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22333 217 24X Fiche 30-000,84/03/02,0402090009 


8403290174 Forwards IE In»p Repts 30-333/84-02 k 30-389/04-03 on 
840111-0210 No violation* or deviations noted 

DANCE, H C Division of Project & Resident Programs 84/03/02 
WILLIAMS, J W Florida Power & Light Co 2pp 22803 076 24X 

Fiche 50-333,84/03/02.8403290174 


—8403290180 IE Insp Repts 50-335/04-02 fc 50-389/84-03 on 040111-0210 No 
violations or deviations noted Major areas inspected maint 
observation, surve 1 1 lance ob servat 1 on, p lant operations k TMI 
Action Item III 0428 followup 

FEIERA0END, C , D1DB.H E Region 2, Office of Director ELROD, 8 A 
Division of Project k Resident Programs 04/01/02 2pp 
22803 078 24X Fiche 50-335,04/03/02,8403290174 


8402090011 IE Info Notice 84-17, "Problems W/Llquid Nitrogen Cooling 
Components Delow Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22533 336 24X Fiche 30-000,84/03/05.8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Letsons Learned From Insp* of 
Fire Protection Safe Shutdown Sy» " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) B4/03/07 Consolidated Edison Co of New 

York. Inc IlBpp 22633 049 24X Fiche 30-000, B4/03/07, B402090024 


8402090028 IE Info Notice 84-18, “Stress Corrosion Cracking In PWR 
Sys “ Svc list end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc IlBpp 22584 1 06 24X Fiche 30-000,84/03/07,8402090020 


8403120040 Requests NRC approval of proposed license amend dtd 040224 
by 040413, to permit initial visual insp of safety-related 
snubbers between 4 & 10 months after commencing power 
operation on 030613 

WILLIAMS, J W Florida Power S. Light Co 84/03/07 EISENHUT, D 0 
Division of Licensing ip 22990 318 24X Fiche 50-389,84/03/07, 

8403120040 


0402090031 IE Bulletin 04-02. “Failures of OE Type HFA Relays In Use in 
Clase IE Safety Sys " Svc list end 

DEYOUNQ, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fiche 50-000,84/03/12,8402090031 


8403290109 Ack receipt of 840309 ltr Informing NRC of step* taken to 
correct violations noted in IE insp Repts 50-335/83-43 St 
30-389/03-71 

DANCE, H C Division of Project V Resident Program* 84/03/19 
WILLIAMS, J W Florida Power t< Light Co lp 22Q07 001 24X 

Fiche 30-335,84/03/19,8403290109 


— 8403290114 Responds to NRC 840202 ltr re Violation* noted In IE Insp 
Repts 30-335/03-43 k 50-389/83-71 Corrective actions, all 
indexes reviewed against master copies t< procedure* in 
control room verified against Indexes 

WILLIAMS. J W Florida Power S< Light Co 84/03/09, O'REILLY. J P 
Region 2, Office of Director 2pp 22B07 002, 24X 

Fiche 30-335, 84/03/19. B403290109 


— 8403290124 Forward* IE Insp Rept* 50-335/83-43 t< 50-3B9/83-71 on 
831211-840110 k notice of violation 

DANCE, H C Division of Project & Resident Program* 84/02/10. 
WILLIAMS, J W Florida Power «< Light Co 2pp 22807 004 24X 
Fiche 50-333,84/03/19,8403290109 


— 8403290126 Notice of violation from insp on 831211-840110 

* Region 2, Office of Director 84/02/10 lp 22807- 006. 24X 

Fiche 50-333,84/03/19.8403290109 


— 8403290132 IE Insp Repts 30-335/03-43 t< 30-389/83-71 on 83 121 1-S401 10 
Violation identified, failure to maintain control room 
procedures in areas of administration, operation, emergent y it 
off-normal 

BIBB.H E. Region 2, Office of Director ELROD, 8 Division of 
Project k Resident Programs 04/02/09 4pp 22607 007 B4X 
Fiche 30-335,94/03/19.8403290109 


DOCKETED ITEMS 


275 


6402090043 IE Info Notice 84-19, "Two Event* Involving Unauthoriied 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 84/03/21 Const: 1 i (f a ted Edison Co of New 

York. Inc I23pp 22B23 229 24X Fiche 90-000,64/03/21,0402090043 


6402090044 IE Info Notice 64-20, "Svc Life of Relags in Saf e ty-Re la ted 
By* " Svc list end 

JORDAN, E, L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc I35pp 22933 001 24X Fiche 90-000,04/03/21,0402090044 


R Periodic opereting reports 8< related correspondence 


8403020033 Monthly operating repts for Jen 1984 W/940215 1 tr 

OR ANT, N W Florida Power b Light Co 04/01/31 i9pp 22442 233 

24X Fiche 30-000, B4/01/31 , B403020033 


6403300173 Forwards monthly opereting repts for Feb 1904 b corrected 
Page 1 of St Lucie Unit 2 monthly operating rept for 
Jan 1964 

WILLIAMS, J W Florida Power b Light Co 64/03/13 Office of 

Resource Management, Director lp 22619*263 24X 

Fiche* 30-000, 04/03/13, 6403300173 


— 6403300183 Monthly operating repts for Feb 1964 

ORANT, N W Florid* Power b Light Co 64/03/13 I6pp 22619 264 
24X Fiche 30-000, 84/03/19, S403300173 


— 8403300193 Corrected Page 1 of monthly operating rept for Jan 1984 
ORANT, N. W Florida Power & Light Co 04/02/lS ip 22619 280 
24X Fiche* 50-000, 64/03/13, 0403300173 


6 Reportable occurrences, LERs & related correspondence 


6403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Oimpel NP8-4 T!«T valve, to close, End ltr dtd 640203 
sent to listed utils GE notified of affected units in BUR 
p lants. 

THEROUX, R, R, Terry Corp 84/02/22. WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 90-000, 84/02/22, B403210032 


8403020238 LER 64-003-00 on 840(29, hi-hi steam generator level turbine 
trip occurred, reiui ting in reactor trip Caused by leakage 
through main feed regulating valve A Reactor started b plant 
returned to svc W/84022B ltr. 

WALLING, 0 E , WILLIAMS, J W Florida Power b Light Co 64/02/20, 

2pp. 22440091 24X Fiche. 30-309, 84/02/20, B403020256 


6403060390 LER 04-002-00 on B40130, hydrog »n analyier 2B b control room 
air conditioner HVA-3A unavailable for mode changes as 
required by Tech 0pecs. Caused by improper review b 
recordkeeping Personnel reinstructed W/840301 ltr 
MCLAUGHLIN, L , WILLIAMS, J W Florida Power b Light Co 84/02/29 
3pp. 22311 334, 24X Fiche 90-3B9, 84/02/29, 8403060390 


0403230026 Followup Part 21 rept re nuclear valve/actuator stroking 
time possibly lengthened beyond 13 s when using 
hydrocarbon-based lubricants, Ltri to affected utils end. 

WILSON, A, K. Henry Pratt Co 84/03/06 KEPPLER, J 0 Region 3, 
Office of Director, 6pp 22730 306 24X Fiche 30-000,04/03/08, 

8403230028. 


B403130033 LER 84-004-00* on 840209, while at 1007. power, main feedwater 
pump tripped due to low suction pressure, Caus » not 
determined Auxiliary feedwater pump 2C tripped due to 
transients on power supply. Nut pin replaced U/B40309 ltr 
PARKS, B , WILLIAMS, J W Florida Power b Light Co, 84/03/09 2pp 
22614 308 24X Fiche* 30-389, 84/03/09, 8403130033 


V. Operator Examinations 


84030B0164 Forwards request for site visits to conduct operator 
licensing exams requested in Generic Ltr 83-40. 

WILLIAMS, J W Florida Power b Light Co 84/03/01 EI8ENHUT, D 0 
Division of Licensing Spp 22359.293 24X Fiche 30-333,64/03/01, 

8403080164 


DOCKET 30-390 WAT T9 BAR NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents b correspondence 


8403060334 Notification of 840313-16 meetings w/util in Swee twater, TN 
to conduct confirmatory sits visit psr Section 13 6 of BRP 
(NURE0-0800) . 

KENYON, T. U., Licensing Branch 4 84/02/2B A DENS AM, E 0 Licensing 

Branch 4, 3pp 22332 317, 24X Fiche* 30-390, 84/02/28, B4Q3060334 


9403160247 Informs of 640327 meeting to discuss proposed responses 
to NRC questions on Rev 7 to topical OA program, per 
840302 teleon 

LEWIS, R C Region 2, Office of Director 04/O3/OB PARRIS. H 8 
Tennessee Valley Authority lp 22660 361 24X 

Fiche 90-000, 84/03/08, B403160247 


5403160373 Notifies of use of AShE Nuclear Components Code Case N32-4 
for hydrostatic testing of Class 3 embedded piping WC 
position re use of Code Case N32-4 requested 

MILLB, L M Tennessee Valley Authority 84/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ip 22660 014 24X 

Fiche 30-000,84/03/12,8403160373 


8403200225 Advises that similarity of Unit I b 2 173-ton polar crane 
verified by noting that cranes purchased under same contract 
w/same vendor, using identical procurement specs, per NUREQ- 
0612 b 840223 teleon 

MILLB, L M Tennessee Valley Authority 04/03/14 ADENBAM. E 
Licensing Dranch 4 2pp 22699 361 24X Fiche 90-390,84/03/14, 

8403200223 


0403260212 Forwards revised info re monorail paths, updating util 640206 
ltr responding to Generic Ltr 81-07 concerning NUREG-0612, 

"Control of Heavy Loads at Nuclear Power Plants “ Field 
investigation will be provided 1 month prior to fuel load 
MILLB, L M Tennessee Valley Authority 84/03/20 ADENSAM, E 
Licensing Dranch 4 2pp 22736 164 24X Fiche* 30-390, 04/03/20, 

8403260212 


8403260218 Forwards shift experience info, in response to Util Group on 
Operating Shift Experience request 

MILLS, L M Tennessee Valley Authority 84/03/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Bpp 22796 091 
24X Fiche 90-390, 84/03/20, 04032602 IB 


E NRC Safety Evaluation Report (SERI, suppls b correspondence 


6403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON. JM Division of Rules and Records 84/02/13 ANDERSON, 6 I 
Garvey, Schubert, Adams !< Barer 7pp 22383 226 24X 

Fiche 30-000, 84/02/ 13, B403080179. 


— 6003130793 Provides status of SER inputs b acceptance reviews for DL b 
CP applications Schedule should be met 

BURKE. W C Effluent Treatment Systems Branch 80/02/06 
KREGER, W E Assistant Director for Bite Analysis ip 1 22583 233 
24X Fiche, 30-000, 64/02/13, 8403080179 


840312Q179 Forwards Info supporting util position that implementation 
of addl insp criteria provides no addl increase in safety, 
par SER (NUREG-0847) 

MILLB, L M Tennessee Valley Authority 04/03/07 ADENSAM, E 
Licensing Branch 4 Spp 22390 209 24X Fiche 30-390,64/03/07, 

8403120179 


8403300036 Forwards responses to NRC 840214-16 audit findings re util 
equipment qua 1 if ication program, per NUREG-0847 (SER) W/B4 
oversize drawings Aperture cards are available in FOR 
MILLS, L. M Tennessee Val ley Authority 64/03/20 ADENSAM, E 
Licensing Dranch 4 13Gpp 22024 146 24X Fiche 30-390,64/03/20. 

0403300038 


8403270216 Forwards addl info re qualification of diesel generator 
auxiliary sys piping (8ER Open Item 13), in response to NRC 
840112 request. Diesel engine auxiliary sys acceptable, bated 
on GDC 1 requirements 

MILLS, L M Tennessee Valley Authority 04/03/21 ADENBAM, E, 
Licensing Branch 4 6pp 22770 239 24X Fiche 50-390,84/03/21, 

8403270218 


F Security, medical, emergency b fire protection plans 


6403070092 Submits second supplemental response to NRC ltr re 
violations noted in IE Insp Repts 30-390/62-20 b 
30-391 /B2-20 Corrective actions' fire protection actions 
will be complete by 840131 

KAMMER, D 9 Tennessee Va 1 1 ey Author i ty B3/U/29 O'REILLY, JP 
Region 2, Office of Dirsctor lp 22341 219 24X 

Fiche: 80-390, B3/1 1/29, 0403070092 


B4020903B0 Forwards Rev 2 to Procedure IP-10, "Medical Emergency 
Procedure" b Rev 3 to radiological emergency plan 
MILLS, L M, Tennessee Valley Authority 04/02/06 ADENBAM, E 
Licensing Branch 4 2pp 22161,136, Z4X Fiche 30-390,84/02/06, 
8402090380 



DOCKETED ITEMS 


>2090384 Rev 2 to Procedure IF-IO, "Medical Emergency Procedure 
IILLER.W A Tennessee Valley Authority 83/11/08 4pp 
5211.1 133 24X Fit he 50-390,84/02/06,8402090380 


140235 Rev 5 to Procedure IP-9, "Muscle Shoals Emergency Ctr 
^lamenting Procedures Document " 11/840213 Itr 

(WELL, R Tennessee Valley Authority 84/02/13 63pp 22519 023 
X FI che 50-000', 84/02/13, 8403060235 


320334 Forwards response to Informal questions re calculation of 
‘tlcal temp gradients, per Radiological Emergency Planning 
ncJi request Backup procedures will be limited to times 
n radiological emergency program procedures activated 
-LS, L H Tennessee Valley Authority 84/02/27 ADENSAH, E 
:«nslng Branch 4 4pp 22439 288 24X Fiche 50-390,84/02/27, 

>3020334 


)2023f> Forwards Rev 4 to physical security plan Rev withheld 
f 10CFR73 Bl) 

-LS.L M Tennessee Valley Authority 84/02/28 DEW TON, H R 
Ice Df Nuclear Reactor Regulation, Director Ip 22440 041 24/ 

:he 50-390, 84/02/28, 6403020234 


160147 Forwards revised effective pages to Knoxville Emergency Ctr, 
itral Emergency Control Ctr, DIv of Nuclear Power Emergency 
It Muscle Shoals Emergency Control Ctr emergency plan 
.lamenting procedures U/o Muscle Shoals pages 

.LS,L M Tennessee Valley Authority 84/02/28 Q'RErLLY, J P 
ion 2, Office of Director Ip 22516 165 24/ 

he 50-000,84/02/28,8403060147 


13060163 Revised list of effective pages to Knoxville Emergency Ctr 
imeTgency plan Implementing procedures 

Tennessee Valley Authority 84/02/06 Bpp 22516 166 24X 

lche 50-000,84/02/28, 84030601 47 


13060189 Revised list of effective pages to Central Emergency 
ontrol Ctr emergency plan implementing procedures 

Tennessee Valley Authority 84/02/06 Bpp 22516 174 24X 

r iche 50-000,84/02/28, B4030601 47 


13060206 Revised list of effective pages to Dlv of Nuclear Power 
Emergency Ctr emergency plan Implementing procedures 

Tennessee Valley Authority 94/02/06 4pp 22516 182 24X 

-*iche 50-000, B4/02/28, 8403060147 


,60209 Act receipt of 831230 Itr re emergency exercise scheduled 
June 1924 Scenario will he reviewed S, any addl comments 
details of exercise will be made by telephone to 9 Marks 
IRELLI.D M Division of Project U Resident Programs 84/03/02 
IRIS, H C Tennessee Valley Authority lp 22655 232 24X 

rhe 50-390,84/03/02.8403160209 


,60345 Eitends Invitation to attend region 8403)6 workshop at 
lonal ofc to discuss 10CFR50, App R requirements U recent 
lults of imp to help resolve misunderstandings associated 
'•qulrements 

JISiR C Division of Project 6 Resident Programs 84/03/02 
IRIEi H 0 Tennessee Valley Authority 2pp 22660 0 8 3 B4X 
:he 50-000,84/03/02.8403160345 


,60008 Forwards IE Inlp Rapt 50-390/04-17 on 840221-23 No 
tlatlons or deviations identified 

IRELLI.D M Division of Project S< Resident Programs 84/03/13 
IRI6, H G Tennessee Valley Authority Zpp 22655 171 24X 

rhe 50-390,84/03/13.8403160006 


>3160016 IE Insp Rept 50-390/B4-17 on 840221-23 No violations 
loted Major areas Inspected implementation status of 
security plan commitments Details withheld <ref 10CFR2 790 
73 21) 

'ODIN, W Region 2, Office of Director MCGUIRE, D R Division of 
Imergency Preparedness & Materials Safety 84/03/12 lp 
12655 173 24X Fiche 30-390,84/03/13,8403160008 


(70145 Rev 5 to radiological emergency plan updating agreement ltr 
iQE, turret ting filing error lor agreement ltr u/Rhea 
mty Ambulance Svc H/84032 1 ltr. 

LS.L M Tennessee Valley Authority 84/03/21 ADENSAH, E 
erasing Branch 4 Mpp 22769 122 24X Fiche 30-390.84/03/21, 

■3270145 


suranre & indemnity information 


60277 Forwards Endorsement 23 to MEL I A Policy NF-236 
K,J R Marsh S< McLennan. Inc 84/02/28 S ALT Z MAN, J Assistant 

ector for State 6 Licensee Relations 2pp 22317 043 24X 

he 50-390.84/02/29,8403060277 


Q Inspection reports, IE Bulletins 6 correspondence 


0403070 230 Suppls response to NRC 620707 ltr re violation* noted in 
IE Insp Regt* 30-390/62-16 8, 50-391/62-15 Corrective 
actions operational OA evaluator resources increased by 50% 

MILLS, L M Tennessee Valley Authority 93/09/09 O'REILLY, J P 
Region 2, Office of Director 4pp 22341 304 24X 

Fiche 50-390,63/09/09.9403070230 


0403070233 Suppls response to NRC 820027 ltr re deviations noted in IE 
Insp Repts 50-390/82-29 «< 50-391/62-26 Corrective actions 
piping drawings of reactor 6 auxiliary bldgs completed 
B 30901 

MILLS, L H Tennessee Valley Authority 03/10/19 O'REILLY, J P 
Region 2, Office of Director lp 22341 309 24X 

Fiche 30-390.63/10/ 19. B403070235 


0403070245 Suppls response to NRC B21109 ltr re violation* noted in 
IE Insp Repts 50-390/82-05 L 50-391/82-03 Corrective 
actions will be completed by B3I212 for Unit 1 !< 940109 for 
Unit 2 

MILLS, L M Tennessee Valley Authority B3/11/01 O'REILLY, J P 
Region 2. Office of Director lp 22547 293 24X 

Fiche 30-390.83/11/01.8403070245 


8403070092 Submits second supplemental response to NSC ltr re 
violations noted In IE Insp Rept* 50-390/82-20 t, 

30-391/82-20 Corrective actions fire protection actions 
will be complete by 840131 

HAMMER, D 8 Tennessee Valley Authority 83/11/29 O'RErLLY, J P 
Region 2. Office of Director lp. 22341 219 24X 

Fiche 30-390,83/11/29.8403070092 


0403160201 Forwards IE Insp Repts 30-390/84-04 U 30-391/84-04 on 
840123-25 No violations or deviations Identified 

VERRELLI.D M Division of Project & Resident Program* 84/02/14, 
FARRIS, H G Tennessee Valley Authority 2pp 22653 342 24X 

Fiche 50-390.84/02/14.8403160201 


— 8403160202 IE Insp Repts 50-390/84-04 it 30-391/84-04 on 940123-23 No 
violations or deviations Identified Major areas inspected’ 
preoperat lonal radiological effluent S< environ monitoring 
programs, program mgt U administrative controls 

CUNNINGHAM, A L Region 2. Office of Director MONTQOMERY, D M 
Division of Engineering *, Operational Program* B4/02/10 3pp 
22655 344 24X Fiche 30-390,84/02/14,8403160201 


9403 1 602 1 4 Forward* IE Insp Repts 50-390/03-36 it 50-391/83-44 on 
831223-840120 No violations or deviations Identified 
VERRELLI.D M Division of Project t. Resident Programs 04/02/17 
PARRIS, H 0 Tennessee Valley Authority Bpp 22661 067. 24X 

Fiche 50-390.04/02/17,6403160214 


— 0403160222 IE Insp Repts 50-390/83-96 it 30-391/03-44 on B3 1 223-840 1 20 
No violation or deviations 1 den t i f led, Ma jor areas inspected, 
action on previous enforcement matters U imp 1 1 ems, f o 1 1 owup 
on licensee identified items 6 verification of as-bullte. 

SHYWLOCK.M B , SWAN, W B. , HOLLAND, W E Region 2, Office of 

Director 04/02/16 9pp 22661 069 24X FI c h •’ 30-390. 84/02/ 1 7, 

8403160214 


8403160237 Forward* IE Insp Rept 3Q-390/a4-09 on 840130-0203 No 
violations or deviations noted 

VERRELLI.D M Division of Project 6 Resident Programs 84/02/27 
PARRIS, H Q Tennessee Valley Authority 2pp 22660 3 1 5 24X 

Fiche- 50-39 D, 04/02/27. 8403160237 


-B4O316O240 IE Insp Rept 50-390/84-09 on 840130-0203 No violations or 
dsviatlons noted Major areas Inspected const status & 
a %-bv lit configuration for radioactive resin transfer sys L 
preoperat tonal testing of rad waste sy*. 

HDSEY.C M Region 2. Office of Director BARR, K P Division of 

Engineering & Operational Programs 84/02/23 Bpp 22660.317 

24X Fiche 30-390,84/02/27,8403160237 


84011 90072 IE Info Notice 84-13. '’Potential Deficiency in Motor 
□perated Valve Control Circuits & Annunciation " Svc list 
enc 1, 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response <Post 830103) 84/02/20 Consolidated Edison Co of New 

York, Inc 115pp 22909 239 H4X Fiche 30-000. 84/02/29, 8401 190072 


8403290201 Forward! IE Insp Repts 30-390/04-06 it 50-391/04-06 on 
940130-0203 No violations or deviations Identified 
VERRELLI.D M Division of Project U Resident Programs 84/03/01, 
PARRIS, H O Tennessee Valley Authority 2pp 22003,294 24X 

Fiche 50-390,94/03/01,8403290201 
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— 0403290209 IE Insp Repts 30-390/B4-06 U 30-391/04-06 on 840130-0203 No 
violations or deviations noted Major areas Inspected 
preoperational test program, te st program implementation fc 
licensee action on previous enforcement matters 
THOMAS, M Region 2, Office of Director JAPE, F Division of 
Engineering it Operational Programs 84/02/27 5pp 22003 296 
24 X Fiche 30-390,84/03/01,8403290201 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Rev* bg DOT t, NRC “ Svc list enc 1 

GRACE, J N Division of QA, Safeguards & Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp. 22332329 34X Fiche 30-000,84/03/02,8402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler 8ys 
Valves to Operate “ svc list end 

JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Past 8301031 84/03/02 Consolidated Edison Co of New 

York, Inc I22pp 22333 098 24X Fiche 30-000,84/03/02,8402090008 


6402090009 IE Info Notice 84-13, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp, 22533 217. 24X Fiche 30-000,84/03/02,8402090009 


0402090011 IE info Notice 84-17, "Problems W/Liquid Nitrogen Coaling 
Components Below Nil Ductility Temp " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post B301031 84/03/05 Consolidated Edison Co of New 

York, Inc 1 1 7pp 22333 336 24X Fiche 50-000, 04/03/03, 040209001 1 


0403160330 Ack receipt of B40Z22 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-390/84-01 
t< 30-391/84-01 

VERREL.Lt i D M Division of Project It Resident Programs. 84/03/05 
PARRIS, HO. Tennessee Valley Authority. Ip 22660 166 24X 

Fiche 30-390,84/03/03,8403160350 


— B403160364 Responds to NRC 840123 ltr re violations noted in IE Insp 
Repts 50-390/84-01 & 30-391/84-01 Corrective actions 
deficiencies documented in Nonconformance Rept 3307 which 
require rework per design drawings & vendor catalogs 
MILLS, L M Tennessee Valley Authority 84/02/22 O'REILLY. J P 
Region 2, Office of Director. 3pp 22660 167 24X 

Fiche 30-390,84/03/03,8403160330 


— 0403160374 Forwards IE Insp Rept* 30-390/04-01 U 30-391 /B4-0I on 
640103-06 & notice of violation 

VERRELLI, D M Division of Project & Resident Programs 84/01/23 
PARRIS, H 0 Tennessee Valley Authority 2pp 22660 169 24X 

Fiche 50-390,84/03/03,8403160350 


— B403160378 Notice of Violation from insp on 040103-06 

* Region 2, Office of Director 84/01/19 Ip 22660 171 24X 

Fiche 30-390,84/03/03,8403160330 


— 8403160383 IE Insp Repts 30-390/84-01 t> 30-391/04-01 on 840103-06 
Violation noted failure to fallow procedures for hanger 
insp- 

LlUrW C Region 2, Office of Director BLAKE, J J Division of 
Engineering it Operational Programs 04/01/19 3pp 22660 172 
24X Fiche 30-390,84/03/03,8403160330 


8403290042 Forwards IE insp Rept 30-390/84-10 on 840206-10 No 
violations or deviations noted 

VERRELLI, D II Division of Project it Resident Programs 84/03/06 
PARRIS, HO Tennessee Valley Authority 2pp 22806 252. 24X 

rich*. 30-390, 84/03/06, 8403290042 


— B 4032900 30 IE Insp Rept 30-390/04-10 on 840206-10 No violation* or 
deviations noted. Major areas inspected review of lab <3C 
program, revl ew of procedure* it ins true t lone, fee 1 1 i tie s, 
equipment it capability tests. 

TROUP. Q L Region 2, Office of Director MONTGOMERY , D Division 
of Engineering it Operational Programs 84/02/27 llpp 
22806:234 24X Fiche 30-390,04/03/06,8403290042 


0402090024 IE Jnfo Notice B4-09, Rev 1, "Leeson* Learned From Insp* of 
Fire Protection Safe Shutdown Sye 11 Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) B4/03/07. Consolidated Edison Co. of New 

York, Inc liSpp 22633,049 24X Fiche. 30-000, 84/03/07, S402090024 


8402090020 IE Info Notice 84-18, “Stress Corrosion Cracking in PWR 
By*, " Svc list end 

JORDAN, E L Division of Emergency Preparedness *< Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22384’ 106 24X Fiche 30-000, B4/O3/07, 0402090028 


8402090031 IE Bulletin 84-02, "Failures of GE Type UFA Relays in Use 
Class IE Safety Bys " Svc list enc) 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison* Co of New York. Inc 

134pp 22823 094 24X Fiche 50-000,84/03/12,8402090031 


0403160008 Forwards IE Insp Rept 50-390/B4-I7 on 840221-23 f-lo 
violations or deviations Identified 

VERRELLI, D M Division of Project t. Resident Programs 84/03/13 
PARRIS, H S Tennessee Valley Authority 2pp 22653 171 24X 

Fiche 30-390,84/03/13,8403160003 


— 8403160016 IE Insp Rept 30-390/64-17 on 840221-23 No violations 
noted Major areas inspected implementation status of 
security plan commitments Details withheld (ref 10CFR2 790 
t, 73 21 > 

TOBIN, U Region 2. Office of Director MCGUIRE. D R Division of 
Emergency Preparedness It Materials Safety B4/03/12 Ip 
22633 173 24X Fiche 50-390,64/03/13,8403160008 


0403160271 Forwards IE Insp Rpets 50-390/84-03 6 50-391/84-03 on 
840117 -20 * 24-27 No violations or deviations identified 
VERRELLI, D M Division of Project it Resident Program* 64/03/15 
PARRIB, H 0 Tennessee Valley Authority 2pp 22660 351. 24X 

Fiche 50-390,04/03/15,8403160271 


— 9403160279 IE Insp Repts 50-390/84-03 b 50-391/84-03 on 840117-20 6 
24-27 No violations or deviations identified Major araas 
inspected Independent insp effort S, followup on licensee 
identified items, unreso lva d Items it IE bulletins 

COLEY. J L Region 2, Office of Director BLAKE. J J Division of 
Engineering St Operational Programs 84/02/13 Bpp 22660 353 
24X Fiche 50-390,84/03/13,8403160271 


B402090043 IE Info Notice 84-19, "Two Events Involving Unaut hori ■ e d 
Entries Into PWR Reactor Cavities " Svc list end. 

JORDAN. E L Division of Emergency Preparedness t Engineering 
Response (Post 630103) 84/03/21 Consolidated Edison Co of Neu 

York, Inc 123pp 22823 229 24X Fi c he 30-000. B4 /03/ 21 , 8402090043 


8402090044 IE Info Notice 64-20. "8vc Life of Relays In Safety-Related 
Sys 11 Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 83-0103) 84/03/21 Consolidated Edison Co of New 

York. Inc 13Spp 22933 001 24X Fiche 30-000,84/03/21,8402090044 


R Periodic operating reports & related correspondence 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1984 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
p tanning 1 ssues 

DIRCK8, W J Office of the Executive Director for Operations 
84/02/21 PALLADINO Commissioners 9pp 22492 083 24X 

Fiche 50-000,84/02/21,8403020443 


S Reportable occurrences, LERs u related correspondence 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, 01 mpel NPS-4 Tt«T valve, to close Enel ltr d td 040203 
sent to listed utils CE notified of affected unit* in BUR 
plants. 

THEROUX. RR Terry Cotp 04/02/22 WOODRUFF, RW Director's 

Office, Office of Inspection and Enforcement 6pp 22706.327 24X 

Fiche 50-000,84/02/22.0403210032 


B4030 1 0339 Second interim deficiency rept re environ qual 1 f i cation 
of mechancla) equipment Initially reported on 831109 
Conifltion not reportable per 10CFR30 35(e) Next rept to be 
submitted by B40330 

MILLS, L M Tennessee Valley Authority 84/02/23 Q 'RE ILLY, J P 
Region 2, Office of Director 3pp 22432 32i 24X 

Fiche 50-390,04/02/23.8403010339 


8403090030 Final deficiency rept re live loads not considered in 
concrete partition wall design Initially reported on 831213 
Program established to determine walls requiring structural 
restraints Typical support drawings revised 

MILLS, L M Tennessee Valley Authority 84/02/28, O'REILLY, J P 
Region 2, Office of Director 3pp 22S75 360 24X 

Fiche. 50-390, 84/02/28, 0403090030 


8403090206 First interim deficiency rept re improper design load* for 
base plates it anchor bolts Initially reported on 840131 Two 
supports under evaluation using flexible plate analysis Next 
rept will he submitted by 840416 

M rLLB, L M Tennessee Valley Authority 84/02/28 O'REILLY, JP 
Region 2, Office of Director 2pp 22374 326 24X 

Fiche 50-390. 84/02/28. B4 03090206 
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8403070174 Second interim deficiency rept re alteration of fire doors t, 
frames w/o engineering design approval Initially reported on 
841114 Altered fire-rated doors replaced or repaired Next 
rept expected by B40413 

MILLS. |_ M Tennessee Valley Authority 04/02/39 O'REILLY.J P 
Region 0, Office of Director 2pp 22530 349 24X 

Fiche 50-390,84/02/29.0403070174 


8403070286 Final deficiency rept re Parsons-Peebles emergency diesel 
generator 20-B rear tearing problem Initially reported on 
830627 Generator repaired to be used as spare Also reported 
per Part 21 

MILLS. L M Tennessee Valley Authority 04/02/29 O'REILLY.J P 
Region 2. Office of Director 4pp 22546 224 24x 

Fiche 50-390.04/02/29.0403070286 


B403150127 Final deficiency rept re temp of Class IE medium voltage 
cables in cable trays Initially reported an 840110 
Conditions not reportable per IOCFR50 55<e) 

MILLS, L M Tennessee Valley Authority 04/03/05 O'REILLY.J P 
Region 2, Office of Director 2pp 22640 315 24X 

Fiche 50-390,84/03/05,0403130127 


8403190054 Final deficiency rept re loading on diesel generator for 
LDCA L blackout causing unacceptable frequency transient 
Initially reported on 831107. Mods made to all four diesel 
generator load sequences increasing sequence time 
MJLLS.L M Tennessee Valley Authority 84/03/00 O'REILLY.J P 
Region 2, Office of Director 3pp 22666 125 24X 

Fiche 30-390, 04 /O3/O0, 8403 1 900 54 


8403190099 Suppls info to 831017 final deficiency rept re supports not 
designed or modified as required by engineering change 
notice Initially reported on 830118 Design & subsequent 
const will be completed by 040517 

MILLS, L M Tennessee Valley Authority B4/O3/O0 O'REILLY.J P 
Region 2, Office of Director. Ip 22669 304 24X 

Fiche 30-390,84/03/08,0403190099 


8403i9033B First Interim deficiency rept re Installed supports not in 
agreement w/Wes t inghouse requirements Initially reported on 
840810 Pressurlier surge line support designs updated 
Investigation in progress Next rept by 840420 

MILLS, L K Tennessee Valley Authority 04/03/00 O'REILLY.J P 
Region 2. Office of Director 2pp 22673 310 24X 

Fiche 50-390.84/03/00,8403190350 


DOCKET 30-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A Application/construction stage documents &• correspondence 


8403060334 Notification of 040313-16 meetings w/util in Sweo twater. "TN 
to conduct confirmatory site visit per Section 13 6 of 8RP 
(NUREQ-0B00) 

KENYON, T J Licensing Branch 4 84/02/28 A DENS AM, E 0 Licensing 

Branch 4 3pp 22552 317 24X Fiche 50-390. 84/02/20, B403060334 


8403160247 Informs of 840327 meeting to discuss proposed responses 
to NRC questions on Rev 7 to topical GA program, per 
040302 telcon 

LEWIS. R C Region 2. Office of Director 84/03/08 PARRIS. H 0 
Tennessee Valley Authority ip 22660 361 24X 

Fiche 50-000,04/03/08,8403160247 


0403160373 Notifies of use of AShE Nuclear Components Code Case N32-4 
for hydrostatic testing of Class 3 embedded piping NRC 
position re use of Code Case N32-4 requested 

MILLS, L M Tennessee Valley Authority 04/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 22660 014 24X 

Fiche 50-000,04/03/12.8403160373 


0403200225 Advises that similarity of Unit 162 173-ton polar crane 
verified by noting that cranes purchased under same contract 
ui/sam» vendor, using identical procurement speciiper NUREO- 
0612 (, 840223 telcon 

MILLS, L M Tennessee Valley Authority 04/03/14 ADEN8AM, E 
Licensing Branch 4 2pp 22699 361 24X Fiche 30-390,84/03/14, 

0403200225 


8403260212 Forwards revised info re monorail pa ths, up da t ing util 840206 
ltr responding to Oenerlc Ltr 81-07 concerning NUREG-0612. 

"Control of Heavy Loads at Nuclear Power Plants " Field 
investigation will be provided 1 month prior to fuel load 
MILLS. L M Tennessee Val ley Authority 84/03/20 ADEN8AM, E 
Licensing Branch 4 2pp 22756 164 24X Fiche 30-390,84/03/20, 

8403260212 


8403260210 Forwards shift experience info, in response to Util Group on 
Operating Shift Experience request 

MILLS, L M Tennessee Valley Authority 84/03/20 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 8pp 22736 091 
24X Fiche 50-390,04/03/20,8403260218 


84032100B6 Final deficiency rept re fire damper fusible links Initially 
reported on 040214 All existing fusible links will be 
replaced u/higher temp fusible links that can withstand 
temps occurring during high energy line break 

MILLS, L M Tennessee Valley Authority 04/03/13 O'REILLY.J P 
Region 2, Office of Director 2pp 22705 007 24X 

Fiche 50-390,84/03/13,8403210006 


8403210037 Final deficiency rept re operating conditions used in piping 
analysis Initially reported on 820518 Pipe stresses for test 
runs within ASME Code allowables Flanges, nox i les & supports 
qualified Documentation will be completed by B60131 
MILLS, L M Tennessee Valley Authority 04/03/13 O'REILLY.J P 
Region 2, Office of Director 6pp 22707 005 24X 

Fiche' 30-390, 84 /03/ 1 5, 8403210037 


E NRC Safety Evaluation Report iSER), suppls 6 correspondence 


8403080179 Fourth partial response to F01A request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 31 Review of 
add 1 documents sub j to request continuing 

FELTON, J M Division of Rules and Records 04/02/13 ANDERSON, B 1 
Garvey, Schubert, Adams 6 Barer 7pp 22303 226 24X 

Fiche 30-000,04/02/13,0403000179 


— 0003130793 Provides status of 8ER Inputs 6 acceptance review* for DL U 
CP applications Schedule should be met 

BURKE, W C Effluent Treatment Systems Branch B0/02/06 
KREOER, W E Assistant Director for Site Analysis lp 22383 233 
24 X Fiche 50-000,04/02/13,0403080179 


B4Q3B1Q066 First interim deficiency rept re Target Rock solenoid valves 
on post-accident: sampling facility not meeting backpressure 
requirements Initially reported on 040213 Engineering change 
notices being issued Next rept by 840423 

MILLS, L M Tennessee Valley Authority 04/03/15 D'HEILLYiJ P 
Region 2, Office of Director 2pp 22704 355 24X 

Fiche. 30-390. 04/03/15, 0403210066 


0403120179 Forwards Info supporting util 
□f add! lnsp criteria provides no addl 
per SER (NUREfl-00471 

MILLS, L M Tennessee Valley Authority 
Licensing Branch 4 3pp 82590 203 
0403120179 


position that implementation 
Increase in safety, 

B4/03/07 ADENSAM, E 
24 X Fiche 30-390,04/03/07, 


9403300109 First Interim deficiency rept re new defects in Barton 
pressor* transmitters supplied by Westlnghouse Initially 
reported on 840283 uestinghouse will define corrective 
action by S40331 Also reportable under Part 21, 

MILLS, L M Tennessee Valley Authority 84/03/22 O'REILLY.J P 
Region 2 , Office of Director 2pp 22B2I 223 24x 

Fiche 50-390,84/03/22,0403300109 


V Operator Examinations 


9403260210 Forwards shift experience info, in response to Util Group on 
Operating Shift Experience request 

MILLS. L M Tennessee Valley Authority B4/03/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director app 22736 091 
24X Fiche 30-390,04/03/20.8403260218 


8403300038 Forwards responses to NRC 840214-16 audit findings re util 
equipment qual if icatlon program, per NURE0-0847 C8ER) W/04 
overtire drawings Aperture card* are available in PDR 
MILLBiLM Tennessee Valley Authority. 84/03/20 ADENSAM. E. 
Licensing Branch 4 13Bpp 22S24 146 24X Fiche 30-390, B4/03/20, 

8403300030 


8403270210 Forwards addl info re qualification of diesel generator 
auxiliary sys piping (SER Open Item 13), in response to NRC 
040112 request Diesel engine auxiliary sys accep tab le, based 
on ODC 1 requirements 

MILLB. L M Tennessee Valley Authority 84/03/21 ADENBAM, E 
Licensing Branch 4 6pp 22770 239 24X Fiche 30-390,84/03/21. 

0403270210 
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F security, medical* emergency t fire protection plans 


8403070092 Submits second supplemental response to NRG Hr re 
violations noted in IE Insp Repts 30-390/82-20 8< 

30-391/02-20 Corrective actions fiTB protection actions 
will be complete by 840131 

HAMMER, D 8 Tennessee Vallay Authority B3/11/29 O'REILLY, JP 
Region 2, Office of Director Ip 22341 219 24X 

Fiche SO-390, 83/11/29, 8403070092 


6402090380 Forwards Rev 2 to Procedure IP-10, "Medical Emergency 
Procedure" t< Rev 3 to radiological emergency plan 
MILLS. L M Tennessee Valley Authority 84/02/06 ADENSAM. E 
Licensing Branch 4 2pp 22161 136 24X Fiche 30—390, 84/02/06, 

0402090380 


— 8402090384 Rev 2 to Procedure IP-10, "Medical Emergency Procedure " 
MILLER, W A Tennessee Valley Authority 83/11/08 4pp 
22161 130 24 X Fiche 50-390,84/02/06,8402090300 


8403060233 Rev 3 to Procedure IP-9, "Muscle Shoals Emergency Ctr 
Implementing Procedures Document “ W/S40213 ltr 

MAXWELL, R T»nn#**ee Valley Authority 84/02/13 63pp. 22318 023 

24X Fiche 30-000,04/02/13,8403060233 


8403020334 Forwards response to informal questions re calculation of 
vertical temp gradients, per Radiological Emergency Planning 
Branch request Backup procedures will he limited to times 
when radiological emergency program procedures activated. 

MILLS, L K Tennessee Valley Authority 84/02/27 ADENSAM. E 
Licensing Drench 4 4pp, 22439 20B 24X Fiche 30-390,84/02/27, 

8403020334 


B403020236 Forwards Rev 4 to physical security plan Rev withheld 
(ref 10CFR73 21 > 

MILLS, L M Tennessee Valley Authority 04/02/28 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 22440 041 24X 

Fiche - 50-390, 84/02/28,8403020236 


8403060147 Forwards revised effective pages to Knoxville Emergency Ctr, 
Central Emergency Control ctT,Div of Nuclear Power Emergency 
Ctr Si Muscle Shoals Emergency Control Ctr emergency plan 
implementing procedures M/o Muscle Shoals pages 

MILLS, L K Tennessee Valley Authority 84/02/20 O'RETLLYiJ P 
Region 2, Office of Director lp 22316 163 24X 

Fiche 30-000,84/02/28,8403060147 


— 0403060163 Revised list of effective pages to KnoiVills Emergency Ctr 
emergency plan implementing procedures 

• Tennessee Valley Authority 84/02/06 Bpp 22516 166 24X 

Fiche 50-000, 84/02/2B, 8403060147 


— 8403060189 Revised list of effective pages to Central Emergency 
Control Ctr emergency plan Implementing procedures 
* Tennessee Valley Authority 04/02/06 Spp 22516 174 24X 

Fiche 30-000, 84/02/2B, 0403040147 


— 0403060206 Revised list of effective pages to Div of Nuclear Power 
Emergency Ctr emergency plan implementing procedures 
* Tennessee Valley Authority 84/02/06 4pp 22316. 102 24X 

Fiche - 30-000, 84/02/28, 8403060147 


0403160209 Ack receipt of 831230 ltr re emergency exercise scheduled 
for June 1984 Scenario will be reviewed 6 any addl comments 
on dstatls of exercise will he made by telephone to 8 Mark* 
VERRELLI, D M Division of Project (t Resident Program* B4/D3/02 
PARR IB, H 0 Tennessee Valley Authority lp 22633:232 24X 

Fiche: 30-390. 84/03/02, 8403160209 


8403160345 Extends invitation to attend region 840316 workshop at 
regional ofc to discus* 10CFR50,App R requirement* (i recent 
results of insp to help resolve mi sunders tendings associated 
w/rayui remen ts 

LEWIS, R C Division of Project it Resident Programs 84/03/02 
PARRIS, H 0 Tennesses Valley Authority 2pp 22660 083 24X 

Fleh*. 80-000,84/03/02, 8403160343 


0403270149 Rev S to radiological emergency plan updating agreement ltr 
u/DOC, correcting filing error for agreement ltr w/Rhea 
County Ambulance Svc W/B40321 ltr. 

MILLBiLM Tennessee Valley Authority 84/03/21 ADENSAM. E. 
Licensing Branch 4. llpp 22769 122 24X Fiche - 90-390, B4/03/21, 

84032 70145 


J Insurance 6 Indemnity information 


8403060277 Forwards Endorsement 25 to NELIA Policy NF-236 

DUCK, J R Marsh b McLennan, Inc 84/02/20 8 ALT 2 MAN, J Assistant 

Director for State 1 Licensee Relations 2pp 22317 045 24X 

FI Che 30-390, 84/02/28, B403060277 


O Inspection reports, IE Bulletins 6 correspondence 


8403070230 Suppls response to NRC 820707 ltr re violations noted in 
IE Insp Repts 50 - 390 /B 2 - 1 S & 50-391/02-13 Corrective 
actions operational QA evaluator resources increased by SOX 
MILLS, L M Tennessee Valley Authority 83/09/09 O'REILLY, J P 
Region 2, Office of Director 4pp 22541 304 24X 

Fiche 30-390, 03/09/09, 8403070230 


8403070239 Suppls response to NRC B20827 ltr re deviation* noted in IF 
Insp Repts 50-390/82-29 t< 50-391/82-26 Corrective actions 
piping drawings of reactor b auxiliary bldgs completed 
830901 

MILLS, L M Tennessee Valley Authority 83/10/19 O'REILLY, J P 
Region 2, Office of Director ip 82541 309 24X 

Ficho 50-390,03/10/19.8403070233 


8403070249 Suppls response to NRC 821109 ltr re violations noted in 
IE Insp Repts 50-390/82-05 6 50-391/82-03 Corrective 
actions will be completed by 031212 for Unit i 6 840109 for 
Unit 2 

MILLS, L M Tennessee Valley Authority 83/11/01 O'REILLY. JP 
Region 2, Office Of Director lp 22347 295 24X 

Fiche 30-390,83/11/01,8403070245 


0403070092 Submits second supplemental response to NRC ltr re 
violations noted in IE Insp Repts 50-370/82-20 It 
30-391/02-20 Corrective actions fire protection actions 
will be complete by 040131 

HAMMER, 0 S Tennessee Valley Authority 83/11/29 O'REILLY. J P 
Region 2, Office of Director Ip 22541 219 24X 

Fiche 50-390,83/11/29,0403070092 


B403 1 6020 1 Forwards IE Insp Repts 30-390/84-04 it 50-391/84-04 on 
040123-23 No violations or deviations identified 

VERRELLI, D M Division of Project !, Resident Programs 84/02/14 
PARRIS, H G Tennessee Valley Authority 2pp 22653 342 24X 

Fiche 30-390,84/02/14,0403160201 


— 0403160202 IE Insp RBptfl 30-390/84-04 It 30-391/84-04 on 840123-25 No 
violation* or deviations identified Major areas inspected 
preop eratlonal radiological effluent t< environ monitoring 
programs, program mgt 6 adm inistrative controls 

CUNNINGHAM, A L Region 2, Office of Director MONTGOMERY, D M 
Division of Engineering it Operational Programs B4/02/IO 5pp 
226S3 344 24X Fiche 50-390,84/02/14,840316020! 


8403160214 Forward* IE Insp Repts 30-390/83-36 S< 30-391/83-44 on 
031225-840120 No Violations or deviation* identified 
VERRELLI, D M Division of Project it Resident Programs B4/02/17 
PARRIS, H 0 Tennessee Valley Authority 2pp 22661 067 24X 

Fiche 30-390,84/02/17.8403160214 


— 0403160222 IE In*P Repts 50-390/83-36 it 30-391/83-44 on 831229-840120 
No violation or deviation* identified Major area* inspected 
action on previous enforcement matters 6 insp i terns, fo 11 owup 
on licensee identified items 6 verification of as-builts 
SHYMLOCK. tt B , SWAN, W 0 , HOLLAND, W E Region 2. Office of 

Director 04/02/16 9pp 22661 069 24X Fiche 30-390,84/02/17. 

0403160214 


0401190072 IE Info Notice 84-13, “Potential Deficiency in Motor 
Operated Vaive Control Circuits 6 Annunciation " Svc list 
and 

JORDAN, E L Division of Emergency Preparedness t Engineering 
Response (Post 8301031 84/02/28 Consolidated Edison Co of New 

York. Inc 1 13pf 22909 239 24X Fiche 50-000, 84/02/28, 0401 190072 


0403290201 Forwards IE Insp Repts 50-390/84-06 it 30-391/04-06 on 
040130-0203 No violations or deviations identified 
VERRELLI, D M Division of Project it Resident Programs 04/03/01 
PARRIS, H 0 Tennessee Valley Authority 2pp 22803 294 24X 

Fiche 30-390,84/03/01,8403290201 


— 0403290209 IE Insp Repts 50-390/84-06 & 30-391/84-06 on 840130-0203 No 
violations or deviation* noted Major areas inspected 
preoper at ional test program, test program implementation & 
licensee action on previous enforcement matters 
THOMAS, M Region 2, Office of Director JAPE, F Division of 
Engineering & Operational Programs 84/02/27 Spp 22803 296 
24 X Fiche 50-390,84/03/01,0403290201 


0402090007 IE Info Notice B4-14, "Highlights of Recent Transport 
Regulatory Rev* by DOT b NRC " Svc list end 

ORACE. J N Division of QA. Safeguards 6 Inspection Programs (Post 
030103 ) 34/03/02 Consolidated Edison Co of New York, Inc 

130pp 22332 329. 24 X Fiche 30-000, 84/03/02, B402090007 


8402090003 IE Info Notice B4-16. "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc I22pp 22353 098 24X Fiche 30-000, B4/03/02. B40209000S 
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84Q209QQ09 IE Info Notice 84—13, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness ii Engineering 
Response (Post 030103) 94/03/02 Consolidated Edison Co of New 

York. Inc I19pp 22333 217 24X Fiche 30-000. 84/03/02. 0402090009 


040209001 1 IE Info Notice 84-17, “Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp ” Svc list end 
JORDAN. E L Division of Emergency Preparedness {, Engineering 
Response (Post 930103) 94/03/03 Consolidated Edison Co Df New 

York. Inc U7pp 22933 336 24X Fiche 30-000.84/03/03.8402090011 


0403160330 Ack receipt of 940222 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/04-01 
S> 50-391/84-01 

VERRELLI.D M Division of Project L Resident Programe 04/03/03 
PARRIB. H 0 Tennessee Valley Authority Ip 22660 166 24X 

Fiche. 30-390. 84/03/03. 0403160330 


— 9403160364 Responds to NRC 840123 ltr re violations noted In IE Insp 
Repts 30-390/B4-01 Si 30-39I/B4-0I Corrective actions 
deficiencies documented in Nonconformance Rept 3307 which 
require rework per design drawings St vendor catalogs 
MULE. L H Tennessee Valley Authority 84/02/22 O'REILLY. JP 
Region 2. Office of Director 3pp. 22660 167 24X 

Fiche 30-390,84/03/03,9403160390 


—9403160374 Forwards IE Insp Repts 50-390/84-01 S. 90-391/B4-01 on 
940103-06 it notice of violation 

VERRELLI.DM Division of Project 8, Resident Programs 84/01/23 
PARRIS. H 0 Tennessee Valley Authority 2pp 22660 169 24X 

Fiche 50-390,84/03/05,0403160350 


— B40316037B Notice of violation from insp On 040103-06 

* Region 2, office of Director 84/01/19 ip 22660 171 24X 

Fiche 30-390, B4/03/05, B4031 60350 


—9403160393 IE Insp Repts 30-390/84-01 St 90-391/84-01 on 040103-06 
Violation noted failure to follow procedures for hanger 
Insp 

LIU.W C Region 2, Office of Director BLAKE. J J Division of 
Engineering !< Operational Programs 84/01/19 5pp 22660 172 
24X Fiche 90-390,04/03/05,8403160350 


9402090024 IE Info Notice 94-09. Rev 1. "Lessons Learned From Insps of 
Fire Protection Bafe Shutdown Sy s * Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 930103) 94/03/07 Consolidated Edison Co of New 

York. Inc UBpp 22633 049 24X Fiche 30-000, 04/03/07, 8402090024 


0402090029 IE Info Notice B4-I8i "Stress Corrosion Cracking in PWR 
By s " Svc list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 930103) 04/03/07 Consolidated Edison Co of New 

York. Inc IlSpp 229B4 1S6 24X Fiche 90-000.34/03/07,0402090028 


9402090031 IE Bulletin 94-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEYQUND, R C Director's Office, Office of Inspection and 
Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 
134pp 22023,094 B4X Fiche 50-000,04/03/12,8402090031 


0403160271 Forwards IE Insp Rpets 50-390/84-03 S, 90-391/84-03 on 
840117-20 U 24-27 No violations or deviations identified 
VERRELLI.D H Division of Project Si Resident Programs 04/03/15 
PARRIB.H 0 Tennessee Valley Authority 2pp 22660 391 24X 

Fiche 30-390,04/03/13,0403160271 


— 8403160279 IE Inep Repts 50-39O/a4-03 Si 90-391/04-03 on 040117-20 Si 
24-27 No violations or deviations Identified Major areas 
inspected independent insp effort Si followup on licensee 
identified items, unresolved items Si IE bulletins 

COLEY, J L Region 2, Office of Director BLAKE, J J Division of 
Engineering Si Operational Programs 04/02/13 Bpp 22660' 353 
24 X Fiche 50-390, 84/03/ 13i 8403160271 


8402090043 IE Info Notice 94-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities “ Svc list end 
JORDAN, E L Division of Emsrgsncy Preparedness Si Engineering 
Response (Post 930103) 94/03/21 Consolidated Edison Co of New 

York, Inc lB3pp 22523 229 24X Fiche. 80-000, 84/03/21, 0402090043 


B402090044 IE Info Notice 04-20, "8vc Life of Relays in Safety-Related 
Sy* •' Bvc list end 

JORDAN, E L Division of Emergsncy Preparedness Si Engineering 
Response (Post 830103) 64/03/21 Consolidated Edison Co of New 

York, Inc 133pp. 22933 001 24X Fiche S0-000i 84/03/21, B402090044 


S Reportable occurrences, LERs Si related correspondence 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Oimpel NFS-4 TSiT valve, to dose End ltr dtd 040203 
Sent to listed utils OE notified of affected units in BWR 
p lants 

THEROUX, R R Terry Corp 04/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection arid Enforcement 6pp 22706 327. 24X 

Fiche 30-000,04/02/22,8403210032 


8403010339 Second interim deficiency rept re environ qualification 
of mechancial equipment Initially reported on 831109 
Condition not reportable per I0CFR3O 53(e) Nest rept to be 
submitted by 040330. 

MILLS. L M Tennessee Valley Authority 84/02/23 O'REILLY. J P 
Region 2, Office of Director 3pp 22432 321 24 X 

Fiche 30-390,04/02/23,8403010339 


8403090050 Final deficiency rept re live loads not considered in 
concrete partition well design Initially reported on 831213 
Program established to determine walls requiring structural 
restraints Typical support drawings revited- 

M ILL8, L M Tennessee Valley Authority 04/02/28 O'REILLY, J.P 
Region 2, Office of Director 3pp 22573 360 24X 

Fiche 30-390,04/02/28,0403090050 


8403090206 First interim deficiency rept re improper design loads for 
base plates it anchor bolts Initially reported on 040131 Two 
supports under evaluation using flexible plate analysis. Next 
rept will be submitted by 840416 

MILLS, L M Tennessee Valley Authority 84/02/20 O'REILLY. J P 
Region 2. Office of Director 2pp 22374 326 24X 

Fiche 30-390,04/02/28,8403090206 


8403070174 Second interim deficiency rept re alteration of fire doors L 
frames w/a engineering design approval Initially reported on 
941114 Altered fire-rated doors replaced or repaired Next 
rept expected by 840413 

MILL8, L M Tennessee Valley Authority 04/02/29 O'REILLY. J P 
Region 2, Office of Director 2pp 22330 349 24X 

Fiche 30-390,04/02/29,8403070174 


0403070286 Pinal deficiency rept re Parsons-Peeb 1 es emergency diesel 
generator 2D-B rear bearing problem Initially reported on 
930627 Oenerator repaired to be used at spare Aleo reported 
par Part 21 

MILL8.L M Tennessee Valley Authority 04/02/29 O'REILLY, J P 
Region 2, Office of Director 4pp 22546.224 24X 

Fiche 30-390,04/02/29,9403070206 


8403130127 Final deficiency rept re temp of Claes IE medium voltage 
cables In cable trays Initially reported on G401LB 
Conditions not reportable per 10CFR30 33(e) 

M1LL8.L M Tennessee Valley Authority 84/03/03, Q'REILLY,J P 
Region 2, Office of Director Spp 22640 319 24X 

Fiche 30-390,84/03/03-9403150127 


0403190034 Pinal deficiency rept re loading on diesel generator for 
LOCA it blackout causing unacceptable frequency transient. 

Initially reported on 831107, Mods made to all four diesel 

generator load sequences increasing sequence time 

MILLS, L M Tennessee Valley Authority 04/03/00 O'REILLY. J P 

Region 2i Office of Director 3pp 22666 123 24X 

Fiche 30-390.04/03/08,0403190034 


8403190338 Pirst interim deficiency rept re installed supports not in 
agreement w/Weetlnghouse requirements Initially reported on 
840210 Pressuriier surge line support designs updated 
Investigation in progress Next rept by 840420 

MILLS, L M Tennessee Valley Authority 84/03/OB O'REILLY, J P 
Region 2, Office of Director 2pp 22673 310. 24X 

Fiche 30-390,04/03/00,0403190338 


8403210006 Final deficiency rept re fire damper fusible link* Initially 
reported on 840214 All existing fusible links will be 
replaced w/higher temp fusible links that can withstand 
temps occurring during high energy line break. 

MILLS, L M Tennessee Valley Authority. 84/03/13 O'REILLYjJ P, 
Region 2, Office of Director, Bpp 22709 087 24X 

Fiche 90-390,84/03/13,8403210006 


8403210037 Final deficiency rept re operating conditions used In piping 
analysis Initially reported on 020319, Pipe stresses for teat 
runs within A8ME Code allowables Flanges, no 1 1 let S. support* 
qualified Documentation will be completed by 860131 
MILLB. L M Tennessee Valley Authority 84/03/19 O'REILLY, J p 
Region 2, Office of Director 6pp 22707 009, 24X 

Fiche, 30-390,84/03/13,0403210037 
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B4D321Q066 First Interim deficiency rept re Target Rock solenoid valves 
on post-accident sampling facility not meeting backpressure 
requirements Initially reported on B40215 Engineering change 
notices being issued Went rept by 840423 

MJLLB. L M Tennessee Valley Authority 84/03/13 O'REILLY, J P 
Region 2, Office of Director 2pp 22704 333 24X 

FIChe 30-390. B4/03/ 15, 8403210066 


0403300109 First interim deficiency rept re new defects in Barton 
pressure transmitters supplied by Uestinghouse Initially 
reported on 840223 Westlnghouse will define corrective 
action by G40331 Also reportable under Part 21 

MILLB.L M Tennessee Valley Authority 84/03/22 O'REILLY, J P 
Region 2, Office of Director 2pp 22821 223 24X 

Fiche, 30-390,84/03/22, 8403300109 


V, Operator Examinations 


0403260218 Forwards shift experience info, In response to Util Group on 
Operating Bhift Experience request 

HILLS, L M Tennessee Valley Authority 84/03/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 8pp 22736 091 
24X Fiche, 30-390, B4/03/20, 8403260218 


8403060128 Application for amend to License NPF- 12, revi s i ng Tech Spec 
requirement to rept new cracks of svc water Intake 
structure 

DIXON, □ W South Carolina Electric b Gas Co* 84/02/29 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 2pp 22318 302 

24X Fiche 30-393,84/02/29,8403060128 


--8403060130 Proposed Tech Sp e c, chang 1 ng monitoring program on stability 
of west embankment b effects on intake structure 
* South Carolina Electric b Gas Co 84/02/29 Ip 2231S 304 
24 X Fiche 30-399,84/02/29,8403060128 


8403220101 Notification Df 840313 meeting w/util in Oethesda.MD to 
discuss B40123 spent fuel pool rerack submittal 

HOPKINS, J B Licensing Branch 4 84/03/02 ADENSAM, E G. Licensing 

Branch 4 3 pp 22723 293 24X Fiche 30-393,84/03/02,8403220101 


8403090271 Submits addl Info re high density spent fuel storage racks, 
per 840217 request Combination of matls in support leg 
highly resistant to galling b provide desirable matl 
properties for boric acid environs 

DIXON, 0 U South Carolina Electric & Gas Co 84/03/06 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 3pp 22374 163 
24 X Fiche 30-393,84/03/06,8403090271 


DDCKET 30-393 VIRGIL C SUMMER NUCLEAR STATION, UNIT 1 


F, Security, medical, emergency & fire protection plans 


B403130397 Rev 10 to Emergency Plan Procedure EPP-002. "Communication 
b Notifications, " W/B4030B ltr b revised table of contents 
COUNTS, M , BRABHAM, 0 S , DIXON, 0 W. South Carolina Electric & Gas 
Co. 84/02/03 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 40pp 22616 003 24X Fiche 30-393,84/02/03,8403130397 


B403Q70089 Forwards IE Insp Rept 30-393/84-03 on B401 10-13 No 
Violations or deviations noted. 

VERRELLI , D. M. Division of Project b Resident Programs, 84/02/07 
DIXON, 0 W South Carolina Electric it Gas Co 2pp 22941 210 24X 

Fiche 30-393,84/02/07,8403070083 


— 8403070008 IE Insp Rept 50-393/84-03 on 840110-13 No violations or 
deviations noted Major areas inspected operational safety 
verification, maint b surveillance ac t ivl t ies, physical 
protection, Tech Spec compliance b LER followup 
rONATONia, A, V Region 2, Office of Director CANTRELL, F B 
Division of Project b Resident Programs 84/02/06 7pp 
22341 212 24X Fiche 30-393,84/02/07,8403070085 


0403270183 Forwards portion of combustible gas control Tech Sptc 
surveillance requirement inadvertently omitted from util 
840 1 18 response to Generic Ltr 83-37, "NURE0-0737 Tech 
Specs " 

DIXON, 0 W South Carolina Electric it Gas Co B4/03/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22771 123 
24X Fiche 50-393,84/03/22,8403270183 


-8403270108 Proposed change to Tech Spec 4 6 3 l re combustible gas 
control hydrogen monitors 

* South Carolina Electric & Gas Co B4/03/22 lp 22771 123 
24X Fiche 90-395,84/03/22,8403270183 


8403270223 Application for amend to License NPF-12 requesting rev to 
Tech Spec Table 3 8-2, "Motor Operated Valves Thermal 
Overload Protection b/or Bypass Devices " 

DIXON, 0 W South Carolina Electric b Gas Co B4/Q3/22 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 2pp 22770 263 

24X Fiche 30-393, B4/03/22, S403270223 


— 8403270229 Proposed Tech Spec rev to Table 3 8-2, "Motor Operated 
Valves Thermal Overload Protection b/or Bypass Devices " 

» South Carolina Electric b Gas Co, 84/03/22 2pp 22770 267 
24X Fiche 30-399,04/03/22,8403270223 


B403070007 Forwards IE Insp Rept 30-399/84-02 on B4O116-20 No 
violations or deviations idantifled 

VERRELLI,D. M Division of Project b Resident Programs 84/02/10 
DIXON, W. 0 South Carolina Electric b Gas Co 2pp. 22347 337 24X 

Fiche - 30-393, 64/02/10,8403070007 


— 8403070013 IE Imp Rept 
deviations identified 
preparedness 
STODDART, P 0 . KREN, J 
Director 84/02/09 
6403070007 


30-393/84-02 on 840116-20 No violations or 
Major areas inspected emergency 

L , UEMUNS, G. R Region 2, Office of 

Spp 22347 339 24X Fiche 30-393, B4/02/10, 


8403160296 Notifies of 840316 workshop to discuss 10CFR90,App R 
requirements for fire protection results of recent App R 
insp to help resolve any misunderstandings associated 
u/r equirements, 

LEWIS, R C Division of Project b Resident Programs. 84/03/02 
DIXON, 0 W South Carolina Electric b Gas Co lp 22660 079. 24X 

Fiche, 30-393, 84/03/02, 8403160296 


I Insurance b Indemnity information 


3403140013 Forwards Endorsement 31 to NELIA Policy NF-232 
HOFFMAN, d Marih b McLennan, Inc 84/03/06 DINIT2, I Aesistant 

Director for State b Licensee Relations 2pp 22620 167 24X 

Fiche: 90-393, 84/03/06, 8403140013 


. Operating license stage documents b correspondence 


0, Inspection reports, IE Bulletins b correspondence 


8403070040 Submits followup rept re violation addressed in IE Insp Rept 
30-393/83-01 , detai 1 Ing progress b completion schedule on 
development of master cross-reference program for 
identification of Tech Spec components 
DIXON, 0 W South Carolina Electric b Gas Co B3/09/19 
O'REILLV, d P Region 2, Office of Director 2pp 22341 260 24X 

Fiche - 30-393, 83/09/13, 8403070040 


84030700B3 Forwards IE Insp Rept 30-393/84-03 on 840110-13 No 
violations or deviations noted. 

VERRELLliD M Division of Project b Resident Programs B4/02/07 
DIXON, 0 W South Carolina Electric b Gas Co 2pp 22341 210 24X 

Fiche 30-393. 04/02/07, 0403070003 


—8403070088 IE Insp Rept 30-393/84-03 on 840110-13 No violations or 
deviations noted Major areas inspected operational safety 
verif lcetion, maint b surveillance ac tivi t ies, physical 
protec tion, Tech Spec compliance b LER followup 
IGNATONIS, A J Region 2, Office of Director CANTRELL, F B 
Division of Project fc Resident Programs 84/02/06 7pp 
22341.212 24X Fiche 30-399,04/02/07,8403070089 


8403070007 Forwards IE Insp Rept 90-393/84-02 on 840116-20 No 
violations or daviatlons identified 

VERRELLI, D M Division of Project b Resident Programs 04/02/10 
DIXON, W 0 South Caroline Electric b Gas Co 2pp 22547 337. 24X 

Fiche 30-393,84/02/10,8403070007 


1403020297 Advises that util plans to follow general guidelines set 
forth by equipment vendor Technical Info program rept, 
providing program discription required by Section 2 2 2 of 
Generic Ltr 83-28, will be provided by 840430 

DIXON, 0 W, South Carolina Electric b Gas Co. 84/02/29. DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22440:064 
24X Fiche 30-393,84/02/29,8403020297. 


—8403070013 IE Insp Rept 30-393/84-02 on 840116-20 No violations or 
deviations identified Major areas inspected emergency 
preparedness 

STODDART, P G , KREN, J L , JEMUNB, 0, R. Region 2, Office of 
Director 84/02/09 Spp 22347 339 24X Fiche 90-399,84/02/10, 

8403070007 


8403160303 Forwards IE Insp Rept 30-393/84-01 on 840116-19 No 
violations or deviations noted 

VERRELLI, D M Division of Project b Resident Programs 84/02/13 
DIXON, 0 W South Carolina Electric b Gas Co Spp 22660 066, 24X 

Fiche 30-393,84/02/15.8403160303 
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■84Q3160309 IE Insp Rept 50-395/04-01 on B40116-19 No violation* or 
deviations noted Major area* inspected lab QC program< 
chemical & radiochemical procedures, airborne effluent 
sampling methodology b results of split samples 
KU20, 0 B . TROUP, S u Region S, Office of Director 
MONTGOMERY. 0 H Division of Engineering b Operational Programs 
34/02/13 llpp 22660 DAB 24X Fiche 30-395,84/02/13,0403160303 


0403070123 Ack receipt of 040110 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-393/B3-38 
LEWIS. R C Division of Project & Resident Programs 04/02/24 
DIXON.O W South Carolina Electric b Gas Co ip 22330 214 24X 

Fiche 50-395,94/02/24.8403070125 > 


- -8403070 1 29 Reeponds to NRC 840111 ltr re violations noted In IE Insp 
Rept 50-395/63-30 Corrective actions testing satiifac tor l ly 
performed on both diesel generator breakers while escalating 
in Mode 2 Valves LCV-113 B b D satisfactorily tested 
DIXON, 0 W South Carolina Electric b Gas Co 84/01/10 
O'REILLY. J P Region 2, Office of Director 5pp 2253S 215 24X 

Fiche 30-395,04/02/24,0403070123 


— 8403070131 Forwards IE Insp Rept 30-393/83-3B on B31212-IS & notice 
of violation 

LEWIS, R C Division of Project It Resident Programs 04/01/11 
DIXON, 0 W South Carolina Electric b Gas Co 2pp 22330 220 
24X Fiche 30-393, B4/02/24. 04030701 23 


— 9403070133 Notice of violation from insp on 831212-13 

* Region 2, Office of Director 84/Ot/ll lp 2233B 222 24X 

Fiche 50-395.84/02/24,8403070125 


—8403070136 IE Insp Rept 30-393/B3-3B on 031212-13 Noncomp 1 ianc e noted 
failure to perform slave relay to actuated device continuity 
tests b operational modes changed w/dlesel generators 
1 nopeTable 

BUTCHER, R C . HEHL, C U Region 2, Office of Director 

CANTRELL, F S Division of Project b Resident Programs 04/01/10 

0pp 2253B 223 24X Fiche 50-395,04/02/24,0403070125 


8401190072 IE Info Notice 04-13. “Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
enc 1 

JORDAN, E L Division of Emergency preparedness & Engineering 
Response (Post 030103} 84/02/28 Consolidated Edison Co of New 

York, Inc IlSpp 22909 239 24X Fiche 50-000,04/02/20,0401190072 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list end 

GRACE, J N Division of OA. Safeguards b Inspection Programs (Post 
B30103) 04/03/02 Consolidated Edison Co of New York, Inc 

iSOpp 22552 329 24X Fiche 30-000.84/03/02,0402090007 


0402090008 IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc S22pp 22553 09B 24 X Fl c he 30-000, 04/03/02, 0402090008 


8402090009 IE Info Notice 04-15, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) B4/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22553 217 24X Fiche 50-000, 04/03/02, 9402090009 


B402090CHI IE Info Notice 84-17, "Problems H/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of New 

York, Inc tl7pp 22553 336 24X Fiche 30-000, B4/03/05, 8402090011 


8402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Insps of 
Fir* Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division af Emergency Preparedness b Engineering 
Response (post B30103I 04/03/07 Consolidated Edison Co of New 

York, Inc tlBpp 22635 049 24X Fl che 30-000, 84/03/07, 0402070024 


8402090020 IE Info Notice 04-18, "Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc SlBpp 22 58 4 186 24X Fiche 50-000, B4/03/07, 840209002B 


8402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEYDUNO, R C Director's Office, Office of Inspection and 

Enforcement 94/03/12 Consolidated Edison Co of New York, Inc 

1 34pp 52023 094 24X Fiche 30-000,84/03/12,8402090031 


8402090043 IE Info Notice 04-19, "Turn Events Involving Unauthorized 
Entries intn PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 1 23pp 22823 229 24X Fiche 50-000,84/03/21,0402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Fiche 50-000,84/03/21,0402090044 


R Periodic operating reports 6 related correspondence 


8403020039 Monthly operating rept for Jan 1984 W/840213 ltr 
LOIONDN.Q A . DIXQN.O W South Carolina Electric b Gas Co 
84/01/31 5p p 22442 264 24X Fiche 30-395,84/01/31,8403020039 


B403300145 Monthly operating rept for Feb 1904 W/840314 ltr 
LDIGNON.O A , DIXON, 0 W South Carolina Electric & Gas Co 
84/02/29 BARRY, L W Office of Resource Management, Director Spp 
22820 072 24X Fiche 30-393,84/02/29,0403300143 


S Reportable occurrences, LERs b related correspondence 


8403210032 Part 21 rept re failure of auziliary feedwater pump drive 
turbines, Gimpe 1 NPS-4 TbT valve. to close Enel ltr d td B40203 
sent to listed utils GE notified of affected units in BWR 
p lants 

IHERDUX.R R Terry Corp 84/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 30-000,84/02/22,8403210032 


8403070337 Special Rept SPR 84-002 on 840 13 1 , f i r e-r a ted wall in Room 
63-13, control bldg, 463-f t a 1 evat 1 on, degraded by hole approx 
2-inch in diameter from chair pushed against wall Damaged 
area not repaired until 840216, due to personnel error 
DIXON, 0 W South Carolina Electric b Gas Co 84/02/29 
D 'REILLY. J P Region 2, Office of Director 2pp 22546 307 24X 

Fiche 50-393,04/02/29,8403070337 


8403060242 LER 84-006-00 on 040131, noted that overcurrent protection 
devices for plant paging sys not included in Tech Spec 
384 Rev tD Tech Spec will be submitted adding acceptable 
fuses W/040301 ltr 

KCON.A R , DIXON, 0 W South Carolina Electric b Gas Co 84/03/01 
2pp 22516 133 24X Fiche 50-395,04/03/01,0403060242 


B40306035 1 LER 04-007-00 on 840227, p o tent la 1 bomb threat received via 
telcon Cause unknown Search of 412 ft elevation of control 
bldg conducted w/negative results Plant returned to security 
condition green W/840302 ltr 

KCON.A R I DIX0N.O W South Carolina Electric b Gas Co 84/03/02 
2pp 22319 002 24X Fiche 30-393,84/03/02,6403060331 


B4030B01 53 LER 84-010-00 on 840209, reac t or manully tripped at 87. power 
Plant experienced problems w/mai n turbine speed control 
Cause unknown Reactor coolant pumps restarted Operating 
procedure revised W/040305 ltr 

KOON, A R , DIXON, 0 W South Carolina Electric b Gas Co 04/03/05 
2pp 22539 291 24X Fiche 30-393,84/03/03,0403000133 


0403090052 LER 84-008-00 on 840207, low-low level in steam generator B 
tripped reactor Caused by electronic card FCY-48B control 
circuitry failure partially dosing main feedwater 
regulating valve Post-trip review conducted W/B4O305 ltr 
KOON.A R , D1X0N.O W South Carolina Electric b Qai Co 84/03/05 
2pp 22375 358 24X Fiche 50-393,04/03/03.0403090032 


8403090249 LER 04-009-00 on 840208, unit tripped on low-low steam 
generator level In steam generator C Caused by low feedwater 
temp Plans made to restart reactor W/840305 ltr 

KO0N, A R , DIXON. O W South Carolina Electric b Gas Co 84/03/05 
2pp 22372 224 24X Fiche 50-393,84/03/03.8403090249 


8403130260 Special Rept SPR 84-003 on 840125, se 1 smi c instrument 
IYM-17B3 removed from svc to verify calibr Caused by 
damaged integrated circuit chip Mod change, reins tal la ti on b 
testing in progress 

DIXON, □ U South Carolina Electric b Gas Co 84/03/03 

O'REILLY, J P Region 2, Office of Director 2pp 22614 176 24X 

F 1 1 he 50-393,04/03/03,8403130260 


8403130371 LER 84-011-00 on 8402 10, r eae toT tripped due to turbine trip 
on low discharge pressure of shaft-driven oil pump Caused 
by procedural inadequacy in not verifying motor suction pump 
operation prior to restart W/040308 ltr 

KCON.A R , DIXON, D W South Carolina Electric b Gas Co 84/03/00 
3pp 22613 130 24X Fiche 50-395,04/03/00,0403130371 
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9403190848 Buppl entente 1 Part 21 rept rs failed engine thrust bearing 
Plugs properly installed in both units Units free of 
potential defect 

MQRIARTY.JM Colt Industries. Inc 84/03/08 KEPPLER, J 0 Region 
3. Office of Director ip 23673 04S 24X Fiche 50-000,84/03/09. 

8403190248 


0403130042 LER 84-012-00 on 840214. leak rate test not performed on 
reactor bldg emergency escape hatch mithin 72 h following 
closure Caused by personnel error Special instruction 
Issued W/B40312 ltr 

KOON, A R . DIXON. 0 W South Carolina Electric L Qas Co 84/03/12 
2pp. 22643 128 24X Fiche 50-393.84/03/12,8403150042 


V Operator Examinations 


8403290284 Forwards summary of B40202-03 operator i, senior operator 
r equal 1 ficat ion exams Requalification program meets 10CFR53, 

App A requirements to maintain continued qualification of 
licensed personnel 

VERRELLl.D M Division of Project 6 Resident Programs 64/03/19 
DIXON.O W South Carol ina Electric & Qas Co 4pp 22800 060 24X 

Fiche 30-393. B4/03/19, B403290284 


DOCKET 30-396 UNIV OF VIRGINIA CAVALIER REACTOR 


R Periodic operating reports 6 related correspondence 


B403OL0397 Annual operating rept for 1983 

FARRAR, J P Virginia, Univ of, Charlottesville, VA 84/02/16 
Division of Licensing 10pp 22433 093 24X Fiche 30-062,84/02/16. 

3403010397 


DOCKET 30-397 WPPS5 NUCLEAR PROJECT. UNIT 2 


A Application/construction stage documents it correspondence 


B403010090 Third partial response to FOIA request for six categories 
of documents re facility Forwards App A documents App A 
documents also placod in PDR App 0 documents will be placed 
in FDR upon request Review continuing 

FELTON, J hi Division of Rules and Records 04/01/17 ANOERSON.S I 
Oarvey, Schubert, Adams & Barer 4pp 22446 293 24X 

Fiche- 30-000, 04/01/17, 8403010030 


— 8309100483 Discusses status of DL applications Review of end UPPSS 
930712 ltr requested in order to determine present statut of 
Unit 3 for billing purposes W/o end 

MILLER, W 0 License Fee Manegement Branch 93/09/03 FONNERiR L 
Regulations Division 2pp 22446 326 24X Fiche 30-000. 

84/01/17, 8403010030 


8403080179 Fourth partial response to FOIA request for six categories 
of document* re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption S) Review of 
add! documents subj to request continuing 

FELTON, J M Division of Rules and Records 94/02/13 ANDERSON, S I 
Oarvey, Schubert, Adams & Barer 7pp 22383 226 24X 

Fiche 30-000,84/02/13,9403000179 


— 8009090737 Forward* airworthiness alert re corrosive & abrasive 
characteristic* of volcanic ash which has fallen in Pacific 
Northwest Questions re ash amount, chemi s try L six* 
distribution will be forwarded to licensees W/o and 
JACKSON, R E Geosciences Branch 80/06/12 VOLLMER.R H 
Division of Engineering 2pp 22383 238 24X 

Fiche: 30-000, 84/02/13, 8403080179 


— 8101060767 Notifies of findings of possible capable fault near 
facility 

JACKSON, R E Geosciences Branch 80/10/27 ROUSE, L C Advanced 
Fuel h Spent Fuel Licensing Branch lp 22583 267 24X 

Fiche 30-000,84/02/13,9403080179 


— 8104300020 Responds to 810414 memo re util request for clarification in 
uaa of ASHE code cast* Util us* of code cases u/o prior NRC 
approval is inadvisable due to potential hardehlp for user 
BD8NAK, R J Mechanical Engineering Branch 81/04/2! 

YOUNGBLOOD, B J Licensing Branch 1 ip 22383 280 24X 

Fiche 30-000,84/02/13,0403080179 


■-011 1200219 Inform* of receipt of telcon from Yakamar Indian Nation 
requesting that tribe bs given full rights in facilities 
proceeding* 

TEDE8C0, R L Assistant Director for Licensing Bl/10/21 
KETCHEN. E Hearings Division tp 22383 310 24X 

Fich* 30-000,84/02/13,8403080179 


— 0303100476 Forwards util 830223 submittal in response to telcon during 
which remaining Phase I open items of "Control of Heavy 
Loads — Case Reviews," were discussed W/o encl 

CLEMENSON, F Auxiliary Systems Branch NRC-20-J8-3BB 83/02/28 

8TICKLEY, T H EG10, Inc Ip 22383 360 24X 

Fiche 30-000,04/02/13,9403080179 


— 8304060577 Requests search for documents re govt litigation w/util on 
fivo specific issuos 

BLAGG1E, E L Office of the General Counsel 83/03/23 

DlRCKS, W J Office of the Executive Director for Operations tp 

22583 361 24X Fiche 30-000.84/02/13,8403080179 


— 8304070113 Recommends that radiation exposure records he retained for 
1 yr prior to disposal Ref Murphy to Varga 801222 
CONQEL.F J Radiological Assessment Branch 83/04/01 
BCHWENCER.A Licensing Branch 2 ip 22383 327 24X 

Fiche 30-000, 84/02/13, 8403080179 


B403050288 Fifth partial response to FOIA request for six categories of 
documents re facilities Forwards App A documents App A S, Q 
documents also available in PDR Documents listed on App C & 

D located in Central Files L not available publicly 
FELTON. J M Division of Rules and Records 84/02/17 ANOERSON.S 1 
Oarvey, Schubert, Adams t. Barer 9pp 22301 289 24X 

Fiche 30-3-97,84/02/17,8403030288 


— 7908010232 Responds to 790405 Region 3 comments re Revision 4 to 
NPFBS-QA-004, “Operational QA Program Description " 

Expresses intent to request util to delete Section 336 
entirely 

HAA9S, W P Quality Assurance Branch 79/05/01 BRYAN, S E 

Division of Reactor Operations Inspections l,p 22501 303 24X 

Fiche 30-397,84/02/17,0403030280 


— 8110190031 Responds to 810923 FOIA 81-378 request for QA documents for 
WPPSS All documents re evaluation of licensee QA programs 
are in PDR 

HAASS, W P Quality Assurance Branch 81/10/03 WILSON. V H 
Management Analysis Branch 2pp 22301 310 24X 

Fiche 50-397,04/02/17,8403050208 


— 8201300236 Forwards data for fee assessment re GA Branch review of 
WPP88-GA-004, “Operational GA Program Description “ 

HAASS, W P Quality Assurance Branch 82/01/14 BERKOW, H N 
Management Analysis Branch 2pp 22501 314 24X 

Fiche 30-397,84/02/17,8403030289 


C Utility Environmental Report 1ER), amends C, correspondence 


S403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 3) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records B4/02/I3 ANDERSON, S 1 
Garvey, Schubert, Adams t, Barer 7pp 22583 226 24X 

Fiche 30-000, 84/02/13, B4030B0t79 


— 8203100370 Recommends environ rept be accepted Addl questions re 
external appearance, plant layout & socioeconomics of single 
unit operation will be submitted 

REGAN, W H Siting Analysis Branch 82/02/25 ADENSAM, E G 
Licensing Branch 4 lp 22583 328 24X Fiche 30-000,84/02/13, 

B4030B0J79 


D NRC Draft/Final Environmental Statements, suppls t correspondence 


04O3OBO179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (r»f FOIA Exemption 3) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERBON, 6 I 
Garvey. Schubert, Adams 6 Barer 7pp 22383 226 24X 

Fi cha ' 30-000, S4/02/ 1 3, 8403080179 


--8003230477 Forwards hydrologic engineering questions re proposed waste 
treatment syt Response will supply necessary info re design 
basis for seepage !< flooding, Also forwards generic questions 
re floodplains Info will assist NRC environ review 
SELLS, D E. Environmental Projects Branch 2 80/03/07 

HENBERQER, D L Washington Public Power Supply System 3pp 
22303 253 24X Fiche 30-000, 64/02/13, 84030B0179 


— 0003270142 Discusses suspension of facility prBoperational aquatic 
monitoring program Suspension approved Operational 
monitoring program results should not be affected by 
suspen* i on 

8AMW0RTH, R B Environmental Specialists B-ranch 80/02/29 

BELLS. 0 E Environmental Projects Branch 2 2pp 22SB3 239 24X 

Fiche 50-000,04/02/13,8403080179 
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docketed items 


04031 A022Q Forward* State Of WA Dept of Fisheries response to EIS 
Response received after *t4t» response forwarded to NRC £ncl 
should be attached to other state agency l*r* 

5 DRLIE, Q Washington. State of 84/03/16 KNIGHTON NRC — No 
Detailed Affiliation Oiven 3pp 22660 121 24X 

Fiche 50-397,84/03/16.940:1160229 


3403 1303 16 Application for amend to Licmi NPF-21, consisting of 1 ** tel * 
administrative 6 technical Tech Spec change* No significant 
haiafdi or unrevlewed safety question* will result from 

SORENSEN. 0 C Washington Public Power Supply System 04/03/09 
SCHWENCER. A Licensing Branch 2 Spp 33607 340 34X 


E NRC Safety Evaluation Report 1SER1. suppls 6 correspondence 


0403080179 Fourth partial reeponss to FOIA request for i»s categories 
of decumsnt* re facilities Forwards App A documents App B 
docuisent entirely withheld <r*f FOIa Exemption 5> Review of 
add! documents subj to requut continuing 

FELTON, J M Division of Rules and Records 04/02/13 ANDERSON. S I 
Garvey. Schubert. Adams U Barer 7pp 33903 226 24X 

Fiche 5Q -000,84/02/13.84030001 79 


--B005130793 Provides status of SER Inputs 6 acceptance reviews for OL 6 
CP app l lea t ions Schedule should be met 

BURKE. w C Effluent Treatment Systems Branch 80/02/06 
KREGER.W E Assistant Director for Site Analysis Ip 32503 833 
24X Fiche 50-000,84/02/13.0403080179 


— 8103040052 Forwards short 6 long-term OL 4 CP review schedules. in 
response to 801216 meeting uAJSGS List of OL plant reviews 
for Which NSC tentatively plan* to seek USSS assistance Is 
provided 

JACKSON, R E Geosciences Branch NRC-03-80-1 13 01/01/21 

DEVINE. JF Interior, Dept of. Geological Survey 3pp 
22583 872 24X Fiche 50-000, 04/08/13. B403080179 


—0403130330 Proposed Tech Spec change* re fire detection 
Initrumentat i on 

• Washington Public Power supply System 84/03/09 20pp 
22607 253 24X Fiche 50-397,84/03/09,8403130310 


S 403860006 Inform* that functional training for personnel nec»**ariy to 
staff requirements per Table B-i of NURE0-0654 S< Staff hey 
emergency program positions not Included In Table 9"1 
complete, per License Condition 24 & SSER 4 

SORENSEN, 0 C Washington Public Power Supply System. 84/03/19 
SCHWENCER, A Licensing Branch 8 tp 22747 337 24X 

ri .l. *kr>-na-r oa /n*l/ i o. ftAmPAnflrtA 


0403270141 Discusses updated etatus op Licensing Condition <16> re 
emergency response capability Transient Data Acquisition 8y« 

6 Graphics Display Sy* computers now functional. 

SORENSEN. 0 C Washington Public Power Supply System 04/03/22, 
SCHWENCER. A Licensing Branch Z 2pp. 22769' 143. 24X 

Fiche 50-397, 04/03/22. 840387014 1 . 


0 Adjudicatory correspondence 


8403090121 Advises that 24 h humidity test of three safety-related 
components per SSER 4 1NURE0-0892) sat i i fac tor i ly completed 
SORENSEN, 0 C Washington Public Power Supply System 04/03/01 
SCHWENCER. A Licensing Branch 2 Ip 83576 066 34X 

Fiche 50-397.84/03/01, 84Q3070121 


0403010030 Third partial response to FOIA request for six categories 
of documents re facility Forwards App A documents App A 
documents also placed in PPR App B documents will be placed 
In PDR upon request Review continuing 

FELTON. J M Division of Rules and Records 04/01/17 ANDERSON, 3 I 
Qarvsy. Schubert. Adams U Barar 4pp 82446.293 84X 

Fiche 30-000,84/01/17,8403010030 


B403130287 Forwards info re shift experience, per OF SchneU 840301 
ltr 6 SER (WrEc- 0892 I Licensed classroom training 6 exam 
cooduc ted 

SORENSEN. 0 C Washington Public Power Supply System 84/03/09 
DENTON, H R Office af Nuclear Reactor Regulation. Director 7pp 
28608 831 24X Fiche 50-397,84/03/09,8403130227 


— 0304060358 Requests search for relevant documents re govt litigation 
w/utii Response due by 830400 

GRIMSLEY.D H NRC - No Detailed Affiliation Oiven 03/03/29 
F1TT1.C Atomic Safety and Licensing Board Panel, ip 22446 314 
24X Fiche 30-000, 04/Oi / 17, 64030100SO 


8403860006 Informs that functional training for personnel necessary to 
staff requirements per Table B-t of MUREC-0654 6 staff key 
emergency program positions not included ir> Table B-l 
c empl ete. per License Condition 24 6 SSER 4 

SORENSEN, 5 C Washington Public Power Supply System 84/03/19 
SCHWENCER. A Licensing Branch 2 lp 22747 357 24X 

Fiche 50-397. B4/03/19, 0403260006 


J Insurance 6 indemnity information 


0403060377 Forwards Endorsement 8 to MAELU Policy MF-110 b Endorsement s 
13 6 14 to NSLIA Policy NF-270 

ASHBURN, D J Marsh 6 McLennan, Inc 84/02/28 SALTZMAN, J 
Assistant Director for State L Licensee Relation* 4pp. 22311;323 
34X Fiche 50-397,84/02/88,8403060377 


8403870820 Advises that equipment qualification program 6 RCIC sys 
reviewed, per NUREO-OS92. SER Outstanding Issue 1 7 (9), mods to 
automatic depressuri iat»on sys RCIC valves required for 
containment isolation remain in qual if icatton program 
SORENSEN, <3 C Washington Public Power Supply System 84/03/22 
SCHWENCER, A Licensing Branch 8 Ip 827 70 869 24X 

Fiche 50-397.84/03/22,0403270220 


F Security, medical, eoergency 6 fire protection plans 


B40308CM79 Fourth partial response to FOIA requsst for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld <r»f FOIA Exemption 5) Review of 
aPdl documents sobj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, S I 
Garvey. Schubert. Adams & Barer 7pp 82583 226 24X 

Fiche 50-000,84/08/13.0403030179 


— 8231190297 Forward* Central Flies version of "Description of Early 
Warning Sys for WPP5S Nuclear Plants 1,2 6 4.“ in response 
to NRC 810720 ltr re prompt notification in event of 
emergency Sys will be In place prior to OL issuance 
80UCHEY.Q 0 Washington Public Power Supply System 82/01/11 

TEDESCO, R L Assistant Director for Licensing tp 225B3 32t 

24X Fiche 50-000,04/08/13,8403000179 


-8208120240 Forwards Central Files version of revised page to Revision 
of emergency plan adding local fire depts within 20 miles of 
facility to backup fir* protection svcs 

BOUCHEY.G D Washington Public Power Supply System 08/08/03 
SCHWENCER. A Licensing Branch 2 2pp 22563 348 24X 

FiCh* 50-000. B4/02/ 13, 0403080179 


—6808120248 Central Flies version of revised page to Revision 2 af 
e««rg»ncy plan rt provision of backup fire protection svcs 
* Washington Public Rawer Supply System 02/00/05 ip 
22583 350 24X Fiche 50-000.64/02/13.8403080179 


Q403270207 Submits annual rept of insurance coverage* far facility 
SORENSEN, 0 C, Washington Public Powar Supply Hy*t*m B4/03/83, 
SCHWENCER, A Licensing Branch 2. lp 28772 170 24X 

Fiche 30-397, 04/03/23, 0403270207, 


P Operating license stag* document* t, c or re <p ondenc e 


9403050898 Notification of 040301 meeting w/utll in Richland, WA to 
discuss licensee readiness for full-power operation. Agenda 
enc 1 

AULUCK, R Licensing Branch 8 94/02/23 SCHWENCER. A Licensing 

Branch 2 4pp Z250i 207 84X Fiche s 30-397, 94/08/83, 8403050298. 


0403020330 Forwards operating experience survey in response to Generic 
Ltr 84-02, "Notice of Meeting re Facility Staffing •' 

SORENBEN, 0 C Washington Public Power Supply System 64/02/84. 
SCHWENCER, A Licensing Branch 8 5pp 22439' 808. 84X 

Fiche 80-397, 84/03/24, 8403020330 


8403090236 Application for amend to Llcenee NPF-2I, revising License 
Condition 13 re post-accident sampling- Class II amend fee 
end 

SORENSEN, 0 C Washington Public Power Supply System 84/03/01, 
SCHWENCER. A Licensing Branch 2 5pp. 28878-293 84X 

Fiche. 50-397,84/03/01,8403090836 


otujuvABO Advises of effort to determine 

extending into secondary containment, p »r NOREO-0737, Item 
H B a 4, util 830916 ltr re environ qualification of 
saf • ty-r t 1 ated equipment 

SORENSEN, 0 C, Washington Public Power Supply System, 84/03/OS. 
SCHWENCER. A Licensing Branch 8 8pp. 82613.214, 24 X 
Fiche 50-397.04/03/05,8403130400 


uy 
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8403280283 Requests certification that Tech Specs accurately reflect 
p lent, FSAR, 8ER analysis t< other documentation within 10 
days Proposed changes should be identified 

E TBENHUT, D 0 Division of Licensing 84/03/08 MAZUR. D W 
Washington Public Power Supply System 2pp 22009 Oil 24X 
Fiche 30-397, 84/03/08. 8403290293 


8403130318 Application for amend to License NPF-21 , consi sting of listed 
administrative tt technical Tech Spec changes No significant 
haiards or unreviewed safety questions will result from 
changes 

SORENSEN. 0 C Washington Public Power Supply System B4/03/09 
SCHWENCER, A Licensing Branch 2 3pp 22607 249 24 X 

Fiche 30-397,94/03/09,8403130318 


— 8403130330 Proposed Tech Spec changes re fire detection 
instrumentation 

* Washington Public Power Supply System 84/03/09 20pp 
22607 233 24X Fiche 30-397,84/03/09.8403130318 


8403200236 Application to amend License NPF-21 , revi s ing Tech 9pecs to 
correct time during which battery capable of supplying k 
maintaining actual emergency loads in operable status from 
B h to 2 h 

SORENSEN, 0 C Washington Public Power Supply System 84/03/13 
SCHWENCER, A Licensing Branch 2 3pp 22690 201 24X 

Fiche, 30-397, 84/03/13, 8403200236 


— 8403200241 Proposed Tech Specs changing time during which battery 
capable of supplying t< maintaining actual emergency loads in 
operable status from 8 h to 2 h 

# Washington Public Power Supply System B4/03/13 3pp. 

22690 204 24X Fichs. 50-397, 84/03/13, 8403200236 


B403200261 Advises that control equipment for air operators CSP-AO-3, 
CBP-AO-6 & CBP-AQ-9, listed on Table B of 10CFR30. 49 
justification for interim operation revised to not 
qualified Status to be upgraded by 630331 commitment date 
SORENSEN, 0 C Washington Public Power Supply System 04/03/14 
SCHWENCER, A Licensing Branch 2 2pp 22690 199 24X 

Fiche. 30-397, S4/03/14, 0403200261 


S403220061 Discusses completion of const mods re pipe supports Plant 
mods physically completed & final as-built configuration 
satisfies technical requirements 

SORENSEN, 0 C Washington Public Power Supply System 04/03/16 
SCHWENCER, A Licensing Branch 2 2pp 22710 101 24X 

Fiche, 30-397, B4/03/16, 8403220061 


8403260163 Advises that human engineering deficiencies identified In 
Licensing Condition 16, Attachment 2, Item 2 corrected 
Deficiency D-l 30, i dent 1 f led in B31004 audit rapt, also 
complete 

SORENSEN, 0 C Washington Public Power Supply System 84/03/19 
8CHWENCER, A Licensing Branch 2 lp 22730 356 24X 

Fiche: 30-397, 84/03/19, 0403260163, 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC 11 Svc list enc 1 

GRACE, J N Division of QA, Safeguards fc Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

I30pp 22552 329 24X Fiche 30-000,84/03/02.8402090007 


B40209000B IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc I22pp 22553 098 24X FI che 30-000, 84/03/02, 8402090008 


8402090009 IE Info Notice 04-13, “Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 8< Engineering 
Response (Post 630103) 04/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22533 217 24X Fich s 50-000, 84/03/02, 8402090009 


0402090011 IE Info Notice 84-17, "Problems U/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22533 336 24X Fiche 30-000, 84/03/03, 840209001 1 


8402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22633 049 24X Fiche 30-000,84/03/07,8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JORDAN, E L Division Df Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc HBpp 22384 186 24X Fiche 30-000,84/03/07,8402090028 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys *' Svc list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

1 34pp 22823 094 24X Fiche 30-000,84/03/12,8402090031 


8403270118 Requests approval to use portions of later addenda of ASME 
Section XI requirements re selection !< eiam of Class 2 
piping (Category CF only) for inservice insp program 
Proposed code case end 

SORENSEN , Q C Washington Public Power Supply System 04/03/20 
BCHWENCER, A Licensing Branch 2 7pp 22774 033 24X 

Fiche 50-397,84/03/20,8403270110 


8402090043 IE Info Notice 84-19, "Tun Events Involving Unautharlied 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness 1< Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 30-000,84/03/21,0402090043 


8403260274 Forwards outline of Tech Spec preparation & review to Insure 
accurate reflection of F8AR fc BEfi analyses 

MAZUR, D W Washington Public Power Supply System 84/03/19 
SCHWENCER, A Licensing Branch 2 5pp 22753 ISO 24X 
Fiche, 30-397,84/03/19, 8403260274 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc 1 i st enc 1 

JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York. Inc I35pp 22933 001 24X Fiche 30-000,84/03/21,0402090044 


8403260292 Retracts 840301 request for amend to License NPF-21, 
deferring demonstration of dissolved gas analysis capability 
for post-accident sample sys Mod can be completed u/o impact 
on power ascension program 

SORENSEN, 0 C Washington Public Power Supply System 84/03/19 
SCHWENCER, A Licensing Branch 2 lp 22751 '081 24X 

Fiche: 30-397, 84/03/19, 8403260292 


Q Inspection reports, IE Bulletins & correspondence 


8403080266 Forwards IE Insp Rspt 30-397/83-60 on 831203-31 t< notice of 
violation W/o notice of violation 

BISHOP, T W Division of Res iden t, Reac ter Project & Engineering 
Programs. 84/02/22 SORENSEN, G C Washington Public Power Supply 
System 2pp 22397 121 24X Fiche 30-397, 04/02/22, 84030B0266 


--8403080270 IE Inep Rept 30-397/83-60 on 031203-31. Noncomp 1 lance 
identified’ failure to complete maint corrective action*, per 
ltakage surveillance program 

TOTH, A. D , WAITE, R S , DODDS, R T Region 3, Office of Director 
84/02/00 32pp, 22337,123, 24X Fiche 30-397, B4/02/22, 0403080266 


8401190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits S< Annunciation " Svc list 
end 

JORDAN, E L. Divieion of Emergency Preparedness fc Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc 113pp 22909 239 24X Fiche 50-000, B4/O2/20, 8401 190072 


R Periodic operating reports t< related correspondence 


8403020097 Monthly operating rept for Jan 19S4 W/B40209 ltr 

COWAN, K D i MARTIN. J D Washington Public Power Supply System 
84/01/31 4pp 22442 331 24X Fiche 50-397.84/01/31,0403020097 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1984 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCKS.W J Office of the Executive Director for Operations 
84/02/21 PALLADINO Commissioner* 9pp 22492 083, 24X 

Fiche’ 30-000, 04/02/21 , 8403020443 


0403300056 Monthly operating rept for Feb 1984 W/840308 I tr 

COWAN, K D , MARTIN, J D Washington Public Power Supply By stem 
04/02/29, 4pp 2202 1,266 24X Fiche 30-397.84/02/29,8403300036 


8 Reportable occurrences, LEfls & related correspondence 


8403260233 Forwards summary list of deficiencies identified per 
10CFR30 35(e),part 21 8, potential generic ltr repts for 
comments 

STAROSTECKt. R Division of Project «< Resident Program* 84/02/28 
Region 1, Office of Director 7pp 22756 063 24X 

Fiche 30-000,84/02/20,8403260233 
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53070187 i-ER 04-009-00 on 840207 tc 09, standby diesel generators 16 2 
surveillance* performed w/o pralube/warmup Caused by nemt 
change* to Tech Specs not requiring warmup Tech Specs 
changed Wot modified W7840229 Itr 

iASSAKATIS.L D . MARTIN, J D Washington Public Power Supply System 
14/02/29 3pp 22547 291 24X FLche 50-397.84/02/29,8403070187 


53130337 LER 04-010-00 on 840213, four excess flow check valves failed 
surveillance testing Caused by installation error Valves 
designed for water sve but installed in gas sve line Valves 
remove d t< replaced W/84O307 ltr 

<A39AKAriS. L 0 . MARTIN, J D Washington Public PoweT Supply System 
4/03/07 3pp 22614 111 24X Flche 50-397,84/03707,8403130337 


53200105 LER 04-013-00 on 840213, during shutdown cond i t tons, bo th 
lost-LOCA hydrogen racombiner CCAC-HR— 1A l< 101 motors 
tripped on electTlcal overload Caused by differences between 
nameplate date 1 design Fuses resited W/Q40312 ltr 

IASSAKATIS,L D , MARTIN, J P. Washington Public Power Supply System 
14/03712 3p 22685 350 24X Flche, 50-397, B4/037 12, 8403200105 


33200239 LER 04-014-00 on 840219, reactor protection sys <RPS> trip 
occurred Caused by water rejection flow from reactor 
i ressure vessel Isolated w7o reducing water Injected PoweT 
to RPS buses A ot B will not be transferred W/B40314 ltr 
4.AS5AKATIS, L D , MARTIN. J D Washington Public Power Supply System 
34/03714 3pp 22690 154 24X Flche 50-397, B4/037 1 4, 0403200-239 


53260025 LER 04-012-00 on 840221,24 It 0302, diesel generator fuel oil 
tank chemistry results not received in required time, 
violating Tech Spec 4 8 112 d.3 Caused by misunderstanding 
■etween util & lab W/B40319 ltr 

IASSAKATIS.L D . MARTIN, J D Washington Public Power Supply 9y*tem 
54/03/19 3pp 22751 026 24X Flche 50-397,84/03/19.8403260025 


33280003 LER 04-011-00 on 840302, during intermediate range monitor 
surveillance test, reactor protection sys (RPS) actuation 
occurred when only 1/2 scram anticipated Caused by loose 
connection iq RPS trip sys A scram circuitry W/840321 ltr 
1AS5AKATIS, L D . MARTIN, J D Washington Public Power Supply System 
54/03/21 4pp 22777 155 24X Fiche 50-397.84/03721,8403280003 


33280007 LER 04-015-00 on 840307.de input circuit breaker 4, fusa 
tripped due to loss of power Caused by Inverter static 
witch transferring to inverter source Fuse replaced b 
inverter returned to sve H/B40321 ltr. 

1AB9AKATI8.L D . MARTIN, J D Washington Public Power Supply System 
34/03721 3p p 22777 071 24X Fiche 50-397,84/03721,8403280007 


Congress ional/Ei ecut ive Correspondence 


330801 79 Fourth partial response to FOIA request for slk categories 
op documents re facilities Forwards App A documents App B 
locument entirely withheld (ref FOIA Exemption 51 Review of 
iddl documents subj to request continuing 

- ELTON, J M Division of Rules and Records 84/02713 ANDERSON, 8 1 
Oarvey, Schubert, Adams & Barer 7pp 22383 226, 24X 

Fiche 50-000.84/02/13,8403080179 


3009110203 Responds to 800702 ltr re E Borhek concern about ultimate 
responsibility for civil penalities proposed against util 
Civil penalties are imposed as enforcement action State 
agencies should be contacted re responsibility for payment 
DIRCKS.W J Office of the Eiecutive Director for Operations 
80/08/26 JACKSON, H H Senate 4pp 22583 260 24X 

Flche 50-000,84/02/13,8403080179 


3012140351 Forwards 800625 ltr from constituent E Borhek for response 
Requests that duplicate rept be forwarded to 802 United 
States Courthouse, Seattl e> WA 90104 

JACKSON, H K Senate, Energy 6 Natural Resources 80/07/21 
KAMMERER, C C Office of Congressional Affairs 2pp 22583 264 
24 X Fiche 50-000,04/02/13,8403000179. 


Operator Examinations 


>3130227 Forwards info re shift e i per i ence, p er DF Schnell 040301 
ltr It 5ER (NUSEG-0892). Licensed classroom training 6 exam 
c endue ted 

S0REN3EN, 0 C Washington Public Rawer Supply System 84/03/09 
DENTON, H R Office of Nuclter Reactor Regulation, Director 7pp 
22608 231 24 X Fiche 50-397.84/03/09,8403130227 


DOCKET 50-400 SHEAR ON HARRIS NUCLEAR POWER PLANT, UNIT 1 
A Application/construction stage documents tc correspondence 


B402230207 Further response to FOIA request for documents to const 
flaws at facility Forwards documents listed In App A 
Documents also being placed in PDR U LP DR Review continuing 
FELTON. J H Division of Rules and Racords 83/12/02 VADEN, T 
News 8, Observer/Raleigh Times, Raleigh, NC 3pp 22378 299 24X 

Fiche 30-400,83/12/02,8402230207 


— 8402230226 Forwards Ofc of Inspector & Auditor "Inquiry into Alleged 
Omission of Line Inspector Views from CP Hearing " No 
further distribution should be made outside of ofc Rept 
under Commission review 

GQ5BI CK, L V Office of the Executive Director for Operations 
70/11/15 DENTON Office of Nuclear ReactoT Ragulation, Director 
SHAPAR Office of the Eiecutive Legal Director DAVIS Office of 
Inspection b Enforcement, Office of the Director, ip 2237S 303 
24X Fiche 50-400,83/12/02-0402230207 


— 840223023? Forwards Apps A, B < C A, D to be Included w/questlons far Panel 
III re facility testimony Related info end 

MURPHY. C-E Region 2, Atlanta, Reactor Construction t, Engineering 
Support Branch 73/11/16 REIS, E J Office of the Executive 

Lagel Director 81pp 22378 308 24X Flche 50-400, B3/ 12/02, 

8402230207 


— 840 2230246 Ack 820S10 conversation re allegations by facility employee 
D Jarvis. par Regional Ofc Instruction 2231, Rtv 2, Paragraph 
SC 13) Case file end 

MAXWELL, 0 Rag ion 2, Office of Director 82705/10 VORSE, J NRC 
- No Detailed Affiliation Oiven 2pp 22379 032 24X 

Fiche 30-400,83/12/02,0402230207 


--840-2230248 Requests that Region II civil lnsp personnel investigate 
allegations by unidentified individual re coatings dUTing 
next routine insp at site Case chronology and 

MAXWELL,© F Region 2, Office of Director 82/07707 VORBE, J 
NRC - No Detailed Affiliation Oiven Bpp 22379.034 24X 

Fiche 30-400,83/12/02,8402230207 

--0402230231 Matl milnt requirements for Procedure AP-XIII-07, 
"In-Storage Insp tt Maint " Equipment purchase order form 
end 

a Carolina Power 4c Light Co 83/12702 ?PP 22379 040 24X 

Fiche 50-400,83/12/02,8402230207 


8403160330 Informs that design fc const GA program transmitted by 830509 
ltr acceptable 

LEWIS, R C Division of Project 4, Resident Programs 04/02/24 

UTLEY, E E Carolina Power b Light Co lp 22660 102 24X 

Fiche 50-400,84/02/24.8403140330 


8402090017 Board Notification 84-038 forwards RJ Mattson 840123 memo 
to DO Elsenhut providing status update of NRC actions re 
Wes t lng hous e ECCS actuation logic 

EIEENHUT, D 0 Division of Licensing 84/02727 PALLADINP 
Commissioners 7pp 22546 007 24X Fich ■ • 50-000, 04/02/27. 

0402090017 


8403200070 Noti flcatlon of 840321 meeting w/util in Bethesda.MD to 
discuss util qualification p rogram, Inc lud 1 ng both environ 4, 
seismic considerations 

BUCKLEY, B C Licensing Branch 3 84/03701 KNIGHTON, 0 W 

Licensing Branch 3 4pp 22812.314 24X Fiche 50-400,84/03/01, 

8403200070 


8403200122 Summary of 840224 meeting w/West Lnghouie Owners Group in 
Bethesda.MD re proposed We » t inphouse steam generator tube 
rupture generic program Attendee list i> agenda enc 1 
NERSES, V Licensing Branch 3 84/03/07 Licensing Branch 3 

35pp, 22811 131 24X Fiche 30-000,84/03/07,8403280122 


8403210131 Application to amsnd CPPR-199 to reflect latest date for 
const completion as 860301, per 10CFR50 53(b) Extension 
results from, delays In projected inservlce date V 
corresponding fuel load date, per util 821014 ltr 

MCDUFFIE, M A Carolina Power U Light Co 84/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. 2pp. 22707 244 
24X Flche 50-400,84/03716.8403210131 


E NRC Safety Evaluation Raport (8ER1, supple L correspondence 


8403030061 FOIA request for extent drafts of ssctlons or portions of 
8ER for plant &■ documents showing dissenting opinions of 
staff reviewers 

E DDL EM AN, W Eddleman. U 84/01712 FELTON, J Division Bf Rules 

and Records lp 22496 346 24X Flche- 30-400, 84/01 /12, 8403050061. 
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B403030064 Partial response to F8IA request for extant drafts of 
sections of SER for plant & documents showing dissenting 
opinions Of staff reviewers Forwards App A documents 
Documents also in PDR Search for addl documents in progress 
FELTON, J M Division of Rules and Records 04/02/07 EDDLEMAN, M 
Edd leman, N 4pp 22496 347 24X Fiche 30-400,04/02/07,6403030064 


— Q203120076 Forwards request foT addl info re organic matis It spent 
fuel pool cloanup sys F8AR sections 

BENAROYA, V Chemical Engineering Branch 82/04/27 Hi RAGL I A. F 
Licensing Branch 3 4pp 22476 331 24X Fiche 30-400, 04/02/07, 
04030 30064 


— 0203270420 Forwards request for addl info re fire protection program 
needed to complete review Info needed by 021102 

BENAROYA, V Chemical Engineering Branch 82/03/17 MIRAGUA, F 
Licensing Branch 3 7pp 22497 013 24X Fiche 30-400,04/02/07, 
0403030064 


— S207140072 Submits branch input for draft SER Input assumes that plant 
meets design abjective of App t 

QAMMILLiW P Meteorology l< Effluent Treatment Branch 62/06/25 
MIRAOLIA, F J Licensing Branch 3 37pp 22301 007 24X 

Fiche 30-400,04/02/07,0403030064. 


— 0211090008 Forwards draft SER input re SRP Sections 2 5 1 on basic 
geology l seismic info, 2 5 2 on seismology it 2 3 2 3 on 
BSE. No capable faults exist at or around site SSE (, ODE 

a dequate 

KNIGHT, J P Assistant Director for Comp it Structures Engineering 
<Pre 030201) 02/10/20 NOVAK, T M Assistant Director for 

Operating Reactors 21pp 22496 333 24X Fiche 30-400» 84/02/07, 

B 403030064 


-0211090035 Submits Core Performance Branch input to draft SER 
Confirmatory S, open issues listed 

RUBEN8TEIN, L 8 Assistant Director for Core it Plant Sys terns 
B2/10/21 NOVAK, T M Assistant Director for Licensing 2pp 
22497 022 24X Fiche 30-400,84/02/07,0403030064 


-6211110461 Advises that applicant has not responded to request for info 
re SER items concerning oil collection sys for reactor 
coolant pump, al ternate shutdown capability, fire protection 
for safe shutdown it NUREQ-0000 

BENAROYA, V. Chemical Engineering Branch 02/10/20 KNIGHTON. 0 
Licensing Branch 3 tp 22497 08S 24X Fiche 30-400,84/02/07, 

0403030064. 


-8211160112 Forwards draft SER input re F6AR Sections 294-236 
Request for addl info also end Site visit necessary before 
end of yr to observe as-built conditions it implementation of 
dam safety monitoring plans 

LEAR, 0. E Hydrologic it Geotechnical Engineering Branch 82/11/09 
KERRIGAN, J D Licensing Branch 3 40pp 22497 260 24X 

Fiche 30-400,04/02/07,0403030064 


-8211170249 Forwards draft SEtl input based on Auxiliary Sys Branch 
review of F8AR Unresolved items listed 

flUBENBTEIN, L S Assistant Director for Core it Plant Systems 
62/11/04 NOVAK, T M, Assistant Oirector for Licensing 163pp 
22497 009 24 X Fi Che’ 30-400, 04/02/07, 0403050064 


-0211300017 Forwards Chemical Engineering Branch draft SER input re 
listed eectlon* of FSAR through Amend 2 it 020002 ltr, based 
on ERP (NLf REG-0800 1 it NUREG-0737, Item It B 3 Addl info 
needed to complete review of post-accident sampling sys, 

JOHNSTON, W V, Assistant Director for Matls it dual Engirearlng 
(Pre B30201) 82/11/17 NQVAK, T Assistant Dirac tor for 

Licensing 21pp 22497 300 24X Fiche 30-400,84/02/07. 

0403030064. 


■G212 1 60163 Forwards Structural Engineering Branch summary of FSAR 
review i, draft BER input. 

KNIGHT, J P Assistant Director for Comp. It Structures Engineering 
(Pre 030201) 02/12/06 NOVAK, T M Assistant Director for 

Licensing 16pp. 22497 346 24X Fiche 30-400,84/02/07. 

8403030064 


0212160220 Forwards revised Hydrologic Engineering Section SER input 
Revised input superscedes previous submittal transmitted 
by 021014 memo, 

LEAR, G. E, Hydrologic it Oeotschnica 1 Engineering Branch 02/12/03 
KNIGHTON, 0. Licensing Branch 3 2Spp 22497:321 24X 

Fiche. 30-400, 84/02/07, 8403030064. 


0212300403 Forwards draft revised SER input to BRP Sections 231, 

2 9.2 it 2. 3 3 re geology it seismology Revision includes 
applicant commitment to Install St operata free-fleld 
accelerometer! 

KNIGHT, J P Assistant Director for Comp fc Structures Engineering 
(Pre 830201 >. 82/12/21 LAINAS, 0 C Assistant Director for 

Licensing 24pp 22497 362 24X Fiche 30-400,04/02/07, 

8403030064, 


— 830106021 1 Forwards draft 6ER input, including one open item re 
possible shipments of toxic matls past plant site 

MULLER. D R Assistant Director for Environmental Technology (Pre 
830201) 02/12/22 NOVAK, T M Assistant Director for Licensing 

9pp 22490 024 24X Fiche 30-400,84/02/07,04030 50064 


--0301140474 Forwards Equipment Qualification Branch Input for SER 5uppt 
3 re environ qualification of mechanical L electrical 
equipment 

JDHNSTON. W V Assistant Director for Matls it dual Engineering 

(Pre 830201) 83/01/10 NOVAK, T M Assistant Director for 

Licensing 3pp 22498 033 24X Fiche 30-400,04/02/07,0403030064 


— 8301260036 Forwards Meteorology it Effluent Treatment Branch input to 
draft SER Assumption that draft meats lOCFRSO.App I 
objectives will be verified when fluidize bed dryer 
effluents calculated NUREG-0737, 1 1 am III D 1 1 Incomplete 
HOUSTON, R W Assistant Director for Radiation Protection 
03/01/06 NOVAK, T M Assistant Director for Licensing SBp p 
22500 310 24 X Fiche 30-400,84/02/07,8403050064 


— 8309060390 Forwards Equipment Qualification Branch SER input for 
environ qualification of equipment important to safety 
KNIGHT, J P Assistant Director for Comp 6 Structures Engineering 
(Post 030201). B3/08/26 NOVAK, T M Assistant Director for 

Licensing 3pp 22498 036 24X Fiche 30-400,84/02/07,0403030064 


— 8309200479 Forwards Geotechnical Engineering Section Input to SER Input 
based on FSAR through Amend 9 Stability of 400-ft long 
retaining wall still open issue 

LEAR, 0 Structural t Geotechnical Engineering Branch 83/07/02 
KNIGHTON, G Licensing Branch 3 76pp. 22498 100 24X 

Fiche 30-400,84/02/07,8403050064 


— 0309210090 Forwards Power Sys Branch SER for Chapters 0-10 of FSAR 
Issues requiring resolution include containment electrical 
penetrations, use of load sequencer w/offslte power t 
frequency of testing of turbine valves 

RUBENBTEIN, L 8 Assistant Director for Core (.Plant Systems 
03/00/31 NOVAK, T M Assistant Director for Licensing BOpp 
22490 041 24X Fiche 30-400,84/02/07,8403030064 


--0309210116 Forwards SER input for FSAR Sections 4 2,4 3, 4 4. 13 4 1 , 
13 4 2, 1 5 4 3, 1 3 4 7 U 13 4 0 Confirmatory S, open issues 
identified listed 

RUBENSTEIN,L B Assistant Director for Core it Plant Systems 
03/09/01 NOVAK, T M Assistant Director for Licensing 69pp 
22498 119 24X Fiche 30-400,84/02/07,8403030064 


— 8309220302 Forward* hydrologic engineering input to SER One open item 
exists re potential for intense local precipitation to flood 
safety-related structures Tech Spec defining antl-sed imint 
deposit procedure required 

JOHNSTON, U V Assistant Director for Matls, Chem t< EnvlTon 
Technology (Poet S30201 1 83/09/14 NOVAK, T M Assistant 

Director for Licensing 24pp 22499 100 24X 

Fiche 30-400,04/02/07,8403030064 


— 0309260010 Forwards SER supporting geology S. seismology at facility 
KNIGHT, J P Assistant Director for Camp !< Structures Engineering 
(Past 030201) 83/09/08 NOVAK, T M Assistant Director for 

Licensing 44pp 22490 264 24 X Fiche 30-400,84/02/07. 

0403050064 


— 0309260421 Forwards structural engineering SER sections based on review 
of FSAR through Amend 9 Three open it one confirmatory items 
remain Resolution of opan/conf Irma tory items will be 
addressed In subsequent 5SER 

KNIGHT, J P Assistant Director for Comp (. Structures Engineering 
(Post 830201) 83/09/13 NOVAK, T M Assistant Director for 

Licensing 16pp 22499 212 24X Fiche 30-400,04/02/07. 

8403030064 


— 8309H604B2 Forwards Auxiliary Sys Branch SER Input based on review of 
all amends to FSAR up to Amend 9 it applicants 830418,0603. 
30,0703,13 it 0012 responses Summary of unresolved Issues to 
be used as basis for meeting w/appllcant also enc 1 
RUBENBTEIN, L 8 Assistant Director for Core i, Plant Systems 
03/09/14 NOVAK, T M Assistant Director for Licensing. 2Slpp 
22490 300 24 X Fiche 50-400,04/02/07,0403030064 


— 0309290412 Forwards Effluent Treatment Sys Section Input to SER 
reflecting changes in status of open items based on 
830924 meeting 

MULLER, D R Assistant Director for Radiation Protection 
83/09/14 NOVAK. T M Assistant Director for Operating Reactors 
60pp 22300 190 24X Fiche 50-400,04/02/07,0403030064 
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— 0309290474 Forwards SER on plant personnel training If 1 1 1 training 
programs for licensed reactor operators acceptable lltil 
Inadequately addressed training of shift technical advisor 
<8TA) when STA absent from STA duties 

RUSSELL, W Division of Human Factors Safety 03/09/81 NOVAK, T 
Assistant Director for Licensing 21PP 22499 220 24X 

Fiche 50-400, 84/02/07, 0403050064 


— 0310130370 Forwards branch SER input re status of unresolved issues., in 
response to ALAB-444 decision Issues A-43 U A-47 listed as 
confirmatory items rather than open items W/o ends 

KNIEL, K Generic Issues Branch 03/10/04 KNIGHTON, G Licensing 
Branch 3 26pp 22499-249 24X Fiche 30-400,04/02/07,8403050064 


--03IO17OO95 Forwards Chemical Engineering Branch proposed license 
condition re TM1 Item 1 1 B 3, "Post-Aec ident Sampling Sy* 11 
Contents of draft SER should be used for SER 

JOHNSTON. W V Assistant Director for Matls, Chem *, Environ 
Technology (Post B30201 ) 03/10/06 NOVAK. T M Assistant 

Director for Licensing 3pp 22499 279 24X 

Fiche 30-400,84/02/07.0403050064 


— 8310190067 Forwards aerial maps as input to B21222 draft SER Item re 
shipment of toxic matls past plant site not resolved 
JOHNSTON. W V Assistant Director for Matls, Chem It Environ 
Technology (Past 030201) 03/10/11 NOVAK, T M Assistant 

Director for Licensing App 2249? 331 24X 

Fiche. 30-400,84/02/07, 6403050064 


--8310200096 Forwards SER input on pump Sc valve operability assurance 
program 4 seismic It dynamic qualification of seismic 
Category I mechanical tr electrical equipment Addl info 
needed for TMJ Items It £ 4 2 I J I. D 1 re reliability 
KNIGHT. J p Assistant Director for Comp U Structures Engineering 
{Post 8302011 03/10/06 NOVAK, T M Assistant Director for 

Licensing 4pp. 2249? 275 24X Fiche 30-400,84/02/07.8403050064 


— 8310310443 Forward* results of review of Sections 5 2 2, 3 4 7,6 3 It 13 
through Amend 10 of FSAR open issues which will be 
summarised in later SER suppl listed 

HOUSTON, H U Assistant Director for Reactor Safety 83/10/07 
NOVAK, T M Assistant Director for Licensing 49pp 22499 2B2 
24X Fiche 50-400,84/02/07,0403030064 


— 0311100049 Informs that applicant Is to submit calculation of ultimate 
strength capacity of containment bldg under internal 
pressure as resolution of SER outstanding confirmatory 
structural item Marked-up SER input enc 1 

LEAR , G Structural 6 Geotechnical Engineering Branch 03/10/20 
KNIGHTON, G Licensing Branch 3 3pp 22500 024 24X 

Fiche 30-400,84/02/07,8403030064 


— 8311110263 informs of closeout of listed sections of 630914 SER based 
on new info Updated sections enc 1 Closeout of addl open 
Items , inc 1 uding NUREC-06I2 Info, will take place as 
acceptable info made available 

RUEENSTEIN, L 8 Assistant Director for Core I, Plant Systems 
83/ 10/20 NOVAK, F M Assistant Director for Licensing 49pp 
2249? 337 24X Fiche 30-400,04/02/07,8403030064 


— 8311140004 Advises that, due to need to coordinate effort w/Auiiltary 
Sys Branch, revised SER tD be submitted on 831127 will still 
contain listed fire protection open Items 

JOHNSTON, W V Assistant Director for Matls, Chem I, Environ 
Technology (Post 030201) 83/11/03 NOVAK, T Ass istant Dlrec tor 

for Licensing 2p p 22500 030 24X Fiche 50-400,84/02/07, 

8403050064 


— 8311160283 Forwards revised SER Input on confirmatory item re ultimate 
strength capacity of concrete containment bldg Item 
resolved 

LEAR, G Structural St Geotechnical Engineering Branch 83/11/14 
KNIGHTON, G Licensing Branch 3 3pp 22300 047 24X 

Fiche 50-400,84/02/07,8403050064 


— 8311160367 Informs that draft SER Section 17 acceptable except in area 
of items subj to IOCFRSO, App B, QA program during operations 
phase Info re current status It accep tab! 1 1 ty of QA program 
enc 1 

PARTLQW, J G Division of QA, Safeguards It Inspection Programs 
(Post 830103) 83/11/09 YOUNGBLOOD, B J Licensing Branch 1 

3pp 22500 027 24X Fiche 50-400,84/02/07,8403050064 


--3311290301 Forwards revised Hydrologic Engineering input to SER New 
Tech Spec requirement developed re watertight doors for 
safety-related bldgs 

JOHNSTON, W V Division of Engineering Technology 83/11/10 
NOVAK, T M Assistant Director for Licensing 15pp 22500 032 
24X Fiche 50-400,84/02/07,8403050064 


— 8311290332 Updates SER re stability of retaining wall west of fuel 
handling bldg Based on applicant 830919 submi tta 1 s, stab i 1 1 ty 
cannot be assured due to lack of listed info Final SER 
update end 

LEAR, G E Hydrologic t< Geotechnical Engineering Branch 83/11/16 
KNIGHTON, 0 Licensing Branch 3 3pp 22501 049 Z4X 
Fiche- 50-400, 84/02/07, 0403030064 


— 8312020063 Forwards S8ER resolving open item on toxic gas shipments 
past site Concurs w/finding* It Considers item closed 
JOHNSTON, W V Assistant Director for Matls, Chem h Environ 
Technology (Post 830201 ) 83/11/10 NOVAK. T M Assistant 

Director for Licensing 2pp 22301 034 24X 

Fiche 30-400,84/02/07.8403030064 


— 831 20801 B8 Forwards effluent treatment sy* section input to SER Open 
items include method for determining releases of noble gases 
from mechanical vacuum pumps J, radioactivity monitor on 
discharge from sve water sy* 

MULLER, D R Assistant Director for Radiation Protection 
83/11/18 NOVAK, T M Assistant Director for Licensing 31pp 
22300 139, 24X Fiche 30-400.84/02/07,8403050064 


— 8312120002 Lists closed out Open items in SER forwarded on 030914 L 
section* w/remainlng open items 

RUBENSTEIMiL B Assistant Director for Core l< Plant 8y*temi 
83/11/17 NOVAK, T M Division of Licensing B8pp 22500 050 
24 X Fiche 90-400,84/02/07,8403030064 


— 0312120443 Forwards input to SER, consisting of emergency plan 
evaluation rept S, response* to NUREG-0737, I terns 
III. A 1 1, III A I 2 i III A 2 re emergency preparedness 
MATTHEWS, D B Division of Emergency Preparedness & Engineering 
Response (Post 830103) 03/11/30 KNIGHTON, 0 Licensing Branch 

3 36pp 22301 038 24X Fiche 30-400,04/02/07,0403030064. 


— 931214042? Submit* review of draft SER response to Open Item 47 on RCS 
vents Proposed design conforms w/criteria outlined in 
NURE0-O737 c lar i f ieati on pertaining to electrical power 
supplies to vent valves 

SRrNIVA8AN< M Power Systems Branch 03/11/23 SHERON, B Reactor 
Systems Branch 2pp 22301 036 24X Fiche 30-400,84/02/07, 

8403030064 


— 0312230278 Forwards revised SSER re fire protection Listed items 
remain open 

JOHNSTON, U V Assistant Director for Matls, Chem It Environ 
Technology (Past 830201 > 83/12/14 NOVAK. T Assistant Director 

for Licensing 12pp 22301 094 24X Fiche 90-400,84/02/07, 

8403090064 


8403130062 Forwards addl Info re fuel handling bldg retaining wall 
design, in response to SER Open Item 1 from Structural St 
Geotechnical Engineering Branch 

MCDUFFIE, M A Carolina Power It Light Co 84/03/07 DENTON, H. R 
Office of Nuclear Reactor Regulation. Director 9pp 22601*294 
24X Fiche 30-400,84/03/07,0403130062 


9403140174 Forwards Rev O tg Inservica Inmp Procedure 1SI-201, “ASME 
Preservice Insp Program Plan (Except Reactor Vessel)," in 
response to Matls Engineering Branch SER Open Item 6 
MCDUFFIE, M A Carolina Power It Light Co 84/03/07 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 2pp 22620.090 
24X Fiche 90-400,84/03/07,8403140174 


— 8403140170 Rev 0 to Inservica Imp Procedure ISI-201, "A8ME Preiervie* 
Insp Program Plan (Except Reactor Vessel)." W/43 aperture 
cards Aperture card* are available in PDR 

• Carolina Power It Light Co 84/02/03 74pp 22620 092 24X 

Fiche 50-400.04/03/07,8403140174 


8403140120 Forwards Rev 2 to emergency plan, per SER Changes reflect 
cancellation of Unit 2, interfaces w/Btate of NC radiological 
emergency response plan It evacuation time study results, 

MCDUFFIE, M A Carolina Power It Light Co 04/03/08 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp, 22624.271. 
24X Fiche 30-400,64/03/08.8403140120 


— 8403140123 Rev 2 to emergency plan, plant operating manual. Vo 1 l, Part 2 
Related info end 

MILLER, J L Carolina Power It Light Co 84/02/29 173pp. 

22624 273 24X Fiche . 90-400. 84/03/08, 0403140120. 


0403290134 Forwards addl info re sve water sy* effluent moni tor infl, in 
response to SER Open Item 11 from Meteorology It Effluent 
Treatment Branch, 

MCDUFFIE, M A Carolina Power It Light Co 84/03/22. DENTON, H R 
Office of Nuclear Reactor Regulation, Director. 6pp 22007*101. 

24 X Fiche 30-400,84/03/22,0403290134 
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F Security. medical, umergency U fire protection plans 


B4Q31602B3 Advises Of 840316 meeting in Region II ofc to discuss App R 
requirements J< results of recent App R insps Attendance 
should be limited to six util employees 

LEWIS. R C Division of Project J< Resident Programs 84/03/02 

UTLEY. E E Carolina Power S< Light Co lp 22660 109 24X 

Fiche 30-000,84/03/02,8403160203 


0403140120 Forwards Rev 2 to emergency plan, per SER Changes reflect 
cancellation of Unit 2. interfaces ej/State of NC radiological 
emergency response plan U evacuation time study results 
HCDUFFIE, M A Carolina Power & Light Co 84/03/00 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 22624 271 
24X Flche 30-400.04/03/00,8403140120 


— 8403140123 Rev 2 to emergency plan, plant operating manual, Vol l.Part 2 
Related Info end 

MILLER, J L Carolina Power t< Light Co 04/02/29 1 73p p 

22624 273 24X Fiche 30-400,04/03/08,0403140120 


• — 0403020100 Statement of matl facts as to which there is no genuine 
issue to be heard on Joint Contention V Related 
correspondence * 

ANDERSON, P H Carolina Power «< Light Co ANDERSON, P H Shaw, 

Pittman, Potts t Trowbridge 04/02/27 Atomic Safety and 

Licensing Board Panel 3pp 22440 207 24X Fiche 90-400, 

84/02/27, 8403020182 


-—0403020192 Affidavit of WH Wilkie in support of applicant motion for 
summary disposition of Joint Interveners Contention V 
Certificate of Svc end Related correspondence 
WILKIE, W H Carolina Power & Light Co 04/02/24 !9pp 
22440 210 24X Fiche 50-400,04/02/27,0403020182 


0403010263 Response opposing W Eddleman motion to admit Contention 
30(2d) on financial qualifications of co-applicants ASLB 
has no basis or authority to reconsider original ruling on 
contention & motion must be denied Certificate of Svc end 
O'NEILL. J H Carolina Power 8< Light Co O'NEILL, J H Shaw, 
Pittman, Potts h Trowbridge 84/02/20 Atomic Safety and 
Licensing Board Panol 7pp 22432 25B 24X Fiche 50-400,04/02/20, 

0403010263 


0403190063 Forwards Btate of NC U Cha tham, Harne tt, Lee 
emergency response plan Plan forwarded to ASLAB for 
hearings by separate ltr dtd S40228 

MCDUFFIE, M A Carolina Power t, Light Co 84/03/12 
Office of Nuclear Reactor Regulation, Director lp 
Fiche 30-400,04/03/12,8403190063 


S, Wake Countl as 
use in 

DENTON, H R 
22663 130 24 X 


8403070031 Forwards emergency response plan in support of facility 
Plan encompasses state plan t< plans of Chatham, Harnett, Lee, 
l< Wake Counties W/a end Related correspondence 
HOLLAR, D E Carolina Power (< Light Co 04/02/20 KELLEY. J L , 
BRK5HT, 0 0 , CARPENTER, J H Atomic Safety and Licensing Board Panel 
2pp 22341 276 24X Fiche 30-400,04/02/20,0403070031 


— 8403190067 Emergency response plan 

a North Carolina, State of 04/02/29 454pp 22663 131 24X 

Fiche 30-400,04/03/12,0403190063 


0 Adjudicatory correspondence 


8403070033 Motion for summary disposition of Eddleman Contention 1 5AA 
re capacity factor No genuine issue of matl fact edits 
Related correspondence 

HOLLAR, D E Carolina Power {, Light Ce 04/02/20 Atomic Safety 
and Licensing Board Panel ISpp 22541 123 24X 

Fiche 30-400,04/02/28,8403070033 


8402230207 Further response to FOIA request for documents re const 
flaws at facility Forwards documents listed in App A 
Documents also being placed in PDR & LPDR Review continuing 
FELTON, J M Division of Rules and Records 83/12/02 VADEN, T 

News 6 Observer /Raleigh Times, Raleigh, NC 3pp 22370 299 24X 

Fiche. 30-400, 03/12/02, 8402230207 


— 840307003B Statement of matl facts as to which there is no genuine 
issue 

HDLLAR, D E Carolina Power & Light Co 04/02/28 Atomic Safety 
and Licensing Board Panel 3pp 22541 139 24X 

Fiche 50-400,04/02/20,8403070035 


— 8104210125 Discusses Implications of Ofc of Inspector t< Auditor 781012 
interview w/faclllty ASLB Ofc of Inspector t, Auditor 
attempted to probe thought processes of L require 
justification from Board re action taken in adjudication 
YORE, J R Atomic Safety and Licensing Board Panel 78/10/19 
HENDRIE, J. M Commissioners 3pp 22378.302 24X 

Fiche- 30-400, B3/ 12/02, B402230207 


—0402230237 Discusses investigation by Ofc of Inspector & Auditor (CIA) 
re facility proceeding A8LAB unwilling to be interrogated by 
□IA Many quastions ip OIA interrogation of members of ASLB 
manifestly Improper 

ROSENTHAL, A. 9 Atomic Safety and Licensing Appeal Panel, 

78/10/20 HENDRIE Commissioners 2pp 2237B 306 24X 

Fiche 50-400,03/12/02,8402230207 


8402070034 Forwards corrected copy of Page 10 of NRC 840130 response 
in opposition to Eddleman proffered Contentions 169,170, 
i7i S< 172 re safety parameter display sys 
MOORE , J E Hearing Branch 1 84/01/3! KELLEY, J L , 

CARPENTER, J H , BRIGHT, Q, 0 Atomic Safety and Licensing Board Panel 
lp 22102 361 24X Fiche- 30-400, 84/01/3i, 8402070034 


— 8402070037 Corrected Page 10 of response opposing Eddleman proffered 
Contentions 169,170,171 & 172 re safety parameter display 
igs 

a Hearing Branch 1 84/01/30 Atomic 8afety and Licensing 

Board Panel lp 22102 362. 24X Fiche 30-400,04/01/31, 

9402070034 


9402290081 Amended Certificate of Svc for applicant 840224 motion for 
reconsi deration or clarification of ASLB memorandum U order 
on health effects contentions Certificate of 8vc end 
BAXTER, T. A. Carolina Power *< Light Co B4/02/27, 3pp. 22420,101 
24X Fiche 90-400,84/02/27,8402290081 


— 8403070039 Affidavit of RH Koppe in support of applicant motion for 
summary disposition of Eddleman Contention 1SAA Certificate 
of Svc enc 1 Related correspondence 

KOOPE.R H Carolina Power U Light Co 94/02/27 24pp 
22341 141 24X Fiche 50-400, 04/O2/2B, 0403070053 


6403140102 Policy statement on environ qualification of safety-related 
electrical equipment Commission will conduct notice U 
comment rulemaking proceeding to delete formally 620630 
compliance deadline Certificate of Svc encl 

CHILKp G J Office of the Becretary of the Commission 84/03/01 
37pp 22624 164 24X Fiche 30-400,04/03/01,0403140102 


8403070134 Amend to 840113 motion for protective order preventing 
public disclosure of employee info sought by discovery 
request of W Eddleman Order issued by ASLB appropriate t< 
necessary Certificate of Svc encl Related correspondence 
BAXTER, T A Carolina Power J< Light Co BAXTER, T A Shaw, Pittman, 
Pott* it Trowbridge 84/03/02. Atomic Safety and Licensing Board 
Panel 11pp. 22338 234 24X Fiche 30-400, 84/03/02, 8403070134 


8403070223 Requests questions re Contention 41 requiring discovery 
responses be filed before 840313 Second round discovery will 
be given if protective order issue not resolved before 
840313 W/Cer ti f icate of Svc Related correspondence 
BAXTER. T A Shaw, Pittman, Potts b Trowbridge BAXTER. T A 
Carolina Power l< Light Co 04/03/02 EDDLEMAN, W Eddleman, W 
4p p 22341 300 24X Fiche 30-400,04/03/02,9403070223 


8403140139 Response opposing W Eddleman 840213 motion for admission of 
Contention 3B (2D) re financial qualifications Eddleman 
argument inaccurate W/NRC 840227 statement of policy 
MOORE, J E Hearing Branch 2 B4/03/03 Atomic Safety and 

Licensing Board Panel Spp 22624 001 24X Fiche 50-400,84/03/03. 

8403140159 


8403020182 Motion for summary disposition Df Joint Intervenor 
Contention V re continuous air monitors U portable air 
samples, No genuine issue of matl fact exists l applicant 
entitled to favorable decision. Related correspondence 
ANDERBONiP H Carolina Power 6 Light Co ANDERBON, P H Sham, 

Pittman, Potts l< Trowbridge 04/02/27 Atomic Safety and 

Llceneing Board Panel 14pp 22440 193 24X Fiche 30-400,04/02/27, 

8403020 1B2 


— 8403140163 Response in support of applicant 
disposition of Eddleman Contention 83/04B 
there is no genuine issue of matl fact to 
MOORE, J E Hearing Branch 2 84/03/03 

Licensing Board Panel lOpp 22624 006 
Fiche 30-400,04/03/03,0403140139 


840207 motion for summary 
on grounds that 
be litigated 

Atomic Safety and 
24X 


— 8403140168 Affidavit of JC Lehr supporting NF 
motion for summary disposition of Eddleman 
83/84B Applicant assessment consistent w/NF 
FES W/Cert if icate of Svc 

LEHR, J C Environmental 4, Hydrologic Engini 
84/03/03 lipp 22624 016 24X Fiche 50- 
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8403120002 Supplementa 1 answer to applicant inte r roga tor 1 ts It requests 
for production oF documents on Joint contentions I s> vi f 
Certificate of Svc end delated correspondence. 

PAYNE, M T Kudiu Alliance PAYNE, M T Edelstein & Payne 
PAYNE, M T Joint Intervenors - Shearon Harris 04/03/07 4 pp 
22589 298 24X Fiche 50-400, 84/03/07, 8403120002 


0403220270 Joint Interveners second suppl to answers to applicant 
interrogatories on Joint 1 re mgt incapability Certificate 
Of Svc end Related correspondences 

EDDLEMAN, W Eddleman, W EDDLEMAN, W Joint Intervenore - Shetron 
Harris DSD 054 B4/03/13 Carolina Power b Light Co Zpp 

227 1 9 185 24X Fiche 80-400.04/03/13,8403220270 


Q40313000 1 Reply to applicant fc staff on SER contentions S, notion to 
continue deferral of parts of Eddleman Contention 107 
Contentions o n SER b Contention 107 should he admitted 
EDDLEMAN, U Eddleman, Id 84/03/07 Atomic Safety and Licensing 
Board Panel 9pp 22618 204 24X Fiche 80-400, 84/03/07. 0403130001 


0403130186 Motion to declare applicant B4022B motion for summary 
disposition On Contention 15-AA untimely Twenty-day 
*■ * tension should be granted to respond to motion in 
alternative Related correspondence 

EDDLEMAN, W Eddleman, W 84/03/07 Atomic Safety and Licensing 
Board Panel 4pp 22634 220 24JC Fiche 30-400,84/03/07.8403130186 


■8403130196 Motion to allow filing of affidavit of JO Blackburn re 
W Eddleman 100 FR 2 7 SB petition b affidavits Related 
correspondence 

EDDLEMAN, W Eddleman. W 04/03/07 Atomic Safety and Licensing 
Board Panel Ip 22634 224 24)f Fiche 50-400,84/03/07, 

8403130106 


—8403130207 Affidavit of JO Blackburn in support of WEddl.men 
1CCFR2 758 petition 8 . affidavits 

BLACKBURN. J 0 Affiliation Not Assigned B4/02/14 3pp 
32434 228 24X Fiche 50-400.04/03/07,8403130186 


■0403130220 Answer to staff on summary disposition of Eddleman 
Contention 65 b applicant 840214 answer to Contention 68 . 

Summary disposition lethal weapon not to be faced unarmed 
Related correspondence 

EDDLEMAN, W Eddleman. W 04/O3/Q7 Atomic Safety and Licensing 
Board Panel 2pp 22634 228 2qx Fiche 50-400.84/03/07, 
8403130186 


0403190137 Forwards applicant !< hRC joint motion to withdraw 
Contention* 2,3 b 6 re security plan Agreement eichanged 
resolving issues 

FLYNN, S F Carolina Power b Light Co B4/03/14 KELLEY. J L > 
BRIGHT, G □ , CARPENTER, J K Atomic Safety and Licensing Board Pinil 
2pp 22666 310 34X Fiche 30-400,84/03/14,8403190137 


— 8403190141 Joint motion t D withdraw security plan contentions 2, 3 t 6 
Certificate of Svc encl 

flUNKLE. J D Joint Intervenors - Shearon Harris FLYNN, 8 F 
Carolina Power J, Light Co BARTH.C A Hearing Branch 1 
94/03/i4 Atomic Safety and Licensing Board Panel 3pp 
23666 312 24X Fiche 50-400,84/03/14,8403190137 


0403200030 Supplemental responses to U Eddleman general i nter rogatorii i 
b interrogatories on Contentions 41 b 65 Certificate of 8 v< 
encl Related correspondence 

BAXTER. T A Carolina Power b Light Co BAXTER. T A Shaw. Plttean, 
Potts t Trowbridge 84/03/14 Eddleman, W 7pp 2 2603.345 Z 4 | 

Fiche SQ- 400 .E 4 / 03 / 14. 8403200030 


B403190025 Memorandum b order reaffirming ruling* on response to B401S7 
order re health effects 

BRIGHT, 0 0 , CARPENTER, J H , KELLEY. J L Atomic Safety and Licsnslni 
Board Panel 84/03/15 Office of the Executive Legal Director 

20pp 22666 085 24X Fiche 50-400,84/03/15,8403190025. 


0403190053 Interrogatory to Joint Intervenors re Joint Contention VII 
Response in writing required by 840403 

BARTH, C A Hearing Branch 1 94/03/15 Joint Intervenors - 

Shearon Harris lp 22666 IBS 24X Fiche 50 - 400,84 / 03/19, 
B4CS3190O53 


■0403130230 Response to applicant interrogatories re Contentions 9,11 t 
132(C)(2) Related correspondence 

EDDLEMAN, W Eddleman, U 64/03/07 Atomic Safety and Licensing 
Board Panel 20pp 22634 230 34X Fiche 50-400,84/03/07, 

84031301 86 


— 0403190056 interrogatories to W Eddleman re Eddleman C onitentiom il,45 
67 i 116 Response In writing required by 840403 Certificate 
of Svc encl 

BARTH.C A Hearing Branch 1 84/03/15 EDDLEMAN, W Eddleman, If 

Bpp 22666 189 24X Fiche 50-400, B4/03/15, 0403190093 


B40313O1S6 Motion for summary disposition of Joint Intervener 
Contention VI re monitoring sy*. No genuine issue of matl 
fact exists b applicant entitled to favorable decision 
Related correspondence 

ANDERS QN. P H Carolina Power b Light Co ANDERSON , P H Shaw. 

Pittman, Potts b Trowbridge 84/03/09 Atomic Safety and 

Licensing Board Panel lBpp 22599 003 24X Fiche 50-400, 04/03/09, 

B4 031 30 156 


-9403130164 Affidavit of HH Wilkie b RL Stearin in support of applicant 
motion for summary disposition of joint tnteryenor 
Contention VI Certificate of Svc encl 

(ilLKIE.W H . SHEARfN.R v Carolina Power b Light Co 04/O3/OB 
122pp 2*399 021 24X Fiche 50-400,04/03/09,0403130156 


8403130447 Response to W Eddleman 040307 motion to declare util B4022B 
motion untimely Eddleman motion f r i v „ j „u». I nsul t Ing b 
unfounded Related correspondence 
O'NEILL, J H Carolina Power & Light Co 
Pittman. Potts b Trowbridge 04/03/09 

Licensing Boa r d Panel Spp 22613 102 

8403130447 


O’NEILL, JH Shew, 

Atomic Safety and 
24 X Riche, 50-4-00, 84/03/09. 


8403 1304 59 Response opposing W Eddleman 040307 motion to allow filing 
of affidavit of JO Blackburn Good cause undemonstrated 
Certificate of Svc encl 
O'NEILL. J H Carolina Power b Light Co 
Pittman, Potts b Trowbridge 84 / 03/09 

Licensing Board Panel. Spp 22613 1B7 

84/03/09,9403130447 


Q'NEILL.JH Eh aw. 
Atomic Safety and 
24X Fiche: 50-400, 


B403I6001B Memorial ties 840313 t.icqn emending time for discovery 
requests on safety contentions b for response to applicant 
motion for summary disposition Certificate of Svc encl 
BAXTER, T A Shaw, Pittman, Pott* b Trowbridge BAXTER, T A 

4ao° ,i 22633 W 3lo*‘ ^ann 13 EDDLEMAN, W. Eddleman, W 

App 22633 3-&0 24X Fiche 30“400 f 04/03/134 04Q3J6OO10 


8403220222 Supplemental document listing on discovery Related 
correspondence 

L?nhf M Cn‘ H p« Eddl S= 7 ?m L DS n^? S t B4/03/13 Carol t na Power 1 
Light Co 3fip 22719 001 *.4X Fi ehe. 50-400, 64/03/13, S4032202B2 


8403200034 Interrogatories to applicant on admitted security 
contention Encl withheld (ref 10CFR73 21) W/Cer 1 1 f 1 cate of 
0 vc Related correspondence 

RUNKLE, J Joint Intervenors - Shearon Harris 84/03/15 Caroline 
Power b Light Co 3pp 2269B 293 24X Fiche 50-400,84/03/15, 

0403500054 


8403200117 Interrogatories b request for production of documents on 
If Eddleman Contention 1320(11) second set Certificate of 
Svc encl Related correspondence 

C ARROW, H Carolina Power b Light Co 84/03/15 Eddleman, » 
Bp p 22605 336 24X Flthe 50-400,84/03/13,8403200117 


8403200135 Notice of ER Bleacher b JR Maples depositions on £40329 in 
Raleigh, NC Certificate of Svc encl Related correspondence 
CARROW, H Carolina Power b Light Co CARROM, H Shew, Pittman, 
Pofcts & Trowbridge 04/03/15 3pp 22699 161 24X 

Fiche 50-400,04/03/15,3403200135 


8403210120 informs that part of transcript of S4O3O0 telcon r » 
identification of persons in room at time of call missing 
BARTH.C A Hearing Branch 1 84/03/16 KELLEY, J L . BRIOHT.OO, 

CARPENTER, J H Atomic Safety and Licensing Board Panel Ip 
22707 179 24 X Fiche 50-400, 04/03/16, B40321Q1SO 


6403200048 Provides corrections to statements of scheduling agreement* 
per 640313 1 tr Extension to 840403 for Eddleman 41 applies 
only to second round questions not based on welder info 
Related correspondence 

EDDLEMAN.W Eddleman, W 84/03/17 BAXTER. T Shaw, Pittman, Pett* 
S, Trowbridge lp 22699 IBS 24X Fiche 50-400,84/03/17,8403200048 


8403210051 Order approving joint motion to withdraw security plan 
Contsntlons 2, 3 b 6 Cooperation commended 

KELLEY. J L « CARPENTER, J H, , BRIGHT, 0 □ Atomic Safety and Lltinsfrl 
Board Panel 84/03/19 Office of the Executive Legal Director 
Spp 22704 34 a 24X Fiche 50-400, 04/03/19, B4032100S1 


8400220223 Motion to quash applicant notice to taka deposition of 
Bleacher b Map 1 as. Un 1 i k* 1 y applicants can meet even 
threshholtf showing of good cause Certificate of Svc encl. 

Related correspondence 

RUNKLE, J Joint Intervenors - Shearon Harris DSB 045. 04703/19 

Atomic Safety and Licensing Board Panel 4pp 22719 003 24X 

Fiche 50-400, 84/03/19, B403220223 
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8403220827 Responds to 040313 response to Eddleman 41 Rotated 
correspondence 

EDDLEMAN, W Eddleman, U DSD 031 84/03/19 BAXTER, T Bhau, 

Pittman, Potts & Trowbridge 2pp 22719 Q12 24X 

Fiche 50-400,84/03/19,0403220227 


B403220261 Interrogatories «■ request for production of documents to 
Joint Intervenors (seventh set) Certificate of Svc encl 
Related correspondence 

0 'NEILL, J H Carolina Power & Light Co O'NEILL. J H Shaw, 
Pittman, Potts & Trowbridge DSD 05B 84/03/1? Joint 

Intervenors - Shearon Harris 21pp 22719 110 24X 

Fiche 30-400,84/03/19,8403220261 


S4Q322026S Joint Intervenor general interrogatories It interrogatories 
on Contention 7 (first set) Related correspondence 
EDDLEMAN, w Eddleman, W EDDLEMAN, W Joint Intervenors -Shearon 
Harris DSD 033 04/03/19 Carolina Power 5, Light Co 24pp 

22719 131 24X Fiche 50-400,84/03/19,0403220265 


8403200361 Clarification of Joint Intervenors position re J Gofman 
Qofman absolutely unwilling to appear as intervenor witness 
EDDLEMAN, W Joint Intervenor* - Shearon Harris EDDLEMAN, W 
Eddleman, W DSD 173 04/03/20 2pp 22787 232 24X 

Fiche 30-400,04/03/20,8403200361 


8403260327 Interrogatories & request for production of documents re 
Eddleman Contentions 9 & 1 1 (second set) Certificate of 
Bvc encl Related correspondence 

SWIGER, M A Carolina Power it Light Co BWIOER.M A Shaw, Pittman, 
Potts 6 Trowbridge DSD 104 84/03/23 Eddleman, W 14pp 

22760 t43 24X Fiche 50-400,84/03/23,0403260327 


B4O326032B Responds to 040317 8< 19 ltrs re extension to file discovery 
requests, welder info confidentiality it interrogatory 
answers, Svc list encl Related correspondence 
BAXTER, T A Shaw, Pittman, Potts !< Trowbridge BAXTER, T A 

Carolina Power & Light Co DSD 103 04/03/23 EDDLEMAN, W 

Eddleman, W 4pp 22760 137 24X Fiche 30-400, 84/03/23. B40326032B 


B40326034B Responses to general interrogatories 6 Interrogatories on 
Contention 69 (seventh set) Related correspondence 

BAXTER, T A Carolina Power it Light Co BAXTER. T A Shaw, Pittman, 
Pott* & Trowbridge DSD 102 84/03/23 Eddleman, W 47pp 

22760 190 24 X Fiche 30-400, 04/03/23, 04O326O34H 


— 0403260334 Response to request fOT production of documents 
(Contention 63) Certificate of Svc encl 

BAXTER, T A Carolina Power it Light Co BAXTER. T A Shaw, 
Pittman, Potts & Trowbridge 84/03/23 Eddleman, W 6pp 

22760 237 24 X Fiche 30-400,84/03/23,0403260340 


8403270319 Response opposing W Eddleman 040307 motion to allow filing 
of affidavit of JO Blackburn Affidavit Is untimely suppl to 
petition re need for power 6 alternative energy sources 
Certificate of Svc encl 

MOORE, J, E. Hearing Branch 1 DSD 133 04/03/23 3pp 22709 023 

24 X Fiche 30-400,84/03/23,8403270319 


8403270321 Clarification of staff response in support of applicant 
motion for summary disposition of Joint Intervenors 
Contention IV re TLDs 

BARTH, C A Hearing Branch 1 DSB 130 84/03/23 Atomic Safety 

and Licensing Board Panel 3pp 22709 020 24X 

Ficht’ 30-400,84/03/23, 0403270321 


8403270333 Response in support of eppl leant 840227 motion for summary 
disposition of Joint Intervenor* Contention V re calibr of 
atr monitors Related correspondence 

BARTH, C A Hearing Branch 1 D8B 129 84/03/23 Atomic Safety 

and Licensing Board Panel, 2pp 22789 006 24X 

Fiche 30-400,04/03/23,8403270333 


— 0403270330 Affidavit of S Block In support of summary disposition of 
Joint Contention V. Cert i f Icate of Svc encl 

BLOCK, 8 Division of System* Integration (poet 011005) 04/03/15 

8pp 22789:008 24X Fiche 50-400,04/03/23,0403270333 


8403200344 Response to applicant interrogatories re Eddleman 116 
Related correspondence. 

EDDLEMAN. W Eddleman, W DSD 177 84/03/23 Carolina Power it 

Light Co 6pp 22707.116 24X Fiche 30-400,04/03/23,8403280344 


0403200349 Notifies of inability of copy ctrs to copy new filing* dus 
840323, Motion made for extension of time to ensure 
duplication Related correspondence 

EDDLEMAN, W. Eddleman, W DSB 176 B4/03/23 KELLEY, J Atomic 

Safety and Licensing Board Panel BAXTER, T Shaw, Pittman, Potts l 
Trowbridge. 2pp. 227B7 144 24X Fiche 30-400,84/03/23, 0403280349 


B403280351 Eddleman general interrogatories t, interrogatories on 
Contentions 9,11,41,43,116 & 132(e)(2) to applicant 
(eighth set) Certificate of Svc encl Related correspondence 
EDDLEMAN, W Eddlemoil, U DSD 166 04/03/23 * Carolina Power 5, 

Light Co 24pp 22787 14B 24X Fiche 30-400,64/03/23.0403280351 


0403280360 Response to util motion for summary disposition on B3/84B t 
motion for licensing conditions No Cape Fear River water 
should be used by util for cooling Related correspondence 
EDDLEMAN, W Eddleman, W DSD 174 84/03/23 Atomic Safety and 

Licensing Board Panel lp 22707 231 24X Fiche 50-400,84/03/23, 

0403280360 


0403270327 Advises that term job experience, used in B40314 discovery 
responses, Inc ludes only welding experience Related 
correspondence 

BAXTER, T A Shaw, Pittman, Potts 5, Trowbridge BAXTER.T A 

Carolina Power 5, Light Co DSD 144 84/03/26 EDDLEMAN. W 

Eddleman, W 3pp 22789 016 24X Fiche 50-400, 84 /03/26, B403270327 


8403200347 Eddleman it Joint Intervenors interrogatories to NRC staff 
(third set) Related correspondence 

EDDLEMAN, W Eddleman, W D6B 165 84/03/26 Office of the 

Executive Legal Director 16pp 22707 127 24X 

Fiche 50-400,04/03/26,8403280347 


M Antitrust correspondence 


0403020096 Notification of 840224 meeting w/util in Bethesda.ttD to 
discuss antitrust matters 

BUCKLEY, B C Lie ens i ng Branc h 3 84/02/17 KNIGHTON, 3 W 

Licensing Branch 3. 4pp 22491 179 24X Fiche 50-400,04/02/17, 

0403020096 


8403020084 Notification of change in date & time for 840302 meeting 
u/util in Bethesda.MD to discus* antitrust matters 
BUCKLEY. D C Licensing Branch 3 84/02/27 KNIGHTON, 0 W 

Licensing Branch 3 4pp 22491 184 24X Fiche 50-400,84/02/27, 

8403020084 


0403280024 Forwards MA McDuffie 840216 response to B30119 request for 
addl antitrust info to continue review of DL app 1 i cat ion. p er 
Rag Guide 9 3 Recipient inadvertently omitted from list 
ZIMMERMAN, S R Carolina Power U Light Co B4/03/19 VDQLER, B NRC 
- No Detailed Affiliation Given lp 22777 0B7 24X 

Fiche 50-400, 84/03/19, B4O3280024 


0403260009 ForuaTds responses to question* raised in B40302 meeting r* 
antitrust review 

MCDUFFIE. M A Carolina Power 5, Light Co 84/03/20 TOALSTON, A L 

Siting Analysis Branch 70pp 22750 159 24X Fiche 50-400, 

04/03/20. 8403260009 


□ Advisory Committee on Reactor Safeguards reports !< correspondence 


8403140302 Discusses seismology issues in OL review Extremely 
conservative values established for OBE t, SEE Plant sito is 
as nearly aseismic as any site in eastern US 

MAXWELL, J C Maxwell, J C MAXWELL, J C ACRE - Advisory Committee 
or Reactor Safeguards 84/01/05 KERR, W ACR6 - Advisory Committee 

on Reactor Safeguards lp 22635 317 24X Fiche 30-4 00, 84/01/05, 

0403140302 


8403160085 Comments on 840103-04 site visit & OL hearing In Apex.NC 
Requests opportunity to view final control room 5c new 
s imulator 

PEARSON, R G North Carolina State Unlv , Raleigh, Nc P E ARSON, R G 

ACR8 - Advisory Committee on Reactor Safeguards B4/01/03 KERR,H 

ACRS - Advisory Committee on Reactor Safeguards MAJOR, R, North 

Carolina State Univ . Raleigh, NC 3pp 22662 276 24X 

Fiche 50-400,84/01/05,8403160005 


B40 1 300121 Summarizes ACRS 285th meeting on 840112-14 re review of OL 
appl lea t Ion, control roam design 5< tube degradation 
Investigation of allegations re OA requested 

EBERSOLE, J C ACRS - Advisory Committee on Reactor Safeguards 
84/01/16 PALLADINO. N J Commissioners 3pp 22044 - 023 24X 

Fiche 90-400,04/01/16, B401300121 


0 Inspection reports, IE Bulletins 5< correspondence 


8403070179 Ack receipt of 040208 ltr informing NRC of step* taken to 
correct violations noted in IE lnsp Rept 50-400/83-36 
Implementation of corrective actions will be examined during 
future insps 

VERRELLI.D M Division of Project *, Resident Programs B4/02/22 

UTLEY, E E Carolina Power »y Light Co lp 22547 276 24X 

Fiche 30-400,84/02/22,8403070179 
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— B403Q701B4 Responds to NRC 840110 Jtr re violations noted In IE fnsp 
Rept 50-400/83-36 Corrective actions transformer replaced 
Full compliance will be achieved on 840220 

PARSONS, R H Carolina Power b Light Co 64/02/09 O'REIU-Y. J P 
Region 2* Office of Director 2pp 22347 277 24X 

F i che 30-400, B4/02/22, B403070179 


— 8403070193 Forwards IE Insp Repts 50-400/B3-36 b 50-401/B3-36 On 
831120 S< 1220 b notice Of violation 

VERRELLI, D « Division of Project b Resident Programs 84/01/10 
UTLEY, E E Carolina Power b Light Co 2pp 22547 279 24X 

Fiche 50-400, 94 / 02 / 22 , B403070179 


— B403070197 Notice of violation from insp oil B31120-1220 

* Region 2. Office of Director 04/01/10 Ip 22S47 2B1 24X 

Fiche 50-400, B4/02/22, 9403070179 


— 8403070199 IE In*P Repts 50-400/03-36 b 30-401/B3-36 on 031120-1220 
Violation noted failure to protect equipment from rainwater 
entering reactor auxiliary bldg from roof 
MAXWELL, 0 F , PREVATTE, R L Region 2, Office of Director 
BEMIBpP R Division of Project b Resident Programs B4/01/09 
9pp 22547 3B2 24X Ftche 50-400, B4/02/22, B4030701 79 


8403070094 Ack receipt of B4DI18 b 27 Itrs informing NRC of steps taken 
to correct violations noted In IE Insp Rept 5Q-400/B3-39 
VERRELLI. D M Division of Project b Resident Programs 84/02/23 

UTLEY, E E Carolina Power b Light Co lp 22 5 4 5 34 0 2 4X 

Ficti* 50-400,84/02/23,0403070094 


— 8403070095 Clarifies response to NRC 831220 1 tr re violations noted in 
IE Insp Rept 50-400/B3-35 Corrective actions sock-o-let 
restamped w/cofr*ct number on fitting on 840111 
PARSONS, R M Carolina Power b Light Co B4/01/27 O'REILLY. J P 
Region 2, Office of Director 2pp 22545 349 24X 

Fiche 50-400,84/02/23,0403070094 


— 6403070096 Responds to NRC 831220 1 tr re violations noted in !E imp 
Rept 50-400/83-35 Corrective actions sock-o-let restamped 
u/correct number on fitting on B40I11 

PARSONS, R M Carolina Power b Light Co B4/01/1B O'REILLY. J P 
Region 2, Office of Director 2pp 22545 351 24X 

Fiche 50-400,04/02/23,0403070094 


—0403070100 Forwards IE Insp Repts 50-400/83-35 b 50-401/03-35 on 
831129-1202 b notice of violation 

VERRELLI, D M Division of Project b Resident Programs 03/12/20 
UTLEY, E E Carolina Power h Light Co 2pp 22545 353 24X 

Fiche 50-400,84/02/23,0403070094 


— 0403070102 Notice of violation from Insp on B31 129-1202 

* Region 2, Office of Director 63/12/20 lp 22545 355 24X 

Fi che 50-400, 04/02/23, B403070094 


— B403070 105 IE Insp Repts 50-400/83-35 b 50-401/03-35 on 031129-1202 
Violation noted failure of as-built drawings to reflect 
actual piping configuration 

KLEINSORGE.W p Region 2, Office of Director BLAKE, J J 
Division of Engineering b Operational Programs 03/12/13 9pp 
22543.356 24X Fiche 50-400,04/02/23,0403070094 


8401190072 IE Info Notice 84-13, “Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation ” Svc list 
end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) B4/Q2/2B Consolidated Edison Co of New 

York, Inc 115pp 22909 239 24X Fiche 90-000,84/02/20,0401190072 


8403160194 Ack receipt of 040207 ltr informing NRC of steps taken to 
correct violations noted in IE Imp Rept 50-400/03-25 
LEWIS, R C Division of Project b Resident Programs 04/03/01 

UTLEY. E E Carolina Power b Light Co lp 22633 359 24X 

Fiche 30-400, 04/03/01, B403160I94 


0402090007 IE info Notice 04-14, “Highlights of Recent Transport 
Regulatory Revs by DOT b NRC." Svc list end 

GRACE, J N Division of OA, Safeguards b Inspection Programs IPost 
830103) 04/03/02 Consolidated Edison Co of New York, Inc 

130pp 22352 329 24X Fiche 50-000, B4 /03 / 02 , 0 4 020900 07 


B4Q209000B ie Info Notice 84-16, “Failure of Automatic Sprinkler Sys 
Valve* to Operate, 11 Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response iPost 8301031 B4/03/02 Consolidated Edison Co of New 

York* Inc 122pp 22553 098 24X Fiche 50-000,84/03/02,8402090008 


B402090009 IE Info Notice 04-15, “Reporting of Radiological Releases •• 
Svc list enc) 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22553 217 24X Fiche 50-000. 84/03/02, 8402090009 


8402090011 IE Info Notice 84-17. "Problem* W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp 11 Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22553 336 24X Fiche 30-000, 04/03/05. 8402090011 


B403290198 Forwards IE Insp Rept 30-400/04-04 on 040214-17 No 
violations noted 

VERRELLI, DM Division of Project b Resident Programs 04/03/06 
UTLEY, E E Carolina Power b Light Co 2pp 22003 314 24X 

Fiche 50-400,04/03/06,8403290198 


— 8403290199 IE Insp Rept 30-400/04-04 on 040214-17 No violations noted 
Major areas inspected structural concrete, structural 
backfill, previously Identified enforcement item* b 
previously identified inspector followup Items 

HARRIS, J R , CONLON, T E Region 2, Office of Director 04/03/05 
Spp 22003 316 24X Fiche 50-400,84/03/06,0403290190 


0402090024 IE Info Notice 84-09, Rev 1. "Lesson* Learned From Imp* of 
Fire Protection Safe Shutdown Sys 11 Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 030103) B4/03/07 Consolidated Edison Co of New 

York, Inc H0pp 22635 049 24X Fiche 50-000, B4/03/07. B402090024 


0402090020 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Bvc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22304 186 24X Fiche 30-000,04/03/07.8402090028 


B40314O174 Forwards Rev 0 to Inservice Insp Procedure I8I-2Q1, “A 6 ME 
Preservice Insp Program Plan (Except Reactor Vessel)," in 
response to Matls Engineering Branch SER Open Item 6 
MCDUFFIE, M A Carolina Power b Light Co 04/03/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22620 090 
24X Fiche 30-400,84/03/07,8403140174 


--B40314017B Rev 0 to Inservice Insp Procedure IGI-201, "A 6 ME Preservice 
Insp Program Plan (Except Reactor Vessel) ” W/4S aperture 
cards Aperture cards are available In PDR 

* Carolina Power b Light Co B4/02/03 74pp 22620 092 24X 

Fiche 50-400,84/03/07,0403140174 


B403160267 Forwards IE Enforcement Conference Repts 30-261 /B4-0B b 
30-400/04-08 on 840223 

O'REILLY, J P Region 2, Office of Director 84/03/09 UTLEY, E E 

Carolina Power b Light Co 2pp 22660 275 24X 

Fiche 30-000,04/03/09,0403160267 


—0403160274 IE Enforcement Conference Repts 50-261/84-00 b 3C-400/B4-0B 
on 840223 Major areas discussed unauthoriied entry Into 
facility reactor cavity b QA programs re procurement of 
sves b matls 

VERRELLI, D M Division of Project b Resident Programs 84/03/06 
3pp 22660 277 24X Fiche 50-000, B4/03/09, B4031 60267 


8402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays In Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

134pp 22023 094 24X Fi c H • • 50-000, 04/03/ 12, 840209003 1 


8403290163 Ack receipt of 040309 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-400/84-03 
Implementation of corrective actions will be examined during 
future Insp 

VERRELLI, D,M Division of Project b Resident Programs 04/03/20 

UTLEY. E E Carolina Power b Light Co lp 22003 329. 24X 
Fiche 50-400,84/03/20,8403290163 


— B403290166 Responds to NRC 040213 ltr re violations noted In IE Insp 
Rept 50-400/84-03 Corrective actions Weld Joint 
1 -BI- 1 S 0 -FW -536 documentation changed to show correct Heat 
Number M 2945 for welded end of Spool l-RC-134-1 
PARBONS, R M Carolina Power b Light Co B4/03/09 O'REILLY, J.P 
Region 2, Office of Director 2pp 22803 330 24X 

Fiche 30-400, 84/03/20, B403290163 


—8403290169 Forward* IE Insp Rept 50-400/84-03 on 840124-27 b notice of 
violation 

VERRELLI, D M Division of Project b Resident Program*. 04/02/13 
UTLEY, E E Carolina Power b Light Co 2pp 22003' 332. 24X 

Fiche 50-400,04/03/20,8403290163 


— 0403290171 Notice of violation from Insp on 040124-27 

* Region 2, Office of Director 84/02/13 lp 22803.334 24X 

Fiche 30-400, 04/03/20, B4032901 63 



DOCKETED ITEMS 


—04O329O173 IE Jnsp Rept 50-400/04-03 on 040124-27 
f a i 1 urn to provide adequate procedures for heat 
veri f 1 cation 

KLErNSORGE. W P Region 2. Office of Director 
Division of Engineering & Operational Programs 
23003 335 24X Fich* 50-400,84/03/20,0403290163 


Violation noted 
number 

BLAKE, J J 
84/02/00 13pp 


0403010210 Forwards task descriptions for 16 known problems re 
Transamar ica Delaval,Ine emergency diesel generators 
hiUSELER, W J TDI ( Tran s a me r 1 ca Del aval, Inc. ) Owners Group 
04/02/28 DENTON. H R Office of Nuclear Realtor Regulation, 

Director 42pp 22435 177 24X Flche 30-000,04/02/23,8403010218 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorized 
Entries into PUR Reactor Cavities " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response {Post 8301031 04/03/21 Consolidated Edison Co of New 

York, Inc I23pp 22023 229 24X Fiche 50-000 , 84 /03/21 « 8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays In Safety-Related 
Sys. " Svc list end 

JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response {Post 0301031 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Flche 50-000,84/03/21.8402090044 


Fi Periodic operating reports b related correspondence 


8403070285 Fifth interim deficiency b Part 21 repts.Item 117 re welding 
defects on Class IE 6 9 kV circuit breakers Initially 
reported on 830211 All Class IE breakers at site returned to 
Siemens-Al 1 i s Final rept ezpected by 840331 

PARSONS, R M Carolina Power b Light Co 04/02/29 O'REILLY, JP 
Region 2, Office of Director 4pp 22547 075 24X 

Fiche. 50-400. 04/02/29.0403070205 


8403130398 Fifth interim deficiency rapt. Item 53 re potential for 
Westinghouse mfg gate valves falling to fully close/open 
under design conditions Also reportable per Part 21 
Hardware changes completed Final rept ezpected by 040415 
PARSONS, R. M Carolina PoweT b Light Co 84/03/01 Q'REILLY. JP 
Region 2, Office of Director 10pp 22616 283 24X 

Ficha 50-400, 04/03/01, B40313039B 


0403020443 Forwards monthly status rept of offilte emergency 
preparedness for QL reviews for Jan 1904 Changes In FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCKS, hi J Office of the Executive Director for Operations 
34/02/21 PALLADINQ Commissioners 9pp 22492 083 24X 

Flche 50-000,04/02/21.0403020443 


8403130237 Interim deficiency b Part 21 reptsiltem 159 re fleslble 
coupling drive shaft in averspeed governor 6 fuel transfer 
pump drive of standby diesel generator Initially reported on 
040206 Final rept will be submitted by 840416 

PARSONS, R M Carolina Power & Light Co 04/03/02 O'REILLY. J P 

Region 2, Office of Director lp 22617 277 24X 

Flche 50-400.04/03/02,3403130237 


8 Reportable occurrences, LERs it related correspondence 


8403010451 Informs Commission of problems w/emergency diesel generators 
mfg by Transamerlca Delaval, Inc 

DIRCKB.w, j Office of the Executive Director for Operations 
SECY-03-034 84/01/25 4pp 22430 347 24X Fiche 50-000,04/01/25, 

0403010451 


8402270274 Third interim deficiency rept, Item 111 re seismic 
qua! i f i cat ion test failure of Transamerlca Delaval, Inc 
starting air check for emergency diesel engine generator 
sets Also reportable per Part 21 Next rept by 840525 
PARBONB, R M Carolina Power it Light Co 04/02/15 O'REILLY, J P 
Region 2, Office of Director 4pp 22391 304 24X 

Fiche 50-400,84/02/15,0402270274 


8403010350 Interim deficiency rept, Item 158 re Pullman Const 
I ndustr 1 es/Ebaico design interface HVAC ductwork Differences 
impacting seismic qualification may exist between design it 
fabrication documents Also reportable per Part 21 
PARSONS, R M Carolina Power it Light Co 04/08/17 O'REILLY, J P 
Region 2, Office of Director lp 22432 320 24X 

Fiche- 50-400, 84/02/17, 8403010350 


0403010394 Deficiency St Part 21 reptstltem 157 re Ruekln Mfg Co 
supplied actuators failing to meet functional test 
requirements of GH Bettis Co Initially reported on 031821 
Next rapt will be submitted by 040323 

PARSONS, R M Carolina Power St Light Co 04/08/17 O'REILLY, 0 P 

Region 2, Office of Director lp. 22434 046 24X 

Fiche 50-400,84/02/17,0403010394 


0403210032 Part 21 rapt re failure of auxiliary feedwater pump drive 
turb inos, Oimpe l .NPB-4 YSiT valve, to close Enel ltr dtd 840203 
sent to listed utils CE notified of affected units in BUR 
plants. 

THEROUX. R R Terry Carp 84/02/22 WOODRUFF. R.W Director's 
Office. Office of Inspection and Enforcement 6pp 22706.327 24X 

Ficha. 50-000,84/02/22, 0403210032 


B403070290 Fourth interim deficiency rept. Item 77 re seismic Clast I 
cable tray, conduit St HVAC hangers supplied by Peden Steel 
Initially reported on 020802 Component relnsp in progress 
Next rept by B4070i,Alio reported per Part 21 

PARSONS, R M Carolina Power St Light Co 84/02/24 D'REILLY, J P 
Region 2, Office of Director 4pp 22547 067 24X 

Fiche- 50-400, B4/02/24, 8403070290 


0403090092 Fourth Interim St Part 21 repts. Item 101 re defective 
governor drive coupling supplied by Transamerlca Delaval. 
Initially reported on 820909 Couplings to be replaced, Pina 1 
rept by 840525. 

PARSONS. R. M Carolina Power b Light Co 84/02/24 O'REILLY. 0 P 
Region 2, Office of Director 4pp 22575 299 24X 

Ficha. 50-400. 84/02/24. 8403090082 


8403010207 Forwards "Investigation of Types AF fc AE Piston Bkirts." per 
Transamerlca Delaval. Inc Ownere Group program commitments 
Rept evaluate* cracks in AF piston skirts in Shoreham St 
Grand Oulf Nuclear Power Stations 

MUSELER, W J. TDI (Traneemer lea Delaval. Inc ) Owners Group 
94/02/27 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 3pp 22434 090 24X Fiche. 50-000, 04/02/27, 8403010207 


8403140048 Forwards "Grand Gulf Component Tracking Sys, " "Bhoreham 
Component Tracking Sys" St "Transamer ica Delaval, Inc 
Diesel Generators Owners Group Program Plan. 11 to resolve 
concerns w/emergency diesel generators 

MUSELER, W J Long Island Lighting Co 04/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation. Director Bpp 22626 062 
24X riche 50-000,84/03/02,8403140048 


— 8403140095 '’Transamerlca Delaval, Inc Diesel Generators Owners Group 
Program Plan " 

« TDI (Transamer i ca Delaval, Inc ) Owners Group 84/03/02 
261 pp 22628 223 24X Ficha 50-000,84/03/02,8403140040 


8403120084 Interim deficiency rept. Item 140 re nondetermlnate quolity 
characteristics of 99 of 235 pipe hangers Hanger program 
revised b 99 hangers reinspected Next rept will be submitted 
by 640507 * 

PARSONS, R M Carolina Power b Light Co 84/03/05 O'REILLY, J P 
Region 2, Office of Director lp 2258Q 103 24X 

Fiche 50-400,84/03/05.0403120084 


8403200203 Interim deficiency rept, Item 101 I, Part 21 rept re 
defective governor drive coupling Correct ltr date is 
040224, not 830224 

PARSONS, R M Carolina Power b Light Co 04/03/09 O'REILLY, J P 

Region 2, Office of Director lp 22699 347 24X 
Flche 50-400,04/03/09.0403200203 


8402090039 Board Notification 04-052 forwards meeting summaries 
containing transcripts of 840210 & 16 meetings between NRC b 
Transamerlca Delaval, Inc (TDI) Owners Group Distribution 
list enc 1 

EISENHUT, D O Division of Licensing 04/03/12 PALLADINQ 
Commissioners 5pp 22700 001 24X Fiche 50-000, 84/03/ 1 2, 

8402090039 


— 0403060536 Forwards summary of 840210 meeting w/Transamer i ca Delaval, 
Inc Owners Group in Oethesda.MD re problems w/emergency 
diesel generators 

CARUSO, R Licensing Branch 2 04/02/27 O'REILLY, JP NRC - No 

Detailed Affiliation Given 6pp 22700 006 24X 

Fiche 50-000, 84/03/12, 8402090039 


— 0403060594 Transcript op 040210 meeting w/Transamer ica Delaval. Inc 
Owners Group in Bethesda.MD re problems w/emergency diesel 
generators 

* NRC - No Detailed Affiliation Given 84/02/10 147pp 

67301 ooa 24X Flche 50-000,04/03/12,8402090039 


-—0403070409 Summary of 040216 meeting u/Transamer ica Delaval, Inc Owners 
Group in Wading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript S< 
attendance list end 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

Spp 32700 161 24 X Flche SO-000, 84/03/12, 8402090039 


— 8403070423 Transcript of 040216 conference in Wading River, NY re 
Transamerlca Delaval, Inc diesel generators Pp 1-82 
* Commissioners 84/02/16 04pp 22700 169 24X 

Fiche 50-000,04/03/12,8402090039 
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0403140030 Forwards "Design Review of Connecting Roil Bearing Shells for 
Transamerica Delava.1 Enterprise Engines" for Shoreham S. 

Grand Gulf diesel generators 

MU5ELEfl,W J Long Island Lighting Co 34/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
24X Flche 50-000, 84/03/ 12, B4O314O05O 


B403190133 Forwards "Transamer 1 ca Delaval, Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adequate 
for applicable engines & svc conditions 

MUSELER.W J TDI ( Tran s a mer 1 c a Delaval, Inc ) Owners Otoup 
64/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 3pp 22639 270 24X Flche 50-000.34/03/13,6403150133 


6403200222 Responds to 640214 Requests for Info 1 !■ 2 re R-4 series 
engines List Indicating engine number, model !t svc number, 
customer name L address, rating, date shipped 5c date started 
end 

NATHEHS.CS Transamer 1 c a D e 1 ava 1 , Inc 84/03/16 EJSENHUT. D C 
Division of Licensing 20pp 22691 179 24X Flche 30-000,34/03/16, 

6403200222 


8403270091 Interim deficiency rapt re seismic HVAC ductwork by Pullman 
Const Industries not meeting design specs Initially reported 
on 840120 To date, 637. of suspected ductwork evaluated b 
determined acceptable Nert Tept by B40A2O 

PARSONS, R M Carolina PaweT !< Light Co 84/03/20 □ 'REILLY, J P 

Region 2. Office of Director lp 22766 332 24X 

Fiche 90-400,34/03/20,8403270091 


8403300043 Third Interim deficiency rept. Item 95 re shop welding 
defects In Seismic 1 pipe hangers supplied by Bergen- 
Patterson b Item 72 re understied skewed tee fillet weld on 
hangers Final rept by B41201 Alsu reported per Part SI 
PARSONS, R M Carolina Power 5. Light Cn 04/03/21 O'REILLY, J P 
Region 2, Office of Director 3pp 22019 315 24X 

Flche 30-400.34/03/21.8403300043 


8403270132 Forwards '‘Emergency Oiesel Generator Air Start Valve 
Capscrew Dimension 5, Stress Analysis." prepared by S!«w for 
Transamerica Delava), Inc ITDI 1 Diesel Generator Owners 
Group 

NUSELER.H J TDI (Transamerica Delaval. Inc > Owners Group 
84/03/23 DENT0N.HR Office of Nuclear Reactor Regulation, 
Director 2pp 22774 001 24X Fiehe 30-000. 84/03/23. 64032701 32 


8403270134 Requests meeting on 840418 to discuss short-term 5, long- 
term corrective actions U Investigations re Transamer lea 
Delaval diesel generators List of suggested meeting topics 
enc 1 

tiCGAUGHY, J P TDI ( Tra nsame r l ca Delaval, Inc > Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X fiche 50-000, 34/03/23, B4032701 34 


8403300034 Interim deficiency rept. Item 157 re GH Bettis operators on 
Ruskln-suppl 1 ad HVAC dampers failing to meat functional test 
requirements Initially reported on 831221 Required Info 
unavailable Next rept by 640321 Also reported per Part 21 
PARSONS, f? M Carolina Power It Light Co 84/03/23 O'REILLY, J P 
Region 2, Office of Director lp 22831 311 24 X 

Fiche 30-400.84/03/23,8403300034 


T Hearing transcripts on non-antitr ust matters 


8403120121 Transcript of B4O3G0 telephone conference In He th esda. MD 
Pp 751-807 

* Commissioners B4/03/OB 5Bp p 22506 119 S4X 

Fiche 50-400, 84/03/OB, B403120121 


84 02090039 Board Notification B4-052 forwards meeting summaries 
containing transcripts of B40210 b 16 meetings between NRC t, 
Transamerica Delaval, Inc ITBI1 Owners Group Distribution 

list sne 1 

E1SENHUT, D 0 Division of Licensing 04/03/12 PALLAD1N0 
Commissioners 5pp 2270B 001 24X Fiche 50-000,04/03/12. 

8402090039 


— 8403060536 Forwards summary of B40210 meeting w/Transamer i ca Delaval, 
Tnc Owners Group in Betbesda.MD re problems ui/emergency 
diesel generators 

CARUSO, R Licensing Branch 2 84/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22700 006 24X 

Fiche 50-000,84/03/12,0402090039 


8403060354 Transcript of 840210 meeting w/Transamer ica Delaval, Inc 
Owners Group in Bethesda.NO re problems w/emergency diesel 
generators 

* NRC - No Detailed Affiliation Given B4/O2/10 I47pp 
67201 008 24 X Flche 50-000,04/03/12.8402090039 


— 0403070409 Summary of B40216 meeting w/Tran samer i c a Delaval, Inc Owners 
Group in Wading River, NY re program plan to establish 
reliability of diesel generators Agenda, meet Ing transcript 5, 
attendance Hit end 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

Bpp 22708 161 24X Fiche 50-000,04/03/12,8402090039 


— 8403070423 Transcript of B40216 conference in Wading River, NY re 
Transamer ita Delaval, Inc diesel generators Pp 1-82 
» Commissioners 04/02/16 84p p 22706 169 24X 

Flche 50-000,04/03/12,0402090039 


V Operator Examinations 


0403120076 Forwards tables listing nuclear plant operating experience 
Tables detail experience as of 640305 & experience expected 
by fuel load Shift advisors, if utlllxed.will he from within 
utl 1 

UTLEY, E E Carolina Power 6 Light Co 84/03/06 DENTON, H R 
□ ffice of Nuclear Reactor Regulation, Director 19pp 22590 200 
24X Flche 30-400,84/03/06,0403120076 


DOCKET 90-401 SHE ARON HARRIS NUCLEAR POWER PLANT, UNIT 2 


A App 1 lcat lon/cons true ti on stage documents L correspondence 


0402230207 Further response to FOIA request for documents re const 
flaws at facility Forwards documents listed In App A 
Documents also being placed in PDR b LPDH Review continuing 
FELTON, JM Division of Rules and Records 03/12/02 VADEN, T 

News 6 Observer/Raleigh Times. Raleigh, NC 3pp 2237 B 299 24X 

Fiche 50-400,83/12/02,8402230207 


— 0402230226 Forwards Ofe of Inspector b Auditor "Inquiry into Alleged 
Omission of Line Inspector Views from CP Hearing " No 
further distribution should be made outside of ofc Rept 
under Commission review 

GOSBICKiL V Office of the Executive Director for Operations 
78/11/15 DENTON Office of Nuclear Reactor Regulation, Director 
SMAPAft Office of the Executive Legal Director DAVIS Office of 
Inspection & Enforcement, Office of the Director l p 22370 305 
24X Flche 80-400,03/12/02,0402230207 


--8402230239 Forwards Apps A, B, C L D to be included w/questlons for Panel 
III to facility testimony Related info enc 1 

MURPHY. C E Region 2, Atlanta, Reactor Construction t. Engineering 
Support Branch 70/11/16 REIS, E J Office of the Executive 
Legal Director Olpp 22370300 24X Fieha 50-400,63/12/02, 

0402230207 


— 0402230246 Ack 820310 conversation re allegations by facility employee 
D Jarvis, per Regional Dfc Instruction 2251, Rev 2, Paragraph 
2 C (31 Case file end 

MAXWELL, G Region S, Office of Director 82/05/10 VORSE, J NRC 
- No Detailed Affiliation Given 2p p 22379 032 24X 

Fiche 90-400.03/12/02,8402230207 


— B40223024B Requests that negion II civil insp personnel investigate 
allegations by unidentified individual ra coatings during 
next routine insp at site Case chronology end 

MAXWELL, 0 F Region 2, Office of Director 82/07/07 VORSE, J 
NRC - No Detailed Affiliation Given 2pp 22379 034 24X 

Flche 90-400.03/12/02.8402230207 


— 0402230231 Hatl malnt requirements for Procedure AP-XIH-07. 

" In-St oTage Insp & Maint " Equipment purchase order form 
enc 1 

* Carolina Power & Light Co 03/12/02 9pp 22379-040 24X 

Fiche 50-400.03/12/02,0402230207 


0403160330 Informs that design L const QA program transmitted by 830909 
1 tr accep tab le 

LEWIS, R C Division of Project & Resident Programs 04/02/24 

UTLEY, E E Carolina Power & Light Co lp 22660 102 24X 

Flche 90-400,84/02/24,8403160330 


B402090017 Board Notification 84-030 forwards RJ Mattson 840123 memo 
to DO Eisenhut providing status update of NRC actions rs 
WesttnghousQ ECCS actuation logic 

EISENHUT, D 0 Division of Licensing 04/02/27 PALLADINO 
Commissioners 7pp 22946:007 24X Flche . 90-000, 04/02/27, 

0402090017 


E NRC Safety Evaluation Report (8ER1, suppls h correspondence 


0403050061 FOIA request for extant drafts of sections or portions of 
8ER for plant & documents showing dissenting opinions of 
staff reviewers 

EDDLEMAN.W Eddleman, W 84/01/12 FELTON, J Division of Rules 
and Records lp 22496 346 24X Fi c h e, 90-400, 04/01 / 1 2, 0403090061 
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84030500*4 Partial response to FOIA request for extant drafts of 
(actions of BER for plant & documents showing dissenting 
opinions of staff reviewers Forwards App A documents 
Documents also in PDR Search for addl documents in progress 
FELTON, J M Division of Rules and Records 84/02/07 EDDLEMAN. W 
Eddleman, W 4pp 22496 347 24 X Fiche 30-400,84/02/07,0403030064 


— B203120076 Forwards request for add! Info re organic matls & spent 
fuel pool cleanup sys FBAR sections 

BENAROYA, V Chemical Engineering Branch 82/04/27 MIHAOLIA, F 
Licensing Branch 3 4pp 2249* 331 24X Fiche 30-400,84/02/07, 
84030300*4 


— 8205270420 Forwards request for addl info re fire protection program 
nieded to complete review Info needed by 821102 

BENAROYA, V Chemical Engineering Branch 82/05/17 MIRAGLIA, F 
Licensing Branch 3 7pp 22497 015 24X Fiche 50-400,84/02/07, 
8403030064 


— 8207140072 Submits branch input for draft SER Input assumes that plant 
meets design objective of App I 

0 AMMILL, W P Meteorology U Effluent Treatment Branch B2/06/23 
MIRAGLIA, F J Licensing Branch 3 37pp 22301 007 24X 

Fiche, 30-400, 84/02/07, 8403030064 


--821 1090008 Forwards draft SER Input re 5RP Sections 2 3 1 on basic 
geology 8, seismic info, 2 3 2 on seismology it 8 3 2 3 on 
BSE No capable faults exist at or around site BSE t QBE 

adequate 

KNIGHT, J P Assistant Director for Comp it Structures Engineering 
(Pr# 030201) 82/10/20 NOVAK, T M Assistant Director for 

Operating Reactors 21 pp 2249* 333 24X Fiche 30-400,84/02/07. 

84030500*4 


— 8211090033 Submits Core Performance Branch input to draft SER 
Confirmatory it open issues listed 

RUBENSTEIN, L S Assistant Director for Core i, Plant Systems 
82/10/21 NOVAK, T M Assistant Director for Licensing 2pp 
22497,022 24X Fiche 30-400,84/02/07,8403030064 


— 82111104*1 Advises that applicant has not responded to request for info 
r« BER Items concerning oil collection sys for reactor 
coolant pump, al ternate shutdown capabil ity, f ire protection 
for safe shutdown & NUREG-OBOO 

BENAROYA, V Chemical Engineering Branch 82/10/28 KNIGHTON, O 
Licensing Branch 3 lp 22497 080 24X Fiche 30-400,84/02/07, 

B403030064 


— 02111*0112 Forwards draft SER input re FSAR Sections 2 3 4 - 2 3 * 
Request for addl info also end Site visit necessary before 
end of yr to observe as-built conditions & implementation of 
dan safety monitoring plans 

LEAH, 0 E Hydrologic fc Geotechnical Engineering Branch 82/11/09 
KERRIGAN, J D Licensing Branch 3 40pp 22497 260 24X 

Fiche 30-400,84/02/07,8403030064 


— 8211170249 Forwards draft BER Input based on Auxiliary 8ys Branch 
review of FBAR Unresolved items listed 

RUBENSTEIN, L 8 Assistant Director for Core it Plant Systems. 
82/11/04 NOVAK, T M Assistant Director for Licensing 165pp 
22497 089 24X Fiche 30-400,84/02/07,8403050064 


— 8211300017 Forwards Chemical Engineering Branch draft BER input re 
listed sections of FSAR through Amend 2 8t 820802 Itr, based 
on SRP (NUREG-OBOO) t, NUREG— 0737, Item II, 0 3 Addl infD 
needed to complete review of post-accident sampling sys 
JOHNSTON, W V Assistant Director for Matls t, Dual Engineering 
(Pro B30201 > 82/11/17 NOVAK, T Assistant Director for 

Licensing 2Ipp 22497300. 24X Fiche 30-400,84/02/07, 

84030300*4 


— 82121*01*3 Forwards Structural Engineering Branch summary of F0AR 
review S< draft SER input 

KNIGHT, J P Assistant Director for Comp & Structures Engineering 
(Pre 830201) 82/12/0*. NOVAK, T M Assistant Director for 

Licensing I6pp 22497 346. 24X Fiche 80-400,84/02/07, 

84030900*4 


— 82121*0220 Forwards revised Hydrologic Engineering Section SER input 
Revised input tuperscedes previous submittal transmitted 
by 821014 memo 

LEAR, 0 E Hydrologic Sc Geotechnical Engineering Branch 82/12/03 
KNIGHTON, 0 Licensing Branch 3. 25pp 22497,321 24X 

rich#' 30-400, 84/02/07, 8 403050064. 


— 8212300403 Forwardi draft revised SER Input to SRP Sections 2 3 1, 
2321,233 re geology & set sinology. Revision Includes 
applicant commitment to install It operate free-fleld 
accelerometers 

KNIGHT, J P Assistant Director for Comp It Structures Engineering 
CPre 830201) 82/12/21 LAINAS, G C Assistant Director for 

Licensing. 24pp 224973*2, 24X Fiche 30-400,84/02/07, 

8403090064 


—8301140474 Forwards Equipment Qualification Branch input for SER Suppl 
5 re environ qua 1 i f i ca t ion of mechanical S, electrical 
equ Ipment 

JOHNSTON. W V Assistant Director far Matls It dual Engineering 

<Pre 830201) 83/01 / iO NOVAK, T M Assistant Director for 

Licensing 3pp 22498 033 24X Fiche 30-400,84/02/07,8403090044 


— 83012*003* Forwards Meteorology & Effluent Treatment Branch input to 
draft SEH Assumption that draft meets 10CFR90, App 1 
objectives will be verified whan fluidise bed dryer 
effluents calculated NUREO-0737. Item III D 1 1 incomplete 
HOUSTON, R W Assistant Director far Radiation Protection 
83/01/0* NOVAK, T M Assistant Director for Licensing SBpp 
22500 310 24 X Fiche 50-400.84/02/07,04030500*4 


— 83090*0390 Forwards Equipment Qualification Branch SER input for 
environ qualification of equipment important to safety 
HNIOHT, J P Assistant Director for Comp St Structures Engineering 
(Post 83020 1 ) 83/08/2* NOVAK, T M Assistant Director for 

Licensing 5pp 22498 036 24X FI c h e 30-400, 84/02/07, 04030500*4 


— 8309200478 Forwards Geotechnical Engineering Section input to SER Input 
based on FSAR through Amend 9 Stability of 400-ft long 
retaining wall still open issue 

LEAR, G Structural St Geotechnical Engineering Branch 83/09/02 
KNIGHTON, G Licensing Branch 3 7*pp 22496 IBB 24X 
Fiche 50-400,84/02/07,84030500*4 


— 8309210098 Forwards Power Sys Branch SER for Chapters 8-10 of FSAR 
Issues requiring resolution include containment electrical 
penetra ti ons, use of load sequencer w/offsite power & 
frequency of testing of turbine valves 

RUBENSTEIN, L S Assistant Director for Core & Plant Systems 
83/00/31 NOVAK, T M Assistant Director for Licensing BOpp 
22490 041 24X Fiche 50-400, 84/02/07, B403090064 


— 830921011* Forwards SER Input for FSAR Sections 4 2,4 3,4 4,15 4 1, 
13 4 2, 15 4 3, 15 4 7 6 13 4 S Confirmatory It open Issues 
identified listed 

RUBENSTETN, L S Assistant Director for Core !t Plant Systems 
83/09/01 NOVAK, T M Assistant Director for Licensing 69pp 
22498 119 24 X Fiche 50-400,84/02/07,8403030064 


— B309220302 Forwards hydrologic engineering Input to BER One open item 
exists re potential for Intense local precipitation to flood 
Baf ety-re loted structures Tech Spec defining anti-sediment 
deposit procedure required 

JOHNSTON, W V Assistant Director for Matls, Chem t, Environ 
Technology (Post 030201 ) 83/09/14 NOVAK, T M Assistant 

Director for Licensing 24pp 22499 10B 24X 

Fiche 50-400,84/02/07, 0 4030300*4 


— 83092*0018 Forwards SER supporting geology it seismology at facility 
KNIGHT. J P Assistant Director for Comp it Structures Engineering 
(Post 030201) 83/09/OB NOVAK. T M Assistant Director for 

Licensing 44pp 22498 2*4 24X Fiche 30-400, B4/02/07, 

8403050064 


— 83092*0421 Forwards structural engineering BER sections based on review 
of FSAR through Amend 9. Three open it one confirmatory items 
remain Resolution of open/confirmatory items will he 
addressed In subsequent S5ER 

KNIGHT. J P Assistant Director for Comp it Structures Engineering 
(Post 030201) B3/09/J5 NOVAK. T M Assistant Director for 

Licensing l*pp 22499 212 24X Fiche 30-400,84/02/07. 

8403050064 


— 83092*0482 Forwards Auxiliary Sys Branch SER input based on review of 
all amends to FSAR up to Amend 9 it applicants 830418,0603, 
30,0705,15 & 0812 responses Summary of unresolved Issues to 
be used as basis for meeting w/appllcant also encl 
RUBENSTEIN, L S Assistant Director for Core L Plant Systems 
83/09/14 NOVAK, T M Assistant Director for Licensing 231pp 
22490 308 24X Fiche 50-400,84/02/07,8403030064 


— B309290412 Forwards Effluent Treatment Sys Section input to SER 
reflecting changes in status of open items based on 
830824 meeting 

MULLER, D R Assistant Director for Radiation Protection 
83/09/14. NOVAK, T M Assistant Director for Operating Reactors 
AOpp 22500 190 24X Fiche 50-400,84/02/07.8403050064 


—8309290474 Forwards SER on plant personnel training Util training 
programs for licensed reactor operators acceptable Util 
inadequately addressed training of shift technical advisor 
(STA) when ETA absent from STA duties 

RUSSELL, W Division of Human Factors Safety 83/09/21. NOVAK. T 
Assistant Director for Licensing 21pp 22499 22B 24X 

Fiche 50-400,84/02/07.8403050064 
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— B310130378 Forwards branch S ER Input re status of unresolved issues, in 
response to ALAO-444 decision Issues A-4S U A-47 listed as 
confirmatory Items rather than open items W/o ends 

KNIEL.K Generic Issues Branch 83/10/04 KNIGHTON. 0 Licensing 
Branch 3 26pp 22499 249 24X Fiche 50-400, 84/02/ 07. B403030064 


--0310170093 Forward* Chemical Engineering Branch proposed license 
condition re TMI Item II J3 3. "Post-Accident Sampling Sy s " 
Contents Df draft SER should he used for SER 

JOHNSTON. PI V Assistant Director fcT Matls. Chem 6 Environ 
Technology CPost 830201) 53/ 10/06 NOWAK, T M Assistant 

Director fur Licensing 3pp 22499 279 24X 

Fiche 50-400. 84/02/07, B403 05006 4 


--□310310445 ForwaTds results of review of Sections 5 2 2. S 4 7. & 3 it 15 
through Amend 10 of FSAR Open issues which (Jill be 
summarized in later EER suppl listed 

HOUSTON. R W Assistant Director for Reactor Safety 83/10/07 
NOVAK, T H Assistant Director for Licensing 49pp 22499 282 
24X Fiche 50-400,84/02/07,8403050064 


— 9311100049 Informs that applicant is to submit calculation of ultimate 
strength capacity of containment bldg under internal 
pressure as resolution of SER outstanding confirmatory 
structural item Harked-up SER input end 

LEAR. 0 Structural it Geotechnical Engineering Branch B3/10/2S 
KNIGHTON, G Licensing Branch 3 3pp 22500 024 24X 

Fiche 50-400,84/02/07,0403050064 


--B3IJ110263 Informs of closeout of lilted sections of 830-914 SER based 
On new info Updated sections enc 1 Closeout of addl open 
i terns, int 1 ud ing NUREG-0612 info, will take place as 
acceptable info made available 

RUBENSTEIM.L S Assistant Director for Core & Plant Systems 
03/10/28 NOVAK, T M Assistant Director for Licensing 49pp 
22499 337 24X Fiche 50-400, B4/02/07, 0403050064 


— B311140004 Advises that, due to need to coordinate effort u/Audliary 
Sys Branch. revised SER to be submitted on 831127 will still 
contain listed fire protection open items 

JOHNSTON, U V Assistant Director for Matls, Chem & Environ 
Technology (Post B30201 > B3/11/03 NOVAK, T Assistant Director 

for Licensing 2pp 22500 030 24X Fiche 50-400,84/02/07, 

8403030064 


— 831(160283 Forwards revised SER input on confirmatory item re ultimate 
strength capacity of concrete containment bldg Item 
resolved 

LEAR, G Structural 1 Geotechnical Engineering Branch 83/11/14 
KNIGHTON. G Licensing Branch 3 3pp 22300 047 24X 

Fiche 50-400,04/02/07,9403050064 


— B 3 1 1 1 60 367 Informs that draft SER Section 17 acceptable except in area 
of items subj to lQCFR50,App B.OA program during operations 
phase Info re current status t* acceptability of GA program 
end 

PART-LOW, J 0 Division of QA> Safeguards E< Inspection Programs 
CPost 8301031 83/1J/09 YOUNGBLOOD. B J Licensing Branch 1 

3pp 22500 027 24X Fiche 50-400,84/02/07.0403030064 


— 8311290301 Forwards revised Hydrologic Engineering input to EER New 
Tech Spec requirement developed n watertight doors for 
safety-related bldgs 

JOHNSTON. H V Division of Engineering Technology 83/11/10 
NOVAK. T M Assistant Director for Licensing 15pp 22500 032 
24X Fiche 30-400, 04/02/07, B4D30S0064 


— 8311290352 Updates SER re stability of retaining wall west of fuel 
handling bldg Based on applicant 830919 submi ttals, s tabi 1 1 ty 
cannot be assured due to lack of listed Info Final SER 
Update encl 

LEAR , G E Hydrolo-gic & Geotechnical Engineering Branch 83/ll/IB 
KNIGHTON. G Licensing Branch 3 Spp 22501 049 24X 

Fiche 50-400,04/02/07.8403050064 


— B3120801BB Forwards effluent treatment sys section input to SER Uper 
items include method for determining releases of noble gases 
from mechanical vacuum pumps 6 radioactivity monitor on 
discharge from svc water sys. 

MULLER:, D R Assistant Director for Radiation Protection 
83/11/18 WQVAK. T H Assistant Director for Licensing Slpp 
22500 139 24X Fiche 50-400,84/02/07,8403050064 


-8312120002 Ltsts closed out open items in SER forwarded on 830914 8. 
sections w/remainlng open items 

RUDEN8TEIN, L S Assistant Director for Core 6 Plant Systems 
B3/11/17 NOVAK, T M Division of Licensing 8Bpp 22300 030 
24 X Fiche 50-400,84/02/07,0403050064 


— 0312120445 Forwards Input to SER, c ons 1 stl ng of emergency plan 
evaluation rept it responses to NUREG-0737, Items 
III All. Ill A 1 2 *> III A 2 re emergency preparedness 
MAT THEM 5, D 0 Division of Emergency Preparedness It Engineering 

Response (Past 030103) 83/11/30 KNIGHTON, 0 Licensing Branch 

3 36pp 22501 038 24X Fiche 30-400,84/02/07,0403050064 


— 8312140429 Submits review of draft SER response to Open Item 47 on RC8 
vents Proposed design conforms w/crlteria outlined In 
NURE0-O737 clarification pertaining to electrical power 
supplies to vent valves 

SR JNIVASAN, M Power Systems Branch 03/11/23 SHERQN, B Reactor 
Systems Branch 2pp 22501 036 24X Fiche 50-400,04/02/07, 

0403030064 


— 0312230270 Forwards revised 9SER re fire protection Listed items 
remain open 

JOHNSTON, W V Assistant Director for Matls, Chem 6 Environ 
Technology (Post 0302011 83/12/14 NOVAK, T Assistant Director 

for Licensing 12pp 22501 094 24X Fiche 50-400,84/02/07. 

0403030064 


F Security, medical, emergency !« fire protection plans 


8403160263 Advises of 040316 meeting in Region II ofc to discuss App R 
requirements & results of recent App R insps Attendance 
should be limited to six util employee* 

LEWIS.R C Division of Project it Rositfent Programs 84/03/02 
UTLEY, E E Carolina Power L Light Co lp 22660 109 24X 

Fiche: 50-000, 04/03/02, 8403160283 


G Adjudicatory correspondence 


B4O2230207 Further response to FOIA request for documents re const 
flaws at facility Forwards documents listed in App A 
Documents also being placed in PDR it LPDR Review continuing 
FELTON, J M Division of Rules and Records 63/12/02 VADEN, T 

News 6 Observer /Ra lei gh Times, Raleigh, NC 3pp 22370 299 24X 

Fiche 90-400.03/12/02,8402230207 


— 8104210123 Discusses implications of Ofc of Inspector 6 Auditor 701012 
Interview w/facility ASLB Ofc of Inspector 6 Auditor 
attempted to probe thought processes of it require 
justification from Poard re action taken in adjudication 
YORE, J R Atomic Safety and Licensing Board Panel 70/10/19 
HENDRIE.J M Commissioners 3pp 22378 302 24X 

Fiche 30-400,03/12/02,8402230207 


— B402230237 Discusses investigation by Ofc of Inspector 8. Auditor (01A) 
re facility proceeding A6LAB unwilling to be interrogated by 
OIA Many questions In OlA interrogation of members of ABLB 
manifestly Improper 

ROSENTHAL, A 5 Atomic Safety and Licensing Appeal Panel 
78/10/20 HENDRIE Commissioners 2pp 22378 306 24X 

Fiche 30-400,03/12/02,8402230207 


840207 0034 Forwards corrected copy of Page 10 of NRC B40130 response 
In opposition to Eddlemam proffered Contentions 169,170, 

171 tt 172 re safety parameter display sys 

MOORE, J E Hearing Branch 1 84/01/31 KELLEY, J L , 

CARPENTER, J H , BRIGHT, G 0 Atomic Safety and Licensing Board Panel 
lp 22102 361 24X Fiche 30-400,84/01/31,8402070034 


— 8402070037 Corrected Page lO of response opposing Eddleman proffered 
Contentions 169, 170, 171 It 172 re safety parameter display 
sys 

a Hearing Branch 1 84/01/30 Atomic Safety and Licensing 

Board Panel lp 22102 362 24X Fiche 30-400,84/01/31, 

0402070034 


B4O229-OO01 Amended Certificate of Bvc for applicant 840224 motion for 
reconsideration or clarification of ASLB memorandum l< order 
on health effects contentions Certificate of Svc encl 
BAXTER, T A Carolina Power & Light Co 04/02/27 3pp 22426 101 
24X Fiche 30-400,84/02/27,8402290081 


04O3O2O1B2 Motion for summary disposition of Joint lntarvenor 
Contention V re continuous air monitors it portable air 
samples No genuine Issue of matl fact exists & applicant 
entitled to favorable decision Related correspondence 
ANDERSON. P H Carolina Power & Light Co ANDERSON, P H Shaw, 

Pittman. Potts & Trowbridge 84/02/27 Atomic Safety and 

Licensing Board Panel 14pp, 22440 193 24X Fiche 30-400,84/02/27. 

6403020182 


— B4O3OZO10B Statement of matl facts as to which thera Is no genuine 
iesue to be heard on Joint Contention V Related 
correspondence 

ANDERSON, P H Carolina Power it Light Co ANDERSON, P H. Shaw, 

Pittman, Pott* it Trowbridge 84/02/27 Atomic Safaty and 

Licensing Board Panel 3p p 22440 207 24X Fithe 50-400, 

04/02/27, 8403020102 
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— 8403050 1 92 Affidavit of UH Wilkie in support of applicant motion for 
summary disposition of Joint Intervenors Contention V 
Certificate of Svc end Related correspondence 
WILKIE. W H Carolina Power & Light Co 04/02/24 I9pp 
25440 210 24 X Fiche 50-400. 84/02/27. B4030201 82 


84030102*3 Response opposing W Eddleman motion to admit Contention 
98<2il) on financial qualifications of co-applicants A8LB 
has no basis or authority to reconsider original ruling on 
contention fa motion must be denied Certificate of Svc end 
O'NEILL, J H Carolina Power it Light Co O'NEILL, J H Shaw. 
Pittman. Potts fa Trowbridge 84/02/28 Atomic Safety and 

Licensing Board Panel 7pp 22432 258 24X Fiche 50-400.04/02/28. 

84030102*3 


B40307Q051 Forwards emergency response plan in support of facility 
Plan encompasses state plan fa plans of Chatham, Harnett, Lee . 
fa Wake Counties W/o end Related correspondence 

HOLLAR. D E Carolina Power fa Light Co 84/02/2B KELLEY. J L , 
BRIGHT. Q 0 , CARPENTER, J H Atomic Safety and Licensing Board Panel 
2pp 22541 276 24X Fiche 30-400,84/02/28.8403070031 


B4030700S5 Motion for summary disposition of Eddleman Contention 15AA 
re capacity factor No genuine issue o-f mat! fact exists 
Related correspondence 

HOLLAR. D E Carolina Power fa Light Co 84/02/28 Atomic Safety 
and Licensing Board Panel 13pp 22341 123 24X 

fiche 30-400,84/02/26,8403070055 


— 8403070058 Statement of matl facts as to which there is no genuine 

issue 

HOLLAR, D E Carolina Power fa Light Co 84/02/28 Atomic Safety 
and Licensing Hoard Panel 3pp 22341 138 24X 

Fiche 30-400, 84/02/2B, S403070033 


— B4Q3O70059 Affidavit of RH Koppe in support of applicant motion for 
summary disposition of Eddleman Contention 13AA Certificate 
of Svc end Related correspondence 

KDOPE, R H Carolina Power fa Light Co 84/02/27 24pp 
22341 141 24 X Fiche 50-400, B4/02/28, B403070095 


0403140102 Policy statement on environ qualification of saf e ty-re lated 
electrical equipment Commission will conduct notice fa 
comment rulemaking proceeding to delete formally 820630 
compliance deadline Certificate of Svc encl 

CHILKj B J Office of the Secretary of the Commission 84/03/01 
37pp. 22624 164 24X Fiche S0-400, B4/03/0I, 8403140102 


8403070134 Amend to 840113 motion for protective order preventing 
public disclosure of employee Info sought by discovery 
request of W Eddleman Order issued by ASL8 appropriate fa 
nec os sar y , Cer t i f i ca t e of Svc encl Related correspondence 
BAXTER, T A Carolina Power fa Light Co BAXTER, T A Shaw, Pittman, 
Potts fa Trowbridge B4/03/02 Atomic Safety and Licensing Board 
Panel upp 2233B 234 24X Fiche 30-400,64/03/02,8403070134 


8403070225 Requests questions re Contention 41 requiring discovery 
responses be filed before 840313 Second round discovery will 
be given if protective order issue not resolved before 
84031 9 W/Certif icate of Svc Related correspondence 
BAXTER, T A Shaw, Pittman, Potts fa Trowbridge BAXTER, T A 
Carolina Power fa Light Co 84/03/02 EDDLEMAN, W Eddleman, W 
4pp 22341 300 24X Fiche 30-400,84/03/02,8403070225 


8403140139 Response apposing W Eddleman 840213 motion for admission of 
Contention 58 (2D) re financial qualifications Eddleman 
argument inaccurate W/NRC B40227 statement of policy 
MOORE, J E Hearing Branch 2 B4/03/O5 Atomic Safety and 

Licensing Board Panel 5pp 22624 001 24X Fiche 30-400,84/03/05. 

8403140159 


0403130156 Motion For summary disposition of Joint Intervenor 
Contention VI re monitoring tys No genuine issue of matl 
fact exists fa applicant entitled to favorable ‘decision 
Related correspondence 

ANDERSON. P H Carolina Power fa Light Co ANDERSON, P H Shaw, 

Pittman, Potts fa Trowbridge 04/03/09 Atomic Safety and 

Licensing Board Panel IBpp 22599 003 24X Fiche 50-400,84/03/09, 

8403130 1 56 


—8403130164 Affidavit of WH Wilkie fa RL Shearln in support of applicant 
motion for summary disposition of Joint Intervenor 
Contention VI Certificate of Svc encl 

WILKIE. W H , SHEAR IN. R V Carolina Power fa Light Co 84/03/08 
122pp 22599 021 24X Fiche 50-400,84/03/09,8403130136 


8403130447 Response to W Eddleman 840307 motion to declare util 840223 
motion untimely Eddleman motion f r ivolaus, lnsul t ing fa 
unfounded Related c err e»p ontf ence 

O'NEILL, J H Carolina Power fa Light Co O'NEILL, J H Shaw, 
Pittman, Potts fa Trowbridge 84/03/09 Atomic Safety and 
Licensing Board Panel 5pp 22613 192 24X Fiche 50-400,84/03/09, 

8403130447 


— 840313043? Response opposing W Eddleman 840307 motion to allow filing 
of affidavit of JO Blackburn Good cause undemonstrated 
Certificate of Svc encl 

O'NEILL, J H Carolina Power fa Light Co O'NEILL, J H Shaw, 
Pittman, Potts fa Trowbridge 84/03/09 Atomic Safety and 
Licensing Board Panel 6p p 22613 187 24X Fiche 50-400, 

B4/03/09. 8403130447 


B40316OO18 Memorializes 840313 telcon extending time far discovery 
requests on safety contentions fa for response to applicant 
motion for summary disposition Certificate of Svc encl 
BAXTER, T A Shaw, Pittman, Potts fa Trowbridge BAXTER, T A 
Carolina Power fa Light Co 84/03/13 EDDLEMAN, W Eddleman, W 
4 pp 22653 360 24X Fiche 50-400.84/03/13,8403160010 


8403170137 Forwards applicant fa NRC joint motion to withdraw 
Contentions 2, 3 fa 6 re security plan Agreement exchanged 
resolving issues 

FLYNN, 8 F Carolina Power fa Light Co 84/03/14 KELLEY, J L , 
DRIQKTiQ O , CARPENTER, J H Atomic Safety and Licensing Board Panel 
2pp. 22666 310 24X Fiche 30-400,84/03/14,8403190137 


— 8403190141 Joint motion to withdraw security plan Contentions 2,3 fa 6 
Certificate of Svc encl 

RUNKLE, J D Joint IntervBnors - Shearon Harris FLYNN, 8 F 
Carolina Power fa Light Co BARTH, C A Hearing Branch 1 
84/03/14 Atomic Safety and Licensing Board Panel 3pp 

22666 312 24X Fiche 50-400.04/03/14,8403190137 


B403200Q30 Supplemental responses to W Eddleman general interrogatories 
fa interrogatories on Contentions 41 fa 65 Certificate of Svc 
encl. Related correspondence 

BAXTER, T A Carolina Power fa Light Co BAXTER. T A Shaw, Pittman, 
Potts fa Trowbridge 84/03/14 Eddleman, W 7pp 226B3' 345 24X 

Fiche 90-400.84/03/14,8403200030 


8403190025 Memorandum fa order reaffirming rulings on response to 040127 
order re health effects 

BRIGHT. 0 O , CARPENTER, J H , KELLEY. J L Atomic Safety and Licensing 
Board Panel 84/03/19 Office of the Executive Legal Director 
20pp 22666 005 24X Fiche 30-400.84/03/13,8403190025 


8403190033 Interrogatory to Joint Intervenors re Joint Contention VII 
Response in writing required by 840403 

BARTH, C A Hearing Branch 1 84/03/15 Joint Intervenors — 

Shearon Harris ip 22666 180 24X Fiche 50-400.84/03/15, 

0403190053 


— 8403140163 Response in support of applicant 
disposition of Eddleman Contention 83/84B 
there is no genuine issue of matl fact to 
MOORE, J E Hearing Branch 2 84/03/03 

Licensing Board Panel lOpp 22624 006 
Fiche 30-400,04/03/05,8403140139 


B40207 motion for summary 
on grounds that 
be litigated 

Atomic Safety and 
24X 


— 8403190058 Interrogatories to W Eddleman re Eddleman Contentions 11.45, 
67 fa 116 Response in writing required by 840403 Certificate 
of Svc enci 

BARTH, C A Hearing Branch 1 04/03/13 EDDLEMAN, W Eddleman, W 

8p p 22666 189 24X Fiche 30-400,84/03/13,8403190033 


--B40314016B Affidavit of JC Lehr supporting NRC response to applicant 
motion for summary disposition of Eddleman Contention 
83/B4B Applicant assessment consistent u/NRC conclusion in 
FES. H/Certlf icate of Svc 

LEHR , J C Environmental fa Hydrologic Engineering Branch 
84/03/03 Upp 22624 016 24X Fiche 30-400,84/03/05,8403140139 


8403 1 20002 Supplemental answer to applicant interrogatories fa requests 
for production of documents on Joint Contentions I fa VII 
Certificate of Svc end Related correspondence 
PAYNE, M T Kudiu Alliance PAYNE, M T Edelstein fa Payne 
PAYNE. M T. Joint Intervenors - Shearon Harris 84/03/07 4pp 
22989:298 24X Fiche 50-400,84/03/07.8403120002 


8403200034 Interrogatories to applicant on admitted security 
contention Encl withheld (ref 10CFR73 21) W/Certl f 1 cate of 
Svc Related correspondence 

RUNKLE, J Joint intervenors - Shearon Harris 04/03/13 Carolina 

Power & Light Co 3pp 22690 293 24X Fiche 30-400,84/03/13, 

8403200054 


8403200 117 Interrogatories & request for production of documents on 
W Eddleman Contention 132C1I1) second sat Certificate of 
Svc encl Related correspondence 

CARRDM,H Carolina Power fa Light Co 84/03/15 Eddleman, W 
8 p p 22683 336 24X Fiche 30-400,04/03/13,0403200117 
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1403200133 Notice of ER Bleachar A JR Maple* deposition* on B4Q329 in 
Raleigh. NC Certificate of Svc enc 1 Related correipondence 
C ARROW. M Carolina Power A Light Co CARROU. H Shew, Pittman* 
Potts * Trow!) ridge B4/Q3/15 3pp 22699 161 24X 

Fiche 50-400,84/03/13.8403200135 


1403810120 Informs that part of transcript of 840308 telcon re 
Identification of person* in room at time of call missing 
BARTH. C A Hearing Branch I 84/03/16 KELLEY. J L . BRIGHT. 0 □ . 
CARPENTER, J H Atomic Safety and Licensing Board Panel. tp 
22707 179 24X Fiche 30-400,84/03/16,8403210120 


403210091 Order approving joint motion to withdraw security plan 
Contentions 2, 3 A 6 Cnoperation commended 

KELLEY. J L . CARPENTER. J H , BRIGHT, O 0 Atomic Safety and Licensing 
Board Panel. 84/03/19 Office of the Erecutive Legal Director. 

2pp 22704 342 24X Fiche 30-400, 34/03/ 19, 0403210051 


403220323 Motion to quash applicant notice to tale deposition of 
Bleacher A Maples Unlikely applicants can meet even 
threahhold showing of good cause Certificate of 9ve and 
Related correspondence 

RUNXLE, J Joint Interveners - Shearon Harris 03 0 043 84/03/19. 

Atomic Safety and Licensing Board Panel 4pp 22719 003 24X 

Fiche 90-400,04/03/19,8403220223 


403220261 Interrogatories A request for production Df documents to 
Joint Intervenors (seventh set) Certificate of Svc enc I 
Related correspondence 

O'NEILL, J H Carolina Power A Light Co O'NEILL, J M Bhau, 
Pittman, Potts Sc TrowbT 1 dge. USB 058 34/03/19 Joint 

Intervenors - 8hearun Harris 21pp 22719 HO 24X 
Fiche 50-400, B4/03/19. 8403220261 


103260327 Interrogatories A request for production of documents re 
Eddleman Contentions 9 A 11 (second set) Certificate of 
Svc end Related correspondence 

SWIQER, M A Carolina Pourer & Light Co SW1GER, M A Shaw. Pittman, 
Potts A Trowbridge DSC 104 84/03/23 Eddleman, U 14pp. 

22760.143 24X Fiche 30-400. 04/03/23, B403260327 


03260328 Responds to B40317 & 17 ltrs re attention to file discovery 
request i, welder info confidentiality A interrogatory 
answers Svc list end Related correspondence. 

BAXTER, T A Shau, Pittman, Potts A Trowbridge BAXTER. T. A 

Carolina Power A Light Co DSB 103 04/03/23 EDDLEMAN, W 

Eddleman, W 4pp 22760 197 24X Fiche 50-400,84/03/23,8403260328 


03260348 Responses to general interrogatories A Interrogatories on 
Contention 69 (seventh set) Related correspondence 

BAXTER, T A Carolina Power A Light Co BAXTER. T A Shaw, Pittman, 
a ott s A Trowbridge 03 B 102 84/03/23 Eddleman, H 47pp. 

32760 190 24X Fiche 50-400,84/03/23,8403260348 


9403260354 Response to request for production of documents 
(Contention 69) Certificate of Svc enct 

BAXTER, T A Carolina Power A Light Co BAXTER, T A Shaw, 
Pittman, Potts A Trowbridge B4/03/23 Eddleman, W 6pp 
22760 237 24X Fiche 90-400,84/03/23,8403260348 


>3270319 Response opposing W Eddleman 840307 motion to allow filing 
f affidavit of JO Blackburn Affidavit 1* untimely supp 1 to 
jetltion re need for power A alternative energy sources 
Certificate of Svc end 

1DDRE, J E Hearing Branch 1 DSD 133 84/03/23 3pp 22789-023 

4X Fiche 90-400.84/03/23,8403270319 


13270321 Clarification of staff response in support of applicant 
notion for summary disposition of Joint Intervenors 
lontention IV re TLDs 

lARTH.C A Hearing Branch I DSB 130 84/03/23 Atomic Safety 

rid Licensing Board Panel 3pp 22789.020 24X 

'i Che; 90-400, 84/03/23, 8403270321 


>3270333 Response in support of applicant 840227 motion for summary 
ispositlon of Joint Intervenors Contention V re calibr of 
ir monitors Related correspondence 

ARTHiC A Hearing Branch 1 DSB 129 84/03/23 Atomic Safety 

nd Licensing Board Panel 2pp. 227B9 006 24X 

iche 90-400.84/03/23,8403270333 


1403270338 Affidavit of 8 Block in support of summary disposition of 
Joint Contention V Certificate of Svc end 

BLOCK. S Division of Systems Integration (post 811009) 84/03/19 

Bpp 22789 008 24X Fiche 90-400,84/03/23, B403270333, 


3270327 Advises that term job experience, used in 840314 discovery 
••ponses, includes only welding experience Related 
or respondence 

AXTER, T A Shaw, Pittman, Potts A Trowbridge BAXTER, T A, 

arolina Power A Light Co DSB 144 84/03/26 EDDLEMAN, W, 

ddlsman, Hi 3pp 22787 016 24X Fiche 30-400,84/03/26,8403270327 


O Advisory Committee on Reactor Safeguards reports A correspondence 


8403140302 Discusses seismology issues in OL review Eitreaely 
conservative values established for OBE A BSE, Plant site is 
as nearly asaismlc as any site in eastern US. 

MAXWELL, J C. Ma swell, J C MAXWELL, J C ACflS - Advisory Committee 
on Reactor Safeguards B4/0£/O3, KERR, W ACRE) - Advisory Coaalttte 
on Reactor Safeguards lp. 22639 317. 24X Fiche' 90-400. 84/01/09, 

8403140302- 


B4QI300121 Summariie* ACRS 289th meeting on 840112-14 re review of OL 
app llcatiun. control room design A tube degradation 
Investigation of allegation* re 8A requested 

EBERBDLE, J C ACRS - Advisory Committee on Reactor Safeguards 
84/01/16 PALLADINO.N J. Commissioners 3pp. 22044 023 24X 

Fiche 90-400,84/01/16,8401300121 


0 Inspection reports. IE Bulletins A correspondence 


8403070179 Ack receipt of 840208 ltr informing ffflC of steps taken to 
correct violations noted in IE Insp Rept 90-400/B3-36. 
Implementation of corrective actions will be examined during 
future imps 

VERRELLI , D H Division of Project A Resident Programs B4/02/22 
UTLEY, E E Carolina Power A Light Co lp, 22947-276. 24X 

Fiche 30-400,84/02/22,0403070179. 


—8403070193 Forwards IE Insp Repts 50-400/83-36 A 90-401/03-36 on 
631 120 A 1220 A notice of violation 

VERRELLI , D M. Division of Project A Resident Programs 84/01/10. 
UTLEY, E E Carolina Power A Light Co 2pp 22947-279 24X 

Fiche 90-400,04/02/22,8403070179 


— 8403070199 IE Insp Repts 50-400/03-96 A 90-401/83-36 on 831120-1220 
Violation noted: fa i lure to protect equipment from rainwater 
entering reactor auxiliary bldg from roof 

MAXWELL. 0 F . PREVATTE, R- L Region 2, Office of Director 
BEMISiP H Division of Project A Resident Programs 84/01/09. 
9pp 22947 282 24X Fiche 50-400,84/02/22,8403070179. 


0403070094 Ack receipt of 840118 A 27 ltrs informing MIC of steps taken 
to correct violations noted in IE Insp Rept 90-400/83-39 
VERRELLI, D M Division of Project A Resident Programs 84/02/23. 
UTLEY, E E. Carolina Power A Light Co. lp. 22949 348. 24X 

Fiche 90-400,84/02/23,8403070094. 


— B403070100 Forwards IE Insp Repts 90-400/83-35 A 90-401/83-39 on 
031129-1202 A notice of violation 

VERRELLI, D M Divliion of Projact A Resident Progrems 83/12/20, 
UTLEY, EE Carolina Power A Light Co. 2pp 22949.393. 24X 

Fiche- 90-400, 04/02/23, 8403070094. 


— 8403070105 IE Xrisp Repts 50-400/83-35 A 50-401/83-33 on B3H 29-1202 
Violation noted failure of as-built drawings to reflect 
actual piping configuration 

KLEt NBGRQE, W p Region 2, Office of Director BLAKE, J J. 

Division of Engineering A Operational Programs. 83/12/13. ?pp 
22949 356 24X Fiche 90-400,84/02/23,8403070094 


8 Reportable occurrences, LERs A related correspondence 


B4032 10032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Olmpe 1 NP8-4 TAT valve, to close Enel ltr dtd 840203 
Sent to listed utils GE notified of affected units in BWR 
P lent* 

THEROUX, R R Terry Corp. 84/02/22 WOODRUFF, RW, Director's 
Office, Office of Inspection and Enforeemant 6pp. 22706:327 24X 

Fiche: 90-000, 84/02/22.8403210032 


8403010207 Forward* "Investigation of Types AF A AE Piston Skirts," per 
Transamerica Delaval,lnc Owners Ornup program commitments. 

Rapt evaluates cracks In AF piston skirts In Shoreham A 
Grand Oulf Nuclear Power Stations 

MUSELER , W J TDI (Transamerica Delaval, Inc.) Owners Group 
B4/02/27 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 3 PP 22434.090 24X Fiche 90-000, 84/02/27. B4030I0207. 


8403010218 Forwards task descriptions far 16 known problems re 
Transamsr lea Delsval, Inc emergency diesel generators, 

MUSELER, W J TDl < Tran* am* r I c a Delaval. Inc, > Owner* Group 
84/02/28 DENTON, H. R Office of Nuclear Reactor Regulation, 
Director, 42pp. 22439.177. 24X FI Ch e: 90-000, 84/02/28, 8403010218 


8403140048 Forward* "Grand Gulf Component Tracking 8ys, " "Bhoreham 
Component Tracking Sys H a "Transamerica Delaval, Inc 
Diesel Generators Owner* Graup Program Plan," to resolve 
concerns w/emsrgency diesel generators 

MUSELER. W J. Long Island! Lighting Co, 84/03/02 DENTON, H. «, 
Office of Nuclear Reactor Regulation, Director. 2pp 22626:062 
24X Flch* 30-000, 84/03/02, 04O314OO4B 
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— 8403140093 "Trensamer i ca Delaval, Inc Diesel Generator* Owner* Group 
Program Plan “ 

* TDI (Transamerica Delaval, Inc ) Owner* Group 84/03/02 
26 lp p 22628 223 24X Fiche 30-000,04/03/02,8403140040 


8402040039 Board Notification B4-032 forward* meeting summaries 
containing tran*crlpt» of 040210 I, 16 meeting* between NRC & 
Traneamerlca Delavalilnc (TDI) Owners Group Distribution 
lilt enel. 

EIBENHUT, D. G. Diviiion of Licen»lng 04/03/12 PALLADINO 
Commissioner* 3pp 22700 001 24X Fiche 30-000,04/03/12, 

0402090039 


— 0403060336 Forward* tummary of B40210 meeting w/Transamerica Delaval, 
Inc Owner* Group in Bethesda.MD re problem* w/emergencg 
diesel generator* 

CARUSO, R. Llcen* i ng Branch 2 04/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22700 006 S4X 
Fiche: 30-000, 04/03/12, 8402090039 


— 3403060334 Tremcript of 040210 meeting w/Tran*america Delaval, Inc 
Owner* Group in Bethe*da,KD r* problems w/emergency diesel 
generator* 

e NRC - No Detailed Affiliation Given 04/02/10 147pp 

67201.000 24X Fiche 30-000,84/03/12,8402090039 


— 8403070409 Summary of 040216 meeting w/Transamer ica Delaval, Inc Owner* 
Oroup in Wading Rlv*r,NY re program plan to establish 
reliability of diasel generators Agenda, meeting transcript 8, 
attendance list end 

HILLER, H A Licensing Branch 4 04/02/27 Licensing Branch 4 

0pp. 22700 161 24X Fiche* 30-000, 04/03/12. 0402090039 


— 0403070423 Transcript of 040216 conference In Wading River, NY re 
Transamerica Delaval, Inc diesel generator* Pp 1-82 
* Commissioner* 04/02/16, 84pp 22708 169 24X 

Fiche. 30-000, 84/03/12, 8402090039, 


8403140030 Forwards "Design Review of Connecting Rod Bearing Shell* for 
Traniamerica Delaval Enterprise Engines" for Shoreham St 
Orand Gulf diesel generator*. 

MUSELER.W.U. Long Island Lighting Co 84/03/12 DENTON, H R. 

Office of Nuclear Reactor Regulation, Director 2pp 22632,074 
24X Fiche: 30-000, 04/03/12, B403140030. 


B403130133 Forward* "Transamerica Delaval, Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adequate 
for applicable engine* & svc condition* 

HUSELER, M. U. TDI (Transamerica Delaval, Inc.} Owner* Group 
84/03/13, DENTON, H R Office of Nuclear Reactor Regulation, 

Dirac tor 2pp 22639*270 24X Fiche 30-000, 04/03/13, 8403130133 


0403200222 Respond* to 040214 Request*, for Info 1 St 2 re R-4 *erl»* 
angina* List indicating engine number, modal St svc number, 
customer nam* S< address, rating, date shipped St date started 
end 

MATHEWS. C S. Transamerica Delaval, Inc 04/03/16 EIBENHUT, D G 
Division of Licensing 20pp. 22691:179 24X Fiche* 30-000, 84/03/ 16, 

0403200222 


8403270132 Forward* "Emtrgeney Diesel Generator Air Start Valve 
Capscrew Dimentlon Si Stress Analysis, " prepared by SS<W for 
Traneamerlca Delavalrtnc (TDIJ Dissel Generator Owner* 

Group, 

MU0ELER, W J TDI (Trensameriea Delavali Inc.} Owners Group. 
04/03/23, DENTON, H R Office of Nuclear Reactor Regulation. 
Director, 2pp. 22774,001. 24X Fiche* 30-000, 84/03/23, 8403270132 


0403270134 Request* meeting on 840418 to diecus* short-term *< long- 
term corrective actions It investigations re Traniamerica 
Dalaval diesel generators List of suggested meeting topics 
end. 

MCGAUOHY, U. P. TDI (Transamerica Delaval, Inc ) Dwnar* Oroup 
34/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769*133. 24X Fiche 30-000,64/03/23,0403270134 


T. Hearing transcripts on non-entitrust matter* 


0403120121 Transcript of 840308 tslephon* conference In Bethesda.MD 
Pp 731-807 

• Commissioner* 04/03/00 36pp 22386:119 24X 

rich e* 90-400, 04/03/08, 8403120121 


0402090039 Board Notification 04-032. forward# mesting summaria* 
containing transcript* of 040210 it 16 meetings between NRC l 
Traneemerlca Delevel. Inc (TDI) Owner* Group Distribution 
list end 

EXSENHUT, D O. Division of Hcsnslng 04/03/12 PALLADINO 
Commissioners, 3pp 22700.001 W4X Flchs: 30-000, 84/03/12, 
0402090039 


— 8403060336 Forward* summary of 040210 meeting w/Tran*ameri ca Delaval, 
Inc Owner* Group in 8ethe*da,MD re problems w/emergency 
diesel generators » 

CARUSO, R Licensing Branch 2 84/02/27 a 'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Fiche 90-000, 04/03/12, 0402090039 


— 8403060334 Transcript of 840210 meeting w/Transamer ice Delaval. Inc 
Owner* Group in Bethesda.MD re problems w/emergency dieiel 
g enerator* 

* NRC - No Detailed Affiliation Qiven 84/02/10 147pp 

67201 000 24X Fiche 50-000,84/03/12,0402090039 


— 8403070409 Summary of B40216 meeting w/Tran»amerlca Delaval, Inc Owners 
Group in Wading River. NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript fit 
attendance list enc 1 

MULLER, M A Licen*ing Branch 4 84/02/27 Licensing Branch 4 

8pp. 22708 161. 24 X Fiche 90-000,84/03/12,0402090039 


— 8403070423 Transcript of 840216 conference in Wading River, NY re 
Transamerica Delaval, Inc diesel generator* Pp 1-82 
* Commissioner* 84/02/16 84pp 22700 169 24X 

Fiche 30-000,34/03/12,8402090039 


DOCKET 30-402 SHE ARON HARRIS NUCLEAR POWER PLANT, UNIT 3 


A Application/construction stag* document* it correspondents 


0402230207 Further response to FOIA request for documents re const 
flaws at fac i 1 i ty. Forward* documents lilted in App A 
Document* also being placed in PDR V LPDR Review continuing 
FELTON, J M Division of Rules and Record* 83/12/02 VADEN, T 

News U Observer/Raleigh Times, Raleigh, NC 3pp 2237 B 299 24X 

Fiche 30-400,03/12/02,8402230207 


- —B4022 30226 Forward* Ofc of Inspector i. Auditor "Inquiry into Alleged 
Oml**lon of Line Inspector View* from CP Hearing " No 
further distribution should be made outside of ofc Rept 
under Commisiion review 

G0S8ICK.,L V Office of the Executive Director for Operations 
70/11/13 DENTON Office of Nuclear Reactor Regulation, Director 
lp. 22370 303 24X Fiche 30-400,83/12/02,8402230207 


— 8402200239 Forwards App* A<B,C it D to be included u/questions for Panel 
III re facility testimony Related info enc 1 

MURPHY, C E Region 2 , Atlanta, Reactor Construction it Engineering 
Support Branch. 78/11/16 REIS, E J Office of the Executive 

Legal Director. 8lpp 22378 308 24X Fiche 30-400,03/12/02, 

8402230207 


— 8402230231 Matl maint requirements for Procedure AP-XIII-07, 
"In-Storage Insp it Maint " Equipment purchase order form 
end 

* Carolina Power it Light Co 33/ 12/02 9pp 22379 040 24X 

Fiche 30-400. 03/12/02, 0402230207. 


E NRC Safety Evaluation Report (BER), suppl* it correspondence 


8209270420 Forward* request for eddl info re fire protection program 
needed to complete review Info needed by 021102 
BENAROYA, V Chemical Engineering Branch 82/03/17 MIRAOLIAjF 
Licensing Branch 3 7pp 22497 013 24X Fiche 50-402,84/02/07, 

0403030064. 


G Adjudicatory correspondence 


8402230207 Further response to FOIA request for documents r» const 
flaws at f ac 1 1 i ty. Forward s documents listed in App A 
Document* also being placed in PDR it LPDR Review continuing 
FELTON. J M Division of Rule* end Record* 83/12/02 VADEN, T 

New* fit Observer/Raleigh Tim**, Raleigh, NC 3pp 22378 299 24X 

Fiche 30-400,03/12/02,0402230207 


— 8104210123 Dlicusset implication* of Ofc of In*p*ctor it Auditor 701018 
interview w/faeility ASLB Ofc of Inspactor i, Auditor 
attempted to probe thought proceise* of it require 
justification Prom Board re action taken in ad jud icetion. 

YORE. J. R. Atomic Safety and Licensing Board Panel 78/10/19 
HENDR IE, 0 M Commissioner* 3fP 22378 302. 24X 

Fiche 90-400,03/12/02,8402230207. 


— 0402230237 Dl»cue**» inveeti gatlon by Ofc of Inspector U Auditor tOIA) 
r* facility proceeding ASLAB unwilling to b* Interrogated by 
□ I A Many questions In OIA interrogation of members of ASLB 
manifestly improper 

ROSENTHAL, A B, Atomic Safety and Licensing Appeal Panel 
78/10/20 HENDR IE Commissioner* 2pp 22378 306 24X 

Fiche 30-400.03/12/02,8402230207 
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□ Advisory Committee on Reactor Safeguard* report* 6 c orre* pond « He# 


8401300131 Sumnari I e* ACRS 265th meeting on 840113-14 r* review of OL 
app 1 Icat 1 Dim control room design 4 tube degradation 
Investigation of allegations- re QA requested 

EBERSQLE , o C ACRS " Advisory Committee on Reactor Safeguards. 
84/01/16 PALLADINO.N J Commissioners 3pp 22044 023 24X 

Fiche 30-400-04/01/14, 8401300121. 


DOCKET 30-403 SHEAR6N HARRIS NUCLEAR POWER PLANT, UNIT 4 


A AppUcatlon/constructlon stage documents 4 correspondence 


6402230207 Further response to FQIA request for documents re const 
flams at facility Forwards documents listed in App A 
Documents alio being placed in PQR 4 LP DR Review continuing 
FELTON, J M Division of Rules and Records 63/12/02 VABEN, T 

News 4 Observer/Raleigh Times, Raleigh, NC 3pp 22376 29? 24X 

Fiche 30-400- B3/ 12/02. 6402230207 


DOCKET 50-407 UNIV OF UTAH RESEARCH REACTOR 
F Security, medical, emergency 4 fire protection plans 


8403140143 Forwards Rev 1 to physical security plan Rev withheld 

SANDQUI 8T, 0 Utah, Univ of, Salt Lake City, UT 84/03/12 NRC - 
No Detailed Affiliation Qiven lp 22620 331 24X 

FI Che. 90-407- 84/03/12, 0403140145 


8403200261 Forwards revised emergency plan, eddl financial info 4 19R3 
financial statemant for univ 

SANDQUIST.O M Utah, Univ off, Salt Lake City, UT 84/03/14 
THOMAS, C 0 Standardisation 4 Spacial Projects Branch lp 
22696 281 24X Fiche 30-072,04/03/14,6403200281 


— -6403200293 Revised “Univ off Utah Emergency Plan for Training 4 Research 
Reactors “ 

BANDQUiat, 0 M Utah, Univ. of. Salt Lake City, UT UTEC ME 
64-0205 84/03/14 2Spp 22696 262 24X Fiche 30-072,04/03/14, 

B4032002B1, 


—8402230226 Forwards Ofc of Inspector 4 Auditor “Inquiry into Alleged 
Omission of Line Inspector Views from CP Hearing “ No 
further distribution should be made outside of ofc Rept 
under Commission review 

GDSSICKiL.V Office of the Eiecutive Director for Operations 
78/11/13 DENTON Office of Nuclear Reactor Regulation, Director 
ip 22378-303 24X Fiche 50-400,83/12/02,6402230207 


— B40223023? Forwards Apps A, DrC U D to be included u/questlom for Panel 
in re facility testimony Related info encl. 

MURPHY, C E Region 2, Atlanta, Reactor Construction 4 Engineering 
Support Branch 76/11/16 REIS, E J OFflce of the Ekecutive 
Legal Director Sipp 22376 308 24X F 1 ch«. 50-400, 63/ 1 2/02, 

B4 02330207 


1 Financial Information 


0403200261 Forwards revised emergency plan, addl financial Info 4 19S3 
financial statement for univ 

SANDOUrST, 0, M Utah, Univ of. Salt Lake City, UT S4/03/14 
TH0MA9, C 0 Standard 1 ration 8c Special Projects Branch lp 
23696 281 24 X Fiche, 50-072, 84/03/14, B403200261 


— 8403200296 Univ of Utah operating budget 1903-84 

e Utah, Uiliv Of, Salt Lake City, UT S4/03/I4 37pp 
22696 310 24X Fich* 50-072 1 B4/03/1 4, B4032002S1 , 


— 8402230251 Matl malnt requirements for Procedure AP-X1II-07, 
“In-Storage insp 4 Heint “ Equipment purchase order form 
ere 1 

» Carolina Power 6 Light Co 83/12/02 9pp 22379 040 24X 

Fiche 50-400,83/12/02,8402230207 


E NRC Safety Evaluation Report CSER ) , suppls 4 correspondence 


0205270420 Forwards request for addl Info re fire protection program 
needed to complete review Info needed by 821102 

BENAROYA, V. Chemical Engineering Branch 62/05/ 17 M IRAGLIA, F 
Licensing Branch 3 7pp 22497'OIS 24X Fiche 50-402,64/02/07, 
8403050064 


0 Adjudicatory correspondence 


8402230207 Further response to FOIA request for documents re const 
flaws at facility Forwards documents listed In App A. 

Documents also being placed in PDR 4 LPDR Review continuing 
FELTON. J M Division of Rules and Records 63/12/02 VADEN, T 

News 4 Observer/Raleigh Times, Raleigh, NC 3pp 2237B 299. 24 X 

Fiche 50-400, 63/12/02. 0402230207, 


•0104210125 Discusses implications of Ofc of Inspector 4 Auditor 781012 
interview w/faclllty ASLJ3 Ofc of Inspector & Auditor 
attempted to probe thought processes of 4 require 
justification from Board re action taken in adjudication 
YORE, J R Atomic Safety and Licensing Board Panel 78/10/19 
HENDRIE, J M Commissioners 3pp 2237B 302 24X 

Fiche 30-400,63/12/02,8402230207 


8402230237 Discusses investigation by Dfc of Inspector 4 Auditor <QJA) 
re facility proceeding ASLAB unwilling to be interrogated by 
DIA Many questions in OIA interrogation of members of A9LB 
manifestly improper 

ROSENTHAL, A 9 Atomic Safety and Licensing Appeal Panel 
78/10/20 HENDRIE Commissioners 2pp 22379 306 24X 

Fiche 50-400, 63/12/02, B402230207. 


0 Advisory Committee on Reactor Safeguards reports 4 correspondence 


DOCKET 30-409 LA CROSSE B8IL1N0 HATER REACTOR 
F Bffcurity, medical, emergency 4 fire protection plans 


8403120074 Extends invitation to attend 640323 regional workshop in 
Rosemont, !L r» 10CFR50, App R safe shutdown requirements 
Workshop will cover subjs described in IE info Notice 84—09 
6 provide addl guidance in safe shutdown analyses 
SPEB8ARD, R L Division of Eng insaring , 64/03/06 LINDER, F W 

Dairyland Power Cooperative. 3pp 22580:240 24X 

Fiche- 50-409, 84/03/06, 8403120074 


6403160047 Revi to emergency plan implementing procedures, including 
Procedures EPP-2, "Organ! ution it Operations During 
Emergencies." EPP-3. “Communications 8ys, ■' it EPP-5, 

“El t l mate of Offsite Dose ■ W/040310 ltr 

LINDER, F Calryland Power Cooperative. 64/03/10 CRUTCHFIELD, D 
Operating Reactors Branch 5 79pp 22655- 006 24X 

Fiche- 50-409, 84/03/10,8403160047, 


8403200109 Ack receipt of 84030? request for attendance at 840322 
meeting in LaCrosse, HI to discuss scop# 4 objsctivas of 
840619 emergency preparedness exercise NRC unable to attend 
meeting. 

PAPER IELLO, C J Region 3, Office of Director 04/03/16 

LINDER, F-W Pa iry land Power Cooperative ip 22685 325 24X 

Fiche 50-409,84/03/16,8403200109 


—0403200112 Request* attendance at 040382 meeting in LaCrosse, HI to 
discuss scope 4 objectives for 840619 imsrgsncy preparedness 
esercise Objectives must be submitted for review by 040406 
MARQSE, R. pa iry land Power Cooperative 04/03/09 PHILLIPS, M 
Region 3, Office of Director iff 22685:326, 24X 

Fiche 50-409, 84/03/ 16, 840320010? 


P Operating license stage document* 4 correspondence 


B403050009 Forwards request far addl info re NURE0-0737, Item II, B. 3. 
"Post-Accident Sampling 8ys, " to complete raviaw. Requests 
response within 45 days of 1 tr receipt 

CRUTCHFIELD, D Operating Reactors Branch 5 64/02/29, LINDER, F, 

Dairy land Power Cooperative 3pp. 22490 107 24X 

Fiche- 50-409, 04/02/29, B403050009, 


8401300121 Summer l lee ACRS 285th meeting on B40I 12-14 re review of OL 
ap pi ica 1 1 on, con trol roam design 4 tube degradation 
Investigation of allegations re QA requested. 

EBERSOLE, J C. ACRS - Advisory Committee on Reactor Safeguards 
84/01/16 PALL ADIND, N J Commissioners 3pp. 22044 023, 24X 

Fiche 50-400,64/01/16, 8401300121. 


403130290 Forwards response to Section 4 4 of NURE0-0B27, BEP Topic 
I 1-3 C, "Safety-Related Hater Supply <UHS> “ Submittal of 
applicable Tech Spec changes rescheduled for 640401. 

LINDER, F, Deiryland Power Cooperative, S4/03/O6 CRUTCHFIELD, D 
Operating Reactors Branch, 5 5pp, 22608:034 24X 

ci .l _dACJ . a a fi / AQ . 


04O315O275 Generic Ltr 84-07 to all licensees of BWRs re procedure! 
guidance for pip* replacement *t BWRs. 9vc list encl 
EISENHUT, D 0, Division of Liceneing 84/03/14 Commonwealth 
Edison CO 20p p 22823 384 24X Fiche, 50 - 000 , B4/03/14, B4031S0275 
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£403160074 Forwards acceleration tints histories for Nodes 13 It 17 of 
ECLG iiiimlc analysis o t containment bldg Tima historias 
provide d in all thrsa modal global directions 
QRIME0, C. I Operating Reactors Assessment Branch 04/03/14 
LINDER; F Dairy land Power Cooperative 14pp 22653 009 24X 

Fiche- 90-409. 04/03/14. 0403160074 


8403300009 Application to amend License DPR— 43. changing Tech Specs to 
revise reporting requirement* to improve accessibility 
LINDER. F. Dairy land Power Cooperative 04/03/20 CRUTCHFIELD. 0 
Operating Reactors Branch 9 4pp 22021 187 24X 

Fiche' 90-409. 84/03/20, 0403300009 


— 0403300093 Proposed Tech Spec changes, mod i fy ing reporting requirements 
to improve accessibility 

• Dairy land Power Cooperative. B4/03/20. 21pp 22021 191 24X 

Fiche- 90-409. 04/03/20, 8403300089 


0403290203 Application for amend to License DPR-43. revising Tech Specs 
re min requirements For elternate cooling water source to 
ba used during lose of UH8 event 

LINDER. F. Dairy land Power Cooperative 84/03/21 CRUTCHFIELD, D. 
Operating Reactors Branch 3. 3pp. 22800:079, 24X 

Fiche' 90-409, 04/03/21, 0403290203 


— 0403290207 Proposed Tech Specs re min requirements for elternate 
cooling water source to be used during loss of UHS event, 

* Dairyland Power Cooperative 04/03/21 tp 22000' 082 24X 

Ficha: 90-409, 04/03/21, 0403290283 


B4032B0066 Forwards safety evaluation re NUREO-0737. THI Action Item 
II K. 3. 44, "Evaluation of Anticipated Transient* W/Blngle 
Failures," Facility in eenfermanct w/NUREG-0737 position (< 
evaluation acceptable. 

CRUTCHFIELD, D, Operating Reactors Branch 9. 84/03/26 LINDER, F 

Dairyland Power Cooperative 3pp. 22776.349 24X 

Flche. 90-409, 84/03/26, 0403280066 


Q, Inspection Teports, IE Bulletins & correspondence 


8403120083 Responds to IE Bulletin 76-26, Rev l.Item 4 6 r* results of 
eddy currant exam* of absorber tube*, Enel lists absorber 
tuba segments unfit for eddy current insp due to bending. 

List showing major indications also end 

LINDER, F. Dairyland Power Cooperative 84/02/24 KEPPLER. J 0 
Region 3. Office of Director 4pp 22508’ 183 24X 

Fi Che: 90-409. B4/02/24, 84031200B3 


B401 190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuit* Si Annunciation." Svc list 
and 

JORDAN, E. L Division of Emergency Preparedness 6 Engineering 
Responee (Poet 830103). 04/02/28 Consolidated Edison Co of N«w 

York. Inc. It3pp. 22909:239 24X FI c he, 90-000, 84/02/28, 0401190072 


3402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Rave by DDT Si NRC, " Svc list and, 

QRACEiJ N Division of 0A, Safeguard* Si Inspection Program* (Past 
030103) 84/03/02. Consolidated Edison Co, of New York, Inc 

130pp. 22932:329. 24X Fiche: 90-000, 04/03/02, 8402090007 


—0403130333 Responds to NRC 040123 Itr re violations noted in IE Imp 
Rep t 30-409/03-22 Corrective action* static trip device test 
set eatis factor! ly tested & placed on instrument caibr 
equipment list for scheduled periodic retesting 
LINDER. F Dairyland Power Cooperative B4/02/22 KEPPLER, J 0 
Region 3, Office of Director 2pp 22607 14 4 24X 

Fiche 30-409,04/03/03.8403130326 


0402090024 IE Info Notice 84-09. Rev 1, "Lesson* Lsarnsd From Intps of 
Firs Protection Bafe Shutdown Byt " Svc list end 
JORDAN. E L Division of Emergancy Preparadnass U Enginsarlng 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc U8pp 22633 049 24XFlch* 30-000,84/03/07,0402090024 


0402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Bys " Bvc 1 ist end 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc IlBpp 22984 186 24X Ficha 50-000, 84/03/07, 8402090020 


0403270233 Forwards IE Insp Rspt 50-409/04-03 on 040206-10 6 notice 
of violation 

HINO, J A Division of Radiological 6 Material* Safety Programs 
04/03/09 LINDER, F M Dairyland Power Cooptratlvs 2pp 
22771.333 24X Fiche 30-409,84/03/09,0403270233. 


—8403270230 Notice of violation from Insp on 040206-10 

HIND, J. A Division of Radiological 6 Matarials Safety Programs 
04/03/09 2pp 22771 337 24X Fiche 30-409.04/03/09,0403270233 


—8403270242 IE Insp Rapt 30-409/04-03 on 840206-10 Noneompl lance noted 
failure to adhere to radiological control procedures Si 
to properly control high radiation area 

PAUL, R A . GREQERiL R. Region 3, Office of Director 04/03/09 
0pp 22771 339 24X Fiche 50-409,04/03/09,0403270233 


B402090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Bys " Svc list end 

DEYOUNO. R C Director's Office. Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York. Inc 

134pp 22023 094 24X Fiche 50-000,04/03/12,0402090031 


0402090043 IE Info Notice 04-19. "Two Events Involving Unauthoriisd 
Entries into PUR Reactor Cavities," Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 30-000,04/03/21,0402090043 


0402090044 IE Info Notice 04-20, "8vc Life of Relays in Saf * ty-R* latsd 
Sys " Bvc list sncl 

JORDAN, E L Division of Emsrgsncy Preparedness 6 Engineering 
Response (Post 030103) 84/03/21 Consolldatsd Edison Co. of New 

York. Inc 135pp. 22933 001 24X Fiche. 50-000, 04/03/21, 0402090044 


R Periodic operating report* l< related correspondence 


8403000031 "Personnel Whole Body Exposures for CY83 " W/840227 ltr 
LINDER, F Dairyland Power Cooperative 83/12/31. 2pp 22559 227 
24X Fiche 50-409, 83/12/31 , 840306003i 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Syt 
Valves to Operate " Svc list end. 

JORDAN, E L Division of Emergency Preparedness »i Engineering 
Response (Post 030103) 04/03/02. Consolidated Edison Co of New 

York, Inc. 122pp. 22993:090 24X Fiche- 90-000, 04/03/02, 0402090008 


0403000236 "Radioactive Effluent Rept & Radiological Environ Monitoring 
Rapt, 1983 " W/B40227 ltr 

LINDER, F Dairyland Pouar Cooperative B3/12/31 KEPPLER, J 0 
Region 3, Office of Director 99pp 22560:025 24X 

Fiche 90-409,03/12/31,8403000236 


0402090009 IE Info Notice 04-19, "Reporting of Radiological Releases " 
Bvc list ancl. 

JORDAN, E, L. Division of Emsrgsncy Preparedness V Engineering 
Response (Poet 030103) 04/03/02 Consolidated Edison Co of New 

York, Inc. 119pp. 22993:217. 24X Fiche 90-000, 84/03/02, 8402090009 


8403230002 "Radioactive Effluent Rept t> Radiological Environ Monitoring 
Rept for 19B3 " W/040227 ltr 

LINDER, F Dairyland Power Cooperative 83/12/31 KEPPLER, J. o 
Region 3, Office of Director, 99pp. 22728 ill 24X 

Fiche - 90-409, 83/12/31,8403230002 


0402090011 IE Info Notice B4-17, "Problems U/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp." Svc list end, 

JORDAN, E L Division of Emergency Preparedness <• Engineering 
Response (Poet 030103), 04/03/09 Consolidated Edison Co of New 

York, Inc. 117pp. 22993.336 24X Fiche 90-000,04/03/09,0402090011 


0403130326 Ac k receipt of 040222 ltr informing NRC of steps taksn to 
correct violations noted in IE Insp Rept 50-409/83-22. Add 1 
response required by 840320 re stop watch calibr <1 static 
trip devica test set, per commitment. 

SHAFER, W, D. Region 3, Office of Director 84/03/05 LINDER, F N 
Dairyland Power Cooperative. Ip 22607:143. 24X 

Fiche: 90-409, 84/03/09, 0403130326. 


8403020161 Monthly operating rapt for Jan 1984 W/84Q207 ltr, 

GOODMAN. L 8., UNDER. F Dairyland Powar Cooperative 84/01/31 
llpp 22442-017 24 X Fi cho. 50-409. 04/01/31. 8403020161, 


0403300131 Monthly operating rept for Feb 1904 W/840306 ltr 

GOODMAN. L. 8. , LINDER Dairyland Power Cooperative 84/02/29 9pp 
22820 .014 24 X Fiche: 90-409, 04/02/29, 8403300 i 3 1 


8 Reportable occurrences, LERs fc related correspondence 


6403200163 LER 84-003-00 on 840220, erroneous high containment bldg 
pressure alarm received. Caused by fuse failure Fuse 
replaced. clearing high pressure signal Syt restored to 
normal W/040312 ltr 

GOODMAN. L S . LINDER. F Dairyland Power Cooperative 04/03/12 
3pp 22697 134. 24 X F ic he . 50-409, 04/03/ 12. B403200163 
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DOCKET 90-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 
A Ap p 1 1 ca t lon/c onstruc t Ion stage documents It correspond e nc e 


0403010290 Notification of 840326,27 t, 2B meeting* w/uti I In Scrlba.NY 
to review const projreii l> obtain info for assessing 
projected fuel toad date Supporting documentation encl 
HAUCHEY. KF Licensing Branch 2 B4/02/17 SCHWENCER, A Licensing 

Branch 2 8pp 22479 174 24X Fiche 30-410.84/02/17.8403010290 


B403280236 Forwards list of Issues 
Engineering SEFI review during wk 
Cherry Hill.NJ 

SCHHENCER.A Licensing Branch 2 
Mohawk Power Corp ISpp 227B9 
0403200236 


to be discuesed at Mechanical 
of 040604 at 86W ofcs in 

04/03/12 RHODE. Q K. Niagara 
326 24 X Fiche 30-410.04/03/12. 


F Security, medical, emergency S< fire protection plans 


04030303 7 0 Requests review of documentation submitted in 
1 ns trumentation t< control area *< confirmation that 
documentation reflects actual plant design Changes should bs 
submitted as amends to FSAR in timely manner 

SCHWENCER.A Licensing Branch 2 84/02/29 RHODE. O K Niagara 

Mohawk Power Corp 2pp 22327 261 24X Fiche 30-410.84/02/29, 

5403030370 


0403190243 Notification of 840410 workshop in King of PrUiaia.PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown imp (< topics described in IE Info Notice 
04-09 Agenda for workshop encl 

HURLEY, T. E Region 1, Of fie# of Director 84/03/09 O'TOOLE, J D 
Consolidated Edison Co of New York, Inc 3Spp 22672,062. 24X 

Ficha 30-000,04/03/09.0403190243 


— 0403030371 Summary of 040118 U 0207-00 mattings w/uti l In Bethesda.MD S, 
Cherry HI 1 1, NJ, reepec lively, re Instrumentation t < controls 
List of discrepancies within 1> between licensing documents 
encl 

HAUGHEY.H F Licensing Branch 2 B4/02/29 Licensing Branch 2 

20pp 22327 263 24X Fiche 30-410.84/02/29,0403030370 


8403040339 Summary of 840116 & 0207-08 meetings W/uti l.OE t, EtW in 
Bethesda.MD re instrumentation fc controls Supporting 
documentation encl 

HADOHEY • M F Licensing Branch 2 84/02/29 Licensing Branch 2 

22pp 22332 295 24X Fiche 50-410.84/02/29,8403060339. 


8403090240 Summary of 840216 meeting w/Northeast Nuclear Energy Co, 
Boston Edison Co, Vermont Yankee Nuclear Power Co t, Teledyne 
Engineering Svcs in Waltham, HA re add! Hark I torus 
structural analysis List of attendees encl 

SHEA.J J Operating Reactors Branch 3 84/03/07 CRUTCHFIELD, D 

Operating Reactors Branch 3 4pp 22572 298 24X 

Fiche 50-000. B4/03/07. 84Q3090240 


8403290394 Notification of 840404 t< 03 meetings W/util.QE St StW in 
San Jose-.CA to discuss instrumentation 6 control 

HAUGHEY, M F Licensing Branch 2 04/03/00 SCHWENCER, A Licensing 

Branch 2 3pp 22S22 291 24X Fiche 30-410.84/03/00,8403890394 


0 Adjudicatory correspondence 


8403080136 Resolution submitted by Legislature of Erie County 
requesting FERC t< NRC intevene to halt util withdrawal from 
project %t State of NY Public Svc Commission investigate 
util actions 

SMARTS, D J Buffalo, NY 04/03/01 2pp 22361 ISO 24X 
Fiche 30-410,84/03/01,0403080136 


I Financial information 


8403290177 Annual Financial Rept 1983 W/840322 ltr 

HAEHL, J Q 3 DONLON, W J , LEMPQEB, T E Niagara Mohawk Power Corp, 
83/12/31. 4 1 pp 22000 319 24X Fiche 80-220.83/12/31,8403290177, 


0 Inspection reports, IE Bulletins 6 correspondence 


8403010006'Notif ication of Significant Licensee Meeting 84—10 on 040222 
in King of Prussia. PA to discuss const appraisal team fc BALP 
findings 

COLLINS, S J Division of Project t< Resident Programs G4/02/17 
Division of Project S, Resident Programs Ip 22479 339 24X 

Fiche 30-410,04/02/17.0403010006 


84032 00232 Forwards "Evaluation of Angled Screen Fish Diversion Sys 
at Oswego Steam Station.Unit 6, " "Nine Mile 2 - Volnay 
345 kV Transmission Facility" i, "Environ Hgt ti Const Plan 
Nine Mile 2 - Volney 343 kV Transmission Facility " 

NANG AN. C V Niagara Mohawk Power Corp 04/03/iS EISENHUT. D 0 
Division of Licensing Ip 22694 221 24 X Fiche 50-410,84/03/13, 


IE info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits t< Annunciation " Svc list 
enc I 

JORDAN, E L Division of Emergency Preparadness Si Engineering 
Response CPost 030103) 84/02/20 Consolidated Edison Co of New 

York, Inc USpp 22909 239 24X Fiche 30-000, 84/02/28, B40U90072 


-8403200240 "Evaluation of Angled Screen Fish Diversion Sys at Oswego 
Stmro Station Unit 6 44 

* Lawler. Natmlry & Sit el ly Engineers 84701/31 IICod 
22* < ?4 233 24X Fiche 50-410.64/03/13,8403200232 


Qtvjwww-rcj rorwards it inap Rapt 30-410/03- 


w un <^g, no 


violations observed 
”S5“Z E S K, ' n Division of Project * Resident Programs. 
RHDDE. 0 K. Niagara Mohawk Power Corp 2np 22643 146 
Fiche 30-410,84/03/01,0403130096 


04/03/01 
24 X 


8403200343 "Environ Kgt & Const Plan Nine Mile 2 - Volneu 345 kV 
Transmission Facility « ’ 

* Niagara Mohawk Power Corp 03/09/30 146po 22694 341 24 * 

Fiche 50-410,64/03/13,0403200232 PP 24X 


24 X 


“ S4 2/thr? 48 " Nln * mU 2 “ Voln »Y 345 * v Transmission Facility 
W/thre* oversize maps Aperture cards are available in PDR 
* Niagara Mohawk Power Corp 02/04/30 330pp 22695- 127 

Fiche 30-410,84/03/13,8403200232 

«=ER>.__*uppli i< correspondence 

* 

“i!,! «X!£Z a «J£&i2l,Y™> 3 3a ” 

B4 ™ 7 ° 3M Forwards request for addl info to complete review of 
SER re prinuri-tisp limit curves to comply w/SmUt 
ehBu?d*h # lan} * IMtl *»*P requirements of 10CFR, App 0 Info 
XS2L& « FSAS ««*- no later then B4oSt3 

Mohawk P^tr Co p"* PP ’'Sw M*® 4 ° *’ — " 

84032703 J 4 P PP 227B9 246 24X Fi che 1 30-410, 84/03/06, 

•r—Siw.SwSrEH™' 

° P *", I 1 *"* requested ** 

«oS p„^ t CoJp* nl «6oo r * n 224 J? /03/OB RH0DE ' ® K Niagara 
840322030) P PP 22720 001 24X Fiche 30-4 10. B4/O3/O0, 


. , 3 . 3.3 . . — r ' -T.u.wu un ojiiuo-usuiw) No violations 

identified Major areas inspected work a c t ivi t las, pr oc edu re s 
& record* re reactor pressure vessel storage &, hydraulic 
control unit Installation 

GRAMM, R. A , LAZARUS, W J , COLLINS, S J Region 1, Office of 
MMlBMrA 04/02/27 llp P 22643 14B - *4* ^che 30-410^04/03/01. 

84 Ren!?°? 7 IE D Inf ° NotlC8 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT i< NRC •* 8vc list encl P 

N na/im 1 /^ 0 ” ° f ° A ' 8,f, » UJ,rdl * Inspection Program. <Post 

BS!" ==?!!%“ 

°* "’•*•**■ •=«„»" «*• 

JORDAN. E L Division of Emergency Preparedneis %, Engineer ino 
Response IPost 830103) 04/03/02 Consolidated E*u” cS of New 

nc 22 pp 22333 090 24X Fiche- 30-000, 84/03/02, 8402090000 

8402090009 IB.Ii.Po Notice 04-13, "R.porting of Radiological 

Con *e '(Post ‘sooioS i ::^ss» prfl ?^:^rd”ttd E ^i2r^ nfl , „ 

York, me U9pp, 22333 217 24X Fiche: 50-000, 84/03/02, 040209000 ? 

5402090011 IE I n f 0 Notice 84-17. "Problem. W/Liquid Nitroflen Coolino 
Ductllifc y T( ""P " Svc list encl, * Cooli,, 0 

Vp-.rssjs,r Pr r 0 :ii7ii: ^vr 9ri c n9 > M 

York, Inc 117pp 22333' 336 24X FI c ha , 50-000, 84/03/03 , 84020900lV 
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B4020900Z4 IE Info Notice 84-09, Rev 1. “Lessons Learned From Insps of 
Fire Protection Safe Shutdown 8g s " Svc list end 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

Vor k > Inc llSpp 22635 049 24X Ficho 50-000,04/03/07.0402090024 


8402090028 IE Info Notice 04-18. "Stress Corrosion Cracking in PHR 
Sgs '* Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/03/07 Consolidated Edxson Co of New 

York. Inc llSpp 22584 1B6 24X Fiche 50-000.04/03/07.8402090028 


8402090031 IE Bulletin 84-02. “Failures of QE Type HFA Relays in Use in 
Class IE Safety 8ys “ Svc list enc 1 

DEYQUNO.R, C Director's Office. Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York. Inc 

134pp 22023 094 24X Fiche 50-000,04/03/12.0402090031 


8402090043 IE Info Notice 84-19. "Two Events Involving Unauthorised 
Entries Into PUR Reactor Cavities “ Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031, 84/03/21 Consolidated Edison Co. of New 

York. Inc 123pp. 22023 229 24X Fiche 50-000, 84/03/21 . 8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays In Safety-Related 
9y» " Svc list end 

JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 04/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933001 24X Fiche 50-000,84/03/21,8402090044 


R Periodic operating reports & related correspondence 


8403020443 Forward* monthly statu* rept of offsite emergency 
preparedntsi for OL reviews for Jan 1904 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues, 

DIRCKB, W J. Office of the Executive Director for Operations 
04/02/21 PALLAOINO Commissioners 9pp 22492 083 24X 

Fiche 50-000,04/02/21,8403020443 


8. Reportable occurrences, LERs 8< related correspondence 


B403Q90078 Deficiency rspt re items supplied by Tube-Line Corp Final 
rept delayed until 840430 per 840213 telcon 

RHODE, O K Niagara Mohawk Power Corp B4/02/15 STAROBTECKI, R 
Division of Project & Reeidont Programs ip 22576 068 24X 

Fiche, 50-410,84/02/13, B4O3O9OO70 


B403210136 Interim deficiency rept re Anchor Darling H°CB sys valve 
vibration loosening ant l-ro ta t iona 1 set screws Initially 
reported on 840127 S< reported by GE per Part 21 
Invaetigation in progres* Final rept by 840723 

MANOANj C V Niagara Mohawk Power Corp 34/02/27 8TAR0STECKI, R 
Division of Project & Resident Programs 2pp 22707 272 24X 

Fiche 50-410,84/02/27,8403210136 


8403260233 Forwards summary list of deficiencies identified per 
10CFR30. 33Co ), Par t 21 It potential generic Itr repts for 
comments 

STAROBTECKI, R Division of Project 6 Resident Programs 04/02/28 
Region l, Office of Director. 7pp 22756,063 24X 

Fiche 30-000,84/02/20,8403260233 


0403130363 Interim deficiency rept re hydrostatic uplift pressure not 
considered in reector bldg met design initially reported on 
940130, Final rept will be submitted by B4031B 

MANOAN, C. V Niagara Mohawk Power Corp 84/02/29 0TARO9TECKI, R 
Division of Project & Resident Program* 2pp 22616 24B 24X 

Fiche" 30-410, 04/02/29. 8403130363 


0403140122 Pert 21 rapt re status update concerning abnormal wear on 
linear converter*, Test program underway Raeulte of 
Investigation indicate excessive wear caused by bunting of 
control circuitry. 

DODSON, J P Pacific Air Products Co. 84/03/0? Director'* 
Office, Office of Inspection and Enforcement 7pp 22624 068 24X 

Fiche. 90-000,84/03/09, 8403140122, 


8403190133 PN8-I-S4-002 on 840312, bomb threat received from 
unidentified caller Bit* emergency 5, safeguards contingency 
plan requirement* implemented, Public areas 6 site protected 
are* searched w/negative finding* 

MADDEN# B , , JOYNER, J. Region 1, Office of Director 84/03/12 lp 
22674*332 24X Fiche 30-220, B4/03/12, 8403190135, 


H403220075 EN-B4-01S on 840320, notl c* of violation h proposed 
Imposition of civil penalties in amount of * 180,000 will be 
Issued to licensee Action baiad on failure to maintain 
containment integrity 6 failure to conduct surveillance 
CRAIO, J. , AXELRAD, J, Director'* Office, Office of Inspection and 
enforcement, 84/03/13. 2pp 22712 308. 24X Fiche. 50-220, 84/03/15, 

8403220073 


V Operator Examinations 


8403130124 Forwards nuclear power plant experience for operating shift 
positions, as requested in 840301 ltr 

LEKPGES, T E Niagara Mohawk Power Corp 84/03/0S DENTON. H 
□ ffice of Nuclear Reactor Regulation, Director Spp 22603 237 
24X Fiche 50-410,04/03/05,8403130124 


DOCKET 50-412 BEAVER VALLEY POWER STATION. UNIT 2 
A Ap p 1 ica t ion/c one true t ion stage documents S, correspondence 


6403010090 Third partial response to FOZA request for six categories 
of documents re facility Forwards App A documents App A 
documents also placed in PDR App B documents will be placed 
in PDR upon request Review continuing 

FELTON, J M Division of Rules and Records 04/01/17 ANDERSON, S l 
Garvey. Schubert, Adams & Barer 4pp 22446 293 24X 

Fiche 50-000,84/01/17,0403010050 


— 8112020204 Forwards new format for nuclear power plants - const status 
r ep t. NUREG-0030 (yellow book) New format should be used to 
provide next update Info for planned Nov 1901 publication 
(data as of sept 30,1901) due 011120 W/o end 
HARTFIELD, R A Office of Management and Program Analysis 
81710/30 DUNN, C N Duquesne Light Co 9pp 22446 305 24X 

Ficho 50-000,84/01/17,0403010050 


S4O3O1O307 Request* delay in submitting addl info per Accident 
Evaluation Branch B31202 request Response to Questions 
E450 1 fc 2 will be submitted on 840323 

WOOLEVER, E J Duquesne Light Co 84/02/24 KNIGHTON, G W. 
Licensing Branch 3 lp 22434 067 24X Fiche 50-412,04/02/24, 

B4Q3010387 


0403270369 Notification Of 840403-03 meetings W/56W t, util In Boston, MA 
to diecuss NRC questions re mechanical engineering portion* 
of FBAR 6 perform detailed design documentation audit on 
facility 

LAZO, L Licensing Branch 3 04/03/01 KNIGHTON, 0 W Licensing 

Branch 3 4pp 22787 335 24X Fiche 30-412, 04/03/01 , 8403270369 


□ 403200056 Notification of 840321 meeting w/util in flethesds.MD to 
discuss Environ. S< Hydrological Engineering Branch Questions 
240 Ol fc 240 08 

LAZO, L Licensing Branch 3 84/03/02 KNIGHTON, OH Licensing 

Branch 3 4pp 22B1B 330 24X Fiche 50-412,84/03/02,8403200056. 


0403190192 Responds to 840123 ltr re use of Rockbestos Co cable at 
facility Vendor stated in writing that cable fully 
suitable for safety-related use 

WOOLEVER. E J Duquesne Light Co 04/03/06 POTAPOVS, U Region 4, 
Office Of Director, 2pp 22668 343 24X Flch a , 50-4 12, S4/03/06, 

8403190152 


8403260067 Notification of 840313 meeting w/util in Bethesda.MD to 
discuss Chemical Engineering Branch, Chemical Technology 
Section, questions 6 open items 

LAZD, L Licensing Branch 3 84/03/07 KNIGHTON, GW Licensing 

Branch 3 4pp 22812 331 24X Fiche 30-412, 84/03/07, 84O32B0O67 


0403200122 Summary of 840224 meeting w/Usstlnghoilse Owners Oroup in 
Bethesda.MD re proposed Meetinghouse steam generator tube 
rupture generic program Attendee list 6 agenda and 
NERBEB, V Licensing Branch 3 84/03/07 Licensing Branch 3 

35pp 32811 131. 24X Ficho 50-000,64/03/07,8403200122 


0403200060 Notification of 040403 meeting u/utll In 9hlppln9Port» PA to 
visit specific points of interest within branch environ 
review scope 

LAZO, L Licensing Branch 3 04/03/08 KNIGHTON, GW Licensing 

Branch 3 Spp £2012,338 24X Fiche 50-412,04/03/08,0403280060 


0403160090 Forward* BWECO 7703, “Missile-Barrier Interaction." 
submitted per 840227 response to Action Item IS of 
structural design audit 

WOOLEVER, E J Duquesne Light Co 84/03/09 KNIGHTON, GW 
Licensing Branch 3 lp 22653 001 24X Fiche 30-412,04/03/09, 

0403160090 


— 8403160096 "Mi ssi 1 *-B*rr I er Interaction “ 

JANKOV, Z D , SHANAHAN, J A , WHITE, M P, Stone L Webster Engineering 
Corp. BWECO 7703 77/09/30 223pp 22653 002 24X 

Fiche 50-412,04/03/09,0403160090 
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B4Q316Q1 90 Forwards minute* from 031203-08 meeting w/ In* trumentat ion U 
Control Sys Branch re discustion of 930919 request for add! 
info Items listed os closed imply that info requested t> g NRC 
has been provided 

WOOLEVER, E J OuquesnB Light Co 84/03/09 KNIGHTON, G U 
Licensing Branch 3 2ipp 22655 246 24X Flche 30-412. B4/03/09. 

8403160 1 90 


3403200234 Forwards responses to Procedure* 6 Sys Review Branch 
questions re nuclear engineering dept organ i rat i on ft 
adffi i nt s tra 1 1 ve procedures, forwarded in B40106 ItT Responses 
will be included in FEAR Amend 6 

WOOLEVER, E J Duquetne Light Co 04/03/16 KNIGHTON, O W 
Licensing Branch 3 1 3p p 22691 089 24X Fiche 50-41 2, 04/03/16, 

B4032Q0234 


8403300062 Forwards operating shift ecperience tables Util does not 
plan to use shift advisor* 

CAREY, J J Duquesne Light Co 04/03/26 DENTON. H Office of 
Nuclear Reactor Regulation, Director 6pp 22021 167 24X 

Fiche 30-412, 04/03/26- 9403300062 


C Utility Environmental Report (ER>. amends & correjpondenc * 


8403270372 Requests addl Info re environ site visit scheduled for Lit 
of 030926 to review environ rapt - OL stage 

KNIGHTON. 0 U Licensing Branch 3 64/03/02 UOOLEVER, E J 

Duquesne Light Co 4pp 227B7 326 24X Fiche 50-412,84/03/02, 

0403270372 


B40315009S Forwards Affidavits of Sve certifying distribution of Amend 
4 to environ rapt Si Amend 5 to F5AR 

WOOLEVER. E J Duquesne Light Co, 04/03/09 DENTON H R Office of 
Nuclear Reactor Regulation. Director Spp 22641 164 24X 

Fiche 30-412, 84/03/09. 84Q3J3009S 


B40329O1 45 Forward* Amend 5 to environ rapt - OL stage Amend consists 
of responses to Questions E431 3.E45Q 1 6 E450 2, per 
ON Knighton 531050 N 1202 Itrs *< various technical it 
editorial changes, 

HDOLEVEH, E J Duquesne Light Co 94/03/19 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Spp 22301 244 24X 

Fiche: 30-412, B4/03/19, 0403290145 


— 0403290146 Amend S to environ rept - OL stage 

* Duquesne Light Co B4/03/31 79pp 22801 250 24X 

Fiche 50-412.84/03/19,0403290145 


3403260039 Forwards responses to Accident Evaluation Branch 831202 
questions re environ rept Revised environ rept, Section 7 1 
also oncl 

WOOL EVER. E J Duquesne Light Co 04/03/22 KNIGHTON, 0 W 

Licensing Branch 3 23pp 22751 003 24X Fiche 50-412,04/03/22. 

0403260059 


E NRC Safety Evaluation Report CSER). suppls 6 correspondence 


B40314D197 Forwards draft 6ER (NLflEG-1037) re operation Proposed 
schedule for submittal of written response to open items 
should be provided by B40330 

KNiOHTDN, 0 W Licensing Branch 3 04/03/01 WOOLEVER, E J, 

Duquesne Light Co 311pp 22636 001 24 X FI Che, 30-4 I 2, 84/03/01, 

8403140197 


F Security, medical, emergency 4, fire protection plans 


0403270337 Advises that NRC will not review emergency plans to delete 
privacy or proprietary info unless specifically requested by 
licensee, per 81070? Generic Ltr 81-27 W/o request, entire 
plan will be placed in PDR 

KNIGHTON, <3 W Licensing Branch 3 04/03/01 WOOLEVER. E J 

Duquesne Light Co 4pp 22707 348 24X Fiche 30-412,04/03/01, 

84032703S7 


B403200040 Emergency Preparedness Plan EPP/1P 1 2, Attachment s 6 & 7 
MILLER, D J Duquesne Light Co 84/03/02. 6pp 22690:316 24X 

Fiche 30-334,04/03/02,0403200040 


0403190243 Notification of 840418 workshop In King of Prussia, PA to 
discuss lesson* learned from recent App R fire protection 
safe shutdown map 6 topics described in IE Info Notice 
B4-09 Agenda for workshop enel 

MDRLEY, T E Region i. Office of Director 04/03/09 O'TOOLE, J D 
Consolidated Ellison Co of New Vork, Jnc 33p p 22672 062, 24X 

Fiche 30-000. 84/03/09,8403190243 


K Utility Final Safety Analysis Report (FBAR) & amend* 


B403150D95 Forwards Affidavit* of Svc certifying distribution of Amend 
4 to environ rept 8< Amend 5 to F3AR 

WOOLEVER, E J Duquesne Light Co 84/03/09 DENTON H R Office jat 
Nuclear Reactor Regulation, Director Spp 22641 164 24X 

Fi che* 50-412, 84/03/09, 84031 50093 


Q Inspection reports, IE Bulletin* 6 correspondence 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits 6 Annunciation " Svc list 
one 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103), 04/02/28 Consolidated Edison Co. of New 

Vork, Inc 1 1 Spp 22909 239 24X Fiche 50-000, B4/02/2B, 04OU9OO72 


8403070303 Ac k receipt of 840112 ltr informing NRC of steps taken to 
correct violation* noted In IE Insp Rept 30-412/83-15 
6TAR0STECKI , R Division of Project Si Resident Programs B4/02/29 
WOOLEVER, E J Duquesne Light Co Spp 22346 202 24X 

Fiche 30-412,04/02/28,0403070303 


--8403070306 Responds to NRC 031212 ltr re violations noted in IE Insp 
Rapt 50-412/03-13 Corrective actions engineering In process 
of analyilng all KH applications to confirm acceptability of 
judgment made In response to Request fdr Info RJ-O303-QC 
WOOLEVER, E J Duquesne Light Co 04/01/12. BTAROSTECK I , R 
Division of Project U Resident Programs 4pp 22346' 204 24X 

Fiche 50-412,84/02/20,8403070303 


0402090007 IE Info Notice 04-14, "Highlight* of Recent Transport 
Regulatory Revs by DOT 6 NRC " Svc list end 

GRACE, J N, Division of QA, Safeguards & Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co of New Vork, Inc, 

130pp 22332 329 24X F i ch e 50-000, B4/03/02< 0402090007 


B402090008 IE Info Notice 64-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 0301031 04/03/02 Consolidated Edison Co, of New 

Vork, Inc 128pp 22553 09B 24X Fiche 50-000, 04/03/02, 0402090003 


B402090009 IE Info Notice 84-13, "Reporting of Radiological Releases “ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) B4/03/02 Consolidated Edison Co of N»w 

Vork, Inc U9pp 22353:217 24X Fiche: 50-000, 84/03/02, 8402090009 


0402090011 IE Info Notice 84-17, "Problems W/Liquld Nitrogen Coaling 
Components Qetau Nil Ductility Temp " Svc list end. 

JORDAN, E L Division of Emergency Preparedness i, Engineering 
Response (Post 830103) B4/03/03 Consolidated Edison Co of New 

York. Inc. 117pp 22353-336 24X Fiche 30-000,84/03/03,0402090011 


8402090024 IE Tnfo Notice 84-09, Rev 1, "Lessons Learned From Inspt of 
Firs Protection Safa Shutdown Sys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Ct> of New 

York, Inc llBpp 22635 049 24X Fiche, 30-000, 04/03/07, 0402090024 


8402090020 IE Info Notice 04-10, "Stress Corrosion Cracking in PWR 
8ys " Svc list end 

JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 84/03/07. Consolidated Edison Co of Neu 

York, Inc llBpp 22304 186 24X Fiche 50-000,84/03/07,0402090029 


8403220131 Forwards IE Insp Rept 30-412/84-01 on 040117-0221 No 
violation* observed 

8TAR0STECKI, R Division of Project U Resident Programs 84/03/08 
WOOLEVER, E J Duquesne Light Co 2pp 22716 019 24X 

Fiche 30-412,04/03/00.8403220131 


—0403220139 IE Insp Rept 30-412/84-01 on 840117-0221 No Violations 
observed Major areas inspec ted . previous 1 y identified items, 

FSAR descriptions, post-weld heat treatment, storage 
requirements t, procedure review of piping installation, 

WALTON, G A Region 1, Office of Director TRIPP, L, E. Division of 
Project S, Resident Programs. 04/03/07 8pp. 22716 021, 24X 

Fiche 50-412,84/03/08.0403220131 


8402090031 IE Bulletin 04-02, "Failures of GE Type HFA Relay* In Use in 
Class IE Safety Sys '' Svc list end, 

OEVQUNQ, R C. Director's Office, Office of Inspection and 
Enforcement. 84/03/12 Consolidated Edison Co of Neu York, Inc 
1 34pp 22023.094 84X F I c h e ■ 50-000, 84/03/ 12, B402090031. 
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8402090043 IE Info Notice 84-19. "Two Events Involving Unauthorlxed 
Entries into PUR Reactor Cavities " Svc list end 
■JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 B4/03/21 Consolidated Edison Co of New 

York) Ine I23pp 22023229 24X Fiche 30-000.84/03/21.0402090043 


8402090044 IE Info Notice 04-20. "Svc Life of Relays in Safety-Related 
6 ij s " Svc list end 

JORDAN. E L Division of Emergency Preparedness *i Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc 133pp 22933 001 24 X Fiche 90-000.84/03/21,8402090044 


DOCKET 50-413 CATAWBA NUCLEAR STATION. UNIT 1 


A App 1 lea t lon/cons true t ion stage documents t, correspondence 


84030B0196 FD1A request for documents re WR McAfee allegations 
involving facility from Mar 1977 — MaT 1979, NRC open 
conference at site in Nnv 1979 & review of util topical QA 
manual 

GARDE, B P , ANSELL, E Government Accountability Project 83/11/21 
Office of Administration 2pp 22984 162 24X 

Fiche 30-413,83/11/21.0403080196 


8403290200 Ac k receipt of 840302 1 tr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-412/03-13 
Corrective actions will be eiamlned during future insp 
STAR08TECKI, R Division of Project t< Resident Programs 84/03/22 
HOULE VER, E J Duquesne Light Co ip 22803 293 24X 

Fiche: 30-412, 84/03/22, 8403290200 


8403060477 Notification of 040313 meeting w/utll In York County, 6C to 
conduct confirmatory site visit per Section 13 6 of SRP 
(NUREG-OBOO) 

JABEOUR.K N Licensing Branch 4 B4/02/24 ADENSAM, E 0 Licensing 

Branch 4 3p p 22349 340 24X Fiche 90-413,84/02/24,0403060477 


— 0403290204 Responds to NRC 831110 ltr re violations noted in IE Insp 
Rept 90-412/03-13 Engineering evaluation confirmed AT8M A325 
bolts maintain required min bolt preload No addl action 
required 

WOOLEVER.E J Duquesne Light Co 84/03/02 STAR03TECKI, R 
Division of Project l< Resident Program* 4pp 22803 301 24X 

Fiche ' 90-412, 84/03/22, 8403290200 


B403300200 Forwards summary of actions taken, per IE Bulletin 83-07, 
“Apparently Fraudulent Products 9old by Ray Miller, Inc " 

P i t tsbur g h-Dss Moines Steel It Joseph Oat Corp received made 
from Ray Killer, Inc Metis not fraudulent 

WOOLEVER.E J Duquesne Light Co 84/03/22 MURLEY, T E Region 1, 
Office of Director 3pp 22B19 321 24X Fiche 90-412,84/03/22, 

0403300200, 


8 Reportable occurrences, LERs h related correspondence 


8403070298 Interim significant Deficiency Rept 84-01 re clamp anchor 
assemblies w/undorslied welds Vendor surveillance group will 
perform sample insp to establish effectiveness of vendor OC 
Nest rept by 840601 

WOOLEVER.E J Duquesne Light Co 84/02/16 MURLEY, T E Region l, 
Office of Director 4pp 22941 292 24X Fiche 90-412,84/02/16, 

8403070290 


0403130374 Interim Significant Deficiency Rept 04-02 re poor wiring 
workmanship on two Gould 480-volt motor control ctrs Random 
lnsps conducted Evaluation underway Next rept will be 
submitted by B9Q701 

WQOLEVER, E J Duquesne Light Co 04/02/21 MURLEY, T £ Region i, 
Office of Director. 3pp 22616 270 24X Fiche 90-412,04/02/21, 

8403130374. 


8402090017 Board Notification 04-038 forwards RJ Mattson 040123 memo 
to DG Eisenhut providing status update of NRC actions re 
Westinghouse ECCS actuation logic 

EISENHUT. DO Division of Licensing 04/02/27 PALLAD1N0 
Commissioners 7pp 22946 007 24X Fiche 90-000,04/02/27, 

0402090017 


8403020230 Notifies that Class II fee appropriate for review of 840123 
application requesting extension of const completion date to 
041 101 

DIGQS, R M License Fee Management Branch 84/02/27 TUCKER, H B 
Duke Power Co ip 22494 319 24X Fiche 90-413,04/02/27, 

8403020230 


8403070183 Forwards equipment data sheets for SORT St pump St valve 
operability review team onsite audits Qualification of 
components complete W/five oversiie drawings Aperture cards 
are available in PDR 

TUCKER, N B Duke Power Co 04/02/28 DENTON. H R Office of 
Nuclear Reactor Regulation. Director A0EN9AM, E G Licensing Branch 
4 601 pp 22536 20! 24X Fiche 50-413, 04/02/20, 84030701 B5 


—8403070202 Rev 10 to Procedure CNS-1390 01-00-0073, "Installation Spec 
Manual Mechanical Installation Procedure for Electrical 
Penetration Types B, C, D, F, G. H, J. K. L «< M “ 

• Duke Power Co 03/00/24 36pp 22937 087 24X 

Fiche 50-413,84/02/20,8403070185 


—8403070219 Rev 8 to Procedure CN3-1390 01-00-0071, “Procedure for 
Installation of Type A (6,900 Vo 1 1 1 Electric Penetration 
Assemblies " 

DOVER. R P Duke Power Co 03/03/07 350pp 22937 167 24X 

Fiche 30-413.84/02/28,8403070185 


8403210130 Interim Significant Deficiency Rept 04-03 re OE Type HEA 
lock-out relays Initially reported on 840127 Field test 
procedure developed to test relays Defective relays will be 
replaced Next rept by 840619 

WOOLEVER.E J Duquesne Light Co. 84/02/28 MURLEY, T E Region i. 
Office of Director 4pp 22707.266 24X Fiche 50-412,04/02/20, 

0403210130 


8402090016 Board Notification 84-031 Informs that Commission received 
affidavit from former util employee alleging that util 
deliberately undermined QA program at facilities 
Investigation in progress 

NOVAK, T M Assistant Director for Licensing. 04/02/29. KELLY, J , 
PURDOM. P , FOSTER. R Atomic Safety and Licensing Board Panel 3pp 
67217 043 24X Fiche 50-413,04/02/29,8402090016 


B403260233 Forwards summary list of deficiencies identified per 
1OCFR90 55(e), Part 21 t< potential generic ltr repte for 
comments 

8TAR0STECKI, R. Division of Project St Resident Programs 84/02/28 
Region 1, Office of Director 7pp 22756 069 24X 

FI cha, 90-000,04/02/20.8403260233 


8403190394 Forwards nonproprietary !< proprietary "Technical Basis for 
Eliminating Pressurlxar Burge Line Ruptures as Structural 
Design Basis For Catawba, Uni ts 112" Revised FSAR pages 
also encl Proprietary rept withheld (ref 10CFR2 790) 

TUCKER, H B Duke Power Co 84/02/29 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENBAM, E G Licensing Branch 
4 3pp 22674 0B9 24X Fiche 90-413,04/02/29,8403190394 


8403210098 Final Significant Deficiency Rept 83-02 re OC acceptance of 
nonconforming cable pulling conditions Initially reported on 
840229. QC section reorganised Continued sampling Df OC 
inspector activities implemented 

WOOLEVER.E J Duquesne Light Co 84/02/29 MURLEY, T E Region l, 
Office of Director. 4pp 22704 346 24X Fiche 50-412,84/02/29, 

0403210050, 


8403270219 Part 2i rept re broken contact carrier in control device of 
7 3 kV-1.9 kV, 900-790 MVA, 9 kV 390-3,000 St all HKV circuit 
breakers Initially reported on B30223 Addenda to 
installation It meint procedures sent to affected units 
DUVALL. D D Brown Boverl Corp. (subs of Brown Boveri St Co , Ltd > 
84/03/19 Record Bervices Branch (Document Control Desk). 9pp 
22772:114. 24X Ficho 50-000,84/03/19,8403270219 


V Operator Examinations 


6403300062 Forwards operating shift experience tables Util doe* not 
plan to use shift advisors. 

CAREY, J. J Duquesne Light Co B4/03/26 DENTON, H Office Df 
Nuclaar Reactor Regulation, Director. 6pp 22021 167 24X 

Fiche: 30-412, 04/03/26, 8403300062 


— 8403190399 Application for withholding proprietary rept WCAP-104B7. 
"Technical Basis for Eliminating Prossuriier Surge Line 
Ruptures as Structural Design Basis " 

WIEBEMANN, R A Meetinghouse Electric Corp 84/02/15 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 9pp 22674:092 
24X Fiche, 90-413, 84/02/29, 0403190394 


— 8403190404 NonpTopr 1 etary “Technical Oasis for Eliminating Pressuriier 
Burge Line Ruptures as Structural Design Basis for Catawba 
Units 1 k 2 " 

SWAMY, 8 A , YANG, C V , SANE, A D Meetinghouse Electric Corp 
WCAP- 10480 (NP> 04/02/10 I07pp 22674 101 24X 

Fiche 50-413.84/02/29,8403190394 


0403060422 Provides second suppl to 631116 submittal It addl Info on 
positive aspects of elimination of arbitrary intermediate 
pipe breaks from facilities 

TUCKER, H B Duke Power Co 84/03/01 DENTON, H R Office -of 
Nuclear Reactor Regulation, Director ADENBAM, E G. Licensing Branch 
4 2pp. 22511 399 24X Fi che. 90-413, 04/03/01, 8403060422 
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B4031300B6 Forward* fee for review of 840123 request for extension of 
const completion date to 041101 

TUCKER, H B Duke PoweT Co 04/03/02 DIGGS, R M License pee 
Management Branch Ip 22614 270 24X Fiche SO-4 13, 04/03/02, 
0403130096 


0403160029 Advises that ail refs to thrSB <M-») loop operation should 
Be deleted in proof b review Tech SpeeB issued 040302 Plant 
will operate only w/four loops in operation during at-power 
modes, in response to FSAR Question 440 58 

TUCKER* H B Duke Power Co 84/03/07 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E O Licensing Branch 
4. gpp 22654 347 24X Fiche 50-413,04/03/07.8403160023 


0403190257 Forwards "Steam Pressure Suppression Characteristics pf 
Matei — Soluble Plastic Membrane Shielded Ice for Ice 
Condenser Containment Nuclear Power Plants " 

TUCKER, H B Duke Power Co 04/03/07 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Branch 

4 7pp 22672 102 24X Fiche 50-000.84/03/07,0403190297. 


B4032S0122 Summary of 040224 meeting w/Wes t i nghouse Owners Group In 
Bethesda.MD re proposed Heat Ingfiouse steam generator tube 
rupture generic program Attendee list tt agenda end 
NERSES, V Licensing Branch 3 04/03/07 Licensing Branch 3 

33pp 22B11 131 24X Fiche 50-000,04/03/07,8403200122 


0403130104 Provides clarification of third paragraph of 040239 1 tr re 
possibility of welded piping attachments being located in 
close proximity to eliminated arbitrary intermediate break* 

TUCKER, H D Duke Power Co 04/03/08 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Branch 
4 2pp. 22600 256 24X Fiche 50-4 13, B4/O3/O0, 84031 30 1 04 


B403160197 Forwards responses to EG Adensam 800401 request for 
qua 1 i f i ca t Ion documentation re operability of containment 
purge U vent valves in Modes 1-4 per Tech Spec 3619 
TUCKER, H B Duke Power Co 04/03/12 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 333pp 2265B IBS 24X Fi ch e* 90-4 J 3, 84703/12, 84031601 97 


040-2090041 Board Notification 84-050 provides Commission policy 
statement b proposed rulemaking on environ qualifications 
EISENHUT, D G Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel lOpp 24X Fiche 50-000,04/03/14,9402090041 


8403200165 Forwards summary of experience for operations personnel to 
be licensed on Unit l,per 840114 U 0226 commitments Based on 
operating shift experience requl remen ts, suf f 1 c lent 
experience available to startup b operate Unit 1 
TUCKER, H 0 Duke Power Co B4/OS/14 DENTON, H R Office of 
Nuclear ReactoT Regulation, Director ADENSAM, E G Licensing Branch 
4 12pp. 22697 001 34X Fiche 50-413,04/03/14,8403200165 


8403220074 Requests that snubber Tech Specs be written to reflect insp 
on unit basis instead of current sys basis Conclusions from 
review of J Sapir 740301 ltr re Tech Specs for snubber 
operability b surveillance listed 

TUCKER, H B Duke Power Co 04/03/15 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E Q Licensing Branch, 
4 2pp 22712306 24X Fiche 50-413,04/03/15,8403220074 


0403260034 Forwards proposed amends for proof it review Tech Specs 
Amends change surveillance requirements for diesel fuel oil 
Supporting jus t i f lea t ion 6 analysis end 

TUCKER. H B Duke Power Co 84/03/15 DENTON, H ft Office of 
Nuclear Reactor Regulation, Director ADENSAM, E ff Licensing Branch 
4 2pp 22750 260 24X Fiche 50-413,04/03/15.8403260034 


— 8403260139 Proposed amends to proof b review Tech Spec*, chang ing diesel 
fuel ail surveillance requirements 

* Duke Power Co 84/03/15 9pp 22750 262 24X 

Fiche 50-413,84/03/15,8403260034 


8403270213 Forwards response to followup questions from 040209 meeting 
re environ qualification of DG Pbrlan electrical 
penetrations Tests verify adequacy of Type K modulo for 
plant applications 

TUCKER, H B Duke Power Co 84/03/16 DENTON. H R Office of 

N uc 1 ear Reactor Regulation, Director, ADENSAM. E C Licensing Branch 

4 4pp 22770 273 24 X Fiche 50-413,84/03/16,8403270213 


8403260073 Forwards proposed amends tD proof fc review Tech Specs re 
verification of position of Inaccessible fire suppression & 
sprinkler sys valves, high radiation area & radiological 
environ monitoring program 

TUCKER, H, B Duke Power Co. 84/03/20 DENTON, H R Office of 

Nuclear Reactor Regulation. Director ADENSAM, E G. Licensing Branch 
4, Ip 22746204 24X Fiche 50-413,84/03/20,0403260073 


— B4032600B0 Proposed amends to proof 6 review Tech Specs re Action 
Statements 6 b b 19 b on position verification of 
inaccessible fire suppression b sprinkler sys valves, high 
radiation area b radiological environ monitoring program 
• Duke Power Co 04/03/20 30pp 22746 209 24X 

Fiche 30-413,04/03/20.0403260073 


0403270103 Forwards test exemptions required to perform NUREO-0737, 

Item I G 1, "Natural Circulation Testing " Exemptions need 
to be included in Tech Bpecs 

TUCKER. H B Duke Power Co 84/03/21 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Branch 
4 Spp 22766 341 24X Fiche 50-4 13, 04/03/21 , B403270 103 


8403300108 Provide* plant-specific info b generic info omitted from 
Meetinghouse Owners Group 031201 b 040312 itrs, In response 
to Generic Ltr 83-100 Issues re reactor coolant pump trip 
rose Ived 

TUCKER- H B Duke Power Co 84/03/26 DENTON, H R Office of 
Nuclear Reactor Regulation, Director EISENHUT, D 0 Division of 
Licensing 3pp 22819 392 24X Fiche 50-413,84/03/26,0403300103 


0403300107 Forwards proprietary b nonpmpr 1 etar y versions of, 
"Methodology for Addressing Superheated Steam Releases to 
Ice Condenser Containments " Proprietary version withheld 
<ref 10CFR2 7901 

TUCKER, H B Duke Power Co 04/03/28 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 2pp 22019 001 24 X Fiche 50-413,04/03/28.0403300107 


— 0403300116 Requests proprietary "Methodology for Addressing Superheated 
Steam Release* to Ice Condenser Containments," be withheld 
from public disclosure per 10CFRS 790 

WIESEMANN.R A Mestinghouse Electric Corp 04/03/26 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Spp 22019 003 
24X Fiche 30-413,04/03/20,0403300107 


— B4033001 19'Nonprop rie tary , "Methoddlogy for Addressing Buperheated 
Steam Releases to Ice Condenser Containments " 

* Mestinghouse Electric Corp 04/03/28 240pp 22019 011 24X 

Fichu 50-413,84/03/28.8403300107 


E NRC Safety Evaluation Report <B£R), supple b correspondence 


9403120153 Forward* revised Procedures 8D-0P-003, "Process Control 
Program , " SD-0P-042, "Assembly b Disassembly 
Procedure " b 0D-OP-39, "Operating Procedure for Mobile 
Cement " per FSAR Question 460 11 b SER Section 11 4 1 
TUCKER, H B Duke Power Co 83/10/2B DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 2pp 22586 183 24X Fiche 30-413,83/10/28,8403120193 


— 8403120136 Rev M to Procedure 3D-0P-003, "Process Control for_ 
Chem-Nuc lear ays, Inc Cement Solidification Units " 

* Ch em-Nuc 1 ear Systems, Inc 83/03/20 20pp 22306 197 24X 

Fiche 30-413, B3/10/28, 8403120153 


— 6403120138 Rev A to- Procedure SD-QP-042, "Assembly b Disassembly 
Procedure for Mobile Cement Solidification Unit 121 (MSU-C- 
121 ) “ 

* Chem-Nuclear Systems, Inc 82/10/22 I4pp 22386.207 24X 

Fiche 30-413,83/10/28,8403120153 


— 8403120161 Rev D to Procedure S0-0P-039, “Operating Procedure for 
Mobile Cement Solidification Unit 121 (MSU-C-121) " 

« Chem-Nuclear Systems, Inc 83/11/17 27pp 22396 221 24X 

Fiche 30-413,83/10/28,8403120153 


9403010333 Discusses mods to emergency response guidelines in response 
to SER b NUREO-0737, Supp 1 1 

TUCKER, H D Duke Power Co 84/02/22 DENTON, H ft Office of 

Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 

4 2pp 22432 324 24X Fiche 30-413,84/02/22,8403010333, 


8403050377 Notification of 940306-00 site visit b meeting w/utll in 
Charlotte, NC S< York County, 8C to audit equipment environ 
quel i f i cat Ion (BER Outstanding Issue 4b) 

JAB8PUR, K N Licensing Branch 4. 04/02/24. ADENSAM, E 0 Licensing 

Branch 4 3pp 22327 238 24X Fiche 30-413,84/02/24,8403050377 


8403070422 Notification of 840312 meeting w/util b Mestinghouse in 
BetheedaiMD to discuss resolution of main steam line 
break analysis (BER Confirmatory Issue 12) 

UABBOUR.K N Licensing Srench 4 84/02/24 ADENSAM, E, 0 Licensing 

Branch 4 3pp 22566 300. B4X Fi e he , 30-41 3, 04/02/24, 0403070422 


840302031 7 Forwards Rev lO to "Analysis of Hydrogen Control Measures at 
McGuire Nuclear Station," per B9ER 7 (NUREG-0422), 

TUCKER, H B Duke Power Co 84/02/29 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0. Licensing Branch 
4 2pp. 22441 ’216 24X Fi che. 50-000, 84/02/29, 8403020317 
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— 8403030321 Rev 10 to "Analysis of Hydrogen Control Measures at McGuire 
Nuclear Station " 

« Duke Rawer Co 84/02/2? SOpp 22441 218 24X 

Fish* 30-000.04/02/29,0403020317 


0403200070 Advises that all essential equipment cooled by nuclear svc 
uafc «7 sys requalified for 100 F, per 031013 ltr re BER 
Open Item 2 

TUCKER. H B Duke Power Co 84703/13 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Branch 

4, lp 2269? 133 24X Fiche 30-413,84/03/13,8403200070 


8403200221 Requests NRC approval of proposed fire brigade organiiation 
In BBEfl 

TUCKER, H B Duke Power Co 04/03/14 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Branch 
4 Spp 22700 022 24X Fiche. 30-413, 04/03/14, 8403200221 


840330007? Discusses redundant emergency lighting per SER Open Item 13 
Lighting unnecessary in areas not manned during transient or 
accident conditions. Lighting available for maint in listed 

areas 

TUCKER, H B. Duke Power Co S4/03/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM. E 0 Licensing Branch 
4. Spp 22021 173. 24X Fiche 30-413, 84/03/23, B40330007? 


F. Security, medical, emergency b fire protection plans 


B403090234 Public version of revised crisis mgt plan implementing 
procedures, including Procedures 3 3 . 4 re scheduling/planning 
support group, 3 3,6 r» radiological support group it 3 3, 7 re 
technical support group, M/831 107 ltr b JM Falton memo 
TUCKER, H B, Duke Power Co, 83/i0/3i 271pp 22595 033 24X 

Fiche, 30-000, 83/10/31 , 0403090234 


0403060336 Revised emergency implementing procedures, inc ludi ng 
Procedures RP/0/A/3000/01 re classification of emergency, 
RP/0/A/3000/02 ra notification of unusual event & 

RP/Q/ A/ 3000/03 re alert W/040227 ltr 

TUCKER, H B Duke Power Co 03/12/06 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Branch 
4. 190PP 22313 122 24X Fiche 30-413,83/12/00,8403060336 


B403060223 Rev 11 to crisis mgt plan W/840224 ltr b public info 
p amph let. 

VAUGHN, T E Duke Power Co 84/02/02 66pp 22316 1S9 24X 

Fiche 30-000, 84/02/02, B403060223 


8403280102 Public version of revised emergency plan implementing 
procedures, including Procedure RP/0/A/5000/02 re 
notification of unusual event b RP/D/A/3000/03 re alert 
W/840312 ltr & JM Felton 840321 release memo 
BDUHiM. E. , COX, J W , TUCKER, H. fl Duke Power Co 84/02/06, 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
ADENSAM, E 0, Licensing Branch 4 267pp 22012 Q2i 24X 

Fiche: 30-413, 84/02/06, B4032B0102 


8403010333 Discusses mods to emergency response guidelines in response 
to SER it NURE0-0737, Duppl 1 

TUCKER, H B. Duke Power Co 04/02/22 DENTON, H, R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Branch 
4. 2pp. 22432' 324 24X Fiche 00-413,04/02/22,0403010333. 


8402090006 Board Notification 84-034. forwards R Voltmer 040206 memo to 
D Elsanhut re fire research results concerning fires in 
electrical cabinets in control roam. 

E18ENHUT, D 0 Division of Licencing 84/02/23 PALLADINO 
Comm i ee loners. ip 22376 203 24X Fiche 30-000, 84/02/23, 

0402090006. 


— 0403080316 Recommends that info re fire research results concerning 
fires in electrical cabinets in control room be submitted 
for board notification, per NRR Ofc Ltr 17, dtd 821001 Further 
evaluation of test data required. 

VOLLMER, R, H, Division of Engineering 84/02/06. EI8ENHUT, D G 
Division of Lictnting, iOpp. 22376 204 24X 

Ficha: 30-000, 04/02/33, 0402090006. 


8403160086 Forwards IE Jnsp Ropts 30-413/84-11 b 30-414/B4-07 on 
840131-0203. No violations or deviations identified 
DANCE, H C, Division of Project it Resident Programs, 04/02/27 
TUCKER, H, B. Duke Power Co Spp 22633:103 24X 

Fiche: 30-413, 84/02/27, B4031600B6. 


— 8403160092 IE Xnsp Repts 30-413/84-11 it 30-414/84-07 on 840131-0203 No 
violations or deviations identi fled. Major areas inspected 
fire protection/prevention. 

HILLER. W. H. Region 2, Office of Director CONLON, T E, Division 
of Engineering 8< Operational Programs. 84/02/21 9pp 22633 103 
24X Fiche: 30-413, 84/02/27, 0403160086. 


8403060419 Responds to EG Adensam 840120 ltr transmitting summary of 
fire protection site audit on 831101^04 Fire protection sys 
valves will be locked in appropriate position since related 
circuitry not supervised per NFPA 72D 

TUCKER, H B Duke Power Co 84/02/2? DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licensing Branch 
4 Spp 22318 190 24X Fiche 30-413. 84/02/29, B403O6O419 


8403050177 Forwards IE Insp Rept 30-413/84-24 on 640221-24 No 
violations ot deviations identified 

DANCE, H C Division of Project b Resident Programs 84/03/01 
TUCKER. H B Duke Power Co 2pp 2240 ? 062 24X 

Fichd 30-413,04/03/01,0403030177 


— 0403030178 IE Insp Rept 30-413/64-24 on 840221-24 No violation* or 
deviations identified Major areas inspected review of 
preoperational activities re protected b vital area physical 
barriers Details withheld (ref 10CFR73 21> 

MOORE, D E Region 2, Office Of Director MCGUIRE, D R Division 
of Emergency Preparedness b Materials Safety 84/03/01 ip 
2248? 064 24X Fiche 30-413,04/03/01,8403030177 


8403160270 Extends invitation to attend 840316 workshop to discuss 
lOCFRSQ.App R requirements b results of recent insp to help 
resolve misunderstanding associated w/requirements 
LEWIS, R C Division of Project b Resident Programs 84/03/02 
TUCKER, H B Duke Power Co Ip 22660 274 24X 

Fiche 30-000,04/03/02,0403160278 


0403200221 Requests NRC approval of proposed fire brigade organization 
in 8BER 

TUCKER, H B Duke Power Co 84/03/14 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Branch 
4 2pp 22700 022 24X Fiche 30-413,84/03/14,8403200221 


0403260073 Forwards proposed amends to proof b review Tech Specs re 
verification of position of Inaccessible fire suppression b 
sprinkler sys valves, high radiation area b radiological 
environ monitoring program 

TUCKER, H B Duke Power Co 04/03/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Branch 
4 ip 22746 204 24X Fiche 50-413,94/03/20,84032600 73 


--0403260080 Proposed amends to proof b review Tech Specs re Action 
Statements 6 b b 19 b on position verification of 
inaccessible fire suppression b sprinkler sys valves, high 
radiation area b radiological environ monitoring program 
* Duke Power Co 04/03/30 30pp 22746 283 24X 

Fiche 30-413, 84/03/20, 8403260073 


G Adjudicatory correspondence 


840301020? Motion for extension of time until B40323 to submit views on 
ASLB referral to ASLAB re rejection of Palmetto Alliance 
contention on reliability of Transamerlca Delaval diesel 
g enera tor s 

JOHNSON, 0 E Hearing Branch 4 04/02/29 Atomic Safety and 

Licensing Appeal Panel Spp 22436 004 24X Fiche 30-413,04/02/29, 

0403010209 


8403070033 Forwards joint proposed findings of fact b conclusions of 
law on Contentions PA44/CESG18 re reactor embrittlement' h 
joint Contention DES17 re adverse weather 

RILEY, J Carolina Environmental Study Group RILEY, J Palmetto 
Alliance 84/02/2? KELLEY, J , FOSTER, R , PURDOM.P Atomic Safety 

and Licensing Board Panel lp 22541 163 24X 

Fiche 30-413,84/02/29,8403070033 


— 8403070037 Proposed findings of fact b conclusions of law in form of 
partial Initial decision an Contentions PA44/CESG 18 re 
reactor embrittlement b Contention DES17 re adverse weather 
Certificate of Svc end, 

RILEY, JL Carolina Environmental study Group GUILD, R. Palmetto 
Alliance GUILD, R Guild, R 84/02/29 34pp 22341 166 24X 

Fiche 30-413,84/02/29,8403070033 


8403140123 Forwards NRC insp repts it accompanying violation notices re 
facility GA End repts b notices issued after dose of 
Dec 1983 hearings Palmetto Alliance served w/notices b 
util responses 

JOHNSON, O E Heering Branch 4 04/02/29 KELLEY, J L , PURDOM.P W , 

FOSTER, R F Atomic Safety and Licensing Board Panel SBpp 
22624,040 24X Fiche 50-413,84/02/29,0403140123 


8403070030 Order granting staff request for extension to Si including 
040323 of time within which to submit views re ASLB 830223 
referral order in proceeding 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 84/03/01 
Office of the Executive Legal Director 2pp 22541 274, 24X 

Fiche 30-413,84/03/01,8403070030 
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8403040340 Forward* exercise evaluator document used in conjunction 
W/840BJ5— 16 emergency mgt e t ere 1 set- NUREC-0634. R e v 1 & 
portion of community issues survey dealing w/eme-rgeru: y 
planning W/o ends 

5HEARIN.R V Duke Power Co 84/03/02 GUILD, R Palmetto Alliance 
RILEY.J L Affiliation Not Assigned 2pp 22316 137 24X 

Fiche 30-413.84/03/02.3403060240 


0403190174 Forwards "NRC Staff Supplemental Proposed Findings of Fact 
In Form of Partial Initial Declfloq on In Camera issues re 
Contention 6 1QA1," per 840307 telcon W/o end 

JOHNSON. G. E Hearing Branch 4 84/03/ IS KELLEY, J L , FOSTER, ft F 

PURDOM.P W. Atomic Safety and Licensing Board Panel lp 
22671:162 24X Fiche 90-413,84/03/15,8403190174 


B40307004B Response opposing Carolina Environ 8tudy Group 840214 offer 
of proof re reactor vessel technology , fat ig ue at high temp, 
strain gauge technology It structural Integrity or LWI 
component* Certificate of Svc end 

MCGARRY. J d Bute Power Co MCGARRY , J M Bishop, Liberman. Cook. 
Purcell *, Reynold* 84/03/02 Atomic Safety and Licensing Board 

Panel 14pp 22341 233 24X Fiche 30-4 1 3, 84/03/02. 84030 7004B 


3403140043 Forwards J Smercak affidavit of nondisclosure Pot assistance 
in preparation of staff proposed findings W/o end 
J0HN30N.G E Hearing Branch 4. 84/03/02 KELLEY, J L Atomic 

Safety and Licensing Board Panel ip 22633 119 24X 

Fiche 30-413.84/03/02.3403140043 


B40320Q042 Memorandum & order denying motion to defer further action 
on two pending OL diesel generator contentions until after 
B5ER issuance 

FOSTER, R F. . PURDOM.P W , KELLEY, J L Atomic Safety and Licensing 
Board Panel 04/03/16 Palmetto Alliance 3pp 22699 182 24X 

Fiche 30-413,84/03/16,8403200042 


Q403200007 Interrogatories 6 requests to produce documents to Carolina 
Environ Study Qroup St Palmetto Alliance on ASLB contention 
re diesel generator reliability Certificate of Svc end 
Related correspondence 

CARRrA V Duke Power Co CARR, A V Bishop, Liberman, Cook, Purcell 
& Reynolds 04/03/19 Carolina Environmental Study Group Slpp 
22699 202. 24X Fiche 90-413, B4/03/19t 9403200007, 


8403090112 Forwards suppl to Palmetto Alliance proposed findings of 
fact St conclusions of law in form of partial initial 
decision Part V on honeycombing omitted due to In camera 
mat 1 

GUILD, R Guild, R GUILD, R Palmetto Alliance B4/03/06 
KELLEY, J. L , FOSTER, R F , PURDAH, P W Atomic Safety and Licensing 
Board Panel 30pp 22575 218 24X Fiche 50-413,84/03/06, 

8403090112 


— 8403090119 Suppl to proposed findings of fact *t conclusions of law 
in form of partial initial decision Certificate of Svc end 
GUILD, R Palmetto Alliance GUILD, R Guild, R 84/03/06. 36pp. 

22573 256 24X Fiche 50-413.34/03/06,8403090112 


0403220237 Supplemental Interrogatories to util re emergency diesel 
contentions admitted by ASLB Certificate of 8vc end Related 
correepondance 

RILEY. J L Carolina Environmental Study Group DBS 047 B4/03/19 

Duke Power Co 3p p 22719.034 24X Fiche 30-413,84/03/19, 

8403220237 


B403220233 Interrogatories it requests to produce documents re diesel 
generator contention* to applicant it NRC staff Certificate 
of 8vc end, Related correspondence 

GUILD, R Palmetto Alliance GUILD, R Carolina Environmental Study 
Group. GUILD, R Guild, R DSB 049 84/03/22 Duke Power Co 

20pp, 22719 014 24X Fiche 30-413, 84/03/22, 8403220233 


8403140124 Response opposing Carolina Environ Study Group 840216 motion 
to Teopen record on reactor embrittlement Offer of proof at 
to metis acceptable Certificate of 8vc end 

JOHNSON, G E Hearing Branch 4. 84/03/07. Atomic Safety and 

Licensing Board Panel 9pp 22620 283 24X Fiche; 80-413, 34/03/07. 

8403140124 


9403140150 Notifies of 840313 enforcement conference in Atlanta, GA 
to Inform licensee of welder 8 Issue so corrective action 
may be commenced Meeting summary will be forwarded to ASLB 
it parties to proceeding 

JDHNSON.C E Hearing Branch 4 34/03/07 KELLEY, J L , FOSTER, R F . 

PURDOM.P W Atomic Safety and Licensing Board Panel lp 
22620 338 24X Fiche 50-413,84/03/07,8403140130 


B40314D169 Informs of improper svc of Carolina Environ Study Group/ 
Palmetto Alliance proposed findings of fact 6 conclusions of 
law re adverse weatheT 4, nonreceipt of proposed findings on 
Contention 16 

JOHNSON, G E Hearing Branch 4. 84/03/07 KELLEY, J L , F08TER.R F . 

PURDOM.P U Atomic Safety and Licensing Board Panel lp 
22620 333 24X Fiche 50-413,94/03/07.8403140169 


3403140046 Proposed findings of fact t< conclusions of law in form of 
partial initial decision on Contention 6, Palmetto Alliance 
Contentions 16 k 44 l DEB Contention 17 Certificate of Svc 
end 

JOHNSON, G. E Hearing Branch 4 84/03/08 ElOpp 22633.309 24X 

Fiche 50-413, B4/03/0B, 8403140046 


8403270011 Notifies that svc list amended to reflect appointment of 
separate board for emergency planping Bhearin 340302 Ltr to 
Guild 6 Riley, 840312 ltr to Guild t< supplemental answers to 
interrogatories end W/o end Related correspondence 
SHEAR IN. R V Duke Power Co DSB 114 B4/03/22 MARGULI ES, M B , 

LAZO. R M . HOOPER, F F Atomic Safety and Licensing Board Panel ip 
22769 333 24X Fiche 30-413,04/03/22,8403270011 


8403260367 Response to A8LB questions re whether memorandum referred to 
concerning diesel generators should be accepted it how ASLB 
should decide posed issues Referral request fails to 
satisfy Interlocutory review test. Cert i f icate of Svc end. 

MCGARRY, J M Duke Power Co MCGARRY, J M Bishop. Liberman, Cook, 
Purcell i. Reynolds DSB 083 84/03/23 59pp B2760 079 24X 

Fiche 50-413,34/03/23,0403260367 


6403270322 Views on ASLB B40223 referral of 340217 rejection of 
generic aspects of intervenors diesel generator 
contention Certificate of Svc end 

JOHNSON, G E Hearing Branch 4. DSB 132 04/03/23 B4pp 

22709 069 24X Fiche 50-413.84/03/23,0403270322 


S4032903S2 Motion to amend V suppl diesel generator contenti ons, or 
in alternalivei motion for admieslon of new diesel generator 
contention ASLB urged to grant motion & admit recasted 
contention 

GUILD, R Palmetto Alliance DSB 192 04/03/23 Atomic Safety 

and Llceneing Board Panel llpp 22014 153 24X 

Fiche 50-413.04/03/23,8403290382 


040313007! Forwards applicant interrogatories L request to produce 
documents re diesel generator contention, per 340223 order 
Related correspondence 

CARR, A V, Duke Power Co B4/03/U RILEY. J L Carolina 
Environmental Study Group GUILD, R Guild. R lp 22602 169 24X 

Fiche 50-413,84/03/11,8403130071 


8403290360 Memorandum on emergency diesel generator questions referred 
per 10CFR2. 730 Acceptance of referral urged Certificate of 
svc end 

GUILD, R Palmetto Alliance GUILD, R Carolina Environmental Study 
Group GUILD, R Guild, R. DSB 194 84/03/23 29pp. 22014 203 

24 X Fiche 30-413,84/03/23,8403290309. 


— B403 130077 Interrogatories & requests to produce documents on diesel 
generator contention to Carolina Environ Study Group & 

Palmetto Alliance Certificate of Svc end Related 
correspondence 

CARR, A V, Duke Power Co 84/03/ i 1 Carolina Environmental 

Study Group 27pp. 22602 170 24X Fiche: 50-413, 04/03/1 1. 

0403130071 


B403290379 Responses to util interrogatories St request 
documents on diesel generator contention Certificate 
and Related correspondence 

GUILD, R Palmetto Alliance GUILD, R Guild, R a 
Environmental Study Group DSB 191 84/03/23 9pp 

24X Fiche. 50-413,84/03/23,8403290379. 


to produce 
of Svc 

Caro 1 ina 
22014' 144 


8403160029 Reply to intervenors it NRC staff proposed findings of fact 
8< conclusions of law Certificate of Svc end, 

MCGARRY, J.tt Duke Power Co MCQARRY, L. M Bishop, Liberman, Cook, 
PurcelL S, Reynolds 84/03/15 197pp 22634 123 24X 

Fiche: 50-413, 34/03/ 1 3, B4 03 1 60029, 


0403190073 Forwards questions for FEMA witnesses to assist in 
preparation of testimony on offsite emergency planning 
contentions All testimony will be required to be filed 
on 040406 it 09 Hearing will commence on B40424. U/o tnel 
MCGURREN, H J Hearing Drench 3 84/03/13 PERRY. S Federal 

Emergency Management Agency, lp 25666:135 24X 

Fiche. 30-413, 64/03/13, 0403190073 


J Insurance !< indemnity Information 


B403 140037 Forward* Endorsement 9 to NELIA Policy NF-281, 
ROBBINS, U. G Marsh «< McLennan, Inc S4/03/03 DINITZ, I 
Director for State &, Licensee Relation*. 2pp 22633’ 122. 
Fiche 30-413,04/03/03,8403140037 


Assistant 

24X 
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il Antitrust eorres pondence 


04O3O8O37B Forwards notice of finding of no significant antitrust 
changes it time for filing requests for reevaluation for 
transmittal to Ofc of FR for filing 6 publication 

REGAN, W H Sits Analysis Branch 84/02/29 STUCKY. S W Docketing 
U Services Branch lp 223B4 062 24X Fiche 50-413, 04/02/39, 

B4030 80278 


— S4030902B3 Notice of finding of no significant antitrust changes h time 
for filing requests for revaluation 

REGAN. W H Bite Analysis Branch B4/02/29 3pp 2ESB4 063 24X 

Ficha- 30-413. 84/02/29, 84030B0278 


G Inspection reports. IE Bulletins & correspondence 


B403QB0203 Responds to F01A request for documents from Mar 1977 - Mar 
1979 re HR McAfee allegations Forwards App A documents Info 
also available in P0R 

FELTON. J. M Division of Rules and Records B4/01/24 GARDE. B P 
Government Accountability Project 2pp 223B4 164 24X 

Fiche - 30-413, S4/01/24, 8403000203 


— B4O3O0O212 Discusses 791113-16 interviews w/craftsmen Interviewees 
selected by principal inspector, per T1 2312/4 criteria 
Related info end. 

MURPHY.C E Region 3. Chicago. Reactor Construction t Engineering 
Support Branch 79/12/04 THORNBURG. H D Director's Office, 
Office of Inspection and Enforcement 9pp 22984 166 24X 

Fiche. 80-413, 84/01/24, 84030BQ203 


B40 3070012 Forwards IE Imp Rept 30-413/04-03 on 040109-13 No 
violations or deviations noted 

DANCE, H C Division of Project h Resident Programs 84/02/13 
TUCKER, H. B Duke Power Co 2pp 22329,001 24X 

Fiche 30-413.84/02/13.8403070012 


— -8403070017 IE Insp Rept 30-413/B4-03 on 840109-13 No violations or 
deviations noted Major areas inspected containment 
structural lntergrlty test k containment integrated laak 
rate test 

LENA HAN, J J. , WHITENER.H L , JAPE, F Region 2, Office of Director 
84/02/07, 7pp 22329 003 24X Fiche ■ 30-4 1 3, 04/02/ 13, 0403070012 


3403160343 Forwards IE tnsp Repts 30-413/84-03 *, 50-414/84-03 on 
B40103-06 k 11-13 No violations or deviations noted 
DANCE, H C Division of Project k Resident Program* 84/02/17 
TUCKER , H B Duke Power Co 2pp 22660 177 24X 

Fiche: 30-413. 04/02/17, 8403160343 


— 0403160356 Forwards IE Insp Repts 30-413/04-03 k 30-414/04-03 on 
840103-06 fc 11-13 No violations or deviations noted 
Proprietary review of document waived by util to assure 
distribution to parties in licensing proceeding 
DANCE, H C, Division of Projsct J, Resident Programs 04/01/20 
CARR. A V Duke Power Co lp 22660 179 24X 

Fiche 50-413, 84/02/17, B403160343 


— 8403160363 IE Insp Repts 30-413/84-03 t, 30-414/84-03 on B40103-06 5, 
11-13 No violations or deviations noted Major areas 
inspected containment spray-wt Idlng, weld ing matl control Si 
radiographic exam 

EC0N0M08, N. Region 2, Office of Director. BLAKE. J J Division of 
Engineering t< Operational Programs 84/01/20 9pp 22660 180 
24X Flch# - 30-413, 04/02/17, 0403160343 


0403070327 Ack receipt Of 840120 1 tr informing NRC of steps taken to 
correct deviations noted in IE Insp Rept 30-413/83-45 
DANCE. H C, Division of Project k Resident Programs. 84/02/22 
TUCKER, H B Duke Power Co lp 22546,315 24X 

Ficha: 50-413, 84/02/22, B403070327 


--8403070331 Responds to NRC 831222 Itr re deviations noted in IE Imp 
Rept 50-413/03-45 Corrective actions complete retest of 
A8ME Code piping thermal expansion will be performed during 
praeritical heatup of plant sys 

THIEB, A C Duke Power Co B4/01/20 O'REILLY, JP Region 2, 

Office of Director 3pp 22546:316 24X Fiche 50-413,04/02/22, 

8403070327 


— 0403070334 Forwards IE Insp Rspt 50-413/83-45 on 831118-10 h noties 
of deviation 

DANCE, H, C Division of Project h Resident Programs 83/12/22 
TUCKER, H, B Duke Power Co. 2pp, 22546 319 24X 

Ficha - 50-413, 84/02/22,8403070327 


— 8403070335 Notice of deviation from imp on 831115-18 

a Region 2, Office of Director, 83/12/22 lp 22546-321 24X 

Fiche - 50-413, B4/0B/S2, 0403070327 


— 8403070330 IE Insp Rept 50-413/03-43 on B31U9-1B Deviation identified 
failure to comply w/FBAR commitments for thermal expansion 
preoperationa! testing 

WHITENER, H L Region 2, Office of Director JAPE, F Division of 
Engineering b Operational Programs 83/12/20 6pp 22546' 322 
24X Fiche 30-413, 84 /02/22, B403O70327 


8403070205 Ack receipt of B40123 Itr supplementing B3090B response 
informing NRC of steps taken to correct violations noted in 
IE Insp Repts 50-413/83-17 8, 30-414/03-16 

DANCE, H C Division of Project 8< Resident Programs 84/02/24 
TUCKER, H E Duke Power Co ip 22538 339 24X 

Fiche 90-413,84/02/24,8403070203 


— B403070210 Forwards revised response to NRC Itr re violations noted in 
IE Insp Repts 30-413/03-17 It 30-414/83-16 Corrective 
actions QA Procedure QA-140. “Inspector Certification,'* will 
be revised 

TUCKER, H □ Duke Power Co B4/01/23 O'REILLY.Jp Region 2, 
Office of Director 2pp 22538 360 24X Fiche 50-413 , 04/02/24. 

8403070205 


8403160233 Informs that no circuit breakers w/undervoltap e trip 
attachments in use in safety-related application other 
than reactor trip sys, in response to IE Bulletin 63-00 
TUCKER, H B Duke Power Co 84/02/24 O'REILLY.JP Region 2. 
Office of Director lp 22660 142 24X Fiche 90-413, B4/02/24. 

8403160253 


8403160360 Forwards IE Insp Rept 30-413/04-16 on 040206-10, No 
violations or deviations noted 

DANCE, H C Division of Project Si Resident Programs 04/02/24 
TUCKER, H B Duke Power Co 2pp 22660 193 24X 

Fiche - 50-413, 64/02/24,8403160360 


— 8403160370 IE Insp Rept 30-413/B4-16 on 040206-10 No violations o,r 
deviations noted Major areas inspected preoperational test 
results eva luatton, reac tor protection sys functional test 
procedure Si engineered safeguard functional test 
TAYLOR, P A Region 2, Office of Director JAPE, F Division of 
Engineering U Operational Programs, 04/02/23 4pp 22660 195 
24 X Fiche 30-413,84/02/24,8403160360 


8403160006 Forwards IE Insp Repts 50-413/04-11 ti 50-414/84-07 on 
040131-0203 No violations or deviations Identified 
DANCE, H C Division of Project k Resident Programs 04/02/27 
TUCKER, H B Duke Power Co 2pp. 22653 103 24X 

Fiche. 30-413, 04/02/27,8403160006 


—0403160092 IE Insp Repts 30-413/B4-II U 50-414/04-07 on 840131-0203 No 
violations or deviations Identified Major areas inspected 
fire protection/prevention 

MILLER. W H Region 2, Office of Director CONLON, T E Division 
of Engineering fc Operational Programs 84/02/21 9 pp 22635 105 
24 X Fiche 50-413,04/02/27,8403160006 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits & Annunciation “ Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 04/02/28 Consolidated Edison Co of New 

York, Inc USpp 22909 239 24X Fiche 90-000,84/02/28,0401190072 


8403290143 Forwards IE Insp Rept 50-413/04-14 on 040206-09 No 
violations or deviations noted. 

DANCE, H C Division of Project 6 Resident Programs 84/02/28 
TUCKER, H B, Duke Power Co 2pp 22806-079 24X 

Fiche 50-413,04/02/29,8403290143 


— 8403290147 IE Insp Rept 50-413/84-14 on 840206-09 No violations or 
deviations noted, Major areas inspected QC for chemistry h 
rad iochemis try, inc 1 udlng QC programs, chemi stry lab & 
counting room facilities 

KUZO, G B Region 2, Office of Director. MONTGOMERY, D M Division 
of Engineering h Operational Programs 04/02/24 4pp 22 B 06 081 
24 X Fiche 50-413,84/02/28,8403290143 


B40314O123 Forwards NRC insp repts h accompanying violation notices rr 
facility OA Enel repts Si notices issued after close of 
Dec 1983 hearings Palmetto Alliance served w/notices & 
util responses 

JOHNSON, G E Hearing Branch 4. 04/02/29 KELLEY, J L , PURDOM.P W . 

FOSTER, R. F Atomic Safety and Licensing Board Panel 20pp 
22624-040 24X Fiche 50-413,84/02/29,8403140123 


8403160143 Forward* final response to IE Bulletin 79-14, Rev 1, Suppl 2 
re OA program for seismic analysis of Belsmlc Category 1 
piping iy> 

TUCKER, H B Duke Power Co 84/02/29 O'REILLY, J P Region 2, 
Office of Director 4pp 22633 321 24X Fiche 50-413,84/02/29. 

8403160143 
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B40305Q177 Forwards IE Insp Rept 30-413/84-20 on 840221-24 No 
violations or deviations Identified 

DANCE, H C Division of Project It Resident Programs B4/03/O1 
TUCKER, H B Dulce Power Co 2pp 22409 062 24X 

Fichu 30-413, 04/ 03/01 > 0403050177 


— 8403030178 IE Insp Rept 50-413/84-24 on B40221-24 Ha violation* or 
deviations identified Major areas inspected review of 
preop era t iona 1 activities re protected t< vital area physical 
barriers Details withheld (ref 10CFR73 21) 

MOORE, D E Region 2, Office of Director MCQUIRE, D R Division 
of Emergency Preparedness fc Materials Safety B4/03/01 lp 
2249? 064 24 X Fiche 30-4 13,84/03/01,8403030177 


B4Q20900Q7 IE Tnfo Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT It NRC " Svc list end 

BRACE, J N Division of QA. Safeguards & Inspection Programs (Post 
830103) 64/03/02 Consolidated Edison Co of New Tort, Inc 

130pp 52332 329 24X Flche 30-000, 84/03/02, 8402070007 


B402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Bys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineer lng 
Response (Post B30103) 94/03/02 Consolidated Edison Co of New 

York. Inc 122pp. 22333 090 84X Flche 30-000. B4/03/ 02. B4 020? 0009 


B402Q90Q0? IE Info Notice B4-13. "Reporting of Radiological Releases " 
Svc list enc 1 

JORDAN. E L Division of Emergency Pre parednes* 6 Engineering 
Response CFost 830103) B4/03/02 Consolidated Edison Co of New 

York, Inc ll?pp 22533 217 24X Fi c he 30-000, B4/03/02, B40209000? 


840209001 1 IE Info Notice 04-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp ” Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 54/03/03 Consolidated Edison Co of New 

York, Inc l!7pp 22333 336 24X Fiche 30-000.84/03/05,6402090011 


8403160211 Act receipt of 040127 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-413/03-49 
LEWIS, R C Division of Project t< Resident Programs 94/03/03 
TUCKER, H 0 Duke Power Co lp 22661 07S 24X 

Flche 30-413, 84/03/03. B403160211 


— 8403160216 Responds to NRC B31230 Itr re violations noted in IE Insp 
Rept 50-413/83-48 Violations denied Review of acceptance 
criteria statements in preop erat i onal test procedures will 
be conducted 

TUCKER, H B Duke Power Co 94/01/27 O'REILLY, J P Region 2, 
Office of Director 3pp 22661 079 24X Flche 50-413. 84/03/09, 

840316021 1 


— B40316022Q Forwards IE Insp Rept 50-413/03-48 on 931116-21 k notice of 
violation 

LEWIS, R C Division of Project it Resident Programs 03/12/30 
TUCKER, H D Duke Power Co 2pp 22661 0B2 24X 

Fiche 30-413, B4/03/0S, B40316021 1 


— 8403160221 Notice of violation from Insp on 831116-21 

* Region 2. Office of Director 03/12/30 Ip 22661.094 24X 

Fiche 50-413,94/03/05,8403160211 


-8403160224 IE Insp Rept 30-413/B3-4B on 931116-21 Violation noted 
failure to provide adequate acceptance criteria for 
preoperational pressuriieir dynamic response functional 
test 

TAYLOR, P A Region 2, Office of Director. JAPE, F Division of 
Engineering I < Operational Programs 63/12/1? 6pp 22661 095 
24 X Flche 50-413,94/03/03, 8403160211 


8402090024 IE Info Notice 94-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 930103) 04/03/07 Consolidated Edison Co of New 

York, Inc ilBpp 22635 04? 24X Fiche 30-000, B4/03/07. 9402090024 


840209002B JE Info Notice 84-18. "Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post B30103) 64/03/07 Consn lida t e d Edison Co of New 

York. Inc llBpp 225B4 1B6. 24X Fiche 50-000,94/03/07,8402090028 


8403160293 Ack receipt of B40213 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-413/63-52 t 
50-414/B3-39 

LEWIS, R c Division of Project *< Resident Programs 84/03/09 
TUCKER, H B Duke Power Co lp. 22660' 124 24X 

Fiche. SO-413, 84/03/08, 84031 60293 


— 9403160299 Responds to NRC B40117 Itr re violations noted In IE Insp 
Repts 50-413/93-52 Si 50-414/83-39 Corrective actions QA 
Procedure 0A-13O revised to assure that util written 
qualifications for auditors in full compliance w/ codes 
TUCKER, H B Duke Power Co 84/02/15 O'REILLY, JP Region 2, 
Office of Director 2pp 22660 125 24X Fiche 50-413,04/03/00, 

9403160293 


— 9403160307 Forwards IE Insp Repts 50-413/83-52 !< 50-414/83-3? on 
931212-16 S, notice of violation 

LEWIS, R C Division of Project & Resident Programs 04/01/17 
TUCKER, H B Duke Power Co 2pp 22660 127 24X 

Flcho 50-413,04/03/00,9403160293 


— 0403160314 Notice of violation from insp on 031212-16 

e Region 2, Office of Director 04/01/17 lp 22660 129 24X 

Flche 30-413, B4/03/09. 8403160293 


—9403160319 IE Insp Repts 30-413/63-52 it 30-414/83-37 on 831212-16 
Violation noted failure to establish personnel 
qua l 1 f ications for auditors 

BEL ISLE, 0 A , FOSTER, L , SMITH, C Region 2, Office of Dir«ctor 
94/01/13 12pp 22660 130 24X Flche 30-413,04/03/08,8403160293. 


8402090031 IE Bulletin 94-02, "Failures of <SE Type HFA Relays in Use In 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp. 22B23 094 24X Fiche 30-000,84/03/12.0402090031 


6403290270 Ack receipt of 040305 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/83-21 S< 
30-414/93-22 

LEWIS, R. C Division of Project t< Resident Programs 84/03/13 
TUCKER. H B Duke Power Co lp 22BOO 020 24X 

Flche 90-413.84/03/15,8403290270 


— 0403270276 Responds to NRC 030912 Itr re violations noted in IE Insp 
Rept* 30-413/03-21 it 90-4 1 4/83-22. Correq t tve actions QC insp 
criteria for cable pulling revised to clarify Insps of cable 
bending radius & unsupported length during routing 
TUCKER, H D Duke Power Co 84/03/03 O'REILLY, J P Region 2, 
Office of Director 3pp 2280 0 021 24X Flche 30-413,84/03/13, 

0403270270 


8402090043 IE Info Notice 84-17, "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities." Svc list end, 

JORDAN, E L Division of Emergency Preparedness i, Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of Nau 

York, Inc 123pp 22023 229 24X Flche 90-000,04/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays In Saf e ty -Re lattd 
Sy« " Svc 1 1st enc 1 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 64/03/21 Consolidated Edison Co of Niw 

York, Inc 139pp 22933 001 24X Flche 50-000,04/03/21,8402090044 


H Periodic operating repaTts it related correspondence 


B403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1984 Changes In FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCKS. W J Office of the Executive Director for Operation* 
84/02/21 PALLADINO Commissioners 9pp. 22492-083 24X 

Fiche 90-000,04/02/21,0403020443. 


8. Reportable occurrences, LERs it related correspondence 


8403010491 Informs Commission of problems w/emtrgency diesel generators 
mfg by Transamerlca Detaval. Inc 

DIRCKS. W J Office of the Executive Director for Operettons 

EEC Y- S3 -03 4 84/01/23 4pp 22438 347 24X Flche, 50-000. 84/01/23, 

8403010451 


8403010140 Significant Deficiency Rapt 8D 413-414/04-02 ra 
unconsidered effects of superheated steam possibly 
resulting in Increased lower containment temp Meeting on 
040313 requested 

TUCKER, H Q Duke Power Co. 84/02/17 O'REILLY, J. P, Region 2, 
Office of Director. 2pp 22435 322 24X Fiche; 90-413, 84/02/17. 

8403010140 


04O32LOO32 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Gimpol NP0-4 ThT valve, to close, Enel Itr dtd 840203 
sent to listed utils OE notified of affected units In BWR 
P tant* 

THEROUX, RR Terry Corp 84/02/22. WOODRUFF, R.W Director'* 
Office, Office of Inspection and Enforcement 6pp 22706:327. 
Flche 50-000, B4/02/22, 84032L0032 


24X 
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8403090226 Significant Defidency Rapt 413-414/82-04 amending 
corrective actions to previously submitted rept Relnsp of 
1 nacc a i s i b le deficient supports may be waived if documented 
evaluation of design analysis provided 

TUCKER, H B Duke Power Co 84/02/24 O'REILLY, J P Region 2, 
Office of Director 2pp 22573 261 24X Fiche 50-413,84/02/24, 

8403090226 


8403010207 Forwards "Investigation of Types AF it AE Piston Skirts, 11 per 
Transamerlca Delaval, Inc Owners Qroup program commitments 
Rept evaluates cracks in AF piston skirts in Shoreham t< 

Grand Gulf Nuclear Power Stations 

MlfSELEfljW J TDI (Transamerlca Delaval, Inc ) Owners Group 
84/02/27 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 3pp 22434 090 24X Fiche 30-000,84/02/27,8403010207 


B403090B41 Interim Significant Deficiency Repts 80-413/B2-27 & 
8D-414/82-27 re cracked cell containers Si* crocked cells 
returned to Nife for investigation 6 resolution Bite 
personnel will conduct weekly battery lnsp 

TUCKER, H B Duke Power Co 84/02/27 O'REILLY, J P Region 2, 
Office of Director 2pp 2S372 302 24X Fiche 50-413,84/02/37, 

8403090241 


S40B090021 Board Notification 84-039 discusses NRC 840210 & 16 meetingB 
w/Transamer lea Delaval, Inc Emergency Diesel Generators 
Owners Group Meeting scheduled on 840308 for finaliiatlon of 
generic program plan prior to NRC review 

EISENHUT. D.G Division of Licensing 84/02/28 PALLADINO 
Commissioners 3pp 2B346 003 24X Fiche 50-000,84/02/28, 

8402090021 


B403010218 Forwards task descriptions for 16 known problems re 
Transamerlca Delaval, Inc emergency diesel generators 
MUSELERiW J TDI (Transamerlca Delaval, Inc > Owners Group 
B4/02/BB DENTON, M R Office of Nuclear Reactor Regulation, 

Director 42pp E2435 177 24 X Fiche 30-000, 84/02/38, 84030i02iB 


8402090-020 Board Notification 84-044 forwards Part 21 rept re 
Transamerlca Delaval, Inc turbocharger thrust bearing 
lubrication defect resulting in engine nonavailability 
EISENHUT, D G Division of Licensing 04/02/29 PALLADINO, 
OILINSKY. ROBERTS Commissioners 4pp 2254T263 24X 

Fiche 30-000, S4/0B/29, B402090020 


8403140048 Forwards "Grand Golf Component Tracking Sys, H "Shoreham 
Component Tracking Sys" & "Transamerlca Delaval, Inc 
Diesel Generators Owners Group Program Plan," to resolve 
concerns u/amergency diesel generators 

MU0ELER, W J Long Island Lighting Co 84/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22626 062 
24X Fiche 50-000,84/03/02,0403140048 


--S4031 40095 “Transa mer ica Delaval, Inc Diesel Generators Owners Group 
Program P lan " 

* TDI (Transamerlca Delaval, Inc 1 Owners Group, 634/03/02 
261 pp 22628 223 24X Fiche 30-000,84/03/02,8403140048 


8403180328 Update of Significant Deficiency Rept 414/82-25 Item 
should be renumbered 413-414/82—25 All necessary actions 
completed 

TUCKER, H 0 Duka Power Co 84/03/02 0 'REILLY, J P Region 2, 

Office Bf Director Ip 22*37.332. 24X Fiche 30-413,84/03/02, 

8403130128 


8403130065 Final Significant Deficiency Rept SD 413/83-07 re vent/ 
drain valve Installation i< lnsp GA inspectors retrained 
Vent/dralns inspected prior to 830913 relnspeeted to 
verify that intent of Design Drawing CN-1680-47 met 
TUCKER, H B Duke Power Co. 84/03/05 O'REILLY, J P Region 2, 
□fftce of Director 3pp 22646 019 24X Fiche 50-413,94/03/03, 

8403130063 


S402090033 Board Notification 84-047 forwards Transamerlca Delaval, Inc 
Owners Group piston skirt rept & task descriptions. 

E ESENNUT, D 0 Division of Licensing. 84/03/07 PALLADINO 
Commissioners 4pp 22674 221 24X Fiche 30-000,84/03/07, 
8402090033 


8403140122 Part 21 rept re status update concerning abnormal wear on 
linear converters Test program underway Results of 
investigation Indicate excessive wear caused by hunting of 
control circuitry 

DODSON, J P Pacific Air Products Co 84/03/09. Director's 
Office, Office of Inspection and Enforcement 7pp 22624 068 24X 

Fiche 30-000, 84 /03/09, 8403 1 4 0 1 22. 


8402090038 Board Notification 84-031 forwards "Transamer ica Delaval, Inc 
(TDI) Diesel Generators Owners Group Program Plan " 

EISENHUT, D 0 Division of Licensing B4/03/12 PALLADINO 
Commissioners 5pp. 22688214 24X Fiche 30-000,84/03/12, 
8402090038. 


8402090039 Board Notification 04-032 forwards meeting summaries 
containing transcripts of 040210 *■ 16 meetings between NRC & 
Transamerlca Delaval, Inc (TDI) Owners Group Distribution 
list unci 

EISENHUT, D 0 Division of Licensing 84/03/12 PALLADINO 
Commissioners 3p p 22708 001 24X Fiche 30-000,84/03/12, 

8402090039 


— 8403060336 Forwards summary of 040210 meeting w/Transamertca Delaval, 
Inc Owners Group in Bethcsda,MD re problems w/emergoncy 
diesel generators 

CARUSO. R Licensing Branch 2 84/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 2270B 006 24X 

Fiche 50-000,84/03/12,8402070039 


— 8403060534 Transcript of 840210 mooting w/Transamerlca Delaval. Inc 
Owners Group in Bothesda.MD re problems w/emergency diesel 
g oner a tor s 

* NRC — No Detailed Affiliation Given 04/02/10 i47pp 
67201 008 24X Fiche 50-000,84/03/12,8402090039 


— 8403070409 Summary of 840216 meeting u/Transamar i ca Delaval, Inc Owners 
Group in Hading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript t< 
attendance list end. 

MILLER. M A Licensing Branch 4 04/02/27 Licensing Branch 4 

Bpp 22700 161 24X Fiche 50-000.84/03/12,8402090039 


— 0403070423 Transcript of 840216 conference in Wading River, NY re 
Transamerica Delaval, Inc diesel generators Pp 1-82 
« Commissioners 84/02/16 S4pp 2270B 169 24X 

Fiche 50-000,84/03/12,0402090039 


8403140030 Forwards "Design Review of Connecting Rod Bearing Shells for 
Transamerlca Delaval Enterprise Engines" for Shoreham & 

Grand Qulf diesel generators 

HlfSELER , W J Long Island Lighting Co 84/03/12 DENTON, JH R 

Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
24X Fiche 30-000,84/03/12,8403140050 


0403150133 Forwards "Transamerlca Delaval, Inq Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adequate 
for applicable engines & sve conditions 

hUSELER.W J TDI (Transamerlca Delaval, Inc ) Owners Group 
84/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22639 270 24X Fiche 50-000,84/03/13,0403150133 


0403290244 Final Significant Deficiency Rept SD 413-414/83-14 re seal 
conduit connection to safety-related equipment located In 
harsh environs Initially reported on B31102 Util continuing 
to evaluato alternative sealing methods 

TUCKER. H B Duke Power Co 84/03/15 O'REILLY, J P Region 2, 
Office of Director 3pp 22000 224 24X Fiche 50-413,84/03/13, 

B4032 90244 


8403200222 Responds to B40214 Requests for Info 1 t< 2 re R-4 series 
engines List indicating engine number, mode 1 & sve number, 
customer name U ad dress, rating, date shipped & date started 
end 

MATHEWS, C S Transamerica Delaval, Inc 84/03/16 EISENHUT, D 0 
Division of Licensing 20pp 22691 179 24X Fiche 50-000,84/03/16, 

8403200222 


8403300126 Final Significant Deficiency Rept 413/82-07 re overtorqutng 
of ITT-Phillipe concrete expansion anchors to dose 
excessive plate to concrete gaps on pipe support Initially 
reported on 820210 Anchors will be retorqued 

TUCKER, H B. Duke Power Co 84/03/16 O'REILLY, J P Region 2. 
Office of Director. Spp 22819 357 24X Fiche 50-413,84/03/16, 

0403300126 


8403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension 6 Stress Analysis," prepared by 8&W for 
Transamerica Delaval, Inc (TDD Diesel Generator Owners 
Group 

MUBELER.W J TDI (Transamerlca Delaval, Inc ) Owners Group 
04/03/23 DENTON. H R Office of Nuclear Reactor Regulation, 
Director 2pp 22774 001 S4X Fiche 50-000,84/03/23,8403270132 


8403270134 Requests meeting on 840418 to discuss short-term 8< long- 
term corrective actions b Investigations re Transamerica 
Delaval diesel generators List of suggested meeting topics 
end, 

MCOAUOHY, J- F TDI (Transamerica Delaval, Inc.) Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Fi c he ■ 50-000, 84/03/23, 0403270134 
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T Hearing transcripts on non-ant i fcrus t matters 


9402090039 Board No tl f i ca ti on B4-032 forwards meeting summaries 
containing transcripts of 640210 k 16 meetings between NRC k 
Trantsmer lea Delaval. Inc 1TDI1 Dwners Group Distribution 
list incl. 

EI8ENHUT,D G Division of Licensing 64/03/12 PALL AD IN-0 
Commissioners 5pp 2270B 001, 24X Fiche 30-000,64/03/12. 

8402090039 


— 6403060336 Forwards summary of 64021 0 moating w/Transamarica Dalaval. 
Inc Owners Group In Bethel da, tiD re problems w/emerg enc y 
dlassl generators 

CARUSO, R Licensing Branch 2 64/02/27 O'REILLY, J P NRC - Ho 

□■tailed Affiliation Civen fcpp 22708 006 24X 

Fiche 30-000, 84/03/12. 3 4020 70039 


— 6403060334 Transcript of 840210 meeting u/Traniamer ica Delaval, Inc 
OuneTf Group in Betfiesda.HD re problems w/emergency diesel 
generators 

* NRC - No Detailed Affiliation Given 84/02/10 147pp 

67201.008 24X Ffche 30-000,04/03/12,8402090039 


— 0403070409 Summary of 840216 meeting w/Tran tamer 1 ca Delaval, Inc Owners 
Oroup In Wading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript St 
attendance list end 

HILLER, H A Licensing Branch 4 84/02/27 Licensing Branch 4 

Bp p 22708 161 24 X FIche 50-000.04/03/12,8402090039 


- -6403070423 Transcript of 040216 conference in Hading River.NY re 
Transamerica Delaval.Inc diesel generators Pp 1-82 
* Commissioner* 84/02/16 04 pp 2270B 16? 247 

FIche 30-000,84/03/12.8402090039 


B403160236 Transcript of 040314 telcon, re facility Pp 1 2, 5B0-12, 624 
• Atomic Safety and Licensing Board Panel 84/03/14, 43pp. 

22660 203 24X FIche 50-413.84/03/14,8403160236 


0403260231 Tranecrlpt of B40321 telephone conference in Dethesda.HD 
Pp 1-24 

• Atomic Safety and Licensing Board Panel 84/03/21 28pp 
22734303 24X Fiche 50-4 1 3. B4/03/21 , 0403260231 


DOCKET 30-414 CATAWBA NUCLEAR STATION, UNIT 2 


A Application/construction stage documents k c Drrsspand ence 


8403000196 F01A request for documents re HR McAfee allegations 
involving facility from Mar 1977 - Mar 1979, NRC open 
conference at site in Nov 1979 S< review of util topical OA 
manual 

GARDE. B P , ANSELL. E Government Accountability Project 83/11/21 
Dffice of Administration 2pp 225S4 162 S4X 
Fiche 30-413, 83/11/21,6403080196 


3403060477 Notification of 840313 meeting lu/utl I in York County. SC to 
conduct confirmatory site visit par Section 13 6 of SRP 
INUREQ-OBOOl 

JABBGUR.K N Licensing Branch 4 B4/02/24 ADENSAM, £ G Licensing 

Branch 4 3pp 22349 340 24X Fiche 30-413,04/02/24,0403060477 


8402090017 Board Notification 04-030 forwards RJ Mattson 940123 mima 
to HO Elsenbut providing status update of NRC actions re 
Meetinghouse ECCS actuation logic 

EI6EMHUT. D 0 Division of Licensing B4/02/27 PALLADIND 
Commisslontrs 7pp 22346 007. 24X Fiche 30-000,84/02/27, 

0402090017 


8403070183 Forwards equipment data sheets for SORT 6 pump k velve 
operability review teem onsite eudits Qualification of 
components complete W/five ovsrtti* drawings Aperture cards 
are available in FDR 

TUCKER, H B puke Power Co B4/02/2B DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAM, E G, Licensing Branch 
4 601 p p 22536 201 24X Fiche 50-413.84/02/20,8403070183- 


— 8403070202 Rev 10 to Procedure CNS-1390 01-00-0073, "Installation Spec 
Manual Mechanical Installation Procedure for Electrical 
penetration Types B, C, D. F, 5, H, U, K, L 4 « ■ 

» Duke Power Co 03/OB/24 36pp 22337 037 24X 

Fiche 30-413,84/02/20,6403070103 


— 8403070219 Rev 0 to Procedure CNS-1390 01-00-0071, "Procedure for 
Install « t i on of Type A C6, 900 Volt) Electric Penetration 
Assemblies 11 

DOVER, R P Duke Power Co. 03/03/07 330pp 22337' 167. 24X 

Fiche; 50-413, 04/02/20, 04O3O7O1BS 


9402090016 Board Notification 84-031 informs that Commission received 
affidavit from former util employee alleging that util 
deliberately undermined OA program at facilities 
Investigation in progress. 

NOVAK, T M Assistant Plrector for Llcsnsing 94/02/2? KELLYA) , 
PURDOM, p , FOSTER, R Atomic Safety and Llcsnsing Board Panel 3pp 
67217 043 24 X Fiche 50-413,04/02/29,0402090016 


0403190394 Forwards nonprop ria tary Si proprietary "Technical Bails for 
Eliminating Pressuriier Surge Lina Ruptures as Structural 
Design Basis for Catawba, Uni ts 16 2” Revised FSAR pages 
also end Proprietary rept withheld fref 10CFR2 790) 

TUCKER, H n Duke Power Co 84/02/29 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0 Licanslng Branch 
4 3p p 22674 089 24X Fiche 30-413,04/02/29,8403190394 


— 8403190399 Application for withholding proprietary rept MCAP-10487. 
“Technical Basis for Eliminating Pressuriier Surge Line 
Ruptures as Structural Design Basis “ 

W1EBEMANN, R A Hestlnghouse Electric Corp 04/02/15. DENTON. N R ’ 
Office of Nuclear Reactor Regulation, Director. ?pp 22674:092 
Z4X Fiche 50-413.94/02/29,0403190394 


— 0403190404 Nonproprietary "Technical Basis for Eliminating Prtssurlisr 
Surge Line Ruptures at 0tructural Design Basts for Catawba 
Units I k 2 « 

SWAMY. 3 A , VANS, C V. . SANE, A D. Westinghouse Electric Corp 
WCAP-1 0468 tNP ) 04/02/10 107pp 22674,101. 24X 

Fiche 30-413, 04/02/29, 9403190394 


6403060422 Provides (ecand suppl to 83111B submittal k eddl info on 
positive aspects of elimination of arbitrary Intermediate 
pipe breaks from facilities 

TUCKER. H. B Duke Power Co 04/03/01. DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADENSAM. E 0. Licensing Branch 
4 2pp 22511 33? 24X Fi cha- 30-413, B4/03/01, 0403060422 


8403190257 Forwards "Steam Pressure Suppression Character 1 st ic s of 
Water-Soluble Plastic Membrane Shielded Ice for Ice 
Condenser Containment Nuclear Power Plants " 

TUCKER, H S. Duke Power Co 84/03/07 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 7pp. 22672 102 24X 

Fiche 30-000,84/03/07,8403190257 


0403260122 Summary of 940224 meeting w/W«st inghouse Owners Group in 
Beth*sda,MD re proposed Westinghouse steam generator tube 
rupture generic program Attendee list k agenda end 
NERBES, V Licensing Branch 3. 84/03/07 Licensing Branch 3 

3Spp 22011 131 24X Fiche 30-000,64/03/07,0403260122. 


B403I30104 Provides clarification of third paragraph of 640229 ltr re 
possibility of welded piping attachments being locatsd in 
close proximity to eliminated arbitrary intermediate breaks 
TUCKER. HB Duke Power Co B4/Q3/0S „ DENTON, HR Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0. Licensing Branch 
4 Spp 22600 256 24X Fiche 90-413, B4/03/0B, 9403130104 


9403160197 Forwards responses to EG Adenssm 820401 request for 
qualification documentation re operability of containment 
pUTge & vent valves in Modes 1-4 per Tech Spec 3 6. 1 9 
TUCKER, H B Duke Power Co. 84/03/12 DENTON, H. R Office of 
Nuclear Reactor Regulation, Director ADENSAM. E. 0 Licensing Branch 
4 333pp 22638 183 24X Fiche 30-413,84/03/12,8403160197 


0402090041 Board Notification 84-OSO provides Commission policy 
statement b proposed rulemaking on environ qualifications 
EIBENHUT , D 0 Division of Licensing B4/03/14 Atonic Safety ani 

Licensing Board Panel lOpp 24X Fiche 30-000,84/03/14,9402090041. 


0403200163 Forwards summary of experience for operations personnel ts 
be licensed on Unit l.per 040114 k 0226 commitmsnts Bated on 
operating shift experience requirements, tuff icient 
experience available to startup & o-psrats Unit i 
TUCKER, H. B. Duke Powsr Co. 84/03/14. DENTON, H. R. Office of 
Nuclear Rsactor Regulation, Director ADENSAM, E. 0. Licensing Branch 
4 12p p 22697 001. 24 X F i Che. 30-413, 84/03/14, 040320016 9 


8403220074 Requests that snubber Tech Specs be written to reflect in*P 
on unit basis instead of current ays basis, Conclusions from 
review of J Sap ir 740301 ltr re Tech Specs for amibbtr 
operability k surveillance listed 

TUCKER, H B Duke Power Co 94/03/13 DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director ADENSAM, E 0. Licensing Branch 
4 2pp 22712-306 24X FI c h a: 30-4 13, 04/03/ 1 3, 8403220074. 


8403270213 Forwards response to followup questions from 04020? mss ting 
rt environ qualification of DG Obrien electrical 
penetrations Test* verify adequacy of Type K module for 
plant applications. 

TUCKER, H B Duk* Powsr Co. 04/03/16. DENTON, H, R. office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Brfiwh 
4 4 pp. 22770:273 24 X Fi ch »• 30-4 13, 84/03/16, 8403270213, 
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8403300188 Provides plant-spec if ic info t< generic info omitted from 
Mostinghouse Owners Croup 831201 & 840312 ltriiin response 
to Generic Ltr 83-10C Issues re reactor coolant pump trip 
resolved 

TUCKER. H B Duke Power Co 84/03/26 DENTON. H R. Office of 
Nuclear Reactor Regulation. Director EISENHUT. D G Division of 
Licensing 3pp 22S19 292 24X Fiche 50-413. 84/03/26. 0403300188 


8403300107 Forwards proprietary fc nonproprietarg versions of. 

"Methodol ogg for Addressing Superheated Steam Releases to 
Ice Condenser Containments " Proprietarg version withheld 
< ref 10CFR2 790) 

TUCKER, H. B Duke Power Co B4/03/28 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENBAM, E <J Licensing Branch 
4 2pp. 22819 001 24X FI che 90-413, 84/03/20, 84033001 07 


— 8403300116 Requests proprieterg "Methodology for Addressing Superheated 
Steam Releasee to Ice Condenser Conteinments, " be withheld 
from public disclosure per 10CFR2 790 

WIE8EMAW, R. A. Meetinghouse Electric Corp 84/03/26. DENTON, H H 
Office of Nuclear Reactor Regulation, Director 8pp 22819 003 
24X Fiche' 50-413. 84/03/28, 8403300107 


— 8403300119 Nonproprietarg. "Methodologg for Addressing Superheated 
Steam Releasee to Ice Condenser Containments “ 

« Meetinghouse Electric Corp 84/03/28 240pp 22819.011. Z4X 

Fiche. 50-413.84/03/28,8403300107 


E NSC Safety Evaluation Report (8ER>, suppls & correspondence 


8403120153 Forward! revised Procedures SD-0P-003, "Process Control 
Program . " 8D-OP-042, "Atssmblg St Disassembly 
Procedure " L 8D-0F-39, "Operating Procedure for Mobile 
Cement. , 11 per FSAR Ouestlon 460 11 St BER Section 11,4 1. 

TUCKER, H. B. Duke Power Co 83/10/20. DENTON, H R. Office of 
Nuclear Reactor Regulation, Director ADEN8AM, E 0. Licensing Branch 
4 2pp. 22586 1 85, 24X Fiche 50-413,83/10/28,8403120153 


8403010339 Discusses mods to smergencg response guidelines in response 
to BER fc NURE0-0737, Sup pi t 

TUCKER, H. B, Duke Power Co B4/02/22 DENTON, H R. Office of 
Nuclear Reactor Regulation, Director 2pp 22432 324. 24X 

F i c h e ! 50 - * 1 3, 84/02/22, 84030 1 0335 


8403050377 Notification of 840306-08 site visit 5, meeting w/utll In 
Charlotte, NC t, York County, SC to audit equipment environ 
qualification <SER Outstanding Issue 4b) 

JABBOUR.K N. Licensing Branch 4. 84/02/24 ADENBAM, E 0. Licensing 

Branch 4. 3pp. 22527.298 24X Fiche 50-413, 04/02/24, 8403050377 


8403070422 Notification of 840312 meeting w/utll S< Meetinghouse in 
BetheadatMD to discuss resolution of main steam line 
break analysis (8ER Confirmetorg Issue 12.) 

JABBDUR, K. N Licensing Branch 4 84/02/24. ADENBAM, E 0 Licensing 

Branch 4. 3pp. 22566:300 24X Fiche' 50-413. 84/02/24, B403070422 


6403020317 Forwards Rev 10 to "Analgsls of Hgdrogen Control Measures at 
McGuire Nuclear Station," per 8SER 7 (NURE0-0422) 

TUCKER, H B Dube Power Co, 84702/29 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 2pp. 22441 216 24X 

Fiche: 90-000, 84/02/29, 8403020317 


— 8403020321 Rev 10 to "Analysis of Hydrogen Control Measures at McGuire 
Nuclear Station." 

* Duke Power Co, 84/02/29. SOpp 22441.218 24X 

Fi che- 50-000, 84/02/29, B403020317 


8 40320007 B Advises that all sssentlal equipment cooled by nuclear svc 
water eye requalified for 100 F, per 831013 ltr re 3ER 
□per Item 2. 

TUCKER, H, B. Duke Power Co. 84/03/13 DENTON, H R Office of 

Nuclear Raactor Regulation, Director ADENBAM, E 0 Licensing Branch 

4. Ip. 22699.155, 24X Fiche' 50-413, 84/03/13, B40320007B 


6403200221 Requests NRC approval of proposed fire brigade organiiation 
in 8 BER. 

TUCKER, H a. Duke Power Co. B4/03/14. DENTON, H R. Office of 
Nuclear Reactor Regulation, Director 2pp 22700,022. 24X 

Fiche. 50-413,84/03/14,8403200221. 


6403300079 Dlscuesee redundant emergency lighting par BER Open Item 15 
Lighting unnecessary in areas not manned during tranalent or 
accidant conditions Lighting available for maint in listed 

at eae. 

TUCKER', H. B. Duke Power Co. 84/03/23 DENTON, H. R Office of 

Nuclear Reactor Regulation, Director ADENBAM, E, e Licensing Branch 

4, 2pp 22821:173 24X Fiche 50-413, 04/03/23, 0403300079 


F Security, medical, emergency fc fire protection plans 


8403090234 Public version of revised crisis mgt plan implementing 
procedure!. Ircluding Procedures S 3 4 re scheduling/planning 
support group, 5 3 6 re radiological support group l 5 3 7 r« 
technical support group W/031107 ltr fc JM Felton memo 
TUCKER, H B Duka Power Co 83/10/31 271pp 22593 039 24X 

Fiche 90-000, B3/10/3I, 0403090234 


8403060336 Revised emergency implementing procedures, inc lud lng 
Procedures RP/0/A/3000/01 re classification of emergency, 

RP/O/A/ 5000/02 re notification of unusual svent & 

RP/O/A/ 5000/03 re Alert M/040227 ltr 

TUCKER. H B Duke Power Co 83/12/08 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADENBAM, E Q Licensing Branch 
4 198pp. 22513 122 24X Fi che- 50-413, B3/12/0B, 84030 6 03 36 


B403060223 Rev li to crisis mgt plan M/B40224 ltr S, public info 
pamphlet 

VAUGHN. T E Duke Power Co 84/02/02 66pp 22516 189. 24X 

Fiche 50-000,84/02/02,8403060225 


8403260102 Public version of revised emergency plan Implementing 
procedures, inc lulling Procedure RP/0/A/5000/02 re 
notification of unusual event S, RP/0/A/5000/03 re alert. 
H/840312 ltr L JH Felton 840321 release memo 
BOLCH, M. E , COX.-J M , TUCKER. H. B Duke Power Co 04/02/06 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
A DENS AM, E 0. Licensing Branch 4 267pp 22012 021 24X 

Fiche 50-413,84/02/06,8403280102 


8403010335 Discusses mods to emergency response guidelines in response 
to BER it NURE0-0737, Suppl 1 

TUCKER. H B Duke Power Co 84/02/22 DENTON, H H Office of 
Nuclear Reactor Regulation, Director ADENBAM, E 0 Licensing Branch 
4 2pp. 22432:324 24X Fiche 50-413,84/02/22.84 03010 3 3 5 


8402070006 Board Notification 84-034 forwards R Vollmtr B40206 memo to 
D Eisenhut re fir* research results concerning fires in 
electrical cabinets in control room 

EISENHUT. D Q. Division Of Licensing 84/02/23 PALLADINO 
Commissioners lp 22576 203 24X Fiche 30-000, B4/02/23. 

B402090006 


— 8403080316 Recommends that info re fire research results concerning 
fires in electrical cabinets in control room be submitted 
for board no t If i ca t ion, p er NRR Ofc Ltr 19.dtd B21001 Further 
evaluation of test data required 

VQLLMER, R H Division Of Engineering 84/02/06 EISENHUT, D G 
Division of Licensing lOpp 22576 204 24X 

Fiche’ 50-000, 84/02/23, 0402090006- 


8403160006 Forwards IE lnsp Repts 30-4.13/04-11 h 30-414/04-07 on 
840131-0203 No violations or deviations Identified 
DANCE, H C Division of Project & Resident Programs 04/02/27 
TUCKER, H B Duke Power Co 2pp 22655 103 24X 

Fiche- 50-413. 84/02/27.8403160086 


— 8403160092 IE lnsp Repts 50-413/64-11 k, 50-414/84-07 on 640131-0203 No 
violations or deviations identified Major areas inspected 
fire protection/preventton 

MILLER, W. H Region 2, Office of Director 04/02/21 9pp 
22655-105 24X Fiche 50-413,04/02/27,8403160086 


8403060419 Responds to EG Adensam B40120 ltr transmitting summary of 
flra protection site audit on 831 101-04 Fire protection sys 
valves will be locked in appropriate position since related 
circuitry not supervised per NFPA 72D 

TUCKER, H, B. Duke Power Co 84/02/29 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Branch 
4 2pp 22518’ 190 24X Flch e 50-413, 84/02/29, 8403060419 


8403160278 Extends invitation to attand 840316 workshop to discusi 
lOCFRSOiApp R requirements U results of recent lnsp to help 
resolve misunderstanding associated w/requ Irements 
LEWI8, R.C Division of Project & Resident Programs 84/03/02 
TUCKER, H B. Duke Power Co. lp 22660 274 24X 

Fiche- 50-000, 84/03/02,8403160270 


8403200221 Requests NRC approval of proposed fire brigade organiiation 
In USER. 

TUCKER, KB. Duke Power Co 84/03/14 DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director ADENSAM, E G Licensing Branch 
4 2pp. 22700-022 24 X Fi chs: 50-413, 84/03/14, 8403200221 


I 
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Q Adjudicatory corre spun d enc e 


B40301020? Motion foT utinslon of time until 040323 to submit views on 
ASLB referral to ASLAB re rejection of Palmetto Alliance 
contention on reliability of Transamer 1 c a Delaval diesel 
g enara tors 

JOHNSON< 0 E Hearing Branch 4 B4/02/29 Atomic Safety and 

Licensing Appeal Panel 3pp 23436 004 24X Fiche 30-413.84/02/29, 

B403010209 


8403070033 Forwards Joint proposed findings of fact & conclusions of 
law on Contentions PA44/CESQ1B re reactor embrittlement t, 
joint Contention DE617 re adverse weather 

RILEY. J Carolina Environmental Study Group RILEY, J Palmetto 
Alliance 84702729 KELLEY, J , FOSTER, R , PURD3M.P Atomic Safety 

and Licensing Board Panel Ip 22541 163 24X 

Fiche 50-413, 84/02/29, 8403070033 


--B403Q70037 Proposed findings of fact fc conclusions of law In form of 
partial Initial decision on Contentions PA44/CESQ IB re 
reactor embrittlement Si Contention DES17 re adverse weather 
Certificate of Svc end 

RILEY. J L Carolina Environmental Study Group GUILD, R Palmetto 

Alliance GUILD, R Guild, R 34/02/29 34pp 22341 166 24X 

Fiche 50-413. B4/02/39, B403070033 


0403140123 Forwards NRC insp Tepts U accompanying violation notices re 
facility QA Enel rrpts 6 notices Issued after close of 
Dec 1983 hearings Palmetto Alliance served w/natlces & 
util responses 

JOHNSON, 0 E Hearing Branch 4 64/02/29 KELLEY, J L , PURDOM. P U . 

FOSTER, R F Atomic Safety and Licensing Board Panel 28pp. 

32624 040 24X Fiche 50-413, 04/02/29. B40314O123 


0403070030 Order granting staff request for eitension to 8, including 
B 4 0323 of time within which to submit views re ASLB 930223 
referral order in proceeding 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 84/03/01 
Office of the Executive Legal Director 2pp 22341 274 24X 

Fiche 50-413,84/03/01,8403070-030 


8403060240 Forwards ejercise evaluator document used In conjunction 
w/840215-16 emergency mg t eierc 1 se> NllREG-0654. Rev 1 A 
portion of community issues survey dealing u/emergency 
planning W/o ende 

SHEAR IN, R V Duke Power Co 04/03/02 GUILD, R Palmetto Alliance 
RILEY, J L Affiliation Not Assigned 2pp 22316 137 24X 

Fiche 30-413,84/03/02,8403060240 


84Q3Q7004B Response opposing Carolina Environ Study Group B402J4 o-ffer 
of proof re reactor vessel technology, fatigue at high temp, 
strain gauge technology & structural Integrity or LWR 
components Certificate of Svc enc I 

tICOARRY, J M Duke Power C-o MCGARRY, J M Bishop, Liberman, Cook, 
Purcell 5, Reynolds 64/03/02 Atomic Safety and Licensing Board 
panel 14pp 22541 235 24X Fiche 50-413,94/03/02,8403070048 


8403140043 Forwards J Smercak affidavit of nondisclosure for assistance 
in preparation of staff proposed findings W/o enc 1 
JOHNSON, B E Hearing Branch 4 84/03/02 KELLEY, J L Atomic 

Safety and Licensing Board Panel lp 22633 119 24X 

Fiche 30-413, B4/03/02, 8403140043 


0403090112 Forwards suppl to Palmetto Alliance proposed findings of 
fact It conclusions of law in form of partial Initial 
decision Part V on honeycombing omitted due to in camera 
si tl 

GUILD, R Guild, R GUILD, R. Palme ttc A1 1 lance 64/03/06 
KELLEY, J L . FOSTER, R F , PUR DAM, P W Atomic Safety and Licensing 
Board Panel 38pp 22575 218 24X Fiche 30-4 13, B4/03/06, 

8403090112 


— 8403090113 Suppl to proposed findings of fact & conclusions of law 
In form of partial initial decision Certificate of Svc end, 

GUILD, R Palmetto Alliance GUILD, R Guild, R 84/03/06 36pp 
22573 236 24X Fiche 30-413, 84/03/06, B4030901 12 


9403140124 Response opposing Carolina Environ Study Group 840216 motion 
to reopen record on reactor embrittlement Offer of proof as 
to matl* acceptable Certificate of Svc end 

JOHNSON, G E Hearing Branch 4 84/03/07 Atomic Safety and 

Licensing Board Panel 9pp 22620 289 SAX Fic he, 30-413, 04/03/07, 
8403140124 


8403140150 Notifies of B403I3 enforcement conference In Atlanta, OA 
to Inform licensee of welder 0 Issue so corrective action 
may be commenced Meeting summary will be forwarded to ASLB 
6 parties to proceeding 

JOHNSON, 0. E Hearing Branch 4 B4/03/07 KELLEY, J L , FOSTER, R F , 

PURDOM, P W Atomic Safety and Licensing Board Panel lp 
22620,330 24X Fiche 50-413.84/03/07,8403140130 


B403140169 Informs of Improper svc of Carolina Environ Study Oroup/ 
Palmetto Alliance proposed finding® of fact t, conclusions of 
law re adverse weather S, nonrecelpt of proposed findings on 
Contention 16 

JOHNSON. 0 E Hearing Branch 4 84/03/07 KELLEY, J L , FOSTER, R F , 

PURDOM, P If Atomic Safety and Licensing Board Panel ip 
22650 333 24X Fiche 50-413,84/03/07,8403140169 


B403140046 Proposed findings of fact t< conclusions of law in form of 
partial initial decision on Contention 6, Palmetto Alliance 
Contentions 16 t, 44 t, DES Contention 17 Certificate of Svc 
end 

JOHNSON, 0 E Hearing Branch 4 B4/03/0B 210pp, 22633-309 24X 

Fiche 30-4 1 3. 84/03/00, 8403140046 


B403130071 Forwards applicant interrogatories 6 request to produce 
documents re diesel generator contention, per 640223 order 
Related correspondence 

CARR. A V Duke Power Co 04/03/11 RILEY, J L Carolina 
Environmental Study Group. GUILD, R Guild, R lp 22602 169, 24X 

Fiche 30-413.84/03/11,0403130071 


— 0403130077 Interrogatories &, requests to produce documents on diesel 
generator contention to Carolina Environ Study Group !< 

Palmetto Alliance Certificate of Svc end Related 
correspondence 

CARR, A V Duke Power Co 84/03/11 Carolina Environmental 
Study Group 27pp 22602 170 24X Fiche 90-413,84/03/11, 

B4031 30071 


8403160029 Reply to Interveners t, NRC staff proposed findings of fact 
t, conclusions of law Certificate of Svc end 

MCQARRY , J M Duke Power Co MCGARRY, L, M Bishop, Liberman, Cook, 

Purcell U Reynolds 84/03/15 l?7pp 22694 123 24X 

Fiche 30-413,04/03/19,8403160029 


8403190073 Forwards questions for FEMA witnesses to assist In 
preparation of testimony on offsite emergency planning 
contentions All testimony will be required to be filed 
on 040406 t, 09 Hearing will commence on B40424 W/o end 
MCCURREN, H J Hearing Branch 3 B4/03/15 PERRY, 8 Federal 

Emergency Management Agency lp 22666 139 24X 

Fiche 50-413. 84/03/15, 0403190073 


8403190174 Forwards "NRC Staff Supplemental Proposed Finding* of Fact 
In Form of Partial Initial Decision on In Camera Issues re 
Contention 6 (QA).’ 1 per 040307 talcon W/o end 

JOHNSON, G. E Hearing Branch 4 B4/03/19 KELLEY, J L. . FOBTEfl, ft F , 

PURDOM, P W Atomic Safety and Licensing Board Panel lp 
22671 162 24 X Fiche 50-413,04/03/19,8403190174 


8403200042 Memorandum t, order denying motion to defer further action 
on two pending OL diesel generator contention* until after 
5SER issuance 

FOSTER, R F , PURDOM, P W , KELLEY, J L Atomic Safety and Licensing 
Board Panel 04/03/16 Palmetto Alliance 3pp 22699,182. 34X 

Fiche 50-413, B4/03/16. 8403200042 


8403200007 Interrogatories 6 requests to produce document* to Carolina 
Environ Study Oroup l< Palmetto Alliance on ASLB contention 
re diesel generator reliability Certificate of Svc end 
Related correspondence 

CARR, A V Duke Power Co CARR, A V Bishop, Liberman, Cook, Furcill 
U Reynolds 84/03/19 Carolina Environmental Study Group 21p( 

22699. 202 24X Fiche 50-413.84/03/19,6403200007 


8403220237 Supplemental Interrogatories to util re emergency diesel 
contentions admitted by ASLB Certificate of Svc encl Related 
correspondence 

RILEY, J L Carolina Environmental Study Group DBS 047. 84/03/19 

Duke Power Co 5pp 227 1 9 034 24X Fiche 50-413,84/03/19, 

8403220237 


8403220233 Interrogatories & requests to produce documents re dieiel 
generator contention* to applicant s, NRC itaff Certificate 
of Svc encl Related correspondence 

GUILD, R Palmetto Alliance GUILD, R Carolina Environmental Study 
Group OUrLD, R Guild, R D3B 049 84/03/22 Duke Power Co. 

20pp 22719 014 24X Fiche 30-413,84/03/22,8403220233. 


8403270011 Notifies that svc list amended to reflect appointment of 
separate board for emergency planning Shearin 840302 Itr to 
Guild & Riley. 840312 ltr to Guild J< supplemental answer* to 
interroga tor its and W/o enc 1. Related correspondence 
SHEARIN, R V Duke Power Co DSB 114 84/03/28, MAROULIEB.H B < 

LAID, R M . HOOPER, F F Atomic Safety and Licensing Board Panel. If- 
22769 355 24X Fiche 50 -4 1 3 , 84/03/82,8403270011 
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B403260367 Response to ASLB questions re whether memorandum referred to 
concerning diesel generators should be accepted & hmu ASLB 
should decide posed issues Referral request fails to 
satlefy Interlocutory review test Certificate of Svc end 
MCGARRY, J M Duke Power Co MCQARRY. J M Bishop, Liberman, Cook, 
Purcell ti Reynolds DSB 003 84/03/23 55pp 22740 077 24X 

Flche 30—413, 04/03/23,8403260367 


8403270322 Views on ASLB 840223 referral of 840217 rejection of 
generic aspects of intervenors diesel generator 
contention Certificate of Svc end 

JOHNSON. 0 E Hearing Branch 4 DSB 132 Q4/03/23 S4pp 

22787 067 24X Fiehe 30-413, 84/03/23, B4O3270322 


6403270382 Motion to amend & suppl diesel generator content! ons, or 
in alternative, motion for admission of new diesel generator 
contention ASLB urged to grant motion k admit recssted 
c ontint 1 on 

GUILD, R Palmetto Alliance DSB 172 84/03/23 Atomic Safety 

and Licensing Board Panel llpp 22S14 133 24X 

Flche- 30-413,84/03/23,6403270302 


0403270300 Memorandum on emargency diesel generator questions referred 
per 10GFR2 730 Acceptance of referral urged Certificate of 
svc end. 

GUILD, R Palmetto Alliance GUILD, R Carolina Environmental Study 
Oroup. OUILD, R, Guild, R DSB 174 04/03/23 29pp 22814-283. 

24X Flche- 30-413. 04/03/23, B40327O3SB 


8403290379 Responses to util interrogatories J< request to produce 
documents on diesel generator contention Certificate of Svc 
ene I Related correspondence 

OUILD, R Palmetto Alliance GUILD, R Guild, R * Carolina 
Environmental Study Group DSB 171 B4/03/23 9pp 22014 144 

24X Flche 30-413,84/03/23,8403270 37? 


J Insurance h indemnity information 


8403140037 Forwards Endorsement 7 to NELIA Policy NF-281 

ROBBINB, J Q Marsh k McLennan, Inc 84/03/03 DINITZ, I Assistant 
Director for State k Licensee Relations 2pp 22633 122 24X 

FUJie: 30-413, 84/03/03, B403140037 


0 Inspection reports, IE Bulletins k correspondence 


8403080203 Respond! to FOIA request for documents from Mar 1777 - Mar 
1777 re WR McAfee allegations Forward* App A documents Info 
also available in PDR, 

FELTON, J M Division of Rules and Records, 84/01/24 GARDE, B. P 
Government Accountability Project. 2pp 22504 164 24X 

Flche: 30-413, B4/01/24, 0403000203 


— 8403080212 Discusses 771113-16 Interviews w/craftsmen Interviewee* 
■elected by principal in*pector, per T1 2312/4 criteria 
Related info end 

MURPHY, C E Region 3, Chicago, Reactor Construction h Engineering 
Bupport Branch 77/12/04 THORNBURG. H D Director's Office, 
Office of Inspection and Enforcement ?pp 22304 166 24X 

Flche- 30-413, B4/0I/24, 8403000203 


8403160343 Forwards IE Insp Repti 30-413/B4-03 k 30-414/84-03 on 
840103-06 t, 11 — 13 No violations or deviations noted 
DANCE, H. C Division of Project t« Reeident Programs 84/02/17 
TUCKER, H B Duke Power Co. 2pp 22660 177 24X 

Fiehe: 30-413,04/02/17,8403160343 


— 0403160336 Forwards IE Insp Repts 30-413/84-03 5, 30-414/84-03 on 
840103-06 t 11-13, No violations or deviations noted 
Proprietary review of document waived by util to assure 
distribution to parties in licensing proceeding 
DANCE, H. C, Division of Project & Resident Programs 84/01/20. 
CARR, A. V Duke Power Co. Ip 22660 17? 24X 

Fiehe 50-413,04/02/17,8403160343 


— 0403160363 IE Insp Ript* 30-413/84-03 k 30-414/84-03 on 840103-06 U 
11-13, No violations or deviations noted Major area* 
inspected containment «pray-wel d ing, welding matt control 6 
radiographic exam 

ECONOMOB, N Region 2, Office of Director BLAKE, J, J Division of 
Engineering k Operational Program*. 84/01/20 9pp 22660 180. 

24 X F l c h • I 90-4 1 3, 84 /02/ 1 7, 8403 1 60343 


B403070203 Aek receipt of 840123 ltr supplementing 830700 response 
informing NRC of step* taken to correct violations noted in 
IE Inap Rapt* 30-413/83-17 t, 30-414/B3-16 

DANCE, H. C Division of Project k Resident Program* 84/02/24 
TUCKER, H B. Duke Power Co Ip 22338.337. 24X 

Flche: 30-413, 84/02/24,8403070203 


— 6403070210 Forwards revised response to NRC ltr re violations noted in 
IE Insp Repts 30-413/03-17 k 30-414/B3-16 Corrective 
actions GA procedure GA-140, "Inspector Certification," will 
be ravised 

TUCKER, H D Duke Power Co 84/01/23 0 'REILLY, J P Region 2, 

Office of Director 2pp 22330 360 24X Fiehe 30-413,84/02/24, 

0403070205 


B403I60253 Informs that no circuit breakers w/undeT voltage trip 
attachments in use in safety-related application other 
than reactor trip iys, in response to IE Bulletin 83-00 
TUCKER, H □ Duke Power Co 84/02/24 O'REILLY, J P Region 2. 
Office of Director Ip 22660 142 24X Fiehe 30-413,84/02/24, 

0403160253 


8403160086 Forwards IE Insp Repts 30-413/84-11 k 50-414/84-07 On 
840131-0203 No violations or deviations identified 
DANCE, M C Division of Project t. Resident Programs 84/02/27 
TUCKER, H D Duke Power Co 2pp 22635 103 24X 

Fi che: 30-413, 84/02/27, 84031600B& 


— 8403160072 IE Inap Repts 50-413/04-11 k 30-414/84-07 on 840131-0203 No 
violations or deviations Identified Major area* inspected 
fire protec 1 1 on/preventi on 

MILLER, W H Region 2, Office of Director CONLON, T E Division 
of Engineering k Operational Programs 04/02/21 9p p 22659 105 
24 X Flche 30-413,94/02/27,8403160086 


9401170072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits & Annunciation 11 Svc list 
one 1 

JORDAN, E L. Division of Emergency Preparedness Si Engineering 
Response (Post 030103) 04/02/20 Consolidated Edison Co of New 

York, Inc 113pp 22709 239 24X Fiehe 50-000,04/02/28,8401170072 


8403140123 Forwards NRC insp repts k accompanying violation notices re 
facility QA Enel repts k notices issued after close of 
Dec 1983 hearings Palmetto Alliance served w/notlces k 
util responses. 

JOHNSON, G E Hearing Branch 4 04/02/27. KELLEY. J L Atomic 

Safety and Licensing Board Panel 2Bpp 22624 040 24X 

Flche 90-413, 84/02/27, B403 1 40123 


B40316O143 Forwards final response to JE Bulletin 79-14, Rev 1, Suppl 2 
re QA program for seismic analysis of Seismic Category 1 
piplngsys 

TUCKER, H 0 Duke Power Co 84/02/29 O'REILLY. J P Region 2, 
Office of Director 4pp 22635 321 24X Fiehe 30-413, 84/02/29. 

8403160143 


8402090007 EE Info Notice 84—14, "Highlights of Recent Transport 
Regulatory Revs by DOT Ji NRC " Svc list end 

GRACE, J, N Division of QA, Safeguards k Inspection Programs (Post 
830103) 84/03/02 Consoltdatad Edison Co of New York, Inc 

I30pp 22352 327 24X Fiehe 50-000,84/03/03,8402070007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler By* 
Valve* to Operate " Svc list enc 1 

JORDAN, E. L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc I22pp 22533 078 24X Fiehe 50-000,84/03/02,8402090000 


840207000? IE Info Notice 84-19, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness U. Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co. of New 

York, Inc J19pp 22553 217 24X Fiehe 30-000, B4/02/02, 0402090009 


8402070011 IE Info Notice 04-17, “Problem* W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " 8vc list end. 

JORDAN, E L Division of EmeTgsncy Preparedness k Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc 117pp. 22353 336 24X Fiehe 50-000, 84/03/03, B40209001 i 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insp* of 
Fire Protection Safe Shutdown By* " Svc list end, 

JORDAN, E L Division of Emergency Preparedness & Engineer ing 
Response (Post 830103) 84/03/07 Consolidated Edison Co. of New 

York, Inc. Uapp 22635 04? 24X Fichs 30-000,84/03/07. 8402070024 


8402070028 IE Info Notice 84-10, "Btres* Corrosion Cracking in PWR 
Sye " Bvc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Responee <PoSt B30103) 84/03/07. Consolidated Edison Co of New 

York, Inc. U8pp 225B4 186 24X Flche 90-000,84/03/07. 0402090028 


0403160273 Ac k receipt of 840215 ltr Informing NRC of steps taken to 
correct violations noted in IE rnsp Repti 30-413/03-52 h 
30-414/83-39 

LEWIS, R C Division of Project fc Resident Programs 84/03/06 
TUCKER, H B Duke Power Co lp 22660 124 24X 

Fiehe. 50-413, 04/03/08,8403160273 
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— -8403160279 Responds to NRC B40117 ltr r* violations noted in IE Inep 
Rep ta 30-4 13/83-32 S< 30-414/83-3? Corrective action* GA 
Procedure GA-130 revised to assure that util written 
qual 1 f i cat 1 one for auditors in full compl lance w/code» 

TUCKER. H B Duke Power Co 04/02/13 O'REILLY, JP Region 2, 
Office aP Director 2;p 22660 123 24X Fit he 50-413*84/03/08, 

0403160293 


— 0403160307 Forwards IE Insp Rept* 30-413/83-52 & 50-414/83-39 on 
631212-16 & notice of violation 

LEW1B.R C Division of Project & Resident Program* 84/01/17 
TUCKER. H 8. Duke Power Co. Spp 22660 127 24* 

Fichs 50-413.84/03/08. 64031 60393 


— 84031603 i 4 Notice of violation Prom insp on 031212-16 

s Region 2. Office of Director B4/01/I7 lp. 22660 129 24X 

Fiche 50-413. 84/03/08. 0403 160293. 


—040316031? IE Inap Kept* 50-413/83-52 & 50-414/83-39 on 831212-16 
Violation noted failure to establish personnel 
qualifications for auditors 

DFLISLE, 0 A , FOSTER, L , BM1TH.C. Region 2, Office of Director 
B4/01/13 I2p p 22660 130, 24X FUh t, 50-41 3, 84/03/08, 8403160293 


8402090031 IE Bulletin 84-02, "failures of GE Type HFA Relays in Us# in 
Class IE Safety 8ys “ Sve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, tnc 

134pp 22323 094 24X Fic lie, 50-000, 84/03/12. 8402090031 


8403290270 Ac k receipt of 840305 ltr Informing NRC of step* taken to 
correct violation* noted In IE Itvsp Kept* 50-413/83-21 t< 
50-414/83-22 

LEWIS, R C Division of Project * Resident Program* 84/03/15 
TUCKER, H B Duke Power Co Ip 22800 020 24* 

Fiche 30-413,84/03/15,8403290870 


— 8403290276 Respond* to NRC 830912 ltr re violation* noted in IE Insp 
Rep ts 30-413/83-21 fc 50-414/83-22 Corrective actions DC insp 
criteria far cable pulling revised to clarify insp* of cable 
bending radius 6 unsupported length during routing. 

TUCKER. H B Duke Power Co 04/03/05 O'REILLY. JP Region 2, 
Office of Director 3pp 82800 Q2t 24X Fiche 50-413,84/03/13. 
8403290270 


8402090043 IB Info Notice 84-19, "Two Events Involving UnauthorUed 
Entries Into PWR Reactor Cavities." Svc list end 
JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Pest 8301031. 84/03/81 Consolidated Edison Co of New 

York, Inc 123pp. 22823 229 24X Fiche 50-000.04/03/21, 8402090043 


B40BQ-90044 IE Info Notice 84-20, ”8vc Life of Relays in Safety-Related 
Sys “ Svc list end 

JORDAN. E L, Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 84/03/21 Consolidated Edison Co of New 

York, Inc i35pp 22933 001 24X Fiche 30-000.84/03/21. 8402090044 


8 Reportable occurrence*. LERs !« related correspondence 


8403010451 informs Commission of problem* w/nmergency diesel generators 
mt g by Tran*a««rlca Delaval, Inc 

DIRCKB, w j Office of the Executive Director for Operations 
SECY-B3-034 04/01/23 4pp 22430 347 24X Fiche 50-000,84/01/25, 

8403010451 


8403010140 Significant Defidenty Rapt SO 413-414/04-02 re 
uncnneldered affects of superheated steam possibly 
resulting in increased lower containment temp Keating on 
040312 requested 

TUCKER. H B Buka Power Co 84/02/17 O'REILLY, J P Region 2, 
Office of Director 2pp 22435 322 24X Fiche 50-413,84/02/17, 

8403010140 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Gimpel NP8-4 TfcT valve, to close End ltr dtd 040203 
tent to listed utils CE notified of effected units in 13 HR 
plants 

THEROUX, R R Terry Corp 84/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6pp, 22706 327 24X 

Fiche 30-000,84/02/22,8403210032. 


8403090226 Significant Deficiency Rept 413-414/82-04 amending 
corrective actions to previously submitted rept.Reinsp of 
inaccessible deficient support* may be waived if documented 
evaluation of design analysis provided, 

TUCKER, H B. Duke Power Co 84/02/34 O'REILLY, J P Region 2, 
Office of Director 2pj> 22573,261 24X Fiche 50-413.04/02/24, 

8403090226 


8403010207 Forward* "Investigation of Type* AF %n AE Piston Skirts,* p*r 
Transemerice Delaval, Inc Owner* O^aup program commitments, 

Rept evaluates crack* in AF piston skirts in Shoreham 6 
Grand Ouif Nuclear Power Station! 

HUSELER, W J TDI ( Traniamiir i c* Delaval, Inc ) Owners Oroup, 

84/02/27 DENTON, H R Office of Nuclear Reactor Regulation. 

Director 3pp 22434 090 24X Fiche, 50-000. 84/02/27, 8403010207 


8403090241 Interim Significant Oefideney Repte BD-413/82-27 I, 
8D-414/82-27 re cracked ceil container* Six cracked cell* 
returned to Nife for investigation & resolution Bite 
personnel will conduct weekly battery insp 

TUCKER, H B Duke Power Co 84/02/27 O'REILLY, J P Region 2, 
Office of Director 2pp 22972 302 24X Fic he, 90-413, 84/02/27, 

8403090241. 


8402090021 Board Notification 84-039 discusses NRC 040210 I, 16 meetings 
w/Transemerica Delaval, Inc Emergency Diesel Generators 
Owner* Group Heating scheduled on 84030S for finalization of 
generic program plan prior to NRC review 

EIBENHUT, D 0 Division of Licensing 04/02/28 PALLADINO 
Commissioner*. Spp 28546 003 24X Flcha: 50-000. 84/02/28. 

8408090021. 


8403010210 Forwards task descriptions for 16 known problems re 
Transemeriea Delaval, Inc emergency diesel generators 
MUBELER, H J TD! (Transameriea Delaval. Inc > Owners Group. 
04/02/28 DENTON, H R Office of Nuclear Reactor Regulation, 
Director, 42pp. 22435 177 24X Fi che- 50-000, 34/02/20. 0403010218 


8402090020 Board Notification 84-044 forwards Part SI rept re 
Transemerice Delaval, Inc turbocharger thrust bearing 
lubrication defect resulting in engine noneveilahil ity 
EIBENHUT, D,G Division of Licensing 04/02/29 PALLADINO 
Commissioners 4pp 22341 263 24X Fiche- 30-000, 84/02/29, 

8402090020 


8403140040 Forwards "orand Gulf Component Tracking By*.* "Shoreham 
Component Tracking By*" Si "Transemeriea Delaval, Inc 
Diesel Generator* Owners Group Program Plen, " to resolve 
concern* w/emergency diesel generator* 

HUSELER, U J Long Island Lighting Co 84/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. 2pp. 22626 062 
24X Fiche 90-000,84/03/02,0403140048 


— 8403140095 "Transemeriea Delaval, Inc Diesel Generators Owner* Oroup 
Program Plan, M 

» TO I (Transemeriea Delaval, Inc ) Owner* Oroup 84/03/02, 

2filpp 22620 223, 24X Fiche 90-000,84/03/02,0403140048. 


8403150123 Update of Significant Deficiency Rept 414/82-25. I t«m 
should be renumbered 413-414/82-23 All necessary actions 
comp leted 

TUCKER, H 0 Duke Power Co. 04/03/02 O'REILLY. J. ,P . Region 2, 
Office of Director lp 22639 332 24X Fi ch * , 30-413, 04/03/02, 

8403130128 


8402090033 Board Notification 84-047. forward* Tran*am#rlea Delaval, Inc 
Owners Group piston ekirfc rept 6 task description* 

EIBENHUT, D 0 Division of Licensing 84/03/07 PALLADINO 
Commie e ioners 4pp 22674 221 24X Fiche- 50-000. 84/03/07, 
0402090033 


8403140122 Pert 21 rept re status update concerning abnormal wear on 
linear converters, Test program underway Results of 
investigation indicate excessive wear caused by hunting of 
control circuitry, 

DODSON. J P, Pacific Air Product* Co, 84/03/09 Director's 
Office. Office of Inspection and Enforcement. 7pp 22624:068. 24X 

Fiche: 50-000, 84/03/09. 84031 401 22. 


8402090038 Board Notification 84-051 . forward* “Transameric# Delaval, Inc 
(Toil Diesel Generators Owners Oroup Program Plen " 

EIBENHUT, D, 0 Division of Licensing 04/03/12, PALLADINO 
Commissioner* Spp 22683.214 24X Fiche. 50-000.84/03/12, 
8402090030 


□402090039 Board Notification 04-052- forward* meeting summaries 
containing transcript* of 840210 h 16 meeting* between NRC 8 
Trentamerlca Delaval, Inc CTDI> Owners Group. Distribution 
list end, 

EIBENHUT, D. 0, Division of Licensing 84/03/12 PALLADINO 
Commissioners, Spp, 22708.001. 24X Fiche- SO-OOO, 04/03/12, 

0402090039 


— 8403060536 Forwards summary of 840210 meeting w/Tran*am»ric* Delaval, 
tnc Owner* Oroup in B#th**d*,MO r* problem* w/#m«rg*ncy 
diesel generators. 

CARUSO, R Licensing Branch 2 84/02/27. O'REILLY, J. P. NRC - No 

Detailed Affiliation Otven. 6pp 22708-006, 24X 

Fiche: 50-000, 84/03/12. 8402090039. 
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— B403Q60S34 Transcript of B40210 meeting w/Transamer 1 ca Delaval.Inc 
OwneT* Group In Bethesda.MD re problems w/emergency diesel 
generators 

» NRC - No Detailed Affiliation Given B4/02/10 147pp 

*7201 008 24X Fiche 30-000.84/03/12,0402070039 


— 8403070409 Summary of 840216 meeting w/Transamer 1 e ■ Delaval.Inc Owners 
Group In Hading River. NY re program plan to establish 
reliability of diesel generators Agenda. meeting transcript & 
attendance list end 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

flpp 22708 161 24X Fiche 30-000, 04/03/12, B402090039 


— 8403070423 Transcript of 840216 conference in Wading River, NY re 
Traneamerice Delavel, Inc diesel generators Pp 1-82 
* Commissioners 84/02/16. 04pp 22708 169 24 X 

FI che, 30-000. B4/03/12, 8402090039 


B403140030 Foriiterds "Design Review of Connecting Rod Bearing Shells for 
Tranaomer Ice Delevel Enterprise Englnsi" for Shoreham (k 
Grand Gulf diesel generators 

MU8ELER, W J Long Island Lighting Co 84/03/12 DENTON, H R 
□ffice of Nuclear Reactor Regulation, Director 2pp 22632 074 
24X Fiche- 30-000.84/03/12, 8403140030 


8403150133 Forwards "Tr ansamer 1 ca Delaval, Inc Diesel Oeneretor Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adequate 
for applicable ingines i< tvc conditions 

MUBELER, U J TDI (Transamer ica Delaval, Inc ) Owners Oroup 
84/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director Spp 22639.270 24X Fiche. 30-000, 84/03/13, 8403130133 


B403290B44 Final Significant Deficiency Rept 8D 413-414/83-14 re seal 
conduit connection to safety-related equipment located in 
harsh environs. Ini tia lly reported on 831102 Util continuing 
to evaluate alternative sealing methods 

TUCKER, H B Duke Power Co 84/03/13 O'REILLY, J P Region 2, 
Office of Director 3pp 22800.224 24X Fiche 80-413,84/03/15, 

0403290244 


8403200222 Responds to 840214 Requests for Info U S n R-4 series 
engines. List indicating engine number, model b svc number, 
customer neme b address, rating, da te shipped S< date started 
end. 

MATHEWS, C 8, Transamerlca Delaval. Inc 84/03/16 EI8ENHUT, D 0 
Division of Licensing 20pp. 22691.179 24X Fiche. 30-000, 84/03/16, 

8403200222. 


8403270132 Forwards "Emsrgsncy Diessl Generator Air Start Valve 
Capscrew Dimension b Stress Analysis," prepared by SbW for 
Transamerlca Delavel, Inc (TD I > Diesel Generator Owners 
Oroup 

MU8ELER, W. J. TDI (Transamerlca Delaval, Inc ) Owners Oroup 
84/03/23, DENTON, H R. Office of Nuclear Reactor Regulation, 
Director, Spp 22774.001 24X FicTie 30-000. 84/03/23. 8403270132 


04O327O134 Requests meeting on 840418 to discuss short-term b long- 
term corrsctlve actions & Investigations re Transamerlca 
Delaval diesel generators List of suggested meeting topics 
end. 

KCCAUQHY, J, P. TDI (Transamer lea Delaval, Inc ) Owners Oroup. 
84/03/23. DENTON, H R Office of Nuclear Reactor Regulation, 
Director. 4pp 22769-133, 24X Fiche 30-000,84/03/23,8403270134 


T. Hearing transcripts on non-antltrus t matters 


8402090039 Board Notification 84-032- forwards meeting summaries 
containing transcripts of 840210 b 16 meetings between NRC b 
Transamer ica Delavalilnc (TDD Owners Group Distribution 
list enel 

E I BENHUT , D G. Division of Licensing. B4/03/12 PALLADIND 
Commissioners. 3pp. 22708:001. 24X Fiche 30-000, B4/03/1 2, 

8402090039 


— 8403060336 Forward* summary of 840210 meeting w/Transamerl ce Delaval. 
Inc Owners Oroup in Bethesda.MD re problems u/emergency 
diesel generators 

CARUSO, R, Licensing Branch 2 B4/02/27 0 'REILLY, J. P. NRC - No 

Detailed Affiliation Given. 6pp 22708-006. 24X 

Fiche. 50-000, 84/03/12, 8402090039 


--8403060954 Transcript of 840210 meeting id/Trensamir ica Delaval, Inc 
Owners Oroup in Bethesda.MD re problems w/emergency diesel 
generators. 

# NflC - No Detailed Affiliation Given 84/02/10 I47pp 
67201:008. 24X Fiche, 30-000, B4/03/12, 8402090039 


—8403070409 Summary of 840216 meeting w/Transamer ice Delaval.Inc Owners 
Oroup in Wading River, NY re program plan to establish 
reliability of diesel generators. Agenda, meeting transcript b 
attendance list encl. 

HILLER, M A. Licensing Branch 4. B4/02/27, Licensing Branch 4. 

Spp. 22708; 161 24X Fiche- 30-000, 84/03/12, 8402090039 


— 8403070423 Transcript of 840216 conference In Wading River, NY re 
Transamerlca Delaval.Inc diesel generators Pp 1-02 
* Commissi oners 84/02/16 84pp 22700 169 24X 

Fiche 50-000,84/03/12,0402090039 


0403160236 Transcript of 840314 telcon re facility Pp 12,580-12,624 
a Atomic Safety and Licensing Board Panel 84/03/14 43pp 
22660 200 24 X Fiche 30-413.84/03/14,8403160236 


3403260231 Transcript of 840321 telephone conference In Bethesda.MD 
Pp 1-24 

« Atomic Safety and Licensing Board Panel 84/03/21 2Bpp 
22734 203 24X Fiche 30-413,84/03/21,0403260231 


DOCKET 30-416 GRAND GULF NUCLEAR STATIDN, UNIT 1 


E NRC Safety Evaluation Report (SER), suppls b correspondence 


8403080 1 79 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 3) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 04/02/13 ANDERSON, S J 
Garvey, Schubert, Adams b Oarer 7pp 22303 226 24X 

Fiche 50-000,84/02/13,0403080179 


— 8003130793 Provides status of SER Inputs b acceptance reviews for OL b 
CP applications Schedule should be met 

BURKE, W C Effluent Treatment Systems Branch 00/02/06 
KREOER, W E Assistant Director for Site Analysis lp 22303 23S 
24 X Fiche 30-000,84/02/13.0403000179 


8403210140 Forward* confirmation of Lonergan safety relief valve 
qualification b operability testing of reclatsifled valves, 
per util 821108 b 10 itrs b EBER 4 

DALE, L F Mississippi Power b Light Co 84/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 22707 276 
24X Fiche 50-416,84/03/13,8403210140 


F Security, medical, emergency b fire protection plans 


8403210113 Forwards SALP Ropts 50-416/83-33 b 30-417/03-09 for 
Sept 1982 - Sept 1983 

LEWIS, R C Division of Project b Resident Program! 64/01/11 
RICHARD, J B Mississippi Power b Light Ca 2p p 22707 144 24X 

Fiche: 30-416, 64/01/11.0403210113 


—0403210122 SALP Rept* 30-416/83-33 b 30-417/03-09 for Sept 19B2 - 
Sept 1983 

* Region 2, Office of Director 84/01/11 32pp 22707 146 24X 

Ftche 30-416,84/01/11,8403210115 


0403160281 Notifies of 840316 workshop to discuss lOCFRSQ.App R 
requirements b insp results to resolve misunderstandings re 
fire protection Attendees should be limited to six due to 
site of conference room 

LEWIS. R C Division of Project b Resident Programs 84/03/02 
RICHARD, J B Mississippi Power & Light Co lp 22660 330 24X 

Fiche: 30-416, 84/03/02, 0403160281. 


0403160336 Discusses util S40224 1 tr re 19B4 emsrgsncy exercise 
Exercise objectives revlswsd b comments provided to 
P Bened i c t, corporate emergency preparedness coordinator 
VERRELLI.D M Division of Project b Resident Programs 84/03/03 
RICHARD, J B Mississippi Power b Light Co lp 22660'031 24X 

Fiche- 30-416, 84/03/03 , 8403 1 60336 


B4031 30032 Forwards State of LA 831227 request for exemption from full 
participation at 840410 annual radiological emergency 
preparedness exercise. FEMA supports exemption, based on State 
of LA full participation in Waterford exercise 
KRIMM, R W. Federal Emergency Management Agency 04/03/09 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 Spp. 22641 353 24X Fiche 30-416,84/03/09, 

0403150052 


G Adjudicatory correspondence 


8403060102 Order allowing NRC b applicant until 040319 to respond to 
petitioner renumbered Contention* 1,2 b 3 b allowing 
petitioner 10 day* after svc for response 

GROSSMAN, H Atomic Safety and Licensing Board Panel 04/03/02 
2pp. 22517,019 24X Fiche 50-416,84/03/02,8403060102 


8403190219 Forward* emergency planning contentions as modified b 
forwarded to ASLP 

GODDARD, R. J Hearing Branch 3 64/03/16 SNELL, U Region 3, 

Office of Director lp 22674:199 24X Fiche 30-416,84/03/16, 

8403190219 
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--94031 70220 Summarlie* 840229-29 nesting* u/ut i 1 . Pra Ir i * Alliance 6 FEMA 
In Champa 1 gn, 1L rt mod & deletion of portion! of 
Contention 1 on emergency planning Proposed modi end 
Submit* schedule for parti** to further tattle lttue* 

GODDARD. R J Hearing Branch 3 84/03/03 CLARK. H K . PARIS. 0 H , 

FERGUSON. G A Atomic Safetg and Licensing Board Panel Spp 
22674 200 24X Fiche 30-416. B4/03/16. 8403190219 


8403200010 Response to first order following prehearing conference 
modifying briefing schedule ASLB should deny admission of 
Paragraphs 6.7 & 8 at well as Contentions 1.2 & 3 & dismiss 
proceeding Certificate of Svc end 

CONfER.T B Mississippi Power 6 Light Co CONNER. T B Conner {, 
Wetterhahn 84/03/16 Atomic Safetg and Licensing Board Panel 

22pp 22699 OOl 24X Fiche 30-416. 04/03/16. B4032000 18 


0403210165 Response to Jacksonian* United for Livable Energy Policies 
renumbered Contentions 1.263 Admission of renumbered 
contentions acceptable Certificate of Svc end 

WAGNER, M E Hearing Branch 4 DSB 016 04/03/19 Atomic Safety 

and Licensing Board Panel 7pp 22718 217 24X 

Fiche 30-416,84/03/19,8403210163 


B40327031B Forwards staff 930319 response to petitioner renumbered 
Contentions 1.2 6 3. per request W/o end 

WAGNER, M E Hearing Branch 4 DSB 131 84/03/22 STEWART, C 

Affiliation Not Assigned ip 227B9 028 24X Fiche 30-416. 

84/03/22, 0403270310 


0403070334 Request* review of amended Tech Specs St certification that 
Tech Specs reflect plant FSAH 6 9ER ana 1 y lit, wi th in 10 dayi 
of ltr receipt 

EIBENHUT, D 0 Division of Licensing 84/02/24 RICHARD, J 0 
Mississippi Power 6 Light Co 2pp 22364 132 24X 

Fiche 90-416,84/02/24,8403070334 


0403080367 Responds to FOIA request for documents re BWR Integranular 
Stress Corrosion Cracking Owners Croup meeting on or about 
011020 Forwards App A document* Records also In PDR. 

FELTON, J M Division of Rules and Records 04/02/28 HAFNER, D 
Suffolk Nuclear Study Group 2pp 22303 OOB 24X 
Fiche 30-000.84/02/20,8403000367 


— 0309210434 Requests evaluation of Orand Gulf 6 Shoreham 030817 It 23 
responses, respectively re Intergranular strass corrosion 
cracking in DM? p ip ing. Response requested by 830916 W/o 
and 

EISENHUT, D 0 Division of Licensing 83/09/06. VOLLMER, R 
Division of Engineering lp 22303:010 24X 

Fiche 50-000, 84/02/28, 0403080367 


0403030236 Forwards detailed breakdown of approx 200 Tech Spec changes 
requested by licensee l< categoriied In Dlrck* 840202 memo 
DIRCK8.W J Office of the Executive Director for Operation*. 
84/02/29 PALLADINO, QILINBKY. ROBERTS Commissioners 36pp. 

22327 213 24X Fiche 30-416,84/02/29,8403030236 


H General correspondence 


8403270211 Eipressis concern on safety of facility NRC should not allow 
operation before plant meets safety criteria 
WIENER, J L Affiliation Not Assigned 04/03/22 EENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22772 144 
24X Fiche 30-416, B4/03/22, 040327021 1 


J Insurance 6 indemnity Information 


8403230273 Notification of 840309 meeting w/util In DetheidaiMD to 
review program for Tech Specs. 

HOUSTON. M D Licensing Branch 2 84/03/03 SCHWENCER, A. Licensing 

BranchS, 3pp 22739 282 24X Fiche' 30-416, 84/03/03, 0403230273 


8403300231 Summary of 840221 meating w/utll In Bethasda.MD re detalli 
of util proposed onsi te/of f s i te electrical powir reliability 
program for Transamerica Delaval, Inc diesel generator* 

Attendance list & viewgraphs end, 

HOUSTON, M D Licensing Branch 2 04/03/06, Licensing Branch 2 

21pp 22843 001 24X Fiche 90-416,84/03/06,0403300231 


0403140121 Forwards Endorsement 29 to NELIA Policy NF-257 6 Endorsement 
11 to MAELU Policy MF-I06 

DALE. L F Mississippi Power tc Light Co 84/03/02 KERR, G U 
Office of State Programs, Director 4pp 22620 284 24X 

Fiche 30-416, B4/03/02. 0403140121 


P Operating license stage documents (< correspondence 


0403070323 Forward* info re shift ad v i sors, i nc lud 1 ng job 
MCGAUOHY.J P Mississippi Power 6 Light Co 84/02/20 
Office of Nuclear Reactor Regulation, Director 6pp 
24X Fiche 30-416,84/02/20,0403070323 


description 
DENTON, H R 
22346 198 


0403010136 Forwards Amend 12 to License NPF-13 6 safety evaluation 
Amend corrects admini s tra t i ve 6 technical deficiencies in 
Tech Specs re low-low set function, source range monitors it 
Div 2 batteries 

SCHWENCER, A Licensing Branch 2 04/02/21 MCGAUGHY, J P 

Mississippi Power 6 Light Co 4pp 22479 237 24 X 

Fiche 30-416.04/02/21,0403010136 


-8403010143 Amend 12 to License NPF-13. correcting administrative & 
technical deficiencies in Tech Specs re law-low set 
function, source rang* monitors 5, Div 2 batteries 
SCHWENCER, A Operating Reactors Branch 2 84/02/21 12oo 

22479 26i 24X Fiche 30-416,84/02/21,0403010136 


-0403010147 Safety evaluation supporting Amend 12 to License NPF-13 
* NRC - No Dttailvd Affiliation Given 84/02/21 4 dd 
22479 273 24X Fiche 30-416,04/02/21,0403010136 


8403090213 Forward* result* of analysis performed ihowing relationship 
between ECCS reliability it Agastat relay test Interval*. 

Analysis withheld (ref 10CFR2. 790). 

DALE, L F Mississippi Power it Light Co 04/03/07 DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 6pp. 22972-206 
24 X Fiche 90-416,84/03/07,0403090219 


8403120037 Forwards requested info re experience level* of util 
operating shift personnel it expresses support of paiitlan 
taken by Industry Working Group an Operating Shift 
experience on 840224 

DALE. L F Mississippi Power it Light Co 04/03/08. DENTON, H R 
Office of Nuclear Reactor Regulation, Director 13pp 22990-304 
24X Fiche 90-416,84/03/08,8403120037 


8403210109 Submit* Interim response to 840224 ltr requesting 
certification re Tech Specs t, FSAR Review it certification 
program In progress Meeting scheduled for 840309 to discuss 
program scope, raview criteria It schedule 

DALE, L F Mississippi Power it Light Co 84/03/08 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 2pp 22704-360 
24X Fiche 50-416,04/03/00,840321010? 




response to NRC 831200 request for addl info rt Hydrogen’" 
Control Owners Group (HC001 test program Question, to be 
answered by HCOO t< ut i 1, respectively, listed 

nt 4 Bht Co - 0^03/0? DENTON, H. R, 

Nuclear Reactor Regulation, Director 2 dd 22704-344 

24X Fiche 50-416. 04/03/09,8403210053 * r, ” or app 22704.344 


Forward* new problem sheets, prob lem sheets w/supporting 
documents i, uncontrolled Tech Specs w/punchlist number* on 9 
top* of page* where inconsistencies identified 

Mississippi Power it Light Co 84/02/21 K1NTNER. L 
NRC - No Detailed Affiliation Oiv.n l.453pp 22782 34? MX 

Fiche 50-416- 84/02/21, 8403280009 PP 3V 24X 

-8403280014 Proposed Tech Specs w/incons ist.ncie* identified 

-•vi!* 1 ’ lppl Po “ ,r *< Light Co 84/02/21 379pp 22709 093 

24X Fiche 90-416,84/02/21,8403280009 PP 


Generic Ltr 04-07 to all Ucen.aa. of BWfi, re proc.dural 
plpt replacement at BWR* 8vc list and 
EISENHUT. D o Division of Licensing. 84/03/14, Commonwealth 
son o 2 Qpp 22023 394 24X Fiche. 90-000. 04/03/14, 0403150279, 

8403290094 Forward* updated Info on operating shift sxoerlenc* to 
supersede prevlou* submittal , inc ludlny chart of exJ^flnc? 

I"* 1 * proposed operating shifts 

Mississippi Pou#r *■ Light Co. 84/03/16. DENTON, H R 
Nucltar Reactor Regulation, Director Quo 22806-341 

24 X Fiche 90-416, 84/03/16, 0403290094 r,c * or B PP 22806.341. 


B o R w° t0 Dff * ite Do, » Calculation Manual > 
Mississippi Power t, Light Co 02/00/31 
22786 260 24X Fiche 50-4 16, 04/02/21 . 04O32BOOO9 


39pp 


t0 B ° m,u D °‘» Calculation Manual " 

SMITH, G D , MCKAY, L R Mississippi Power 6 Light Co 03 / 07/31 
39pp 22786 327 24X Fiche 30-416,84/02/21,8403200009 






24X Fiche 90-416,84/03/10,0403210097 SpP a27 05.Oai 


—8403210062 "Tech Spec Review Program Description « 

Fi chi’ 50*1 !A P Ly 0 " ,r * LlBht C ° 84/03/31. 20p 

Ficht 50^4 84/03/10, 8403210057 


20pp 22709: 023 24X 
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8403300303 Notification of 840382,20,0404 & 11 mooting* ui/util in 
Bethesda, HD to review program for processing Toth Spoc 
change requests 

KINTNER, L L Licensing Branch I 84/03/1? A DENS AM, E 0 Licensing 
Branch 4 3pp 22844 303 24X Fiche 50-4 16, 84/03/1?, 8403300303 


8403230084 Forward* application for amend to License hPF-13, changing 
Tech Bpoci ro automatic d*pro**ur 1 Jatlon sys valve 
operability requirement* to achieve consistency between 
Tech Spec* 6 deelgn It accident analyte* 

MCOAUOHY, J P Mississippi Power Ic Light Co 84/03/20 DENTON, H 
Office of Nuclear Reactor Regulation, Director 2pp 22726 299 
24X Fiche 30-416, 84/03/20, 84032300B4 


-8403160100 IE ln*p Rept 30-416/84-04 on 840130-0202 No violation* or 
deviation* identified Major areas inspected review of 
startup test procedures, review of completed startup test* 
t, closeout of outstanding items 

BURNETT, P T Region 2, Office of Director JAPE.F Division of 

Engineering 6 Operational Programs B4/02/10 spp 22652 336 

24X Fiche 30-416,84/02/13,8403160100 


8403070168 Ac k receipt of B40213 itr informing NRC of steps taken to 
correct violations t, deviations noted in IE Insp Rept 
30-416/83-30 

VERRELLI , D M Division of Project Sc Resident Program* 04/02/22 
RICHARD, J B Mississippi Power It Light Co ip 22336 193 24X 

Fiche 30-416,84/02/22,8403070168 


— 840323008? Application for amend to License NPF-13, Chang Ing Tech Specs 
re automatic depressuri sat ion *y* valva operability 
requirements to achieve consistency between Tech Bpecs t 
design S< accident analysie 

MCOAUOHY, J, P Mississippi Power ti Light Co 84/03/20 tp 
22726' 301 S4X Fi cha. 30-416, 84/03/20, 8403230004 


8403230092 Proposed Tech Spec* changing automatic depressurization sys 
valve operability requirements It min operable chennelt per 
trip sys to one for standby liquid control sys initiation 
raactor water cleanup isolation function 

• Mississippi Power l< Light Co 84/03/20 llpp 22726 302 24X 

Fiche 30-416,84/03/20,8403230084 


8403300097 Transmit* fee for proposed amend to License NPF-13, 
DALEiL F, Mississippi Power t Light Co 04/03/27 DENTON, H R, 
Office of Nuclear Reactor Regulation, Director 2pp. 22021 212 
S4X Fiche: 30-416, B4/03/27, 8403300097 


8403260333 "Orand Oulf Nuclear Power Plant Audit of Nuclear Plant Tech 
Specs. " 

FEHRINOER, J M, , ROCKHOLD, H, C. I COOKrT, L EQIcO, Inc FINA-6816 
EOC-EA-6342, 64/03/31 DONOMEW, J H , MEYER, 0 C Division of 

Licensing. IBpp 22773:263, 24X Fiche 30-416,04/03/31,8403260333 


Q. Inspection reports, IE Bulletins & correspondence 


8403070037 Forward* rept describing generic problem* discovered during 
surveillance program review effort Ic corrective actions 
implemented to correct surveillance def ic lenc ies, per IE Insp 
Rapt 30-416/82-67 

DALE, L, F. Mississippi Power & Light Co, 83/12/01, O'REILLY, J. P 
Region 2, Office of Director 29pp 22347 348 24X 

Fiche- 30-416, 83/12/01 , B403070037 


8403070268 Responds to questions raised during special safety insp on 
830322-23 r# IE Bullstin 80-11 thet three mortar cube 
compression tests did not meet min compressive strength 
t equlrsmsnts, strut tural integrity unimpaired 

DALE.L. F. Mississippi Power Sc Light Co 83/12/30 O'REILLY, J P 
Region 2, Office of Director. 6pp 22346 086. 24X 

Fiche: 30-416, 03/12/30, 8403070268 


-8403070173 Responds to NRC 840112 Itr r* violation* 6 deviations noted 
in IE Insp Rept 30-416/83-30 Corrective actions training 
superintendent given written reprimand 6 importance of 
attention to detail stressed 

DALE, L F Mississippi Power 5, Light Co 84/02/13 O'REILLY, J P 
Region 2, Office of Director 3pp 22336 194 24X 

Fiche 30-416,84/02/22,0403070168 


— 8403070176 Responds to NRC 831115 Itr r* violation* noted in IE Insp 
Rspt 30-416/83-30 Request* compliance due date be extended 
until 840120 

DALE, L F Mississippi Power & Light Co 84/01/13 O'REILLY, J P 
Region 2, Office of Director ip 22S36 197 24X 

Fiche 30-416,84/02/22,8403070168 


•B403070180 Responds to NRC 831113 Itr re violations notsd in IE Insp 
Rept S0-416/B3-30 Corrective actions change to Tech Specs 
prepared, balanc ing degree of detail portrayed in table 
DALE, L F Mississippi Power Ic Light Co 03/12/13 O'REILLY, J P 
Region 2, Office of Director 2pp 22336-190 24X 

Fiche 30-4 16, 84/02/22, 8403070168 


— 8403070186 Aek receipt of 831213 Ic 21 Itr* informing NRC of steps taken 
to correct violations It deviations noted in IE Imp Rept 
30-416/83-30 Specific programmatic control* to be 
implemented should be provided 

VERRELLI, D M Division of Projoet 6 Reiident Program* 04/01/12 
RICHARD, J B. Mississippi Power Ic Light Co 2pp 22336 200 24X 

Fiche 30-416,84/02/22,8403070168 


— 8403070189 Responds to NRC 831113 Itr re deviation noted in IE Insp 
Rept 30-416/83-30 Corrective actions addl 13 dstlgn change* 
being reviewed to determine if treining required 
DALE, L, F Mississippi Power t< Light Cd 83/12/21 O'REILLY, J P 
Region 2, Office of Director 2pp 22336 202 24X 

Fiche- 30-416, 84/02/22, 8403070168 


•8403070206 Forward* IE Insp Rspt 30-416/83-30 on 830926-10 14 It notices 
of violation l< deviation 

VERRELL 1 , D M Division of Projact Ic Residsnt Program* 83/11/13 
RICHARD, J B Mississippi Power & Light Co 2pp 22336 206 24X 

Fiche- 30-416, 84/02/22, 8403070168 


8403210113 Forward! SALP Rept* 30-416/83-33 t< 30-417/83-09 for 
B#p t 1982 - Sept 1983, 

LEWIS, R.C Division of Project *t Resident Programs 84/01/11. 
RICHARD, J B Mississippi Power & Light Co, 2pp. 82707 144 24X 

Fiche, 30-416, 84/01/1 1, 0403210113 


— 8403210122 BAL.P Rept* 30-416/83-33 It 80-417/83-09 for Sept 1982 - 
Bept 1983. 

# Region 2, Office of Director. 84/01/U. 32pp 22707-146. 24X 

Fiche 30-416,84/01/11,8403210113. 


8403070247 Forward! IE Insp Rept 30-416/84-03 on B40U6-I9 No 
violation! or deviation# identified 

VERRELLIiD M. Division of Project Sc Reeident Programs B4/02/0? 
RICHARD, J, B. Mississippi Power ti Light Co 2pp, 22336-081, 24X 
Fiche: 30-416, 84/02/09, B403070247, 


— 8403070208 Notice of violation from insp on 830926-1014. 

a Region 2, Office of Director. 83/11/13 Ip 22336 20B 24X 

Fiche 30-416,84/02/22.8403070168 


•8403070209 Notice of deviation from insp on 830926-1014 

* Region 2, Office of Director 83/11/13 lp 22536 20? 24X 

Fiche 30-416,84/02/22,8403070168 


— 0403070216 IE Insp Rept 30-416/83-50 on 830926-1014 Violation noted 
failure to meet Tech Spec organization chart, Deviation 
noted failure to provide operator training on design 
changas to plant 

WAONER. A 0 Region 2, Office of Director JULIAN, C A. Division 
of Project Ic Resident Program* 83/11/13 7pp 22336 210 24X 
Fiche 30-416,84/02/22,8403070168 


— B 403070248 IE Inep Rept 30-416/84-03 on 840116-19. No violations or 
deviations identified. Major areas inspec tad. rad loacti ve 
gaseous Ic liquid effluents, radwaste organ! zat i on, mods, 
procedure*, audits It tol id i f ica t ion 

KAHLE, J. B Region 2, Office of Director BARR, K P. Division of 
Engineering Ic Operational Programs. 84/02/02 6pp 22336:083 
24X Fiche- 30-416, 84/02/09, 8403070247, 


8408 1601 00 Forwards IE Inep Rapt 30-416/84-04 on 840130-0202 No 
violation* or deviations identified. 

VERRELLI, D. M Dlvieion of Project l< Resident Program* 84/02/13 
RICHARD, J. B. Mississippi Power It Light Co. 2pp 22632-334. 24X 

Fiche: 30-416, B4/02/13, 8403160100 


8401190072 IE Info Notice 84-13, "Potential Deficiency In Motor 
□pereted Valve Control Circuits & Annunciation " Svc list 
end 

JORDAN, E L Division of Emsrgtncy Preparedness It Engineering 
Response (Post 8301031 84/02/20 Consolidated Edison Co. of New 

York, Inc i 1 9pp. 22909 239 24X Fichs. 30-000. 84/02/20, 8401 190072 


0402090007 IE Info Notice 04-14, "Highlight* of Recent Transport 
Regulatory Rev* by DOT Ic NRC " Svc list sncl 

GRACE, J N Division of QA, Safeguards Ic Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22332.329 24X F i ch *• 30-000, 84/03/02, 0402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinklar Sys 
Valves to Operate " 8vc list end. 

JORDAN, E L Division of Emergency Preparedness Ic Enginssring 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc !22pp, 22333-098 24X Fiche 30-000,84/03/02,8402090008 
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8402090009 IE Info Notice B4 15* “Reporting of Radiological Releaiei " 
Svc lift end 

JORDAN. E L Division of Emergency Preparedneei & Engineering 
Reiponie (Poet 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc U9pp 22353 217 24X Fiche 30-000.84/03/02.8402090009 


8403120034 Staff requirements memo re 840229 briefing in Washington, DC 
re SALP review of areas prior to issuance of full-power 
recommendation k document interpreting LER rept 
CHILK. 5 J Office of the Secretary of the Commission 84/03/02 
D1RCKS.U J Office of the Eiecutive Director for Operations ip 
22619 346 24X Fiche 30-416,84/03/02,8403120034 


8402090011 IE Info Notice 84-17, “Problems W/Liquid Nitrogen Coaling 
Components Below Nil Ductility Temp “ 8vc list encl 
JORDAN, e L Division of Emergency Preparedness S, Engineering 
Responee (Post 830103) 84/03/03 Consolidated Edison Co of New 

York. Inc U7pp 22333 336 24X Fi che 30-000, 84/03/03, 84020900 1 i 


8403290131 Forwards IE Insp Rept 30-416/84-02 on B40116-20 No 
violations or deviations noted 

VERRELLI.DM Division of Project 4t Resident Programs 84/03/03, 
RICHARD, J B Mississippi Power ii Light Co 2pp 22B06 001 24X 
Fiche 30-416,84/03/03,8403290131 


8403220147 Monthly operating rapt for Feb 1984 U/94031S 1 tr 

CE8ARE, J 0 , DALE, L F MiseissiRpi Power 4< Light Co 04/02/29 
DEYOUNO, R C Director's Office, Office of Inspection and 
Enforcement 6pp 22716 031 24X Ficha 30-416, 84/02/29- 8403220147 


9 Reportable occurrence*, LER* & related correspondence 


8403230148 Forwards Technical Review Rapt AE0D/T332, "Reactor Vessel 
Drainage " 

SALAH, S Reactor Operation* Analyst* Branch 83/10/07 
SEYFRITiK V Rsactor Operations Analysis Branch ip 22743 330. 
24X Fiche 30-416. 83/10/07, B4O323O140, 


--8403230130 "Reactor Veseel Drainage." technical review rept. No further 
evaluation neceesary 

8ALAH.8 Director's Office 83/10/07. 3pp 22743' 33? 24X 

Fiche 30-416,83/10/07,8403230148 


B403O1O431 Informs Commission of problems w/emergency diastl generators 
mfg by Transamerlca Delaval, Inc 

DIRCK8, W J Office of the Executive Director for Operations. 
SECY-83-034 04/01/23 4pp 22438 347 24X Flch S' 30-000. 04/01 /23, 

8403010451 


--840329D1 36 IE Insp Rept 50-416/84-02 on B401 16-20 No violations or 
deviations noted Major areas inspected electrical preventive 
6 corrective maint activi ties. maint records & training of 
maint personnel 

GIBBONS. T D Region 2, Office of Director CONLON, T E Dlvieion 
of Engineering 6 Operational Programs 84/02/22 Opp 22806 003 
24 X Fiche 30-416,84/03/03,8403290151 


8402090024 IE Info Notice B4-09,Rev 1. "Lessons Learned From Inspe of 
Fir* Protection Safe Shutdown Sys 11 Svc list encl 
JORDAN, E L Division of Emergency Preparedneis 6 Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22633 049 24X Fiche 50-000, 84/03/07, 8402090024 


8402090028 IE Info Notice 84-1B, “Stress Corrosion Cracking in PWR 
Sys " Svc list enci 

JORDAN. E L Division of Emergency Preparedness S, Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22384 186 24X Fiche 50-000,84/03/07,8402090028 


8402090031 IE Bulletin 84-02. "Failures of 08 Type HFA Relays in Use in 
Class IE Safety Sys “ Svc list encl 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

I34pp 22823 094 24X Fiche 50-000,84/03/12,8402090031 


8403290030 Provides interim response to IE Bulletin 83-07. “Apparently 
Fraudulent Products Sold by Ray Millar, Inc ” Results of 
Investigation to date indicate no Ray Miller products 
supplied to facilities Final response expected by 840525 
MCOAUGHY, J P Mississippi Power t, Light Co 84/03/13 

O'REILLY, J P Region 2, Office of Director 3pp 22B06 224 24X 

Fiche 50-416,84/03/13,8403290030 


8403290306 Requests addl delay In submittal of Inservice insp program 
until S40B01 Justification provided 

DALE, L F Mississippi Power i Light Co 84/03/16 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 22002 172 
24X Fiche 50-4 1 6.84/03/16 , 8 4 0 3 290 3 06 


0403010121 Updated LER 03-1 81 /03X-1 . on 831 1 10, chann* 1 C as-found 
setpoint* for undervoltag* trip were 116 2-volt ac Cause 
unknown Voltage adjusted within desired rang e. W/840221 ltr 
PARKER, J , DALE. L F Mlcsissippl Power i< Light Co. 04/02/21 

O'REILLY. J P Region 2, Office of Director, 3pp. 22436:033. 24X 
Fiche 30-416,04/02/21,8403010121 


8403020406 Adviees that draft "Final Rapt on Dlv I 8, II Transamerlca 
Delaval, Inc Dleeel Oanaratori, “ forwarded to NRC on 040216 
will be submitted In final form on 840221, 

HOUBTON, M D Licensing Branch 2 84/02/21. Licensing Branch 2 

3pp 22492 104 24 X Fiche 30-416,84/02/21,8403020406 


— 0403020410 Draft "Final Rept on Div I k It Traneamerica Delaval, Inc 
Diesel Generator* " 

• Mississippi Power it Light Co 04/02/13 74pp. 22492.107, 24X 

Fiche 50-416,84/02/21,8403020406 


8403060453 Discusses deficiencies discovered in Delaval emtrgancy 
diesel generators Written submittal requested giving details 
of enhancement program to juitify interim operation 
E1SENHUT, D 0 Division of Licensing 04/02/24. RICHARD, J B. 
Mississippi Power & Light Co 4pp 22550.003. 24X 

Fiche 30-416,84/02/ 24,8 4 0 306 04 33. 


B403080011 Forward* response to Commissioner Gillnsky request far info 
an frequency of personnel errori at selected operating 
p lante. Summary of tabulated event* ra operator error*., 
personnel error* or procedural error* provided' for CY93 
DIRCKS, W J Office of the Executive Director for Operations. 
84/02/24 PALLADINQ Commissioners 17pp 22304,142. 24X 

Fiche 30-000, 84/02/24, B4030B001 1. 


8403090091 LER 04-006-00 on 840i20, during drywell high pressure 
channel A functional test, indicator light failed to 
Illuminate Caused by failure of test procedure to properly 
instruct technicians Procedura being revised, W/840224 ltr. 

BYRD, R. U , DALE, L F Mississippi Power s< Light Co 84/02/24 3pp 
22376.033 24X Fiche 50-416, 84/02/24, B403090091. 


8402090043 IE Info Notice 04-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities “ Svc list encl 
JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 030103) B4/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 50-000,84/03/21,8402090043 


8403090192 Final RO 84-006/0 on 8401 IB, Fire Doors 1A312, OC41 4, OC 103 k 
1A314 taken out of svc for maint Caused by damage ae result 
of heavy use Fira watches established until door* restored, 

DALE, L F Missietlppi Power 0 Light Co 84/02/24 O'REILLY, J.P 
Region 2, Office of Director. 2pp 22373 307. 24X 

Fiche, 30-416, 84/02/24, 8403090192 


8402090044 IE Info Notice 84-20, "Svc Llf* of Relays in Safety-Related 
Sys n Svc list and 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 84/03/21 Conso 1 idated Edison Co of New 

York, Inc 133pp 22933 001 24X Fiche 30-000,84/03/21,8402090044 


R Periodic operating reports k related correspondence 


8403020047 Monthly operating rept for Jan 1984 W/840213 itr 

CESARE, J G , DALE, L, F Mississippi Power Si Light Co 04/01/31 
DEYOUNO, R C Director's Off let. Office of Inspection and 
Enforcement JZpp. 22441 173 24X Fiche 30-416,84/01/31, 

8403020047 


8403010207 Forward* 11 investigation of Typas AF Si AE Piston Skirts, M par 
Transamer ica Delaval, Inc Owner* Group program commitments. 

Rapt avaluates cracks in AF piston skirts in ahoreham b 
Grand Gulf Nuclear Power Stations. 

MUSELER, W, j, TD1 ( Transamer i ca Delaval, Inc ) Ounart Group, 

MUSELER.W J Long leland Lighting Co. 84/02/27 DENTON, H, R. 

Office of Nuclear Reactor Regulation, Director 3pp. 22434-090 
24X Fiche: 30-000, 84/02/27, 8403010207 


— B403010446 "Investigation of Types AF S< AE Piston Bkirts. M 
» Failure Analyeii Associatee FAAA-84-2-14. 84/02/27, 

22434 093, 24X Ficha 30-000, 04/02/27, B403010207 


B3pp , 


B 40 3020443 Forwards monthly status rept of offsite emergency 
preparednese for OL review* for Jan 1984 Change* in FEMA 
finding dates not caused by delay due to offsite emergency 
planning issue* 

DIRCKS, W J Office of the Executive Director for Operation 
84/02/21 PALLADINQ Commi* si oner i 9pp 22492 083 24X 

Fiche 30-000,84/02/21,8403020443 


8403140203 Forward* "Operating History Overview for Diesel Generator* 
in Nuclear Svc," comparing Traneamerica Delaval, Inc 
generator* w/generator* mfg by other vandors 

HEBPON, F J Program Technology Branch. 84/02/27. BERL1NGER, C. H. 
NRC - No Detailed Affiliation Given, Ip 22638:319, 24X 

Fiche 30-000,84/02/27,8403140203. 



DOCKETED ITEMS 


321 


— 0403140203 "Operating History Overview for Diesel Generators In Nuclear 
Bvc " 

* Director's Office 04/02/27 63pp 22637 001 24X 

FI che' DO- 000 1 04/02/27. B403 140203 


8403010218 Forwards task descriptions for 16 known problems re 
Transamerlca Delaval. Inc emergency diesel generators 
MUSELER.W J TDI (Transamerlca Delaval. Inc ) Owners Group 
MUSELER.W J Long Island Lighting Co B4/02/2B DENTON, H R 
Office of Nuclear Reactor Regulation. Director 42pp 22433 177 
24X Fiche 30-000, 04/O2/2B, 8403010210 


8403260233 Forwards summary list op deficiencies Identified per 
10CFR30 33(e), Part 21 ft potential generic 1 tr repts for 
c amments 

8TAR0STECKI, R Division of Project ft Resident Programs 04/02/20 
Region 1, Office of Director 7pp 22736 063 24X 

Fichi 30-000,04/02/20,8403260233 


8402070020 Board Notification 84-044 forwards Part 21 rept re 
Transamerlca Delaval, Inc turbocharger thrust bearing 
Lubrication defect resulting in engine nonavailability 
EI8ENHUT, D 0. Division of Licensing B4/02/29 PALLADINO, 
OIL INSKY, ROBERTS Commissioners 4pp 22341 263 24X 

Fiche 30-000,04/02/29.0402070020 


0403090263 Final Deficiency Rept PRD B3/08 re inability to maintain 
pressurised water supply to RHR pumps ft discharge piping 
supplied by Bechtel Initially reported on 030413 Herduare 
mods Implemented Alio reportable per Part 21 
MCOAUGHY, J P. Mississippi Power ft Light Co 04/03/02 

□ 'REILLY, J. P Region 2, Office of Director 4pp 22372 144 24X 

Fiche. 30-416. 84/03/02, B403090263. 


0403120140 LER 84-007-00 on 040120. discovered Halon sys control panel 
for computer fa control panel room w/mlssing fuses Cause 
unknown Fuses replaced W/B40302 ltr 

PARKER, J . DALE, L F Mississippi Power ft Light Co 04/03/02 3pp 
223031237 24X Fiche' 50-416, 04/03/02, 8403120148 


8403120139 Special Rept 04-007/0 on B40131 ft 0210, bolt* securing Dlv i 
standby diesel generator left bank turbocharger failed 
during 100 h test run* No noticeable effect on engine 
performance noted LER 03-107 will be updated 

DALE, L F Mississippi Powsr ft Light Co, 84/03/02 O'REILLY, J P 
Raglan 2, Office of Director 2pp 22386’ 233 24X 

Fiche. 30-416,04/03/02, 0403120139 


B403L30093 Updated RO 83-088/1 on B30704, control room temp reached 
80 F, exceeding limit of 77 F No immediate disqualification 
of affected equipment occurred Horst case effect is 
reduction of equipment qualified life, 

DALE.L F Mississippi Power ft Light Co 04/03/02 O'REILLY, JP 
Ragion 2, Office of Director 8pp 22399.001, 24X 

Fiche 30-416,84/03/02,0403130093 


8403130192 Updated LER 03—1 S3/03X— 1 • on 831201, while In cold shutdown, 
breaker 392-2103 tr ipped, cau* ing loss of power to Dlv 1 E8F 
bus ft all balance of plant loads Caused by two shorted 
wires in brsaksr hand switch Wire* altered W/04O3O2 ltr 
BYRDr R . i DALE, L, F Mississippi Power ft Light Co 04/03/02 
O'REILLY, J P Region 2, office of Director. 3pp 22617.293 24X 

Fiche, 90-416, B4/03/02, 0403130192, 


0403130274 Updated LER B3-I 96/03X-1 : on 831003, capscrew securing 
■tarting air manifold to support plate on left bank cylinder 
0 found broken inside plate Cause undetermined Capscrew 
replaced W/B40302 ltr. 

BYRD, R. > DALE, L F. Mississippi Power ft Light Co 84/03/02 
O'REILLY, J P. Region 2, Office of Director 3pp. 22617-130 24X 

Fiche 90-416, 84/03/02, 0403130274. 


8403140048 Forward* “©rand Oulf Component Tracking Bye,' 1 "Shoreham 
Component Tracking 8y*“ ft "Transamer ica Delaval, Inc 
Diaael ©enerator* Owner* ©roup Program Plan, " to resolve 
concerns w/emergency diesel generators 

MU8ELER, H J. Long Island Lighting Co 84/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22626 062 
24X Fiche: 90-000, 84/03/02, 8403140049 


—8403140080 "Grand Oulf Component Tracking Sys 11 

* Long Island Lighting Co. 64/02/29 079pp 22626.064. 24X 

Fiche, 30-000, 84/03/02, 8403140048. 


— 8403140095 "Transamerlca Delaval, Inc Dleeel Qenerators Owner* ©roup 
Program Plan, H 

* TDI (Transamer ica Delaval, Inc. ) Owners Group 84/03/02 
26 1 p p 22628: 223. 24 X Fiche: 90-000, 84/03/02, 8403 1 40040 


0403130248 RO 84-008/0 on 840124, fire barriers located In U720 control 
room floor module* LA37-L01 ft LA39-LD4 opened to Implement 
design change package Fire watch established Work task will 
be completed by 840416 

DALE.L F Mississippi Power ft Light Co 04/03/03 O'REILLY, J R 
Region 2, Office of Director 2pp 22617 237 24X 

Fiche 30-416,84/03/03,0403130240 


0403130253 Bpecial Rept 04-009/0 on 040121, smoke detector in Zone 2-4 
covered for planned maint activities Caused by welding In 
piping room Fire watch established Zone reset ft restored to 
operability on 840206 

DALE.L F Mississippi Power ft Light Co 04/03/05 O'REILLY, J P 
Region 2, Office of Director 2pp 22617 135 24X 

Fiche 50-416,84/03/03,0403130233 


0403190039 LER 04-000-00 on 840202, d ur 1 ng cold shutdown, control power 
to HPCS pump lost Caused by Incorrect Info on electrical 
lineup sheet of sys operating Instruction Instructions 
changed to correct breaker info H/B40303 ltr 

PARKER, J , DALE.L F Mississippi Power ft Light Co 84/03/03 3pp 
22666 197 24X Fiche 50-416,04/03/05,0403170059 


8403190113 Special Rept 84-009/0 on B40201.HPCS diesel generator 
tripped! on low lube oil pressure during routine 
surveillance Caused by failed relay Agastat relay replaced 
w/identlcal component ft similar type relays calibr 
DALE.L F Mississippi Power ft Light Co 94/03/09, O'REILLY, JP 
Region 2, Office of Director 2pp 22666 266 24X 

Fiche 50-416,04/03/03,0403190115 


8403300251 Summary of 840221 meeting w/util in Bethesda,ND re details 
of util proposed ons l te/of f s 1 te electrical power reliability 
program for Transamerlca Delaval, Inc diesel generators 
Attendance list ft vlewgraphs end 

HOUBTQN, M D Licensing Branch 2 04/03/06 Licensing Branch 2 

21 pp 22843 001 24X Fiche 30-416,04/03/06,8403300251 


8403120136 Part 21 rept re Meetinghouse Type SA-1 DSR or DBRV standby 
diesel generator differential relay defect Reley problem 
reported in 040215 Buppl 1 to IE Info Notice 83-63 RTE Delta 
requested to review defect ft recommend correction 
BOYER, R E Transamerlca Delaval, Inc 04/03/07 Director's 
Office, Office of Inspection and Enforcement 2pp 22505 2i9 24X 

Fiche 90-416.84/03/07,0403120136 


0403130464 LER 04-003-00 on 840210, while power removed from control 
room fresh air unit chlorine detector D.per maint work 
order, unit started up automatically In isolation mode Caused 
by personnel error Personnel counseled M/040300 ltr 
PARKER, J , DALE.L F Mississippi Power ft Light Co B4/03/08 3pp 
22613 249 24X Fiche 50-416,84/03/00,8403130464 


0403190033 Updated LER 83-126/01X-1 on 830904, Div 1 diesel generator 
fuel line ruptured, causing fir* near left bank turbocharger 
Caused by fatigue crack propagation Fuel line support added 
to Dlv 1 ft 2 diesel generator* W/B40308 ltr 
DYRD.R , DALE.L F Mississippi Power ft Light Co 04/03/00 
□ 'REILLY , J P Region 2, Office of Director 7pp 22666 113 24X 

Fiche 30-416,04/03/08,0403190033 


8403200064 Updated LER 03-179/O3X-1 . on 831105, Div II diesel generator 
shut dawn upon discovery of fuel oil return line leak After 
repair during restart, genera tor tripped due to isolation of 
fuel supply valve F016B M/840308 ltr, 

BYRD, R W , DALE.L F Mississippi Power ft Light Co 04/03/00 
O'REILLY, J P Region 2, Office of Director 4pp 22684 357 24X 

Fiche 50-416, 84/03/08, 0403200064. 


8403190043 Special Rept 84-013/0 on 040127, smoke detectors In Zone 2-10 
alarmed ft would not reset Fire watches established per Tech 
Spec 3. 3 7 9. Caused by accumulation of dust particles on 
ionliatlon detector Detectors cleaned ft reset 

DALE, L F Mississippi Power ft Light Co. 84/03/0? O'REILLY, J P 
Region 2, Office of Director 2pp. 22666 246 24X 

Fiche’ 50-416, 84/03/09, 8403170043 


B403190331 Special Rept 84-012/0 on B4O201, spec lal fire door lnsp 
revealed 147 doore in auxiliary ft control bldgs not lh 
compliance w/spec requirements Updated rapt expected by 
840931. 

DALE.L F Mississippi Power ft Light Co 84/03/09 O'REILLY, J P 
Region Si Office of Director 2pp 22673.280 24X 

Fiche 30-416,84/03/09.8403190331 


8402090039 Board Notification 84-052 forwards meeting summaries 
containing transcripts of 840210 ft 16 meeting* between NRC ft 
Transamerlca Delaval, Inc (TDI) Owners Group Distribution 
list and 

EISENHUT, D 0 Division of Licensing 84/03/12 PALLADINO 
Commissioners 3pp 22700:001 24X Fiche 90-000,04/03/12. 

0402090039 



DOCKETED ITEMS 


3060336 Forward* summary of 810310 moating w/Transannrlca Delaval, 
nc Owner* Group in B* the* da. MD m problem* w/emerg»ncy 
ieael generator* 

ARUSO, R Licensing Branch 2 84/02/27 □ 'REILLY. J P NRC - No 

stalled Affiliation Given 6pp 22708 006 24X 

tche 30-000,84/03/12, B402Q90Q39 


3060934 Tran*cript of 940210 meeting w/Transamerira Delaval.Inc 
<iner* Group in Bethesda.MD re problem* w/amerg ency diesel 
enerators 

NRC - No Detailed Affiliation Given 84702/10. 1 47p p 

'201 008 24X Flche 50-000, B4/03/I2, 0402090039 


3070409 Summary of 940216 meeting w/Trang*mer ica Delaval.Inc Owner* 
roup In Wading River. NY re program plan to establish 
suability of diesel generators Agenda. meeting transcript & 
ttendance list end 

ILLER. M A Licensing Branch 4 B4702/27 Licensing Branch 4 

ip 22700 161. 24X Flche 50-000.84703/12,9402090039 


3070423 Transcript of B40216 conference in Wading River, NY re 
•ansamerica Detaval, Inc die»el generators Pp 1-82 
Commissioners 84/02716 S4p p 2270B 169. 24X 

che 30-000. 04/03/12. 8402090039 


10030 Forwards "Design Review of Connecting Rod Bearing Shells for 
isamerica Delaval Enterprise Engines" For Shoreham £ 
id Gulf diesel generators 

LER.W J Long Island Lighting Co 84/03/12. DENTON, H R 
ce of Nuclear Reactor Regulation. Director 2pp 22632 074 
Flche 30-000. 84/03/12. 3403140050 


1140086 "Design Review of Connecting Rod Bearing shells for 
ansamerica Delaval Enterprise Engine* " 

Failure Analysis Associates PAO 7396 84/03/12 51pp 

632 076 24X Flche 50-000,84/03/12,8403140050 


'0216 Special Rept 84-010/0 on 840210. d i e«« 1 generator 12 failed 
tart on manual Initiation signal from control room 
ed by erroneous step in procedure, resulting in improper 
stment of lifter* during pushrod replacement 

.L F Mississippi Power b Light Co 84/03/12 O'REILLY, J P 
on 2. Office of Director 2pp 22670 246 24X 

e 30-416.84/03/12.8403190216 


0292 Special Rept 84-014/0. on B40204, 1 i sted fire door* blocked 
to support planned maint ac t ivi 1 1 es. Fire watches 
blished per Tech Spec 3, 7 7 until doors restored 
i L F Mississippi Power b Light Co 84/03/12 O'REILLY, J P 
on B| Office of DiTectOT 2pp 22674 359 24X 

9 30-416,84/03/12,8403190292 


3017 Updated LEfi 83-189/03X-1 on B31207 b 840201 , br ea k er 132-1704 
iv 3 ESF bus tripped Caused by broken current limiter 
stor socket f-or breaker position indicating light 
tat relay 7012 replaced W/B40312 Itr 

.R , DALE, L F Mississippi Power It Light Co B4/03/12 

ILLY, U P Region 2, Office of Director 4pp 22698 346 24X 

e 30-416.84/03/12.8403200017 


1133 Forwards " Transamer 1 ca Delaval.Inc Diesel Generator Rocker 
Capscrew Stress Analysis Rept " Capscrew design adequate 
applicable engines tt syc conditions 

-ER.M J TDI ( Transamer 1 ca Delaval. Inc > Owners Group 
3/13 DENTON. M R Office of Nuclear Reactor Regulation. 

Ctor 2pp 22639.270 24X Fiche: 30-000, 84/03/13, 8403150133 


1014 Special Rept 84-015/0 on 040229. QA identified failure to 
arm monthly verification per Item 2 C(20) requiring 
fuel pool coolers to be Isolated from standby svc 
sys Temporary change notice initiated 
L F Mississippi Power t, Light Co. 84/03/13, 0 'REILLY. U P 

in 2, Office of Director 3pp 226B3 333 24X 

» 50-416, 84/03/13,6403200014 


1192 Final deficiency rept re anti-rotational setscrew* in Anchor 
ng glove valves Initially reported on B402I3. Setscrew 
ened 6 stem collar threads staked using ctr punch 
reported per Part 21 for Unit 1, 

I8HV, J P, Mississippi Power b Light Co 04/03/14 

LLY, J P Region 2, Office of Director 3pp. 22707.237 24X 

30-416, 04/03/14, B4032 10192. 


223 Responds to 840214 Requests for Info t V 2 re R-4 series 
•s List indicating engine number, mode 1 b svc number, 
mer name b addnss, rati ng. date shipped U date started 


8403260244 Updated LER 03-171/O3X-1 on 831028, fuel oil leak b broken 
connector pushrod discovered Caused by crack in oil tubing b 
difficulty in welding pushrod Tubing b pushrod replaced 
M 70403 1 6 Itr 

BYRD.R , DALE, L F Mississippi Power b Light Co 84/03/16 
O'REILLY, J P Region 2, Office of Director 4pp 22734,355 24X 

Fiche 50-416,84/03/16.8403260244 


8403300114 Special Rept 84-011/0 broadleaf vegetation samples 
unavailable far collection In Feb 1984 due to unseasonable 
weather conditions Required sampling will resume when 
vegetation recovered from harsh weather Conditions 
OALE.L F Mississippi Power & Light Co 84/03/20 O'REILLY, J P 
Region 2, Office of Director lp. 22821 236 24X 

Flche 50-416.84/03/20,8403300114 


8403300007 Updated Special Rept 84-003/1 on 8401 12, standby diesel 
generator 12 tripp'd on reverse power while running parallel 
w/offsltc power Caused by faulty control rectifier diode 
Reactifier replaced 

DALC.L F Mlseiseippi Power b Light Co 84/03/21 O'REILLY. J P 
Region 2, Office of Director 2pp 22822 129 24X 

Flche 50-416.84/03/21,8403300007 


8403300027 Updated LER 83-122/01X-1 on 030908, valve P64F467 which 
supplies operating pressure to C02 fire protection master 
selector valve found closed Cause unknown Valve now locked 
open M/840321 Itr 

BYRD.R , DALE.L F Mississippi Power b Light Co 84/03/21 

0 'REILLY. J P Region 2, Office of Director 4pp 22822 184 24X 

Fiche 50-416,04/03/21,8403300027 


8403300037 Updated LER 83-169/03X-1 on 831023, n i trogen preteure In 
control rod scram accumulator# 40-53 b 24-29 fell below 
1,520 psig Caused by normal leakage Pressure switch & gauge 
tested W/B40321 Itr 

BYRD.R ,, OALE.L F Mississippi Powsr b Light Co 84/03/21 
O 'REILLY, J P Region 2, Office of Director 3pp 22821 237 24X 

Flche 30-416,84/03/21,8403300037 


0403300002 Updated Special Rept 84-111/1 on 830328, fire penetration 
CE-519D in computer room opened under maint work order 
<MWO> to Install c ondui ts Caused by design closure detail 
being omitted from MUO Programmatic control imp lamented, 

□ALE, L F Mississippi Power b Light Co 84/03/21 O'REILLY, J P 
Region 2, Office of Director 2pp 22022 076 24X 

Flche 50-416, B4/03/21. 8403300082 


8403300113 Update LER 0B-O8O/O1X-4 on B21004, cap screw on Div 2 standby 
diesel generator securing roar crankcase caver to engine 
block cracked Caused by fatigue due to engine operation 
Cepserew* rep laced. W/840321 Itr 

BYRD.R , OALE.L F Mississippi Power b Light Co 84/03/21 
□ 'REILLY, J P Region 2. Office of Director 5pp 22021 ‘231 24X 

Fiche 30-416.84/03/21,8403300113 


8403300117 Updated LER B3-188/03X-1 on 831BOI , rsac tor protection tys 
Bus B It shutdown cooling lost when power supply breaker 
tripped Caused by Isolation valve on suction of pump 
closing Time delay setting increased to 3 5 » M/840321 Itr 
BYRD.R , DALE, L F Mississippi Power & Light Co 84/03/21. 

□ 'REILLY, J P Region 2, Office of Director 3pp 22820:252. 24X 

Fiche 50-416.84/03/21,8403000117 


8403300118 Updated LER B3-190/03X-1 on 031214, Div 2 isolation occurrad, 
causing loss of shutdown cooling when pump suction valve 
FOO? isolated Caused by temporary outage restoration 
procedure error. Procedure retired H/B4Q321 Itr 
PARKER, J , DALE, L F Mississippi Powsr b Light Co 84/03/21 

O'REILLY, J P Region 2, Office of Director 3pp, 22820:310 24X 

Flche 50-416,04/03/21,8403300118 


8403300124 Updated Special Rept 84-110/1 on 831213, Fire Door IA320 
blocked open to support planned maint b testing activities 
Fire watche* established until door restored on 840306 
DALE, L F Mississippi Power b Light Co 84/03/21 O'REILLY, J P 
Region 2, Office of Director lp 22821 101. 24X 

Flche 30-416. B4/03/2I, 8403300124 


8403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension b Stress Analysis." prepared by SbM for 
Transemerica Delaval.Inc (TDI) Diesel Generator Owners 
Group 

MUBELER, W J TDI { Transamer ica Delaval, Inc,) Ownars Group. 
MUSELER, H J Long Island Lighting Co 04/03/23 DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director 2pp. 22774' OOl 
24X Fiche 50-000, B4/03/23, 0403270132 


MS, C 8 Transameriea Delaval, Inc 64/03/16 EI6ENHUT.DO 
ion of Licensing 2(Jpp. 22691 179 24X FI ch e, 30-000, 84/03/16, 

00222 
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B403270134 Request* meeting on B40418 to discuss short-term & long- 
term corrective actions & investigations re Transamer tea 
Del aval diesel generators List of suggested meeting topics 
• nc 1 

MCGAUOHY, J P TDI (Transamer i ca Delaval. Inc 1 Owners Group 

MCQAUOHY, J P Mississippi Power & Light Co 84/03/23 DENTON. H R 

Office of Nuclear Reactor Regulation. Director 4pp 22769 133 
24X Ftche 30-000.04/03/23,8403270134 


T Hearing transcripts on non-anti trus t matters 


0403070323 Forwards info re shift advisors. including job description 
MCGAUOHY, J P Mississippi Power t, Light Co 94/02/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 6pp 23546 198 
24X Fiche 30-4 16. B4/02/20, B403070325 


B403080367 Responds to FOIA request for documents re BUR Integranular 
Stress Corrosion Cracking Owners Group meeting on or about 
81102B Forwards App A documents Records also in PDR 
FELTON, J M Division of Rules and Records 84/02/28 HAFNER, B 
Suffolk Nuclear Study Group 2 pp 22383 008 24X 

Fiche 50-000,84/02/28.8403090367 


B403060QBB Transcript of 840229 hearing in Vicksburg. M3 Pp 1-95 
* Atomic Safety and Licensing Board Panel 84/02/29 103pp 

22306,001 24X Fiche 50-4 16, 84/02/29, B4O306OOBB 


840307037B Transcript of Commission 840229 briefing in Wash 1 ng ton, DC 
r* etatus of util progress toward obtaining full power OL 
Pp 1-93 Supporting documentation end 
» Commissioners 84/02/29 lOlpp 22567 090 24X 

Fiche 50-416, B4/02/29, B403070378 


B402090039 Board Notification 84-052 forwards meeting summaries 
containing transcripts of 840210 & 16 meetings between NRC & 
Traniafherica Delaval, Inc <TDI} Owners Group Distribution 
lilt end 

EIBENHUT, D 0 Division of Licensing 84/03/12 PALLADINO 
Commissioners 9pp 22708 001 24X Fiche 50-000,84/03/12, 

8402090039 


— 8403060536 forwards summary of 840210 meeting w/Transamer i ca Delaval, 
Inc Owners Group in Bethesda,MD re problems w/emergency 
diesel generators 

CARUSO, R Licensing Branch 2 04/02/27 O'REILLY, J P NSC - No 

Dateiled Affiliation Given 6pp 22700 006 24X 

Fiche 50-000, 04/03/ 12, B402090039 


— 0403060534 Transcript of B4021Q meeting w/Transamer lea Delaval, Inc 
Owners Group in Oethesda,MD re problems w/emergency diesel 
ganerators 

a NRC - No Detailed Affiliation Given 84/02/10 I47pp 
67201 OQB 24X Fiche 50-000,84/03/12,8402090039 


— 0309210434 Requests evaluation of Grand Gulf J- Shoreham 830B17 l< 23 
responses, respect ivel y re lntergranu lar stress corrosion 
cracking in BUR piping Response requested by 830916 W/o 
end 

EISENHUT, D G Division of Licensing 83/09/06 VOLLMEfi. « 
Division of Engineering ip 22503 010 24X 

Fiche 50-000,84/02/28,8403080367 


8403050236 Forwards detailed breakdown of appro* 200 Tech Spec changes 
requested by licensee 6 categonxed in Dircks 840202 memo 
DIRCKS, W J Office of the Executive Director for Operations 
84/02/29 PALLADINO, GILINSKY, ROBERTS Commissioners 36pp 
22527 215 24X Fiche 50-416,84/02/29,8403050236 


8403210109 Submits Interim response to B40224 ltr requesting 
certification re Tech Specs U FBAR Review S< certification 
program in progress Meeting scheduled for 840309 to discuss 
program scope, review criteria & schedule 

DALE, L F Mississippi Power *< Light Co 04/03/08 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 22704 360 
24X Fiche 50-416.84/03/08,8403210109 


0403210053 Endorses SH Hobbs Feb 1904 Ltr HGN-Q15 to HR Denton in 
response to NRC 831208 request for addl info re Hydrogen 
Control Owners Group (HCOG) test program Questions to be 
answered by HCOG U u t i 1, r espec ti ve ly , 1 1 s ted 

DALE, L F Mississippi Power U Light Co 84/03/09 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22704 344 
24X Fiche 50-416,04/03/09,8403210053 


- -0403070409 Summary of 840216 meeting w/Transamer i ca Delaval, Inc Owners 
Oroup in Wading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript & 
attendance list end, 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

Bpp 2270B 161. 24X Fiche 50-000,84/03/12,8402090039 


— 8403070423 Transcript of 840216 conference in Wading River, NY re 
Transamer lea Delaval, Inc diesel generators Pp 1-82 
* Commissioners 84/02/16 84pp 22700 169 24X 

Fiche 50-000,84/03/12,6402090039 


8403230195 Transcript of 940320 briefing in Wash ing ton, DC re Tech Spec 
requirements Pp 1-74 Supporting documentation end 
* Commissioners 84/03/20, 85pp 22759 17S 24X 

Fiche. 50-416, 84/03/20, 8403230195 


V Operator Examinations 


8403290094 Forwards updated info on operating shift experience to 
eupersede previous submi t tel, inc 1 ud ing chart of experience 
levels of five propossd operating shifts, 

DALE, L F Mississippi Power 4< Light Co. 84/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Bpp 22B06 341 
24X Fiche' 50-416, 84/03/16, 0403290094. 


B403210057 Forwards description of Tech Spec review program, per 040224 
request Program estimated to end on 840406 Formal response 
expected by 840409 

MCQAUGHY, J P Mississippi Power «, Light Co B4/03/18 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 22705 021 
24X Fiche 50-416,84/03/18,8403210057 


— B403210062 "Tech Spec Review Program Description " 

# Mississippi Power fc Light Co 84/03/31 20pp 22705 023 24X 

Fiche 30-416, B4/03/IB, 8403210057 


E NRC Safety Evaluation Report (SER), suppls 6 correspondence 


8403000179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld <ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, S I 
Garvey, Schubert, Adams 6 Barer 7pp 22583 226 24X 

Fiche 30-000,84/02/13.8403080179 


— 8005130793 Provides status of SER inputs 6 acceptance reviews far OL 
CP applications Schedule should be met 

BURKE, M C Effluent Treatment Systems Branch 00/02/06 
KREGER.W E Assistant Director for Site Analysis lp 22503 235 
24 X Fiche 50-000,84/02/13,8403080179 


X Onsite Storage of Lou Level Waite 


8403220156 Inform* of plans for meeting class 1 f icatl on fc waste form 
requirements of 10CFR61. Contractor currently dewatering 
resin* U/epproved procedures to ensure no free standing 
water exists 

DALE, L F, Mississippi Power & Light Co 84/03/16 DENTPN, H R 
Office of Nuclear Reactor Regulation, Director 3pp 22715 333 
24X Fiche: 50-416, 84/03/16, 8403220156 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. App I icatlon/constructlon stage document* & correspondence 


8403160252 Forwards request far addl Info re const 8A program to 
complete evaluation of changes to program 

LEWIS, R. C Division of Project «, Resident Programs 84/02/13 
RICHARD, U B Mississippi Power t< Light Co 3pp 22660 115 24X 

FI ch*' 50-417, 84/02/13, 0403160252 


0403210140 Forwards confirmation of Lonergan safety relief valve 
qualification h operability testing of reclassified valves, 
per util 821108 & 18 ltrs & 8SER 4 

DALE, L F Mississippi Power * Light Co 84/03/13 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 4pp 22707 276 
24X Fiche 50-416.84/03/13,8403210140 


F Security, medical, emergency 6 fire protection plans 


8403210113 Forwards 8 ALP Repts 30-416/83-53 6 S0-417/B3-O9 for 
Sept 1982 - Sept 1983 

LEWIS, R C Division of Project J< Resident Programs 84/01/11 
RICHARD, •J B Mississippi Power ti Light Co 2pp 22707 144 24X 

Fiche 30-416,04/01/11,0403210115 


— 8403210122 GALP Repts 50-416/83-55 & 30-417/83-09 for Sept 1982 - 
Sept 1983 

* Region 2, Office of Director 84/01/11 32pp 22707 146 24X 

Fiche 50-416,04/01/11,8403210115 



324 


DOCKETED ITEMS 


3403160231 Notifies of B4Q316 workshop to discuss 10CFR50.App R 
requirements !. insp result* to resolve misunderstandings re 
firs protection Attendees should be limited to six due to 
sLza of conference room 

LEWIS, R C Division of Project Si Resident Programs 04/03/02 
RICHARD, J B Mississippi Power Si Light Co lp 22660 390 24X 

Fiche 50-416. 04/03/02, 0403160281 


04-03160336 Discusses util 040224 Itr re 1964 emergency exercise 
Exercise objectives reviewed k comments provided to 
P Boned set, corporate emergency preparedness coordinator 
VERRELLI.D M Division of Project 8, Resident Programs 84/03/05 
RICHARD, J 0 Mississippi Power Si Light Co lp 22660 031 Z4X 
Fichu 50-416,84/03/05.0403160336 


0403150052 Forwards State of LA B31227 request for exemption from full 
participation at 940410 annual radiological emergency 
preparedness exercise FEMA supports ex emption, based on Btate 
of LA full participation in Waterford exercise 
KRIMM.R W Federal Emergency Management Agency B4/03/09 
JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103 ) 3pp 22641 355 24X Fiche 50-416,94/03/09, 

8403150052 


0 Adjudicatory correspondence 


0403210165 Response to Jae k soil i ans United for Livable Energy policies 
renumbered Contentions 1,2 S 3 Admission of renumbered 
eo-ntenttons acceptable Certificate of Svc end 

WAGNER, M E Hearing Branch 4 DSB 016 04/03/19 Atomic Safety 

and Licensing Board Panel 7pp 22710 217 24X 

Fiche! 90-416, B4/03/19, 8403210163 


8403270318 Forwards staff 830319 response to petitioner renumbered 
Contsntions 1,2 Si 3, per request W/o end 

WAGNER, M E Hearing Branch 4 DSB 131 84/03/22 STEWARTr C 

Affiliation Not Assigned lp 22789 028 24X Fiche 50-416, 

04/03/22, 0403270318 


K General correspondence 


0403270211 Expresses concern on safety of facility NRC should not allow 
operation before plant meets safety criteria 

WIENER, J L Affiliation Not Assigned 84/03/22 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22772 144 
24X Fiche 50-416,04/03/22,8403270211 


J Insurance S, Indemnity information 


8403140121 Forwards Endorsement 29 to NELIA Policy NF-257 8, Endorsement 
11 to HAELU Policy MF-106 

DALE, L F Mississippi Power 8, Light Co B4/03/02 KERR, G, U 
Office of State Programs, Director 4pp 22620 284 24X 

Fiche 50-416, 64/03/02, B403140121 


Q Inspection reports, IE Bulletins 4. correspondence 


0403070268 Responds to questions raised during special safety insp on 
B30322-25 re IE Bulletin BO-il that three mortar cube 
compression tests did not meet min compressive strength 
requirements Structural integrity unimpaired, 

DALE, L F Mississippi Power Si Light Co 83/12/30 O'REILLY, J P 
Region 2, Office of Director 6pp. 22546 006 24X 

FIcha 50-416,83/12/30,0403070268 


0403210115 Forwards SALP Repts 50-416/83-99 Si 90-417/03-09 for 
Sept 1982 - Sept 1963 

LEWIS, R.C Division of Project S, Resident Programs 84/01/11 
RICHARD, JS Mississippi Power 8, Light Co 2pp 22707' 144 24X 

Fiche 90-416, B4/01/11, 8403210115 


— S403210122 SALP Rupti 50-416/83-53 & 50-417/03-09 for Sept 1902 - 
Sept 1983 

• Region 2, Office of Director 04/01/11 32pp 22707 146 24X 

Fiche: S 0-416, 04/01/1 1, 84032101 15 


1190D72 IE Info Notice B4-13, "Potential Deficiency in Motor 
perated Valve Control Circuits 8, Annunciation “ Svc Hit 
ncl. 

JORDAN, E L Division of Emergency Preperedness It Engineering 
Rueponse (Post B301031 B4/02/2B Consolidated Edison Co, of New 

York. Inc 1 1 5pp 22909 239 24X Fiche 50-000,84/02/20,0401190072 


B402090007 IE Info Notice 84-14, "Highlights of Recent Trensport 
Regulatory Revs by DOT 8i NRC " Svc list end 

GRACE, J N Division of 0A« Safeguards 8t Inspection Programs IPost 
830103) 84/03/02 Consolidated Edison Co of New Yorl, Inc 

130pp. 22552 329 24X Fi ch * 50-000, 84/03/02, 0402090007 


0402090008 IE Ipfo Notice 04-16, "Failure of Automatic Sprinkler By* 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness i, Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc !22pp 22553 098, 24X Fiche 90-000,84/03/02,8402090008 


8402090009 IE Info Notice 84-19, "Reporting of Radiological Release* “ 
Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 830103) 84/03/02. Consolidated Edison Co of New 

York, Inc, U9pp 22553,217 24X Fiche 50-000,84/03/02,8402090009 


8403120034 Staff requirements memo re 840229 briefing in Waehington, DC 
re BALP review of areas prior to Issuance of full-power 
recommendation & document interpreting LER rapt 

CHILK.8 J Office of the Secretary of the Commleeion 84/03/02 
DIRCK8, W J Office of the Executive Director for Operation# ip 
22619 346 24X Fic h f 50-416, 84/03/02, B4031 20034 


8402090011 IE Info Notice B4-17. "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc liet enc 1 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/09 Consolidated Edieon Co of New 

York, Inc I17pp 22553 336 24X Fiche 90-000, 84/03/09, 8402090011 


8402090024 IE Info Notice B4-09, Rev 1, "Lesson* Learned From Ineps of 
Fire Protection Safe Shutdown By* " Svc list end 
JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co. of New 

York, Inc 110pp 22635 049 24X Fiche 90-000,84/03/07,8402090024 


B402090028 IE Info Notice B4-1B, "Stress Corrosion Cracking in PMR 
8ys " Svc list end 

JORDAN, E L Division of Emergtncy Preparedness k Engineering 
Response (Post 830103) 84/03/07 Consolidatsd Edison Co of New 

York, Inc MSpp 22584 186 24X Fiche' 90-000, 84/03/07, 8402090028 


8402090031 IE Bulletin 84-02, "Failures of QE Type HFA Relay* in Use in 
Class IE Safety Sys “ Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fiche 50-000,84/03/12,8402090031. 


8403290030 Providei Interim response to IE Bulletin B3-07, "Apparently 
Fraudulent Producti Sold by Ray Miller, Inc H Results of 
investigation to date indicate no Ray Miller products 
supplied to facilities Final response expected by B40529 
MCQAUGHY, J P Mississippi Power k Light Co 04/03/13. 

O'REILLY, J P Region 2, Office of Director. 3pp 22806 224, 24X 

Fiche 50-416,04/03/13,0403290030, 


8402090043 IE Info Notice B4-19, "Two Event* Involving Unauthorixed 
Entries into PWR Reactor Cavities ” Svc list end, 

JORDAN, E L Division of Emergency Preparedness *, Engineering 
Response iPost 830103) 84/03/21 Consolidated Edison Co Df New 

York, Inc 123pp 22823 229 24X Fiche 90-000, 84/03/21, B402090043 


8402090044 IE Info Notice 84-20, "Bvc Life of Relay* in Safety-Related 
Sys “ Svc list end 

JORDAN, E L Division of Emergency Preparednee* *< Engineering 
Response (Post 830103! 84/03/21 Consolidated Edieon Co of New 

York, Inc 135pp 22933 001. 24X Fiche 50-000,84/03/21,8402090044 


R Periodic operating reports l< related correspondence 


8403020443 Forward* monthly status rapt of offsite emergency 
preperedness for OL reviews for Jan 1984 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
planning issue* 

DIRCK8, W J Office of the Executive Director for Operations 
04/02/21 PALLADINO Commissioner* 9pp 22492,083 24X 

Fiche 90-000,84/02/21.0403020443 


S Reportable occurrences, LERs it related correspondence 


8403010491 Inform* Commission of problems w/*m#rg#ney diesel generator* 
mfg by Transamertca Delavali Inc 

DIRCKB, W J Office of the Executive Director for Operations, 
SECY-83-034 84/01/29, 4pp. 2243B 347. 24X Fiche 90-000,84/01/29. 

8403010491 


0403010207 Forward* "Investigation of Type* AF »< AE Piston Skirt*." per 
Traneamerica Delaval, Inc Owner* Oroup program commitment*. 

Rept evaluates crack* in AF piston skirts in Shoreham l 
Grand Gulf Nuclear Power Station* 

MUSELER, W J TDI (Transamer ica Dtlavai, Inc.) Owner* Oroup. 

84/02/27 DENTON.H, R Office of Nuclear Reactor Regulation, 

Director 3pp 22434.090 24X Fiche 90-000,84/02/27, 0403010207 
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--8403010446 "Investigation of Types AF & AE Piston Btlrts " 

* Failure Analysis Associates FAAA-04-2-14 B4/02/27 03pp 

22434 093 24X Flche 30-000. B4/02/27. 8403010207 


8403140203 Forward* "Operating History Overview for Diesel Generators 
in Nuclear 8vc> " comparing Transamerica Delaval. Tnc 
generators w/generatore mfg bg other vendors 

HEBDPN, F J Program Technology Branch 04/02/27 BEHLINGER, C H 
NRC - No Detailed Affiliation Given lp 22638 319 24X 

Fiehe 80-000.84/02/27,8403140203 


8403070433 Transcript of 040216 conference in Uading River, NY re 
Transamerica Dalaval, Inc diesel generators Pp 1-82 
* Commissioners 84/02/16 84pp 22708 169 24X 

Flche 90-000,04/03/12,0402090039 


8403140030 Forwards "Design Review of Connecting Rod Bearing Shells fGr 
Transamerica Delaval Enterprise Engines" for Shoreham & 

Grand Gulf diesel generators 

MUSELER, W J Long Island Lighting Co 84/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 22632 074 
24X Fiche 30-000.04/03/12,8403140050 


— 0403140203 “Operating History Overview for Diesel Generators In Nuclear 
Svc. " 

a Director's Office 84/02/29 6Spp 22639 001 24X 

Flche 30-000, B4/02/27. 8403140203 


8403010219 Forward* task descriptions for 16 known problems re 
Transamerica Delaval, Inc emergency diesel generators 
MUSELER, W J TDI (Transamerica Delaval, Inc > Owners Group 
MUBELER, W 0 Long Island Lighting Co B4/02/28 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 42pp 22433 177 
24X Fiche 30-000,64/02/20,0403010218 


8403260233 Forwards summary list of deficiencies identified per 
10CFRB0 33(e), part 21 8, potential generic 1 tr repts for 
comment* 

STAR0STECK1 , R Division of Project fc Resident Programs, 84/02/20 
Region 1, Office of Director. 7pp 227S6 063 24X 

Fiche. 30-000, 04/02/28, 0403260233, 


8403090263 Final Deficiency Rept PRD 63/OB re inability to maintain 
pressurized water supply to RHR pumps & discharge piping 
supplied by Bechtel Initially reported an 030413 Hardware 
mods implemented Also reportable per Part 21 
MCQAUQHY, J, P Mississippi Power It Light Co 84/03/02 

Q 'REILLY, J, P Region 2, Office of Director 4pp 22372 144 24X 

Fiche, 30-416, 04/03/02, 0403090263 


8403140040 Forward! “Qrand Gulf Component Tracking Sys, " "Shoreham 
Component Tracking 9yt" i< "Transamerica Delaval, Inc 
Dlesal Generators Owners Qroup Program Plan, 11 to resolve 
concerns w/tmargency diesel generators 

MUSELER , W J Long Island Lighting Co B4/03/02 DENTON, H R 
Office Df Nuclear Reactor Regulation, Director 2pp 22626 062 
24X Flche 30-000, 84/03/02, B40314004B 


— 6403140080 "Grand Gulf Component Tracking Eys 11 

* Long Island Lighting Co. 84/02/29 B79pp 22626 064 24X 

Fiche: 30-000, 84/03/02, 8403140048 


— 8403140093 "Transamerica Dalaval, Inc Diesel Generators Owners Group 
Program Plan. " 

» TDI (Transamerica Delaval, Inc > Owner* Group, 04/03/02 
261 pp 22628' 223, 24X Fiche 30-000,84/03/02,8403140040 


3403120136 Part 21 rept re Meetinghouse Type 9A-1 DSR or D8RV standby 
diesel generator differential relay defect Relay problem 
reported in 040213 Suppt 1 to IE Info Notice 83-63 RTE Delta 
requested to review defect t, recommend correction, 

BOYER, R E Transamerica Delaval, Inc 04/03/07 Director's 
Office, Office of Inspection and Enforcement, 2pp 22303:219 24X 

Flche' 30-416, 04/03/07, 0403120136 


8402090039 Board Notification B4-032 forward* moating summaries 
containing transcripts of 640210 t, 16 meetings between NRC S, 
Transamerica Delaval, Inc (TDI) Owners Group Distribution 
list end 

EIBENHUT. D, 0. Division of Licensing 84/03/12 PALLADINO 
Commissioners. Spp, 22708,001 24X Ficha' 30-000, 84/03/12, 

8402090039 


—0403060336 Forward* summary of 940210 meeting w/Transamer i ca Delaval, 
Inc Owners Group In Oethe*da,MD re problem* w/emergency 
diesel generators 

CARUSO, R, Licensing Branch 2 84/02/27 O'REILLY, J P. NRC - No 

Detailed Affiliation Given. 6pp 22708-006 24X 

Fiche. 30-000, 84/03/12, 8402090039 


- -8403060334 Transcript of 840210 meeting w/Tran*amer lea Delaval, Inc 
Owners Group in Bethesda,MD r» problem* w/emergency diesel 
generators 

e NRC - No Detailed Affiliation Given. 84/02/10 147pp 

67201 008, 24 X Fichf 30-000, 84/03/12. 8402090039, 


— 8403070409 Summary of 840216 meeting w/Tran*am»r 1 ca Delaval, Inc Owner* 
Oroup in Uading River, NY re program plan to establish 
reliability of diesel generators. Agenda, meeting transcript t< 
attendants list end. 

MILLER, M. A, Licensing Branch 4. 84/02/27 Licensing Branch 4 

Bp p 22708- 161 24X Fiche 30-000, B4/03/ 12, 8402090039 


— 0403140006 "Design Review of Connecting Rod Bearing Shell* for 
Transamerica Delaval Enterprise Engines " 

* Failure Analysis Associates PAO 7396 84/03/12 51pp 

22632 076 24X Fiche 30-000,84/03/12,8403140050 


8403130133 Forwards "Transamerica Delaval, Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adequate 
for applicable engines St svc conditions 

MUSELER, U J TDI (Transamerica Delaval, Inc ) Owners Group 
84/03/13, DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22639 270 24X Fiche 30-000,84/03/13,8403130133 


8403210192 Final deficiency rept re anti-rotational setscrews In Anchor 
Darling glove valves Initially reported on 84D213 Setscrew 
tightened 8, stem collar threads staked using ctr punch 
Also reported per Part 21 for l/nlt 1 

MCOAUOHY.J P Mississippi Power S< Light Co 84/03/14 

O'REILLY, J P Region 2. Office Df Director Spp 22707 237 24X 

Fiche 30-416,04/03/14,8403210192 


0403210041 Final deficiency rapt re incorrect operation of DiV I 6 II 
diesel generator load shedding sequencing sys panels 
Initially reported on 830921 Circuit cards 6 card racks 
returned for mod Re instal lation expected by 840427 
MCGAUGHY , J P Mississippi Power t, Light Co B4/03/13 

O'REILLY, UP Region 2, Office of Director Spp 22707032 24X 

Fiche 30-417,84/03/13.0403210041 


8403200222 Responds to 840214 Requests for Info t t 2 re R-4 series 
engines List indicating engine number, model 6 svc number, 
customer name 6 address, rating, date shipped & date started 
encl 

MATHEWS, C 8 Transamerica Delaval, Inc 04/03/16 EIBENHUT, D 0 
Division of Licensing 20pp 22691 179 24X Fiche 50-000,04/03/16, 

B403200222 


8403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension L Stress Analysis," prepared by S&U for 
Traneamerica Delaval, Inc (TDD Diesel Generator Owners 
Group 

MUSELER, W J TDI (Transamerica Delaval, Inc ) Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22774 001 24X Fiche 50-000, 84/03/23, B403270132 


8403270134 Requests meeting on 840418 to discuss short-term U long- 
term corrective actions & investigations re Transamerica 
Delaval diesel generators List of suggested meeting topics 
end 

MCOAUOHY.J P TDI i Tran* ame r i ca Delaval, Inc ! Owners Oroup 
B4/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Fiche 30-000,84/03/23,0403270134 


T Hearing transcripts on non-ant i trus t matter* 


8403070378 Transcript of Commission B40229 briefing in Wash lng ton, DC 
re status of util progress toward obtaining full power OL 
pp 1-93 Supporting documentation encl 
a Commissioners 84/02/29 lOlpp 22367 090 24X 

Flche 30-416,94/02/29,8403070378 


8402090039 Board Notification 84-032 forwards meeting summaries 
containing transcripts of 040210 4 16 meetings between NRC !< 
Transamerica Delaval, Inc (TDD Owners Group Distribution 
list end 

EIBENHUT, DO, Division of Licensing 84/03/12 PALLADINO 
Commissioners Spp 2270B, OOi. 24X Fiche' 30-000, 84/03/12. 
8402090039. 


— 0403060336 Forward* summary Df 840210 meeting w/Transame? i ca Dalaval, 
Inc Owners Oroup in Bethesda.MD re problems w/emergency 
diesel generators 

CARUSO, R Licensing Branch 2. 84/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22708-006 24X 

Fiche 50-000. 84/03/12, 0402090039 


— 0403060354 Transcript of 040210 masting w/Trantamerlca Delaval, Inc 
Ownar* Group in Bethesda.MD re problems w/emergency diesel 
generators 

* NRC - No Detailed Affiliation Given. 84/02/10 l47pp 
67201:008 24X Fiche 30-000,64/03/12,8402090039 
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— 9403070409 Summary of 940216 meeting w/Transamerica Delava), Inc Owner* 
Group In Wading River. NY re program plan to establish 
reliability of diesel generators Agenda, meet ing transcript b 
attendance list end 

MILLER. H A Licensing Branch 4 04/02/27 Licensing Branch 4 

Bpp 22709 161 24X Ficfte 50-000.04/03/12.0402090039 


— B403070423 Transcript of 840216 conference in Wading River. NY re 
Transamerlca Delaval.lnc diesel generators Pp 1-B2 
a Commissioners B4/02/16 B4pp 22709 169 24X 

Fiche 50-000,04/03/12,8402090039 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


A Application/construction stage documents 6 correspondence 


0401120455 Notification of B40117-19 meetings u/utll in Bsthesda, 
MD to discuss applicant responses to Mechanical Engineering 
Branch safety review Questions 210 B to 210 43 
DOOLITTLE. E L Licensing Branch 1 04/01/05 YOUNGBLOOD, B J 

Licensing Branch I 3pp 21804 104 24X Fiche 30-423.04/01/05. 

9401120435 


9403070299 Forwards proprietary response to Question 492 4 re 
measuremsnt of RC9 flaw Response withheld (ref I0CFR2 790) 
CQUN8IL.U Q Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL. W 0 Northeast Utilities 94/02/16 
YOUNGBLOOD. B J Licensing Branch l 2pp 22547 054 24X 

Fiche 30-423.94/02/16,8403070299 


— 0403070302 Request* withholding proprietary info re response to 
Question 492 4 concerning RCS flow measurement uncertainty 
(ref 10CFR2 790) 

WIESEMANN. R A Westlnghouse Electric Corp 93/00/10 
YOUNOBLOOD. B J Licensing Branch 1 Bpp 22547 056 24X 

Fiche 50-423,94/02/16,9403070299 


9403020136 Forwards requests for addl info to complete evaluation of 
environ b safety portions of application for OL Response 
requested by 940315 

YOUNGBLOOD, D J Licensing Branch 1 84/02/17 CCIUNBIL, W 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 7pp 
22491 142 24X Fiche 30-423, 04/02/ 17, 94030201 SB 


B403070304 Provides responses to three open items from NRC/BNL Yankee 
Atomic Electric Co S< consultants Mari 1 containment program 
plant-unique analysis rept 940216 review meeting 

CELIA. N S Teiedyne Engineering Services B4/02/29 SIEGEL, B NRC 
- No Detailed Affiliation Given 4pp 22346 171 24X 

Fiche 30-000,04/02/29,8403070304 


B403120320 Responds to 931229 Itr advising that rept. "Seismology 
6 Geophysical Studies Mlramichi Area, New Brunswick b Central 
NH. ” Vols I & II.no longer proprietary 

YOUNOBLOOD, B J Licensing Branch 1 04/03/0! COUNSIL, W 0 

Northeast Nuclear Energy Co <subt of Northeast Utilities) 2pp 
22596 335 24X Fiche 30-423,94/03/01,8403120320 


B403200192 Forwards Topical Rept 7703 on missile barrier interaction 
U/o rept 

EMERSON. W F Stone & Webster Engineering Carp 94/03/06 
DOOLITTLE, E L Licensing Dranch 1 lp 22696 340 24X 
Fiche 30-423, 84/03/06. 9403200102. 


8403290122 Summary of 840224 meeting w/Wes t i nghouse Owner* Group in 
Bethesda.MD re proposed Westlnghouse steam generator tube 
rupture generic program Attendee list b agenda end 
NERSEB, V Licensing Branch 3 84/03/07 Licensing Branch 3 

33pp 22BU 131 24X Fiche' 50-000, 94/03/07,0403290122 


B4O3260299 Forwards request for addl Info to complete evaluation of 
safety portion of OL application resulting from 040105 
meeting re util response to Question 230 6 Response by 
940315 requested 

YOUNOBLOOD, B J Licensing Branch ! 04/03/09 COUNCIL, WO 

Northeast Nuclear Energy Co (subs of Northeast Utilities) Spp 
22739 336 24X Fiche 30-423, 04/03/09, 0403260299 


B403260200 Comments on Issue 3 of NURE0-0B93, "NRC Policy b Planning 
Guidance, 1994 " 8even themes Identified represent important 
objectives for industry 

COUNSIL, W G Northeast Utilities 94/03/12 DIRCKB.WU Office of 
the Executive Director far Operations 4pp 22736 204 24X 

Fiche 50-000, B4/03/12, 94032 6 0200, 


8403200149 Forwards "Seismic Fragilities of Structures b Components at 
Millstone 3 Nuclear Power Station, " per 040306 meeting 
eommi tment 

COUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL, W, G Northeast Utilities B4/03/13 
YOUNOBLOOD, 8 J Licensing Branch I ip 226B9 320 24X 

Fiche 50-423,04/03/13,8403200149. 


— 8403200132 “Seismic Fragilities of Structures b Component* at Millstona 
3 Nuclear Power Station ” 

WESLEY, D A , CAMPBELL, R D , HASHIMOTO, P 8 Structural Mechanics 

Associate* SMA 20601 Ol-Rl-O 84/03/31 I93pp 226B9 321 24X 

Fiche 30-423, B4/03/13, 8403200149 


6403260181 Forwards six marked-up oversixed PblPs showing RCB pressure 
Isolation valves, in response to Mechanical Engineering 
Branch Question 210 42 Aperture card* are available in PDR 
COUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNBIL.W 0 Northeast Utilities 84/03/13, 

YOUNGBLOOD, B d Licensing Branch 1 2pp 22736,048 24X 

Fiche 30-423, B4/03/13, 0403260181 


8403290112 Forwards completed operating shift experience survey 
Survey reflects shift experience base at present i< projected 
shift experience base at time of fuel load Shift advisors 
will not be used Proposal enct 

COUNSIL, U 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL, W 0 Northeast Utilities 84/03/19 
THOMPSON, H L Division of Human Factors Safety Bpp 22806 303 
24X Fiche 30-423,84/03/19,8403290112 


8403300187 Forwards proposed agenda for second corporate IE mgt 
meeting on 840403 to discuss const phase to preoperational 
Si startup test phases 6 fire protection & security programs 
BTAR08TECKI, R Division of Project 6 Resident Program* 84/03/27 
COUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 3pp 22819 281 24X Fi c h e 30-423, 84/03/27, B4Q33001S7 


C Utility Environmental Report <ER), amends b correspondence 


8403130360 Forwards "Effluent Toxicity Testing at Millstone Nuclear 
Power Station Using Sheepshead Minnow During 1981-82” 

& “Development of Long-Term Effluent Toxicity Testing 

Procedure «“ in response to environ rept question 

CQUNSIL.W Q Northeast Utilities Service Co (subs of Northeast 

Utilities) COUNSIL, W 0 Northeast Utilities 84/02/03 

YOUNOBLOOD, B J Licensing Branch 1 2pp 22617 023 24X 

Fiche 30-423,84/02/03,8403130360 


— 8403130367 “Effluent Toxicity Testing at Millstone Nuclear Power 
Station Using Sheepshead Minnow (Cyprinodon Variegatus) 

During 1981-92 *' 

* Northeast utilities 83/07/31 31pp 22617 023 24X 

Fiche 30-423,84/02/03,0403130360 


— B403130376 "Development of Long-Term Effluent Toxicity Tasting 
Procedure W/Bay liysid (Mysidopsls bahia) ii Preliminary 
Testing Results at Millstone Nuclear Power Station " 

» Northeast Utilities 83/07/31 24pp 22617 036 24X 

Fiche 30-423, 84/02/03, B403130360 


8403070273 Forwards Amend 6 to environ rept - OL stage, revising maiimlc 
risk assessment curves Transmittal 8 < receipt forms end 
COUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL, W 0 , BEARS, C F Northeast Uti 1 1 1 i »« 

□4/03/01 YOUNGBLOOD, B J Licensing Branch 1 4pp 22346 293 
24X Fiche 30-423,04/03/01,8403070273 


— B40307027S Amend 6 to environ rept - OL stage 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) 
04/03/31 Spp 22346 297 24X Fiche 30-423,84/03/01,8403070273 


D NRC Draft/Final Environmental Statements, supple & correspondence 


8403030001 Discusses issuance of DE3 on 940417 Revised seismic 
fragilities data developed & effect on overall risk curves 
will be completed shortly Expresses concern that NRC unable 
to support issuance of DEB on time 

C0UN9IL.U G Northeast Nuclear Energy Co (subs of Northaast 
Utilities) COUNSIL, W G Northeast Utilities 84/02/21 
YOUNOBLOOD, B U Licensing Branch 1 2pp 22490 063 24X 

Fiche 50-423,84/02/21,8403030001 


E NRC Safety Evaluation Report (SER), suppls b correspondence 


B403070130 Forward* sections of draft 8ER not transmitted in B31230 
ltr Requests review of info b written response to open items 
prior to 640313 in order to accommodate schedule for 
issuance of final 6ER on 640716 

YOUNGBLOOD, B J Licensing Branch i 84/02/24 COUNSIL, W 0 
Northeast Nuclear Energy Co (sub* of Northeast Utilities). 120pp, 
22364' 001 24X Fiche 50-423,04/02/24,0403070130 


B403160292 Forwards response to SER questions contained in NRC 831205 
ltr b discussed at Mechanical Engineering Branch 840117-19 
meetings 

CQUN3IL, W 0 . SEARS, C F Northeast Nuclear Energy Co (subs, of 
Northeast Utilities) COUNSIL, W 0 Northaast Utilitlas. B4/03/O1 
YOUNOBLOOD, B U Licensing Branch 1 lOOpp 22661.119, 24X 

Fiche 30-423,84/03/01,8403160292 


DOCKETED ITEMS 
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0403220148 Forward* itatu* of draft SER open Item* re fire protection, 
per 040216 meeting w/Chemical Engineering Branch All 
ventilation sys penetrating firs barriers ver i f 1 ed, per 
Branch Technical Position CMEQ 9 5-1 

COUNSIL.W 0 , SEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL.W 0 Northeast Utilities 04/03/09 
YOUNQBLOOD, B J Licensing Branch 1 23pp 3271 6 033 24X 

Flche 50-423,84/03/09,0403220148 


0403200206 Notification of Instrumentation 6 Contol Sys Branch CICSD) 
040313 meeting w/util In Bethesda.MD to discuss applicant 
responses to 1CBB unresolved items re draft SER, Section 7 
DOOLITTLE, E L Licensing Branch 1 04/03/13 YOUNGBLOOD, B J 

Licensing Branch 1 3pp 22808 OSB 24X Flche 50-423.84/03/13, 
0403200286 


0403260149 Forwards response to Core Performance Branch draft SER Open 
Item 22B re rod bow analysis 

COUNSIL, W 0 , SEARS, C F Northeast Nuclear Energy Co Isubs of 
Northeast Utilities) COUNBIL, W 0 Northeast Utilities B4/03/16 
YOUNGBLOOD, B J Licensing Branch 1 3pp 22750.332 24X 

Flche 50-423,04/03/16,8403260149 


F Security, medical, emergency t, fire protection plans 


0403190243 Notification of 840410 workshop in King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp & topics described In IE Info Notice 
84-09 Agenda for workshop encl 

HURLEY, T E Region 1, Office of Director 04/03/09 O'TOOLE, J D 
Consolidated Edison Co of New York, Inc 35pp 22672 062 24X 

Flche 50-000,64/03/09,0403190243 


B403220148 Forwards status of draft SER open item* re fire protection, 
per 040216 meeting w/Chemical Engineering Branch All 
ventilation sys penetrating fire barriers verified, per 
Branch Technical Position CHEB 9 5-1 

COUNBIL, W 0 , SEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL, W 0 Northeast Utilities. 84/03/09 
YOUNOBLODD, D J Licensing Branch 1 23pp 22716 05G 24X 

Flche* 50-423, 84/03/09, 8403220140 


0403270008 Informs that util will provide info re planned deviations 
from Buppl 1 to NUREO-0737 by 840501 Delay has no effect on 
schedules for Imp 1 smenta t ion of Supp 1 1 to NURE0-O737 
COUNSIL, N 0 Connecticut Yankee Atomic Power Co SEARS, C F 
Northeast Nuclear Energy Co, (subs of Northeast Utilities) 
COUNSIL.W 0 Northeast Utilities 04/03/16 EISENHUT. D Q 
Division of Llcsnsin; 2pp 22770 011 24X Flche 30-000,84/03/16, 

0403270003 


0403300157 Forwards proposed agenda for second corporate IE mgt 
meeting en 840403 to discuss const phase to preoperational 
8, startup test phases ti firs protection t security programs 
BTAR03TECKI, R Division of Project & Resident Programs 84/03/27 
COUNBIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 3pp, 22819 2B1 24X Fiche 30-423, 04/03/27, 0403300187 


K Utility Final Safety Analysis Report (FSAR) it amends 


B4031401O1 Forwards Amend 7 to FBAR List of responses to NRC requests 
for addl info it transmittal & receipt form dtd 040309 encl 
COUNBIL, W. 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL.W 0 Northeast Utilities 84/03/09 
YOUNOBLODD, B J . Licensing Branch 2 Spp 22622 OOl 24X 
Fiche: 50-423, 84/03/09, 8403140101 


— 8403140109 Amend 7 to FSAR 

• Northeast Nuclear Energy Co. (subs of Northeast Utilities) 
04/03/31 526pp 22622- 009 24X Fiche 50-423,04/03/09, 

0403140101 


Q Inspection reports, IE Bulletins S< correspondence 


8403010427 Forwerds IE Insp Rept 90-423/84-01 on B401 16-20 No 
violations observed 

FARTLOW, J 0. Division of QA< Bafeguards J < Inspection Programs (Post 
830103) 84/02/02 COUNBIL, W. Q Northeast Nuclear Energy Co 

(subs of Northeast Utilities) 2pp. 22449 323 24X 

Fiche. 50-423, 84/02/02, B403010427 


— 04030 10430 IE Insp Rept 50-423/04-01 on 040116-20 No violations 
identified Major areas inspected Implementation of qa 
program u/respect to Da h ns on Co, implement at i on of QA program 
for sample of matl suppliers k HVAC equipment. 

MERSCHOFF.E W , NORMAN, D Region 4, Office of Director BAKER, E 
Director's Office, Office of Inspection and Enforcement B4/OI/31 
Spp. 22449 325 24X Flche- 50-423, 84/02/02, 0403010487 


B40 1 190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits 6 Annunciation " Svc list 
one 1 

JORDAN, E L Division of Emergency Preparedness *< Engineering 
Response (Post B30I03) 84/02/28 Consolidated Edison Co of New 

York, Inc U5pp 22909 239 24X Fiche 30-000. 84/02/20, B401 190072 


8403070333 Ack receipt of 840209 1 tr informing NRC of steps taken to 
correct deviations noted In 1E Insp Rept 30-423/83-10 

MARTIN, T T Division of Engineering 6 Technical Programs E4/02/28 
COUNSIL.W 0 Northeast Nuclear Energy Cn (subs of Northeast 
Utilities) 2 pp 22346 309 24X Fiche 30-423,84/02/20,8403070333 


— 8403070336 Responds to NRC 040110 ] tT re deviation noted in IE Insp 
Rept 30-423/83— 1 8 Util will continue to allow use of cable 
splices when justified by analysis Rev to FSAR will be 
submitted by 840519 to clarify position 

COUNSIL, W 0 , SEARS. C F Northeast Nuclear Energy Co. (subs of 
Northeast Utilities) COUNSIL.W G Northeast Utilities 
84/02/09 MARTIN. T T Division of Engineering Si Technical 
Programs 2pp 22S46 311 24X Fiche 50-423,04/02/26,8403070333 


0403210011 Requests extension until B40401 to respond to IE Bulletin 
83-06, "Nonconforming Matls Supplied by Tube-Line Corp " 

Evaluation by ShU incomplete 

COUNSIL.W 0 , SEARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities! COUNSIL.W 0 Northeast Utilities 04/02/29 
HURLEY, T E Region 1, Office of Director 3pp 22706 341. 24X 

Fiche 30-423.04/02/29,0403210011 


8402090007 IE Info Notice 04-14. "Highlights of Recent Transport 
Regulatory Revs by DOT fc NRC " Svc list encl 

GRACE, J N Division of QA. Safeguard's & Inspection Programs (Post 
030103) 04/03/02 Consolidated Edison Co of New York, Inc 

1 GOpp 22552 329 24X Fiche 50-000,84/03/02,3402090007 


8402090000 IE Info Notice 84-16, "Failure of Automatic Sprinkler 3ys 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedness E, Engineering 
Response (Post 030103) 04/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 098 24X Fiche 50-000. B4/03/02, B402070008 


8402090009 IE Info Notice 04-15, "Reporting of Rad iol ag 1 ca 1 Releases " 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Past 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22353 217 24X Fiche 50-000.84/03/02,0403090009 


0402090011 IE Info Notice 84-17, "Problems W/LiqUid Nitrogen Cooling 
Components BbIow Nil Ductility Temp " 9vc list encl 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 94/03/05 Consolidated Edison Co of New 

York, Inc !17pp 22353 336 24X Ficha 50-000.84/03/05,9402090011 


0402090024 IE Info N-otice B4-09. Rev 1, "Lessons Learned From Imps of 
Fire Protection Safe Shutdown 3ys " Svc list encl 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 330103) 04/03/07 Consolidated Edison Co of New 

York, Inc liBpp 22635 049 24X Flche 50-000,04/03/07,8402090024 


8402090028 IE Info Notice B4-18, "Stress Corrosion Cracking in PUR 
By s " Svc 1 1 *t enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103), B4/O3/07 Consolidated Edison Co of Now 

York, Inc HBpp 22504 186 24X Fiche 50-000, 04/03/07, B40209002B 


0402090031 IE Bulletin 04-02. "Failures of OE Type UFA Relays In Use in 
Class IE Safety Sys " Svc list encl 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823-094 24X Fiche 50-000,04/03/12,8402090031. 


0403220136 Provides results of reevaluation of performance assessment, 
per util 631219 ltr addressing topics discussed at 031129 
a ALP mgt meeting Category 1 rating will be assigned to 
refueling area for Millstone 2 Esplains Category 2 ratings 
MURLEY, T E Region l, Office of Director 94/03/16 COUNSIL.W 0 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 4pp 
22716-047 24X Fiche 30-000,04/03/16,0403220136 


8403230033 Forwards revised Class i 6 Class 2 portions of Rev 2 to FSI 
2.01, "Preservice Insp Manual " 

COUNSIL.W <3 , SEARS, C.F Northeast Nuclear Energy Co (SUbs. of 
Northeast Utilities) COUNSILiW Q Northeast Utilities 84/03/20 
YOUNOBLODD, B J Licensing Branch 1 Spp 22744 001 24X 

Fiche 50-423.84/03/20,0403230033 


— 0403230037 Revised Class 1 Si Class 2 portions of Rev 2 to PSI 2 01, 
"Preservice Insp Manual " 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) 
84/03/20 7 1 6p p 22744 003 24X Fiche 50-423,84/03/20. 

8403230033 
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B402090043 IE Info Notice 04-19. "Two Events Involving Unaut hori red 
Entries into PUR Reactor Cavities 11 Sve list end 
JORDAN. E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc I23pp 22023 229 24X Fiche 30-000,04/03/21.0402090043 


0402090044 !E Info Notice 04-20. "Bvc Life of Relays In Baf e ty-Re latei 
Sys " Sve list end 

JORDAN, E L Division of Emergency Preparedness I< Engineering 
Response (Post 030103) B4/03/21 Consolidated Edison Co of New 

York. Inc 133pp 22933.001 24X Fiche 30-000,04/03/21.8402090044 


B403300144 Responds to IE Bulletin 03-00, "Electrical Circuit Breakers 
H/Undervo Itage Trip Feature In Use in Safety-Related 
Applications Other Than Reactor Trip Bys " Haddam Neck 
facility uses 31 We s t inghouse-typo DB breakers 
COUNSTL, W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 04/03/21. MURLEY, T E Region 1. Office of Director 
4pp 22820 06B 24X Fiche 30-000, 84/03/21 , B403300144 


R Periodic operating reports & related correspondence 


B403020443 Forwards monthly status rept of offsite emergency 
preparedness far OL reviews for Jan 19S4 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCKS, W J Office of the Executive Director for Operations 
84/02/21 PALLADINO Commi s s ion »r s 9pp 22492 083 24X 
Fiche 30-000, 04/02/21, B403020443 


S Reportable occurrences, LERs It related correspondence 


8403210093 Part 21 rept re nonconformance of metal hose assemblies 
for ASHE, Becbion III, Class S It 3 svc Status of nonconforming 
Items shipped encl All customers notified 

LAL3K09.J M Titeflei Corp 93/12/16 Director's Office, Office 
of Inspection and Enforcement 4pp 22704 324 24X 

Fiche- 50-000, B3/ 1 2/ 16, 8403210093 


B403210032 Fart 21 rept re failure of auxiliary feedwater pump drive 
turbines, Olmpel NP8-4 ThT valve, to close Encl Itr dtd 840203 
sent to listed utils GE notified of affected units In BWR 
p 1 ants 

THEROUX, R R Terry Corp 84/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 30-000, B4/02/22, B4032I0032 


04O3O7O236 Followup Part 21 rept re defective mechanical snubber 
capstan springs supplied by Pacific Scientific Affected 
utils listed Purchasers have been notified t< advised to work 
directly w/Pacific Scientific in disposition 

HDVI.L NPS Industries, Inc 04/02/24 DEYQUNQ, R C Director's 
Office, Office of Inspection and Enforcement 2pp 22336 277 24X 

Fiche 30-000,84/02/24,8403070236. 


8403260233 Fur-ward* summary list of deficiencies identified per 
10CFR30 39(e), Part 21 h potential generic ltr repts for 
c ommen t s 

BTARQSTECKI, R Division of Project it Resident Programs 84/02/2B 
Region 1, Office of Director 7pp 22736 063 24X 

Fiche- 30-000, B4/02/28. 8403260233 


B403130213 Potential Significant Deficiency Rept 6D-S1 re design & 
const of NAMCO Model EA-180 limit switches provided as 
accessories an valves supplied by Pacific Valves Initially 
reported on 940131 Discussions u/vendor initiated 
COUNSIL.WG , SEARS, C. F Northeast Utilities 84/03/01 
MURLEY, T E Region 1, OPfice of Director 2pp 22617 320 24X 

Fiche 30-423, 84/03/01 , B4031302I3. 


9403210161 Significant Deficiency Rept 8D-46 re defective design (< 
const of main control board lug wires supplied by Reliance 
Electric Co Initially reported on 031110 Insp & repair 
program i nit i ated. Next rept by Nov 1984 
COUNBIL, W 0. , SEARS, C, F Northeast Utilities 04/03/01 
MURLEYiT E. Region 1, Office of Director 2pp 22707.110 24X 

Fiche 30-423, B4/03/01, B4O3210161. 


V* Operator Examinations 


8403290112 Forwards completed operating shift experience survey 
Survey reflects shift experience base at present I, projected 
shift experience base at time of fuel load Bhlft advisors 
will not he used Proposal encl 

COUNSJL. W. 0 Northeast Nuclear Energy Co (subs of Northeast 
utilities) COUNBIL, W 0 Northeast Utilities 04/03/19 
THOMPSON, HL Division of Human Factors Safety 8pp, 22806-303. 
24X Fiche 30-423,84/03/19,8403290112 


DOCKET 30-424 VOQTLE ELECTRIC GENERATING PLANT 


A Application/construction stage documents it correspondence 


B4030S0311 Notification of 840306-09 meetings w/utll in Waynesboro, <}A 
to facilitate NRC review through site visits 

MILLER, M A Licensing Branch 4 84/02/23 A DENS AM, E 0 Licensing 

Branch 4 3pp 22301 272 24X Fiche 50-424,64/02/23,0403030311. 


8403010319 Amend 4 to application for OLs, consisting of Amend 4 to 
FBAR 

FOSTER, D P Georgia Power Co 84/02/24 DENTON, H R Office of 
Nuclear Reector Regulation, Director 2pp 22433,111 24X 

Fiche 30-424,84/02/24,8403010319 


C Utility Environmental Report <ER>, amends l< correspondence 


0403090109 Comments on environ rept - OL stage, per Ofc of Environ 
Project Review Dec 1903 memo Two unresolved aquatic issues 
should be addressed as spscial study conditions of OL 
MCBAY.L 0 Interior, Dept of, Fish t< Wildlife Service 04/01/20 
FARLEY, J 0 Southern Co. Services, Inc. Spp 22373 304. 24X 

Fiche 30-424, 94/01/20, 04O3O9O1B9. 


E NRC Safety Evaluation Report (8ER), suppls k correspondence 


Q4030B0179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents, App B 
documsnt entirely withheld (ref FOIA Exemption 9) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13, ANDERSON, 8 1 
Oarvey, Schubert, Adams it Barer, 7pp 22993-226, 24X 

Fiche 90-000, 84/02/13, S4O3O0O179. 


— 0103040092 Forwards short I< long-term OL it CP review schedules, in 
response to B0I216 meeting w/USGS List of OL plant reviews 
for which NRC tentatively plans to seek UBOB assistance is 
provided. 

JACKSON, R E Geosciences Branch NRC-03-80-1 13 81/01/21 

DEVINE, J F Interior, Dept, of. Geological Survey, 9pp. 

22583 272 24X Fiche 30-000,84/02/13,0^03090179 


G Adjudicatory correspondence 


8403020126 Response opposing applicant answer to petition* for leave 
to intervene t, requests for hearing Request for hearings to 
be held in Atlanta, GA reiterated Certificate of Svc encl. 

TEPERrD C Georgians Against Nuclear Energy 94/02/24 Atomic 
Safety and Licensing Board Panel 4pp 22442:147. 24X 

Fiche 50-424, 84/02/24, B403020126, 


8403140114 Relteretes staff B40213 response to Campaign for Prosperous 
Georgia 840224 request that hearings be held in Atlanta, GA 
Bite of hearings question does not need resolution at 
present 

BORDENI CK> B M Hearing Branch 3. 84/02/29. MARGULIES, H B , 
LINENBERQER, G , PARIS, 0 H Atomic Safety and Licensing Board Panel 
2pp 22623 397 24X Fiche 90-424,84/02/29,6403140114. 


B403060090 Applicant responee to Campaign for Protparout Georgia <CPO> 
840224 memorandum re location of hearing CPG ha* no reason 
for departing from NRC policy h ignores fact that projact 
ofc moved from Atlanta to site W/Certif lcate of 8vc 
TROWBRIDGE, G. F Georgia Power Co TROWBRIDOE.O F. Shaw, Pittman, 
Pott* I< Trowhr ldge 84/03/01 8pp 22916:301 24X 

Fiche 30-424,84/03/01.8403060090 


8403130497 Requests that hearings on OL application be hald in State 
of QA to afford state official* t< constituent* opportunity 
to attend t< monitor proceedings. 

LOVETT, B Georgia, State of 84/03/07 Office of the Secretary 
of the Commission ip 22613-348 24X Fiche: 30-424, 84/03/07, 

B403130437 


B403I30394 Memorandum & order scheduling 840930 special pTehearing 
conference in Augusta, GA to Identify key issuee,to consider 
alt Intervention petitions I< to establish schedule for 
further action 

MARGULIES, M B , LINENBERQER, Q , PARIS, 0 H Atomic Safety and 
Licensing Board Panel 84/03/09. 10pp 22616-091. 24X 

Fiche. 30-424, 04/03/09,8403130394 


8403230279 Requests that hearings be located In Waynesboro, OA. 

PARRISH, S 0 Waynesboro, GA. DSB 07S 04/03/19. Office of the 

Secretary of the Commission Ip 22743-093 24X 

Fiche, 30-424,84/03/19, 0403230279 
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H General correspondents 


0403130023 Advises of change to correspondence d i stribut ion. adding JE 
-Joiner & RE Conway. deleting DE Dutton & changing addresses 
Of DO foster Si RA Thomas 

FDBTER. D O Georgia Pouer Co 04/03/08 ADENBAM, E 0 Licensing 
Branch 4 2pp 22641 200 24X Fiche 30-424.04/03/00.8403130023 


K Utility Final Safety Analysis Report (FSAR) *, amends 


0403010319 Amend 4 to application for OLs. c ons 1 s t i ng of Amend 4 to 
FBAR 

FOSTER. D O Georgia Pouer Co 04/02/24 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 22433 111 24X 

Fiche 30-424,04/02/24,8403010319 


— 0403010329 Amend 4 to FSAR 

* Georgia Pouer Co 84/02/24 184pp 22433 113 24X 

Fiche 30-424,84/02/24,0403010319 


0 Inspection reports, IE Bulletins Si correspondence 


8403000370 Appeals denial of FOIA request for draft IE Insp Repts 
30-424/83-13 8< 30-423/B3-13 

DQMBY, A H Troutman, Sanders, Lockerroan & Ashmore 03/11/14 
Office of the Executive Director for Operations 2pp 22376 244 
24X Fiche' 30-424. B3/11/14, B4030B0370 


04Q3OBO372 Responds to appeal re denial of FOIA request for draft IE 
Insp Repts 30-424/83-13 Si 30-423/83-13 Forwards documents 
FELTON, J M Division of Rules and Records 84/01/31 DOMBY, A H 

Troutman, Banders, Lockerman Si Ashmore lp 22376 246 24X 

Fiche 90-424,84/01/31,8403000372 


— B4030B0377 Forwards IE Insp Repts 50-424/83-13 S, 50-423/B3-13 on 
830621-0720 Si notice of violation 

LEWIS, R C Division of Project S< Resident Programs B3/10/14 
KELLEY, R J Georgia Power Co 2pp 22576 247 24X 

Fiche 50-424.84/01/31,0403080372 


— 8403000381 Notice of violation from insp on 830621-0720 

# Region 2, Office of Director 83/10/14 3pp 22376 249 24X 

Fiche 30-424,04/01/31,8403080372 


— B 403000384 IE Insp Repts 30-424/83-13 *, 30-423/03-13 on 830621-0720 
Violations noted, failure to Implement pipe support control 
documents Si provide appropriate concrete expansion anchor Si 
structural steel acceptance criteria 

BROWNLEE, V L. , SANDERS, W F , JACKBDN. L H Region 2, Office of 
Director 83/10/U 36pp. 22376 232 24X Fiche 30-424,04/01/31. 

8403080372 


B40307001 B Forwards IE Insp Repts 30-424/B3-23 8, 30-423/83-23 on 
031 1 11-B401 16 No violations or deviations noted. 

DANCE, H. C Division of Project St Resident Program* 04/02/10 
KELLY, H.J Oiorgta Power Co, 2pp 22547.327, 24X 

Fiche- 30-424, 84/02/10, B40307001B, 


--8403070024 IE Insp Repts 30-424/B3-23 S, 30-423/B3-23 on 831111-040116 
No violations or deviations noted Major areas inspected 
installation of electrical cab Inets, reae tor vessel closure 
head cladding repair, weld metl control Si rebar Si forms 
BANDERS, W F. Region 2, Office of Director PANCIERA.V Division 
of Project Si Resident Programs 04/02X09 4pp 22347 328 24X 

Fiche. 30-424, 84/02/10, 8403070018 


0403160207 Forwards IE Insp Repts 30-424/84-02 8, 3O-423/B4-02 on 
840130-0203 No violations or deviations identified 
DANCE, H C Division of Project fc Resident Program* 04/02/23 
KELLY, R, J Oeorgia Pouer Co. 2pp 22633.221 24X 

F i Che: 30-484. 84/02/23, 6403160207. 


— 84 03160212 IE Insp Repts 30-424/84-02 S. 30-423/04-02 on B40130-0203 
No violations or deviations identlfed Major areas inspected 
electrical cable instal lat ion, cab le termination, QA 
procedures, Insulation resistance testing U training 
HERR I WEATHER, N , CONLON, T E Region 2. Office of Director 
84/02/2i. 8pp. 22653.223. 24X Fiche 30-424,84/02/23,8403160207 


8401190072 IE Info Notice B4-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits Si Annunciation " Svc list 
and. 

JORDAN, E, L Division of Emergency Preparedness 8, Engineering 
Response {Post 830103) 04/02/28 Consolidated Edison Co of New 

York, Inc, 113pp 22909 239. 24X Fiche 1 30-000, 84/02/28, 8401 190072 


8402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT Si NRC " Svc list end 

GRACE, J N Division of OA, Safeguards Si Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

1 30pp 22332 329 24X Fiche 50-000,84/03/02,8402090007 


0402090000 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22333 090 24X Fiche 30-000, B4/03/02, B40209000S 


0402090009 IE Info Notice 04-13, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 630103) 84/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22353 217 24X Fiche 90-000, B4/03/02, 0402090009 


8402090011 IE Info Notice 04-17. "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Eve list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/03/05 Consolidated Edison Co of Neu 

York, Inc, 117pp 22353 336 24X Fiche 30-000, 04/03/05, 0402090011 


B402090024 IE Info Notice 84-09, Rev l, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B30103) B4/03/07 Consolidated Edison Co of Neu 

York, Inc ItSpp 22633 049 24X Fiche 50-000, 04/03/07, 0402090024 


B4O2O9OO20 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Bys 11 Svc list and 

JORDAN, E L Division of Emergency Preparedness li Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co Of New 

York. Inc llSpp 22304 186 24X Fiche' 30-000, 84/03/07, 0402090029 


B402090031 IE Bulletin 04-02, "Failures of QE Type HFA Relays In Use in 
Class IE Safety Sys " Svc list sncl 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of Neu York, Inc 

1 34p p 22023 094 24X Fiche 30-000,04/03/12,3402090031 


0403290037 Providss interim response to IE Bulletin 83-07, “Apparently 
Fraudulent Products Sold by Ray Hiller, Inc " Hatls supplied 
by primary suppliers listed Investigation of subtler 
suppliers in progress Final rept expected by 840624 
FOSTER, D O OBorgia Power Co 84/03/12 O'REILLY. J P Region 2, 
Office of Director 9pp 22006 232 24X Fiche 50-424,84/03/12, 

8403290037 


8402090043 IE Info Notice 04-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness li Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X Fiche 30-000,84/03/21,0402090043 


8402090044 IE InfD Notice 04-20. "Svc Life of Relays in Safety-Related 
Bys 11 Svc list end 

JORDAN, E L Division of Emergency Preparedness J, Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Fiche 50-000,84/03/21,8402090044 


3 Reportable occurrences, LERs J, related correspondence 


8403010431 Informs Commission of problems u/emergency diesel generators 
mfg by Transamerlca Delaval. Inc 

DIRCK9, W J, Office of the Executive Director for Operations 

SEC Y— 83-034, 84/01/25 4pp 22430347 24X Fiche 50-000,04/01/23, 

0403010431 


8403210032 Part 21 rapt re failure of auxiliary feedwater pump drive 
turbines. Gimpel NP8-4 T&T valve, to close End ltr dtd 840203 
sent to listed utils CE notified of affected units In BWR 
plants 

THEROUX, R R Terry Corp 04/02/22 WOODRUFF. R W Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche, 50-000, 04/02/22, 8403210032 


8403010334 Interim deficiency rept re hroken capstan spring tangs on 
Pacific-Scientific shock arrestors Initially reported on 
840126. Metal lurgical analysis indicates cracking due to 
stress induced by spring forming Next rept by 040310 
FOSTER, D 0 Georgia Pouer Co 04/02/23 O'REILLY, J P Region 2, 
Office of Director Spp 22433 003 24X Fiche 30-424,04/02/23, 

04O3Q1O334 
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8403090077 Final deficiency rept re Pullman Const Industrie* undersized 
shop filet welds on corner details of stiffBner angles for 
HVAC ducts Condition not reportable per 1CCFR30 53(e) or 
10CFR21 

FOSTER. D O Ceorjla Pouir Co 04/02/24 O'REILLY, JP Region 2. 
Office of Director lp 22576 004 24X Flehe 30-424.84/02/24. 

0403070097 


--8403070409 Summary of 040216 meeting w/Trantamer lea Delaval.Inc Owners 
Oraup In Wading River. NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript & 
attendance list end 

MILLER. M A Licensing Branch 4 04/02/27 Licensing Branch 4 

spp 22700 161 24X Fiche 50-000.04/03/12.8402090037 


0403010207 Forwards ’Investigation of Types AF & AE Piston Skirts. “ per 
Transemerica Delaval.Inc Owners Group program commitments 
Rept evaluates cracks in AF piston skirts in Shoreham & 

Grand Gulf Nuclear Power Stations 

KU5ELER.U J TDI (Transamer lea Delaval. Inc ) Owners Group 
84/02/27 DENTON. H R Office of Nuclear Reactor Regulation. 

Director 3pp 22434 070 24X Fiche 50-000.04/02/27.8403010207 


B4Q3010218 Forwards task descriptions for 16 known problems re 
Trantamerlca Delaval.Inc emergency diesel generators 
RUSELER.W J TDI < Transamer 1 ca Delaval. Inc ) Owners Group 
04/02/20 DENTON. H R Office of Nuclear Reactor Regulation. 

Director 42pp 22435 177 24X Fiche 50-000.84/02/20,0403010210 


6403260233 Forwards summary list of deficiencies identified per 
10CFR50 53(e), Part 21 L potential generic 1 tr repts for 
comments 

5TARQSTECKI. R Division of Project S. Resident Programs 04/02/28 
Region 1. Office of Director 7pp 23756 065 24X 

Fiche 50-000.84/02/28,8403260233 


0403120146 Interim deficiency Tept re HVAC duct support weld defect* 
found during reinsp program Initially reported on 840131 
Addl investigation underway Interim rept will be submitted 
by 840710 

FOSTER. D 0 Georgia Power Co 04/03/02 O'REILLY, J P Region 2. 
Office of Director 2pp 22565 252 24X Fiche 50-424,04/03/02. 

0403120146 


S40314004B Forwards “Grand Gulf Component Tracking Sys, " “Shoreham 
Component Tracking Sys" t< “Transamer 1 ca Delaval.Inc 
Diesel Generators Owners Group Program Plan,” to resolve 
concerns w/«merg#ncy diesel generators 

MUSELER, W J Long Island Lighting Co 04/03/02 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 23626 062 
24X Fiche 30-000. B4/03/02, 04O314OO4S 


—8403140073 "Transamer 1 ca Delaval.Inc Diesel Generators Owners Grouo 
Program Plan " 

e TDI (Transamer l ca Delaval, Inc ) Owners Croup 84/03/02 
261pp 2262B 223 24X Fiche 50-000,84/03/02.8403140040 


8403130043 Interim deficiency rept re cracks in containment penetration 
welds Initially reported on 840209 All welds repaired per 
A5f1E Code, Section 1 1 1 . Sub s ec ti on NC 

FOSTER, D O Georgia Power Co B4/03/07 O'REILLY, J P Region 2, 

04O313OM3 ° r 4PP 22641 0,0 24X Fiche 30-^4. 84/03/07, 


^of'n^rf.idwV*^ 1 * 11 ^ r * P J r o unve ’‘ ifl ' !l computer code in design 
of main feedwater pipe supports Review & evaluation 
complete Event not reportable per 10CFR30 35(e) 6 Part 21 
FORTFB^n*n ya \ Vt C ? mpUtef ' subroutine replaced by Bechtel 
Office'nf n.- w rB f° uer Ct> 84/03/07 O'REILLY, J P Region 2, 
VSoillolU 1P 22643 ,82 24X Fiche 50-424.34/03/07, 


0403170103 Deficiency rept re 
spool piece welds Initially 
containing reported defects 
in acceptable condition 
FOSTER, D 0 Georgia Power 
Office of Director 7pp 
8403170105 


Pullman Power Products fabrication sh 
reported on 031021 Spools 
reworked or repaired 6 presently 


Co 84/03/09 O'REILLY, J P Regioi 
22669 312 24X Fiche 50-424,84/03/0' 


op 


2, 


8402090039 Board Notification 84-052 forwards meetlno summaries 
containing transcripts of 840210 $, 16 meeting, between NRC t, 
Transameric* daval. Inc (TDI1 Owners Group DistribuUon 

EtSENHUT. D G Division of Licensing 84/03/12 PALLADIMn 
Coflwstj i i oniri 3ap 22708 not ri. k „„ ^-LADJNQ 

8402070037 P °‘ 4X Flch * 30*000, 84/03/1 2, 


■~Sm==H"" sa™ 

“ c - N " 


Transcript of 840210 meeting w/Trans.n 
^nIrIto^ UP « problems u/emer, 

Affiliation Given 84/02/ 
67201 008 24X Fiche 50-000, B4/Q3/12, 840209003 


Delaval, Inc 
diesel 

147pp 


— 8403070423 Transcript of B40216 conference in Hading Rivar,NY ra 
Transameric* Delaval.Inc diesel generators Pp 1-82, 

* Commissioners 04/02/16 84pp 22700 169 24X 

Fiche 30-000,84/03/12,0402090039 


8403140030 Forwards “Design Review of Connecting Rod Bearing Shells for 
Trensamerica Delaval Enterprise Engines" for Shoreham 6 
Grand Qulf diesel generators 

MUBELER, W J Long Island Lighting Co 84/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
24X Fiche 30-000,04/03/12,8403140050 


8403130133 Forwards "Transamtrica Delaval, Inc Diesel Oenerator Rocker 
Arm Capscrew stress Analysis Rept " Capscrew design adequate 
for applicable engines & sve conditions 

MUSELER. W J TDI (Transemerica Delaval, Inc 1 Owners Group 
84/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22639,270 24X Fiche 50-000,84/03/13,8403180133 


8403200222 Responds to 840214 Requests for info 1 to 2 re R-4 eeries 
engines List indicating engine number, modal to sve number, 
customer neme t< address, rating, date shipped to date started 
encl 

MATHEWS, C S Transamerlca Delaval, Inc. 84/03/16. EIBENHOTtD 0 
Division of Licensing 20pp 22691 179, 24X Fieh* 50-000,84/03/16. 




7 5 kV-15 >V, 300-730 MV A, 3 kV 330-3,000 L all HHV circuit 

brsakers Initially reported on 830223. Addenda to 

Installation to maint procedures sent to affected units 

?^’ D D Brown Boverl Corp (subs qf Brown Boverl to Co., Ltd, I. 

Record Services Branch (Document Control Dsskl. 5pp 
22772 114 24X Fiche* 50-000, 04/&3/19, 8403270219. 


8403270132 Forwards “Emergency Diesel Oenerator Air Btart Valve 
Capscrew Dimension 6 Stress Analysis, " prepared by B&W for 
Transamerlca Delaval.Inc (TDI 1 Diesel Oenerator Owner* 

Group 

na^.S« W TDI ^ Trsnikeer ici Delaval, Inc ) Owners Qroyp 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22774.001 24X Fiche, 30-000, B4/03/23, 8403270132, 


Q4 ?^I°i 34 "V«n 9 on 840418 to discuss short-term to long- 

term corrective actions to investigations re Transamerlca 
Delaval diesel generators List of suggested meeting topics 

MCOAUOHY, J P TDI (Transamerlca Delaval, Inc,) Owners Broun 
84/03/23 DENTON. H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Fiche 30-000, B4/03/23, 8403270134 


Hearing transcripts on non-antl trust matters 


U4U2Q7O037 Board Notification 84-032, forwards meeting summaries 
containing transcripts of 840210 & 16 meetings between NRC to 
Transamerlca Delaval.Inc (TDI) Owners Group Distribution 
ittt *nc 1 

r D ' D * vl * lon of Licensing 84/03/12 PALLADINO 
84020 90 039 #r§ PP 22708 001 24X Fiche, 30-000, 84/03/12, 




zewiznu-, ^ ur qivicjv nutting W/Tr«n**m*ri 

J^.er^^, in - P-blam 8 . w/.m 

Af *!;::!!:■ 2 6 PP 8 V ^.oo2: re ^ y ' j p - 

Flch* 50-000, 84/03/12, 8402070039 




NRC - No 


-8403060334 Transcript of 840210 meeting w/Tr#n**m*r lea Delaval.Inc 

Ks:;:*sr p in B ’ th " d *' MD « p^iZm. 

* „™ c .* Na Detailed Affiliation Given. 84/02/10. 147oo 

67201 008 24X Fiche, 30-000, 84/03/12, 8402090039 PP ’ 



attendance^! ist"****^ 8,n#ri,tor ‘ A®*" 11 -' Mint transcript to 

e;i LER «708 t 6» U,n ^5 fl F!^:f5o! 0 oof^%^ a<a 40^S59 n# Br *" Ch 4 

• Commissioners 84/02/16 84oo 22708 169. 24X 


84/02/16 84pp 
Fiche’ 30-000, 84/03/12, 8402090039 
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V Operator Examinations 


8403150038 Forwards operating shift experience tables far shift 
supervisors, senior reactor operators. rose tor operator it 
shift technical advisor Licensed classroom training & exam 
conducted 

FOSTER. D 0 Georgia Power Co 84/03/09 DENTON, H R Office of 
Nuclear Reactor Regulation, Director i4pp 22643 06S 24X 

Fiche 90-424,04/03/09,6403190038 


DOCKET 90-429 VOOTLE ELECTRIC GENERATING PLANT 


A Application/construction stage documents 6 correspondence 


K Utility Final Safety Analysis Report (FSAR) t, amends 


B4D3010319 Amend 4 to application for DLs, c ons i s t i ng of Amend 4 to 
FBAR 

FOSTER, D 0 Georgia Power Co B4/02/24 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 2pp 22433 ill 24X 
Ficha 90-424, B4/02/24, 0403010319 


— 0403010329 Amend 4 to FSAR 

» Georgia Power Co 84/02/24 104pp 22433 113 24X 

Fiche 30-424,04/02/24,8403010319 


G Inspection reports, IE Bulletins S< correspondence 


6403090311 Notification of Q40306-09 meetings w/util in Waynesboro, GA 
to facilitate NRC review through site visits 

MILLER, M A Licensing Branch 4 64/02/23 ADENSAM, E 0 Licensing 

Branch 4 3pp 22901 272 24X Fiche 90-424,04/02/23,0403050311 


8403010319 Amend 4 to application for OLs, consisting of Amend 4 to 
F8AR 

FOSTER, D 0 Georgia Power Co 04/02/24 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 22433 111 24X 

Fiche. 90-424. 64/02/24. 8403010319 


C Utility Environmental Report <ER)> amends t< correspondence 


6403090169 Comment* on environ rept - OL stage. per Oft of Environ 
Project Review Dec 1903 memo. Two unresolved aquatic issues 
should be addressed as special study conditions of OL 
MCBAY.L 0 Interior, Dept of. Fish S< Wildlife Service 84/01/20 

FARLEYr J 0, Southern Co Services, Inc 3pp 22973.304. 24X 

Fiche. 90-424, 84/01/20, B403090I89 


G Adjudicatory correspondence 


6403020126 Response opposing applicant answer to petitions for leave 
to Intervene & requests for hearing Request for hearings to 
be held in Atlanta, QA reiterated Certificate of Bvc end 
TEPER, D, C Georgians Against Nuclear Energy B4/02/24 Atomic 
Safety and Licensing Board Panel 4pp 22442 147 24X 

Fiche, 50-424, 64/02/24, 8403020126 


8403000370 Appeal* denial of FD I A request for draft IE Intp Repts 
90-424/03-13 & 90-429/03-13 

BOMBY. A H Troutman, Sanders, Lockerman L Ashmore 83/11/14 
Office of the executive Director for Operations 2pp 22976 244 
24X Fiche 90-425,03/11/14.0403080370 


8403000372 Responds Id appeal re denial of FOIA request for draft IE 
I nsp Repts 30-424/03-13 & 90-429/03-13 Forwards documents 
FELTON, J M Division of Rules and Records 84/01/31 DOMOY, A H 
Troutman. Sanders, Lockerman 6 Ashmore Ip 22976 246 24X 

Fiche 90-424.04/01/31.8403000372 


■84030B0377 Forwards IE Insp Repts 90-424/03-13 & 90-429/03-13 on 
030621-0720 6 notice of violation 

LEWIS, R C Division of Project t> Resident Programs 83/10/14 
KELLEY. R J Georgia Power Co 2pp 22376 247 24X 

Fiche 90-424.04/01/31,0403080372 


— 8403000301 NoticB of violation from lnsp on S30621-0720 

» Region 2, Office of Director 03/10/14 3pp 22976 249 24X 

Fiche 90-424,04/01/31,8403090372 


— 8403000304 IE Insp Repts 90-424/03-13 6 90-429/83-13 on 030621-0720 
Violations noted failure to implement pipe support central 
documents U provide appropriate concrete expansion anchor S, 
structural steel acceptance criteria 

BROWNLEE, V L , LIU, W , RUFF, A B Region 2, Office of Director 
83/10/11 36pp 22576 292 24X Fiche 90-424.04/01/31,0403000372 


8403140114 Reiterates staff B40213 response to Campaign for Prosperous 
Georgia 840224 request that hearings be held In Atlanta, QA 
Site of hearings question does not need resolution et 
present 

BORDENICK, B M Hearing Branch 3 B4/02/29 MARQULIES, M B , 

L INENBERGER, 0 , PARIS, O H Atomic Safety and Licensing Board Panel 
2pp 22623 397. 24X Fiche 30-424,84/02/29,8403140114 


8403060090 Applicant response to Campaign for Prosperous Georgia (CPG) 
840224 memorandum re location of hearing CPO has no reason 
for departing from NRC policy i< ignores fact that project 
ofe moved from Atlanta to site W/Certi f ica te of 8vc 
TROWBRIDGE, Q, F Georgia Power Co TROWBRIDGE, G F Shaw, Pittman, 
Potte S, Trowbridge 64/03/01 8pp 22316.301 24X 

Fiche: 30-424, 64/03/01, B403060090 


6403130497 Requests that hearings on OL application be held in State 
of QA to afford etate officials & constituents opportunity 
to attend U monitor proceedings 

LOVETT, B. Georgia, State of B4/03/07 Office of the Secretary 
of the Commission lp. 22613 340 24X Fiche 30-424,84/03/07, 

6403130497 


B403130394 Memorandum 6 order echeduling 840330 special prehearing 
conference in Auguete.GA to identify key issues, to consider 
all intervention petitions & to establish schedule for 
further action 

MARQULIES, M D , LINENBERQER, 0 , PARIS, 0 H Atomic Safety and 
Licensing Board Panel 84/03/09 lOpp 22616:081 24X 

Fiche 90-424, 84/03/09, 8403130394. 


8403230279 Requests that hearings be 
PARRIBH, 8 0. Waynesboro, GA DSB 
Secretary of the Commission Ip. 
Fiche. 90-424, 84/03/19, 8403230279. 


located in Wayne ib or o, OA, 

078 84/03/19 Office of the 

22743 093 24 X 


H. General correspondence 


8403070018 Forwards IE Insp Repts 30-424/83-23 J, 30-429/83-23 on 
831111-840116 No violations or deviations noted 
DANCE, H C Division of Project L Resident Programs 84/02/10 

KELLY, R J Georgia Power Co 2pp 22947 327 24X 

Fiche 90-424,84/02/10.8403070018 


—8403070024 IE Insp Repts 90-424/83-23 U 90-429/83-23 on 831111-040116 
No violations or deviations noted Major areas Inspected 
installation of electrical cab inets. reac tor vessel closure 
head cladding repair, weld matl control 6 rebar 6 farms 
SANDERS, W F Region 2, Office of Director PANCIERA.V Division 
of Project 6 Resident Programs 04/02/09 4pp 22947 320 24X 

Fiche 30-424.04/02/10,0403070018 


0403160207 Forwards IE Insp Repts 90-424/B4-02 It 90-429/84-02 on 
840130-0203 No violations or deviations identified 
DANCE, H C Division of Project tt Resident Programs 04/02/23 

KELLY, R J Georgia Power Co 2pp 22659 221 24X 

Fiche 30-424.04/02/23,0403160207 


—8403160212 IE Insp Repts 90-424/04-02 6 90-425/04-02 on 040130-0203 
No violations or deviations identifed Major areas inspected 
electrical cable lnstal lation, cab 1 e termina t i on. OA 
procedures, i nsulat Ion resistance testing I, training 
MERRIWEATHER, N , CONLON, T E Region 2, Office of Director 
04/02/21 Bpp 22659 223 24X Fiche 90-424,04/02/23,8403160207 


0401190072 IE Info Notice 04-13. "Potential Deficiency In Motor 
Operated Valve Control Circuits tc Annunciation " Bvc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/02/28 Consolidated Edison Co of New 

York, Inc 113pp 22909 239 24X Fiche 30-000,84/02/20,0401190072 


0402090007 IE Info Notice 04-J4, "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC " Svc list end 

GRACE, J N Division of OA, Safeguards t> Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22992 329 24X Fiche 90-000,84/03/02.8402090007 


0403130023 Advises of change to correspondence distribution, adding JE 
Joiner l RE Conway, deleting DE Dutton & changing addresses 
of DO Foster b RA Thomas, 

FOSTER, D, 0, Georgia Power Co 84/03/OB ADENSAM. E o Licencing 
Branch 4 2pp. 22641 280 24X Fi che. 90-424, 84/03/08, B403150023 


8402090008 IE Info Notice B4-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness tt Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co, of New 

York, Inc 122pp 22933 098 24X Fiche 50-000, B4/03/02, 8402090008 
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8402090009 IE Info Notice 84-13/ "Report ing of Radiological Releases “ 
Eve list encl 

JORDAN/ E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc 1 19pp 22333 217 24XFiche 30-000,84/03/02,8402090009 


8402090011 IE Jnfo Notice B4-17. "Problems W/Hguid Nitrogen Cooling 
Components Delete Nil Ductility Temp “ Svc list encl 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of New 

York. Inc U7pp 22333 336 24X Fiche 30-000,84/03/03.8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection 8afe Shutdown Sys ” Svc list encl 
JORDAN. E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22633 049 24X Fich* 30-000,84/03/07,0402090024 


8402090028 IE Info Notice 84-18. "Stress Corrosion Cracking in PUR 
Sys 11 Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22584 186 24X Fiche 30-000,84/03/07.8402090028 


8402090031 IE Bulletin 84-02, "Failures of QE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list encl 

0EYOUNS.R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

I34pp 22823 094 24X Fithe 30-000,84/03/12,8402090031 


8403290037 Provides interim response to IE Bulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Miller, Inc ” Matls supplied 
by primary suppliers listed Investigation of subtler 
suppliers in progress Final rept expected by 840624 
FOSTER, D 0 Georgia Power Co 84/03/12 O'REILLY, J P Region 2. 
Office of Director 5pp 22806 232 24X Fiche 30-424,84/03/12, 

8403290037 


8402090043 IE Info Notice 84-19, “Two Events Involving Unauthorized 
Entries into PIJR Reactor Cavities “ Svc list encl 
JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response (Post 830103) B4/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 30-000, 84/03/21 , 8402090043 


8402090044 IE Info Notice B4-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc I33pp 22933 001 24X Fiche 30-000, 84/03/21, 8402090044 


S Reportable occurrences# LERs & related correspondence 


8403010451 Informs Commission of problems w/emergency diesel generators 
mfg by Transamerica Delaval, Inc 

DIRCKS, W J Office of the Executive Director for Operations 
SECY-83-034 84/01/23 4pp 22438 347 24X Fiche 30-000, 84/01/83, 

B403010451 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Oimpel NP8-4 T6T valve, to close Encl ltr dtd 840203 
sent to listed utils QE notified of affected units in BWR 
plants 

THEROUX, R R Terry Carp 84/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 30-000, 84/02/22. 8403210032 


8403010334 Interim deficiency rept re broken capstan spring tangs on 
Pacific-Scientific shock arrestors Initially reported on 
840126 Metallurgical analysis indicates cracking due to 
stress induced by spring forming Next rept by 840318 
FOSTER, 0 0 Georgia Power Co 84/02/23, O'REILLY, J P Region 2. 
Office of Director 2pp 22433 003 24X Fiche 50-424,84/02/23, 

B403010334 


8403090097 Final deficiency rept re Pullman Oonst Industries undersized 
shop filet welds on corner details of stiffener angles for 
HVAC ducts Condition not reportable per IQCFR30 33(e) or 
10CFR21 

FOSTER, D 0 Georgia Power Co 84/02/24 O'REILLY. J P Region 2. 
Office of Director ip 22576 004 24X Fiche 30-424,84/02/24, 

B4030 70097 


8403010207 Forwards " Invee t i ga t i on of Type* AF 6 AE Piston Bklrts," per 
Transamerica Delaval, Inc Qwnare Group program commitment! 

Rept evaluates cracks tn AF piston skirt* in Shorehsm L 
Grand Gulf Nuclear Power Stations. 

MUSELER, W J TDI (Trensamer i ca Delaval, Inc ) Owners Group 
B4/02/27 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 3pp 22434 090 24X Fiche 30-000.84/02/27,8403010207 


8403010218 Forwards task descriptions for 16 known problems re 
Transamerica Delaval. Inc emergency diesel generators 
MUSELER, M J TDI (Transamerica Delaval, Inc > Owners Group 
84/02/28 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 42pp 22433 177 24X Fiche 30-000,84/02/28.0403010218 

8403260233 Forwards summary list of deficiencies identified per 
10CFR30 33(e), Part 21 6 potential generic ltr repts for 
comments 

STAROSTECRI i R Division of Project Si Resident Programs 84/02/28 
Region 1, Office of Director 7pp 22736 063 24X 

Fiche 30-000,04/02/28,8403260233 


8403120146 Interim deficiency rept re HVAC duct support weld defects 
found during reinsp program Initially reported on 840131 
Addl investigation underway Interim rept will be submitted 
by 840910 

FOSTER, D 0 Georgia Power Co 04/03/02 O'REILLY.J P Region 2, 
Office of Director 2pp 223B3 232 24X Fiche 30-424,84/03/02, 

0403120146 


B4O314O048 Forwards "Grand Gulf Component Tracking 8yi. “ "Shoreham 
Component Tracking Sys" S< "Transamerica Delaval# Inc 
Diesel Generator* Owners Group Program Plan." to reiolve 
concerns w/emergencq diesel generators 

MUSELER, W J Long Island Lighting Co 84/03/02. DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22626 062 
24X Fiche 30-000,84/03/02,8403140040 


— 8403140093 "Transamerica Delaval, Inc Diesel Generators Owner* Group 
Program Plan “ 

* TDI (Transamerica Delaval, Inc ) Owners Group 84/03/02 
26lpp 22620 223 24X Fich* 30-000,84/03/02,8403140040 


0403130043 Interim deficiency rept re cracks in containment penetration 
welds Initially reported on 040209 All welde repaired par 
A8ME Code, Section I J !, Sub sec t ion NC 

FOSTER. D 0 Georgia Power Co 04/03/07 0 'REILLY, J, P, Region 2, 

Office of Director 4pp 22641 DIO 24X Fiche 30-424,04/03/07, 
0403130043 


0403130069 Final deficiency rept re unverified computer code in design 
of main feedwater pipe supports Review k evaluation 
complete Event not reportable per 10CFR30. 33(a) S, Part 21 
Unverified valve computer subroutine replaced by Bechtel 
FOSTER, D 0 Georgia Power Co 04/03/07 O'REILLY, J P Region 2, 
Office of Director ip 22643 102 24X Fich* 30-424, B4/03/07, 

9403130069 


0403190105 Deficiency rept re Pullman Power Producti fabrication ehop 
spool piece welds Initially reported on 031021 Spools 
containing reported defects reworked or repaired 6 presently 
in acceptable condition 

FOSTER, D 0 Georgia Power Co 84/03/09 O'REILLY, J P Region 2, 
Office of Director 7pp 22669 312 24X Fiche 30-424,04/03/09, 

B40319Q103 


0402090039 Board Notification 04-032 forwards meeting summaries 
containing transcripts of 040210 & 16 meetings between NEC k 
Transamerica Delaval, Inc (TDI) Owners Group, Distribution 
list encl 

EI8ENHUT, D 0 Division of Liceneing 84/03/12 PALLADINO 
Commissioners 3pp 22700.001 24X Fiche 30-000, 04/03/12# 

8402090039 


— 8403060336 Forwards summary of 040210 meeting w/Transamerlca Delaval, 
Inc Owners Group in Detheeda.MD re problems w/emergency 
diesel generator* 

CARUSO, R Liceneing Branch 2 04/02/27 O'REILLY.J P NRc - No 

Detailed Affiliation Given 6pp 22708.006 24X 

Fieha 30-000,84/03/12,8402090039 


— S40306Q334 Transcript of B40210 masting w/Trantamer ice Delaval, Inc 
Owners Group In B*thesda,MD re problems w/emergency diesel 
generators 

* NRC - No Detailed Affiliation Given 84/02/10 147pp 

67201 008 24X Fiche 30-000,84/03/12,8402090039 


— 0403070409 Summary of 840216 meeting u/Traniamer ica Delaval, Inc Owners 
Group in Ueding River, NY re program plan to establish 
reliability of diesel generators Agenda# meeting transcript k 
attendance list encl 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

Spp 22700.161 24X Fiche, 30-000, 84/03/12, 8402090039, 


— 8403070423 Transcript of B40216 conference in Wading River, NY re 
Transamerica Delaval. Inc diesel generators Pp 1-82 
» Commissioners 04/02/16 84pp 22700:169 24X 

Fiche 30-000,84/03/12,8402090039 
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8403140050 Forwards "Design Revlsw of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engine*" for Shoreham t < 

Grand Gulf diesel generator* 

MUSELER, W J Long Island Lighting Co 84/03/12 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 22632 074 
w-r Fiehe 50-000,84/03/12,8403140050 


8403150133 Forwards "Transamerica Delaval.Inc Diesel Generator Rocker 
Arm Capscrew Btr#»* Analysis Rept " Capscrew design adequate 
for applicable engines & sve conditions 

MUSELER, W J TDI (Transamerica Delaval, Inc > Owners Group 
84/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22639 270 24X Fiche 30-000,84/03/13,8403190133 


8403200222 Responds to B40214 Request* for Info 1 b 2 re R-4 series 
engines List indicating engine number, model & sve number, 
customer name b addrees, ra t 1 ng, da te shipped b date started 
end. 

MATHEWS, C B Transamerica Delaval, Inc 84/03/16 EISENHUT, D G 
Division of Licensing 20pp 22691 179 24X Fiche 50-000,84/03/16, 

8403200222 


8403270219 Part 21 rept re broken contact carrier In control device of 
7.5 kV-13 kV» 500-750 MVA, 3 kV 350-3,000 b all HKV circuit 
breakers Initially reported on 830223 Addenda to 
installation tt maint procedures sent to affected units 
DUVALL, D, D. Brown Boveri Corp (subs of Brown Boveri b Co , Ltd 1 
84/03/19 Record Service* Branch (Document Control Deski 5pp 
22772' 114 24 X Fiche 30-000, B4/03/ 19, 8403270219 


8403270132 Forward* "Emergency Diesel Generator Air Btart Valve 
Capscrew Dimension 6 Stress Analysis," prepared by BbW for 
Transamerica Delaval, Inc (TDD Diesel Generator Owners 
Group. 

MUBELER, W J TDI (Transamer ica Delaval, Inc > Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22774 001, 24X Fiche 30-000, 84/03/23, 0403270132 


8403270134 Request! meeting an S40418 to discuss short-term 6 long- 
term corrective actions b investigations re Transamer ica 
Delaval diesel generator* List of suggested meeting topics 
end 

MCQAUOMY. J P TDI (Transamerica Delaval, Inc ) Owners Oroup 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Fiche 30-000,84/03/23,8403270134 


T. Hearing transcripts on non-anti trust matters 


6402090039 Board Notification 84-032' forward* meeting summaries 
containing transcripts of 840210 & 16 meetings between NRC & 
Transamerica Delaval.Inc (TDI) Owners Group Distribution 
list end 

EISENHUT, D 0 Division of Licensing 84/03/12 PALLADINO 
Commissioners 3pp 2270B 001 24X Fiche 30-000,84/03/12, 

0402090039 


— B403060336 Forwards summary of B40210 meeting w/Trantamer 1 ca Delaval, 
Inc Owners Group in Betheida.MD re problems w/emergency 
diesel generators 

CARUSO, R Licensing Branch 2 84/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Olven 6pp 22708 006 24X 

Fiche 1 80-000, 84/03/12, 8402090039 


— B403060334 Transcript of 840210 meeting u/Transamer ica Delaval, Inc 
Owners Group in Bethe*da,MD re problem* w/emergency diesel 
generators 

e NRC - No Detailed Affiliation Given 84/02/10 147pp. 

67201 008 24X Fiche - 30-000, 84/03/12, 8402090039 


— 8403070409 Summary of 840216 meeting w/Transamer ica Delaval.Inc Owners 
Group in Wading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript t 
attendance list end. 

MILLER, M A Licensing Branch 4 84/02/27. Licensing Branch 4 

Spp. 22708:161 24X Fiche- 50-000, B4/03/12, 8402090039 


— 8403070423 Transcript of 840216 conference in Wading River, NY re 
Transamerica Delaval, Inc diesel generators Pp 1-82 
* Commissioners 84/02/16 B4pp 2270B- 169. 24X 

Fiehe. 30-000, 84/03/12, 8402090039, 


V, Operator Examination* 


6403150036 Forward* operating shift experience tables for shift 
supsrvi tors, senior reactor operators, reac tor operator & 
shift technical advieor Licensed claesroom training 6 exam 
conducted 

FOSTER, D. 0 Georgia Power Co B4/03/09 DENTON, H R Office of 
Nuclear Reactor Regulation, Director i4pp 22643-068. 2qx 
Fiche- 50-424, 84/03/09, 8403130038 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


a Inspection reports, IE Bulletins & correspondence 


8401190072 IE Info Notice B4-13, "Potential Deficiency In Motor 
Operated Valve Control Circuit* 6 Annunciation “ Sve list 
one 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B30103) B4/02/26 Consolidated Edison Co of New 

York, Inc USpP 22909 239 24X Fiche 50-000, 84/02/23, B401 1 90072 


8402090007 IE Info Notice 84-14, "Highlight* of Recent Transport 
Regulatory Revs by DOT 6 NRC " Sve list end 

GRACE, J N Division of GA> Safeguards 6 Inspection Program* (Poet 
B30103) 04/03/02 Consolidated Edison Co of New York, Inc 

1 30pp 22332 329 24X Fiche 50-000, 84/03/02, B402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler By* 
Valves to Operate " Sve list end 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22333 098 24X Fiche 50-000, 04/03/02, B40209000B 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) B4/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22353 217 24X Fiche 30-000,34/03/02,8402090009 


8402090011 IE Info Notice 84—17, "Problems W/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22S33 336 24X Fiche 50-000,04/03/03,8402090011 


8402090024 IE Info Notice 04-09, Rev 1, "Lesson* Learned From Insps of 
Fire Protection Bafe Shutdown Sy* " Sve list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc UBpp 22633 049 24X Fiche 50-000,84/03/07,8402090024 


8402090020 IE Info Notice 04-10, "Stress Corrosion Cracking In PWR 
By* " Sve list enc 1 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/07 Consolidated Edison Co of Naw 

York, Inc 118pp 22584 186 24X Fiche 30-000. 04/03/07, 04O2d9OO28 


8402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays in Use in 
Claes IE Safety Bye " Sve list end 

DEYOUNG. R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp. 22823 074 24X Fiche 30-000, B4/03/ 12, 040209003! 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorlxed 
Entries into PWR Reactor Cavities ” Sve list end 
JORDAN, E L Division of Emergency Preparedness i< Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X Fiche 30-000,84/03/21,0402090043 


0402090044 IE Info Notice 84-20, "SVC Life of Relays in Safety-Related 
By s 11 Bvc list end 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/03/21. Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Fiche 30-000, 84/03/21, 8402090044 


DOCKET 30-43B BELLEFONTE NUCLEAR PLANT, UNIT 1 


A App lieatlon/construc tion stage documents b correspondence 


8403160247 Informs of 840327 meeting to discuss proposed responses 
to NRC questions on Rev 7 to topical GA program, per 
840302 telcon 

LEWIS, R C Region 2, Office of Director 04/03/03 PARRIS, H 0 
Tennessee Valley Authority lp 22660 361 24X 

Fiche 30-000,84/03/08.0403160247 


0403160373 Notifies of use of A8ME Nuclear Components Cade Case N32-4 
for hydrostatic testing of Clast 3 embedded piping MIC 
position re use of Cod* Case N32-4 requested, 

MILLS, L, M Tennessee Valley Authority 04/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 22660 014 24X 

Fiche. 30-000,84/03/12,8403160373 



334 


DOCKETED ITEMS 


F Security, medical, emergency U fire protection plans 


9403160343 E, tends invitation to attend region 940316 workshop at 
regional ofc to discuss 10CFR50,App R requirements 6 recent 
results of insp to help resolve mi s und er s tand i ngs associated 
w/requi rements 

LEWIS, R C Division of Project t< Resident Programs 94/03/02 
PARRIB, H 0 Tennessee Valley Authority Spp 22660 003 24X 

Fiche 50-000,84/03/02, B403160343 


J Insurance & Indemnity information 


9403060413 Forwards Endorsement 23 to NELIA Policy NF-25B 

DUCK, J R Marsh & McLennan, Inc B4/02/28 SALT Z MAN. J Assistant 

Director for State h Licensee Relations 2 pp 22519 269 24X 

Fiche 50-433, S4/02/28, 84030604 13 


Q Inspection reports, IE Bulletins & correspondence 


9403070241 Suppls response to NRC ltr re violations noted in IE Insp 
Repts 50-433/03-20 It 30-439/93-20 No actions by vendor 
necessary to prevent recurrence of abrasion of condensate 
pot pip ing 

MILLS, L M Tennessee Valley Authority 93/12/05 O'REILLY. J P 
Region 2, Office of Director 2pp 22547 325 24 X 

Fiche 50-438, 03/ 1 2/05, 940307024 1 


9403070066 Responds to NRC 811200- ltr re violations xto-tad in IE Insp 
Repts 50-43B/81-29 6 50-439/01-29 Corrective actions repair 
plan for letdown cooler supports revised Completion dates 
expected by B40601 for Unit 1 i 950131 for Unit 2 
MILLS, L M Tennessee Valley Authority 33/12/07 D'REILLY.JP 
Region 2, Office of Director Ip 22545 340 24X 

Fiche 50-430,03/12/07,9403070066 


S403070089 Revises 931103 response to NRC B3100S ltr re violations 
noted in IE Insp fiept 50-430/03-23 Corrective actions craft 
OA training revised to include training for ironworkers on 
HVAC ductwork supports Training complete 

MILLS, L M Tennessee Valley Authority 93/12/13 O'REILLY, J P 
Region 3, Office of Director 2pp 22541 2S1 24X 

Fiche 50-438,83/12/13,940307008? 


B 4030702 IS Ack receipt of 940105 supplemental ltr Informing NRC of 
steps taken to correct violations noted in IE Insp Repts 
50-43B/B1-33 h 50-439/91—33 Concurs w/denial of violation 
VERRELLI.D M Division of Project 6 Resident Programs 94/02/33 
PARRIS, H G Tennessee Valley Authority lp 22541 296 24X 

Fiche 50-438,04/02/23, 8403070219 


— 0403070224 Submits second revised response to NRC 820126 ltr re 
violations noted in IE Insp Repts 50-439/91-33 6 
50-439/01-31 Violation re piping being cold sprung due to 
installation of seismic supports denied 

MILLS, L M Tennessee Valley Authority 84/01/25 O'REILLY, J P 
Region 2, Office of Director 3pp 22941 29? 24X 

Fiche S0-43B, 94/02/23, 84030702k B 


9401190072 IE Info Notice 94-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits L Annunciation “ 5vc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 94/02/28 Consolidated Edison Co of Naw 

York, Inc llSpp 22909 239 24X Fiche 30-000,94/02/20,9401190072 


8402090007 IE Info Notice 84—14, "Highlights of Recent Transport 
Regulatory Revs by DOT L NRC ” Svc list end 

GRACE, J- N Division of OA, Safeguards 4, Inspection Programs (Post 
330103) B4/O3/02 Consolidated Edison Co of New York, Inc 

130pp 22552 329 24X Fiche 50-000,94/03/02,9402090007 


9402090008 IE Info Notice 04-16, “Failure of Automatic Sprinkler Sy« 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness U Englnesrlng 
Response (Post 030103 ) 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22553 098 24X Fiche 50-000,84/03/02,0402090008 


B402090009 IE Info Notice B4-15, “Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 8301031 84/03/02 Consolidated Edison Co of New 

York. Inc H9pp 22553 217 24X Fiche 50-000,04/03/02,8402090009 


8403160140 Ack receipt of 031103 V 1213 itrs informing NRC af steps 
taken to correct violations noted in IE Insp Repts 
50-438/03-23 it 30-439/83-23 Concurs w/denia» of Factors 
2 St 3 of Item B 

LEWIS, R C Division of Project St Resident Programs 84/03/02 
PARRIS, H 0 Tennessee Valley Authority 2pp 22655 333 24X 

Fiche 50-438, 84/03/02, 8403160 1 40 


8402090011 IE Info Notice 84-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 94/0-3/05 Consolidated Edison Co of New 

York, Inc 1 1 7pp 22553 336 24X Fiche 30-000, B4/03/05, 840209001 1 


0402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sy s “ Bvc list end 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Now 

York, Inc UBpp 22635 049 24 X Fiche 50-000, B4/03/07, 9402090024 


04O2O9QO2B IE Info Notice 84-10, "Stress Corrosion Cracking in PWR 
8ys " Bvc list end 

JORDAN, E L Division of Emergency Preparedness i, Engineering 
Response (Post 030103) 94/03/07 Consolidated Edison Co of New 

York, Inc 1 18pp 22384 196 24X Fiche 30-000,84/03/07,9402090028 


0402090031 IE Bulletin 04-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety 8ys ” Svc list encl 

DEYOUNG, r c Director's Office, Office of Inspection and 

Enforcement B4/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fi che , 50-000, 04/03/ 12, 8402090031 


8402090043 IE Info Notice 94-19, "Two Events Involving Unauthorised 
Entries into PWR Reactor Cavities " Bvc list encl 
JORDAN, E L Division of Emergency Preparedness !t Engineering 
Rasponse (Post 830103) 94/03/21 Consolidated Edison Co of New 

York. Inc 123pp 22023,22? 24X Fiche 30-000, B4/03/21 , 8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Saf e ty-Rela ted 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 030103) 84/03/2) Consolidated Edison Co. of New 

York, Inc 135pp 22933 001 24X Fiche 50-000,84/03/21,8402090044 


S Reportable occurrences, LERs it related correspondence 


0403010431 Informs Commission of problems w/em#rg ency diesel generator* 
mfg by Transamerica Dslavalilnc 

DIRCH8,W J Office of the Executive Director for Operations 
8ECY-83-034 84/01/23 4pp 22433 347 24X Fie h e- 50-000, 84/01 /25, 

□403010451 


8403010376 Final deficiency rept re welds on assemblies supplied by 
Transamerica Delaval it 1IE Imperial not meeting QA 
requirements Initially reported on 830615 Condition not 
reportable per I0CFR50 55(e) 

MILLS.L M Tennessee Valley Authority 04/02/22 O'REILLYiJ P 
Region 2, Office of Director 2pp 22434 057 24X 

Fiche 30-430, 84/02/22, 8403010376 


0403010075 Third Interim deficiency rept ro manual adjustment of diesel 
generator setpoints Initially reported an 930309 Util will 
Install automatic voltage regulator reset package Next rept 
will be submitted by 040024 

MILLS, L M Tennessee Valley Authority 84/02/23 D'REILLY, U P 
Region 2, Office of Director 2pp 22435 361 24X 

Fiche 30-433,04/02/23.0403010093 


0403010207 Forward s "Investigation of Types AF & AE Piston Skirts," per 
Transamerica Delaval, Inc Owners Group program commitments 
Rept evaluates cracks in AF piston skirts in Bhoreham i. 

Grand Gulf Nuclear Power Stations 

MUBELER, W J TD! ( Tr an earner 1 c a Delaval, Inc ) Owners Group 
84/02/27 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 3pp 22434 090 24X Fiche 50-000,04/02/27,0403010207 


8403090163 First interim deficiency rept re carbon steel pipe supports 
top coated w/Carboline 309 paint in contact ui/stainless 
steel piping Instructions issued to remove paint from 
surfaces where contact exceeds 140 F Next rept by 840822, 

MILLS.L H Tennessee Valley Authority 84/02/27 O'REILLY, J P 
Region 2, Office of Director Spp 22575 133 24X 

Fiche 30-438,84/02/27,9403090163 


8403090161 Twelfth interim deficiency rept re main steam line failure 
due to main feedwater overfill Initially reported on 800319. 

Field change package submitted by BbW Next rept by 840622. 

Also reportable per Part 21 

MILLS, L M Tennessee Valley Authority 84/02/27 O'REILLY, J P. 
Region 2, Office of Director. 3pp 22573.272. 24X 

Fiche 50-430, B4/02/27, 8403090191 


9403010210 Forwards task descriptions for 16 known problems re 
Transamerica Delaval, Inc emergency diesel generators 
MUSELERiW J TDI ( Transamer ica Delaval, Inc.) Owners Group 
84/02/28 DENTON, H R. Office of Nuclear Reactor Regulation, 

Director 42pp 22433 177 24X Fiche 50-000,04/02/29,8403010218. 
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B403090024 Revised final deficiency rapt re defective attachments of 
pipe supports to 6-inch strip plates Initially reported on 
01 1231 Engineering Change Notice 1572 written to accomplish 
required mods 

MILLS, L M Tennessee Valley Authority 84/02/20 O'REILLY, J P 
Region 2, Office of Director 2pp 22376 029 24X 

Fiche 3Q-43B, 04/02/28, 0403090024 


Q403070297 First Interim deficiency ropt re numerous deficiencies on 
E-ma* panels Initially reported on B40131 Incorrect 
connected wires will be repaired Next rept by 840607 Also 
reportable per Part 21 

MILLS, L M Tennessee Valley Authority 04/02/29 O'REILLY, J P 
Region 2, Office of Director 2pp 22346 357 24X 

Fiche 50-430, 04/02/29, 8403070297 


£3403070329 First interim deficiency rept re adaptor keyway on B-inch 
Borg-Warner globe valves Initially reported on 040131 Vendor 
will provide corrective action & identify add! valves 
requiring mods Also reportable per Part 21 

MILLS, L M Tennessee Valley Authority 04/02/2? O'REILLY, J P 
Region 2, Office of Director 2pp 22346 313 24X 

Fiche 30-438,04/02/29,8403070329 


0403070294 Second Interim deficiency rept re carbon steel dowel pin 
found in HPI pump Initially reported on 031109 Pin removed & 
wet cloth test performed to verify no residual rust remains 
Next rept expected by 840822 

MILLS, L M Tennessee Valley Authority 04/03/01 O’REILLY, J P 
Region 2, Office of Director 2pp 2254t 290 24X 

Fiche 50-430, 04/03/01, B403070294 


0403120105 First Interim deficiency rept re loose drive hubs on 
overspeed governor drive shaft an Transamerica Delavaiilnc 
diesels Initially reported on 640203 Svc info memo being 
reviewed for approval Also reportable per Part 21 
MILLS, L M Tennessee Valley Authority 84/03/01 O'REILLY, J P 
Region 2, Office of Director 2pp 223B3 227 24X 

Fiche 50-000,04/03/01,0403120103 


0403120163 First Interim deficiency rept re setting of shutdown voltage 
for vital inverters by Inti Power Machines Initially 
reported on 040209 Corrective action requested from vendor 
Next rept by B40522 Also reported per Part 21 

MILLS, L M Tennessee Valley Authority 84/03/01 O'REILLY, J P 
Region 2, Office of Director 2pp 22389 207 24X 

Fiche 30-430,04/03/01,0403120163 


0403140048 Forwards "Grand Oulf Component Tracking Sys, " "Bhoroham 
Component Tracking Sys" b "Transamerica Delavaiilnc 
Diesel Generators Owners Group Program Plan," to resolve 
concerns w/emergency diesel generators 

MUBELER, W J Long Island Lighting Co 84/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22626 062 
24X Fiche , 30-000, 84/03/02, 0403140040 


— 0403140093 "Transamerica Delavaiilnc Diesel Generators Owners Group 
Program Plan “ 

* TD1 {Transamerica Delaval, Inc ) Owners Group 84/03/02 
261 pp 22620 223 24X Fiche 30-000,84/03/02,0403140040 


0403130059 Revised final Deficiency Rept NCR 2053 re cable bend radii 
for diesel generator control cabinets Initially reported on 
821206 Bubj not considered nonconforming condition Records 
amended deleting nonconformance as 10CFR50 33{s5 item 
MILLB, L II Tennessee V*1 ley Authority 04/03/03 O'REILLY.JP 
Region 2, Office of Director 2pp 22641 023 24X 

Fiche 30-430,84/03/03,0403150039 


8403160042 First interim deficiency rept re ITT Orinnel pip# supports 
designed ul/suay struts instead of required gaps Initially 
reported on 840100 Alternate analysis load tables will be 
revised Also reportable per Part 21 Next rept by B40828 
MILLS, L M Tennessee VallBy Authority 04/03/06 O'REILLY, J P 
Region 2, Office of Director 2pp 22655 126 24X 

Fiche. 30-438, 04/03/06, 8403160042 


8402090039 Board Notification 84-052 forwards meeting summaries 
containing transcripts of 840210 & 16 meetings between NRC b 
Transamerica Delaval, Inc <TDI) Owners Group Distribution 
list ancl 

EISENHUT.D 0, Division of Licensing 04/03/12 PALLADINQ 
Commissioners 3pp 22700 001 24X Fiche. 30-000. 84/03/1 2, 

8402090039 


— 8403060336 Forwards summary of 840210 meeting w/Transamerica Delaval, 
Inc Owners Group In Bethesda,MD re problems w/emergency 
diesel generators 

CARUSO, R Licensing Branch 2 84/02/27 O'REILLY. J P NRC - No 

Detailed Affiliation Given 6pp 22700 006 24X 

Fiche 30-000,04/03/12,0402090039 


— 8403060334 Transcript of 040210 meeting w/Transamerica Delaval, Inc 
Owners Croup in Bethesda,MD re problems w/emergency diesel 
genera tors 

« NRC - No Detailed Affiliation Olven 04/02/10 147pp 

67201 008 24 X Fiche 50-000,84/03/12,0402090039 


— 8403070409 Summary of 840216 meeting w/Transamerica Delaval, Inc Owners 
Group m Uadlng River. NY re program plan to establish 
reliability of diesel generators Agenda, me eting transcript b 
attendance list end 

MILLER, M A Licensing Branch 4 B4/02/27 Licensing Branch 4 

Bp p 22708 161 24X Fiche 30-000,84/03/12.840209003? 


— B403070423 Transcript of 840216 conference In Wading River. NY re 
Transamerica Delavaiilnc diesel generators Pp 1-82 
* Commissioners 04/02/16 B4pp 22700 169 24X 

Fiche 30-000,84/03/12,8402090039 


8403140030 Forwards “Design Review of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engines” for Shorobam b 
Grand Oulf diesel generators 

MUSELER.W J Long Island Lighting Co B4/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
24X Fiche 50-000,84/03/12,8403140030 


0403190287 Third interim Deficiency Rept NCR 2393 re Bing ham-Wi l 1 ame t te 
makeup/HPI pump vibration Initially reportod on 830622 Next 
rept expected by 040723 Item also reportable under Part 21 
MILLS, L M Tennessee Valley Authority 84/03/12 Q 'REILLY. J P 
Region 2, Office of Director 3pp 22672 275 34X 

Fiche 30-430,84/03/12,0403190207 


8403130133 Forwards “Transamerica Delaval, Inc Diesel Generator Rocker 
Arm Capscrew stress Analysis Ropt " Capscrew design adequate 
for applicable engines 6 svc conditions 

MUSELER.W J TDI t Transamer i ca Delaval, Inc I Owners Group 
04/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22639 270 24X Fiche 30-000,04/03/13,8403150133 


0403210046 First interim deficiency ropt re ITT Grinnel pipe supports 
designed w/sway struts instead of required caps Initially 
reported on 840216 Next ropt by 850213 Also reportable per 
Part 21 

MILLS, L M Tennessee Valley Authority 84/03/13 O'REILLY, Jf 
Region 3, Office of Director 2pp 22704 32B 24X 

Fiche 50-430,84/03/13,8403210046 


8403210042 First interim deficiency ropt re incorrect insulation 
weights for intake pumping station piping Initially reported 
on 940221 Util will perform document insulation weight 
calculations for ERCW sys 

MILLS, L K Tennessee Valloy Authority 04/03/14 O'REILLY, JP 
Region 2, Office of Director 2pp 22707 037 24X 

Fiche 30-438,04/03/14,0403210042 


0403210132 First interim deficiency rept re defects in reactor pressure 
vessel (RPV) stud holes Initially reported on 040216 for 
Unit 1 Mamt lnsp requirements revised to include vendor 
requirements for insp of RPV stud bolt holes 

MILLS, L M Tennessee Valley Authority 84/03/14 O'REILLY, JP 
Region 2, Office of Director 2pp 22707 270 24X 

Fiche 30-43B, 04/03/14. 8403210132 


8403200222 Responds to 840214 Requests for Info i b 2 re R-4 series 
engines List indicating engine number, model b svc number, 
customer name b address, rating, date shipped b date started 
end 

MATHEWS.CS Transamerica Delaval, Inc 84/03/16 EISENHUT, D G 
Division of Licensing 20pp 22691 179 24X Fiche 30-000, B4/03/ 16, 

8403200222 


8403300021 Supplemental deficiency rept re incorrect insulation weights 
for intake pumping station piping Initially reported on 
940221 First Interim rept dtd B40314 inadvertently omitted 
fact that next rept would be submitted on 041130 
MILL8.L M Tennessee Valley Authority 84/03/21 O'REILLY, J P 
Region 2. Office of Director Ip 22022 170 24X 

Fiche 30-438,04/03/21,8403300021 


0403300039 Supplemental deficiency rept re defects in reactor pressure 
vessel stud holes Initially reported on B40216 for Unit 1 
Next rept will be submitted by 040716 

MILLS, L M Tennessee Valley Authority 04/03/21 O'REILLY. J P 
Region 2, Office of Director lp 22021 33? 24X 

Fiche 30-430,04/03/21,8403300039 


8403300004 Final deficiency rept re incorrect modeling of problems In 
TPIPE program Initially reported on B30801 Item not 
considered reportable under 10CFR30 33(e) Records amended 
to delete subj nonconformance 

MILLS, L M Tennessee Valley Authority 04/03/22 O'REILLY, J P 
Region 2, Office of Director 2pp 22019 293 24X 

Fiche 30-430,84/03/22.0403300004 
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0603300034 Fifth lntBTlm deficiency rept re defects In rau cooling 
yater chiller unit flay control valve* rnfg by Metre* Valve 
Carp Initially reported on 03112* Investigation in progre** 

Neit rapt by 030421 Also reportable per Part 21 

MILLS, L H Tennessee Valley Authority 84/03/22 O'REILLY, J P 
Region 2, Office of Director 2pp 22021 264 24X 

Fiche 30-430.04/03/23.0403300034 


0403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension & Stress Analysis. " prepared by SbU for 
Tran lamer lea Delaval.lnc (TDI> Diesel Generator Owners 
Group 

KU8ELER.W J TDt (Transamer 1 ca Delaval. Inc ) Owners Qroup 
B4/03/23 DEN TOU. H fl Office of Nuclear Reactor Regulation. 
DitectoT 2pp 32774 001 24X Ftc h e 30-000. 34/03/23, 04032701 32 


3403270134 Requests meeting on B-40418 to discuss short-term b long- 
term corrective actions 5. investigations re Trensamsrlca 
Delaval diesel generators Li*t of suggested meeting topics 
enc 1 

HCOAUGHY.JP TDI (Transamer lea Delaval, Inc.) Owntrs Group 
04/03/23 DENTON. H R Office of Nuclear Reactor Regulation. 
DlreetOT 4pp 2276? 133 24X Fiche 30-000. 04/03/23,0403270134 


T Hearing transcripts on non-antl tru* t matters 


6402090039 Board Notification 04-032 forwards meeting summaries 
containing transcripts of S4021Q b 16 meetings between NRC b 
Transamerlca Delaval.lnc (TDD Owners Group Distribution 
list enc 1 

EISENHUT, D 5 Division of Licensing 04/03/12 PALLADINO 
Commissioners 5pp 22700 001 24X Fiche 30-000.04/03/12, 

8402070039 


— 0403060336 Forwards summary of B4021O meeting u/Transameri ca Delaval. 
Inc Owners Group in Bethsjda.hD re problems y/amergency 
diesel generators 

CARU3D.R Licensing Branch 2 84/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6fl p 22700 006 24X 

Fiche 50-000.84/03/12,8402090039 


— 3403060554 Transcript of 840210 meeting w/Transameriea Delaval.lnc 
Owners Group in Dethesda.KD re problems w/emergency diesel 
generators 

* NRC - No Detailed Affiliation Given B4/02/10 147pp 

67201 00B 34 X Fiche 50-000,84/03/12,0403090037 


— 0403070409 Summary of 840216 meeting w/Tran s amer 1 c a Delaval, Inc Owners 
Group in Hading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript b 
attendance list end 

MILLER, M A Licensing Drench 4 04/02/27 Licensing Branch 4 

8pp 22708 161 24X Fiche 30-000.84/03/12,840207003? 


— B403070423 Transcript of B40216 conference in Wading River, NY re 
Transamerlca Delaval.lnc diesel generators Pp 1-92 
* Commist loners B4/02/16 B4pp 22708 169 24X 

Fiche 50-000, B4/03/12, 8402 090039 


DOCKET 50-439 GELLEFONTE NUCLEAR PLANT, UNIT 2 


A Appllcatien/construction stage documents b correspondence 


B40 3 160247 Informs of S40327 meeting to discuss proposed responses 
to NRC questions on Rev 7 to topical QA program, per 
840302 to Icon 

LEWIS. R C Region 2, Office of Director 04/03/00 PARRIS, H G 
Tennessee Valley Authority Ip 22660 36i. 24X 

Fiche 30-000,04/03/08,8403160247 


6403160373 Notifies of use of ASME Nuclear Components Code Case N32-4 
for hydrostatic testing of Class 3 embedded piping NRC 
position re use of Cade Case N32-4 requested. 

MILLS, L M Tennessee Valley Authority 84/03/12 DENTON, H R 
Office ef Nuclear ReactoT Regulation, Director Ip 22660 014 24X 

Fiche 30-000, B4/03/ 12 , 8403160373 


F Security, medical, emergency b fire protection plans 


3403160343 Extends invitation to attend region 040316 workshop at 
regional ofc to discuss 10CFR3O,App R requirements b recent 
results of insp to help resolve misunderstandings associated 
w/reqgirement « 

LEWIS, R C Division of Project b Resident Programs 04/03/02 
PARRIS, H G Tennessee Valley Authority 2 pp 22660 083 24X 

Fiche 30-000. 84/03/02,6403160343 


G Inspection reports, IE Bulletins b c or re ip end enc e 


840307024 1 Supple response to NRC 1 tr re violation* noted in IE In«p 
Repts 30-436/83-20 b 30-439/83-20 Na action* by vendor 
necessary to prevent recurrence of abrasion of condensate 
pot piping 

MILLS, L N Tennessee Valley Authority B3/12/03 O'REILLY, JP 
Region 2. Office of Director 2p p 22347 323 24X 

Fiche 30-430,83/12/03,6403070241 


0403070066 Responds to NRC S1120B 1 tr re violation* noted in IE Insp 
Repts 30-430/81-29 b 30-439/81-29 Corrective actions repair 
plan for letdown cooler support* revised Completion date* 
e spec ted by 840601 for Unit 1 b 930131 for Unit 2 
MILLS, L M Tennessee Velley Authority 03/12/07 O'REILLY, vl P 
Region 2, Office of Director Ip 22843 340 24X 

Fiche 30-430,03/12/07,8403070066 


0403070210 Act receipt of 040123 supplemental Itr informing NRC of 
step* taten to correct violation* noted in IE Imp Rept* 
30-439/01-33 b 30-439/01-33 Concurs w/denlal of violation. 
VERRELLI.D M Division of Project b Resident Programs 84/02/23 
PARRia, H 0 Tonnes*!! Valley Authority. Ip 22341 296 24X 

Fiche 30-430.84/02/23,8403070210 


— 0403070224 Submit* second revised rliponn to NRC B20126 ltr re 
violations noted in IE Insp Repts 50-438/81-33 b 
30-439/01-31 Violation re piping being cold sprung due to 
Installation of seismic supports denied 

MILLS.L M Tennessee Valley Authority 84/01/23 O'REILLY, J R 
Region 2, Office of Director 3pp 22341 297 24X 

Fiche 30-430,04/02/23,9403070210 


B40 1 190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation," Svc list 
enc 1 , 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 84/02/20 Consolidated Edison Co of New 

York, Inc 113pp 22909 239 24X Fiche 30-000,84/02/20,6401190072 


0402090007 IE rnfo Notice 04-14, "Highlight* of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list end 

GRACE. J N Division of QA, Safeguards b Inspection Program* (Post 
B30103) 84/03/02 Consolidated Edison Co of New York, Inc 

laopp 22352 329 24X Fiche 50-000,04/03/02,8402090007. 


8402090008 IE Info Notice 94-16. "Failure of Automatic Sprinkler 9y» 
Valves to Operate ” Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 04/03/02 Consolidated Edison Co of Ntu 

York, tne 122pp 22333 090 24X Fiche 30-000,84/03/02.8402090008 


640209000? IE Info Notice 84-1S, "Reporting of Radiological Releases “ 
Svc lis t enc 1 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/02 Consolidated Edison Co of New 

York, Inc H9pp 22333 217 24X Fiche 30-000,84/03/02,8402090009 


040209001 1 IE Info Notice 34-17, "Problems W/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp “ Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 94/03/03 Consolidated Edison Co of New 

York. Inc U7pp 22353 336 24X Fiche 90-000,84/03/03,6402090011 


0402090024 IE Info Notice B4-07, Rev 1, "Lesson* Learned From Insps of 
Firs Protection Safe Shutdown By* " Svc list end 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 630103) 84/03/07 Consolidated Edison Co of New 

York, Inc H8pp 2263 3 04? 24 X Fiche 30-000,84/03/07,8402090024 


0402090028 IE Info Notice B4-10, "Btreis Corrosion Cracking In PHR 
Sys " 0vc list anc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) B4/03/07 Consolidated Edison Co of New 

York, Inc 110pp 22304.106 24X Fi c he. 30-000, 84/03/07, B40209002B 


040209003 1 IE Bulletin 84-02, "Failures of OE Typt HFA Relays in Ui< in 
Class IE Safety Sys ” Svc list enc 1 

DEYDUNQ.R C Director's Office, Office of Inspection end 

Enforcement 84/03/12 Consolidated Edison Co of Nsu York, Inc 

1 34pp 22023 094 24X Fiche 30-000, S4/03/ 1 2, 040209003 1 


0402090043 IE Info Notice B4-19, "Two Event* Involving Uneuthorlud 
Entries into FUR Reactor Cavities " 8ve list end 
JORDAN, E L Dlviilon of Emergency Preparedness fc Engineering 
Response (Post 830103) 84/03/21. Consolidated Edison Co of New 

York, Inc I23pp 22823 22? 24 X Fiche 30-000,84/03/21,0402090043 
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8402090044 IE Info Notice 04-20, "Svc Life of Relays in Safety-Related 
Bye " Svc list end 

JORDAN, E L Division of Emergency Preparedness h Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Fiche 50-000,04/03/21,8402090044 


8 Reportable occurrences, LERs & related correspondence 


8403010207 Forwards "Investigation of Types AF t, AE Piston Skirts," per 
Transamer i ca Delaval, Inc Owners Group program commitment* 

Rapt evaluates cracks in AF piston skirts In Shoreham t 
Grand Oulf Nuclear Power Stations 

MUSELER, W J TDI (Transamer lea Delaval, Inc > Owners Group 
04/02/27 DENTON, H R Office of Nuclear Reactor Regulation, 

Diractor 3pp 22434 090 24X Fiche 90-000,84/02/27,8403010207 


0403010451 Informs Commission of problems w/emergency diesel generators 
mfg by Transamer lea Delaval, Inc 

DIRCKSiN J Office of the Executive Director for Operations 
8ECY-83-034 04/01/25 4pp 2243B 347 24X Fiche 50-000,84/01/25, 

0403010451 


84030 1 0376 Final deficiency rept re welds on assemblies supplied by 
Transamerica Delaval b 1IE Imperial not meeting GA 
requirement* Initially reported on 830615 Condition not 
roportabla per 10CFR5Q 95(e) 

HILLS, L M Tennessee Valley Authority 84/02/22 O'REILLY, J P 
Region 2, Office Of Director 2pp 22434 057 24X 

Fiche 50-433, 84/02/22, 8403010374 


0403010095 Third interim deficiency rept re manual adjustment of diesel 
generator setpoints Initially reported on 83030? Util will 
Install automatic voltage regulator reset package Next rept 
will be submitted by 840B24 

HILLS, L M Tennessee Valley Authority 04/02/23 O’REILLY, UP 
Region 2, Office of Director 2pp 22433 361 24X 

Fiche 50-438, 84702/23, 0403010093 


8403090163 First interim deficiency rept re carbon steel pipe supports 
top coated w/Carbollne 305 paint in contact w/stainless 
steel piping Instructions issued to remove paint from 
surfaces where contact exceed* 140 F Next rept by 840822 
MILLS, L M Tenna** ea Vallay Authority 84/02/27 0 'REILLY, J P 

Region 2 , Office of Diractor Spp 22373 133 24X 

Ficha. 30-438, 04/02/27,0403090163 


8403090101 Twelfth interim deficiency rept re main steam line failure 
due to main feedwater overfill Initially reported on 60031? 

Field change package submitted by BbW Next rept by B40622 
Also reportable per Part 21 

MILLS, L M. Tennessee Valley Authority 04/02/27 O'REILLY, J P 
Region 2. Office of Director 3pp 22373 272, 24X 

Fiche: 30-438, 04/02/27, 0403090181 


8403010218 Forwards task descriptions for 16 known problems re 
Transamerica Delaval, Inc emergency diesel generators 
MUSELER, W. J. TDI (Transamer ica Delaval, Inc > Owners Oroup 
04/O2/2B DENTON, H R Office of Nuclear Reactor Regulation, 

Diractor 42pp 22433 177 24X Fiche 50-000, 84/02/2B, 040301 0218 


8403090024 Revised final deficiency rapt re defective attachments of 
pipe supports to 6-inch strip plates Initially reported on 
811S31 Engineering Change Notice 1572 written to accomplish 
required mods 

MILLS, L m Tannesssa Valley Authority 84/02/28 O'REILLY.J P 
Region 2, Office of Director 2pp 22376 029 24X 

FI cha- 50-438, 84/02/28, 8403090024 


8403070297 First interim deficiency rept re numerous deficiencies on 
E-max panels, Initial ly reported on 840131 Incorrect 
connected wires will be repaired Next rept by 840607 Also 
reportable per Part 21 

MILLS, L,M Tennessee Valley Authority 84/02/29 O'REILLY, JP 
Region S, Dffice of Director 2pp 22546 337. 24X 

Fiche: 30-438, 84/02/29, 8403070297 


8403070329 First intsrim deficiency rept re adaptor keyway on B-inch 
Borg-Warner globe velvet Initially reported on 840131 Vendor 
will provide corrective action & identify addl valves 
requiring modi. Also raportable per Part 21 

MILLS, L M. Tennessee Vallay Authority 84/02/29 O'REILLY , J P 
Ragion 2, Office of Director 2pp 22546 313 24X 

Fiche 30-438,84/02/29,8403070329 


8403070294 Second interim deficiency rept re carbon steel dowel pin' 
found in HP1 pump Initially reported on 031109. Pin removed It 
wet cloth test performed to verify no residual rust remains, 

Next rept expected by 840822 

MILLS, L M Tennessee Velley Authority 84/03/01 O'REILLY, JP 
Region 2, Office of Director 2pp 22341.290 24X 

Fiche: 30-43B, 84/03/01, 8403070294 


B403120105 First interim deficiency rept re loose drive hubs on 
overspeed governor drive shaft on Transamerica Delaval, Inc 
diesels Initially reported qn B40203 Svc info memo being 
reviewed for approval Also reportable per Part 21 
MILLS, L M Tennessee Valley Authority 84/03/01 O'REILLY, JP 
Region 2, Office of Director 2pp 22585 229 24X 

Fiche 50-000,84/03/01.8403120105 


8403140048 Forwards "Grand Oulf Component Tracking By*," "Bhoreharo 
Component Tracking Sys" X, "Transamerica Delaval, Inc 
Diesel Generators Owners Group Program Plan," to resolve 
concerns la/emergency diesel generators 

MUSELER, W J Long Island Lighting Co 04/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22626 062 
24X Fiche 30-000- 84/03/02, 0403 14004B 


— 8403140095 "Transamerica Delaval, Inc Diesel Generators Owners Group 
Program plan " 

* TDI (Transamerica Delaval, Inc ) Owners Group 84/03/02 
26tpp 22628 223 24X Fiche 50-000,84/03/02,8403140048 


B4031 50007 First interim deficiency rept re failure of dc isolation 
amplifiers in safety-related panels mfg by El-Te x, resu 1 1 in g 
in erroneous control room indications on 123-volt dc sys 
Initially reported on 840214 Next rept by 840706 
MILLS, L M Tennessee Valley Authority 84/03/05 O'REILLY, J P 
Region 2, Office of Director 2pp 22643 293 24X 

Fiche 30-439, B4/03/03, 8403150007 


8403160042 First interim deficiency rept re ITT Orlnnel pipe supports 
designed w/suay struts instead of required gaps initially 
reported on 840108 Alternate analysis load tables will ho 
revised Also reportable per Part 21 Next rept by 040828 
MILL6.L M Tennessee Valley Authority 04/03/06 O'REILLY, J P 
Region 2, Office Of Director 2pp 22653 126 24X 

Fiche 30-430,04/03/06,8403160042 


8402090039 Board Notification 04-032 forwards meeting summaries 
containing transcripts of 840210 b 16 meetings between NRC b 
Transamerica Delaval, Inc (TDI) Owners Group Distribution 
list enc 1 

EISENHUT, D G Division of Licensing 84/03/12 PALLADINO 
Commissioners Spp 22700 001 24X Fiche 30-000,04/03/12, 

8402090039 


— 8403060336 Forwards summary of 040210 meeting w/Transamer 1 ca Delaval, 
Inc Owners Group in Dethesda,tiD re problems w/emergency 
diesel generators 

CARUSO, R Licensing Branch 2 84/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22708,006 24X 

Fiche 50-000,04/03/12,0402090039 


— 8403060334 Transcript of 840210 meeting w/Transamer lea Delaval, Inc 
Owners Group in Dethesda,MD re problems w/emergency diesel 
g enera tors. 

* NRC - No Detailed Affiliation Given 04/02/10 147pp 

67201 000 24 X Fiche 30-000,04/03/12,8408090039 


—3403070409 Summary of B40216 meeting w/Transamer ica Delaval, Inc Owners 
Oroup in Hading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript it 
attendance list end 

MILLER. M A Licensing Branch 4 84/02/27 Licensing Stanch 4 

Bp p 22700 161 24 X Fiche 50-000,84/03/12,8402090039 


— 8403070423 Transcript of B40216 conference in Wading River, NY re 
Transamerica Delaval, Inc diesel generators Pp 1-82 
« Commissioners. 84/02/16 Q4pp 22708 169 24X 

Fiche 50-000,84/03/12,0402090039 


B403140030 Forwards "Design Review of Connecting Rod Bearing Shell* for 
Transamerica Delaval Enterprise Engines" for Shoreham b 
Grand Gulf diesel generators 

MUBELER, W J Long Island Lighting Ca 04/03/12 DENTON, H R, 
office of Nuclear Reactor Regulation, Director 2pp 22632'074 
24X Fiche 30-000.84/03/12.8403140050 


8403130133 Forwards "Transamerica Delaval, Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept “ Capscrew design adequate 
far applicable engines b svc conditions 

MUBELER, W J TDI (Transamerica Delaval, Inc,) Owners Group 
84/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22639 270 24X Ficha 50-000,84/03/13,8403150133 


8403210046 First interim deficiency rept re ITT Grinnel pip# supports 
designed ui/sway struts instead of required caps Initially 
reported an 840216 Next rept by 830213 Also reportable per 
Part 21 

MILLS, L M Tennessee Valley Authority 04/03/13 O'REILLY, J P 
Region 3, Office of Director 2pp 22704-328 24X 

Fiche 30-438,84/03/13,0403210046 
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8403210042 First interim deficiency rept re incorrect insulation 
weights for Intake pumping station piping Initially reported 
on 040221 Util ui 1 1 perform document insulation weight 
calculations For EfiCW sys 

MILLS, L M Tennessee Valley Authority 04/03/14 O'REILLY, J P 
Region 2, Office of Director 2pp 22707 037 24X 

Fiche 50-43B, 84/03/14, B403210042 


94032 101 32 First interim deficiency rept re defects In reactor pressure 
vessel H?PV) stud holes Initially reported on 840216 For 
Unit 1 Malnt insp requirements revised to include vendor 
requirements for lnsp of FPV stud bolt holes 

MILLS, L M Tennessee Valley Authority 84/03/14 O'REILLY. J P 
Region 2, Office of Director 2pp 22707 270 24X 

Fiche 30-433,84/03/14,3403210132 


9403200222 Responds to 040214 Requests for Info I h 5 re R-4 series 
engines List Indicating engine number, mode l & svc number, 
customer name & addres s, rat 1 ng. da te shipped !> date started 
end 

MATHEWS, C S Transamerica Delaval, Inc 84/03/16 EISENHUT, 0 Q 
Division of Licensing 20pp 22691 179 24X Flcfie 30-000,64/03/16, 

B403200222 


9403300021 Supplemental deficiency rept re incorrect insulation weights 
for Intake pumping station piping Initially reported on 
B40221 First Interim rept dtd S40314 Inadvertently omitted 
fact that next rept would be submitted on 341130 

MILLS, L M Tennessee Valley Authority 84/03/21 O'REILLY, J P 
Region 2, Office of Director lp 22BB2 170 24X 

Fiche 50-430. B4/03/21, 8403300021 


0403300039 SuppJ emental deficiency rept re defects in reactor pressure 
vessel stud holes Initially reported on B40216 for Unit 1 
Next rapt will be submitted by 840716 

HILLS. L M Tennessee Valley Authority 34/03/21 O'REILLY, J P 
Region 2. Office of Director lp 22B21 33? 24X 

Fiche 50-43B, 04/03/21, 040330003? 


0403300004 Final deficiency rept re Incorrect modeling of problems In 
TPIPE program Initially reported oti 830001 Item not 
considered reportable under 1QCFR90 35(e> Records amended 
to delete subj nonconformance 

MILLS, L M Tennessee Valley Authority 04/03/22 O'REILLY, JP 
Region 2, Office of Director 2pp 22319 295 24X 

Fiche* 30-438, 84/03/22, 8403300004 


B40327Q132 Forwards “’Emergency Diesel Generator Air Start Valve 
Capscrew Dimension 6 Stress Analysis," prepared by ss<w for 
Transamenca Delaval. Inc (TDI) Diesel Generator Owners 
Group 

MUSELER. W J TDI ITransamer lea Delaval, Inc 1 Owners Group 
84/03/23 DENTON, H R Office Of Nuclear Reactor Regulation, 
Director 2pp 22774 001 24X Fiche 50-000.84/03/23,3403270132 


8403270134 Requests meeting on 840410 to discuss short-term & long- 
term corrective actions ti investigations re Transamerica 
Delaval diesel generators List of suggested meeting topics 
end 

MQQAUGHY, J P TDI CTra ns ame r i ca Delaval, Inc 1 Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Fiche 50-000,84/03/23,8403270134 


T Hearing transcripts on non-antit-rusfc matters 


B403060413 Forwards Endorsement 23 to NELIA Policy NF-25B 

DUCK, J R Harsh 6 McLennan, Inc B4/02/28 3ALTIMAN, J Assistant 
Director for State 6 Licensee Relations 2pp 22510 267 24X 

Fiche 30-438.84/02/23,340 3060413 


6402090039 Board Notification 84-052 forwards meeting summaries 
containing transcripts of 640210 U 16 meetings between NRC 5, 
Transamerica Delaval, Inc <TDI) Owners Group Distribution 
list end 

EISENHUT, D G Division of Licensing 84/03/12 PALLADINP 
Commissioner* 5pp 22708 001 24X Fiche 50-000,84/03/12. 

0402090039 


-6403060536 Forwards summary of 840210 meeting w/Transamerica Delaval, 
Inc Owners Group In Bethesda.MD re problems ui/emergency 
diesel generators 

CARUSO, R Licensing Dranch 2 84/02/27 O'REILLY, J P NRC - No 

Detailed Aff lliat i an Ci ven 6pp. 22708 006 24X 

Fiche 50-000,34/03/12,6402090039 


-04Q3O6OS54 Transcript of 940210 meeting u/Transamer ica Delaval, Inc 
Owners Group In Bethesda.MD re problems u/emergency diesel 
generators 

« NRC - No Detailed Affiliation Given 04/02/10 147pp 

67201 008 24X Fiche 90-000, 84/03/1 2 , 6402090037 


--3 403070 409 Summary of B402I6 meeting w/Tran saner i ca Delaval, Inc Owners 
Qroup in Wading RiVBr.NY re program plan to establish 
reliability of diesel generators Agenda, meet ing transcript & 
attendance list end 

MILLER. M A Licensing Branch 4 04/02/27 Licensing Branch 4 

Bpp 22708 161 24X Fiche 50-000,34/03/12,0402090039 


— 8403070423 Transcript of 840216 conference In Wading River, NY re 
Transamerica Delaval, Inc diesel generators Pp 1-82 
* Commissioners 84/02/16 04pp 22708 169 24X 

Fiche 50-000, 84/03/ 1 2, 8402090039 


DOCKET 30-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


A Application/construction stage documents k correspondence 


3403070213 FOIA request for documents re 330919 meeting to discuss 
steam erosion issue in facility proceeding J< TH Novak 030825 
memo on steam erosion issue 

HIATT, S L Ohio Cltiiens for Responsible Energy 83/12/00 
FELTON, J M Division of Rules and Records lp 22563 219 24X 

Fiche 50-440.83/12/08,8403070213 


8403070215 Responds to FOIA request far documents re 830919 meeting 
to discuss steam erosion Issue In facility proceeding i TH 
Novak 030825 memo on subj Forwards App A documents Documents 
4 k 5 withheld (ref FOIA Exemption 9) 

FELTON, J M Division of Rules and Records 84/01/23 HIATT, 8 

Ohio Citizens for Responsible Energy 3pp 22563 220 24X 

Fiche 50-440,84/01/23,8403070215 


— 8306220210 Forwards draft staff position on Contention 15 re steam 
erosion Applicant has not demonstrated capability to prevent 
or discover effects of steam erosion Comments requested 
PARR, D ti Auxiliary Systems Branch 83/06/14 LIAW. B 
Mechanical Engineering Dranch lp 22563 226 24X 

Fiche 50-440,84/01/23,0403070215 


— 8403070221 Requests confirmation on lead responsibilities for 
finalizing NRC position re steam erosion contention issue 
Responsibility should be sharctT by Mechanical Engineering 
Branch t. Meteorology ti Effluent Treatment Branch 
NOVAK, T ti Assistant Director for Licensing B3/08/25 
KNIGHT, J P Assistant Director for Comp & Structures Engineering 
(Post 030201) JOHNSTON, W V Assistant Director for Matls, Chera 
U Environ Technology (Post 830201) 2pp 22563 224 24X 

Fiche 50-440.84/01/23,8403070215 


8403010246 Notification of 840417 meeting ui/util,BNL k Gilbert Assoc in 
BethesdaiMD to discuss NRC preliminary findings re 
LOCA-ro lated pool dynamic loads 

STEFANOiJJ Licensing Branch 1 84/02/17 YOUNGBLOOD, B, J 

Licensing Branch 1 3pp 22449 359 24X Fiche 50-440,84/02/17, 

8403010246 


0403020037 Notification of contract execution "Dresden L Perry 
Simulator Leasing, " awarded to GE 

JESSUP, B Technical Assistance Contracts Branch FIN B-8713 
84/02/17 HAVINS, 0 H Director's Office, Office of inspection and 
Enforcement lp 22491 045 24X Fiche 50-000,84/02/17,8403020037 


— 8403020043 Contract "Dresden & Perry Simulator Leasing," awarded to 
OE 

PIERCE, R L General Electric Co FIN B-B7I3 84/02/17 3Bpp 
22491 046 24X Fiche 30-000.84/02/17,8403020037 


8403020435 Further response to FOIA request for documents re const 
assessment team visit to plant in Aug & Sept 1983 Forwards 
listed documents 

FELTON, J M Division of Rules and Records 84/02/22 HIATT, B, L 
Ohio Citizens for Responsible Energy lp 22491 203 B4X 
Fiche 50-440,84/02/22,8403020435 


— 3403020441 Submits outline re const assessment team visit Related info 
enc 1 

* NRC - No Detailed Affiliation Given 03/09/29 ROHRBACHER, R 
Director's office, Office of Inspection and Enforcement, Sdpp 
22491 204 24 X Fiche 30-440,84/02/22,8403020435 


8403060181 Responds to Generic Ltr 84-01 re use of terms Important to 
safety & safety-related Further discussion w/Util 
Classification Group k AIF Subcommittee on Safety 
Classification recommended 

EDELMAN, M R Cleveland Electric Illuminating Co 04/02/29, 

TAYLOR, J. M Director's Office. Office of Inspection and Enforcement 
lp 22510 251 24X Fiche 30-440, B4/02/29. 8403060181, 
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3: 


9403130092 Forwards responses to NRG 840214 1 tr re environ equipment 
qualification audit Response to exception taken by NKC in 
generic evaluation of Rev 1 to NEDE-24326-F will be 
submitted by 840423 

EDELMAN, M R Cleveland Electric Illuminating Co 84/03/07 
YOUNGBLOOD. 0 J Licensing Branch 1 374pp 22602 225 24X 

Fiche 50-440,84/03/07.8403130092 


— 0403130106 Rev 0 to "Sys Component Evaluation Worksheet for Class IE 
Equipment in Harsh Environ " 

OOSCH, C , THOMAS, E B . MATHENY, K A Cleveland Electric 
Illuminating Co CC-74-133 ROO 04/02/06 6pp 22603 192 24X 

Fiche 50-440,84/03/07.8403130092 


8403070363 Forwards FEMA comments on Draft 2 of public info brochure, 
for review U consideration 

YOUNGBLOOD, B J Licensing Branch 1 84/02/29 EDELMAN. 11 R 

Cleveland Electric 1 1 1 uni na 1 1 ng Co 3pp 22567 205 24X 

Fiche 50-440,84/02/29,8403070363 


B403130194 Responds to NRC comments on detailed control room design 
review program plan. per 031223 itr Control room inventory 
requirements will be satisfied, per Suppl 1 to NUREG-Q737 6 
Generic Ltr 83-18 during Apr 1984 task analysis review 
EDELMAN. MR Cleveland Electric Illuminating Co 84/02/29 
YOUNGBLOOD, B U Licensing Branch 1 /pp 22617 300 24X 

Fiche 50-440.84/02/29,9403130194 


3403130118 Rev B to "Sys Component Evaluation Worksheet for Class IE 
Equipment in Harsh Environ " 

GOSCH, C , THOMAS, E B . MATHENY, K A Cleveland ElectTic 
Illuminating Co ES-1000 RB 84/02/06 6pp 22603 198 24X 

Fiche 50-440, 84/03/07, B403130092 


'0403130128 Rev A to "Sys Component Evaluation Worksheet for Class IE 
Equipment in Harsh Environ " 

OOSCH, C , THOMAS, E B , MATHENY, K A Cleveland Electric 
Illuminating Co 108025 RA 84/02/06 20pp 22603 204 24X 

Fiche 50-440,84/03/07.8403130092 


9403050128 Forwards "Perry Nuclear Power Station Offsite Radiological 
Emergency Planning," interim rept Exercise to test plans 
scheduled for B41128 

KRIMM.R U Federal Emergency Management Agency 84/03/01 
JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) Ip 2248B 223 24X Fiche 50-440,04/03/01, 

B 403050 128 


— 8403050131 "Perry Nuclear Power Station Radiological Emergency 
Planning," interim rept 

« Federal Emergency Management Agency 84/01/10 192pp 

22488 224 24X Fiche 50-440, 84/03/01 , 8403050 12B 


— 8403130138 Rev B to "Sys Component Evaluation Workshop far Class IE 
Equipment in Harsh Environ " 

GOSCH, C , THDMA8, E B , MATHENY, K A Cleveland Electric 
Illuminating Co 548-8854-2 R8 04/02/06 13pp 22603 224 24X 

Fiche 50-440,04/03/07,0403130092 


0403190375 Informs that GA plan for operations phase, per Chapter 17 2 
of FSAR, approved to expedite development of procedures & 
instructions during preop erat 1 ona 1 testing phase 
EDELMAN, MR Cleveland Electric Illuminating Co 84/03/08 
KEPPLER, J 0 Region 3, Office of Director lp 22675 217 24X 

Fichd 50-440,84/03/00,8403190375 


8403190391 Forwards tables reflecting nuclear power plant experience 
for operating shift pos i 1 1 ons, inc lud mg current staffing 
experience levels It level projected at time of fuel load 
EDELMAN, M R Cleveland Electric Illuminating Co 84/03/09 
DENTON, H R Office of Nuclear Reactor Regulation, Director 13pp 
22675 282 24X Fiche 50-440,84/03/09,8403190391 


9403120112 Forwards agenda for 040323 regional workshop In Rosemont,IL 
w/all Region III licensees to discuss fire protection safe 
shutdown requirements of 10CFR50, App R Workshop will provide 
guidance to licensees 

SPESBARD, FI L Division of Engineering 84/03/06 EDELMAN, M R 
Cleveland Electric Illuminating Co 3pp 22383 232 24X 

Fiche 50-440,84/03/06,9403120112 


G Adjudicatory correspondence 


8403020106 Answer to Sunflower Alliance, Inc 640214 motion to readmit 
Issue 2 re financial qualifications contention Motion should 
be denied based on 1962 financial qual 1 f ica 1 10 ns rule 
Certificate of Svc end 

SILQERO.J C Cleveland Electric Illuminating Co SILBERC, J E Shaw. 
Pittman, Potts h Trowbridge B4/02/2? Atomic Safety and 
Licensing Board Panel 7pp 22442 101 24X Fiche 50-440,84/02/29, 

0403020106 


0402090041 Board Notification 84-050 provides Commission policy 
statement V proposed rulemaking on environ qualifications 
ErBENHUT,D G Division of Licensing 84/03/14 Atomic Safety and 

Licensing Board Panel lOpp 24X Fiche 50-000, B4/03/1 4, 8402090041 


0403230047 Advises that completion of final field wiring for diesel 
g enerator extended to 040515 

EDELMAN, M R. Cleveland Electric Illuminating Co 04/03/15 
KEPPLER, J G Region 3, Office of Director lp 22728 350 24X 

Fiche, 50-440, 04/03/ 1 5, 8403230047 


E NRC Bafety Evaluation Report (SER>, suppts t, correspondence 


0403010017 Forwards SSER 4 (NURE0-0SB7) re operation of facilities 
W/o end 

YOUNGBLOOD, B J Licensing Branch 1 84/02/17. EDELMAN, M P 

Cleveland Electric Illuminating Co 3pp 22479 341 24X 

Fiche. 50-440, 84/02/ 1 7, 8403010017 


8403290357 Requests addl copies of proposed Inservice testing program 
for pumps {< valves submitted in response to SER Outstanding 
Issue 5 Relief requests should be gran ted, pend i ng 
completion of staff review 

YOUNGBLOOD, B J Licensing Branch 1 84/03/14 EDELMAN, M R 

Cleveland Electric Illuminating Co 3pp 22022 263 24X 

Fiche: 50-440, 84/03/14, 0403290357 


F- Security, medical, emergency Si fire protection plans 


0402090006 Board Notification 84-034 forwards R Vollmer 840206 memo to 
D Eisanhut re fire research results concerning fires In 
electrical cabinets in control room 

EI8ENHUT, D G Division of Licensing 84/02/23 PALLAD1N0 
Commissioners lp 22576.203 24X Fiche 50-000,04/02/23, 

8402090006. 


— 0403080316 Recommends that Info re fire research results concerning 
fires in electrical cabinet* In control room be submitted 
for board noti fi cation, per NRR Dfc Ltr 19, dtd 821001, Fur ther 
evaluation of test data required. 

VOLLMER, R.H, Division of Engineering 84/02/06 EIBENHUT, D, G 
Division of Licensing lOpp 22576,204 24X 

Fiche. 50-000, 04/02/23, 8402090006 


8403060275 Forwards supplemental answers to interrogatories on Issues 
6,0 & 15 U/o affidavits Related correspondence 

GLAS8PIEGEL, H Shaw, Pittman, Potts V Trowbridge GLAS5P I EGEL, H 

Cleveland Eloctric 1 1 lumi nat ing Co 84/02/29 HIATT, S Ohio 
Citizen* for Responsible Energy 2pp 22519 040 24X 

Ficho 90-440,84/02/29,0403060275 


— 94030602BO Supplemental answers to Interrogatories on Issues 6,8 L 13 
Certificate of Svc encl Related correspondence 
GLASSPIEGEL, H Cleveland Electric Illuminating Co 84/02/29 
24pp 22519 042 24X Fiche 50-440,04/02/29,8403060273 


8403060297 Forwards affidavits to accompany applicant supplemental 
answers to interrogatories on Issues 6,3 l 15 Certificate of 
Svc encl Related correspondence 

GLASSPIEGEL, H Shaw, Pittman, Potts 6 Trowbridge GLASSP 1EGEL, H 
Cleveland Electric Illuminating Co 84/03/01 HIATT.S Ohio 
Citlions for Responsible Enetgy 5pp 22316 2SS 24X 
Fiche 30-440,84/03/01,8403060257 


0403140176 Response to Sunflower Alliance 840214 motion to readmit 
Contention 2 re applicant financial qualifications ASLD 
should hold in abeyance motion until further guidance 
provided by NRC Certificate of Svc encl 

WOQDHEAD, C P Hearing Branch 4 84/03/05 Atomic Bafety and 

Licensing Board Panel 7pp 22624 104 24X Fiche 50-440,04/03/05. 

8403140176 


0403130010 Answer to Ohio CLtiiens for Responsible Energy eleventh set 
of interrogatories to applicant re Issue 16 Certificate Of 
Svc encl Related correspondence 

SW 1 GER, M A Cleveland Electric Illuminating Co 6WIGER, M A Shaw, 
Pittman, Potts 6 Trowbridge 84/03/06 17pp 22614 327 24X 

Fiche 30-440. B4/Q3/08. 8403130010 


6403130139 Interrogatories U request for production of documents to 
Ohio Citizens for Responsible Energy re reliability of 
Transamerica Do lava 1 standby diesel generators W/Certi f lea te 
of Svc Related corresp ondenc e 

SWIGERi M A Cleveland Electric Illuminating Co SWIQER, M A Shaw, 
Pittman, Potts S, Trowbridge 84/03/09 Ohio Citiiens for 
Responsible Energy 2app 22601 024 24X Fiche 50-440,64/03/09, 

0403130139 
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84031304D3 Updates applicant 840208 response to Ohio Citizens For 
Responsible Energy Interrogatory 10-2 re consultants used on 
Issue 16 concerning reliability of standby diesel 
generators Related correspondence 

SWIGER. M A Shaw, Pittman. Potts V Trowbridge SWrQER.H A 
Cleveland Electric Illuminating Co 84703/09 HIATT . S L Ohio 
Citizens for Responsible Energy 3pp 22616 043 24X 

Fiche 50-440, B4/03/09. B4O3I304O3 


8403150007 Response to ABLB 830330 order for affidavit supporting 
contention that polymer degradation would not create unsafe 
conditions Electrical equipment In Zone Dll-3 acceptable 
Related correspondence 

SWIGER, M A Cleveland Electric Illuminating Co SUIOER.M A 8hau, 
Pittman. Potts & Trowbridge 84/03/09 5pp 23642 313 24X 

Fiche 50-440, B4/03/09. 8403150009 


— 8403150014 Affidavit of a Kasturi in response to ASL8 830330 order re 
summary disposition of Issue 9 Certificate of Svc ere 1 
KA6TUR I , 8 Impel 1 Corp B4/03/0B 9pp 22642 317 24X 

Fiche 30-440, 84/03/0?, 8403 1S0009 


040313000 l Forwards original affidavit of EJ Christiansen to replace 
photocopy attached to applicant B4030B answers to Ohio 
Citizens for Responsible Energy eleventh set of 
interrogatories Related correspondence 

SWIGER, M A Shaun Pittman, Potts i, Trowbridge SWIGER, M A 

Cleveland Electric Illuminating Co 84/03/12 Office of the 

Secretary of the Commission 3pp 22641 291 24X 

Fiche 50-440.64/03/12,8403150001 


B403190066 Forwards recent insp Tepts re facilities to AEL8 t< parties 
WOODHEAD, C P Hearing Branch 4 84/03/ 1 4, BLOCH, P D , KLINE, J R , 

BRIGHT, 0 O Atomic Safety and Licensing Board Panel 77pp 
22664 225 24X Fiche 50-440, B4/03/14, B4031 900*6 


8403270075 Brief in support of exceptions to partial initial decision 
r e OA issue Certificate of Svc end 

LODOE, r J Sunflower Alliance DSB 107 84/03/20 Atomic Safety 

and Licensing Appeal Panel 2Ipp 22766 224 24X 

Fiche 30-440, B4/03/20. B403270075 


B403300262 Order denying Ohio Citizens for Responsible Energy 831014 
motion to reconsider summary disposition re turbine missile 
Served on 840330 

BLOCH, P B . KLINE, J R , BRIGHT, 0 0 Atomic Safety and Licensing 
Board Panel DBS 226 84/03/29 Ohio citizens for Responsible 

Energy 2pp 22B24 014 24X Fiche 50-440,84/03/29,0403300262 


H General correspondence 


8403050350 Ac* receipt of 840210 Hr re NRC actions on use of stiff 
pipe clamps IE Info Notice 03-80 issued identifying 
potential problem Evaluation of addl info will be documented 
In future HER 

STEFANO.O J Licensing Branch I 84/02/27 H1ATT.5 Ohio Citizens 
for Responsible Energy 3pp 22501 323 24X Fiche 50-440,84/02/27, 

B4C3050350 


M Antitrust correspondence 


6403050174 Responds to Antitrust EH v request for NRC imposition of 
civil penalties re alleged willful failure to comply fully 
w/Anti trust License Condition 3 Commission believes 
imposition of civil penalties Inappropriate 

PALLADIND.N J Commissioners 84/01/31 CUTLER, M 9 , MCGRATH, J P 
Justice, Dept of. Attorney General, Office of 2pp 22528 1B7 
24X Fiche. 50-000, 84/01/31, B403Q50194 


B4030B0140 Responds to City of Cleveland 840206 motion for 
clarification !« correction of finding of Director -of nRR re 
OL antitrust review NRR should reaffirm findings of no 
significant change & deny City of Cleveland itiotlon. 

ZAHLER.ft E Shaw, Pittman, Pofctl S, Trowbridge 2AH.ER.FL E 
Cleveland Electric Illuminating Co 04/03/06 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 42pp. 22559 327, 24X 

Fiche 50 - 440, B4 /03/06, S4030B0 i 40 


■-» Inspection reporter IE Bulletins fc correspondence 


B40U90072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits & Annunciation *' Svc list 
end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response iPost B30103}. 84/02/28 Consolidated Edison Co of New 

York. Inc. Ii5pp. 22909 239 24X Fiche 50-000,84/02/20,0401190072 


3403190348 Forwards IE Insp Repts 50-440/84-01 *, 50-441/B4-01 on 
B40130-Q2Q3 No noncompl lance noted 

LITTLE, W S Region 3, Office of Director. B4/02/28 EDEUiAN, M R 
Cleveland Electric Illuminating Co 2pp 22673,286 24X 

Fiche: 50-440,84/02/28, B40319034B 


— 84-03190354 IE Jnsp Repts 50-440/04-01 & 50-441/84-01 on B40I30-0203 No 
noncompliance or deviations noted Major areas inspected 
procedures, work activities & quality records review far 
safety-related piping 

ciumderq, n l , kaufman, p d , Danielson, d h Region a, off tee. of 
Director 34/02/27 7pp 22673 208 24X Fiche 50-440,84/02/29. 

B4 03190348 


0402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Flegulatory Revs by DOT fc NRC “ Svc list end 

GRACE, J N Division of GA< Safeguards & Inspection Programs (Post 
830103) 34/03/02 Consolidated Edison Co of New York, Inc 

130pp 22552389 24X Fiche 50-000,84/03/02,0402090007 


8402090003 IE Info Notice 94—16, "Failure of Automatic Sprinkler By t 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness 8, Engineering 
Response iPost 030103) 64/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 098 24X Fiche 30-000,64/03/02,0402090008 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Svc list enc I 

JORDAN , E L Division of Emergency Preparedness X, Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc U9pp 22353 217 24X Fiche 50-000,64/03/02,0402090009, 


8402090011 IE Info Notice B4-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list and 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/03, Consolidated Edison Co of New 

York, Inc 117pp 22333 336 24X Fiche 30-000, 84/03/03, B402090011 


8403120122 Ack receipt of 040224 ltr Informing NRC of steps taken to 
correct noncompliance noted in IE Insp Repts 30-440/83-37 !< 
30-441/83-35 

LITTLE. W S Region 3. Office of Director B4/03/06 EDELMAN, M R 
Cleveland Electric Illuminating Co lp 22589 221, 24X 

Fiche. 30-440, 84/03/06, 8403120122 


— 0403120126 Responds to NRC 840127 ltr re violations noted in IE Insp 
Rapts 30-440/83-37 f 30-441/33-33 Corrective actions 
training tt reevaluation of candidate performed per LK 
Comstock Procedure 4 14 

EDELMAN, M R Cleveland Electric Illuminating Co 84/02/24 
LITTLE, W S Division of Engineering 7pp 22389 222 24X 

FichB 30-440,84/03/06,0403120122 


B402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Imps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 0301031 84/03/07, Consolidated Edison Co of New 

York, Inc 118pp 22635 049 24X Fiche 50-000,84/03/07,8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Svc 1 i at enc 1 

JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc 118pp 22384 186 24X Fiche 50-000, 84/03/07, 04O2O9OO2B 


8403130204 Confirms 840410 meeting in Region III ofc in Glen Ellyn, IL 
to discuss SALP 

NDRELIU8, C E Division of Project 4, Resident Programs B4/O3/09 
EDELMAN, M R Cleveland Electric Illuminating Co lp 22617,319 
24X Fiche 50-440.84/03/09,8403130204 


8402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays in Us# In 
Class IE Safety Sys " Bvc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, tnc 

I34pp 22823 094 24 X Fiche 50-000,84/03/12,8402090031 


8403190066 Forwards recent insp repts re facilities to A8LB it parties 
WDODHEAD.C P, Hearing Branch 4 84/03/14 BLOCH, P, B , KLINE, J R , 

BRIGHT, G 0 Atomic Safety and Licensing Board Panel, 97pp 
22664 225 24X Fiche 50-440,84/03/14,8403190066 


8403270224 Responds to 8uppli 1 It 2 to IE Bulletin 83-07 re apparently 
fraudulent Ray Miller, Inc products Initial contact u/vandors 
Indicates one application of product In nonsaf ety-ralatad 
ty* Completion of investigation expected by Oac 1984 
EDELMAhl, M R Cleveland Electric Illuminating Co, 84/03/16 

KEPPLER , J, G Region 3, Office of Director lp 22772.085 24X 

Fiche: 50-440, 84/03/ 16. 8403270224. 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities " 8vc list end 
JORDAN. E L. Divleion of Emergency Preparedness & Engineering 
Response IPost 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 1 23pp 22823 229 24X Fiche 30-000,84/03/21,8402090043 
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B40209QQ44 IE Info Notice 84-20, "Svc Life of Relays In Safety-Related 
Bye 11 Svc Hit me 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response iPost 830103) B4/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Fiche 30-000,04/03/21.8402090044 


R Periodic operating reports b related correspondence 


8403020443 Forward* monthly status rept of offsite emergency 
preparedness for OL reviews for dan 1984 Changes in FEMA 
finding dates not caused by delay due to offBite emergency 
planning issues 

D1RCK8. W J Office of the Executive Director far Operations 
04/02/21 PALLADINO Commissioners 9pp 22492 003 24X 

Flehe 30-000, 04/02/21. 8403020443 


0 Reportable occurrences. LERs b related correspondence 


0403010431 informs Commission of problems w/emergency diesel generators 
mfg by Traniamerica Delaval.Inc 

DIRCKfi, W J Office of the Executive Director for Operations 

SEC V-83-034 84/01/23 4pp 22438 347 24X Fiche 30-000,84/01/25, 

0403010431. 


8402290274 Interim deficiency rept re loose flexible coupling drive 
hubs on components supplied by Transamerlca Delaval.Inc 
Initially reported on 040120 Next rept by 840331 Alio 
reported per Part 21 

EDELMAN, MR Cleveland Electric Illuminating Co, 84/02/17 
KEPPLER, J 0 Region 3, Office of Director Spp 22426 299 24X 

Fiche - 30-440, 84/02/17, 0402290274 


9403010207 Forwards "Investigation of Types AF & AE Piston Skirts," per 
Trantamerica Delaval.Inc Owners Qroup program commitments 
Rept evaluates cracks in AF piston skirts in Ehoreham b 
Orand Oulf Nuclear Power Stations, 

MUSELER, W J TDI I Tran same r i c a Delaval, Inc ) Owners Group 
84/03/27 DENTON. H R Office of Nuclear Reactor Regulation, 

Diractor 3pp 22434:090 24X Fiche 30-000,04/02/27,0403010207 


8402090021 Board Notification 04-039 discusses NRC 840210 & 16 meetings 
w/Traniameriea Delaval.Inc Emergency Diesel Generators 
Owners Group Meeting scheduled on 840308 for Pinaliiatlcn of 
generic program plan prior to NRC review 

EISENHUT, D 0 Division of Licensing 04/02/20 PALLADINO 
Commissioners Spp, 22346 003 24X Fiche 50-000,84/02/26, 

8402090021 


0403010210 Forwards task descriptions for 16 known problems re 
Transamerlca Delaval.Inc emergency diesel generators 
MUSELER, W J TDI ( Transamer i ea Delaval, Inc > Owners Group 
84/02/28 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 42pp, 22433 177, 24X Flehe 30-000,84/02/20,8403010210 


B403260233 Forwards summary list of deficiencies identified per 
10CFR30 SSiel.Part 21 b potential generic ltr repts for 
comments 

8TARQ8TECKI, R, Division of Project b Resident Programs 84/02/28 
Ragion 1, Office of Diractor, 7pp. 22756 065 24X 

Fiche, 30-000,84/02/20, 8403260233 


0402090020 Board Notification 04-044 forwards Part 21 rept re 
Traniamerica Delaval, Inc turbocharger thrust bearing 
lubrication defect resulting in engine nonavailability 
EI0ENHUT.DG Division of Licensing 04/02/29 PALLADINO 
Commissioner* 4pp 22341,263. 24X Fiche 30-000,84/02/29, 

8402090020 


0403120096 Supplemental final deficiency rept re Dailey 720 station 
devices supplied by GE in Power Generation control complex 
panels (RDC 32(01)1 Due to repair delays, three stations not 
returned Corrective action will be completed by 840501 
EDELMAN, M R. Cleveland Electric Illuminating Co 84/03/01 
KEPPLER, J, G, Ragion 3, Office of Director ip 22308.189 24X 

Ficher 30-440,84/03/01, 8403120096 


8403 1 20032 Interim deficiency rept re cracks on actuator mounting 
brackets for motor operated exhaust louvers (RDC 93(04) ). 

Initially reported on 840203. Nonconformance rept* issued by 
M, C C, Power*. Final rept will be lUbmltted by B40427 
EDELMANiH R, Cleveland Electric Illuminating Co 84/03/02 

KEPPLER, J 0. Region 3, Office of Director 2pp 22386.279 24X 

Fiche- 30-440, 84/03/02, 8403120032 


B403I4004B Forward* "Orand Oulf Component Tracking Sys, " "Shoreham 
Component Tracking Bys" * "Transamer ica Delaval.Inc 
Diesel Generator* Owner* Group Program Plan," to resolv* 
concern* w/emergency diaeal generator*. 

MUSELER, W J Long Island Lighting Co, 84/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp, 22626 062 
24 X Fiche 30-000,04/03/02,8403140048 


— 8403140099 "Transamerlca Delaval.Inc Diesel Generators Owners Group 
Program Plan " 

* TDI (Transamer i ca Delaval, Inc ) Owners Group 84/03/02 
261 p p 2262 0 223 24X Fiche 90-000.04/03/02,8403140040 


8402090033 Board Notification 84-047 forwards Transamerlca Delaval.Inc 
Owners Group piston skirt rept b task descriptions 
EISENHUT. D G Division of Licensing 04/03/07 PALLADINO 
Commissioners 4pp 22674 221 24X Fiche 30-000,04/03/07, 

8402090033 


8403140122 Part 21 rept re status update concerning abnormal wear on 
linear converters Test program underway Results of 
investigation indicate excessive wear caused by hunting of 
control circuitry 

DODSON, J P Pacific Air Products Co 84/03/09 Director's 
Office, Office of Inspection and Enforcement 7pp 22624:068 24X 

Fiche 90-000,84/03/09,0403140122 


8403190091 Interim deficiency rept re failure of linear converter* on 
multi-blade dampers supplied by Pacific Air Products, Co 
utilixed in safety-related HVAC sys Initially reported on 
040216 Final rapt by 840710 Also reported per Part 21 
EDELMAN, M R Cleveland Electric Illuminating Co 84/03/09 

KEPPLER, J G Region 3, Office of Director 2pp 22666 186 24X 

Fiche 30-440,04/03/09.8403190091 


B40209003B Board Notification 84-091 forwards "Tran samerl ca Delaval.Inc 
(TDI) Diesel Generators Owners Group Program Plan ’■ 

EISENHUT, D 0 Division of Licensing 04/03/12 PALLADINO 
Commissioners Dpp 22608 214 24X Fiche 90-000, B4/03/12, 
8402090038 


8402090039 Doard Notification B4-052 forwards meeting summaries 
containing transcripts of 840210 6 16 meetings between NRC b 
Transamer lea Delaval.Inc (TDI) Owners Qroup Distribution 
list end 

EISENHUT. D O Division of Licensing 04/03/12 PALLADINO 
Commissioners 5pp 22708 001 24X Fiche 90-000,34/03/12. 

8402090039 


— 8403060336 Forwards summary of 840210 meeting w/Tr on same r 1 ca Delaval. 
Inc Owners Group in Betheida,, MD re problems w/emergency 
diesel generators 

CARUSO, R Licensing Branch 2 84/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22703 006, 24X 

Fiche 30-000, 04/03/12, B402090037 


— 8403060994 Transcript of 840210 meeting w/Transamerica Delaval.Inc 
Owners Group in Bathesda.MD ra problems w/emergency diesel 
g anerator S 

a NRC - No Detailed Affiliation Given 04/02/10 147pp 

67201 OOS. 24X Fiche 50-000,04/03/12,0402090039 


— 8403070409 Summary of B40216 meeting w/Transamerlca Delaval.Inc Owners 
Group in Wading River, NY re program plan to establish 
reliability of dlasel generators Agenda, meeting transcript 6 
attendance list end 

MILLERiM A Licensing Branch 4 84/02/27 Licensing Branch 4 

Spp 22708 161 24X Fiche 30-000,84/03/12,8402090039 


— 8403070423 Transcript of 840216 conference in Wading River, NY re 
Transamerlca Delaval.Inc diesel generators Fp 1-82 
» Commissioners. 04/02/16 84pp 22708.169 24 X 

Fiche 50-000,84/03/12,8402090039 


8403140030 Forward* "Design Review of Connecting Rod Bearing Shells for 
Transamerlca Delaval Enterprise Engines" for Shoreham b 
Orand Gulf diesel generators 

MUSELER, W J Long Island Lighting Co 84/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
24X Fiche 50-000.04/03/12.8403140090 


8403150133 Forward* "Traniamerica Delaval, Inc Dlesa) Generator Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adequate 
for applicable engines & svc conditions 

MUSELER, W J TDI (Transamerlca Delaval, Inc ) Owners Group 
84/03/13 DENTON. H R Office of Nuclear Reactor Regulation. 
Director 2pp 22639:270 24X Fiche 30-000, 84/03/13, 84031 30133 


0403200222 Respond* to 040214 Requests for Info 1 b 2 r« R-4 series 
engines Li*t indicating engine number, model -b svc number, 
customer name i, address, rating. date shipped tc date started 
enc 1 

MATHEWB.Ca Traniamerica Delaval, Inc 84/03/16 EI8ENHUT, D G 
Division of Licensing 20pp 22691 179 24X Fi ch e; 30-000, 84/03/ 16, 

8403200222 
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8403230011 Interim deficiency rept ri sync hron i la t i on between standby 
diesel generator b alternate preferred power source 
Initially reported on 840216 Evaluation of as-designed 
condition underway Neit rept by 840430 

EDELMAN, M R Cleveland Electric Illuminating Co B4/03/16 

KEPPLER, J 0 Region 3, Offico of Dtrector 2pp 22727 359 24X 

Fiche 50-440. 04/03/16, B4035300I1 


8403230045 Interim deficiency rept re design Of diesel generator logic 
inconsistent w/FSAR Initially reported on 840216 Gilbert 
Assoc, Inc investigating possible safety implications of 
identified discrepancies Next rept expected by 840430 
EQELMAMiM R Cleveland Electric Illuminating Co B4/03/16 

KEPPLER, J 0 Region 3. Office of Director 2pp 22727 361 24X 

Fiche 50-440, 84/03/16, 0403330045 


8403230083 Interim deficiency rept re defects in design of HPCS 
interfaces to suppression pool cleanup sys Gilbert Assoc, Inc 
evaluating as-designed condition b associated logic to 
determine if design change necessary Next rept by 840430 
EDELMANiMR Cleveland Electric Illuminating Co 84/03/16 KEPPLER 
Region 3, Office of Director Spp 22726 291 24X 

Fiche 50-440, 04/03/16, B403230083 


8403230101 Interim deficiency rept re design of valve coordination for 
HPCS sys Initially reported on 840216 AE currently 
investigating as-designed condition of valves V associated 
logic Next rept expected by B40430 

EDELMAN, M R Cleveland Electric Illuminating Co 84/03/16 

KEPPLER, J 0 Region 3, OPPice of Director 2pp 22726 34! 24X 

Fiche 50-440,04/03/16,8403230101 


8403260247 Final deficiency rept re lack of power monitor downstream 
of fuses in HpcS safety-related control circuits Gilbert 
Assoc, Inc evaluating as-designed condition of sys to make 
appropriate design changes Changes expected by 8405D1 
EDELMAN, M R Cleveland Electric Illuminating Co B4/03/16 

KEPPLERiJ 0 Region 3, Office of Director 2pp 22 7 5 6 0 63 2 4X 

Fiche 50-440,04/03/16,8403260247 


8403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension b Stress Analysis," prepared by S(,W for 
Trensamerica Delavat.Inc (TOI) Diesel Generator Owners 
Group 

MUS-ELERiM J TDI ( Transa mer 1 c a Delaval, Inc 1 Owners Group 
84/03/23 DENTON.K R Office of Nuclear Reactor Regulation. 
Director 2p p 22774 001 24X Fiche 50-000,04/03/23,3403270132 


B403270I34 Requests meeting on 840418 to discuss short-term b long- 
term corrective actions U investigations re Transameric a 
Delaval diesel generators List of suggested meeting topics 
enc 1 

MCGAUQHY,J P TDI ( Tran same r l ca Delaval, Inc, > Owners Oroup 
B4/03/23 DENTON, H R Office of Nuclear Reactor Regulation. 
Director 4pp 22769 133 24X Fiche 50-000,04/03/23,8403270134 


V Operator Examinations 


0403190391 Forwards tables reflecting nuclear power plant experience 
for operating shift posi tions, inc luding current staffing 
experience levels h level projected at time of fuel load 
EDELMANiM R Cleveland Electric Illuminating Co 04/03/09 
DENTON, H R Office of Nuclear Reactor Regulation, Director 13pp 
22675 282 24X Fiche 50-440.04/03/09,8403190391 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A Application/construction stage documents b correspondence 


8403070213 FOIA request for -documents re B30919 meeting to discuss 
steam erosion issue in facility proceeding b TM Novak S30823 
fliffjna an steam erosion issue 

HIATT, 8 L Ohio Citizen! for Responsible Energy 03/12/08 
FELTON, J M Division of Rules and Records lp 2S563 219 24X 

Fiche 50-440.03/12/08,8403070213 


8403070215 Responds to FOIA request for documents re S30919 meeting 
to discuss steam erosion issue in facility proceeding b TM 
Noval 830B25 memo on subj Forwards App A documents Documents 
4 & 5 withheld Iref FOIA Exemption 5) 

FELTONrJ M Division of Rules and Records 04/01/23, HIATT, 8 

Ohio Citiiens for Responsible Energy 3pp S2563 220 24X 

Fiche 50-440, 64/01/23, 8403070215 


position on Contention 15 re steam 
>n»tra ted capability to prevent 
irosion Comments requested 
Irene h 63/06/ 14 LIAW.B 

lp 22563-226 24 X 


— B403D70221 Requests confirmation on lead responsibilities for 
finalizing NRC position re steam erosion contention issue 
Responsibility should be shared by Mechanical Engineering 
Branch 6 Meteorology t< Effluent Treatment Dranch 
NOVAK, T M Assistant Director for Licensing B3/0B/23, 

KNIGHT, J P Assistant Director for Comp & Structures Engineering 
(Post 830201) JOHNSTON, W V Assistant Director for Matli, Chsm 
h Environ Technology (Post B3O201 > 2pp 22563 224 24X 

Fiche 50-440,04/01/23,8403070215 


6403010246 Notification of 840417 meeting w/util,BNL it Gilbert Assoc in 
Bethesda.MD to discuss NRC preliminary findings re 
LOCA-related pool dynamic loads 

STEFANQ, J J Licensing Branch 1 84/02/17 YOJNQBLOOD, B J 

Licensing Branch 1 3pp 22449 359 24X Fiche 50-440,84/02/17, 

8403010246 


B403020037 Notification of contract execution "Dresden t. Parry 
Simulator Leasing.” awarded to GE 

JESSUP, 8 Technical Assistance Contract* Branch FIN B-8713 
84/02/17 HAviNS, 0 H Director's Office, Office of Inspection and 
Enforcement lp 22491 045 24X Fiche 50-000,84/02/17.0403020037 


— 8403020043 Contract “Dresden b Perry Simulator Leasing," awarded to 
GE 

PTERCE, RL General Electric Co FIN B-B713 84/02/17, 3Bpp 

22491 046 24X Fiche 50-000, B4/02/17, 8403020037 


6403020435 Further response to FOIA request for documents re const 
assessment team visit to plant in Aug b Sept 1903 Forwards 
listed documents 

FELTON, J h Division of Rules and Records 84/02/22 HIATT. S L 
Ohio Citizens for Responsible Energy lp 22491 203 24X 

Fiche' 50-440, B4/02/22, 0403020435 


— B403020441 Submits outline re const assessment team visit Related info 
end ' 

* NRC - No Detailed Affiliation Given, 83/09/29 ROHRBACHER, R 
Director's office. Office of Inspection end Enforcement 5Bpp 
22491 204 24X Fiche 50-440,04/02/22.8403020435 


8403060181 Responds to Generic Ltr 84-01 re use of terms important to 
safety b safety-related Further discussion w/Util 
Classification Group & AIF Subcommittee on Safety 
Classification recommended 

EDELMAN, M R Cleveland Electric Illuminating Co B4/02/29 
TAYLOR, J M Director's Office, Office of Inspection and Enforcement 
lp 22918 251 24X Fiche 50-440,84/02/29,8403060101 


0403130092 Forwards responses to NRC 840214 ltr re environ equipment 
qualification audit Response to exception taken by hdc in 
generic evaluation of Rev 1 to NEDE-24326-P will be 
submitted by 840423 

EDELMAN, M R Cleveland Electric Illuminating Co 84/Q3/07 
YOUNGBLOOD, B J Licensing Branch l 374pp 22602 225 24X 

Fiche 50-440, 04/03/07, B403 130092 


--8403130106 Rev 0 to "Sys Component Evaluation Worksheet for Clast IE 
Equipment in Harsh Environ " 

QDS-CH, C , THOMAS, E B , MATHENY, K A Cleveland Electric 
Illuminating Co CC-74-133 R00 84/02/06 6pp. 22603 192 24 X 

Fiche 50-440,84/03/07,0403130092 


— 0403130118 Rev B to "Sys Component Evaluation Worksheet for Clase IE 
Equipment in Hareh Environ “ 

ODSCH.C , THOMAS, E B . MATHENY, K A Cleveland Electric 
Illuminating Co ES-1000 RB B4/02/06 6pp. 22603' 1 90 24X 

Fiche 50-440, B4/03/07, 8403130092 


■-8403130120 Rev A to "Sys Component Evaluation Worksheet for Cleft IE 
Equipment in Hareh Environ “ 

GOBCH, C , THOMAS, E B . MATHENY, K A Cleveland Electric 
Illuminating Co 108025 RA 84/02/06 20pp. 226031204 24X 

Fiche' 50-440i 84/03/07, 8403130092 


—8403130130 Rev B to "8y» Component Evaluation Workshop for Class IE 
Equipment in Harsh Environ " 

G08CH, C , THOMAS, E B . MATHENY, K A Clsveland Electric 
Illuminating CO 348-8854-2 RB B4/02/06 13pp 22603:224. 24X 

Fiche 50-440,84/03/07,8403130092 


B403190379 Informs that QA plan fer operations phase, per Chapter 17 2 
of FBAR, approved to expedite development of procedures b 
instructions during preape rational testing phaee. 

EDELMAN, M R Cleveland Electric Illuminating Co 84/03/00, 
KEPPLER, J G Region 3. Office of Director. ip. 22679:217 24X 

Fiche 50-440,84/03/08,8403190375 


*15 
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8403190391 Forwards tables reflecting nuclear power plant experience 
for operating shift pos 1 1 1 nni> ine lud lng current staffing 
experience levels i, level projected at time of fuel load 
EDELMAN, M R Cleveland Electric Illuminating Co 84/03/09 
DENTON, H R Office of Nuclear Reactor Regulation! Director 13pp 
22673' 202 24X FUhe 30-440i 84/03/09, 8403190391 


8402090041 Board Notification B4-030 provides Commission policy 
statement 6 proposed rulemaking on environ qualifications 
E1SENHUT.D 0 Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel lopp 24X Fiche 30-000.84/03/14.8402090041 


0403230047 Advises that completion of final field wiring for diesel 
generator extended to B403i3 

EDELMAN, MR Cleveland Electric Illuminating Co 84/03/13 
KEPPLER. J Q Region 3, Office of Director ip 32728 330 24X 

F iche: 30-440, 04/03/ i 3, B403230047 


E NRC Safety Evaluation Report <8ER>, suppls t< correspondence 


84Q3QB0179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld Iref FOIA Exemption 3) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records. 84/02/13 ANDERSON, 3 I 
Oarvey, Schubert, Adame S< Barer 7pp 22383 226 24X 

Fiche 30-000, B4/02/13, 8403080179 


— 8103040032 Forward* short t, long-term OL & CP review schedules, In 
response to BOi2i6 meeting w/USQS List of OL plant reviews 
far which NRC tentatively plans to seek USDS assistance is 
provided. 

JACKSON, R E Os □ sc lances Branch NRC-03-80-1 13 81/01/21 

DEVINE, J F Interior, Dept of, Qeologlcal Survey Spp 
22383. 272 24X Fiche 50-000, 04/02/ 13, 8403080179 


— 0403030131 "Perry Nuclear Power Station Radiological Emergency 
Planning," interim rept 

* Federal Emergency Management Agency 84/01/10 192pp 

22488 224 24X Fiche 90-440, B4/03/0J , 8403050128 


8403120112 Forwards agenda for 040323 regional workshop in Rosemont, IL 
w/all Region III licensees to discuss fire protection safe 
shutdown requirements of 10CFR30,App R Workshop will provide 
guidance to licensees 

SPESSARD. n L Division of Engineering 84/03/06 EDELMAN, M R 
Cleveland Electric Illuminating Co 3pp 22388 232 24X 

Fiche 30-440,84/03/06,8403120112 


0 Adjudicatory correspondence 


0403020106 Answer to Sunflower Alliance, Inc S40214 motion to readmit 
Issue 2 ro financial qualifications contention Motion should 
be denied based on 1982 financial qualifications rule 
Certificate of Svc end 

SILBERO.JE Cleveland Electric Illuminating Co SILBERO, J E Shaw, 
Pittman, Pott* I, Trowbridge 04/02/29 Atomic Safety and 
Licensing Board Panel 7pp 22442 101 24X Fiche S0-440, 84/02/29. 

8403020106 


8403060273 Forwards supplemental answers to interrogatories on Issues 
6,8 S< IS W/o affidavits Related correspondence 

OLASBPIEGELi H Shaw, Pittman. Potts $< Trowbridge GLASSP I EGEL, H 
Cleveland Electric Illuminating Co 04/02/29 HIATT, S Ohio 
Citiiens for Responsible Energy 2pp 22519 040 24X 

Fiche 50-440,84/02/29.0403060275 


— 8403060280 Supplemental answers to interrogatories on Issues 6, 0 U 15 
Certificate of Svc encl Related correspondence 
GLASSP I EGEL, H Cleveland Electric Illuminating Co 84/02/29 
24pp 22519 042 24X Fiche 90-440,84/02/29,8403060275 


8403010017 Forwards 88ER 4 (NUREG-0887) re operation of facilities 
W/o end. 

YOUNGBLOOD, B J. Licensing Branch 1 84/02/17 EDELMAN, M P 

Cleveland Electric Illuminating Co 3pp 22479 341 24X 

Fiche. 90-440, 04/02/17, 04O3O1OO17 


8403290337 Requests eddl copies of propoied intarvlce testing program 
fur pumps h valves submitted in response to SER Outstanding 
Issue 5 Relief request* should be granted, pend ing 
completion of staff review 

YOUNGBLOOD, B J Licensing Branch 1 84/03/14 EDELMAN, M R 

Cleveland Electric Illuminating Co Spp 22022,263 24X 

Fiche: 50-440. 84/03/14, 8403290357 


F Becurlty, medical, emergency it fire protection plans 


8402090006 Board Notification 84-034 forward* R Vollmer 840206 memo to 
D Eisenhut re fire reiaarch results concerning fire* in 
electrical cabinets in control room 

E 1 8ENHUT, D 0 Division of Licensing 84/02/23 PALLADINQ 
Comlll loners ip 22576 203 24X Fiche 50-000,84/02/23, 

8408090006 


—0403080316 Recommend* that info re fire reseerch result* concerning 
fire* in electrical cabinets in control room be submitted 
for board notification, per NRR Ofc Ltr 19, dtd 821001 Further 
evaluation of test data required 

VOLLMER, R H Division of Engineering 84/02/06 EISENHUT, D G 
Division of Licensing 10pp. 22376 204 24X 

Fiche 1 50-000, 04/02/23, 8402090006 


8403060237 Forwards affidavits to accompany applicant supplemental 
answers to interrogatories on Issues 6,0 8, 15 Certificate of 
Svc end Related correspondence 

GLASSP I EGEL, H Bhaw, Pittman, Potts & Trowbridge GLASSP IEGEL, H 
Cleveland Electric Illuminating Co 04/03/01 HIATT, S Ohio 
Citiiens far Responsible Energy 5pp 22516 255 24X 

Fiche 50-440,04/03/01.8403060257 


0403140176 Response to Sunflower Alliance 040214 motion to readmit 
Contention 2 re applicant financial qualifications ASLB 
should hold in abeyance motion until further guidance 
provided by NRC Certificate Df Svc end 

WQQDHEAD, C P Hearing Branch 4 84/03/05 Atomic Safety and 

Licensing Board Panel 7pp 22624 104 24X Fiche 50-440,04/03/05. 

8403140176 


8403130010 Answer to Ohio Citiiens for Responsible Energy eleventh set 
of interrogatories to applicant re Issue 16 Certificate of 
Svc end Related correspondence 

SWIGERr K A Cleveland Electric Illuminating Co SW1GER, M A Shaw, 
Pittman* Potts L Trowbridge 04/03/08 17pp 22614 327 24X 

Fiche 50-440.84/03/08,0403130010 


0403130139 Interrogatories & request for production of documents to 
Ohio Citiiens for Responsible Energy re reliability of 
Traneamerica Deiaval standby diesel generator* W/Cert i f lea t# 
of Svc Related correspondence 

SWIGER.M A Cleveland Electric Illuminating Co SWIGER.M A 8haw, 
Pittman, Potts L Trowbridge 04/03/09 Ohio Citiiens for 
Responsible Energy 20pp 22601 024 24X Fiche 50-440,04/03/09, 

8403130139 


8403070363 Forwards FEMA comments on Draft 2 of public info brochure, 
for rtview it consideration, 

YOUNOBLOOD, B J. Licensing Branch 1 04/02/29 EDELMAN, M, R. 

Cleveland Electric Illuminating Co 3pp 22567 209 24X 

Fiche, 90-440,84/02/29, B403070363 


0403130194 Responds to NRC comments on detailed control room design 
rtview program plan, per 031223 ltr Control room inventory 
requirements will be satisfied, per Suppl 1 to NUREQ-0737 S, 
Generic Ltr 83-18 during Apr 1984 task analysis review 
EDELMAN, M. R. Cleveland Electric Illuminating Co 84/02/29 
YOUNOBLOOD, 8. J, Licensing Branch 1 7pp 22617 300 24X 

Fiche: 80-440, 04/02/29, 8403130194 


B4O3OBO120 Forwards "Perry Nuclear Power Station Offsite Radiological 
Emergtncy Planning," Interim rept Exercise to test plans 
scheduled for 841128. 

KRIMM, R.H. Federal Emergency Management Agency 84/03/01 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 0301031. Ip 22408-223 24X Fiche 50-440,84/03/01, 

0403090120 


8403130403 Updates applicant 840208 response to Ohio Citiiens for 
Responsible Energy Interrogatory 10-2 re consultants used on 
Issue 16 concerning reliability of standby diesel 
generator* Related correspondence 

SWIGER.M A Shaw, Pittman, Potts it Trowbridge SWIGER.M A 
Cleveland Electric Illuminating Co 84/03/09 HIATT, S L Ohio 
Citiiens for Responsible Energy 3pp 22616 045 24X 

Fiche 90-440,84/03/09, B403130403 


8403190009 Response to ASLB 830330 order for effidavit supporting 
contention that polymer degradation would not create unsafe 
conditions Electrical equipment in Zone DW-2 acceptable 
Related correspondence 

SWIGER, M, A Cleveland Electric Illuminating Co SWIGER.M. A 
Pittman, Potts & Trowbridge, 04/03/09 9pp 22642 312 24X 

Fiche: 90-440, B4/03/09, 0403190009 


Shaw, 


— 8403190014 Affidavit of S Kasturi in response to ASLB 830330 order re 
summary disposition of Issue 9 Certificate of Svc encl 
KASTURI, S Imp e 1 1 Corp 04/03/00 9pp 22642 317 24X 

Fiche 90-440,84/03/09,8403190009 
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04031 5000 1 Forward* original affidavit of EJ Christiansen to replace 
photocopy attached to applicant B4030B answer* to Ohio 
Cltiien* for Responsible Energy eleventh let of 
interrogatories Related correspondence 

EHIOER, M A Shaw, Pittman. Potts b Trowbridge SWIQER.M A 

Cleveland Electric Illuminating Co S4/03/12 Office of the 

Secretary of the Commission 3pp 22641 291 24X 

F 1 ch e 30-440. 04/03/ 1 2, B4031 30001 


8403190066 Forwards recent lnsp repts re facilities to ABLB b parties 
WOODHEAD, C P Hearing Branch 4 84/03/14 BLOCH. P B . KLINE. J R . 

BRIGHT. 0 0 Atomic Safety and Licensing Board Panel 97pp 
32664 223 24X Flche 30-440,04/03/14,8403190066 


8403270073 Brief in support of exception* to partial initial decision 
re QA Issue Certificate of Svc end 

LODGE. T J Sunflower Alliance DSB 107 B4/O3/20 Atomic Safety 

and Licensing Appeal Panel 2ipp 22766 224 24X 

Flche 30-440,84/03/20,8403270073 


8403300262 Order denying Ohio Citliens for Responsible Energy 031014 
motion to reconsider summary disposition re turbine missile 
Served on 840330 

BLOCH. P B . KLINE, J ft , BRIGHT, G D Atomic Safety and Licensing 
Board Panel. DSB 226 84/03/29 Ohio Citliens for Responsible 

Energy 2pp 22824 014 24X Flche 30-440. 84/03/29. 8403300263 


B40209C009 IE Info Notice 04-15. "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co. of New 

York, Inc 1 19pp 22533 217 24X Fiche 30-000.84/03/02.0402090009 


0402090011 IE Info Notice 84-17, "Problems W/Ltquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Bvc list enc J 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) Q4/03/03 Consolidated Edison Co of New 

York, Inc 117pp 22333 336 24X Flche 30 - 000 , 84./03/0S, 840209001 1 


B403120122 Ac k receipt of 840224 Itr Informing NRC of steps taken to 
correct none nmp 1 1 anc e noted in IE lnsp Repts 30-440/03-37 b 
30-441/03-33 

LITTLE, W 3 Region 3, Office of Director 04/03/06 EDELMAN.fi R 
Cleveland Electric Illuminating Co ip 22389' 221 24X 

Fiche 30-440.84/03/06,0403120122. 


— 8403120126 Responds to NRC 840127 ltr re violations noted in IE lnsp 
Repts 30-440/03-37 b 30-441/83-33 Corrective actions 
training & reevaluation of candidate performed per LK 
Comstock Procedure 4 14. 

EOELMAN.M R Cleveland Electric Illuminating Co 04/02/24. 

LITTLE, MS Division of Engineering 7pp 22509 222. 24X 

Fiche 30-440, 84/03/06, 0403120122. 


H General correspondence 


0403030330 Ack receipt of 840210 ltr re NRC actions on use of stiff 
pipe damps IE Info Notice 03-50 Issued identifying 
potential problem Evaluation of addl info will be documented 
in future SER 

STEFANQ. J J Licensing Branch I 04/02/27 HIATT, 8 Ohio Citiiens 
for Responsible Energy 3pp 22S01 323 24X Flche 30-440,04/02/27. 

8403050350 


M Antitrust correspondence 


8403030194 Responds to Antitrust Div request for NRC imposition of 
civil penalties re alleged willful failure to comply fully 
u/Antitrust License Condition 3 Commission believes 
Imposition of civil penalties inappropriate 

PALLADIND.N J Commissioners 84/01/31 CUTLER. M 0 , MCGRATH, J P 
Justice, Dept of. Attorney General, Office of 2pp 22320 187 
24X Fiche 30-000,04/01/31,8403030194 


04O3OEO14O Responds to City of Cleveland 040206 motion for 
clarification b correction of finding of Director of NRR re 
DL antitrust review NRR should reaffirm findings of no 
significant change t, deny City of Cleveland motion 
ZAHLER.R E Shaw, Pittman. Potts 6 Trowbridge. ZAHERrR E 
Cleveland Electric Illuminating Co 84/03/06 DENTON, H R OfPice 
of Nuclear Reactor Regulation. Director 42pp. 22S59 327 24X 

Flche 50-440, 84/03/06, B403080140 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection 6afe Shutdown Sys 11 Svc list encl. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07. Consolidated Edlion Co of New 

York, Inc U8pp 22639 049 24X Fiche 30-000,84/03/07,8402090024 


8402090020 IE Info Notice 04-1B, "Stress Corrosion Cracking in PWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc U8pp 22304 106 24X Fiche 30-000. B4/03/07, 8402090020 


0403130204 Confirms 840410 meeting In Region III ofc in Qlen Ellyn, IL 
to discus* 9 ALP 

NORELIUS, C E Dlvlilon of Project b Resident Program* 84/03/09 
EOELHAN, M R Cleveland Electric Illuminating Co ip 22617 319 
24X Fiche 30-440, B4/03/09, 8403130204 


0402090031 IE Bulletin 84-02, "Failures of QE Type HFA Relay* In Use in 
Clais IE Bafety 8ys " Svc list enel- 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co. of New York. Inc 

134pp 22023 094 24X F i eh e 50-000, 84/03/ 1 2, B402090031 


8403190066 Forwards recent insp repts t» facilities to A3LB b parties. 
WOODHEAD, C P Hearing Branch 4 84/03/14 BLOCH, P B Atomic 

Safety and Licensing Board Panel 97pp 22664.225 24X 

Fiche 30-440,84/03/14,8403190066 


Q Inspection reports, IE Bulletins b correspondence 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
encl 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/02/20 Consolidated Edison Co of New 

York, Inc 115pp 22909 239 24X Fiche 30-000,84/02/28,8401190072 


9403190348 Forwards IE Insp Repts 30-440/04-01 b 30-441/84-01 on 
840130-0203 No noncomp 1 1 anc e noted 

LITTLE. W S Region 3. Office of Director 84/02/28 EDELMAN, M R 
Cleveland Electric Illuminating Co 2pp 22673 286 24X 

Fiche 30-440,84/02/28,8403190348 


—84.03190354 IE lnsp Repts 30-440/84-01 b 30-441/B4-Q1 on 840130-0203 No 
noncompliance or deviations noted Major areas inspected 
procedures, work activities b quality record* review for 
safety-related piping 

C ILIMBERG, R L , KAUFMAN, P D , DANIELSON, D H Region 3, Office of 
Director 84/02/27. 7pp. 22673 280 24X Fiche 30-440,84/02/20, 


B403270224 Respond* to Supple 1 b 2 to IE Bulletin 83-07 re apparently 
fraudulent Ray Miller, Inc product* Initial contact u,/v#ndar« 
indicates one application of product In nonsafety-related 
cyi Completion of Investigation expected by Dec 1904 
EDELMAN, M R Cleveland Electric Illuminating Co. B4/03/16 

KEPPLER, J tt Region 3, Office of Director lp 22772' 003 24X 

Fiche 90-440,84/03/16,8403270224 


B402090043 IE Info Notice 84-19, "Twd Event* Involving Unauthorijed 
Entries into PWR Reactor Cavities " Svc ll*t encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 84/03/21 Consolidated Edison Co. of New 

York, Inc 123pp 22823 229 24X FI c he , 30-000, 84/03/21 . 8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edijqn Co. of New 

York. Inc 133pp. 22933 001 24X Flche 50-000,84/03/21,8402090044. 


8 Reportable occurrences, LER* b related correspondence 


8402090007 IE Info Notice 04-14. "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Bvc list encl 

N D “i* 1 !* 00 of 0A| BeftSH'erdi b Inspection Program* (Pi 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 
130pp 22332 329 24x Flche 30-000, 84/03/02, B40Z090007 


8403010431 Informs Commission of prob 1 *ms w/emergency diesel generator* 
mfg by Transamerica Delaval, Inc. 

DIRCKSiM J Office of the Executive Director for Operation* 
8ECY-83-034 84/01/25 4pp 22438 347. 24X Fic he. 50-000, 84/01 /25, 

8403010451 


B40209000B IE Info Notice 04-16, "Failure of Automatic Sprinkler Bu 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) B4/03/02 Consolidated Edison Co of I 

York, Inc >22pp 22533 09B 24X Fiche 30-000, 84/03/02, 8402090' 


8402290274 Interim deficiency rept re loose flexible coupling drive 
hubs on component* supplied by Transamerice Delaval, Inc, 

Initially reported on 640120 Next rept by 840331. Also 
reported per Part 21 

EDELMAN. MR Cleveland Electric Illuminating Co B4/02/17 

KEPPLER, J 0 Region 3. Office of Director 2pp 22426)299 24X 

Fiche 30-440, 84/02/17. B402290274 
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0403010207 Foru/ard* " Invo* t 1 gat Ion of Typo* AF 8« AE Piston Skirt*, 11 per 
Transamer lea Delaval.Inc Owner* Group program commitment* 

Rept evaluate* crack* in AF pl*ton *klrts In Shoreham & 

Grand Gulf Nuclear Power Station* 

MU8ELER, W J TDI i Tran lamer 1 ca Delaval, Inc ) Owner* Group 
04/02/27 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 3pp 32434 090 24X Fiche 30-000,84/02/27,3403010207 


0402090021 Board Notification S4-039 discusses NRC B40210 6 16 meetings 
u/Traniamerlca Delaval.Inc Emergency Diesel Generators 
Owner* Group Meeting scheduled on B4030Q for flnaliiation of 
generic program plan prior to NRC review 

EI8ENHUT, D 0 Division of Licensing 84/02/20 PALLAOINO 
Comm las loners 3pp 22346 003 24X Fiche 30-000,04/02/28, 
8402090021 


B40301021B Forwards task descriptions for 16 known problems re 
Traniamerica Delaval.Inc emergency diesel generator* 

HUSEL-Efi.W >J TDI (Transamer ica Delaval, Inc 1 Owner* Group. 
B4/Q2/2B DENTON, H R Office of Nuclear Reactor Regulation, 

Director 42pp 22433 177 24X Fiche 30-000,84/02/28,8403010210 


8403260233 Forward* iummary list of deficiencies identified per 
1OCFR50, 33(e), Part 21 fc potential generic ltr rept* for 
C ommenti. 

BTAR08TECKI, R, Division of Project St Resident Program* 04/02/28 
Region 1, Office of Director 7pp 22736 063 24X 

Fiche, 30-000, 84/02/28, 8403260233 


8402090020 Board Notification 84-044 forward* Part 21 rept re 
Traniamerica Delaval.Inc turbocharger thrust bearing 
lubrication defect resulting in engine nonaval labl 1 1 ty 
EISENHUT, D 0 Division of Licensing. 84/02/2? PALLADINO 
Commissioners. 4pp 22341 263 24X Fiche 30-000,84/02/29, 

8402090020. 


8403120096 Supplemental final deficiency rept re Bailey 720 station 
devices supplied by GE In Power Generation control complex 
panels (RDC 32(811) Due to repair delays, three stations not 
returned Corrective action will be completed by 840301 
EDELMAN, M. R Cleveland Electric Illuminating Co 84/03/01 
KEPPLER , J 0 Region 3, Office of Director lp 22388 189 24X 

Fiche 30-440,04/03/01,8403120096 


8403120092 Interim deficiency rept re cracks on actuator mounting 
brackets for motor operated exhaust louvers (RDC 93(84)1. 

Initially reported on 040203 Nonconformance rept* Issued by 
M C C, Power* Final rept will be submitted by 840427. 

EDELMAN, M, R Cleveland Electric Illuminating Co 84/03/02 

KEPPLER, J 0. Region 3, Office of Director 2pp 223B6 279 24X 

Fiche' 30-440, 04/03/02, B403120032. 


6403140048 Forward* "Grand Gulf Component Tracking By*," "Shoreham 
Component Tracking Bys" t< "Transamer ica Delaval, Inc 
Diesel Generators Owners Group Program Plan, " to resolve 
concerns w/emergency diesel generator* 

HU8ELER, W J Long Island Lighting Co 84/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22626 062 
24X Fiche- 30-000, B4/03/02, 0403140048 


— 0403140093 "Transemerlca Delaval, Inc Diesel Generator* Owner* Group 
Program Plan “ 

* TDI (Transamer Ica Delaval, Inc, ) Owner* Group 84/03/02 
261pp 2262B1223 24X Fi cho 30-000, 04/03/02, 8403140040 


8402090033 Board Notification 04-047’ forward* Traniamerica Delaval, Inc 
Owners Group piston skirt rept 6 task descriptions 
EISENHUT, D. G, Division of Licensing 84/03/07, PALLADINO 
' Commissioner* 4pp. 22674 221 24X Fiche. 80-000, B4/03/07, 

0402090033 


8403140122 Part 21 rapt re status update concerning abnormal waar on 
linear converter* Test program underway Result* of 
Investigation Indicate excessive wear caused by hunting of 
control circuitry 

DODSON, J. P Pacific Air Products Co 84/03/09 Director's 
Office, Office of Inspection end Enforcement 7pp 22624,068 24X 

Fiche: 30-000, 84/03/09, 8403140122, 


8403190031 Interim deficiency rept re failure of linear converter* on 
rtulti-blade dampers supplied by Pacific Air Products, Co 
utilized in safety-related HVAC *y* Initially reported on 
040216. Final rapt by 840710 Also reported per Part 21 
EDELMAN, M. R, Cleveland Eltetrlc Illuminating Co 84/03/0? 

KEPPLER, J. 9. Region 3, Office of Director 2pp 22666-186 24X 

F I c h a I 30-440, 84/03/09, 8403 1 9003 1 


8402090038 Board Notification 84-031 forward* "Transamer lea Delaval, Inc 
(TDI) Diesel Generator* Owner* Group Program Plan." 

EISENHUT, D 0. Division of Licensing 84/03/12 PALLADINO 
Commissioners 3pp. 22688 214. 24X Fiche 30-000,04/03/12, 
8402090038. 


0402090039 Board Notification B4-032 forwards meeting summaries 
containing transcripts of 840210 & 16 meetings between NRC 6 
Transamerica Delaval, Inc (TDI) Owners Group Distribution 
list end 

EISENHUT, D G Division of Licensing 84/03/12 PALLADINO 
Commissioners Spp 22708 001 24X Fiche 50-000,84/03/12, 

8402090039 


-8403060336 Forwards summary of 840210 meeting w/Transamerica Delaval. 
Inc Owners Group in Bethesda.MO re problems w/emergency 
diesel generators 

CARUSO, R Licensing Branch 2 84/02/27 O'REILLY, J P NRC - No 

Datalled Affiliation Given 6pp 22700 006 24X 

Fiche 30-000,84/03/12,8402090039 


— 0403060334 Transcript of 840210 meeting w/Tran*amer lea Delaval, Inc 
Owners Group in Bethesda,MD re problems w/emergency diesel 
generators 

* NRC - No Detailed Affiliation Given 04/02/10 147pp 

67201 000 24X Fiche 30-000,04/03/12,8402090039 


— 8403070409 Summary of 840216 meeting w/Tran*araerica Delavalilnc Owners 
Group in Hading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript & 
attendance list end 

MILLER, M A Licensing Branch 4 04/02/27 Licensing Branch 4 

Bp p 22708 161 24X Fiche 30-000,84/03/12,8402090039 


— 8403070423 Transcript of 840216 conference in Wading River, NY re 
Traniamerica Delaval, Inc diesel generators Pp 1-82 
* Commissioners 84/02/16 B4pp 2270B 169 24X 

Fiche 50-000,84/03/12,8402090039 


B403140030 Forwards "Design Review of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engines" for Shoreham & 

Grand Gulf diesel generators 

MUSELER , W J Long Island Lighting Co B4/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
24X Fiche 30-000,04/03/12,8403140030 


8403180133 Forwards "Transamerica Delaval, Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adequate 
for applicable engines S< sve conditions 

MUSELER, W J TDI (Transamerica Delaval, Inc ) Owner* Group 
04/03/13 DENTON, H R. Office of Nuclear Reactor Regulation, 
Director 2pp 22639 270 24X Fiche 80-000,04/03/13,8403130133 


0403200222 Respond* to 840214 Requests for Info 1 k 2 ri R-4 series 
engines List Indicating engine number, model !< sve number, 
customer name & address, rating, date shipped & date started 
enc 1 

MATHEWS. C 9 Transamerica Delaval, Inc 04/03/16 EISENHUT, D 0 
Division of Licensing 20pp 22691 179 24X Fiche 50-000, B4/03/16, 

8403200222 


0403230011 Interim deficiency rept re synchroni lation between standby 
diesel generator 6 alternate preferred power source 
Initially reported on 840216 Evaluation of as-designed 
condition underway Next rept by 040430 

EDELMAN, M R Cleveland Electric Illuminating Co 84/03/16 

KEPPLER. J G Region 3, Office of Director 2pp 22727-359 24X 

Fiche 30-440, B4/03/ 16, B4032300U 


8403230043 Interim deficiency rept re design of diesel generator logic 
inconsistent w/FBAR Initially reported on 840216 Gilbert 
Assoc, Inc investigating possible safety Implications of 
Identified discrepancies Next rept expected by 840430 
EDELMAN, MR Cleveland Electric Illuminating Co 84/03/16 

KEPPLER, J G Region 3, Office of Director Spp 22727 361 24X 

Fiche 30-440,04/03/16,8403230043 


8403230083 Interim deficiency rept re defects in design of HPCS 
Interfaces to suppression pool cleanup sys Gilbert Assoc, Inc 
evaluating as-designed condition fe associated logic to 
determine if design change necessary Next rept by 040430 
EDELMAN, MR Cleveland Electric Illuminating Co 04/03/16 KEPPLER 
Region 3, Office Of Director 2pp, 22726 291 24X 

Fiche, 30-440,84/03/16,8403230083 


8403230101 Interim deficiency rept re design of valve coordination far 
HPCS sys Initially reported on 840216 AE currently 
investigating as-designed condition of valve* h associated 
logic Next rept expected by 840430 

EDELMAN, M R Cleveland Electric Illuminating Co 84/03/16 

KEPPLER, J 0, Region 3, Office of Director 2pp 22726 341 24X 

Fiche 30-440,84/03/16.8403230101 


8403260247 Final deficiency rept re lack of power monitor downstream 
of fuse* in HPCS safety-related control circuits Oilbert 
Assoc, Inc evaluating as-designed condition of sys to make 
appropriate design changes, Change* expected by 840501 
EDELMAN, MR Cleveland Electric Illuminating Co 84/03/16 

KEPPLER, JG Region 3, Office of Director 2pp 22756,063 24X 

Fiche 50-440,04/03/16,8403260247 
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8403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension U Stress Analysis. 1 ' prepared b y B6W for 
Transamer ic-a Delaval, Inc ITDI) Diesel Generator Owners 
Group 

MUSELEfi.W J TDI (TransameTica Delaval, Inc 1 Owners Group 
€4703/23 DENTON, H R Office of Nuclear ReactoT Regulatlnn, 
Director 2pp 22774 OOl 24X Flche 50-000,84/03/23,8403270132 


B403270134 Requests meeting on B404I3 to discuss short-term A long- 
term corrective actions U investigations re Transamerlca 
Dalaval diesel generators List of suggested meeting topics 
enc I 

KCGAUGHY, J P TDI ITransame r 1 ca Del aval, Inc 1 Owners Group 
34/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Flche 50-000, 84 703723, B40 3270 134 


T Hearing transcripts on nan-antitrust matters 


B402090039 Hoard Notification B4-052 forwards meeting summaries 
containing transcripts of 040210 {a 16 meetings between NRC L 
Transamerlca Delaval,Inc <TDI> Owners Group Distribution 
list anct 

E ISENHUT, D 0 Division of Licensing 84/03/12 PALLADINO 
Commissioners 5pp 22708 OOi 24X Flche 30-000,84/03712, 
3402090039 


--B403060S36 Forwards summary of 040210 meeting ui/Transamer 1 ca Delaval, 
Inc Owners Group in Dethesda,MD re problems w/emergency 
diesel generators 

CARUSQ, R Licensing Branch 2 B4/02/27 0 'REILLY, J F NRC - No 

Detailed Affiliation Given 6pp 22700 006 24X 

Flche 30-000,04703712, 040209003? 


— 8403060334 Transcript of B402I0 -meeting u/Transamerita Delaval, Inc 
Owners Group in Bethesda, MD re problems w/emergency diesel 
generators 

a NRC - No Detailed Affiliation Given B4/02/I0 147pp 

67201 003 24X Flche 50-000, 04/03/ 1 2, B4 02090039 


— B403070409 Summary of B40216 meeting w/Transamer lea Delaval, Inc Owners 
Group in Hading River, NY re program plan bo establish 
reliability of diesel generators Agenda, meet 1 ng transcript 6 
attendance list enc 1 

MILLER, M A Licensing Branch 4 84702/27 Licensing Branch 4 

Spp 2270B 161 24X FI che* 30-000, 847037 12, 8402090039 


— 0403070423 Transcript of 840316 conference in Hading RlveriNY re 
Transamerlca Delaval, Inc diesel generators Pp i-02 
* Commissioners 34702/16 84pp 22708 169 24X 

Flche 50-000, 34/03712, B 402090039 


V Operator Examinations 


B403190391 Forwards tables reflecting nuclear power plant experience 
for operating shift post t ions, Inc lud ing current staffing 
experience levels & level projected at time of Fuel load 
EDELMAN, M R Cleveland Electric 1 1 I umlna ting Co 84703/09 
BENTON, H R Office of Nuclear Reactor Regulation, Director I3pp 
22675 202 24X Flche 30-440,84703/09,8403190391 


DOCKET 30-443 SEABROOK NUCLEAR STATION, UNIT 1 


A Appl ic a t lon/c ons tr uc t ion stage documents 6 correspondence 


8402090003 Responds to Foia request for const completion dates for 
nuclear plants currently under const & analyses containing 
estimates based on Inelusion of Caseload Forecast Panel 
meetings Forwards App A, B St C documents. 

FELTON, J M Division of Rules and Records 83/10/31 
ROSENBAUM, D M Technical Analysis Corp I9pp 22193 292 34X 

Fiche 50-000, 33/10/31 , B40 2090003 


— B4020901B6 Handwritten calculations !. graphs re const activities & 
preop erational t< acceptance testing Related info end 
* NRC - No Detailed Affiliation Given 01/09/16 &pp 
22196,191 24X Fiche 30-000,83/10/31,8402090003 


0402090017 Boat d Notification 84-038 forwards R-d Mattson 840123 memo 
to DO Eisenhut providing status update of NRC actions re 
Nesting house £CCS actuation logic 

EISENHUT, D.G Division of Licensing 84/02/27 PALLADINO 
Commissioners 7pp 22546-007 24X Fi che: 30-000, 84/02/27, 

8402090017. 


B40 31 90080 Requests correction to Amend 5 to CPPR-133 CPPR-136 to 
indicate that Washington Electric C separative, I nc never 
became joint owner or licensee of project 

R I TBHEfl , J, A Ropes U Grag RITSHER, J A Public Service Cp of New 
Hampshire B4/03/07 Division of Licensing 2pp 22641 051. 

24 X Fiche' 50-443,84/03/07, 8403 150000 


8403280122 Summary of 840224 meeting w/Westlnghouse Owner* Group in 
B e thosda, ITD re proposed We s t i nghouse steam generator tube 
rupture generic program Attendee list & agenda enc! 

NERSES, V Licensing Branch 3 B4/03/O7 Llcen*ing Branch 3 

3 9p p 22811 131 24X Fi c be . 50-000, 04/03/07, 8403200122 


8402090041 Board Notification 84-030 provides Commission policy 
statement S, proposed rulemaking on environ qualifications 
EISENHUT, D G Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel lOpp 24X Fiche 30-000,84/03/14,0402090041 


8403210099 Forwards news release re joint owners 840301 meeting, 
notification of ASLO 6 sve list Estimated date for Initial 
operation of Unit 1 ia Ju 1 1906 

DEVINCENT IS, J Yankee Atomic Electric Co DEVINC6NTI8, J Public 
Service Co of New Hampshire 84/03/14 KNIGHTON, o u Licensing 
Branch 3 9pp 22706 090 24X Fiche 50-443,84/03/14,8403210099 


— 8403210101 Advises of new interim schedule for fuel load at facility 
Estimated fuel load date for Units | 6 2 are 851231 U 
900731, respectively 

GAD, R K Ropes tt Gray GAD.R K Public Service Co of New 
Hampshire 84/03/01 HOY T , H , HARDOUR, J , LUEBKE, E A Atomic 
Safety and Licensing Board Panel lp 22706 099 24X 

Fiche 30-443,84/03/14,0403210099 


8403210142 Requests approval ta Implement Paragraphs hF-3324 3,1903 
edition U NF-4427, I960 edition through Winter 1992 of ASME 
Section III Code for linear-type piping supports 

DEVINCENT18, J Yankee Atomic Electric Co DEVINCENT1S, J Public 
Service Co of New Hampshire 84/03/13 KNIGHTON, 0 W Licensing 
Branch 3 14pp 22707 112 24X Fiche 30-443,84/03/13,0403210142 


8403270121 Forwards operator shift experience tables, per DF Bchneli 
request First set of tables identifies experience levels as 
of 840430 Second set projects experience levels to Dec 1903, 
scheduled fuel load date Shift advisors will not be used 
DEVINCENTIS, J Yankee Atomic Eloctrlc Co 0EVINCENTI3, J Public 
Service Co of New Hampshire 84/03/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 10pp 22775 139, 24X 

Fiche 50-443, B4/03/2Q, 8403270121 


8403230061 Forwards Caseload Forecast Panel data package presented ts 
Panel representatives during 040313 6 14 visit to plant 
Data package prepared In response to end panel agenda 
DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 94/03/21 KNIGHTON, G W Licensing 
Branch 3 139pp 22736 041 24X Fiche 30-443,34/03/21,0403230061 


F Security, medical, emergency Jx fire protection plans 


8403060539 Advises that NRC will not review emergency plans to delete 
privacy or proprietary info unless specifically requested by 
licensee, peT 010709 Generic Ltr Bl-37 W/o request, entire 
plan will be placed in PDR 

KNIGHTON, 0 VI Licensing Branch 3 84/02/20 HARRISON, R J Public 

Service Co of New Hampshire App 22332 272 24X 

Fiche 50-443, 04/02/20. 8403060539 


B402G90006 Board Notification 84-034 forwards R Vollmer 840206 mens to 
D Eisenhut re fire research results concerning fires in 
electrical cabinets in control room 

EISENHUT, DO Division of Licensing B4/02/23 PALLADINO 
Commissioners lp 22576 203 24X Fiche 50-000,84/02/23, 

8402090006 


— B4030B03I6 Recommends that info re fire research results concarntng 
fires in electrical cabinets in control room be submitted 
for board no tif i ca 1 1 on, per NRR Ofc Ltr 19, dtd 821001. Fur ther 
evaluation of test data required 

VOLLMER, R H Division of Engineering 34/02/06 EISENHUT, D 0 
Division of Licensing lOpp 22376 204 24X 

Fiche 50-000, 84 / 02/ 23 , B 402 090006 


0403090143 flummarixes B31219 meeting w/util at Region I ofc re 
emergancy telecommunications at facility Summary end 
Locations far emergency notification sys adequate for NRC 
emergency response 

MARTIN, T. T Division of Engineering & Technical Programs. 84/03/02 
BARR1BDN.R J Public Service Co of New Hampshire 4pp 
22575 062 24X Fiche 30-443,84/03/02,8403090143. 


8403190243 Notification of 840418 workshop in King of Prussia, PA to 
discuss lessons learned from recent App R fire protection 
safe shutdown insp S< topics described In IE Info Notice 
B4-09 Agenda Pot workshop end 

HURLEY, T E Region 1, Office of Director. 04/03/09 O'TOOLE, J D, 
Consolidated Edison Co of New York, Inc. 35pp 22672'062 SAX 
Fiche 30- OOO, 84/0 3/0 9, 64 03 1 90243 
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8403160856 Forward* finaliied updated App A to radiological emergency 
plan describing emergency classification & action Rev will 
be included in future amend to 0L- application 

DEVINCENTI8, J Yankee Atomic Electric Co DEV INCENTI8. J Public 
Service Co of New Hampshire 84/03/14 KNIGHTON. G W Licensing 
Branch 3 ip 38661 Old 24X Fiche 50-443,84/03/14,8403160256 


--04O3S6Q263 Updated App A to radiological emergency p lan, consist ing of 
emergency classification sys & emergency action levels 
a Public Service Co of New Hampshire 03/03/31 13pp 
22661 011 24X Fiche 30-443,84/03/14,8403160856 


0 Adjudicatory correspondence 


8403070048 Suppl to 840284 answer to Seacoast Anti-Pollution League 
C9APL) 040210 motion for reconsideration of denial of 8APL 
supplemental Contention 3 Certificate of Svc end 

GAD i R K Public Service Co of New Hampshire GAD, R K Ropes & 
Bray 04/08/20 Atomic Safety and Licensing Board Panel 3pp. 

22541 233 24X Fiche 30-443,84/02/88,8403070042 


8403020173 New England Coalition on Nuclear Pollution Contention VII 
re financial qualifications of util to operate & 
decommission facility Certificate of Svc end 

CURRAN, D New England Coalition on Nuclear Pollution CURRAN, D , 
JORDAN, W 8 Harmon & Weiss 84/02/27 Atomic Safety and 

Licensing Beard Panel 13pp 22443 228 24X Fiche 30-443,84/02/29, 

8403020173 


8403070020 Forwards supplemental responses to Atty General Bellotl 
interrogatories. Related correspondence 

CABSIDY, B P Federal Emergency Management Agency 84/02/29 
Docketing & Services Branch 2pp 22545 329 24X 

Fiche 50-443,84/02/29,8403070020 


— 8403070022 Supplemental response to Atty General Bellotl 

interrogatories re number of persons for which State of NH 
must assure medical sves.per 10CFR30 47 W/Certi f Icate of 
Bvc. Related correspondence 

BWIRENr B J Federal Emergency Management Agency 84/02/29 9pp 
22345 331 24X Fiche 30-443,04/02/29,8403070020 


0403140031 Response to Seacoast Anti-Pollution League OAPL) 840210 
motion for reconsideration of denial of SAPL 830913 
supplemental Contention 5 re util financial qualifications, 

Motion should be denied W/Certlf Icate of Bvc 

PERLIB, R G Hearing Branch 3 84/03/01 Atomic Safety and 

Licensing Board Panel 7pp 22633 112 24X Fiche 50-443,84/03/01, 

8403140031 


0403070232 Informs that as result of correspondence & discussion w/ 
counsel for appl leant, New England Coalition on Nuclear 
Pollution will withdraw Contention III 3 u/ASLB approval 
CURRAN, D Harmon 8« Weiss CURRAN, I) New England Coalition on 
Nuclear Pollution 84/03/05 HOYT, H F , LUEBKE, E A , HARBOUR, J. 
Atomic Safety and Licensing Board Pane 1 Ip 22338 368 84 X 

Fiche: 30-443, 04/03/03, 0403070838 


8403000142 Response to Seacoast Anti-Pollution League (SAPL) 840217 
appeel of denial of motion to dismiss application for Unit 
2. A8LAB decision not erroneous 6 should be affirmed SAPL 
motion should be denied W/Certlf icate of Svc 
DIG MAN, T 0 , GAD, R K Public Service Co of New Hampshire 
DIGNAN, T 0 Ropes 6 Gray 84/03/03 Atomic Safety and Licensing 
Appeal Panel Upp 28359.207 24X Fiche 30-443,84/03/03, 

B403080142. 


8403090093 Response to New England Coalition on Nuclear Pollution 
(NECNP) Contention VII re financial qualification of util 
to operate it decommission facility NECNP Contention VII 
should be excluded Certificate of Svc end 

DIGNAN, T 0 Public Service Co of New Hampshire DIGNAN, T 6 Ropes 
4c Cray 84/03/03, Atomic Safety and Licensing Board Panel 4pp 
22376:031 24 X Fiche 30-443,84/03/03,8403090093 


8403090124 Forwards util response to Seacoast Anti-Pollution League 
appeal of denial of motion to dismiss application for Unit 
2 W/o enel Related care ip and ence 

DIQNAN, T 0 Ropes It Gray DIGNAN, T 0 Public Service Co of New 
Hampshire 84/03/03 Public Document Branch lp 22376 063, 
24 X Fiche, 30-443, 04/03/03, B4O3090124 


8403140023 Notice of withdrawal of appearance in proceeding 

ZITSER.B.e Connecticut, State of 84/03/06 2pp 22633213 24X 

Fiche: 30-443,84/03/06, B403140025 


8403090107 Order accepting New England Coalition on Nuclear Pollution 
840303 decision to withdraw Contention III 3 re training of 
unit shift supervisors 

HOYT, H F Atomic Safety and Licensing Board Panel 84/03/07 lp 
22376 000, 24 X Fiche 30-443,04/03/07,8403090107 


8403090062 Advlsas that time for Commission to review ALAB-738 
expired Commission declined review Decision became final 
agency action on 840305 

CHILK, S J Office of the Secretary of the Commission 84/03/08 
Atomic Safety and Licensing Appeal Panel ip 22576 049 24X 

Fiche 30-443, 84/03/00, 8403090062 


8403140052 Response In opposition to Seacoast Anti-Pollution League 
appeal of denial of motion to dismiss application Appeal 
failed to meet requirements for directed certification 
Certificate of Svc encl 

FATTERSONiW F Hearing Branch 3 84/03/0B Atomic Safety and 

Licensing Appeal Panel 20pp 32633 093 24X Fiche 50-443, 

84/03/08, 84031400 52 


8403190129 Memorandum & order denying motion for directed certification 
of A8LB 840113 memorandum U order 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 04/03/16 
Beacoas t Anti -Pollution League 9pp 22669 191 24 X 

Fiche 50-443,84/03/16,8403190129 


8403210196 Response opposing New England Coalition on Nuclear Pollution 
< NECNP ) Contention VII re f inane ial qualifications of util 
to operate & decommission facility Certificate of Svc encl 
PERLISrR G Hearing Branch 3 DSB 013 04/03/20 Atomic Safety 

and Licensing Board Panel 5pp 22710 079 24X 

Fiche S0-443, 84/03/20, 0403210196 


B4032301BO Response opposing New England Coalition Against Nuclear 
Power motion to file supplemental contention on state & 
local emergency response plans Probabilistic safety 
assessment summary rept encl W/Certi f Icate Of Svc 
GAD, R K Public Service Co of New Hampshire GAD, R K Rope* t, 
Gray DSB 073 84/03/20 Atomic Safety and Licensing Board 

Panel 36pp 22743 023 24X Fiche 50-443,84/03/20,8403230180 


8403270002 Second petition For leave to Intervene in proceedings 
Certificate of Svc enc 1 

DBHERTY.J F Doherty, J F D6B 1 1 1 84/03/22 Atomic Safety and 

Licensing Board Panel Bpp 22770 001 24x Fiche 50-443.84/03/22, 

3403270002 


8403260343 Order denying S, rejecting Seacoast An t i-Poll u t Ion League 
motion for reconsideration 8, New England Coalition on 
Nuclear Pollution proffered Contention 5, respectively Served 
on 840326 

KOYTiH F Office of the Secretary of the Commission DSB 087. 
84/03/23 Seacoast Anti-Pollution League 5pp 22760 179 24X 

Fiche 30-443, B4/03/23, B4O3260343 


8403300269 Response opposing JF Doherty 840328 second petition for 
leave to intervene Petition falls to show good cause for 
late filing Certificate of Svc encl 

GAD. R K , DIGNAN, T G Public Service Co of New Hampshire GAD, R K 
Ropes & Gray DSB 213 B4/03/28 Atomic Safety and Licensing 

Board Panel 9pp 22824 059 24X Fiche 50-443,84/03/28,8403300269 


8403300263 Notice of change in address in svc list Certificate of 
3vc encl 

CURRAN. D Harmon 6 Weis* DSB 227 04/03/30 3pp 22824 068 

24X Fiche 50-443,84/03/30,8403300263 


Q Inspection reports, 1E Bulletins U correspondence 


0403020282 Forwards IE Insp Repts 50-443/03-22 S< 50-444/03-15 on 
H3 1206— 840120 fc notice of violation 

STARQBTECKI, R Division of Project 6 Resident Programs 84/02/17 
HARRISON, R J Public Service Co of New Hampshire 2pp 82439 172 
24X Fiche 50-443,84/02/17, B403020282 


— 8403020301 Notice of violation from lnsp on 831206-040120 

-» Region 1, Office of Director 84/02/17 2pp 22439: 174 24X 

Fithe 50-443,84/02/17,8403020282 


— 8403020308 IE Insp Repts 50-443/03-22 & 50-444/83-15 on 83 1206-840 120 
Violations noted recurrent electrical const violation which 
may be indicative of interface problem between AE & 
electrical contractor 

CERNE, A C , WESCOTT, H M Region 1, Office of Director GALLO, R M 
Division of Project 6 Resident Programs 84/02/09 12pp 
22439 176 24X Fiche 50-443,84/02/17,8403020282 


8403150100 Final deficiency rept 6 final response to IE Bulletin 83-06 
"Nonconforming Matls Supplied by Tube-Line Corp " AddI 
testing performed Tube-Line matl acceptable Item not 
reportable per 10CFR50 33(e) 

DEV INC ENT 1 3, 0 Yankee Atomic Electric Co DEVI NCENT IS, J. Public 

9«TViee Co of New Hampshire 84/02/22 MURLEY, T C Region 1, 

□ fplte of Director 3pp 22643 139 24X Fiche 30-443,04/02/22, 

0403150100 
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B401190072 IE Info Notice 84-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits fc Annunciation " Svc lilt 
me 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 84/02/2B Consolidated Edison Co of New 

VOTk. Inc U3pp 82909 239 24* Fiche 30-000. B4/02/28, 8401 190072 


0402090007 IE Info Notice B4-14, "Highlights of Recent Transport 
Regulatory Revs by DOT Si NRC. " Svc list end 

GRACE, J. N Division of QA, Safeguards Si Inspection Programs (Post 
030103). 04/03/02 Consolidated Edison Co of Nriii York, Inc 

130pp 22332 329 24X Fiche 30-000,84/03/02,8402070007 


0402090008 IE Info Notice B4-16, "Failure of Automatic Sprinkler 8ys 
Valves to Operate " Svc list end 

JORDAN. E L Division of Emergency Preparedness St Engineering 
Response (Post 0301031 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp. 22333 098 24X Fiche 30-000, B4 /03/02, B40209000B 


8402090009 IE Info Notice 84-13, “Reporting of Radiological Release* " 
Bvc list ene 1 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103k 84/03/02. Consolidated Edison Co o# New 

York, Inc 119pp 22333 217 24X Fiche 30-000,84/03/02,0402090009 


0402090011 IE Info Notice 84-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Syc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103k 84/03/03. Consolidated Edison Co of New 

York, Inc 117pp 22553 336. 24X Fiche 50-000, 84/03/03, B4020900U, 


0402090024 IE Info Notice 84-09, Rev 1, “Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys.” Svc list end 
JORDAN, E L Division of Emergency Preparednees St Engineering 
Response (Post B30103) 84/03/07 Consolidated Edison Co of New 

York. Inc 1 lfipp 22635 049. 24X Fiche 50-000,84/03/07,9402090024 


0402090026 IE -Info Notice 84-tB, "Stress Corrosion Cricking in PWR 
Bys ” Svc list end. 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/03/07 Consolidated Edison Co of New 

York, Inc 116pp 22304 106. 24* Flthe 50-000,84/03/07,8402090028 


6402070031 IE Bulletin 34-02, "Failures of OE Type HFA Relays in Use In 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co af New York, Inc 

I34pp 22B23-094 24X Fiche 50-000,04/03/12,8402090031 


B402090043 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness ft Engineering 
Response (Post 830103) 84/03/2) Consolidated Edison Co of New 

York. Inc 123pp 22023 229 24X Fiche 50-000,84/03/21,0402090043 


8402090044 IE Info Notice 04-20, “Svc Life of Relays in Se f • ty-Rela ted 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22 933 001. 243C Fiche 30-000, 84/03/21 , 0402090044 


R Periodic operating reports & related correspondence 


6403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1904. Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
p lanning issue* 

D1R.CKS, W J Office of the Eiecutive Director for Operations 
04/02/21 PALLADINO Commissioners. 9pp 22492 033 24X 

Fiche 30-000. B4 /OS/2 1, 8403020443 


8403150100 Final deficiency rept & final response to IE Bulletin 03-06 
"Nonconforming Metis Supplied by Tube-Line Corp H Addl 
testing performed Tube-Line matl acceptable Item not 
reportable per 10CFR50. 531 ») 

DEV INDENT IS, J Yankee Atomic Electric Co. DEVINCENT1S, J Public 

Service Co of New Hampshire 84/02/22 MURLEY, T. C Region 1, « 
Office of Director 3pp 22643 159. 24X Fiche 90-443,84/02/22, 

8403150100 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Olmpel NPB-4 T&T valve, to dose End ltr dtd 040203 
sent to listed utile OE notified of effected units in BWR 
p lants. 

THEROUX. R R Terry Corp 84/02/22 WOODRUFF, R W Director's 
Office. Office of Inspection end Enforcement 6pp 22706 327 24X 

Fiche 50-000.84/02/22,8403210032 


8403060311 Part 21 final design rept re inadequacy of svc water t 
circulating water pump house structure Analysis completed. 

Repair const activities in progress, 

KREIDER, H 0 United Engineers t< Constructor*. Inc (subs, of 
Raytheon Co 1 84/02/28 Director's Office. Office of Inspection 

and Enforcement 3pp 22313-335 24* Fiche- 50-443, 84/02/29, 

8403060311 


8403220150 Interim deficiency rept re cracked mechanical shock arrastar 
capstan springs supplied by Pacific Be lent! f ic. Ini t ia 1 ly 
reported on 831024. All 40 arrestors returned to vendor for 
exam t will be replaced if necessary. Next rept by 640330. 

OEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTI8, J. Public 
Service Co of New Hampshire B4/02/2B. 0TARO8TECKI , R. Division of 
Project & Resident Program*. 2pp. 22715.361. 24X 

Fiche. 50-443, 84/02/28,8403220150 


8403260233 Forwards summary list of deficiencies identified per 
10CFR50 35(e), Part 21 & potential generic ltr repti far 
comments. 

STAROBTECKI, R Division of Project «< Resident Program* B4/O2/20, 
Region i, Office of Director. 7pp 22736-065 24X 

Fiche- 30-000, B4/02/2B, 8403260233 


8403220003 Interim deficiency rept re isolated incident of violation of 
spec for assembly 6 erection of piping It mechanical 
equipment Initially reported on 821 1 10. Investigation 
underway. Work will be completed by 840601, 

OEVINCENTIS. J Yankee Atomic Electric Co, DEVINCENT19, J Public 
Service Co. of New Hampshire. 84/03/02, 8TAR0BTECKI , ft. Division of 
Project U Resident Programs 2pp. 22712-361. 24X 

Fiche: 50-443, 84/03/02, 0403220005. 


8403220164 Interim deficiency rept re possible jamming of Qould 
combination reverting motor starter*. Ini t lal ly reported on 
840210. Qould replacing all defective combination reversing 
motor starters. Next rept will b* provided by 840430 
OEVINCENTIS, J, Yankee Atomic Elictric Co DEVINCENTI8, J. Public 
Service Co, of New Hampshire. B4/03/'03 STAROBTECKI, R Division of 
Project h Resident Programs 3pp. 22716 054 24X 

Fiche 30-443,84/03/03,8403220164. 


B403190248 Supplemental Part 2J rapt ra failed engine thrust bearing. 
Plugs properly installed in both units, Units free of 
potential defect. 

MORI ARTY, J M Colt Industries, Inc. 84/03/08 KEPPLER, J. 0. Region 
3, Office of Director tp 22673-043 24X Fiche. 90-000, B4/03/0B, 

8403190248 


8403t90374 Part 21 rept re failed engine thrust bearing. Init ially 
reported on 800302 Field insp of Col t-Pielstie k Type PC-2 
diesel generator set* completed using revised drawings Unit 
In compliance w/lnsp procedure & free of potential defect 
MQRIARTY, J M. Colt Industries, Inc 84/03/08 KEPPLER, J, 0. Region 
3r Office of Director lp. 22674.393. 24X Fiche: 30-443, 84/03/08, 

8403190374 


8 Reportable occurrences, LERs & related correspondence 


6403210095 Part 21 rept re nonconformance of metal host assemblies 
foT AGUE, Section III, Class 263 svc Status of nonconforming 
items shipped end All customers notified 

LALTKOB , J M ritefler Corp 83/12/16, Director's Office, Office 
of Inspection and Enforcement. 4pp. 22704 324 24X 

Fiche 90-000,83/12/16, 8403210093, 


B403270219 Part 21 rept re broken contact carrier in control device of 
7 3 kV-13 kV. 300-730 MV A, 3 kV 330-3,000 t, all HKV circuit 
breakers Initially reported on 830223 Addenda to 
Installation t< maint procedures tent to affected unit*. 

DUVALL, D 0 Brawn Boveri Corp. (tube, of Brown Boveri 6 Co,, Ltd,). 
84/03/19 Record services Branch (Document Control Desk), 3pp. 
22772: 114 24X Fiche- 30-000. 84/03/19, 840327021 9. 


V, Operator Examinations 


B403130468 Interim deficiency rept re cracked & broken puffer piston 
rods in Brawn Boveri Type 3HK breaker* Initially reported on 
840119.A11 Unit 1 breaker* will ba Inspected during next 
scheduled maint in Mar 1984. 

OEVINCENTIS. J Public Service Co of New Hampshire. 84/02/14 
STAROBTECKI. R Division of Project 6 Resident Program* 3pp, 
22613 216 24 X Flch* 30-443, B4/02/14, 8403130468 


8403270121 Forwards operator shift experience tables, per SF Bchnell 
request First set of tables identifies experience levels as 
of 840430 Second set projects experlencs levels to Dac 1983. 
scheduled fuel load date. Shift advisors will not be used. 
OEVINCENTIS, J Yankee Atomic Electric Co. 0EV1NCENTI8, J. Public 
Service Co, of New Hampshire. 84/03/20 DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. lBpp 22773:139. 24X 

Fiche: 30-443, 04/03/20, S40327-0121 
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DOCKET 30-444 SEABRQOK NUCLEAR STATION, UNIT 2 


A Appllcation/eonitructlon stage documents & correspondence 


6402070003 Respondi to FDIA requtst for const completion date* for 
nuclear plants currently under const b analyses containing 
estimate* based on inclusion of Caseload Forecast Panel 
meetings Forwards App A< B b C documents 
FELTON, J H Division of Rule* and Records 83/10/31 
ROSENBAUM, D. M Technical Analysis Corp 17pp ZZ 173 292 54X 

Fiche SO-OOO. 83/10/3!, B40Z090003 


— 9402070186 Handwritten calculations & graphs re const activities b 
preoperational b acceptance testing Related info end 
* NRC - No Detailed Affiliation Given 01/09/16 6pp 
22196 171 24X Fiche 30-000, 83/10/31, B402090003 


8402070017 Board Notification 04-030 forwards RJ Mattson 840123 memo 
to DO Eisenhut providing status update of NRC actions re 
Westinghoust ECCS actuation logic 

EISENHUT, D 0 Division of Licensing 84/02/27. PALLAD1N0 
Commi ssi oner* 7pp B2346 007 24X Fiche 50-000,84/02/27, 

9402090017 


8403130080 Requests correction to Amend 3 to CPPR-133 b CPPR-136 to 
indicate that Washington Electric Cooperative, Inc never 
became joint owner or licensee of project 

RITSHER , J A Ropes b Gray RITBHERiJ A Public Service Co of New 
Hampshire 84/03/07 Division of Licensing 2pp 22641,031 
24X Fiche 30-443,84/03/07,8403130080 


8403260128 Summery of 840224 meeting w/Westinohouse Owners Group in 
Beth«*da,liD re proposed West inghouse steam generator tube 
rupture generic program Attendee list b agenda end 
NERSES, v Licencing Branch 3 84/03/07 Licensing Branch 3 

38pp. 22B11 131 24 X Fiche 30-000,84/03/07.0403800122 


0402070041 Board Notification 84-030’ provide* Commission policy 
statement b proposed rulemaking on environ qualifications 
EISENHUT, D G Division of Licensing 84/03/14. Atomic Safety and 
Licensing Board Panel 10pp 24X Fiche 30-000,84/03/14,8402070041 


8403210099 Forward* new* release re joint owners 040301 meeting, 
notification of A8LB b svc list Estimated date for initial 
operation of Unit 1 is Jul 1786 

DEVINCENTia, J. Yankee Atomic Electric Co DEV1NCENT1S. J Public 
Service Co of New Hampshire 84/03/14 KN10HT0N, 0 W Licensing 
Branch 3 9pp 82706090 24X Fiche 30-443,84/03/14,8403210099 


— 8403210101 Advises of new interim schedule for fuel load at facility 
Estimated fuel load date for Units 1 b 2 are 831231 b 
900731, respectively 

SAD, R K Ropes b Gray. GAD, R K Public Service Co of New 
Hampshire. 84/03/01 HOYT, H 1 HARBOUR, J , LUEBKE.E A Atomic 
Safety and Licansing Board Panel lp, 88706:079 24X 

Fiche- 30-443, 84/03/14, 8403210077 


8403210142 Requests approval to implement Paragraphs NF-3324 9,1983 
edition b NF-4427, i98Q edition through Winter 1982 of A SHE 
Section III Cade for linear-type piping supports 

DEV3NCENTIS, J, Yankee Atomic Electric Co DEVINCENTI8, J Public 
Service Co of New Hampshire 84/03/13 KNIGHTON, 0 w Licensing 
Branch 3 14pp 22707 112 24X Fiche 30-443,84/03/13,8403210142. 


B403270121 Forwards operator shift experience tables, per DF Schnell 
request, First set of tables identifies experience levels as 
of 840430 Second set projects experience levels to Dec 17B3, 
scheduled fuel load date. Shift advisors will not bo used 
CEVINCENTIB, J. Yankee Atomic Electric Co DEV1NCENTI8, J Public 
Service Co. of New Hampshire 84/03/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 16pp 2277S 139 24X 

Fiche, 30-443,84/03/20,6403270121 


B 40 3-2 30061 Forward* Caseload Forecast Panel data package presented to 
Penal representative* during 840313 b 14 visit to plant 
Data package prepared in response to end panel agenda 
DEUINCENT18, J. Yankee Atomic Electric Co, DEVINCENTIB, J. Public 
Service Co of New Hampshire. 84/03/21, KNIGHTON, 0 W Licensing 
Branch 3 139pp 22726:041, 24X Fiche. 30-443, 84/03/21, 8403230061 


F Security, medical, emergency b fire protection plans 


840306099? Advises that NRC will not review emergency plan* to delete 
privacy or proprietary info unless specifically requested by 
licenses, per 81070? Oenerlc Ltr 81-27 W/o request, entire 
plan will be placed in PDR. 

KNIGHTON. 0 W. Licensing Branch 3 84/02/20. HARRISON, R J Public 

Service Co, of New Hampshire. 4pp 22332-272 24X 

Fiche. 90-443, 84/02/20, 8403060399 


8402090006 Board Notification 84-034 forwards R Vollmar B40206 memo to 
D Eisenhut re fir* research results concerning fire* in 
electrical cabinets in control room 

EISENHUT, D O Division of Licensing 84/02/23 PALLADINO 
Commissioners lp 22576 203 24X Fiche 30-000,84/02/23, 

0402090006 


— 0403080316 Recommends that info re fire research results concerning 
fires in electrical cabinets In control room be submitted 
For board no 1 1 f t e a t i ora, p er NRR Ofc Ltr 19, dtd 821001 Further 
evaluation of test data required 

VOLLMER , H H Division of Engineering 84/02/06 EISENHUT, DO 

Division of Licensing lOpp 22976 204 24X 

Fiche 50-000, 84/02/23- 0402090006 


0403090143 Summarlies 831219 meeting w/uttl at Region I ofc re 
emergency telecommunications at facility Summary end 
Locations for emergency notification sys adequate far NRC 
emergency response 

MARTIN, T T Division of Engineering b Technical Programs 04/03/02 
HARRISON, R J Public Service Co Df New Hampshire. 4pp 
22575 062 24X Fiche 50-443.04/03/02,8403090143 


0403170243 Notification of 840418 workshop in King of Prussia, PA to 
discus* lessons learned from recent App R fire protection 
saf* shutdown iysp b topic* described in IE Info Notice 
04-09 Agenda for workshop end 

HURLEY, T E Region 1, Office of Director 84/03/09 O'TOOLE, J 0 
Consolidated Edison Co of New York, Inc 33pp 22672 062 24X 

Fiche 30-000.84/03/09,8403190243 


0403160236 Forwards finalized updated App A to radiological emergency 
plan describing emergency classification b action Rev will 
be included In future amend to OL application 

DEVINCENT1S, J Yankee Atomic Electric Co 0EV1NCENT1S, J Public 
Service Co of New Hampshire 84/03/14 KNIGHTON, G W Licensing 
Drench 3 lp 82661 OlO 24X Fiche 30-443, B4/03/ 14 , B403 1 60236 


— 0403160263 Updated App A to radiological emergency p 1 an, conti s ting of 
emergency class 1 ficatlori sys b emergency action levels 
« Public Service Ca of New Hampshire 83/05/31 ISpp 
22661 Oil 24X Fiche 50-443,04/03/14,8403160296 


G Adjudicatory correspondence 


9403070042 Suppl to Q40224 answer to Seacoast Anti-Pollution League 
<8APL) 840210 motion for reconsideration of denial of 5APL 
supplemental Contention 5 Certificate of Svc end 

OADiR.K Public Service Co of New Hampshire OAD.R K Ropes b 
Gray 84/02/28 Atomic Safety and Licensing Board Panel 3pp 
22541 255 24X Fiche 50-443,04/02/28.0403070042 


0403020173 New England Coalition on Nuclear Pollution Contention VT 1 
re financial qualif icatlona of util to operate b 
decommission facility Certificate of Svc end 

CURRAN, D New England Coalition on Nuclear Pollution CURRAN, 0 , 
JORDAN, W S Harmon b Weiss 84/02/29 Atomic Safety and 

Licensing Board Panel iSpp 22443 223 24X Fiche 30-443,84/02/29, 

8403020173 


8403070020 Forwards supplemental responses to Atty General Belloti 
Interrogatories Related correspondence 

CASSIDY, B P Federal Emergency Management Agency 84/02/29 
Docketing b Services Branch. 2pp 22343 329 24X 

Fiche 30-443,84/02/29.8403070020 


— 0403070022 Supplemental response to Atty General Delicti 

interrogatories re number of persons for which State of NH 
must assure medical eves, per 10CFRSO 47 W/Cert i f i ca te of 
8vc Related correspondence 

BWIREN, B J Federal Emergency Management Agency B4/02/29 9pp 
22543:331 24 X Fiche 30-443.84/02/29.8403070020 


8403140031 Response to Beacoast Anti-Pollution League (8APL1 840210 
motion for reconsideration of denial of SAPL 830913 
supplemental Contention 3 re util financial qualifications 
Motion should be denied W/Certif i cat* of Svc. 

PERL 1 8, R G. Hearing Branch 3 84/03/01 Atomic Safety and 

Licensing Board Panel 7pp 22633 112 24X Fiche; 50-443, 84/03/01, 

8403140031. 


8403070232 Informs that as result of correspondence b discussion u/ 
counsel for app 1 leant, New England Coalition on Nuclear 
Pollution will withdraw Contention 111 3 u/ASLB approval 
CURRAN, D Harmon b Weiss CURRAN, D New England Coalition on 
Nuclear Pollution B4/03/0S HOYT, H F , LUEBKE, E. A 1 HARBOUR, J 
Atomic Safety and Licensing Board Panel. lp 22330 362 24X 

Fiche- 30-443, 84/03/03,0403070232 



J 
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1080142 Response to Seacoast Anti -Po 1 J u t i on League (SAPL) B40217 
jpeal of denial of motion to dismiss application for Unit 
A5LAB decision not erroneous t, should be affirmed BAPL 
tion should be denied W/Cbt t if icate of Svc 
IOWAN, T 0 , GAD, R K public Service Co of New Hampshire 
OMAN, T 0 Ropes t< Gray 04/03/03 Atomic Safety and Licensing 

iptal Panel tlpp 22539 207 24X Fiche 50-443,64/03/03, 

103090142 


1090073 Response to New England Coalition on Nuclear Pollution 
IECNP) Contention vr [ re financial qualification of util 
operate h tfecomini ssion facility NECNP Contention VII 
uuld be deluded Certificate of Svc encl 

OH AN, T O Public Service Co Of New Hampshire D1GNAN, T O Rapes 
Crag 84/03/03 Atomic Safety and Licencing Board Panel 4pp 

'376 031 24X Fiche 50-443,04/03/03,8403070093 


070124 Forwards util response to Seacoast An t i-Pollu t i on League 
peal pf denial of motion to dismiss application For Unit 
W/o encl Related corespondence 

GNAN, T Q Ropes 6 Gray D I GNAN, T 0 Public Service Co of New 

mpshlre 04/03/05 Public Document Branch ip 22376 063 

X Fiche 50-443, 94/03/03, 8403090124 


140029 Notice of withdrawal of appearance in proceeding, 

TSER.B S Connecticut, State of B4/03/06 2pp 22633 219. 24X 

che 90-443,04/03/06,0403140025 


390107 Order accepting New England Coalition on Nuclear Pollution 
1303 decision to withdraw Contention 111 3 re training at 
t shift supervisors 

'T,H F Atomic Safety and Licensing Board Panel 84/03/07 lp 
576 0 B0 24X Fiche 50-4 43, 94/03/07, B403090I07 


190062 Advises that time for Commission to review ALAB-738 
idred Commission declined review Decision became final 
ncy action an 940309 

LK, S J Office pf the Secretary of the Commission 04/03/09 
imic Safety and Licensing Appeal Panel lp 22976 049 24X 

he- 30-443, B4/03/08, B40307Q062 


40032 Response in opposition to Seacoast Anti-Pollution League 
eel of denial of motion to dismiss application Appeal 
Led to meet requirements for directed certification 
tificate of Svc encl 

TER 90(4 1 W F Hearing Branch 3 04/03/00 Atomic Safety and 

ensing Appeal Panel 20pp 22633 093 24X Fiche 90-443, 

03/00,34031400 5 2 


70129 Memorandum, U order denying motion for directed certification 
4SL9 040113 memorandum S, order 

iWAKER, C J Atomic Safety and Licensing Appeal Panel 84/03/16 
tacoast Anti-Pollution League 9pp 22669 191 24X 

ip 90-443,94/03/16,8403190129 


10196 Response apposing New England Coalition on Nuclear Pollution 
NP > Contention VII re financial qualifications of util 
iperate Si decommission facility Certificate of Svc encl 
IS, R G Hearing Branch 3 OSD 013 84/03/20 Atomic Safety 

Licensing Board Panel 3pp 22710 077 24X 

,o 50-443. 64/03/20, B403210196 


0160 Response opposing New England Coalition Against Nuclear 
i motion to file s up p J amenta 1 contention on state it 
1 emergency response plans Probabilistic safety 
ssment summary rept encl w/Cert if 1 cate of Svc 

"> K Public Service Co of New Hampshire CAD.R.K Ropes it 
DSD 075 B4/03/20 Atomic Safety and Licensing Board 

1 36 j p 22743 025 24X Fiche 90-443,84/03/20,6403230100. 


1002 Second petition for leave to intervene in proceedings, 
ificate of Svc encl 

TV, J. F Doherty. J F DSB 111 84/03/22 Atomic Safety and 

liing Board Panel 8pp 22770 OOl 24X Fiche 50-443,04/03/22, 
170002 


1343 Order denying h rejecting Seacoast Anti-Pollution League 
>n for reconsideration 5, New England Coalition on 
•ar Pollution proffered Contention 5, re sp ec t ive ly Served 
<0326 

H F Office of the Secretary of the Commission D8EJ 097 
1/23, Seacoast Ant i -Pn Hut ion League 5pp 22760- 179 24X 

. 50-443. 84/03/23, 8403360343 


>269 Response opposing JF Doherty B4032B second petition for 
to intervene Petition falls to show good cause for 
filing Certificate of Svc encl. 

K. , DIGNAW, T 0 Public Service Co of New Hampshire GAD, R K 
s it Gray D6B 213 84/03/28 Atomic Safety and Licensing 

Panel 9pp 22824 059 24 X Pi c he- 50-443, 04/03/28, 8403300269 


9403300019 Order denying State of CT Div at Consumer Counsel petition 
to intervene In CP renewal proceeding Si declaring Seacoast 
Anti-Pollution League motion for joinder moot Served 
on B40329 

CHILK.8 J Office of the Secretary of the Commission DSB 208 , 
64/03/27 Seacoast Ant i-Pol lotion League 6pp 22822. 169 24X 

Fiche 50-444,84/03/29,6403300019 


9403300263 Notice of change in address in svc list Certificate of 
Svc encl 

CURRAN, D Harmon & Weiss DSB 227 04/03/30 3pp 22824- 060 

24X Fiche 50-443,64/03/30,8403300263 


0 Inspection reports, IE Bulletins 6 correspondence 


8403020282 Forwards IE Insp Reptf 90-443/83-22 * 90-444/83-19 on 
031206-840120 & notice of violation 

8TAR0STECK1, R Division of Project & Resident Programs B4/02/17. 
HARRISON, R J Public 8ervicp Co of New Hampshire. 2pp 22499 172 
24X Fiche 50-443,84/02/17,8403020282 


--S403020308 IE Insp Repts 90-443/03-22 ti 90-444/B3-19 on 831206-840120 
Violations noted recurrent electrical const violation which 
may be Indicative of interface problem between AE t< 
electrical contractor 

CERNEpA C . WESCOTT, H M Region 1, Office of Director. GALLO, ft, M 
Division of Project l< Resident Programs 84/02/09 12pp 
22439 176 24X Fiche 50-443,84/02/17,8403020282 


8403150100 Final deficiency rept 8, final response to JE Bulletin 83-06 
''Nonconforming Metis Supplied by Tube-Line Corp. " Addl 
testing performed Tubt-Llns matl acceptable Item not 
reporteble per IOCFR50 59(e) 

DEVINCENTIS, J Yankee Atomic Electric Co B4/02/2S. HURLEY, T C 
Region 1, Office of Director 3pp 22643 19? 24X 

Fiche 90-443,84/02/22,8403150100 


840 1 190072 IE Info Notice 84-13, “Potential Deficiency in Motor 
Operated Valve Control Circuits & Annunciation " Svc list 
encl 

JORDAN, E L Division of Emsrgency Preparedness It Englnssrlrg 
Response (Post 830103) 84/02/28 Consolidattd Edison Co of New 

York, Inc 119pp 22907-239 24X Fiche 50-000, B4/02/28, 0401 190072 


8402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT Si NRC " Svc list encl 

GRACE, J N Division of QA, Safeguards & Inspection Programs (post 
030103) 84/03/02 Consol ldated Edison Co of New York, Inc 

130pp 22552 329 24X Fi c h a • 90-000, 84/03/02, 0402090007. 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sy« 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post 830103) B4/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 098 24X Fiche 90-000, 64/03/02, B402090008. 


040207000? IE Info Notice 84-19, “Reporting of Radiological Releases " 
Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Past 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22353 217 24X Fiche 50-000,04/03/02,8402090009. 


0402090011 IE Info Notice 84-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list encl, 

JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Pott 830103) B4/03/0S Consolidated Edison Co of New 

York, Inc 117pp, 22393 336 24X Fiche 50-000, 84/03/05, 0402090011 


8402090024 IE Info Notice B4-09, Rev 1, "Lessons Learned From Intps of 
Fire Protection Safe Shutdown Sys, " Svc list encl 
JORDAN, E L. Division of Emergency Preparedness L Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22639 049 24X Fiche; 50-000, 84/03/07, 0402090024 


8402090028 IE Info Notice 04-18, "Stress Corrosion Cracking in PHR 
Sy* " Svc list encl 

JORDAN, £ L Division of Emergency Preparedness t, Engineering 
Response (Past 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22584 106 24XFichi 50-000.84/03/07,8402090028 


6402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relay* in Use In 
Clast IE Safety Sys " Svc list encl. 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co, of New York, Inc 

I34pp 22B23;094 24X Fiche 50-000,84/03/12,8402090031 


3402090043 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries into |‘WR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Reaponee (Post 830103) 84/03/21 Consolidated Edison Co, of New 

York, Inc 123pp 22823 229 24X Fi che , 90-000, 84/03/21 , 0402090043 
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8402070044 IE Info Notice 84-20, "Svc Life of Relays In Safety-Related 
8g. “ Svc 1 1 »t enc 1 

JORDAN, £ L Division of Emergency Prepar eiinoi s fc Engineering 
Reiponee (Post 830103* 84/03/21 Consolidated Edison Co of New 

York, ine 13Spp 22933 001 24X Fiche 30-000,84/03/21,8402090044 


8 Reportable occurrences, LERs It related correspondence 


8403130468 Interim deficiency rept re cracked L broken puffer piston 
rodte in Brown Boveri Type 3HK breakers Initially reported on 
840119 All Unit I breakers ulll be Inspected during neit 
scheduled matnt in Mar 1984 

DEVINCENTIS, J Public Service Co of New Hamp *h 1 re 64/02/14 
BTAROSTECKI, R Division of Project 8. Resident Programs, 3pp 
22613 216 24 X Fiche 90-443.84/02/14,8403130468 


V Operator Examination* 


6403270121 Forwards operator shift experience tables, per DF Schnell 
request First set of tables Identifies experience levels as 
of 840430 second set projects experience level* to Dec 1983, 
scheduled fuel load date Shift advisors ulll not be used 
DEVINCENTIS- J Yankee Atomic Electric Co 84/03/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lepp 22773 139 
24X Fiche 30-443,84/03/20,8403270121 


DOCKET 30-443 COMANCHE PEAK STEAM ELECTRIC 5TA , UNIT 1 


A Application/construction stage documents 6 correspondence 


8403190100 Final deficiency rept 6 final response to IE Bulletin 83-06 
"Noncon forming Metis Supplied by Tube-Line Corp " Add] 
tasting performed Tube-Line matl acceptable Item not 
rajsortabla per 10CFRS0 33(e) 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTI6, J Public 
Service Co. of Neu Hampshire 84/02/22 MUR LEY, T C Region 1, 
Office of Director 3pp 22643 139 24X Fiche 30-443,84/02/22, 

8403130100 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines. Oimpel NP8-4 TLT valve, to close Enel ltr dtd 840203 
sent to listed utils CE notified of affected units in BUR 
plants. 

THEROUX, HR Terry Corp 04/02/22 WOODRUFF, R. W Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 30-000,84/02/22,8403210032 


840 1 1 20433 Forwards Amend 7 to CPPR-126 6 CPPP-127, safety evaluation t 
notice of Issuance 6 availability Amend reflects change in 
owner ship of facilities 

EISENHUT, B G Division of Licensing 83/12/30 GARY, R J Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co ) 

3pp 22210 343 24X Fiche 30-443,83/12/30,0401 120425 


—8401120428 Amend 7 to CPPR-126 6 CPPR-127, r e f 1 e< t i ng change In 
aunersh ip of facilities 

EISENHUT, D O Division of Licensing 03/12/30 4p p 21004 341 
24 X Fiche 50-443,03/12/30,0401120423 


— B401 120433 Safety evaluation supporting Amend 7 to CPPR-126 & CPPR-127 
* Office of Nuclear Reactor Regulation, Director 03/12/29 3pp 
21804 330 24X Fiche 30-449,83/12/30,0401120423 


8403060311 Part 21 final design rept re inadequacy of svc water 6 
Circulating water pump house structure Analysis completed 
Repair const activities in progress 

KREIDER, H 0 United Engineers 6 Constructors, Inc (subs of 
Raytheon Co ) 84/02/28 Director's Office, Office of Inspection 

and Enforcement 3pp 22313 333 24X Fiche 30-443,84/02/28, 

8403060311. 


8403220130 Interim deficiency rept re cracked mechanical shock arrestor 
capstan springs supplied by Pacific Scientific Initially 
reported on 031024 All 48 arrestors returned to vendor for 
exam & ulll be replaced If necessary Next rept by 840330 
DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 84/02/20 BTAROSTECKI, R Division of 
Project *< Resident Programs 2pp 22713 361 24X 

Fiche- 30-443, B4/02/2B, B403220130 


1403260233 Forwards summary list of deficiencies identified per 
10CFRS0 33(e), Part 21 6 potential generic ltr repts for 
comments 

8TAR0BTECK1 , R Division Df project & Resident Programs. B4/O2/20 
Region I, Office of Director. 7pp 22796.063 24X 

Fiche - 90-000, 04/02/28.8403260233 


— 8401120437 Notice of issuance 6 availability of Amend 7 to CPPR-126 U 
CPPR-127 

YOUNGBLOOD. B J Licensing Branch 1 03/12/29 3pp 21004 348 

24X Fiche 90-443.03/12/30,8401120423 


04O3O6O1S5 Requests exemption from provisions of ODC 4 requiring 
protection of s true ture, sy s it components against certain 
dynamic effects associated u/postulated breaks in RCS 
primary loop, per Oeneric Ltr 84-04 

OARY, R J Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 84/02/17 YOUNGBLOOD, B J Licensing Branch 1 

4pp 22313 331 24X Fiche 30-449,84/02/17,0403060153 


0403020148 Forwards, for review, draft environ protection plan proposed 
for App B tn plant OLs 

YOUNGBLOOD, B J Licensing Branch 1 B4/02/21 GARY, R J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 
2pp. 22491 1S7 24X Fiche 30-443. B4/02/21 , 8403020148 


— B 403020 1 52 Environ protection plan ( nonrad 1 o 1 og lea 1 ) for facility, App B 
to OLs, draft 

* NRC - No Detailed Affiliation Given 04/02/21 I3pp 
22491 139 24X Fiche- 50-443,84/02/21,8403020148 


>403220003 Interim deficiency rapt re isolated incident of violation of 
spec for assembly 6 erection of piping b mechanical 
equipment Initially reported on 021110 Investigation 
underway Work will be completed by 040601 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire. 84/03/02 BTAROSTECKI, R. Division of 
Project 6 Resident Programs 2pp 227I2‘361 24X 

rich » 30-443, 84/03/02, B4032P0003 


403220164 Interim deficiency rapt re possible jamming of Gould 
combination reversing motor starters Initially reported on 
840210 Gould replacing all defective combination reversing 
motor starters Next rept will be provided by B40430 
DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service CO of New Hampehire 84/03/03 BTAROSTECKI, R Dlvleion of 
Project S, Resident Programs. 3pp 22710 034 24X 

F 1 Che: 30-443. 84/03/03, 0403220164 


403270219 Fart 21 rapt r» broken contact carrier In control device of 
7.3 kV-19 kV. 900-730 MV A, 5 kV 350-3,000 fc all HKV circuit 
breakers, Initially reported on 830223 Addenda to 
installation 6 melnt procedures sent to affected units 
DUVALL, D, D. Brown Boveri Corp (eube of Brown Boveri S» Co , Ltd ) 
84/03/19 Record Services Branch (Document Control Desk) 9pp 
22772:114. 24X Fiche 30-000,84/03/19,8403270219 


Hearing transcripts on non-anti trust matters 


(03270333 Transcript of Commission B40323 affirmation/discussion 6 
vota In Wash ington, DC re requeet for denial of renewal of 
Beabroo k Unit 2 CP fc BECY-84-4B concerning review of ALAB- 
724 in matter of Mat Ed Pp 1-3 

a Commissioners. 04/03/23 6pp, 22707-356 24X 

Fiche. 90-000. 04/03/23, B403270335 


0402 09001 7 Board Notification 04-030 forwards RJ Mattson 040123 memo 
to DO Eisenhut providing status update of NRC actions re 
We sting house ECCS actuation logic 

EISENHUT, D G Division of Licensing 84/02/27 PALLAPINO 
Commissioners 7pp 22346 007 24X Fiche 30-000,84/02/27, 

8402090017 


8403090273 Requests provision of alternative surveillance to replace 
requirement presently in Tech Specs re turbine overspend 
protection Proposed alternative maint.calibr fc testing 
program should assure that protection sys operable 
YOUNGBLOOD, B J Licensing Branch 1 04/02/29 GARY, R J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co I 
4pp. 22301 109 24X Fiche 30-443, 84/02/29, 0403030273 


8403060299 Informs NRC that Nuclear Util Task Action Committse 
completed final draft of rept defining appropriate vendor 
interface program discussed in Generic Ltr 03-20 Final rept 
scheduled to be released by Apr 1984 

SCHMIDT, H C Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co. > 04/02/29 EI6ENHUT,D G Office of Nuclear Reactor 

Regulation. Director lp 22915 362 24X Fiche 30-445-84/02/29, 

0403060299 


8403090300 Forwards request for addl info re leak-before-break analysis 
L fracture toughness of piping matls under therm a 1 aging 
conditions Submittal date requested within 5 days of ltr 
receipt 

YOUNGBLOOD, B J Licensing Drench 1 84/03/02 GARY, R J Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co ) 

4pp. 22304 338. 24X Fiche 50-445,04/03/02 . 84030 90308 


8403160079 Forwards Buppl 1 to “Human Factors Control Room Design 
Review, " final rept 

GARY, R J Texas Utilities Electric Co (formerly Texas Utilities 
Generating C» ) 84/03/GB YOUNGBLOOD, D J Licensing Branch 1 

lp 22634 001 24X Fiche 50-445,04/03/00.8403160079 
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— 8403160093 Suppl 1 to "Human Factors Control Room Design Revisw, ” final 
rept 

» Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 04/03/31 122pp 22654-002 Z4X 

Fiche 30-445.84/03/03.0403160079 


--□403130 1 26 Proposed guidelines for 
exercise scheduled for 031214 
* Texas Utilities Electric Co ( 
Generating Co ) 83/09/13 3pp 

Fiche 30-445* 03/09/13# 8403130116 


1983 emergency preparedness 

formerly Texas Utilities 
22601 303 24 X 


field 


6402090041 Board Notification 84-030 provides Commission policy 
statement i proposed rulemaking on environ qua 1 1 f icat ions 
EISENHUT, D G Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel lOpp 24X Fiche 50— 000. B4/03/ 1 4# 040209004 1 


0403300249 notification of Caseload Forecast Team 040319-21 meetings & 
site visit w/utll lri Arlington t< Glen Rose. TX to discuss 
const completion schedule Agenda encl 

BURWELL.S B Licensing Branch 1 B4/03/13 YOUNCBLOOD, B J 

Licensing Branch I 9pp 22B43 022 24X Fiche 30-445.04/03/13. 

B403300249 


E NRC Safety Evaluation Report <5ER>. suppls & correspondence 


— 84031301 36 Rev 1 to proposed objectives for 1983 emergency preparedness 
field exercise 

* Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co 1 83/04/12 14pp 22601 306 24X 

Fiche 30-445,03/09/13.8403130116 


0403130313 Forwards "NRC Emergency Preparedness Appraisal Itsms Status 
Tracking Rept.' 1 to aid NRC In preparations for upcoming 
appraisal Emergency preparedness planning project 
organliation chart 6 list of responsibilities also sncl 
JONES. R A Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 03/09/13 MADSEN. 0 L Region 4. Office of 

Director 6pp 22605 093 24X Fiche 30-445.03/09/13,8403130313 


0403000179 Fourth partial response to F01A request for six catsgories 
of documents re facilities Foruards App A documents App B 
document entirely uithheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON. JM Division of Rules and Records 84/02/13 ANDERSON, S I 
Garvey. Schubert. Adams & Barer 7pp 22383 226 24X 

Fiche 50-000.84/02/13,8403080179 


— 8003130793 Provides status of SER inputs It acceptance reviews for OL & 
CP applications Schedule should be met 

BURKE, W C Effluent Treatment Systems Branch 80/02/06 
KREGER.W E Assistant Director for Site Analysis tp 22593 235 
24X Fiche 50-000. 84/02/13, S4030B0179 


8403020289 Foruards resolution of SER Confirmatory Issue 11 re util 
830218 h 0316 submittals concerning TMI Action Items [021 
ICS 

YOUNGBLOOD, B J Licensing Branch 1 84/02/21 GARY. R J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 
3pp 22492 241 24X Fiche 50-445.84/02/21,8403020289 


0403260069 Forwards evaluation of B3Q71B request for deletion of 
steam electric station license condition re low-pressure 
turbine disc lnsp NRC maintains position in SER (NUREG-07971 
that insp must be conducted 

YOUNOBLOOD, B J Licensing Branch 1 84/02/2S GARY, R. J Teias 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 
2pp 22763 233 24X Fiche 50-445,84/02/28.8403260069 


8403140200 Forwards SSER re TMI Action Plan Items I C 1 Si I C 8 of SER 
Confirmatory Issue 5 concerning guidance for evaluation & 
development of procedures for transients it accidents 
YOUNGBLOOD, B J Licensing Branch i 84/03/06 GARY, R. J Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co ) 

6pp 22636 312 24X Fiche 50-445,84/03/06,8403140293 


8403140293 Provides clarification of NRC favorable findings re SER 
Confirmatory Issue 11 for TMI Action Plan Item I G t Util 
should either commit to perform natural circulation boron 
mixing test or ref boron mixing test at Diablo Canyon 
YOUNGBLOOD, B J Licensing Branch 1 84/03/06. GARY, H J Tbiss 

Utilities Electric Co (formerly Texas Utilities Generating Co 1 
3pp 22633 333 24X Fiche 50-445,84/03/06,8403140293 


8403130103 Forwards vibration instrumentation plan Plan closes out SSER 
3 Confirmatory Issue C6 re pressure of flow induced tube 
failure in Model D-4 & D-3 steam generators 

SCHMIDT, HC Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > 04/03/12. YOUNGBLOOD, B J Licensing Branch 1 

4pp 22643 162 24X Fiche 30-445,04/03/12,8403130103 


8403270345 Requests schedule for responding to SER Outstanding Issue 3 
re environ qual if ication of safety-related mechanical 
equipment in harsh environs & Issue 4 re alternate safe 
s hutdown 

YOUNGBLOOD, 8 J Licensing Branch 1 84/03/13. GARY, R J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 

4pp 22787 352 24X Fiche 30-445.84/03/13,8403270345 


F Security, medical, emergency It fire protection plans 


FoT,LI * ri5f proposed guidelines t, Rev 1 to proposed objectives 
for 1983 emergency preparedness field exercise, for review 
f0r 831214 Comments requested by 830923 
JONES, R A Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co l 03/09/13 MADSEN, 0 L Region 4, Office of 

Director 2pp 22601-301, 24X Fiche 50-443. B3/09/13, 84031301 16 


— 0403130319 "NRC Emergency Preparedness Appraisal Item Statu* Tracking 
Rept " 

* Texas Utilities Electric Co (formerly Texa* Utilities 
Generating Co ) 03/07/11 79pp 22603 101 24X 

Fiche 50-443,83/09/13,8403130313 


8403260206 Forwards IE lnsp Rept 80-445/83-43 on 831114-18 No 
violations or deviations noted 

J0HN30N, E H Region 4, Office of Director 84/02/03 GARY, R. -J 
Teias Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 2pp 22756223 24X Fiche 50-445,84/02/03,8403260206 


— 8403260214 IE Insp Rept 50-445/83-43 on 831114-18 No violations 
or deviations noted Major areas Inspected protected area, 
physical barriers - vital area, testing & malnt it security 
sys power supply Details uithheld (ref 10CFR73 21). 

CALDWELL, R A , KELLY, J , HUNNICUTT, D M Region 4, Office of 
Director 84/02/02 tp 22756 225 24X Fiche 50-445,84/02/03, 

0403260206 


0403050146 Submits scenario for providing Info re emergency 
preparedness exercise 

COLLINS, J T Region 4, Office of Director 84/02/09 GARY, R J 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 2pp 22487 312 24X Fiche 50-445,04/02/09, 8403050 1 46. 


8403130442 Foruards IE Insp Rept 50-445/83-51 on 831201-840131 No 
deviations or violations Identified 

JOHNSON, EH Region 4, Office of Director, 04/02/22 OARY.R J 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
•Co ). 2pp 22613 153 24X Fiche 50-445,84/02/22,8403130442 


0403130453 IE Insp Rept 50-445/83-51 an 831201-840131 No violation* Dr 
deviations Identified Major areas Inspected Initial startup 
procedures review, fuel rece 1 pt, emergency drill it IE bulletin 
fol lowup 

KELLEY. D L , 8MITH. W F , HUNNICUTT. D M Region 4, Office of 
Director B4/02/22 6pp 22613 155 24X Fiche 50-445, 84/02/22, 

8403130442 


8402090006 Board Notification 84-034 forward* R Vollmer 840206 memo to 
D Elsenhut re fire research results concerning fires in 
electrical cabinets in control room 

EISENHUT. D 0 Division of Licensing 84/02/23 PALLADINO 
Commissioners Ip 22576 203 24X Fiche 50-000,84/02/23, 

8402090006 


— 8403080316 Recommends that info re fire research result* concerning 
fires In electrical cabinet* in control room be submitted 
for board notification, per NRR Ofc Ltr I9,dtd 821001 Further 
evaluation of test data required 

VOLLMER, R H Division of Engineering 84/02/06, EISENHUT, D 0 
Division of Licensing lOpp 22576 204 24X 

Fiche 50-000,84/02/23,6402090006 


0 Adjudicatory correspondence 


8403070177 Motion re summary of cross-examination areas supplied 
CYONA on 840222 Applicants have used thin wall pipe it menu 
Instances of min pipe wall violations exist W/M Walsh 
affidavit Related coreepondence 

ELLIS, J Citlxens Association for Sound Energy 84/02/29. 
Safety and Licensing Board Panel 4pp 22541-326 24X 

Fiche 50-445,04/02/29,8403070177 


Atocnl C 


8403070161 Affidavit of u Walsh re thin uell pipe Pipe fitting* 
than nominal wall thickness assumed by piping designer* will 
Increase thermal expansion load* on piping support* it 


larger 


WALSHiM Citlxens Association for Sound Energy 
22541 330 24X Fiche 50-445, 84/02/29, 8403070177, 


84/02/20 


4pj» 
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— 8403070182 Forward! M Walsh affidavit Certificate of Svc end 
ELLIB, J Citizens Association For Sound Energy 04/03/29 
Docketing 4 Services Branch 3pp 2Z341 333 24X 

FichB 30-445,84/02/29,0403070177 


B4 030701 9 1 Notifies that no conflict of interest exists in dual 
representation of Brown 4 Root 4 Hutchinson re investigation 
of CYGNA matter 

CHARNOFF, 0 Shaw, Pittman, Pott! 4 Trowbridge CHARNOFF, 0 Texas 
Utilities Electric Co {formerly Texas Utilities Generating Co ) 
04/03/01 BLOCH, P Atomic Safety and Licensing Board Panel 3pp 

32347 273 24X Fiche 30-443, B4/03/01 , 8403070191 


8403090126 Notice of appearance in proceeding Certificate of Svc end 
PrOOTTiD Cygna Energy Services PIQOTT.D Orrlck. Herrington t< 
Sutcliffe 04/03/03 4pp 22373 341 24X Fiche 30-443, 84/03/0S, 

8403090126 


6403090120 Answer urging rejection of util 840203 plan to respond to 
ASLB memorandum S< order re QA for design ASLB should require 
tOOX relnsp, design verification 4 mgt audit Certificate of 
Svc end. 

ELLIS, J Cltlrens Association for Sound Energy 84/03/03 Atomic 

Safety and Licensing Board Panel. 19pp 22371 021 24X 

Fiche, 30- 443, 04/03/03, 8403090128. 


8403090099 Memorandum requesting Ofc of Investigations file target 
dates for completion 4 release of rept re facility 
investigations 4 policy for filing completed repts w/ASLB 
subj to protective order 

BLOCH, P B, Atomic Safety and Licensing Board 1 Panel 84/03/OB lp 
22376.001 24 X Fiche 30-443,84/03/00,8403090099 


8403140053 Comments on util plan to respond to B40203 memorandum & 
order re QA for design Plan supported in part Certificate 
of Bvc end 

MIZUNO.O S Hearing Branch 1 84/03/09. I7pp 22634 tiS 24X 

Fiche 30-443,84/03/09,8403140033 


8403140034 Forwerds response to 840303 comments on generic problems 
S, ctdi S-e xaminat 1 on questions Exhibits 920-923,906 fc 891-901 
end Certificate of Svc end, Related correspondence 
ELLIB, J. Cltliens Association for Sound Energy 84/03/10 
WILLIAM8, N H Cygna Energy Services 23pp 22633 021 24X 

Fiche: 30-443, B4/03/10, 8403140034 


8403140013 Confirms agreement to preserve any matls informally 
requested on discovery re electrical inspectors Related 
correspondence 

HOR IN, U A Bishop, Liberman, Cook, Purcell Sc Reynolds HORIN.WA 
Texas Utilities Electric Co, (formerly Texas Utilities Generating 
Co.) 84/03/12 BLOCH, P B , MCCOLLOM, K A , JORDAN, U H, Atomic 
Safety and Licensing Board Panel lp 22633 223 24X 

Fiche: 30-443, 84/03/12, B403140013 


8403140020 Answer to Citijens Assoc for Bound Energy (CASE) 040229 
motion re cross-examination areas supplied to CYGNA CASE 
matters Inappropriate 8< irrelevant in context of CYGNA rept, 

W/Csr t i f Icate of Svc. Related correspondence 

REYNOLDS, N B, , HORIN, W A Texas Utilities Electric Co (formerly 
Texas Utilities Gsnerating Co,) REYNOLDS, N B Bishop, Liberman, 
Cook, Pure* 1 1 4 Reynolds 84/03/12 Atomic Safety and Licensing 
Board Panel ilpp. 22633 290 24X Fiche. 30-443, 84/03/12, 

8403140020. 


8403190024 Seventeenth set of Interrogatories 4 requests to produce to 
applicants Certificate of Svc sncl Related correspondence 
ELLIB, J. Cltliens Association for Sound Energy. B4/03/12, Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co ) 

?pp. 22666' 076 24X FI c h S ' 30-443, 84/03/ 12. 8403 190024 


8403190032 Motion for discovery re T-shirt inc i den t, 1 nc ident falls 
under heading of new it significant Info re intimidation 
matters i, deemed discoverable Certiflcete of Svc end 
Related correspondence 

ELLIB, J. Cltliens Association for Bound Energy B4/03/12 Atomic 

Safety and Licensing Board Panel 9pp. 22666 067. 24X 

Fiche, 30-443, 84/03/12,8403190032 


0403130032 Suppl to applicant 840203 plan to respond to memorandum it 
order re QA for design, d 1 scusslng ASLB 840224 comments an 
Walsh/Doyle issues re compliance w/Crlteria I (t XVI. 

Certificate of Bvc end Related correspondence 

REYNOLDS, N B Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co.). REYNOLDS, N S. Bishop, LibaTman, Cook, Purcell it 
Reynolds 84/03/13 12pp 22643 278. 24X Fic he. 30-443, 84/03/13, 

8403130032 


B403190006 Informs that Insp Rept 83-32, particular ly app.Pege 6< Items 
B it C re allegations of undue pressure i< restriction it 
threatening ui/flrlng will be used for cross-examination 
during hearing Certificate of Svc end 

ELLIS, J Cltixens Association for Sound Energy 84/03/13 

BLOCH, P B , MCCOLLOM. K A , JORDAN, W H Atomic Safety and Licensing 

Board Panel 9pp 22664 332 24X Fiche 30-443,84/03/13,8403190006 


0403190140 Forwards Investigation Repts 4-03-001 & 4-03-013 dtd B3D924 
it 1 103, respect Ively Complete 4 redacted versions end 
TREBY, 8 A Hearing Branch 1 04/03/13 BLOCH, P D , JORDAN, U H , 

MCCOLLOM, K A Atomic Safety and Licensing Board Panel 200pp 
22667-001 24X Fiche 30-443,04/03/13,8403190148 


8403190111 Notice of appearance in proceeding Certificate of Bvc and 
BACHMANN, R 0 Hearing Branch 1 84/03/14 3pp 22666 263 24X 

Fiche. 30-443, 84/03/14, 84031901U 


8403190110 Forwards NRC Insp Repts 99900330/84-01 & 30-445/83-32 of 
CYONA Energy Svcx QA program used during Unit 1 independent 
assessment program No, application to withhold rept received 
TREBY- S A Hearing Branch l 84/03/14 BLOCH, P B , JORDAN, W H . 
MCCOLLOM, K A Atomic Safety and Licensing Board Panel 23pp 
22666 273 24X Fiche 50-445,84/03/14,0403190118 


8403200026 Eighteenth set of interrogatories !< requests to produce to 
applicants re Issue of in timl dat Ion, harassment & threatening 
of QC inspectors 4, other employees Certificate of Svc end- 
Relatad correspondence 

ELLIS, J Cltliens Association for Sound Energy 84/03/14 Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co > 

9pp 22699 228 24X Fiche 30-443,84/03/14,8403200026 


0403200126 Nineteenth set of interrogatories 4 requests to produce to 
applicant Certificate of Svc end Related correspondence 
ELLIS, J Cltliens Association for Sound Energy 84/03/14. llpp 
22699 067 24X FI Che 30-445,84/03/14,8403200126 


8403190002 Memorandum clarifying open listed issues re QA program 
BLOCH, P B . JORDAN, W H , MCCOLLOM, K A Atomic Safety and Licensing 
Board Panel 84/03/13 2ipp 22664 326 24X Fiche 30-443, 

04/03/13, 8403190002 


8403190020 Memorandum ordering Oft of Investigations to file, by 
840329, affidavi ts responsive to ASLP concerns re observation 
of interviewees Applicants should file affidavits stating’ 
results of Investigation by 840411 

BLOCH, P 0 Atomic Safety and Licensing Board Panel B4/03/13 2pp 
22663 360 24X Fiche 30-443,84/03/13,8403190028 


0403200009 Requests to be informed about requested supplementation 
of answers to interrogatories 4 requests to produce Related 
c orrespondenc e 

ELLIS, J Cltixens Association for Sound Energy 84/03/13 
REYNOLDS, N 8 Bishop, Liberman, Cook, Purcell 4 Reynolds lp 
22683 202 Z4X Fiche 30-443,84/03/13,8403200009 


8403200012 Advises that listed documents will be used In cross- 
examination of NRC staff witnesses an welding Related 
correspondence 

ELLIS, J Cltixens Association for Sound Energy 04/03/13 
TREBY, 6 , Ml ZUNO, 0 8 Office of the Executive Legal Director ip 
22603 337 24X Fiche 30-445,84/03/13,8403200012 


0403200023 Forwards further responses from Walsh re Cygna 840313 
responses to Cltliens Assoc for Sound Energy Certificate of 
Bvc end Related correspondence 

ELLIS, J Cltixens Association for Sound Energy 84/03/13 
PIGOTT.D R, Orrlck, Herrington 4 Sutcliffe 3pp 22699 223 24X 

Fiche 30-443, 04/03/ 1 3, 8403200023 


8403200049 Requests A8LB advise if motion for admission of end two 
pages re nonconformance repts concerning handwritten/ 
typewritten discrepancies would be entertained at present 
R elated cor rasp on dance 

ELLIS, J Cltiione Association for Sound Energy 84/03/13 

BLOCH. P B , MCCOLLOM. K A , JORDAN, W. H Atomic Safety and Licensing 

Board Panel 4pp 22698 287 24X Fiche 30-443.84/03/13,8403200049 


0403200073 Requests listed documents for IBth 4 20th sets of 
interrogatories Certificate of five end Related 
c orre spend tnce 

ELL 18, J Citizens Association for Sound Energy 04/03/13 
REYNOLDS, NS , KORIN, » Bishop, Liberman, Cook, Purcell 4 Reynolds 
lp 32684 362 24X Fiche 30-443,04/03/13,8403200073 


0403200114 Discusses supplementation of answers to interrogatories 4 
requests to produce re T-shirt incident Applicants have 
history of being uncooperative re discovery matters 
Related correspondence 

ELLIS, J, Cltliens Association for Sound Energy 84/03/13 

BLOCH, P. B , JORDAN, W H , MCCQLLDM, K A Atomic Safety and Licensing 

Board Panel 8pp 22683 327 24X Fiche 30-445,04/03/13,8403200114 
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8403200 1 1 8 Twentieth sot of interrogatories & request to produce 
to applicant Certificate of Svc end Related correspondence 
ELLIS , J Citizens Association for Bound Energy 04/03/15 Tesas 

Utilities Electric Co {formerly Texas Utilities Generating Co > 

0pp 22685 344 24XFlche 30-44 5, 84/03/15, B4032D01 18 


B403200147 Forwards Citizens Assoc for Sound Energy Exhibit 927, 
"Formulas for Stress fc Strain,” omitted from 840313 Itr 
W/o enc l Related correspondence 

ELLIS, J Citizens Association for Sound Energy. B4/03/15 
P IGQTT, D R Orrick, Herrington & Sutcliffe ip 2269? 130 24X 

Flche 50-449,04/03/13.8403200147 


B403210102 Forwards IE Insp Repts 50-445/03-47 t< 30-446/03-22 W/o 
ends Related correspondence 

TREBY.S A Hearing Branch 1 B4/03/1* BLOCH. P E . JORDAN, W H i 

HCCOLLQM, K A Atomic Safety and Licensing Board Panel Ip 
22706 117 24X Flche 50-445,04/03/16.8403210102 


— 04O3OBO333 Notification of significant licensee meeting on 031212 w/ 
util in Arlington, TX to discuss potential enforcement action 
re intimidation of employees by H Williams 

* Region 4, Office of Director 83/12/00 Region 4, Office of 
Director ip 22303 193 24X Fiche 50-443, 84/01/20, 040308032? 


— 8403000335 Forwards rept re investigation into allegations made by 
WA Dunham 6 concerns related to protective coatings Related 
documents end 

OARY, R J Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 83/12/13 COLLINS, J Region 4, Office of 

Director 22pp 223B3 204 24X Fichs 50-445, 84/01/20, 84030B0329 


8403260206 Forwards IE Insp Rept 50-445/83-43 on 831114-18 No 
violations or deviations noted 

JOHNSON. E H Region 4, Office of Director 84/02/03 OARY, R J 
Texas Utilities Electric Co (formerly Texas Utilities Oenirating 
Co ) 2pp 22756 223 24X Fiche 50-443,84/02/03,8403260206 


8403200065 Notice that evidentiary hearing scheduled for B40423-27 
rescheduled for 840424-27 in Fort Worth, TX 

BLDCH, P D Atomic Safety and Licensing Board Panel 84/03/19. Ip 
22684 361 24 X Fiche 50-445 , 84/03/ 19. B4032O0063 


8403270031 Requests that HD Spence be substituted for RJ Gary on svc 
list Related correspondence 

REYNOLDS. N S Bilhnp. Liberman. Cook. Purcell 6 Reynolds 

REYNOLDS. N S Texas Utilities Electric Co (formerly Texas Utilities 

Generating Co > DSB 110 04/03/19 CLEMENTS, WL Docketing fc 

Services Branch. Ip 22769 327 24X Fiche 50-445.04/03/19. 

0403270031 


B4032B0339 Responds to ASLB 840300 memorandum re schedule fc policy of 
□Fc of Investigation Policy re release of repts to ASLB 
includes review of rept fc deletions to protect Identity of 
confidential sources 

HAYES, B D Office of Investigation DSB 157 84/03/21 

MCCDLLOM. K A , BLDCH, P B , JORDAN, W H Atomic 9afety and Licensing 

Board Panel . 2pp 227B7 097 24X Flche 50-445, B4/03/21. 8403280339 


— 8403260214 IE Imp Rept 50-443/03-43 on 831114-10 No violations 
or deviations noted Major arees inspected protected area, 
physical barriers - vital area, testing 6 malnt t< security 
sys power supply Details withheld (ref 10CFR73, 21) 

CALDWELL.fi A , KELLY, J , HUNNICUTT, D. M Region 4, Office of 
Director 94/02/02 lp 22756 223. 24X Fiche 50-445,84/02/03, 

0403260206 


84030601BO Forwards JE Insp Rept 50-445/84-01 on 840123-27 No 
violations or deviations identified 

JOHNSON, E H Region 4, Office of Director 84/02/17 OARY, R J 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) Spp 22519 012 24X Fiche 50-445,84/02/17, 0403060180. 


— B403060184 IE Insp Rept 50-443/04-01 on 040123-27. No violations or 
deviations Identified Major areas Inspected licensee 
chemistry/radiochemistry program, Inc lud log primary chemistry 
program, cell br 6 QC 6 corporate QA program. 

NICHOLAS, J B . Wise, R , MURRAY, 0 Region 4, Office of Director 
B4/02/17 20pp 22519.014 24X Fi ch e' 50-445, 04/02/ 17, 8403060100 


8403260342 Memorandum 6 order releasing transcript of B40221 In camera 
sessions 6 applicant memo re release of transcript as part 
of public record of proceeding 

BLQCHiF B Atomic Safety and Licensing Board Panel DSD 150 
04/03/26 lp 22787 100. 24X Flche 50-445,64/03/26,8403280342 


040306037 1 Forwards IE Insp Rept 50-445/83-52 on B31220-8401 30 No 
violations or deviations noted 

JOHNSON, E H Region 4, Office of Director 84/02/21 OARY, R J 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 2pp 22511 315 24X Flche 50-445,84/02/21,8403060371 


H Qeneral correspondence 


0403270173 Requests that name be placed on mailing list for metis 
issued In facility OL 6 IE monitoring process 

GARDE, B P Government Accountability Project 04/03/19 BURWELL, S 
Office of Nuclear Reactor Regulation, Director lp 22771 137 
24X Flche 50-445,84/03/19,8403270173 


04O323OO59 Designates MD Spence as recipient of official correspondence 
pertaining to facilities 

CLEMENTS, B R Teias Utilities Electric Co (formerly Texas Utilities 
Generating Co >. 84/03/20 DENTON, H R Office of Nuclear Reactor 

Regulation, Director Ip 22726 22? 24X Fiche 50-445, B4/03/2Q, 

9403230059 


□ Inspection reports, IE Bulletins fc correspondence 


B4030B0324 F01A request for documents considered by NRC in preparation 
of notice of violation 6 proposed imposition of civil 
p enal ty , 831222 ltr transmitting violation 6 rept of 
investigation re intimidation of QA personnel 

HARTMAN, 5 L Debevoise fc Liberman 03/12/30 FELTON. J M. Division 
of Rules and Records 2pp 22503 169 24X Fiche 50-445, B3/12/30, 

84030BD324. 


04O3OBO325 Partial response to FOIA request for documents considered by 
NRC in preparation of three categories of documents 
concerning facilities Forwards documents listed on App A 
FELTON, J M Division of Rules and Records 94/01/20 HARTMAN, S L 
Debevoise fc Liberman Spp 22503 171 24X Fiche 50-445,04/01/20, 

0403080325 


8403000327 Rev 27 to Procedure BI-OP— 11 4—5 re visual defects insp 4 
dry film thickness Related info encl 

e Texas Utilities Electric Cd (formerly Texas Utilities 
Generating Co 1. 83/11/08. 6pp 22393 173 24X 

Flche 50-445,84/01/20.8403080325 


— 8403080332 Describes commitments made to NRC i n R J Gary 030928 
response to notice of violation 6 proposed imposition of 
civil penalty 

CLEMENTS, B R Texas Utilities Electric Co (formerly Texas 
Utilities Generating Co > 83/11/2? CDLLINB.J T Region 4, 

Office of Director I 1 pp 22583 1B2 24X Flche 50-443,84/01/20, 

8403090325 


— 8403060373 IE Insp Rept 50-443/03-52 on 031220-940130 Major areas 
inspected alleged poor electrical cable tray clamping 
practices Concerns re poor const practices unsubstantiated, 

OBERO, C R , HUNNICUTT, D M Region 4. Office of Director, 

84/02/17 6pp 22511 317 24X Fiche 50-445, 04/02/2 1 , B403060371 


8403130442 Forwards IE Insp Rept 50-445/83-51 on 031201-040131. No 
deviations or violations identified 

JOHNSON, E H Region 4, Office of Director 84/02/22 GARY, R J 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 2pp 22613 133 24X Fiche 50-445,84/02/22,8403130442. 


— 8403130453 IE Insp Rept 50-443/83-51 on 031201-840131 No violations or 
deviation* Identified Major areas inspected initial startup 
procedure* review, fuel roe eipt, emergency drill it IE bulletin 
f ol 1 owup 

KELLEY, D L , SMITH, W F . HUNNICUTT, D M Region 4, Office of 
Director 04/02/22 6pp 22613 135 24X Fiche 50-445,84/02/22, 

8403130442 


0403060431 Requesti addl info re ultraionlc exam of cast stainless 
steel piping in RCPB as part of preservice insp program 
Response requested within 3 days of ltr receipt 

YOUNGBLOOD, B j Licensing Branch 1 84/02/24 OARY, R. J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co. >. 
3pp 22592 047 24X Fiche 50-445,04/02/24,8403060431 


0401 l ?0072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits V Annunciation “ 8vc lilt 
encl 

JORDAN, E L Division of Emergency Preparedness l< Engineering 
Response (Poit 830103) B4/02/2B Consolidated Edison Co. of N*w 

York, Inc 1 1 Spp 22909 239 24X Fiche. 50-000, 84/02/28, 8401190072. 


8403130103 Forwards IE Insp Repts 50-443/03-47 fc 30-446/83-22 on 
830001-0401 17 No violations or deviations noted 
JOHNSON, E H Region 4, Office of Director 84/02/28. GARY, R. J, 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 2 pp 22607 12 ? 24X Fie he: 50-445, 84/02/28, 9403130183 


— 8403130219 IE Imp Repts 50-445/83-47 fc 50-446/83-22 on 830801-840117 
No violation* or deviation* noted Major areas Inspected* 
issues before AGLB hearing board 

TAYLOR, R 0 , HUNNICUTT, D M Region 4, Office of Director, 

84/02/20 6pp 22607 131 24X Fiche 50-445,84/02/28,8403130183 
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8403260069 Forward* evaluation of 830710 request for deletion of 
steam electric station license condition re low-pressure 
turbine disc insp NRC maintain* position in SER (NUREG-0797) 
that insp must be conducted 

YOUNGBLOOD, 0 J Licensing Branch 1 04/02/30 GARY, R J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 
2pp 227*3 335 24X Fiche 30-445.04/02/38,8403360069 


—8403260081 Evaluation of util 830710 request to dolete turbine disc 
insp license condition UT insps required at first refueling 
h every subsequent refueling outage 

* NRC - No Detailed Affiliation Qiven 84/02/28 19pp 
22763 237 24X Fiche 50-445,04/02/28,8403360069 


8402090007 IE info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Sve list end 

GRACE, J N Division of QA, Safeguards (, Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc 

130p p 32552 329 24X Fiche 30-000,84/03/03,8402090007 


B4O2O9OOO0 IE Info Notice 84-16, "Failure of Automatic Sprinkler By* 
Valval to Operate “ Svc list end 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 630103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 090 24X Fiche 50-000,84/03/02,0402090000 


0402090009 IE Info Notice 84-15, "Reporting of Radiological Releases “ 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 32553 317 24X Fiche. 50-000, 84/03/02, B402090009 


0402090011 IE Info Notice 84-17, "Problems W/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E. L Division of Emergency Preparedness t< Engineering 
Retponie (Post 830103) 84/03/05 Consolidated Edison Co of New 

York. Inc 117pp 22553 336 24X Fiche 50-000,84/03/05,8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Bhutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness * Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, fnc UBpp 32635 049 24X Fiche 50-000,84/03/07,0402090024 


8402090028 IE Info Notice 84— IB, "Stress Corrosion Cracking in PUR 
By* " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B30103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp. 22584 186 24X Fiche 50-000,04/03/07,8402090028 


0403190406 Informs that no Insp repts will be issued for Rept Numbers 
50-448/03-41 St 50-446/83-25 

JOHNSON, E H Region 4, Office of Director 84/03/09 GARY, R J 
Taias Utilities Electric Co (formerly Texas Utilities Generating 
Co.) Ip 23674 397 24X Fiche 50-445,84/03/09,8403190406 


8402090031 IE Bulletin 84-02, "Failure* of GE Type HFA Relays in Use In 
Clasa IE Safety Sys " Svc list end 

DEYOUNG r R C. Director's Office, Office of Inspection and 
Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 094 24X Fiche 50-000,04/03/12,8402090031 


B403190118 Forwards NRC In»p Repts 99900530/84-01 * 50-445/03-52 of 
CYGNA Energy Svc* QA program used during Unit I independent 
isiiiieint program No application to withhold rept received 
TREBY, B A Hearing Branch 1 84/03/14 BLOCH, P B , JORDAN, U H , 

KCCOLLOK, H. A Atomic Safety and Licensing Board Panel 23pp 
22666:273 24X Fiche 50-445,84/03/14,8403190110 


8403200125 Forward* vendor insp rept* for info S< action Repts identify 
concern* found by Vendor Program Branch during in*p* of 
vendor activities Ack of ltr receipt requested 

JOHNSON, £ H Region 4, Office of Director 84/03/16 GARY, R J 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ). 3pp 22699 173 24X Fiche. 50-445, 84/03/16, 8403200125 


0402090043 IE Info Notice 84-19, "Two Events Involving Unauthorimd 
Entries into PWR Reactor Cavities 11 Svc list end 
JORDAN, E L Division of Emergency Preparedness *< Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823229 24X Fiche 50-000,84/03/21.8402090043 


3402090044 IE Info Notice 84-20, "Svc Life of Relays in Baf a t y-R#la ted 
By* M Svc list end 

JORDAN, E L, Division of Emergency Preparedness * Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc. 135pp 22933001 24X Fiche 50-000, 04/03/21 , B402090044 


R Periodic operating reports L related correspondence 


8403020443 Forwards monthly status rept of offiite emergency 
preparedness for OL review* Tot Jan 19B4 Changes in FEMA 
Finding dates not caused by delay due to offsite emergency 
p lanmng i ssues 

OIRCKS.tl J Office of the Executive Director for Operations 
84/02/21 PALLADINO Commissioners 9pp 22492 083 24X 

Fiche 50-000. B4/02/21, 0403020443 


S Reportable occurrences, LERs * related correspondence 


8403010451 Informs Commission of problems u/emerjency diesel generators 
mfg by Transamerlca Delaval.Inc 

DIRCKS. W J Office of the Executive Director For Operations 
SECY-03-034 84/01/25 4pp 22438347 24X Fiche 50-000, 04/01 /25. 

0403010451 


8403210032 Part 21 rept re failure of auxiliary feedwater pump dTive 
turbines, Gimpol NPS-4 TS.T valve, to close Enel ltr dtd 840203 
sent to listed utils GE notified of affected unit* in BUR 
p lants 

THEROUX, R R Terry Corp 84/02/22 WOODRUFF, 0 W Director's 
Office. Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 50-000,84/02/22,8403210032 


8403070256 Followup Part 21 rept re defective mechanical snubber 
capstan springs supplied by Pacific Scientific Affected 
utils listed Purchasers have been notified 6 advised to work 
directly w/Pacific Scientific in disposition 

HDVI, L NPS Industries, Inc 84/02/24 DEYOUNG, R C Director's 
Office, Office of Inspection and Enforcement 2pp 22536 279 24X 

Fiche 50-000.04/02/24,0403070256 


8403010207 Forwards "Investigation of Types AF 6 AE Piston Skirts," per 
Transamerlca Oelaval, Inc Owners Group program commitment* 

Fept evaluates cracks in AF piston skirts in Shoreham tt 
Grand Gulf Nuclear Power Stations 

MUSELER, W J TDI (Transamerlca Oelaval, Inc ) Owner* Group 
84/02/27 DENTON, H 0 Office of Nuclear Reactor Regulation, 
Director 3pp 22434 090 24X Fiche 30-000,84/02/27,8403010207 


0402090021 Board Notification 84-039 discusses NRC 840210 6 16 meetings 
w/Tranaameric a Delaval.Inc Emergency Diesel Generators 
Owners Group Meeting scheduled on 840308 for flnalnation of 
generic program plan prior to NRC review 

E1SENHUT, D G Division of Licensing 84/02/20 PALLADINO 
Commissioners 5pp 22546 003 24X Fiche 50-000,84/02/28, 

0402090021 


B40301Q2L8 Forwards task descriptions for 16 known problems re 
Transamerlca Delaval.Inc emergency diess) generators 
MUSELER, W J TDI l Tr ansa mar 1 e a Delava 1, Inc ) Owner* Group 
04/02/28 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 42pp 22435 177 24X Fiche 50-000,04/02/20,8403010218 


8402090020 BoaT d Notification 84-044 forwards Part 21 rept re 
Transamerlca Delaval.Inc turbocharger thrust bearing 
lubrication defect resulting in engine nonavailability 
EISENHUT, D G Division of Licensing 04/02/29 PALLADINO 
Commissioners 4pp 22541 263 24X Fiche 50 - 000,84/02/29, 

8402090020 


8403140048 Forwards “Grand Gulf Component Tracking Sys," "Shoreham 
Component Tracking Sys" & "Transamer lea Delava 1, Inc 
Diesel Generators Owners Group Program Plan, 1,1 to resolve 
concerns w/emergency diesel generators 

MUSELER, W J Long Island Lighting Co 04/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22626 062 
H4X Fiche 50-000,84/03/02,8403140048 


— 8403140095 “Tt ansaner i c a Delaval.Inc Olesel Generators Owners Group 
Pr Dgr am Plan " 

* TDI ( Tran earner i*a Delaval, Inc ) Owners Group 84/03/02 
26 1 p p 22620 223 24X F i c h e , 50-000, B4/03/02, 04031 40048 


8403160213 Interim Deficiency Rept SDAR-125 re lamination* 6 
da 1 ami nations in cable tray support column in cable spread 
room. Ini t la 1 ly reported on 840111 Evaluation continuing 
Completion expected by 840515 

GARY, R J Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 84/03/06 JOHNSON, E H Region 4, Office of 

Director ip 22653 231 24X Fiche, 50-443, 84/03/06, 8403 1602i3 


8402090033 Board Notification 84-047 forward* Transamerlca Delaval.Inc 
Owners Group piston skirt rept * task descriptions 
EISENHUT, D G Division of Licensing 84/03/07 PALLADINO 
Commissioner* 4pp 22674 221, 24X Fiche 50-000,84/03/07. 

0402090033 
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0402090038 Board Notification 34-031 forwards "Transamer i ca Delaval.Inc 
(TDI.) Diesel generators Owners Group Program Plan " 

EISENHOT.D G Division of Licensing 34/03/12 PALLADlrlD 
Com! s 9 loners 3pp 22680 214 24X Fiche 30-000. 04/03/ 1 2, 
6402090030 


0402090039 Board Notification 64-032 forwards meet uis summaries 
containing transcripts of B4021Q U 16 meetings between NRG & 
Transamerica Delaval.Inc (TDI) Owners Group Distribution 
list end 

EISENHUT.D G Division of Licensing 84/03/12 PALLADINO 
Commiss loners 5pp 2270B 001 24 X Fi-che 50— 000/ 84/03/ 1 2. 

0402090039 


— 0403060536 Forwards summary of 340210 meeting ui/Tran s amer 1 ca Delaval. 
Inc Owners Group in Bethesda.MD re problems w/emergeney 
diesel generators 

CARUSD.ft Licensing Branch 2 B4/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6 pp 2270B 006 24X 

Fiche 30-000,84/03/12.0402090039 


--S403060554 Transcript of 840210 meeting w/Transamer lea Delaval.Inc 
Owners Group In Bethesda.MD re problems w/emergency diesel 
generators 

* NRC - No Detailed Affiliation Given 84/02/10 1 47p p 

67201 006 24X Fiche 30-000,84/03/12,0402090039 


— 9403070409 Summary of B40216 meeting w/Tran *«m*r i ca Delaval, Inc Owners 
Group in Wading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript & 
attendance list end 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

0pp 22708 161 24X Fiche 50-000,84/03/12,0402090039 


— 0403070423 Transcript of 840216 conference in Wading River, NY re 
Transamerica Delaval, Inc diesel generators Pp 1-82 
» Commissioners 04/02/16 S4pp 22700 169 24X 

Fiche 50-000,34/03/12.0402090039 


0403140090 Forwards "Design Review of Connecting Rod Bearing Shells for 
Transamer tea Delava] Enterprise Engines" for Bhoreham & 

Grand Qulf diesel generators 

HU5ELER.W J Long Island Lighting Co B4/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
24X Fiche 30-000,34/03/12.8403140030 


0403150133 Forwards "Transamer ica Delaval.Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adequate 
for applicable engines 6 sve conditions 

HUSELER.W J TDI i Tran samer i ca Delaval, Inc 5 Owners Group 
04/03/13 DENTON, H R Office of Nuclear Reactor Regulation. 
Director 2pp 22639 270 24X Fiche 30-000,84/03/13,0403130133 


8403200222 Responds ta 8402 14 Requests for Info 1 b 2 re R-4 series 
engines List Indicating engine number, model Si sve number, 
customer name U add rets, rat 1 ng, da t e shipped S< date started 
unci 

MATHEWS, CB Transamerica Delaval, Inc 04/03/16 E I SEN HUT, D 0 
Division of Licensing 20pp 22691 179 24X Fiche 30-000,84/03/16, 

8403200222 


0403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension 6 Stress Analysis, |J prepared by 5S.W for 
Transamerica Delaval, Inc (TDI) Diesel Generator Owners 
Group 

MU 8 ELER, W J TDt 1 Transa mer i c a Delaval. Inc. ) Owners Group 
04/03/23 DENTON, H R Office of Nuclea T Reactor Regulation, 
Director 2pp 22774 OOi 24X Fiche 30-000,04/03/23,840327013 2 


8403270134 Requests meeting on B4O410 to discuss short-term & long- 
tern corrective actions *t investigations re Transamerica 
Delaval diesel generators List of suggested meeting topics 
enc 1 

MCOAUGHV.tf P TDI ITTansamer lea Delaval, Inc > Owners Group 
B4/03/23 DENTDW, H R Office of Nuclear Reactor Regulation, 
Director 4pp. 22769 133 24X Fiche 50-000,04/03/83,8403270134 


T. Hearing transcripts on non-anti trust matters 


8403020143 Transcript of 840220 telephone conference in Bethesda.MD Pp 
10, 350-10,383 

* Atomic Safety and Licensing Board Panel. 04/02/28 3Spp 
22440 275 24X Fiche 30-445,04/02/20,0403020145. 


0403090104 Forward* correction to U Doyle 840222 testimony Related 
e orrespondence 

ELLIS, J Citiiens Association for Sound Energy 84/03/03 

BLOCH. P B , JORDON. w H , MCCOLLOM, K A Atomic Safety and Licensing 

Board Panel Ip 2 2376 001 . 24X Fiche 50-443, B4/G3/03, 0403090104 


— 0403090108 Affidavit of J Doy 1 e, c or rec t ing 040222 testimony during 
cross-examination of CYGNA Certificate of 8 vc end 
DDYLE, J Citiiens Association for Sound Energy 04/03/03 7pp 
22376 082 24X Fiche 30-443, B4/03/O5, 8403090104 


8402090039 Board Notification 04-052 forwards meeting summaries 
containing transcripts of 840210 & 16 meetings between NRC Si 
Transamerica Delaval.Inc i TDI > Owner* Group Distribution 
list end 

E ISENHUT , D G Division of Licensing 84/03/12 PALLADINO 
Commissioners Spp 22708 001 24X Fiche 30-000,04/03/12, 

8402090039 


— 8403060936 Forwards summary of 040210 meeting w/Transamer lea Delaval, 
Inc Owners Group in Bethesda.MD re problem* w/emergency 
diesel g enerators 

CARUSO, R Licensing Branch 2 04/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6 pp 22708 006 24X 

Fiche 50-000,84/03/12,8402090039 


— 8403060554 Transcript of 040210 meeting w/Transamer ice Delaval, Inc 
Owners Group In Bethesda.MD re problems w/emergency diesel 
generators 

* NRC - No Detailed Affiliation Given 04/02/10. I47pp 
67201 OOB 24 X Fiche 50-000,04/03/12,8402090039 


— 0403070409 Summary of 840216 meeting w/Transamer ica Delaval.Inc Owners 
Group in Hading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript 6 
attendance list end 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

0pp 22708 161 24X Fiche 50-000,84/03/12.8402090039 


— 0403070423 Transcript of 840216 conference In Wading River, NY r* 
Transamerica Delaval, Inc diesel generators Pp 1-B2 
# Camminsipner* 04/02/16. 84pp 22700 169 24X 

Fiche 50-000,04/03/12,8402090039 


04O326OOOB Transcript of 840319 hearing in Fort Worth, TX Pp 10,384- 
10, 713 

» Atomic Safety and Licensing Board Panel 84/03/19 34opp 
22747 OOI 24 X Fiche 50-443,84/03/19,0403260008 


0403270167 Transcript of 040321 hearing in Fort Worth, TX Pp 11,019- 
11. 318 

* Atomic Safety and Licensing Board Panel 84/03/21 349pp 

22774 150 24 X Fiche 50-445,04/03/21,8403270167 


8403270002 Transcript of 040322 hearing in Fort Worth, TX Pp 11,337- 
II. 710. 

* Atomic Safety and Licensing Board Panel 04/03/22 373pp 

22765 009 24 X Fiche 50-445.04/03/22,8403270082 


0403280021 Transcript of 040323 hearing in Fort Worth.TX Pp 11,711- 
11, 998 

» Atomic Safety and Licensing Board Panel 84/03/23 300pp 

22777 173 24X Fiche 50-443,84/03/23,8403280021 


V Operator Eiamlnatlons 


0403130160 Forward* nuclear plant experience tables for shift advisors, 
shift supervisors, assistant shift supervisors, reactor 
operators S< shift technical advisor* Expected OL 6 fuel load 
dates are 040701 

CLEMENTB, B R Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > 84/03/08 DENTON, H, R Office of Nuclear Reactor 

Regulation, Director Bpp 22608 238 24X Fiche 50-445, 04/03/00. 

8403130160 


DOCKET 30-446 COMANCHE PEAK STEAM ELECTRIC 8 TA r UNIT 2 


A App 1 icatlon/condtruc tion stage documents & correspondence 


0401120423 Forwards Amend 7 to CPPR-126 Si CPPR-127, saf e ty evaluation Si 
notice of issuance 6 availability Amend reflects change in 
ownership of facilities 

E ISENHUT , D G Di v i s i on o f L i c ens i ng 83/12/30 GARY, R. J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ). 

3pp 22210 343 24X Fiche 50-443,83/12/30.8401120425 


— 8401120420 Amend 7 to CPPR-126 L CPPR-1 27, r ef I #e t i ng change in 
ownership of facilities 

E r SEN HUT , D 0 Division of Licensing. 83/18/30 4pp. 21004 341 

24X Fiche- 50-445, 03/12/30. B4Q1 120423 


— 8401120433 Safety evaluation supporting Amend 7 to CPPR-126 Si CPPR-127. 
» Office of Nuclear Reactor Regulation, Director 83/12/29. 3pp. 
21804 330 24X Fiche 50-445, 03/ 1 2/30, B401 120425 
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— 8401120437 Notice of issuance & availability of Amend 7 to CPPR-126 t, 
CPPR— 127 

YOUNGBLOOD, B J Licensing Branch 1 83/1 2729 3pp 21804 340 

24X Fiche 30-449, 83/ 1 2/30. 84011 20425- 


8403060139 Requests exemption from provisions of GDC 4 requiring 
protection of struc tore, sys t components against certain 
dynamic effects associated w/pcstulated breaks in RCS 
primary loop, per Generic Ltr 84-04 

QARY.R. J Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co } 84/02/17 YOUNGBLOOD, B J Licensing Branch 1 

4pp 22513 331 24X Fiche 50-445,84/02/17,8403060135 


8403020148 Forwards, for review, draft environ protection plan proposed 
for App H to plant OLs 

YOUNGBLOOD, B J Licensing Branch 1 84/02/21 GARY. R J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 

2pp 22491 137 24X Fiche 50-445,84/02/21,0403020140 


--S40302013S Environ protection plan (nonrad i olog ica 1 1 for facility. App B 
to OLs, draft 

a NRC - No Detailed Affiliation Given 84/02/21 i5pp 
22491 199 24X Fiche 90-443,04/02/21,0403020148 


8403090273 Requests provision of alternative surveillance to replace 
requirement presently in Tech Specs re turbine overspeed 
protection Proposed alternative malnt.calibr & testing 
program should assure that protection sys operable 
YOUNGBLOOD, B U Licensing Branch 1 84/02/29 GARY, R J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 
4pp. 22901 109 24X Fiche' 90-445, 84/02/29. 8403050273 


0403060299 Informs NRC that Nuclear Util Task Action Committee 
completed final draft of rept defining appropriate vendor 
interface program discussed in Oeneric Ltr B3-2B Final rept 
scheduled to be released by Apr 1904 

BCHMIDT , H C Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 84/02/29 EISENHUT, D G Office of Nuclear Reactor 

Regulation. Director ip 22515,362 24X Fiche. 30-445, 84/02/29. 

8403060299 


8403090308 Forwards request for addl Info re leak-before-break analysis 
!i fracture toughness of piping matls under thermal aging 
conditions Submittal date requested within 5 days of ltr 
receipt 

YOUNGBLOOD, B J Licensing Branch 1 84/03/02 GARY, R U Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co > 

4pp. 22904 338 24X Fiche' 90-449, 04/03/02, 8403090308 


0403160079 Forwards Suppl 1 to "Human Factors Control Room Design 
Review, 11 final rept 

GARY, R. J Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co } 84/03/08 YOUNGBLOOD, B J Licensing Branch 1 

lp. 22694 001 24X Fiche 80-443,84/03/00,8403160079 


— 0403160083 Suppl 1 to "Human Factors Control Room Design Review," final 
rept. 

■» Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ). 04/03/31 122j>P 22694 002 24X 

Fiche 90-449,84/03/08,0403160079 


8+0209004 1 Board Notification 84-090 provides Commission policy 
statement ti proposed rulemaking on environ qualifications 
EISENHUT, DO Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel 10pp 24X Flch e' 30-000, 84/03/14, B402090041 


E NRG Safety Evaluation Report <SER>, supple & correspondence 


B4O3O0O179 Fourth partial response to FOIA rsquest for tlx categories 
of documents re facilities Forward* App A documents, App B 
document entirely withheld (ref FOIA Exemption 3> Review of 
addl documents subj to request continuing 

FELTON , J M Division of Rulss and Records 84/02/13 ANDERSON, S I 
Garvey, Schubert, Adams i< Barer 7pp 22903' 226 24X 

Fiche: 50-000, 84/02/13, 8403080179. 


— 8005130793 Provides status of BER Inputs & acceptance reviews for PL it 
CP app 1 tcations. Schedule should be met, 

BURKE, WC, Effluent Treatment Systems Branch 00/02/06 
KREOER.WE Assistant Director for Site Analysis lp 22983239 
24X Fiche. 50-000, 84/02/13, 8403080179. 


B403020289 Forwards resolution of 8ER Confirmatory Issue 11 re util 
030218 h 0316 submittals concerning TNI Action Items I. C. 2 & 

I. C 5. 

YOUNGBLOOD, B. J Licensing Branch 1 84/02/21 GARY , R J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 
Spp, 22492 241 24X Fiche 90-449,04/02/21,0403020289 


0403260069 Forwards evaluation of 830718 request for deletion of 
s team slectnc station license condition re loui-pressure 
turbine disc insp NRC maintains position in SEH (NUREG-0797 ) 
that insp must be conducted 

YOUNGBLOOD, B J Licensing Branch 1 84/02/28 GARY. R J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 
2pp 22763 233 24X Fiche 30-443,64/02/20,8403260069 


8403140209 Forwards SSER re TM1 Action Plan Items I C 1 6 I C 0 of 8ER 
Confirmatory Issue 9 concerning guidance for evaluation 6 
development of procedures for transients U accidents 
YOUNGBLOOD, B J Licensing Branch 1 84/03/06 GARY, R J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co } 

6pp 22636 312 24X Fiche 50-445,64/03/06,8403140288 


8403140293 Provides clarification of NRC favorable findings re SER 
Confirmatory Issue 11 for TMI Action Plan Item I G 1 Util 
Should either commit to perform natural circulation boron 
mixing test or ref boron mixing test at Diablo Canyon 
YOUNGBLOOD, B J Licensing Branch 1 84/03/06 GARY, ft J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 
Spp 22639 333 24X Fiche 50-445,84/03/06,8403140293 


8403270349 Requests schedule for responding to SER Outstanding Issue 3 
re environ qualification of safety-related mechanical 
equipment in harsh environs & Issue 4 re alternate safe 
shutdown 

YOUNGOLODD, B J Licensing Branch 1 04/03/13 GARY, R J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 

4pp 22787 392 24X Fiche 30-445,84/03/13,8403270349 


F Security, medical, emergency 1< fire protection plans 


8403130116 Forwards proposed guidelines & Rev 1 to proposed objectives 
for 1903 emergency preparedness field exercise, for review 
Exercise scheduled for 031214 Comments requested by 830923 
JONES, R A Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co 1 83/09/13 MADSEN, G L Region 4, Office of 

Director 2pp 22601.301 24X Fiche 90-449, 83/09/13, 84031301 16 


— 0403130126 Proposed guidelines for 1903 emergency preparedness field 
exercise scheduled For 831214 

* Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 03/09/13 3pp 22601 303 24X 

Fiche 90-445,03/09/13.8403130116 


— 8403130136 Rev 1 to proposed objectives for 1983 emergency preparedness 
Field exerc lee 

• Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 83/04/12 14pp 22601 306 24X 

Fiche 50-449,83/09/13,8403130116 


8403130313 Forwards 11 NRC Emergency Preparedness Appraisal Items Status 
Tracking Rept,' 1 to aid NRC in- preparations for upcoming 
appraisal Emergency preparedness planning praject 
organization chart & list of responsibilities also end. 

JONES. R A Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 63/09/13 MADSEN. G L Region 4, Office of 

Director 6p p 22609.095 24X Fi c he 90-449. 83/09/13, 84031 303 13 


— 8403130319 "NRC Emergency Preparedness Appraisal Item Status Tracking 
Rept " 

■* Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co 1 83/09/11 79pp 22605 101 24X 

Fiche 90-445,83/09/13,0403130313 


8403090146 Submits scenario for providing info re emergency 
preparedness exercise 

COLLINS, J T Region 4, Office of Director B4/02/09 GARY , R J 
Texes Utilities Electric Co (formerly Texas Utilities Generating 
Co 1 2pp 22487 312 24X Fiche 50-445.84/02/09,0403090146 


8402090006 Board NotlFication 84-034 forwards R Vollmer 840206 memo to 
D Eitenhut re fire research results concerning fires in 
electrical cabinets in control roam 

EISENHUT, DO Division of Licensing 84/02/23 PALLADINQ 
Commissioners lp, 22376 203 24X Fiche 90-000,84/02/23, 

8402090006 


— 8403080316 Recommends that info re fire research results concerning 
fire* In electrical cabinet* in control room be submitted 
for board notlf Icat ion, per NRR Ofc Ltr 19,dtd 821001 Further 
evaluation of test data required 

VOLLMER, R H Division of Engineering 04/02/06 EISENHUT, 0.0 
Division of Licensing lOpp 22376 204 24X 

Fiche 90-000,84/02/23,0402090006 
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0 Ad jud i catory correspondence 


04O3Q7D177 Motion re summary of cross-examination areas supplied to 
CYGNA on 840232 Applicants have used thin wall pipe b many 
instances of min pipe wall violations exist. W/M Walsh 
affidavit Related corespondeiue 

ELLIS.. J Citizens Association for Sound Energy 84/02/29 Atomic 
Safety and Licensing Board Panel 4pp 22541 326 24X 

Ficho: 50-445, 84/02/29,0403070177 


—6403070101 Affidavit of W Walsh re thin wall plpe.Pipe fittings larger 
than nominal wall thickness assumed by piping designers will 
increase thermal expansion loads on piping supports & 
non 1 es 

WALEH.M Citizens Association for Sound Energy. 84/02/20 4pp 
22541 330 24X Fiche 50-445,04/02/29,0403070177 


— B4030701B2 Forwards M Walsh affidavit Certificate of Svc end 
ELLIS, J Citiiens Association for Sound Energy 84/02/29 
Docketing St Services Branch 3pp 32541 352 24X 

Fiche 50-445.04/02/29,0403070177 


0403070191 Notifies that no conflict of Interest exists in dual 
representation of Brown & Root b Hutchinson re investigation 
of CYONA matter 

CHARNOFF, O Shaw, Pittman, Potts b Trowbridge CHARNOFF, 0 Teias 
Utilities Electric Co (formerly Teias Utilities Generating Co ). 
04/03/01 DLOCHfP Atomic Safety and Licensing Board Panel 3p p 
22347.273 24X Fiche 30-445,84/03/01.8403070191 


040309012-6 Notice of appearance in proceeding Certificate of Svc end 
PIGQTf.D Cygna Energy Bervlces PTOOTTrO, Orrick, Herrington b 
Sutcliffe 04/03/05 4pp 22373341 34X Fiche 50-445.64/03/03, 

8403090126 


6403090128 Answer urging rejection of util 840203 plan to respond to 
ASLB memorandum & order re QA for design. ASL8 should require 
lOOX re lnsp, d e s ign verification b mgt audit Certificate of 
Svc enc 1 

ELLIS, J Citiiens Association for Sound Energy 84/03/03 Atomic 
Safety and Licensing Board Panel 19pp 22371 021 24X 

Fiche 50-445. 84 /03/03, B4030901 20 


6403090099 Memor andum requesting Oft of Investigations file target 
dates for completion b release of rapt re facility 
investigations It policy far filing completed repts w/ASLB 
subj to protective order 

BLOCH, P B Atomic Safety and Licensing Board Panel B4/O3/06 ip 
22376 001 24 X Fiche 50-445,04/03/08,0403090099 


8403140035 Comments on util plan to respond to 040203 memorandum U 
order re OA for design Plan supported in part Certificate 
of Svc end 

MIZUND, G 0 Hearing Branch 1 B4/03/Q9 17pp 22634 165 24X 

Fiche 50-445.64/03/09,8403140055 


B403140034 Forward* response to B40305 comments on generic problems 
St cross-examination questions Exhibits 920-925,906 St 891-901 
end Certificate of Svc end Related correspondence 
ELLIS, J Citiiens Association for Bound Energy B4/0-3/10 
WILLIAMS, N H Cygna Energy Services 25pp 22633.021 24X 

Fiche 50-443,84/03/10,8403140034 


6403140013 Confirms agreement to preserve any metis Informally 
requested are discovery re electrical inspectors Related 
correspondence 

HORIN, W A Bishop, Liberman, Cook, Purcell It Reynolds HORIN, W A 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 04/03/12 BLOCH, P B , MCCDLLOM, K A » JORDAN. W H Atomic 

Safety and Licensing Board Panel lp 22633 225 24X 

Fic-he 50-443,84/03/12,8403140013 


8403140020 Answer to Citiiens Assoc for Sound Energy (CASE) 040229 
motion re cross-examination areas supplied to CYGNA CAGE 
matters inappropriate b irrelevant in context of CYGNA rep t 
W/Certi fixate of Svc Related correspondence 

REYNOLDS, N 5 , HORIN, W A Texas Utilities Electric Co (formerly 
Texas Utilities Generating Co ) REYNOLDS, N S Bishop, Liberman, 
lit, Reynolds 84/03/12 Atomic Safety and Licenilng 
llpp 22633 270, 24X Fiche 30-443,04/03/12, 


fventeenth set of interrogatories b requests to produce to 
Certificate of Eve end Related correspondence 
itliens Association for Sound Energy 04/03/12 Texas 
lectric Co (formerly Texas Utilities Generating Co >, 

076 24 X Fiche' 50-445, 04/03/12, 0403190024 


8403190032 Motion for discovery re T-shirt incident Incident falls 
under heading of new It significant Info re intimidation 
matters b deemed d i scoverab 1 e. Certi f icate of Svc end 
Related correspondence 

ELLIS, J Citiiens Association for Bound Energy 84/03/12 Atonic 
Safety and Licensing Board Panel 9pp 22666 067 24X 

Ficho 50-445, B4/03/ 12, B403 190032 


8403150032 Suppl to applicant 840203 plan to respond to memorandum b 
order re QA far d e s i gn, d i sc uss lng ASLB 840224 comments on 
Walsh/Doyle issues re compliance w/Criterla I & XVI 
Certificate of Svc end Related correspondence 

REYNOLDS, N 8 Teias Utilities Electric Co (formerly Texas Utilities 
Generating Co ) REYNOLDS. N 8 Bishop, Liberman, Cook, Purcell & 
Reynolds 64/03/13 12pp 22643 275 24X Fiche 30-449,04/03/13, 

0403130032 


8403190006 Informs that lnsp Rept 03-32, particularly app, Page 6, Items 
B 6 C re allegations of undue pressure b restriction b 
threatening w/firlng will be used for cross-examination 
during hearing Certificate of Svc end 

ELLI9.J Citiiens Association for Sound Energy 04/03/13 

BLOCH. P B , MCCOLLOM, K A , JORDAN, W H Atomic Safety and Licensing 

Board Panel 9pp 32664 332 24X Fiche 30-445,84/03/13,0403190006 


8403190140 Forwards Investigation Repts 4-83-001 b 4-83-013 dtd 830024 
b 1103. respectively Complete b redacted versions end 
TREBY. B A Hearing Branch 1 84/03/13 BLOCH, P B , JORDAN. W H , 

MCCOLLOM, K A Atomic Safety and Licensing Board Panel 200pp 
22667.001 24 X Fiche 30-445, 84/03/13, 04O319O14B 


8403190111 Notice of appearance In proceeding Certificate of Svc end 
BACHMANN, R G Hearing Branch 1 84/03/14 3pp 22666 263 24X 

Fiche: 50-445, 04/03/14, 04031901 11 


0403190113 Forwards NRC lnsp Repts 99900330/84-01 b 30-443/83-32 of 
CYONA Energy Svcs QA program used during Unit 1 independent 
assessment program No application to withhold rept received 
TREBY, S A Hearing Branch 1 04/03/14 BLOCH, P B, , JORDAN, W H , 

MCCOLLOM, K A Atomic Safety and Licensing Board Panel 23pp 
22666 273 24X Fiche 90-449,84/03/14,8403190118 


0403200026 Eighteenth set of interrogatories b requests to produce to 
applicants re issue of intimidation, harassment b threatening 
of QC inspectors b other employees Certificate of Bvc end 
Related correspondence 

ELLIS, J Citiiens Association for Bound Energy 04/03/14, Texas 
Utilities Electric Co (formerly Texas Utilities Generating Co > 

5pp 22699 228 24X Fiche 90-445, 84/03/14, 0403200026 


8403200126 Nineteenth set of Interrogatories b requests to produce to 
applicant Certificate of Svc end Related correspondence 
ELLIS, J Citiiens Association for Sound Energy 84/03/14 llpp 
22699.067 24 X Fiche 50-445,84/03/14,8403200126 


8403190002 Memorandum clarifying open listed Issues re QA program 
BLOCH, P B , JORDAN, W H . MCCOLLOM, K A Atomic Bafety and Licensing 
Board Panel 84/03/13 21pp 22664 326 24X Fiche 90-443, 

84/03/13. 8403190002 


0403190020 Memorandum ordering Ofc of Investigations to file, by 
040329, affidavits responsive to A8LP concerns re observation 
of interviewees Applicants should file affidavits stating 
results of investigation by 840411 

BLOCH, P. B Atomic Safety and Licensing Board Panel 84/03/15 2pp 
22663 360 24X FI Che' 50-445. 84/03/13, 8403190028 


8403200009 Requests to he informed about requested supplementation 
of answers to interrogatories b requests to produce Related 
correspondence 

ELLIS, J Citiiens Association for Sound Energy 84/03/13 
REYNOLDS, N S Bishop, Liberman, Cook, Purcell b Reynolds lp, 
22603 202 24X Fiche 30-449,84/03/15,8403200009 


0403200012 Advises that listed documents will be used in cross- 
examination of NRC staff ultnessei on welding Related 
correspondence 

ELLIS, J Citiiens Association for Sound Energy 84/03/13 
TREBY, S , MIZUNO, 0 S Office of the Executive Legal Director. lp 
22603' 357 24X Fiche 30-443, B4/03/ 13, 8403200012 


8403200023 Forwards further responses from Ualeh re Cygna 840313 
responses to Citiiens Assoc for Sound Energy Certificate of 
Svc end Related correspondence 

ELLIS, J Citiiens Association for Sound Energy 84/03/13 
PIGQTT, D R Orrick, Herrington b Sutcliffe, 3pp. 22699.223. 24X 

Fiche 50-445,84/03/13,8403200023 
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8403200049 Request* ASLB advise If motion for admission of end two 
pages re nonconformance rept* concerning handwritten/ 
typewritten discrepancies would be entertained at present 
Related correspondence 

EL.LID, J Citizens Association for Sound Energy 04/03/13 

BLOCH, P 0 , MCCOLLOM. K A < JORDAN. W H Atomic Safety and Licensing 

Board panel 4pp 32690 207 24X Fiche 30-443. B4/Q3/ 13> B403200049 


B403200073 Requests listed documents for 18th b 20th sots of 
Interrogatories Certificate of Svc enc 1 Related 
correspondence 

ELLIS, J Citizens Association for Sound Energy 04/03/13 
REYNOLDS, N B , HCRIN.B Bishop, Liberman, Cook, Purcell b Reynolds 
tp 22684 362 24X Fiche 30-443.04/03/13,0403200073 


8403200114 Discusses supplementation of answers to interrogatories 5, 
requests tD produce re T-shirt incident Applicants have 
history of being uncooperative re discovery matter* 

Related correspondence 

ELLIS, J Citizens Association for Sound Energy 04/03/15 

BLOCH, P B . JORDAN, W H , MCCOLLOM, K A Atomic Safety and Licensing 

Board Panel Bpp 22683 327 24X Fiche 90-443,04/03/15,8403200114 


8403200118 Twentieth set of interrogatories b request to produce 
to applicant Certificate of Svc end Related correspondence 
ELLIB, J Cltliens Association for Sound Energy 04/03/13 Titas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 

Spp 22605 344 24X Fiche 30-443.84/03/13,0403200110 


8403200147 Forwards Cltliens Assoc for Sound Energy Exhibit 927, 
"Formulas for Btress b Strain," omitted from 040313 1 tr 
W/o end. Related correspondence 

ELLIS, J Citizens Association for Sound Energy B4/03/13 
P10QTT, D.R Qrrick, Herrington b Sutcliffe lp 22699 150 24X 

Fiche 30-443,04/03/15,8403200147 


□403210102 Forwards IE Insp Rept* 30-443/83-47 b 50-446/83-22 W/o 
end m. H e 1 a ted correspondence 

TREBY, S A. Hearing Branch 1 84/03/16 BLOCH, P B . JORDAN, W H , 

MCCOLLOM, K A Atomic Safety and Licensing Board Panel lp 
22706-117 24 X Fiche 50-449,84/03/16,8403210102 


8403200065 Notice that evidentiary hearing scheduled for 840423-27 
rescheduled for 040424-27 in Fort Worth, TX 

BLOCH, P D Atomic Safety and Licensing Board Panel 84/03/19 ip 
22684 361 24X Fiche 50-443,84/03/19,8403200065 


8403270031 Requests that HD Spence be substituted for RJ Oary on svc 
lilt Related correspondence 

REYNOLDS. N 8 Bishop, Liberman, Cook, Purcell b Reynolds 
REYNOLDS, N S Texas Utilities Electric Co (formerly Texas Utilities 
Generating Cg ) DSB 118 84/03/19 CLEMENTS, W L Docketing b 

Service* Branch, lp 22769 327 24X Fiche 30-443,84/03/19, 

8403270031 


8403280339 Responds to ASLB 84D30S memorandum re schedule b policy of 
Ofc of Investigation Policy re release of repts to ASLB 
includes review of rept b deletions to protect Identity of 
confidential sources 

HAYES, B Q Office of Investigation DBB 197 04/03/21 

MCCOLLOM, K A , BLOCH, P B . JORDAN, W H Atomic Safety and Licensing 
Board Panel 2pp 22787 097 24X Fiche 90-445,84/03/21,8403280339 


6403200342 Memorandum b order releasing tranecrlpt of 840221 in camera 
sessions b applicant memo re release of transcript as part 
of public record of proceeding 

BLOCH, P 3 Atomic Safety and Licensing Board Panel DSB 150 
84/03/26 lp 22787 100 24X Fiche 30-443,84/03/26.8403280342 


H General correspondence 


8403270173 Request* that name be placed on mailing list for matls 
issued in facility OL b IE monitoring process, 

GARDE, B. P. Government Accountability Project 84/03/19 B UR WELL. S 

Office of Nucleer Reactor Regulation, Director Ip 22771 137 
24X Fich*' 30-443, 04/03/19, 8403270173 


84032300-39 Designates MD Spence as recipient of official correspondence 
pertaining to facilities 

CLEMENTS. B, R Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co > 84/03/20 DENTON, H R Office of Nuclear Reactor 

Regulation, Director lp 22726 229 24X Fiche 50-443,84/03/20, 

0403230099. 


0 Inspection reports. IE Bulletins b correspondence 


8403080324 FOIA request for documents considered by NRC in preparation 
of notice of violation b proposed imposition of civil 
p en-a l ty . 031 222 Itr transmitting violation b rept of 
investigation re intimidation of <3A personnel 

HARTMAN, S L Debevoise b Liberman 03/12/30 FELTON, J M Division 
of Rules and Records 2pp 223B3 169 24X Fiche 30-445, 03/12/30, 

8403080324 


0403080323 Partial response to FOIA request for documents considered by 
NRC in preparation of three categories of document* 
concerning facilities Forwards documents listed on App A 
FELTON, J M Division of Rules and Records 84/01/20 HARTMAN, S L 
Debevoise b Liberman Spp 22303 171 24X Fiche 30-443,04/01/20. 

8403000323 


— Q403080327 Rev 27 to Procedure Ql-QP-ll 4—3 re visual defects insp b 
dry film thickness Related Info end 

« Tuxas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 83/11/00 6pp 22503 173 24X 

Fiche 50-445,64/01/20,8403000325 


— 8403000332 Describes commitments made tD NRC in RJ Gary 830920 
response to- notice of violation b proposed imposition of 
civil penalty 

CLEMENTS, D R Texas Utilities Electric Co (formerly Texas 
Utilities Generating Co 1 83/11/29 COLLINS, J T Region 4, 

Office of Director llpp 22503 182 24X Fiche 50-445, 84/0 1/20, 

0403000323 


— 8403080333 Forwards rept re Investigation into allegations made by 
WA Dunham b concerns related to protective coating* Related 
documents end 

GARY, R J Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co 1 83/12/13 COLLINS, J Region 4, Office of 

Director 22pp 22583 204 24X Fiche 30-445,84/01/20,8403080323 


0403060431 Requests add! Info re ultrasonic exam of cast stainless 
steel piping in RCPD as part of preservite insp program 
Response requested within 3 days of ltr receipt 

YOUNGBLOOD, D J Licensing Branch 1 04/02/24 GARY, R J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 
3pp 22332 047 24X Fiche 30-445,04/02/24,0403060431 


8401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " 9vc list 
enc l 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Past B30103) 84/02/28 Consolidated Edison Co of New 

York, Inc 1 1 Spp 22909 239 24X Fiche 50-000.04/02/28,8401190072 


8403130183 Forwards IE Insp Repts 30-445/83-47 fc 30-446/03-22 on 
B30801-B40117 No violations or deviations noted 
JOHNSON, E H Region 4, Office of Director 04/02/20 GARY, R d 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co ) 2pp 22607 129 24X Fiche 30-443, B4/O2/20, 8403 1 30 183 


-8403130219 IE Insp Repts 50-445/83-47 b 30-446/B3-22 on 830801-840117 
No violations or deviation* noted Major areas inspected 
issues before ASLB hearing board 

TAYLOR, R G , HUNNICUTT, D M Region 4, Office of Director 
84/02/28 6pp 22607 131 24X Fiche 50-445, 04/02/28, 0403130103 


0403260069 Forwards evaluation of 830718 request for deletion of 
steam electric station license condition re low-pressure 
turbine disc insp NRC maintains position in 8ER (NUREQ-0797) 
that insp must be conducted 

YOUNGBLOOD, B J Licensing Branch 1 84/02/28 OARY, R J Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co 1 
2pp 22763 233 24X Fiche 30-443,84/02/20,8403260069 


— 8403260081 Evaluation of util 830718 request to delete turbine disc 
insp license condition UT insps required at first refueling 
It every subsequent refueling outage 

* NRC - No Detailed Affiliation Oiven 04/02/28 19pp 
22763 237 Z4X Fiche 50-443,84/02/28,84032*0069 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list end 

GRACE, J N Division uf OA, Safeguards b Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New Y-ork, Inc 

130pp 22352:329 24X Fiche 30-000,04/03/02.8402090007 


8402090008 IE Info Notice 04-16, "Failure of Automatic Sprinkler 8y* 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc i22pp 225 33 098 24X Fiche 30-000,84/03/02,8402090000 
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04Q2O9QOQ9 IE Info Notice 84-13. "Reporting of Rad iolog i ca 1 Releases " 
Svc list end 

JORDAN i E L Division of Emergency Preparedness b Engineering 

Response (Post 6301031 84/03/02 Consolidated Edison Co of New 

York, Inc 1 1 9pp 22553 217 24X Fiche 50-000.84/03/02.0402090009 


840209001 1 IE Info Notice 84-17. ’’Problems W/Llquid Nitrogen Cooling 
Component* Below Nil Ductility Temp " 9vc list end 
JORDAN, E L Division of Emergency Preparedness A Engineering 
Response iPoit 030103) 84/03/05 Consolidated Edison Co of New 

York, tnc U7pp 22553 334, 24X Fiche 30-000.94/03/05.0402090011 


B4Q2090024 IE Info Notice 84-09, Rev 1. “Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sy » " Svc list ent 1 
JORDAN. E L Division of Emergency Preparedness b Engineering 
Response {Past 930103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22635 049 24X Fiche 50-000. B4/03/07, B402090024 


84O2G90O2B IE Info Notice 84-18, "Stress Corrosion erecting In PWft 
Sys •’ Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc lISpp 22584 106 24X Fiche 30-000.84/03/07,6402090028 


8403190406 Informs that no insp repts will be issued for Rept Numbers 
30-445/83-41 & 30-446/B3-25 

JOHNSON, E H Region 4, Office of Director 84/03/09 GARY.fi J 
Texas Utilities Electric Cn (formerly Texas Utilities Generating 
Co ) Ip 22674 357 24X Fiche 50-445, 84/03/09, B403I904O6 


8402090031 IE bulletin 04-02, "Failures of OE Type HFA Relays in Use m 
Class IE Safety Sys " Svc list end 

DEYOUNG , ft C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

i 34pp 22823094 24X Fiche 50-000,04/03/12,8402090031 


B4Q3190118 Forwards NRC Insp Repts 99900530/84-01 b. 50-445/83-52 of 
CYGNA Energy SvcS QA pTogram used during Unit 1 independent 
assessment program No application to withhold reft received 
TREBV.9 A Hearing Branch 1 B4/03/14 BLOCH, F 8 Atomic Safety 

and Licensing Board Panel 23pp 22666 273 24X 

Fiche 50-445,04/03/14,8403190118 


9403200125 Forwards vendor Insp repts for xnfo fe action Repts identify 
concerns found by Vendor Program Branch during insps of 
vendor activities Ac k of Itr receipt requested 

JOHNSON, E H Region 4, Office of Director 84/03/16 GARY, R J 
Toias Utilities Electric Ca (formerly Texas utilities Generating 
Co ) 3pp 22699 173 24X Fiche 50-445,84/03/16.8403200183 


B4 02090043 IE Info Notice B4-19. "Two Events Involving Urauthori i ed 
Entries into PUR Reactor Cavities “ Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co- of New 

York, Inc I23pp 22823 229 24X Fiche 50-000, 84/03/21 , B402090043 


B4 020900 44 IE Info Notice 84-20, "Svc Life of Relays In Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co Of New 

York. Inc 13Spp 23933 001 24X Fiche 50-000,84/03/21,8402090044 


S Reportable occurrences, LERs b related correspondence 


8403010431 Informs Commission of problems u/emergency diesel generators 
ntfg by Transamerica Delaval.Inc 

DIflCKS.W J Office of the Executive Director for Operations 
SECY-83-034 84/01/23 4pp 22433347 24X Fi e h e 30-000, 84/01/25, 

8403010451 


8403210032 Part 81 rept re failure of auxiliary feedwater pump drive 
turbine*, ffimpel NFS-4 TbT valve, to close Enel Itr dtd 840203 
sent to listed utils GE notified of affected units in BWR 
plants 

THEROUX, R R Terry Corp 84/02/22. WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 90-000, 84 /-02/22 . B4 032 1 0032 


8403070256 Followup Part 21 rept re defective mechanical snubbeT 
capstan springe supplied by Pacific Scientific Affected 
utils listed Purchasers have been notified tt advised to work 
directly w/Paclfie Scientific in disposition 

HOVI.L NFS Industries, Inc 84/02/24 DEYOUNG, fi c Director's 
Office, Office of Inspection and Enforcement 2pp 22936 279 24X 

Fiche- 50-000, 04/02/24, B403070236. 


840301020? Forward* “investigation of Types AF b AE Piston Skirts," per 
Transamar ica Delaval.Inc Owners Group program commitments 
Rept evaluates cracks in AF piston skirts in Shoreham b 
Grand Oulf Nyelaer Power Stations 

MUSELER.H J TDI ( Transamar tc a Delaval, Inc ) Owners Group 
04/02/27 DENTON. H R Office of Nuclear Reactor Regulation, 

Director 3pp 22434 090 24X Fiche 50-000,84/02/27,8403010207. 


8402090021 Board Notification 84-039 discusses NRC 840210 b 16 meetings 
w/Transamer ica Delaval, Inc Emergency Diesel Generators 
Owners Group Meeting scheduled on 840308 for finalixation of 
generic program plan prior to NRC raview 

EI8ENHUT , 0 G Division of Licensing 84/02/28 PALLADINO 
Commissioners 5pp 2S546 003 24X Fiche 50-000,84/02/28, 

0402090021 


84030J021B Forwards task descriptions for 16 known problem* re 
Transamerica Delaval, Inc emergency diesel generators 
HUSELER, U J TDI (TransameTica Delaval, Inc ) Owners Qroup 
84/02/28 DENTON, K R Office of- Nuclear Reactor Regulation, 
Director 42pp 22435 177- 24X Fiche 50-000,84/02/28.8403010210 


0402090020 Board Notification 84-044 forwards Part 21 rept re 
Transamerica Delaval.Inc turbocharger thrust bearing 
lubrication defect resulting in engine nonavai lab i 1 i ty 
EISENHUT. D G Division of Licensing 84/02/89 PALLADINO 
Commissioners 4pp 22541:263 24X Fiche 50-000,84/02/29, 

8402090020 


8403140048 Forwards “Grand Gulf Component Tracking Sy*, " "Shoreham 
Component Tracking Sys" b "Trantamerica Delaval, Inc 
Diesel Generators Owners Group Program Plan." to resolve 
concerns u/emergency diesel generators 

MUSELER.H J Long Island Lighting Co 04/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22626,062 
24X Fiche 50-000,84/03/02,8403140048 


— B403140095 “Transamerica Delavali Inc Diesel Generators Owners Group 
Program Plan “ 

» TDI (Transamerica Delaval, Inc > Owners Group 04/03/02 
261pp 22623:223 B4X Fiche 50-000,84/03/02,8403140040 


8403160213 Interim Deficiency Rept SDAR-125 re laminations b 
deiaminations in cable tray support column in cable spread 
roam Initially reported on 840111 Evaluation continuing 
Completion expected by 840515 

GARY, R J Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 84/03/06 JOHNSON, E H Region 4, Office of 

Director lp 22655 231 24X Fiche 50-445,84/03/06,8403160213 


8402090033 Board Notification 04-047 forwards Transamerica Delaval, Inc 
Owners Group pieton skirt rept b task descriptions 
EISENHUT. DO Division of Licensing 84/03/07 PALLADINO 
Commissioners 4pp 22674 221. 24X Fiche 50-000,64/03/07, 

8402090033 


0402090038 Board Notification 84-051 forwards “Transamerica Delaval.Inc 
ITD1J Diesel Generators Owner* Group Program Plan “ 

EISENHUT, 0 G Division at Licensing 84/03/12 PALLADINO 
Commissioners Spp 226BS 214 24X Fiche 50-000,84/03/12, 
8402090038 


840209003? Board Notification 84-052 forwards meeting summaries 
containing transcripts of 040210 s. t6 meetings between NRC b 
Tranaamerica Delaval.Inc (TDI) Owners Group Distribution 
list end 

EISENHUT, DG Division of Licensing 04/03/18. PALLADINO 
Commissioners Spp 22708 001 24X Fiche 30-000,64/03/12, 

8402090039 


— B403060536 Forwards summary of 840210 ms* ting w/Tran**m»rIca Delaval, 
Inc Owners Group in Bethesda.MD re problems u/smergency 
diesel generator* 

CARUSO, R Licensing Branch S 84/02/27 O'REILLY, J P hRC - No 
Detailed Affiliation Given 6pp 22708 006 24X 

Fiche 80-000.04/03/12,0402090039 


— 8403060554 Transcript of 040210 meeting w/Tr antamer ica Delaval, Inc 
Owners Group in Bathesda.MD re problems w/emergency diesel 
generators 

• NRC - No Detailed Affiliation Given 84/02/10 147pp. 

67201 008 B4X Fiche , 50-000, 84/03/12, 0402090039 


— S403070409 Summary of 040216 meeting w/Transamerica Delaval, Inc Ownar* 
Group In Hading River, NY re program plan to establish 
reliability of diesel generator* Agenda, masting transcript b 
attendance list end 

MILLER, M A Licensing Branch 4 04/02/27. Licensing Branch 4, 

8pp. 22708-161 24X Fiche 50-000, 84/03/12. B402090039 
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— 8-403070423 Transcript of 040216 conference in Wading River. NY re 
Transamerica Delaval.Inc diesel generators Pp 1-02 
* Commissioners 84/02/16 B4pp 22700 169 24X 

Fiche 30-000, 84/03/12, 0402090039 


0403140030 Forwards "Design Review of Connecting Rod Bearing Shells For 
Traneamerira Delaval Enterprise Engines" for Shoroham & 

Grand Gulf diesel generators 

MUSELER, W J Long Island Lighting Co 04/03/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
24 X Fiche 30-000,84/03/12,8403140030 


0403130133 Forwards "Transamer i ce Delaval.Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adequate 
for applicable engines it sve conditions 

MUBELER.W J TDI (Transamer lea Delaval, Inc 1 Owners Croup 
04/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22639 270 24X Fiche 30-000,84/03/13,8403150133 


8403200222 Responds to 840214 Requests for Info 1 fc 2 r e R-4 series 
engines List indicating engine number, node 1 it sve number, 
customer name & address, rating, date shipped & date started 
enc 1 

MATHEWS. C 8 Transamerica Delaval, Inc 84/03/16 EISENHUT, D 0 
Division of Licensing 20pp 22691 179 24X Fiche 30-000,04/03/16, 

0403200222 


8403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension 6 Stress Analysis, " prepared by BLW for 
Transamer lea Delaval.Inc (TDI) Diesel Generator Owners 
Group 

MUSELER, W J TDI (Transamer i ca Delaval, Inc > Owners Group. 
84/03/23 DENTON. H R Office of Nuclear Reactor Regulation, 
Director 2pp. 22774001 24X Fiche 30-000,84/03/23,0403270132 


8403270134 Requests meeting an 840418 to discuss short-term & long- 
term corrective actions & investigations re Transamerica 
Delaval diesel generators List of suggested meeting topics 
enc 1 

MCGAUGHY. J P TDI (Transamerica Delaval, Inc ) Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 34X Fiche 50-000,84/03/23,8403270134 


T. Hearing transcripts on non-anti trus t matters 


8403020143 Transcript of 840228 telephone conference In Bethesda.MD Pp 
lO. 330-10, 383 

a Atomic Safety and Licensing Board Panel 84/02/28 33pp 
22440 273 24X Fiche 30-443,84/02/28,8403020143 


B403090104 Forwards correction to J Doyle 840222 testimony Related 
correspondence 

ELLIS, J. Cltliens Association for Sound Energy 84/03/03 
BLOCH, P D , JORDON, W H , MCCDLLOM. K A Atomic Safety and Licensing 
Board Panel Ip 22376 081 24X Fiche 30-443,84/03/03,0403090104 


— 8403090108 Affidavit of J Doy 1 e, c orr ec t ing 840222 testimony during 
cross-examination of CYQNA Certificate of Eve end 
DOYLE, J Citizens Association for Sound Energy 84/03/03 7pp 
B2376 082 24X Fiche 30-443,84/03/03,8403090104 


8402090039 Board Notification, 84-032 forwards meeting summaries 
containing transcripts of 040210 & 16 meetings between NRC t 
Transamerica Delaval.Inc (TDD Owners Group Distribution 
list anc 1 

E 1 8ENHUT , D. G Division of Licensing 84/03/12 PALLADINO 
Commissioners Spp 22708.001 24XFUhe 30-000,84/03/12, 
8402090039 


— 6403060336 Forwards summary of 840210 meeting w/Transamer 1 ca Delaval, 
Inc Owners Group in Bethesda.MD re problems w/emergency 
diesel generators 

CARUSO, R Licensing Branch 2 64/02/27. 0 'REILLY, J. P. NRC - No 

Detailed Affiliation Given. 6pp 22708 006 24X 

Fiche: 30-000, 84/03/12, 8402090039 


— B403060S34 Transcript of 840210 meeting w/Transamer ica Delaval.Inc 
Owners Group in Bethesda.MD re problems w/emergency diesel 
generators 

» NRC - No Detal lad Affiliation Given 84/02/10 147pp. 

67201 008. 24 X Fiche 30-000, 84/03/12, B4O2O90039 


— 8403070409 Summary of 840216 meeting w/Transamer tea Delaval, Inc Owners 
Group In Wading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript l< 
attendance list end 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

8pp 22700:161 24X Fiche 50-000,84/03/12,8402090039 


— 3403070423 Transcript of B40216 conference in Wading River, NY re 
Transamer l c a Delaval.Inc diesel generators Pp 1-32 
* Commissioners 04/02/16 04pp 22700 169 24X 

Fiche 30-000,84/03/12,0402090039 


0403260008 Transcript of 840319 hearing in Fort Worth, TX Pp 10,384- 
IO, 713 

a Atomic Safety and Licensing Board Panel 04/03/19 340pp 

22747 OOl 24 X Fiche 50-445,04/03/19,8403260008 


8403270167 Transcript of 840321 hearing in Fort Worth, TX Pp 11,019- 
1 1. 318 

• Atomic Safety and Licensing Board Panel 84/03/21 349pp 

22774 130 24 X Fiche 30-443, B4/03/21, 8403270167 


0403270082 Transcript of 840322 hearing in Fort Worth, TX Pp 11,337- 
11,710 

e Atomic Safety and Licensing Board Panel 84/03/22 373pp 

22765 009 24X Fiche 50-443,84/03/22,0403270082 


040328002 1 Transcript of 040323 hearing in Fort Worth, TX Pp 11,711- 
1 1 , 990 

* Atomic Safety and Licensing Board Panel 84/03/23 300pp 

22777 173 24X Fiche 50-445,84/03/23,8403200021 


V Operator Examinations 


8403130160 Forwards nuclear plant experience tables for shift advisors, 
shift supervi sors. ass lstant shift supervisors, reactor 
operators 6 shift technical advisors Expected OL i< fuel load 
dates are S40701 

CLEMENTS, D ft Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 84/03/0 8 DENTON, H, R Office of Nuclear Reactor 

Regulation, Director Spp 22608 230 24X Fiche 50-4 4 5, 84/03/08, 

0403130160 


DOCKET BTN-50-447 GESSAR-238 


A App 1 lea tion/c ons true t ion stage documents J< correspondence 


0403010013 Further response to FOIA request for documents re PRA t 
evacuation time estimates Forwards "Review 6 Evaluation of 
GEBSAR-II PRA-Contai nment Failure Modes it Fission Product 
Release " Rept partially withheld (ref FOIA Exemption 4) 

FELTON, J M Division of Rules and Records 04/01/03 HIATT, 0 

Ohio Citixens for Responsible Energy 4pp 22443 276 24X 

Fiche 30-447,84/01/03,0403010013 


—0308170191 "Review 6 Evaluation of GEBSAR-I I Probabilistic Risk 
Assessment - Containment Failure Modes L Fission Product 
Release,” Itr rept 

•» Brookhaven National Laboratory B3/07/27 Division of 
Systems Integration (post B11005) ISOpp 66922 190 24X 

Fiche 50-447,04/01/03,0403010013 


8403300216 Notification of 040320 meeting w/OE 6 DNL in Bethesda.MD to 
discuss source term reanalysis it results of sensitivity 
studies on parameters affecting fission product release 
SCALETTF.D Standard i ja t i on & Special Projects Branch 94/03/15 

THOMAS, C O Standard i lat ion & Special Projects Branch Spp 

22843 043 24 X Fiche 50-447,84/03/13,8403300216 


0 Reportable occurrences, LERs it related correspondence 


8408260233 Forwards summary list of deficiencies identified per 
10CFR30 53(e)»Part 21 ti potential generic ltr repts for 
comment s. 

8TARQSTECK1, ft Division of Project «< Resident Programs B4/02/2B 
Region 1, Office of Director 7pp 22736 063 24X 

Fiche 30-000,84/02/20,0403260233 


DOCKET STN-30-434 BYRON STATION, UNIT I 


A Application/construction stage documents 5 correspondence 


8403010106 Forward* addl info re design of Category 1 masonry walls 
Rept identifies all cracks it explains why cracks do not 
compromise structural integrity of walls 

TRAMM.TR Commonwealth Edison Co 04/02/22 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 16pp 22436 041 24X 

Fiche 50-000.84/02/22,8403010106 


0402090017 Board Notification 84-038 forwards RJ Mattson 840123 msmo 
to DO Elsenhut providing status update of NRC actions re 
Westingh ouse ECCS actuation logic 

EIBENHUTpDQ Division of Licensing 04/02/27 PALLADINO 
Commissioners 7pp 22346 007 24X Fiche 30-000,04/02/27. 

8402090017 
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B403060245 Forwards revised info re preservice nia & testing of 
imibbiTt at facilities Enel testing program supercedes 
program provided in 820319 1 tr S< accepted in 5SER 12 
TRAMM. T ft Commonwealth Edison Co 04/02/26 DENTON. H R Office 
of Nuclear Reactor Regulation. Director ip 22316 013 24X 

Fit be: 50-000. B4 /02/28, 0403060245 


— 0403060267 Rev I to "Preservice Testing iPreservice Insp) Program Plan 
for Snubbers “ 

* Commonwealth Edison Co 83/10/2! 47pp 22316 014 24X 

Ficha 30-000. 64/03/29. 940306024 S 


S403060374 Advises of changes to schedules for initial fuel loading 
of facilities Requests NRC resources be allocated to support 
fuel load after resolution of pending license appeal 
REED. C Commonuealth Edison Co 84/02/20 DENTON. H Ft Office of 
Nuclear Reactor Regulation. Director 2pp 22518 150 24X 

Fiche. 50-000. 84/02/26. 6403060374 


64030501(7 Forwards supplemental response to Oeneric Ltr 93-28. 
“Required Actions Dated on Oeneric Implications of Salem 
ATMS Events ” 

BARNES, p , L Commonwealth Edison Co 94/02/27 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 26pp 22406 084. 24X 

Fiche 50-000,04/02/27,0403050117 


9403260016 Trip rept of B31 107-07 site visit to conduct second seismic 
qualification review team audit Appropriate seismic t 
dynamic qua 1 i f ic ation program defined to assurance that 
equipment will function properly 

LEE, A Equipment Qualification Branch 04/03/05 NOONAN, V S 
Equipment Qualification Branch 5pp 22763 306 24X 

Fiche 50-454, B4/03/05, 6403260010 


— 8403260022 Forwards review comments in SSERs for second seismic 
qual i f {cation review team audit Addendum rept includes some 
resolutions based on applicant 840103 submittal 

SUBUDHI.M Brool haven National Laboratory, 84/01/31 NOONAN, V. 
Equipment Qualification Branch 20pp 22763.311 24X 

Fiche 50-454, B4/03/05. 84032600IB 


0403260057 Trip rept of B21 113-17 site visit to conduct seismic 
qualification review team audit w/BNL personnel Appropriate 
seismic S. dynamic qualification program defined to assure 
equipment operation during & after SBE 

LEE, A Equipment Oua 1 i f i cation Branch 64/03/05 NOONAN. V S 
Equipment Qualification Branch Spp 22763 256 24X 

Fiche 50-434, 04/03/03,0403260057 


— 8403260061 Forwards review comments on SSERs for second seismic 
qualification review team audit Based on audit findings, 
equipment qua 1 i Pica ti on status at plant satisfactory 
SUBUDHI.M Brookhaven National Laboratory 84/01/31 NDQNAN.V S 
Equipment Qualification Branch ,20pp 22763 261 24X 

Fiche 50-454.84/03/05,0403260037 


S40209Q04J Board No t i f ica t l on 84-030 provides Commission policy 
statement & proposed rulemaking on environ qualifications 
EIBENHUT, D 0 Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel iOpp 24X Fiche 30-000,04/03/14,0402070041 


0403220133 Forwards info re experience level of Individuals assigned 
to shift operating positions, in response to request 
Tabulation showing experience of shift engineer, shi ft 
f orenan, s ta t i on control room engineer S, operator and 
TRAMM. T R Commonuealth Edison Co 04/03/17 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 22716 030 24X 

Fiche: 30-434, 64/03/ 1 7. 8403220133 


8403260182 Clarifies NURE0-0737. I tern II K D 31, in response to Generic 
Ltr 83-35 Nestipghouse Owners Group author! i ed program to 
demonstrate conservatism of WFLA5H small break LQCA 
analyses, per Item II K 3 30 

BARNES. P L Commonwealth Edison Co 84/03/21 EISENHUT. D G 
Division of Licensing Ip 23736 170 24X Fiche 30-000, 84/03/21, 

9403260182 


E. NRC Safety Evaluation Report (6ER). suppls 6 corr esponrf tnce 


0403080177 Fourth partial response to F01A request for sis categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld iref FOIA Exemption 51. Review of 
addl documents subj bo request continuing 

FELTON. JM Division of Rules and Records 04/02/13 ANDERSON. S I 
Garvey, Schubert, Adams 6 Barer 7pp 22303 226 24X 

Fiche 30-000, 64/02/13, B403080 177 


— 8003130793 Provides status af sER Inputs 6 acceptance reviews for 01 6 
CP applications Schedule should be met 

BURKE, w C Effluent Treatment Systems Branch 80/02/06. 

KREQER , W E Assistant Director for Site Analysis ip. 22383 233 
24X FichB 50-000,04/02/13. 04O3OBO179 


8403010 1 20 Forward* addl Info to 831230 submittal re NURE0-0737, Item 
HI D i 1, “Primary Coolant Outside Containment " Rev 
identifies portions of sys not to be tested b responds to 
NRC comments Info should close SER Confirmatory Issue 28 
TRAHH.TR Commonwealth Edison Co 04/02/22 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 8pp 22432 002 24X 

Fiche 50-000, B4/02/22, 0403010120 


8403010206 Provides addl info re effects of local interns pr ecip i taticn 
at facilities Info resolvas Confirmatory Issue A 2 
identified in SER Reinforced concrete curbs provided at 
exterior grade floor level doors 

TRAMM, T R Commonwealth Edison Co 84/02/22 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp 22434 237 24X 

Fiche 50-000,04/02/22,8403010286 


0403260132 Submits addl info re design of hydrogen recombinert par 
Section 6 2 3 of SER Hydrogen recomblner* operate in 
parallel, utilizing same suction 6 exhaust piping for each 
containment Diagram end 

TRAMM, T R Commonwealth Edison Co 04/02/22 DENTON. H R Office 
of Nuclear Reactor Regulation. Director 2pp 22758' 147. 24X 

Fiche' 50-000, 84/02/22, 8403260132 


8403060345 Forwards “Rept Geotechnical Sves Seismic Crosshole Survey 1 
Dynamic Soil Propartles at River Screenhouso, Byron Station 
Units i 8, 2 ” Info closes out SER Confirmatory Issue i It 
responds to two F8AR questions 

TRAHH.TR Commonwealth Edison Co S4/02/2B DENTON, H R Office 
of Nuclear Reactor Regulation. Director Ip 22311 136 24X 

Fiche 50-434, B4/02/2S, B403060343 


— B4D3060347 “Rept Geotechnical sve i Seismic Crosshole Survey Si Dynamic 
Soil Properties at River Screenhouse. Byron Station Units 
1 Si 2 « 

e Dames h Moore 04/02/06 22pp 22311,137 24X 

Fiche 50-454, 84/02/2B, B4D3060345 


840326001 B Trip rapt of B3H07-07 site visit to conduct second seismic 
qualification review team audit Appropriate seismic li 
dynamic qualification program defined to assurance that 
equipment will function properly 

LEE.A Equipment Qualification Branch 04/03/03 NOONAN. J 9 
Equipment Qualification Branch Spp 22763 306 24X 

Fiche 50-454, 84/03/03, B4032600 16 


— 8403260022 Forward* review comments in SSERs for second seismic 
qualification review team audit Addendum rept includes some 
resolutions based on applicant S40103 submittal 

SUBUDHI.M Brookhaven National Laboratory. 84/01/31 NOONAN, V 
Equipment Qualification Branch 20pp 22763 311 24X 

Fiche 30-454, B4/03/05, B40326001B 


8403260057 Trip rapt of S2111C3-17 site visit to conduct seismic 
qualification review team audit w/BNL personnel Appropriate 
seismic 6 dynamic qualification program defined to assure 
equipment operation during Si after S5E 

LEE.A Equipment Qualification Branch 64/03/05 NOONAN. V S 
Equipment Qual i fication Branch Spp 22763,236 24X 

Fiche 50-434. B4/03/05, B4032600S7 


— 3403260061 Forwards review comments on SSERs for second seismic 
qual if ica t ion review team audit Rased on audit findings, 
equipment qualification status at plant satisfactory 
SUBUDHI.M Brookhaven National Laboratory 04/01/31 NOONAN. V. S 
Equipment Qualification Branch 20pp 22763. 261. 24X 

Fiche. 50-4 54,84/03/03, 8403260037 


F Security, medical, emergency S, fire protection plans 


0403070347 Public version of revised emergency plan implementing 
procedure index W/840215 transmittal form k JM Felton 840302 
release memo 

« Commonwealth Edison Co S4/01/20 lBpp 22566 041. 24X 

Fiche 50-454. B4/01/20, 8403070347 


8403010403 Rev 0 to Procedure B2P SOO-T1, "Checklist-Communication 
Check* “ 

a Commonwealth Edison Co 84/02/16 7pp, 22433' 104 24X 

Fiche 30-434,84/02/18,9403010403 


3403020198 Advises that NRC will not review emergency plant to delate 
privacy or proprietary info unless specifically requested fay 
licenser, per B10709 Generic Ltr 01-27 W/o request, entire 
plan will be placed in PDR 

YOUNGBLOOD, B J Licensing Branch 1 B4/02/21 FARRAR, D L 

Commonwealth Edison Co Bpp 22474 360 24X Fiche 30-000,84/02/21. 

84030201 9S 



DOCKETED ITEMS 


363 


8402090006 Board Notification 04-034 forwards H Vo 1 liner 840206 memo to 
0 Ei sen hut re fire research results concerning fires in 
electrical cabinets in control room 

EIBENHUT, D Q Division of Licensing 04/02/23 PALLADINO 
Commissioners lp 22576 203 24X Fiche 50-000,04/02/23, 

8402090006 


--8403080316 Recommends that info re fire research results concerning 
fires in electrical cabinets in control room be submi tte d 
for board notif IcatiDn, per NRR Ofc Ltr 19,dtd 821001 Further 
evaluation of test data required 

V0LLMER, R H Division ef Engineering 84/02/06 EIBENHUT, D 0 
Division of Licensing lOpp 22976 204 24X 

Fit he - 50-000, 84/02/23, 8402090006 


8403010336 Forward* IE Safeguards Insp Rep t 90-454/84-12 on 840208-10 
No noncomp 1 iance noted 

AXELS ON, W L Region 3, Office of Director 84/02/28 REED, C 
Commenuiea 1 th Edison Co 2pp 22433 039 24X Fiche 90-494, B4/02/H8. 

B4030 10336 


--B4030J 0348 IE Safeguards Insp Rept 50-494/84-12 on B40208-10 No 
noncompliance noted Major areas Inspec t ed - organ! i at i on 6 
operation measurement & controls & storage & Internal 
controls Details withheld (ref I0CFR2 7901 

HADEDA, T J , CREED, J R Region 3, Office of Director 84/02/28 
2pp 22433 041 24X Fiche 50-434,84/02/28,8403010336 


8403120162 Rev 0 to Procedure BZP 900-1, "Operation Checks of 
Communications 8ys " W/840320 transmittal b receipt form 
* Commonweal th Edison Co 84/02/28 4pp 22390 144 24 X 

Fiche 30-454,04/02/28,8403120162 


8403050162 Forwards FEMA 840201 ltr, Final exercise evaluations on 
831119 offsite emergency preparedness esercise b Interim 
finding recommendations re offsite emergency response plan 
for area around facility No deficiencies identified 
PAPER IELL.O, C J Region 3, Office of Director 04/02/29 REED, C 
Commonwealth Edison Co 2pp 22483 061 24X Fiche 30-494,04/02/29, 

8403090162 


8403I20109 Notifies of 840323 workshop on fire protection safe shutdown 
r eqtil r aments of 10CFR30,App 8 in Rosemont, IL tD discuss IE 
Info Notice 84-09 h provide addl shutdown, analyses b/or mod 
g ui dance Agenda end 

8PE8SARD, R L Division of Emergency Preparedness & Operational 
SuppoT t 84/03/06 REED, C Commonwealth Edison Co 3pp 
22580 163. 24 X Fiche 30-494. 04/03/06, 84031 201 09 


9403190044 Rev 1 to Procedure BZP 380-7, "Estimation of Offsite Dose 
From Unplanned Release of Radioactive Effluents W/B3O310 
transmittal form 

* Commonwealth Edison Co B4/03/07 6p p 22643 130 24X 

Fiche 30-454,04/03/07,0403130044 


8403190308 Rev 2 to Procedure BZP-600-A3 "Station Directory b Mgt 
Personnel Home Phone List " M/840312 transmittal ltr 
» Commonwealth Edison Co 84/03/12 9pp 22673 265 24X 

Fiche: 90-454, 84/03/12, 0403190308 


8403260346 Rev I to Emergency Plan Implementing Procedure BZP 300-3, 
“Post-Accident Stack Sampling of Wide-Range Oas Monitor 
(WROMl " 

* Commonwealth Edison Co 84/03/15 9pp B2791 099 24X 

Fiche: 30-000, 84/03/15, 0403260346 


8403140190 Emergency plan Implementing procedures Index W/040329 
transmittal !< receipt form 

* Commonwealth Edison Co 84/01/20 17pp 22620216 24X 

Fiche 1 90-494, 84/03/29, 8403140190 


0. Adjudicatory correspondence 


6403140033 Requests reconsideration of decision to bar facility from 
starting up Util most experienced w/nuclear plants & revs 
will result in corrective act! on s 

HOPKINS, R. Affiliation Not Assigned 84/02/20 NRC - No Detailed 

Affiliation Given 2pp 22634 159 24X Fiche 30-434,84/02/20, 

0403140039. 


8403020181 Forwards "Rapt on Byron QC Inspector Reinspection 
Program " 

BIELAWSKHAP Isham, Llnco In & Bea le 0 IELAW3KI, A P Commonwealth 
Edison Co 84/02/27 ROSENTHAL, A 0 , GOTCHY. R L , KOHL, C W Atomic 
Safety and Licensing Appeal Panel 224pp 22440 31 1 24 X 

Fiche 1 30-494, 84/02/27, 8403020181 


8403060079 Advises of issues to be addressed in 840312 brief, per 
840127 request. 

WHICHER, U M Businessmen for the Public Interest 04/03/01 
ROSENTHAL, A S , KOHL, C W , GOTCHY, R L Atomic Safety and Licensing 
Appeal Panel lp 22516 338 24X Fiche 30-434, B4/03/O1 , 8403060079 


04031 40129 Advises that staff unable to accelerate schedule for filing 
of appellate brief on QA, need for power J> alternative energy 
tourcej, f imndal qua 1 1 f 1 Ca 1 1 ons b seismology Brief will be 
filed by 840330 

RAWSON.fi J Hearing Branch 4 04/03/06 ROSENTHAL. A S , KOHL, C N , 

ODTCHY, R L Atomic Safety and Licensing Appeal Panel lp 

22624 204 24 X Fiche 50-454 , 84/03/06. 84031 40129 


0403140146 Forwards Paperiello 040229 ltr to C Reed forwarding FEHA 
interim finding -on offsite radiological emergency planning 
NRC will address interim finding in S5ER 

RAWSDN, R J Hearing Branch 4 B4/03/06 ROSENTHAL, A S , 

ODTCHY, R L , KOHL, C N Atomic Safety and Licensing Appeal Panel 
22pp 22624 212 24X Fiche 50-454. 84/03/06, B403 1 401 46 


8403140068 Forwards potentially relevant documents b mail to matters 
pending before ASLAB W/o encls 

RAWSQN.R J Hearing Branch 4 84/03/07 ROSENTHAL, A S , KOHL, C N , 

GOTCHY, H L Atomic Safety and Licensing Appeal Panel 2pp 

22633 079 24X Fiche 50-454,04/03/07,0403140068 


8403 1 40140 Forwards IE Insp Repts 30-454/83-6 1 , 90-43S/B3-4 1 , 50-494/84- 
02, 50-433/04-02, 30-434/83-88. 30-495/03-43, 90-494/04-05, 
90-439/84-04,30-434/84-06 b 30-459/84-05 per requirements of 
ALAB-143 

RAW SON, R J Hearing Branch 4 04/03/07 ROSENTHAL, A S , 

GOTCHY, R L , KOHL, C N Atomic Safety and Licensing Appeal Panel 
76p p 22625 006 24X Fiche 90-454,04/03/07,8403140148 


8403090102 Memorandum scheduling 040417 oral argument in Bethesda.MD re 
pending appeal Formal argument will be issued in early Apr 
SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 04/03/08 
2pp 22375 356 24X Fiche 30-494, 04/03/08, B403090102 


0403160002 Response opposing applicant alternative motion to reopen 
record t, vacate ASLH denial of DL Motion would be considered 
acceptable under single issue of relnspection program 
Certificate of Svc end 

WHICHER, -J M DeKalb Area Alliance for Responsible Energy 

WHICHER, J M Whicher, J M 84/03/12 Atomic Safety and Licensing 

Appeal Panel 1 1 p p 22693 190 24X Fiche 50-454,04/03/12, 

0403160002 


8403160019 Brief in response to applicant appeal of ABLE 040113 initial 
decision denying DL application ASLO properly denied 0L 
WHICHER, J M , CASBEL, D W DeKalb Area Alliance for Responsible 
Energy WHICHER. JM Whicher, JM 84/03/12 Atomic Safety and 

Licensing Appeal Panel 64pp 22653 225 24X Fiche 30-454, 

04/03/12. 8403160019 


0403140041 Memorandum changing proposed date for oral argument of 
pending appeal from 840417 to 0419 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 84/03/13 
lp 22634 161 24X Fiche 50-454,84/03/13,8403140041 


0403200122 Hlscueses util B40218 b 0314 nonconformance repts re 
discrepant welds in cable pan hangers supplied by Sys 
Control Corp Earlier nonconformance repts re matter issued 
in 1977 at Byron Related correspondence 

MILLER, M I Isham, Lincoln b Beale MILLER. M I Commonwealth 

Edison Co 04/03/14 KOHL, C W , GOTCHY, R L , ROSENTHAL, A S Atomic 

Safety and Licensing Appeal Panel 2pp 22699 043 24X 

Fiche 90-454,04/03/14,8403200122 


84032*0391 Forwards listing of errata in 840312 brief 

WHICKER, J M Businessmen for the Public Interest WHICHER. J M 
Whicher, J M D5R 090 84/03/22 KOHL, C N , GOTCHY, R L , 

ROSENTHAL, A S Atomic Safety and Licensing Appeal Panel 3pp 
22760 257 24X Fiche 50-454.04/03/22,0403260351 


M Antitrust correspondence 


8403290376 Forward* staff significant change analysis W/b end 
Related correspondence 

VOGLER.B H Hearing Branch 2 DSD 180 04/O3/2B L 1 EHERMAN, M 

Affiliation Not Assigned lp 22814 122 24X Fiche 50-454. 

04/03/28, 8403290376 


Q Inspection reports, IE Bulletins b correspondence 


8403010130 Revises b suppla preservice insp program plan, in response to 
NRC comments & suggestions Addl info re exam of cast 
stainless steel components provided Revised Relief Request 
NR- 1 4 b Note 8 enc 1 for NRC approval 

TRAMM. T R Commonwealth Edison Co 04/02/17 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 5pp 22435 342 S4X 
rich a 50-454,84/02/17.8403010130 


0403010003 Forward s final rept on Byron OA inspector reinsp program 
DELGEORGE.L 0 Commonwealth Edison Co 84/02/24 KEPPLER, J 0 
Region 3, Office Df Director ip 22434 268 24X 

Fiche 50-434, 84/02/24, 04O3O1OOB3 
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— 8403010007 Final "Rept on Byron Inspector Reinsp Program " 

* Commonwea l fcfi Edison Co 94/02/29 223pp 22434-270 24X 

Fiche 50-454,04/02/24,0403010003 


84030S0043 Forward# Rev O to "Corporate Regulatory Performance 
Improvement Plan “ Plan designed to heighten employee 
awareness S< strengthen corporate ability to Improve 
regulatory performance 

THOMAS, 0 Commonwealth Edison Co 84/02/24 KEFPLER, J 0 Region 
3, Office of Director 3pp 22490 139 24X Flche 5-0-000,04/02/24, 
8403050043 


— 8403030046 Rev 0 to '‘Corporate Regulatory Performance Improvement 
Plan 11 

* Commonweal th Edison C-o 04/02/29 22pp 224W 1 42 24X 

Fichte 50-000, B4 /02/24 , 04O3Q5OG43 


0403020181 Forwards "Rep t on Byron QC Inspector Relnspection 
Program " 

BIELAWSK1.A F Isham. Lincoln 1 Beale B IELAW5KI, A P. Commonwealth 
Edison CO 84/02/27 ROSENTHAL. A S , OOTCHY, R L , KOHL, C W Atomic 

Safety and Licensing Appeal Panel 224pp 22440 311 24X 

Fiche 50-4S4, B4/O2/27.B4O30201B1 


8401190072 IE Info Notice 84-13. “Potential Deficiency in Motor 
Operated Valve Control Circuits & Annunciation ** Svc list 
and 

JORDAN. E L Division a# Emergency Preparedness 4 Engineering 
Response (Post 830103) 04/O2/2B Consolidated Edison Co of New 

York, Inc liSpp 22909 239 24X Fiche 30-000, B4/Q2/20, 8401 190072 


840301033* Forwards IE Safeguards Insp Rept 50-434/84-12 on 84020B-10 
No noncompLiartce noted 

AXELSON.W L Region 3. Office of Director B4/Q2/28 REED, C 
Commonwealth Edison Co 2pp 22433 039 24X Flcfte 50-454,94/02/28. 

8403010334 


—3403010348 IE Safeguards Insp Rept 50-454/84-12 on 840200-10 No 
non-compliance noted Major areas inspected organisation h 
operation measurement L controls t storage b internal 
controls Details withheld iref 10CFR2 790) 

MADEDA, T J , CREED, J R Region 3, Office of Director 84/02/28 
2pp 22433 041 24X Fithe 30-4 54. 04 /D2/2B, B403Q10336 


8403060245 Forwards revised info re preservice exam b testing of 
snubbers at facilities End testing program supercedes 
program provided in 820319 1 tr b accepted in 8SER 12 
TRAMM.T R Cccwionwe a I th Edison Co 04/02/20 DENTON, H R. Office 
□f Nuclear Reactor Regulation, Director Ip 22516 013 24X 

Ficho' 50-000. B4/02/2B, 0403060243 


--B403060267 Rev 1 to "Preservice Testing (Preservice Insp) Program Plan 
for Snubbers “ 

* Commonwealth Edison Co 83/10/21 47pp 22516 014 24X 

Fiche 50-000,84/02/28.8403060245 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Rev* by DOT b NRC 11 Svc list enc l 

GRACE. J N Division of QA« Safeguards b Inspection programs (Post 
830103) 84/03/02 Consolidated Edison Cd of New York, Inc 

1 30pp 22552 329 24X Fiche 50-000.84/03/02,8402090007 


8402Q9000B IE Info Notice 84-16. "Failure of Automatic Sprinkler Sys 
Valves to Operate “ Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Past 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc !22pp 22353 098 24X Fiche 50-000,84/03/02,8402090008 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119PP 22533 217 24X Fiche 30-000,04/03/02,8402090009 


8402090011 IE Info Notice 84-17. “problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Tamp." Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 54/03/03 Consolidated Edison Co of New 

York, fnc 117pp 22553336 24X Fiche 50-000,04/03/05,8402090011 


0403190297 Forwards IE Insp Repts 50-454/84-04 b SO-455/04-O3 on 
840123-26 No noncomp 1 ianc e identified. 

LITTLE. W S Region 3. Office of Director 84/03/05 REED, C 
Commonwealth Edison Co 2pp 22673 255 24X Fiche 50-454,04/03/03, 

8403190297. 


“8403190305 IE Insp Repts 50-454/84-04 b 30-455/84-03 op 840123-26 No 
noncompliance or deviation* identified Major araas 
inspected closeout of open items b deficiency items b 
as-built walkdawn of structural steel framing fc supports 
KEATING, 0 E , DANIELSON. D H Region 3, Office of Director 
©4/03/03 6pp 22673 2S7 24X Fiche 50-454,84/03/05,8403190297 


B 4032 0029 5 Forwards IE Insp Rept 50-434/03-60 on 031212-16 b 29 & 
notice of violation 

SPESSARD.R L Division of Emergency Preparedness b Operational 
Support 04/03/06 PEEP, C Commonwealth Edison Cd 2pp 
22696 234 24X Fiche 50-434,04/03/06,0403200295 


--8403200297 Notice of violation from insp on 031212-16 b 29 

SPESSARD.R L Division of Emergency Preparedness b Operational 
Support 84/03/06, Ip 22696 236 24X Fiche 30-454, 84/03/06, 
3403200295 


— 8403200300 IE !n*P Rept 30-434/83-60 on 831212-16 b 29 Noncompl lance 
noted sensing lino connections to safety-related Instruments 
1LT-0529, 39 b 49 installed contrary to Sargent b Lundy 
Drawing series Id-2036 requirements 

MENDEZ, R , U1LLIAM0. C C Region 3, Office of Director 84/02/27 
9pp 22696 237 24X Fiche 50 - 434,84/03/06,0403200293 


0402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Imps of 
Fire Protection Safe Shutdown Sys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co. of New 

York, Inc I18pp 22635 049, 24X Fiche 30-000, 84/03/07, 0402090024 


0402090020 IE Info Notice 84-10, "Stress Corrosion Cracking In PUR 
Sys 11 Svc list end 

JORDAN, £ L Division of Emergency Preparedness b Engineering 
Response (Post S30103) 84/03/07 Consolidated Edison Co, of Neu 

York, Inc IlSpp 225B4 186 24X Fiche 30-000,84/03/07,0402090020 


04O314D14S Forward* IE Insp Repts 30-454/83-61,50-453/03-41, 30-434/84- 
02, 30-433/04-02, 90-434/03-30, 90-453/83-43, 30-454/84-05, 
30-435/04-04,30-434/04-06 b S0-433/B4-05 per requirement* of 
ALAB-143 

RAU50N, R J Hearing Branch 4 84/03/07 ROSENTHAL, A S , 

ODTCKY.R L i KOHL, C N Atomic Safety and Licenting Appeal Panel 
76 pp 22625 006 24X Fiche 50-454, 84/03/07, B403140148 


8403220094 Forwards IE Insp Repts 50-454/84-10 b 90-435/84-08 on 
840131.0201-03 b 07-10 No noncompliance noted 

PAPERIELLO, C J Region 3, Office of Director 84/03/07 REED, C 
Commonwealth Edison Co 2pp 22716 311 24X Fiche 50-454, 84/03/07. 

8403230094 


—8403220097 IE Insp Repts S0-4S4/B4-10 b 50-455/84-08 on 040131,0201-03 
b 07-10 No noncomp 1 ianc e noted Major area* inspected 
preoperational radiation protection program, including 
organiiation. staff ing, training b NUREG-0737 items 
HUE TER i L J , OREQER.L R Region 3. Office of Director 84/03/07 
ilpp 22716 313 34X Fiche 30-454, 84/03/07, 84032S0094 


0403190268 Ack receipt of 840223 ltr informing NRC of steps taken to 
correct violation* re steam generator snubber qualification 
tests noted in IE Insp Repts 30-434/04-03 b 50-433/84-06 
LITTLE. WS Region 3, Office of Director 84/03/0B REED, C 
Commonwealth Edison Co ip 22672 226 24X Fiche 50-434,84/03/00. 

0403190260 


— 0403190274 Responds to NRC 840206 ltr re violations noted in IE Imp 
Repts 90-434/04-08 b 30-433/64-06 Corrective action* leak 
on snubber repaired b quasi-static structural test combined 
w/fluid stiffness calculation performed 

SWARTZ, E D Commonwealth Edison Co 84/02/23 KEPPLER, J 0 
Region 3, Office of Director 3pp 22672 227 24X 

Fiche 30-434,84/03/08,0403190260 


— 8403190278 Preliminary Spec 120, "Testing 8vcs for Steam Generators.* 
* Sargent b Lundy, Inc 84/02/22 3Bpp 22672 232 24X 

Fiche 30-434,84/03/08,8403190268 


8403220245 Ack receipt of 831230 response to IE Insp Rept 30-434/83-23 
Addl insp of internal flooding b postulated cracks b breaks 
in high-energy b moderate-energy lines will be conducted 
during wk of 340319 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 84/03/09 REED. C Commonwealth Edison Co 3pp 

22723-336 24X Fiche 50-454,84/03/09,8403220245 


8402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list encl 

DEYOUNO, R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. In< 

I34pp 22823 094 24X Fichs 50-000,04/03/12,8402090031. 


8403300017 Forwards IE Insp Rept 30-434/84-07 on 840123-0223 b notice 
Of violation 

STREETER, JF Region©, Office of Director 84/03/13 REED, C R 
Commonwealth Edison Co 2pp 22822 148 24X Fiche 90-434.84/03/13, 

8403300017 
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— 8403300033 Notice of violation from imp on 840123-0333 

BTREETER, J F Region 3. Office of Director 04/03/13 2pp 
22032 130 24X Fiche 30-434.84/03/13,8403300017 


— 8403300030 IE Imp Rept 50-454/84-0-7 on 840123-0225 Non c orap 1 ian c» 
noted failure to adequately evaluate preoperational teet 
procedure reeulti & failure to adequately document penonnel 
instruction corrective action* 

R I NO, M . WILLIAMS. D . VANDENBUROH, C Region 3, Office of Director 
84/03/13 13pp 32822 132 24X Fiche 30-434,84/03/13, 

B403300017 


— 8403270260 SALP Repts 30-456/83-06 6 30-457/83-06 for 1982 Category 2 
assigned in area* of piping sys 5. supports 6 electrical 
power supply & distribution 

• Region 3, Office of Director 04/03/22 23pp 22770 203 24X 

Fiche 50-000,84/03/22,8403270246 


— 0403270263 Forwards summary of significant finding* for SALP rept which 
wilt be discussed at 830613 meeting 

HIND, J A Region 3, Office of Director 83/06/08 REED, C 
Commonwealth Edison Co 3pp S2770 228 24X 

Fiche 50-000, 84/03/22, 8403270246 


8403230088 Act receipt of regulatory performance improvement plan 
Periodic meetings requested to discuss progress on program 
Sc provide feedback 

KEPPLER. -J 0 Region 3. Office of Director 84/03/20 THOMAS, D 
Commonwealth Edison Co ip 22730 16i 24X Fiche 50-000,84/03/20, 

8403230080 


R Periodic operating reports S, related correspondence 


8403220120 Annual whole body external exposures for 1983 W/840316 Itr 
RYBAK, B Commonwealth Edison Co 03/12/31 7pp 22716 007 24X 

Fiche 30-000.83/12/31,8403220120 


— 8403230107 Forwards corporate regulatory performance Improvement plan 
TH0HA8, B Commonwealth Edison Co 04/02/24 KEPPLER, J 0 Region 
3, Office of Director 3pp 22730 162 24X Fiche 30-000, 

84/03/20, B403230088, 


— B403230126 Rev 0 to "Corporate Regulatory Performance Improvement Plan 
For Dreeden.Quad Citiee.Zion S, LaSalle Operating Nuclear 
Stations St Byron St Braidwoad Project Operating 
Organisations " 

* Commonwealth Edison Co 04/02/29 22pp 22730 [63 24X 

Fiche - 30-000, 84/03/20, 8403230088 


0403260196 Forward* responses to IE Bulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Milter, Inc " Quad Cities 
supplied w/ piping matl* from Ray Miller, Inc during const 
Evaluation end Concerns of IE Bulletin 03-06 satisfied, 

BARNES, p’ L Commonwealth Edison Co 84/03/20 KEPPLER, J, 0 Region 
3, Office of Director, 19pp. 22756 103 24X Ficha 1 30-000. 84/03/20, 

0403360196, 


B403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 19B4 Change* in FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCKS.W J Office of the Executive Director for Operations. 
04/02/21 PALLADIND Commissioners 9pp 22492 003 24X 

Fiche 30-000, B4/02/21 , 8403020443 


0 Reportable occurrences, LERi & related correspondence 


8403140122 Part 21 rept re status update concerning abnormal wear on 
linear converters Test program underway Results of 
investigation Indicate excessive wear caused by hunting of 
control circuitry 

DODEQN, J P Pacific Air Products Co 84/03/09 Director's 

Office, Office of Inspection and Enforcement 7pp 22624 068 24X 

Ficha 30-000,84/03/09,8403140122 


U Congraislonal/Executive Correspondence 


B40327011I Forwards response to IE Bulletin 80-19, "Emergency 
Notification Sye <ENS) Power Bupplie* " ENS tested 6 found 
functional during preoperational testing 

BARNES, P. L. Commonwealth Edison Co 84/03/20 KEPPLER, J 0 Region 
3, Office of Director 3pp 22774 040 24X Fiche. 50-434, 04/03/20. 

8403370111 


8403090043 IE Info Notice 84-19, “Two Events Involving Unauthorited 
Entries Into PWR Reactor Cavities “ Svc list end 
JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/03/31 Consolidated Edison Co of New 

Yort, Inc 133pp. 32823 229 24X Fiche 30-000.04/03/21,0402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Saf ety-Related 
Sys, " Svc lilt end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Responee (Post 830103), 84/03/21 Consolidated Edison Co. of New 

York. Inc. 133pp 22933.001 24X Fiche 30-000, 84/03/21, B402090044 


8403260228 Ack receipt of 840227 ltr informing NRC of steps taksn to 
correct noneampllenco noted in IE Insp Rept 30-434/83-54, 

LITTLE, W 6. Region 3, Office of Director 04/03/21 REED, C 
Commonweal th Edison Co 2pp 22733:143 24X Fiche 30-434,04/03/21, 

8403260228. 


8403200043 Provides addl remarks on NRC exceptions to accuracy of 
statements in recent Congressional testimony re failure of 
NRC to Inform A6LD promptly of problems at facility Problem 
can be cured by eliminating NRC role in hearings 

OILINBKY, V Commissi oner s 84/03/16 UDALL, M K House of Rep , 
Interior i< Insular Affairs 5pp 22690 322 24X 

Fiche 50-434,04/03/16,8403200043 


B4032OO075 Submits addl comments to remark made at recent NRC budget 
hearing 6 forwards Dircks memo re comments Role of M?C as 
full party in licensing hearing* should be eliminated 
OILINBKY, V Commissioners 84/03/16 SIMPSON, A Senate, 
Environment S< Public Works 3pp 22699 036 24X 

Fiche: 30-434, 84/03/16, 8403200073 


V Operator Examination* 


0403320133 Forwards info re experience level of individuals assigned 
to shift operating positions, in response to request 
Tabulation showing experience of shift eng inter, sh i ft 
foreman, station control room engineer k operator encl 
TRAMM.TR- Commonwealth EdieonCo 84/03/19 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 22716 030 24X 

Fiche. 30-434, 84/03/19, 8403220133 


— 0403260237 Reeponde to NRC 031212 ltr re violations noted in IE insp 
Rept 30-454/03-34. Correc tive action*. Condul t C1A31A6 
ssaltight fitting loosened h rotated to attain separation 
from Conduits C1A4102 6 C1A31E4 

FARRAR, D.L Commonwealth Edison Co 84/02/27 KEPPLER, JO 
Region 3. Office of Director. 4pp 22753, 147 24X 

Fiche : 30-434, B4/03/21, 8403260228 


8403370246 Forwards SALP Repts 30-434/83-22,30-433/03-10,30-436/83-06 k 
30-497/B3-06 for 1983 increased emphasie required in areas 
of HVAC k electrical sys 

KEPPLER. J 0. Region 3, Office of Director 04/03/22 REED, C 
Commonwealth Edison Co 7pp 22770 133. 24X Fi che. 30-000, 04/03/32. 

0403370246 


— 0403370332 SALP Repts 30-494/03-22 4, 90-499/83-18 for 1902. 

* Regions, Office of Director 84/03/22, 29pp, 22770.142. 24X 

Fiche- 90-000, B4/03/22, 8403270246 


DOCKET 8TN-90-493 BYRON STATION, UNIT 2 


A Application/construction stage documents k correspondence 


8403010106 Forwards addl info re design of Category i masonry walls 
Rept identifies all cracks k explain* why cracks do not 
compromise structural integrity of wall* 

TRAMM, T. R Commonuiaalth Edison Co 84/02/22 DENTON, H R. Office 
of Nuclear Reactor Regulation, Director 16pp 22436 041 24X 

Fiche- 90-000, 84/02/22, B403010106 


B402090017 Board Notification 04-038 forward* RJ Mattson 040123 mamo 
to DO Eisanhut providing status update of NRC action* re 
Westinghouse ECC3 actuation logic. 

EISENHUT, D 0 Division of Licensing 84/02/27 PALLADINO 
Commissioner* 7pp 22946 007. 24X Fiche 50-000,84/02/27. 

0402090017 


■0403370259 Forwards significant SALP rept finding* which will be 
discussed at 830613 meeting 

HIND, J. A, Region 3, Office of Director 83/06/08. REED, C, 
Commonwealth Edieon CO 4pp. 22770 171 24X 

Fiche: 30-000, B4/03/22, 8403270246. 


8403060249 Forwards revised info re preservice exam S< testing of 
snubbers at facilities Encl testing program supercedes 
program provided in 020319 ltr & accepted in SSER 12 
TRAMM.TR Commonwealth Edison Co 84/02/28 DENTON, H R Office 
of Nuclear Reactor Regulation, Director ip 22316 013 24X 

Fiche 30-000,04/03/20,8403060243 
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— B403060267 Rev i to "Preservice Testing iPreservice Inspl Program Plan 
fcT Snubbers " 

* C ommonweal th Edison Co 03/10/21 47pp 22516 014 24X 

Flc he 30-000, 04/02/20. 0403060245 


B4D3D60394 Advises of changes to schedules for initial fuel loading 
of facilities Requests NRC resources be allocated to support 
fuel load after resolution of pending license appeal 
REED. C Commonwealth Edison Co 04/O2/2B DENTON. H R Office of 
Nuclear Reactor Regulation. Director 2pp 22510 lgo 24X 
Fiche 50-000. B4/02/2B, 0403060394 


8403050119 Forwards supplemental response to Oenerlc Ltr 63-20. 
"Required Actions Based on Generic Implications of Salem 
ATWS Events " 

BARNES, P L Commonwealth Edison Co B4/02/29 DENTON, H R Office 

of Nuclear Reactor Regulation. Director 2fcpp 224B9 0B4 24X 

Fiche 50-000, B4/02/29. 8403030119 


8402090041 Board Notification 84-050 provides Commission polity 
statement 6 proposed rulemaking on environ qualifications 
E1SENHUT.BG Division of Licensing 04/03/14 Atomic Safety and 
Licensing Board Panel 10pp 24X Fiche 30-000,84/03/14,0402090041 


8403220133 Forwards info re experience level of individuals assigned 
to shift operating positions, in response to request 
Tabulation showing experience of shift eng ineer, shi ft 
f oreman, s tat i on control room engineer S, operator encl 
TRAMM. T R Commonwealth Edison Co 94/03/19 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 7pp 23716 030 24X 

Fiche 50-454,84/03/19,8403220133 


8403260182 Clarifies NUREQ-0737, Item II K 3 31, In response to Generic 
Ltr B3-35 Westinghouse Owners Gioup authoriied program to 
demonstrate conservatism of WFLAEH small break LOCA 
analyses, per Item II K 3 30 

BARNES, P L Commonwealth Edison Co 04/03/21 EISENHUT, D G 
Division of Licensing Ip 22756 170 24X Fiche 50-000, B4/03/21. 

8403260182 


E NRC Safety Evaluation Report (SERI, suppls h correspondence 


84030B0179 Fourth partial response to FOIA request fot six categories 
of documents re Facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 5) Review of 
a d d 1 documents sub j to request Continuing 

FELTON. J M Division of Rules and Records 84/02/13 ANDERSON, 8 I 
Garvey. Schubert. Adams t* Barer 7pp 32593 226 24X 

Fiche 50-000, 04/02/13, B4030B0179 


--8005130793 Provides status of SER inputs t< acceptance reviews for OL tc 
CP applications Schedule should be met 

BURKE, W C Effluent Treatment Systems Branch 00/02/06 
KREGER , W E Assistant Director for Sito Analysis lp 22903 235 
24X Fiche 50-000,04/02/13,6403080179 


0403010120 Forwards addl info to 831330 submittal re NUREG-0737, Item 
III D 1 1, "Primary Coolant Outside Containment " Rev 
identifies portions of sys not to be tested & responds to 
NRC comments Info should close SER Confirmatory Issue 20 
TRAMM, T R Commonwealth Edison Co 84/02/22 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 0pp 22432 002 24X 

Fiche 50-000,84/02/22,8403010120 


0403010206 Provides addl info re effects of local intense precipitation 
at facilities Info resolves Confirmatory Issue A 2 
identified in SER Reinforced concrete curbs provided at 
exterior grade floor level doors 

TRAMM, T R Commonwealth Edison Co 04/02/22 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 2pp 22434 257 24X 

Fiche 50-000,04/02/22,0403010206 


8403260132 Submits addl info re design of hydrogen reeombiners per 
Section 6 2 5 of SER Hydrogen recombiners operate in 
p ar* 1 le 1. ut i It t ing same suction 6 exhaust piping for each 
containment Diagram encl 

TRAMM, T R Commonwealth Edison Co B4/02/22 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2 pp 22790 147 24X 

Fiche 50-000,04/02/22,8403260132 


8403060343 Forwards "Rept Geotechnical Svcs geismlc Crosshole Survey 4, 
Dynamic Soil Properties at River Screenhouse, Byron station 
Units I Z, 2 " Info closes out 8ER Confirmatory Issue 1 S, 
responds to two FSAR questions 

TRAMM, T R Commonwealth Edison Co B4/02/28 DENTON, H R Office 
of Nuclear Reactor Regulation, Director lp 22511 136 24X 

Fiche SO-454, 84/02/29, B403060345 


--8403060347 "Rept Geotechnical Svcs Seismic Crosshole Survey tt Dynamic 
Soil Properties at River Screenhouse, Byron Station Units 
U2 " 

» Dames & Moore B4/02/06 22pp 22511 137 24X 

Fiche 50-454,84/02/28,0403060345 


F Security, medical, emergency 6 fire protection plans 


8403070347 Public version of revised emergency plan implementing 
procedure index W/040215 transmittal form & JM Felton 840302 
release memo 

♦ Commonwealth Edison Co 84/01/20 lBpp 22566 041 24X 

Fiche 50-454.04/01/20,0403070347 


B403010403 Rev 0 to Procedure BZP 500-T1, "Chec k 1 lst-Coeimunl cation 
Checks " 

* Commonwealth Edison Co 84/02/10 7pp 22433 104 24X 

Fiche 50-454,04/02/18,8403010403 


8403020190 Advises that NRC will not review emergency plane to delete 
privacy or proprietary info unless specifically requested by 
licensee, per 010709 Generic Ltr 81-27 W/o request. ent Ire 
plan will be placed In PDR 

YOUNGBLOOD, B J Licensing Branch 1 84/02/21 FARRAR, D L 

Commonwealth Edison Co 2pp 22494 360 24X Fiche 90-000,04/02/21, 

8403020190 


0402090006 Hoard Notiflcetion 84-034 forwards R Vollmer 840206 memo to 
D Eisenhut re fire research results concerning fires in 
electrical cabinets in control room 

EISENHUT, D G Division of Licensing 84/02/23 PALLADINO 
Commissioners lp 22576 203 24X Fiche 50-000,84/02/23, 

0402090006 


— 8403000316 Recommends that info re fire research results concerning 
fires in electrical cabinets in control room be submitted 
for board notification, per NRR Ofc Ltr l?,dtd 021001 Further 
evaluation of test data raqulred 

VOLLMER, R H Division of Engineering 84/02/06. EISENHUT, D 0 
Division of Licensing 10pp 22576 204 24X 

Fiche 50-000,94/02/23,8402090006 


8403120162 Rev o to Procedure BZP 500-1, "Operation Checks of 
Communications Bys " W/840320 transmittal & receipt farm 
« Commonwealth Edison Co 84/02/28 4pp 22990 144 24X 

Fiche 50-454, 04/02/28, B403120162 


8403050162 Forwards FEMA 840201 ltr, final exercise evaluations on 
831115 offsite emergency preparedness exercise 8i Interim 
finding recommendations re offsite emergency response plan 
for area around facility No deficiencies identified 
PAPER IELLO, C J Region 3. Office of Director 84/02/29 REED, C 
Commonwealth Edison Co 2pp 22485 061 24X Fiche 50-454, B4/02/29, 

8403050162 


8403120109 Notifies of 840323 workshop on fire protection safe shutdown 
requirements of 10CFRS0. App R in Rosemont, IL to discuss IE 
Info Notice 84-09 & provide addl shutdown analyses 6/ or mod 
guidance Agenda encl 

9PE58ARD,R.L Division of Emergency Preparedness U Operational 
Support 84/03/06 REED, C Commonwealth Edison Co 3pp 
22500 163 24 X Fiche 50-454,84/03/06,8403120109 


8403150044 Rev l to Procedure BZP 380-7, "Estimation of Offsite Dose 
From Unplanned Release of Radioactive Effluents " W/B3031O 
transmittal form 

* Commonwealth Edison Co 84/03/07 6pp 22643- 130 24X 

Fiche 90-454,84/03/07,8403150044 


8403260346 Rev l to Emergency Plan Implementing Procedure BZP 380-3, 
"Post-Accident Stack Sampling of Wide-Range Gas Monitor 
(WROM) " 

* Commonwealth Edison Co 84/03/15 9pp 22751,055 24X 

Fiche 50-000.04/03/15,8403260346 


8403140190 Emergency plan implementing procedures index M/040329 
transmittal & receipt form 

» Commonwealth Edison Co 84/01/20 17pp 22620-216 24X 

Fiche 30-454,84/03/29,8403140190 


G Adjudicatory correspondence 


8403140033 Requests reconsideration of decision to bar facility from 
starting up Util most experienced u/nuclear plants tt revs 
will result in corrective actions 

HOPKINS, R, Affiliation Not Assigned 04/02/20 NRC - No Detailed 
Affiliation Given 2pp 22634.199. 24X Fiche 30-454,84/02/20, 

8403140035 


8403020181 Forwards “Rept on Byron QC Inspector Reinspection 
Program " 

B IELAWSK1, A, P Isham, Lincoln 6 Beale BIELAWSKt, A P Commonwealth 
Edison CO 04/02/27 ROSENTHAL, A 8 , QOTCHY, R L, , KDHL.C.W, Atomic 
Safety and Licensing Appeal Panel 224pp 22440-311 24X 

Fiche 50-454, B4/02/27, 84030201 81 
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840306007? Advises of Issues to be addressed In 840312 brief. per 
B40127 request 

WHICHER, J M Businessmen for the Public Interest 84/03/01 
ROSENTHAL. A S , KOHL. C W , OQTCHY. R L Atomic Safety and Licensing 
Appeal Panel Ip 33916 338 24X Flche 30-434. 84/03/01 . 8403060079 


840314013? Advises that staff unable to accelerate schedule for filing 
of appellate brief on OA.need for power & alternative energy 
sources, financial qualifications b seismology Brief will be 
filed by 840330 

RAWSON. R J Hearing Branch 4 84/03/06 ROSENTHAL, A 8 . KOHL. C N , 

OOTCHY, R L Atomic Safety and Licensing Appeal Panel Ip 

22624 204 24X Flche 30-434,84/03/06,840314012? 


0403140146 Forwards Paperlello B4022? ltr to C Reed forwarding FEMA 
interim finding on offsite radiological emergency planning 
NRC will address Interim finding in S9ER 

RAWBON, R J Hearing Branch 4 84/03/06 ROSENTHAL. A S , 

OOTCHY. R L . KOHL. C N Atomic Safety and Licensing Appeal Panel 
22pp 22624212 24X Flche 30-434,84/03/06,8403140146 


8403140068 Forwards potentially relevant documents b matl to matters 
pending before ASLAB W/o ends 

RAWSON, R J Hearing Branch 4 84/03/07 ROSENTHAL, A S , KQHL.C N 

OOTCHY, R L Atomic Safety and Licensing Appeal Panel 2pp 

22633 07? 24X Flche 30-434.84/03/07,8403140068 


8403140148 Forwards IE Insp Repts 30-434/03-61.30-435/83-41,30-454/84- 
02, 30-433/B4-02. 30-434/83-3B. 30-433/03-43,30-434/84-03, 

30-438/84-04, 30-434/84-06 b 30-433/84-03 per requirements of 
ALAB-143. 

RAWSON, fi J Hearing Branch 4 84/03/07 ROSENTHAL, A 8 , 

OQTCHY, R L , KOHL, C N Atomic Safety and Licensing Appeal Panel 
76pp 22623 086 24X Flche 30-434,84/03/07,8403140148 


8403090102 Memorandum scheduling 840417 oral argument in Bethesda.MO re 
pending appeal Formal argument will be issued in early Apr 
SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 84/03/08 
2pp 22373 336 24X Flche 30-434, B4/O3/O0, 0403090102 


8403160002 Response opposing applicant alternative motion to reopen 
record b vacate ASLB denial of OL Motion would be considered 
acceptable under single Issue of reinepectlon program 
Certificate of Svc end 

WHICHER, J M DeKalb Area Alliance for Responsible Energy 

WKICHER, J M Whtcher, J M 84/03/12 Atomic Safety and Licensing 

Appeal Panel llpp 22633 198 24X Flche* 30-494. 04/03/12, 

8403160002 


840316001? Brief In response to applicant appeal of ASLB 840113 initial 
decision denying OL application ASLB properly denied OL 
WHICHER, J M , CASSEL, D W DeKalb Area Alliance for Responsible 
Energy WHICHER, J M Whieher, 0 M 84/03/12 Atomic Safety and 
Licensing Appeal Panel 64pp. 22633 223 24X Flche* 30-434, 

84/03/12, 8403160019 


8403140041 Memorandum changing proposed date for oral argument of 
pending appeal from 840417 to 0419 

SHOEMAKER, C J. Atomic Safety and Licensing Appeal Panel 84/03/13 
Ip 22634 161 24X Flche* 30-434, 04/03/13, 8403140041 


8403200122 Discusses util 840218 b 0314 nonconformance repts re 
discrepant welds In cable pan hangers supplied by 8ys 
Control Corp Earlier nonconformance repts re matter Issued 
In 1?77 at Byron. Re lated correspondence 

MILLER. M I 1 sham, Lincoln b Beale MILLER, M 1. Commonwealth 
Edison Co 84/03/14 KOHL, C W , OOTCHY, R L , ROSENTHAL, A S Atomic 
Safaty and Licensing Appeal Panel 2pp, 22699. 043 24X 

Flche, 30-494, 84/03/14,0403200122. 


B403260391 Forwards listing of errata in 840312 brlaf, 

WHICHER, J M Businessmen for the Public Interest WHICHER, J M 
Whieher, JM DSB 090 84/03/22 KOHL, C N. , OOTCHY, R. L. , 

ROSENTHAL, A. 8 Atomic Safety and Licensing Appeal Panel 3pp 
22760; 239. 24X Flche 90-434, B4/03/22, 8403260331 


0 Inspection reports, IE Bulletins b correspondence 


84030100B3 Forwards final rept on Byron QA Inspector relnsp program 
DELOEOROE.L. 0. Commonwealth Edison Co 84/02/24 KEPPLER, J 0 
Region 3, Office of Director lp. 22434 268 24X 

Flche: 30-434, 84/02/24, 840301 OOB3. 


— 8403010007 Final "Rept on Byron Inspector Relnsp Program." 

* Commonwealth Edison Co. 84/02/2? 223pp 22434 270 24X 

Fieha 30-434, B4/02/24, 0403010083 


8403030043 Forwards Rev 0 to "Corporate Regulatory Performance 
Improvement Plan *' Plan designed to heighten employee 
awareness b strengthen corporate ability to Improve 
regulatory performance 

THOMAS, B Commonwealth Edison Co 84/02/24 KEPPLER, J 0 Region 
3, Office of Director 3pp 22490 139 24X Flche 50-000,84/02/24. 

8403050043 


— 8403090046 Rev 0 to "Corporate Regulatory Performance Improvement 
Plan " 

* Commonwealth Edison Co 04/02/29 22pp 22490 142 24X 

Fiche 30-000.04/02/24,8403090043 


8403020181 Forwards “Rept on Byron QC Inspector Reinspection 
Program " 

B 1ELAWBKI . A P Isham, Lincoln b Beale 84/02/27 ROSENTHAL. A S 
Atomic Safety and Licensing Appeal Panel 224pp 22440 311 24X 

Flche 3O-454.04/O2/27.B4O3O2O18I 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation " Svc list 
end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response IPost 8301031 04/02/28 Consolidated Edison Co of New 

York, Inc 1 1 5pp 22909 239 24X Fi c h e , 50-000, 84/02/28, 8401 190072 


8403060245 Forwards revised info re preservice e«am b testing of 
snubbers at facilities Enel testing program supercedes 
program provided in 02031? ltr b accepted In SSER 12 
TRAMM, T R Commonwealth Edison Co 94/02/28 DENTON, H. R Office 
of Nuclear Reactor Regulation. Director lp 22516 013 24X 

Fiche 30-000,84/02/28,8403060243 


— B403060267 Rev 1 to "Preservice Testing (Preservice Inspl Program Plan 
for Snubbers " 

* Commonwealth Edison Co 83/10/21 47pp 22916 014 24X 

Fiche 30-000,84/02/28,8403060245 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list end 

ORACE, J N Division of QA, Safeguards b Inspection Programs (Post 
8301031 84/03/02 Consolidated Edison Co of New Yorl, Inc 

1 30pp 22332 329 24X Fi'he 50-000,84/03/02,8402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprlnller Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22533 098 24X Fiche 30-000,84/03/02,8402090008 


8402090009 IE Info Notice 84-13, "Reporting of Radiological Releases " 
Bvc list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

Yorl, Inc 119pp 22333 217 24X Flche 30-000, 84/03/02, 0402090009 


8402090011 IE Info Notice 84-17, "Problems W/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of New 

York, Inc J17pp 22393 336 24X Fl c h e 30-000, B4/03/03, B40209001 1 


8403190297 Forwards IE Insp Repts 90-494/04-04 b 30-439/04-03 on 
640123-26 No nonenmp 1 lance Identified 

LITTLE, W S Region 3, Office of Director 84/03/09 REED, C. 
Commonwealth Edison Co 2pp 22673 293 24X Fiche 30-494,84/03/05, 

8403190297 


—8403190303 IE Insp Repts 30-434/84-04 b 30-433/84-03 on 040123-26 No 
noncompliance or deviations identified Major areas 
inspected closeout of open items b deficiency items b 
as-built walldown of structural steel framing b supports 
KEATINO, D E , DANIELSON, D H Region 3. Office of Director 
84/03/03 6pp 22673 297 24X Fiche 30-494,84/03/03,8403190297 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From tnsps of 
Fire Protection Safe Shutdown 8ys " Svc list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 84/03/07 Consolidated Edison Co of New 

Yorl, Inc llQpp 22633 049 24X Fi c he , 30-000, 84/03/07, 8402090024 


8402090028 IE Info Notice 84-10, "Stress Corrosion Cracking in PWR 
By s. " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc U8pp 22384 186 24X Fi che 90-000, B4/03/07, 8402090028 
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S4Q3 1 4014B Forwards It Insp Rapt* 30-454783-6 1 , 50-455/63-41 , 50-454/84- 
02, 50-435/84-02, 50-454/B3-56, 30-455/83-43, 30-434/84-03, 
50-455/64-04.50-454/84-06 b 30-433/34-03 par requirements of 
ALAB-143 

RAWSON. R J Hearing Branch 4 B4/03/07 ROSENTHAL. A S Atomic 

Safety and Licensing Appeal Panel 7£ p p 22625.036 24X 

Flche 50-454. 84/03/07, B40314014B 


8403230074 Forward* IE Insp Rept* 30-434/84-10 b SO-433/B4-OB on 
040131.0301-03 b 07-10 No non c omp 1 1 a nc s noted 

PAPERIELLO, C J Region 3. Office of Director 84/03/07 REED, C 
Commonwealth Edison Co Spp 32716 311 24X Flche 30-494,04/03/07, 

0403220074 


— 0403220097 IE Insp Rept* 30-434/04-10 b 50-435/94-0B on 840131,0301-03 
tt 07-10 No noncomp 1 ianc e noted Major areas inspected 
preop eratlonal Tadiatlon protection propram, including 
organliatlon, staffing, training b NURE0-0737 item 
KDETER, L J , GRECEft. L R Region 3, Office of Director B4/O3/07 
lipp 22716 313 24X Flche 50-434,94/03/07,8403220074 


9403190269 Act receipt of B40223 1 tr informing NSC of steps taken to 
correct violations re steam generator snubber qualification 
tests noted In TE Insp Rspti 30-454/04-06 b 30-455/04-06 
LITTLE. W S Region 3, Office of Director B4/03/09 REED, C 
Commonwealth Edison Co ip 32672 226 24X Flche 50-434,84/03/00, 

9403170268 


--B403170B74 Responds to NRC B40206 ltr re violations noted In IE Insp 
Rept* 50-454/94-09 h 50-435/64-06 Corrective actions leak 
on snubber repaired b quasi-static structural test combined 
w/fluid stiffness calculation performed 

SWARTZ, E D Commonwealth Edison Co 84/02/23 KEPPLER, J O 

Region 3, Office of Director. 5pp. 22672 227 24X 

Flche 30-434,84/03/09,9403170269 


— 9403170278 Preliminary Bpec 120, "Testing avcs for Steam Generators 
* Sargent fc Lundy, Inc 94/02/22 38pp 22672 232 24X 

Flche 50-454, 04/O3/OB, 8403170269 


G402070D31 IE Bulletin 84-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end. 

DEYOUNQ, R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 074 24X Flche 50-000,64/03/12,6402070031. 


0403230060 Ac k receipt of regulatory performance improvement plan 
Periodic meetings requested to discuss progress on program 
t, provide feedback 

KEPPLER, J 0 Rig ion 3, Office of Director 94/03/20 THOMAS, B 
Commonwealth Edison Co Ip 22730 161 E4X Flche: 30-000, 94/03/20, 
640323OO88 


■6403230107 Forwards corporate regulatory performance improvement plan 
THOMAS, D Commonwealth Edison Co 84/02/24 KEPPLER, J 0 Region 
3, Office of Director 3pp 22730 162 24X Flche 50-000, 

84/03/20, 64 03230 099 


B403230126 Rsv 0 to "Corporate Regulatory Performance Improvement Plan 
Far Dresden, Quad Cities, Zion it LaSalle Operating Nuclear 
Stations It Byron 6 Braidwoad Project Operating 
Or jar 1 cation* *' 

» Commonwealth Edison Co 04/02/27 22pp 22730 165 24X 

Flche 50-000,94/0-3/20,9403230088 


0403260176 Forward* responses to IE Bulletin 63-07, "Apparently 
Fraudulent Products Sold by Ray Miller. Inc " Quad Cities 
supplied w/piplng metis from Ray Hiller, Inc during const 
Evaluation end Concerns of IE Bulletin 63-06 satisfied 
BARNES, P L Commonwealth Edison Co B4/O3/20 KEPPLER, J <J Region 
3. Office of Director I9pp 22756 185 24X Fiche SO -000, 84/03/20, 

9403260196 


6403270111 Forward* response to IE Bulletin 90-15, "Emergency 
Notification Sys <ENS> Power Supplies « ENS tested b found 
functional during preoper ational testing 

BARNES, P. L Commonwealth Edison Co 94/03/20 KEPPLER, J 0 Region 
3, Office of Director 3pp 22774 040 24X Fiche 30-454.64/03/20, 

94032701 II 


8402070043 IE Info Notice 84-17, "Two Events Involving Unauthorised 
Entries into PWR Reactor Cavities " Svc list sncl. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22623' 227. 24X Fiche 30-000,64/03/21,9402070043 


9402070044 IE Info Notice B4-20, "Svc Life of Relays in Safety-Related 
Sys. " Svc list end 

JORDAN>E,L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22733 001. 24X Fiche 50-000, B4/03/21 . 8402070044 


0403270246 Forward* 8ALP Repts 90-434/83-22,50-455/03-18,50-456/03-06 it 
30-437/63-06 for 1762 Increased emphasis rsquirsd In areas 
of HVAC b electrical sys 

KEPPLER, J G. Region 3, Office of Director 94/03/22 REED, C 
Commonwealth Edison Co 7pp 22770 135 24X Fiche 30-000,84/03/22. 

6403270246 


— 9403270232 8ALP Repts 30-454/83-23 b 50-455/03-16 for 1902 

a Region 3, Office of Director 84/03/22 29pp. 22770 142 24X 

Fiche 50-000, 04/03/22, B4O32702 46 


--6403270255 Forward* significant SALP rept finding* which will be 
discussed at 630613 meeting 

HIND, J A Region 3, Office of Director 83/06/08, REED, C. 
Commonwealth Edison Co 4pp. 22770' 171 24X 

Fiche 30-000,64/03/22,6403270246 


R Periodic operating reports b related correspondence 


6403220120 Annual whole body external exposures for 1763 H/040316 ltr 
RYBAK. B Commonwealth Edison Co. 63/12/31 7pp 22716,007 24X 

Fiche. 50-000, 63/12/31,0403220120 


S Reportable occurrences, LERs b related correspondence 


6403140122 Part 21 rept re status update concerning abnormal wear on 
linear convertors Test program underway Results of 
investigation indicate excessive wear caused by hunting of 
control circuitry 

DODSON, J P Pacific Air Product* Co 04/03/09 Director's 
Office, Office of Inspection and Enforcement 7pp. 22624,066, 24X 

Fiche 50-000,64/03/07,6403140122 


U Congressional /Ex eeut ive Correspondence 


6403200043 Provides addl remarks on NRC exceptions to accuracy of 
statement* in recent Congressional testimony re failure of 
NRC to inform A9LB promptly of problems at facility Problem 
can be cured by eliminating NRC role In hearings 

QILIN6KY, V Commissioners 84/03/16 UDALL, M. K House of Rsp , 
Interior b Insular Affairs Spp 22676 322. 24X 

Flche 30-454,64/03/16, B4O3UO0O43. 


8403200075 Submits addl comments to remark mads at recsnt NRC budgat 
hearing & forwards Dircks memo re comments Role of hRC as 
full party In licensing hearings should be eliminated 
OILJNSKY, V Commissioners 84/03/16 SIMPSON, A Senate, 
Environment U Public Narks Spp 22677036 24X 

Flche. 50-494,64/03/16, 6403200073 


V Operator Examinations 


6403220(33 Forwards info re experience lsvtl of Individual* assigned 
to shift operating positions, In response to request. 

Tabulation showing experience of shift engineer, sh 1ft 

f oreman, stati on control room engineer b operator end 

TRAMfi, T R Commonwealth Edison Co 84/03/1? DENTON, H, R Office 

of Nuclear Reactor Regulation, Director 7pp 22716 030 24X 

Fiche 50-454,64/03/17,8403220133 


DOCKET STN-SO-436 BRAIDWQDD STATION, UNIT 1 


A Application/construction stage documents b correspondence 


6403010106 Forwards addl info re design of Category 1 mesonry walls, 
Rapt identifies all cracks tt explains why cracks do not 
compromise structural integrity of walls 

TRAHM.TR Commonwealth Edison Co 04/02/22. DENTON, H R Office 
of Nuclear Reactor Regulation, Director 16pp 22436*041. 24X 

Flche 50-000,64/02/22,8403010106 


8403060245 Forwards revised info re preservice exem b testing of 
snubber* at facilities Enel testing program supercedes 
program provided in 820319 ltr b accepted in 8SER 12 
TRAMM.TR Commonwealth Edison Co 04/02/26 DENTON, H S. Office 
□f Nuclear Reactor Regulation, Director ip. 22516 013. 24X 

Flche 50-000,04/02/26,6403060245 


— 8403060267 Rev 1 to "Preservice Tasting (Prsisrvic* Insp) Program Flei 
for Bnubbers 11 

• Commeniiiea Ith Edison Co. 63/10/21 47pp. 22516' 014. 24X 

Fiche 50-000.64/02/26.8403060245. 


0403060394 Advisei of c hang as to schedules for initial fuel loading 
of f sc i 1 i ties, Requests NRC resource* bs allocated to support 
fuel load after resolution of psndlng license appeal. 

REED, C Commonwealth Edison Co 64/02/28, DENTON, H. R Office of 
Nuclear Reactor Regulation, Director 2pp, 22516 ISO. 24X 
Flche 50-000,64/02/28,0403060394 
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^403030117 Forward* supplemental response to Generic Ltr 83-28. 
’’Required Action* Bated on Generic Implications of Salem 
ATUS Event* " 

BARNES, P L Commonwealth Edl*on Co 84/02/29 DENTON, H R Office 

of Nuclear Reactor Regulation, Director 26pp 22430 034 24X 

Flche 30-000,84/02/27,8403030119 


p^j]03260 162 Clarifies NUftEQ— 0737, Item II K 3 31, in response to Generic 
Ltr 03-33 Westlnghouse OwneT* Oroup authoriied program to 
demonstrate con*ervatl*m of WFLA8H imall break LOCA 
ana 1 ij si *, per Item 1 1 X 3 30 

BARNES, P L Commonwealth Edison Co 84/03/21 E 1 9ENHUT, D 0 
Division of Licensing Ip 22736 170 24X Flche 30-000,84/03/21, 

0403260 182 


U HRC Draft/Final Environmental Statement*, suppl* & correspondence 


( 3 4-03 130037 Act receipt of DEB Meeting tenatlvely scheduled for 040222 
for consideration by Governmental Svc* Committee 
* 111 inoii, Btate of. 84/02/02 8TEVENS. J A Olvleion of 

Licensing lpp 22613 362 24X Flche 30-436,84/02/02,8403130037 


£3403060313 Provides comments on DEB (NUREQ-10261 Justification far nat 
providing design analysis of seismic event requested 
ETCHI8QN, D. Illinois, State of, Dept Nuc Safetg (formerly Dept 
Public Health) 84/02/22 Division of Licensing. 3pp 
22513 330 24X Flche 50-436,84/02/22,8403060313 


£3403080227 Lists concerns on proposed water supply sys discussed In 
Dec 1903 DE8 (NUREO-1026) , 1 ncludlng degradation of water 
quality from cooling water discharge to Kankakee River 
9ALLAQHER, J R Hill County, IL 84/03/02 Division of Licensing 

ip 22361 031, 24X Flche 30-436,84/03/02,8403080227 


8403130037 Comments on DEB (NUREG-1026) for facility CCS does 
not completely describe fuel cycle impact 6 should contain 
statement re range of nonfatal cancer injuries & birth 
defect* Induced by fuel cycle Rn-222 

DOHERTY, J F Doherty, JF 84/03/07 STEVENS, J. A Division of 
Licensing 2pp 22601 117 24X Fiche 30-436,84/03/07,8403130037 


£3403130474 Forwards comments on DES re operation of facilities Major 
environ concerns identified during 1970* i< appropriate 
mitigating actions to alleviate concerns adequately 
reflected More data re aquatic impact should be referenced 
KENNEY, D Illinois, State of 84/03/06 Division of Licensing 
4pp. 22613337 24X Fiche 30-436,04/03/08,8403130474 


£3403140001 Forwards comments on DE9 (NUREQ-1026) Comments submitted for 
c one i deration by Commission per 10CFR31, 

MCDONOUGH, C L Commonwealth Edison Co 84/03/12 Division of 
Licensing 13pp 22633:231. S4X Fie he. 30-436, 84/03/ 1 2, 8403140001 


0403200104 Discusses review of DES. Facility will employ two PWFs 
to produce up to 6SS0 MWt No major objections to proposed 
operation FES should provide add) raduaite treatment sy* 
info. 

REED, L. 0 Environmental Protection Agency 84/03/12. 
VOUNOBLOOD, B J Licensing Branch 1 3pp. 22693:337 24X 

Fiche 30-436,04/03/12,8403200104 


NRC Safety Evaluation Report (BER ) , suppls It correspondence 


0403080179 Fourth partial response to FOIA request Pot six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 3) Review of 
4ddl documents subj to request continuing, 

FELTDN, J. M, Division of Rules and Records 04/02/13 ANDERSON. 8 I 
Garvey, Schubert, Adams it Barer 7pp 22303 226 24X 

flche: 50-000, 84/02/13, 8403080179 


"" S005130793 Provides status of BER inputs 6 acceptance reviews for 0L it 

CP applications Schedule should be met 

BURKE, W. C, Effluent Treatment Systems Branch 80/02/06 
KREGER, W E Assistant Director for Sit* Analysis. Ip 22383:233 
24X Flche 30-000,84/02/13,8403080179 


O 3010120 Forwards addl info to 831230 submittal re NURE0-0737, Item 
* 1 1. D, 1 1, "Primary Coolant Outside Containment *' Rev 
identifies portions of sys not to be teitsd 6 responds to 
HftC comments Info should dose BER Confirmatory Issue 2 B 
T*AMM,T.R Commonwealth Edison Co 84/02/22 DENTON, H R Offics 
°f Nuclear Reector Regulation, Director 8pp. 22432 002 24X 

fiche: 30-000,84/02/22, 8403010120 


^■*03010286 Provides addl info re effects of local Intense precipitation 
t facilities Info resolve* Confirmatory Issue A. 2 
Identified in BER. Reinforced concrete curbs provided at 
*>t#rior grade floor level doors, 

t *AMM,T. R. Commonwealth Edison Co 84/02/22 DENTON, H R, Office 
® f Nuclear Reactor Regulation, Director 2pp 22434 237. 24X 

R i c he : 30-000, 84/02/22, 04030 1 0286 


8403260132 Submits addl info re design of hydrogen recomblners per 
Section 625 of SER Hydrogen recomblners operate in 
parallel, utilising same suction 6 eshaust piping for each 
containment Diagram end 

TRAMM.T R Commonwealth Edison Co 84/02/22 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 2275S 147 24X 

F i c h o 50- 000, B4 /02 /22. 0403260 1 32 


F Security, medical, emergency L fire protection plans 


8403020178 Advises that NRC will not review emergency plans to delete 
privacy ot proprietary info unless specifically requested by 
licensee, per 810707 Generic Ltr 61-27 W/e t eque St, ent ir e 
plan will be placed in PDR 

YOUNGBLOOD, B J Licensing Branch 1 84/02/21 FARRAR. D L 

Commonwealth Edison Co 2pp 22494 360 24X Fiche 50-000, 84/02/21 , 

8403020198 


840312000B Advises of 040323 regional workshop in Rosemont, IL ui/all 
Region III licensee* to dlxuii fire protection safe 
shutdown requirement* of 10CFR50,App ft Agenda end 
9PESSARD, R L Division of Emergency Preparedness & Operational 
Support 84/03/06 REED, C Commonwealth Edison Co 3pp 
22386 260 24X Fiche SO-456, 84/03/06. 84031 2000B 


8403260346 Rev 1 to Emergency Plan Implementing Procedure BZP 300-3, 
"Post-Accident Stack Sampling of Ulde-Range Qas Monitor 
(HROM) ” 

* Commonwealth Edison Co 04/03/13 5pp 22751 033 24X 

Fieho 30-000,04/03/15.8403260346 


Q Adjudicatory correspondence 


8403140040 Comments of JF Doherty on DES (NUREG-1026) Statement must 
clarify If, In analysis of environ impacts of postulated 
acciden t s, any credit given For applicant compliance u/any 
TMI-related requirements Related correspondence 
DOHERTY, J F Affiliation Not Assigned 84/03/07 STEVENS, J A 
Division of Licensing 2pp 22633 120 24X Fiche 50-436, B4/03/07, 

8403140040 


8403160011 Forwards C Reed 84022B ltr re schedule for fuel loading 
dates 6 notice of appearance W/o notice of appearance 
Related correspondence 

GALLO, J Isham, Lincoln 6 Deale GALLO, J Commonwealth Edison Co 
84/03/13 MILLER, M E , CALL I HAN, A D , COLE. R F Atomic Safety and 
Licensing Board Panel 3pp 22635 168 24X Flche 50-436, B4/03/1 3, 

84031600 11 


8403160023 Notice of appearance in proceeding Certificate of Svc end 
OALLO, J Commonwealth Edison Co GALLO, J Ilham, Lincoln tt Beale 
04/03/13 2pp 22633 333 24X FI c h e 30-436, 84/03/13 , 8403160023 


840326036J Notice of appearance in proceeding. Cert 1 flea t a of Svc enc 1 
BLOOM, J G Commonwealth Edison Co BLOOM, J 0 Isham, Lincoln 6 
Beale DSD 086 B4/03/22 3pp 22760 074 24 X 

Flche 30-456,64/03/22.8403260361 


O Inspection reports. IE Bulletins 6 correspondence 


8403030043 Forwards Rev 0 to "Corporate Regulatory Performance 
Improvement Plan " Plan designed to heighten employee 
awareness t, strengthen corporate ability to Improve 
regulatory performance 

THOMAS, B Commonwealth Edison Co 84/02/24 KEPPLER, J G Rsglon 
3, Office of Director 3pp 22490 139 24X Fiche 50-000,04/02/24, 

8403030043 


--8403030046 Rev 0 to "Corporate Regulatory Performance Improvement 
Plan " 

» Commonwealth Edison Co 84/02/29 22pp 22470 1 42 24X 

Flche: 80-000. 84/02/24. 8403050043 


8401170072 IE Info Notice 84-13, "Potential Deficiency In, Motor 
Operated Valve Control Circuit* t, Annunciation," Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York, Inc llSpp 22909 239 24X Fiche 30-000. 84/02/2B, 8401 190072 


8403060245 Forwards revised info re preservice exam t< testing of 
snubbers at facilities End testing program supercedes 
program provided in 820317 ltr & accepted in SSER 12 
TRAMM.T fi Commonwealth Edison Co 04/O2/2B DENTON. H R Office 
of Nuclear Reactor Regulation, Director lp. 22916 013 24X 

Flche- 30-000.84/02/28, 0403060245 


— B4030 60267 Rev l to "Preservice Testing (Preservice ln*p) Program Plan 
for Snubbers " 

* Commonwealth Edison Co 83/10/21, 47pp 22516 014 24X 

Flche 50-000,04/02/28.8403060245 
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B402090007 IE Info Notice 34-14, "Highlights of Recent Transport 
Regulatory Revs by DOT 6 NRC " Sve list end 

GRACE, J N Division of GA, Safeguards i, Inspection Programs (Post 
830103) B4/03/02 Consolidated Edison Co of Now York, Inc 

130pp 22552 329 24X Flche 50-000,04/03/02,3402090007 


0402090000 IE Info Notice 04-16. "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness *< Engineering 
Response (Post 630103) 64/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 090 24X Fiche 50-000.84/03/02.6402090000 


B402090009 IE Info Notice 04-15, "Reporting of Radiological Releases ” 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc 1 19pp 22S53 217 24X Fiche 50-000,04/03/02.0402090009 


8402090011 IE Info Notice 04-17, "Problems W/Liquid Nitrogen Cooling 
Components Oelow Nil Ductility Temp “ Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/03/05 Consolidated Edison Co of New 

York, Inc l!7pp 22553 336 24X Fiche 50-000.84/03/05,0402090011 


0402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc llSpp 22633 049 B4X Fiche 50-000,04/03/07,0402090024 


8402090020 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys 11 Svc list end 

JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post 630103) B4/03/07 Consolidated Edison Co of New 

York, Inc U8pp 225S4 186 24X Fiche 50-000, B4/03/07, B4O2O9OO20 


8402090031 IE Bulletin 84-02. "Failures of GE Type HFA Relays In Use in 
Class IE Safety Sys M Svc list end 

DEYOUNG, R C Director's Dffice, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22823 Q94 24X Fiche 50-000, B4/03/12, 8402090031 


8403300026 Forwards IE Insp Repts 50-456/04-03 6 50-437/04-03 on 
040228-0302 No noncomp 1 iance noted 

PAPERIELLO. C J Region 3. Office of Director 04/03/16 REED, C 
Commonwealth Edison Co 2pp 22819 297 24X Fiche 30-436,04/03/16, 

0403300026 


— 0403300033 IE Insp Repts 30-436/84-03 i, 50-457/04-03 on B4022S-0302 No 
violations or deviations identified Major areas inspected 
mgt con trot s, QA, chemistry program t, procedures, actions taken 
re previous items of noncomp 1 i cance & open items 

CESTMANN, II J , ELAN INSKI, Id J , SCHUMACHER, M C Region 3, Office of 
Director 04/03/13 app 22319 299 24X Fiche 50-456,84/03/16, 

0403300026 


B4032300B8 Ack receipt of regulatory performance improvement plan 
Periodic meetings requested to discuss progress on pragrem 
fc provide feedback 

KEPPLER i J 0 Region 3, Office of Director 04/03/20 THOMAS, B 
Commonwealth Edison Ce lp 22730 161 24X Fiche 30-000,64/03/20, 

8403230 OSB 


— 0403230107 Forwards corporate regulatory performance Improvement plan 
THOMAS, B Commonweal th Edison Co 64/02/24 KEPPLER, J 0 Region 
3, Office of Director 3pp 22730 162 24X Fiche 30-000. 

04/03/20, 8403230068 


— S403230126 Rev 0 to "Corporate Regulatory Performance Improvement Plan 
For Dresden, duad Cities, 2ion tt LaSalle Operating Nuclear 
Stations h Byron 6 Braldwood Project Operating 
Organ! rations " 

* Commonwealth Edison Co 64/02/29 B2pp 22730 165. 24X 

Fiche 50-000,84/03/20,8403230088 


0403260196 Forwards responses to IE Bulletin B3-07, "Apparently 
Fraudulent Products Sold by Ray Miller, Inc " Quad Cities 
supplied w/piping matls from Ray Miller, Inc during const 
Evaluation end Concerns of IE Bulletin 03-06 satisfied 
BARNES, P L Commonwealth Edison Co 64/03/20 KEPPLER, J 0 Region 
3, Office of Director I9pp 22736 183 24X Fiche 30-000,84/03/20, 

8403260196 


8402090043 IE Info Notice 64-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities " Svc list end, 

JORDAN, E L Division of Emergency Preparedness & Engineering 

830103) 84/03/21 Consolidated Edison Co of New 

3pp 22823 229 24X Fiche 30-000,04/03/21,8402090043 


8402090044 IE Info Notice 04-20, "Bvc Life of Relaye in 8af e ty-Re la ted 
Sys “ Svc 1 1st one 1 

JORDAN, E L Division of Emergency Preparedness t Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Fiche 30-000,84/03/21,8402090044 


8403270246 Forwards SALP Repts 50-434/03-22,30-433/83-18,30-436/83-06 S, 
30-437/03-06 for 1982 Increased emphasis required in areas 
of HVAC 6 electrical sys 

KEPPLER, J 0 Region 3, Office of Director 84/03/22 REED, C 
Commonwealth Edison Co 7pp 22770 133 24X Fiche 30-000,84/03/25, 

0403270246 


—0403270260 SALP Repts 30-436/03-06 fc 30-437/93-06 for 1982 Category 2 
assigned in areas of piping sys & supports t, electrical 
power supply & distribution 

» Region 3, Office of Director 04/03/22 23pp 22770 203 24X 

Fiche 30-000.04/03/22,8403270246 


--B403270263 Forwards summary of significant findings for SALP rapt which 
will be discussed at 830613 meeting 

HIND, J A Region 3, Office of Director 83/06/00 REED, C 
Commonwealth Edison Co 3pp 22770 220 24X 

Ficha 30-000,04/03/22,0403270246 


R Periodic operating reports t, related correspondence 


B403220120 Annual whole body external exposures for 1983 U/840316 1 fcr 
RYBAK, B Commonwealth Edison Co 83/12/31 7pp 22716 007 24X 

Fiche 30-000,83/12/31,0403220120 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1984 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCKB, U J Office of the Executive Director for Operations 
04/02/21 PALLADINO Commissioners 9pp 22492 083, 24X 

Fiche 30-000,04/02/21,8403020443 


S Reportable occurrences, LERs (< related correspondence 


0403120013 Interim Deficiency Rept B4-01 re need to Improve LK Comstock 
documentation filing sys Initially reported on 040131 LK 
Comstock provided three level review to prevent Incomplete 
or unacceptable filing Final rept by 840301 

SNARTZ.E D Commonwealth Edison Co 04/03/02 KEPPLER, J 0 Region 
3, Office of Director 3pp 22808 031 24X Fiche 30-436,84/03/02, 

0403120013 


8403140122 Part Si rept re status update concerning abnormal wear on 
linear converters Test program underway Results of 
investigation Indicate excessive wear caused by hunting of 
control circuitry 

DODBON, J P Pacific Air Product* Co 04/03/09 Director's 
Office, Office of Inspection and Enforcement 7pp 22624,068 . 24X 

Fiche 50-000,84/03/09,8403140122 


8403190193 Final Deficiency Rept 84-02 re Incorrectly wired 
distribution panel IDCOSE Initially reported on 840207. 

Internal wiring revised to meet approved design drawing* 

Revs to be completed by June 1984 

SWARTZ, E D Commonwealth Edison Co 04/03/12 KEPPLER, J, 0. Region 
3, Office of Director 2pp 22674 203 24X Fiche’ 30-436, 04/03/12, 

0403190193 


T Hearing transcripts on non-anti trust matters 


0403130222 Transcript of ACRS Subcommittee on Braldwood Station 840300 
meeting in Joliet, 1L Pp 1-163 Viewgraphs end 
* ACRS - Advisory Committee on Reactor Safeguards 04/03/09. 

1 93pp 22603 193 24X Fiche 30-436,84/03/08,8403130222. 


8403140008 Transcript of ACRS Subcommittee on Draiduood Station B40309 
meeting in Joliet, IL Fp 164-293 Supporting documentation 
end 

• ACRS - Adviiory Committee on Reactor Safeguards 04/03/09. 

379pp 22631 033 24X Fiche 30-436,84/03/09,8403140000. 
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A Application/construction stage documents L correspondence 


6403010106 Forwards addl info re design of Category i masonry walls, 
Rept identifies all cracks fc explains why cracks do not 
compromise structural integrity of walls 

TRAMM, T R Commonwealth Edison Co 84/02/22 DENTON, H R 
of Nuclear Reactor Regulation, Director I6pp. 22436*041 
Fiche 30-000,84/02/22,0403010106 


Office 

24X 
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0403060243 Forward* revised info re prBservice exam !< testing of 
snubber* at facilities Enel testing program supercede* 
program provided in 820319 ltr & accepted in SEER 12 
TRAMM, T R Commonwealth Edison Co 04/02/20 DENTON, H R Office 
of Nuclear Reactor Regulation, Director Ip 2231& 013 24X 

Fiche 80 - 000 , 84/02/28, 8403060249 


- — 8403040267 Rev 1 to "Preservlce Testing (Presorvlce Insp) Program Plan 
for Snubbers " 

« Commonwealth Edison Co 83/10/21 47pp 22316 014 24X 

Fiche 30-000,04/02/20,8403060243 


J403060394 Advises of changes to schedules for Initial fuel loading 
of facilities Request* NRC resources be allocated to support 
fuel load after resolution of pending license appeal 

REED, C Commonwealth Edison Co 04/02/28 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 22310 130 24X 

Fiche. 30-000, 04/02/28, 0403060394 


1403080119 Forwards supplemental response to Osnerlc Ltr 93-20, 
"Required Actions Based on Generic Implications of Salem 
ATW8 Event* " 

BARNES, P L Commonwealth Edison Co 04/02/2? DENTON, H R Office 
of Nuclear Reactor Regulation, Director 26pp 22400 084 24X 

Fiche. 80-000, 84/02/29,0403030119 


403260182 Clarifies NUREO-0737, Item 11 K 3 31, in response to Generic 
Ltr 03-35 Westtnghouse Owners Group authorlxed program to 
demonstrate conservatism of WFLA6H small break LOCA 
analyses, per Item II K 3 30 

BARNES, P L Commonwealth Edison Co. 04/03/21 ETSENHUT, D 0 
DC Vision of Licensing lp 22736 170 24X Fiche 50 - 000, 04/03/21. 

B 403260 I 02 


NRC Draft/Final Environmental Statements, suppls & correspondence 


403130037 Ac k receipt of DES Meeting tenatively scheduled far 040222 
for consideration by Governmental Svcs Committee 
a* Illinois, State of 04/02/02 8TEYENS, J A Division of 
Licensing ipp 22613 362 24X Fiche 50-436,94/02/02,0403130037 


403060313 Provide* comments on DES (NUREG-1026) Justification for not 
providing design analysis of seismic event requested 
ETCH180N, D Illinois, State of. Dept Nuc Safety (formerly Dept 
Public Health! 84/02/22, Division of Licensing. 3pp. 

32318 330 24X Fiche 50-456, 84/02/22, 8403060313 


103090227 Lists concerns on proposed water supply sy* discussed in 
Dec 1983 DES (NUREG-1026) , inc lud i ng degradation of water 
■quality from cooling water discharge to Kankakee River 
Q ALLAQHER, J R Hill County, IL 84/03/02 Division of Licensing 
ip. 22361 ' 031 24X Fiche 30-4 3 6, 84/03 /02, 84 0308 0227 


03130037 Comment* on DEB (NUREG-1026) for facility DE9 doe* 
not completely describe fuel cycle impact (< should contain 
statement re range of nonfatal cancer Injuries Ik birth 
defsets Induced by fuel cycle Rn-222 

DOHERTY. J. F. Doherty, J F 04/03/07 STEVENS, J A Division of 
*_ 1 censing, 2pp 22601 117 24X Fiche: 50-496, 04/03/07, 0403130037 


03130474 Forwards comments on DES re operation of facilities Major 
vrtvlron concerns identified during 1970s it appropriate 
'nitigatlng actions to alleviate concerns adequately 
r* mf iectfd. More data re aquatic impact should be referenced 
PENNEY, D Illinois, Btate of 04/03/08 Division of Licensing 
4pp. 22613:337. 24X Fiche 30-436,84/03/00,8403130474. 


1)3140001 Forwards comments on DES (NUREG-1026) Comments submitted for 
: onslderation by Commission per 10CFR51 

f CDONtHJBH, C L. Commonwealth Edison Co 04/03/12 Division of 
-lcsnsing. 13pp, 22633:231 24X Fiche 30-436, 84/03/1 2, 0403140001 


13200104 Discusses review of DEB. Facility will employ two PWR* 
' o produce up to 6830 MUt No major objections to proposed 
iteration FES should provide add] redwesta treatment sys 
n ft. 

E£D, L. 0, Environmental Protection Agency 04/03/12 
'OUNOBLOOD, B J Licensing Branch 1. 3pp 22683 397 24X 

l che. 30-436, 84/03/12, 8403200104 


NfiC Safety Evaluation Report (SERI, suppls &, correspondence 


GO0O179 Fourth partial response to FOIA request for six categories 
F document* re facilities Forward* App A document* App B 
Qcusent entirely withheld (ref FOIA Exemption 9) Review of 
4 91 document* subj to request continuing 

feLTON, J K Division of Rules and Record* 04/02/13 ANDERSON, S I 
0«rvey, Schubert, Adam* & Barer 7pp 22303 226. 24X 

tchi: 30-000, 84/02/13,8403080179 


- -8003 130793 Provides status of SER inputs Z acceptance review* for OL m 
CP applications Schedule should be met 

BURKE, U C Effluent Treatment Systems Branch 80/02/06 
KREGEH, U E Assistant Director for Site Analysis Ip 22883 235 
24X Fiche 30-000. 04/02/13,0403080179 


0403010120 Forwards addl info to B31230 submittal re NUREG-0737, I tem 
III D 1 1, "Primary Coolant Outside Containment " Rev 
identifies portion* of sys not to be tested & responds to 
NRC comments Info should close SER Confirmatory Issue 20 
TRAMM, T R Commonwealth Edison Co 84/02/22 DENTON, H R Office 
of Nuclear Reactor Regulation, Director Bpp 22432 002 24X 

Fiche 30-000.84/02/22.0403010120 


0403010286 Provides addl info re effects of local Intense precipitation 
at facilities Info resolves Confirmatory Issue A 2 
identified in SER Reinforced concrete curbs provided at 
anterior grade flour level door* 

TRAMM, T R Commonwealth Edison Co 84/02/22 DENTON, H R Qfftcs 
of Nuclear Reactor Regulation, Director 2pp 22434 297 24X 

Fiche 30-000,84/02/22.8403010206 


8403260132 Submits addl info re design of hydrogen recombiners peT 
Section 6 2 3 of SER Hydrogen recombinBrs operate in 
paral le 1, ut i li i ing same suction S, exhaust piping for each 
containment Diagram enc 1 

TRAMM, T R Commonwealth Edison Co 84/02/22 DENTON, H R Office 
of Nuclear Reactor Regulation, Director Spp 22788 147 24X 

Fiche 30-000,84/02/22,0403260132 


F Security, medical, emergency t fire protection plans 


0403020198 Advises that NRC will not review emergency plans to delete 
privacy or proprietary info unless specifically requested by 
licensee, per 810709 Generic Ltr 01-27 H/o request, entire 
plan will be placed in PDR 

YOUNGBLOOD, B J Licensing Branch 1 84/02/21 FARRAR, E L 

Commonwealth Edison Co 2pp 22494 360 24X Fiche 30-000,04/02/21, 

0403020190 


04O312OOOB Advises -of 040323 regional workshop in Ro*emont, IL w/all 
Region lit licensees to discuss fire protection tafe 
shutdown requirements of 10CFR50,App R Agenda end 
SPES8ARD.R L Division of Emergency Preparedness it Operational 
Support 84/03/06 REED.C Commonwealth Edison Co Spp 
22586 260 24X Fiche 50-496,84/03/06,0403120008 


0403260346 Rev 1 to Emergency Flan Implementing Procedure OZP 3B0-3, 
"Post-Accident Stack Sampling of Wide-Range Gas Monitor 
(URGM) " 

* Commonwealth Edison Co 04/03/15 5pp 22781 035 24X 

Fiche' 30-000, 84/03/15.8403860346 


G Adjudicatory correspondence 


8403140040 Comment* of JF Doherty on DES (NUREG-1026) Statement must 
clarify if, in analysis of environ impacts of postulated 
accidents, any credit given for applicant compliance w/any 
TMI-related requirements Related correspondence 
DOHERTY, J F Af f i 1 la t i on No t Ass igned 84/03/07 STEVEN8, J A 

Division oF Licensing Spp 22633 120 24X Fiche 90-496,04/03/07, 

8403140040 


B403160011 Forwards C Reed 040228 ltr re schedule for fuel loading 
dates 6 notice of appearance W/o notice of appearance 
Related correspondence 

OALLO, J tsham, Lincoln $< Beale GALLO, J Commonwealth Edison Co 
04/03/13 MILLER, M £ , CALL THAN, A D , COLE.R F Atomic Safety and 
Licensing Board Panel 3pp 22653 168 24X Fiche 90-456,84/03/13. 

040316001 1 


8403160023 Notice of appearance in proceeding Certificate of 8vc end 
QALLO, J Commonweal th Edison Co GALLO, J Isham, Lincoln b Baal* 
04/03/13 2pp 22633 383 24X Fiche 30-456,04/03/13,0403160023 


B 4 03260361 Notice of appearance in proceeding. Car ti flea t* of Svc end 
BLOOM, J 0 Commonwealth Edison Co BLOOM, J 0 Isham, Lincoln Z 
Beale OSD 086 84/03/22 Spp 22760' 074 24X 

Fiche 30-4 96.04/03/22,0403260361 


Q Inspection reports, IE Bulletins it correspondence 


8403030043 Forward* Rev 0 to "Corporate Regulatory Performance 
Improvement Plan " Plan designed to heighten employee 
awareness & strengthen corporate ability to improve 
r egulatory performance 

THOMAS, B Commonwealth Edison Co 84/02/24 KEPPLER, J. O Region 
3, Office Df Director 3pp 22490 139 24X Fiche 50-000,84/02/24, 

0403050043 
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DOCKETED ITEMS 


- -84030 3004 6 Rev 0 to "Corporate Regulatory Performance Improvement 
Plan " 

* Commonwea 1 th Ed i eon Co 84/03/29 23pp 22490 1 42 24X 

FUhe 50-000, 84/02/24, B403 030043 


B40119Q072 IE Info Notice B4-I3. "Potential Deficiency in Motor 
Operated Valve Control Circuits V Annunciation “ Svc Hit 
enc l 

JORDAN.E L Division of Emergency Preparedness l« Engineering 
Response {Post 830103) 84/02/28 Consolidated Edison Co of New 

York. Inc llSpp 22909 239 24X Fiche 30-000,04/02/28,0401190072 


8403060243 Forward* revised info re preservice exam 6 testing of 
snubbeT* at facilities Enc i testing program supercedes 
program provided in 820319 1 tr J, accepted in SSER 12 
TRAMM, T R C ommonuea 1 1 h Edison Co 84/02/20 DENTON, H H Office 
of Nuclear Reactor Regulation, Director Ip 22316 013 24X 

Fiche 30-000, 84/02/28, 8403060245 


— 8403060267 Rev 1 to "Preservice Testing (Preservice Insp) Program Plan 
for Snubbers " 

*• CommonwBal th Edison Co 83/10/21 47pp 22316 014 24X 

Fiche 30-000,84/02/28,8403060245 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DDT U NRC " Svc list encl 

GRACE, J N Division of QA, Safeguards 6 Inspection Program* (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22532 329 24X Fiche 50-000,84/03/02,8402090007 


8402090008 (E Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post B301031 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 090 24X Fiche 50-000, B4/03/02, 8402090008 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Svc list enc 1 

JORDAN.E t. Division of Emergency Preparedness & Engineering 
Response (Post 0301031 84/03/02 Consolidated Edison Co of New 

York, Inc U?pp 22333 217 24X Fiche 30-000,84/03/02,0402090009 


B4020900I 1 IE Info Notice 84-17. "Problems W/Liquid Nitrogen Cooling 
Component* Below Nil Ductility Temp " Svc list encl 
JORDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 830103> 84/03/03 Consolidated Edison Co of New 

York, Inc 117pp 22353 336 24X Fiche 50-000, B4/03/03, 840209001 1 


0402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list encl 
JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 B4/03/07 Consolidated Edison Co of New 

York, Inc 1 1 Bpp 22635 049 24X Fiche 50-000, 84/03/07, B402090024 


B4Q2090Q2B IE Info Notice B4-1S, "Stress Corrosion Cracking in PWR 
Sys " Svc list encl 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post B3D1D3) 84/03/07 Consolidated Edison Co of New 

YoTk, Int llSpp 22564 186 24X Fiche 50-000, 84/03/07. B40209002R 


8402090031 IE Bulletin B4-02, "Failures of GE Type UFA Relays in Use in 
Class IE Safety Sys " Svc list encl 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

I34pp 22B23 094 24X Fiche 50-000,04/03/12,8402090031 


8403300026 Forwards IE Insp Repts 50-456/84-03 & 50-457/04-03 on 
040228-030*2 No none amp 1 i enc e noted 

PAPERTELLO, C J Regio*n 3, Office of Director 84/03/16 REED, C 
Commonwealth Edison Co 2pp 22819 297 24X Fiche 50-456,84/03/16, 

8403300026 


-B4Q3300033 IE Insp Repts 50-456/84-03 «, 50-457/84-03 on 840228-0302 No 
violations or deviations identified Major areas inspected 
mgt controls, QA, chemi stry program t procedures, ac tions taken 
re previous items of noncomp licance & open items 

QESTMANN.M J . SLAWIN5K1.W J , SCHUMACHER. M C Region 3, Office of 
Director B4/03/I3 0pp 22819 299 24X Fiche 30-456,84/03/16, 

8403300026 


8403230088 Ark receipt of regulatory performance improvement plan 
Periodic meetings requested to discuss progress on program 
h p r ov ide feedback 

KEPPLER, J G Region 3, Office of Director 84/03/20 THOMAS, D 
Commonwealth Edison Co ip 22730 161 24X Fiche 50-000, B4/03/20, 

8403230089 


— B403230 1 26 Rev 0 to "Corporate Regulatory Performance Improvement Plan 
For Dresden, Quad Cities, Zion & LaSalle Operating Nuclear 
Stations 6 Byron S, Dralduood Project Operating 
Organ! lat ions " 

» Commonwealth Edison Co 84/02/29 22pp 22730 163 24X 

Fiche 50-000-84/03/20,8403230088 


8403260196 Forwards responses to IE Bulletin 83-07, "Apparently 
Fraudulent Products Sold by Ray Miller, Inc " Quad Cities 
supplied ui/piping matls from Ray Miller, Inc during const 
Evaluation encl Concerns of IE Bulletin 83-06 satisfied 
BARNES, P L Commonwealth Edison Co 84/03/20 KEPPLER, J O Region 
3, Office of Director 19pp 22736 185 24X Fiche 30-000,84/03/20, 

0403260196 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries into PHR Reactor Cavities " Svc list encl 
JORDAN.E L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 50-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in 8af»ty-Relat»d 
Sys " Svc list encl 

JDRDAN, E L Division of Emergency Preparedness St Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc I35pp 22933 001 24X Fiche 30-000,84/03/21,8402090044 


8403270246 Forwards SALP Repts 30-434/83-22,50-433/83-10,30-436/03-06 S< 
50-437/83-06 far 1982 Increased emphasis required in areas 
of HVAC St electrical sys 

KEPPLER, J 0 Region 3, Office of Director 84/03/22 REED. C 
Commonwealth Edison Co 7pp 22770 133 24X Fiche 30-000,84/03/22, 

0403270246 


—8403270260 SALP Repts 30-436/83-06 St 30-437/83-06 for 1982 Category 2 
assigned In areas of piping sys St supports St electrical 
power supply St distribution 

a Region 3, Office of Director 84/03/22 SSpp 22770 203 24X 

Fiche 30-000,84/03/22,8403270246 


— 8403270263 Forwards summary of significant findings for BALP repte which 
will be discussed at 830613 meeting 

HIND, J A Region 3, Office of Director 83/06/08 REED, C 
Commonwealth Edison Co 3pp 22770 228 24X 

Fiche 30-000,84/03/22,8403270246 


R Periodic operating reports St related correspondence 


8403220120 Annual whole body external exposures for 1983 W/04Q316 l tr 
RYBAK, B Commonwealth Edison Co 83/12/31, 7pp 22716 007 24X 

Fiche 50-000, B3/12/3I, 8403220120 


8 Reportable occurrences. LERs t, related correspondence 


8403120013 Interim Deficiency Rept 84-01 re need to Improve LK Comstock 
documentation filing sys Initially reported on 840131 LK 
Comitock provided three level review to prevent incomplete 
or unacceptable filing Final rept by 840301 

SWARTZ. E D Commonwealth Edison Co 84/03/02 KEPPLER, J 0 Region 
3, Office of Director 3pp 22588 031 24X Fiche 30-436,84/03/02, 

B403120013 


8403190193 Final Deficiency Rept 04-02 re Incorrectly wired 
distribution panel IDC03E Initially reported on 840207, 

Internal wiring revised to meet approved design drawings 
Revs to be completed by June 1984 

SWARTZ, E D Commonwealth Edison Co 84/03/12 KEPPLER, J. 0 Region 
3, Office of Director 2pp 22674 203 24X Fiche 30-436,84/03/12, 

8403190193 


T Hearing transcripts on non-anti trust matters 


8403130222 Transcript of ACR8 Subcommittee on Braldwood Station 840308 
meeting in Joliet, IL Pp 1-163 Vleugraphs encl 
* ACR8 - Advisory Committee on Reactor Safeguards 84/03/08 
1 B3pp 22603 193 24X Fiche 30-436.84/03/08,8403130222 


0403140008 Transcript of ACRS Subcommittee on Qraidwood Station B40309 
meeting in Joliet, IL Pp 164-283 Supporting documentation 
enc 1 

* ACRE - Advisory Committee on Reactor Safeguards 84/03/09 
379pp 22631 033 24X Fiche 30-436,84/03/09,8403140008 


— S403230107 Forwards corporate regulatory performance Improvement plan 
THOMAS, B Commonwealth Edison Cd B4/02/24 KEPPLER, J 0 Region 
3, Office of Director 3pp 22730 162 24X Fiche 30-000, 

84/03/20, 840 3230 OS B 



DOCKETED ITEMS 


DOCKET 00-450 RIVER BEND STATION, UNIT 1 


A App 1 ic at ion/cons tructl on stage documents & correspondence 


8403070061 Forward* responses to Containment By s Branch Questions 480 7 
b 400 16 re PRV & major components b suppression pool bypass 
leakage b FBAR revs to be Included tn next amend 
BOOKER. J E Gulf States Utilities Co 84/02/17 DENTDN, H R 
Office o,f Nuclear Reactor Regulation, Director 16pp 22541 310 
24X Fiche: SO— 458, B4/OH/17, 84 03070061 


04O3QBO37B Forwards responses to NRC 040106 questions re FSAR revs, 
including Info re training staff qua 1 1 f icatl ons. QA staff 
qual 1 fie atl one, fire protection training & conformance to 
Reg Guide B 13 Proposed revs to FSAR also encl 
BOOKER, J E Gulf States Utilities Co 04/02/17 DENTON, H H 
Office of Nuclear Reactor Regulation, Director 42pp 22356200 
24X Fiche 30-458,04/02/17,3403080370 


8403070330 Forward* request foT addl info re spent FubI rack welding 
detail* b structural design, based on review of application 
for OL 

SCHWENCER, A. Licensing Branch 2 84/02/23 CAHILL, W J , 

BOOKER, J E Gulf States Utilities Co Spp 22364 127 24X 

Fiche 30-438,04/02/23,8403070330 


8403010321 Notifies that structures adjacent to Unit 2 excavation area 
under analysis for effects of excavation ponding per revised 
design basis flood analysis Ponding will not produce 
significant addl structural loads 

BOOKER i J. E Gulf States Utilities Co 04/02/27 DENTON, H R. 

Office of Nuclear Reactor Regulation, Director ip 22432.(01 24X 

Fiche. 30-430, 04/02/27, 8403010321 


8403070092 Forward* clarifications to Procedures b Sys Review Branch 
questions. Changes to FSAR will be incorporated in next 
amend 

BOOKER, J E Gulf States Utilities Co 84/02/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2ipp 22941 102 
24X Fiche: 30-4 38, B4/02/27, 0403070032 


8403020294 Provides info re status of generic b plant-specific work 
concerning containment issues raised by Humphreys, par util 
0300 1 S commitment Status rept will be provided by 840731 
BDQKER, J E Oulf States Utilities Co, 84/02/28 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 22440.068 24X 

Fiche- 30-490, 84/02/2B, 8403020294 


8403030078 Forwards "Historical b Archaeological Investigation of Ruins 
of Nineteenth Century Sugar Mill (16WF-36) in West 
Feliciana Parish, LA " Determination re Natl Register 
eligibility requested 

BOOKER, V E Gulf States Utilities Co 84/03/01 DEOL IEUX, R. B 
Louisiana, State of lp 224B3 132 24X Fiche 30-438.04/03/01, 

B4O3OSOO70 


— 8403030081 "Historical b Archaeological Investigation of Ruins of 
Nineteenth Century Sugar Mill (16WF-36) in West Feliciana 
Par i sh, LA " 

SHUKAN, M K Affiliation Not Assigned ORBER, C E Louisiana State 
Univ 04/02/10 36pp 22483 1S3 24X Fiche 30-438.04/03/01. 

04O3O3OO7B 


B403D70010 Forwards calculated methodology for source terms b source 
distribution pathway* based on design basis LOCA for 
equipment qua 1 if ica tion radiation environs 

BOOKER, J. E Oulf States Utilities Co B4/03/01 DENTON, H R 
□ffice of Nuclear Reactor Regulation, Director Spp 22347 332 
24X Fiche 30-438,84/03/01,0403070010 


8403130190 Forwards response to NRC 001222 request far review of 
control* far handling heavy loads, a* committed to in 830009 
Itr Response to item* in Section 2 1 of 801222 ltr also 
• nc I 

BOOKER, J E. Oulf States Utilities Co 04/03/01 DENTON. H R 
□ffice of Nuclear Reactor Regulation, Director 63pp 22606-063 
24 X Fiche S0-43B, 04/03/01, 0403130190 


8403210069 Forwards responses to Power Sy* Branch request for addl info 
re matl contained In B3I230 b 840210 correspondence, 
including diesel generator operations training b fuel oil 
storage tank Changes will be incorporated in FSAR amend 
BOOKER, J E Gulf States utilities Co. 84/03/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Oireetor 190pp 22702 124 

24X Fiche 90-498,84/03/03,8403210069 


0403260180 Forwards operating shift experience tables,per DF Bchnsll 
r i qua s t 

ODELL, W H. Oulf States Utilities Co, 84/03/06 THOMPSON, H 
Division of Human Factors Safety 9pp 22791 046 24X 

Fiche. 90-430, B4/03/06, 8403260180 


0403300292 Summary of 840219 meeting w/util in Dethesda, MD re Power 
Sys Branch review items Topics discussed re mechanical b 
electrical area* identified Attendee list encl 

WE1NKAM, E J Licensing Branch 2 84/03/06 Licensing Branch 2 

Spp. 22844 321 24X Fiche 30-43B, B4/03/06, 8403300292 


8403200034 Forwards response to Power Sys Branch request for addl 
info re communications sys, lighting sys b circuit 
configuration curves Written changes to FSAR t e x t, i nc 1 u d kng 
table b Figures, also encl 

BOOKER, J E Oulf States Utilities Co 84/03/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 22pp 226B3 143 
24X Fiche 30-498,04/03/07,8403200034 


8403260291 Forwards organ i x a t i on charts re corporate stru c tur e> p lan t 
administrative structure b project mgt structure Changes 
will be supplied in form of FSAR text rev in future 
submittal b FSAR amend 

BOOKER, J E Gulf States Utilities Co 84/03/16 DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 22731 070 
Fiche 30-438,84/03/16,0403260291 


9403220209 Forwards Army Corps of Engineers 831127 1 tT re Old River 
Control project, in response to NRC request. Damag e sustained 
by lour sill structure in 1973 resolved W/four oversije 
brochures Aperture cards are available in FDR 

BOOKER, J E Oulf States Utilities Co 84/03/J9 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 13pp 22718 193 
24X Fiche 30-430,84/03/19,0403220209 


E NRC Safety Evaluation Report (SERI, suppls b correspondence 


8403070062 Forwards supplemental responses to requests for addl Info 
draft SER open items, Identl fled by Mechanical Engineering 
Branch in 831229 ltr Where i nd icated, reap onse * will be 
provided In future amend to FSAR 

BOOKER, J E Oulf States Utilities Co 04/02/21 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 29pp 22948 014 
24X Fiche 30-430,84/02/21,8403070062 


8403130069 Forward* responses to open items in Auxiliary Sys Branch 
draft SER b NRC 810805 b 1231 request* for addl info 
Responses supplement util 831201,30 b 040202 submittals 
BOOKER, J E Oulf States Utilities Co B4/03/06 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 23pp 22613-222 
24X Fiche 30-458, 04/03/06, 8403130069 


8403190017 Forward* response to NRC B40123 position re drywbll/ 
containment purge sys Discussion* held on 840131 w/ 

Containment Sy* Branch clarified bases for position b 
detailed util responses for input to SER 

BOOKER, J E Oulf States Utilities Co 84/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 6pp 22663 334 
24X Fiche 50-438, B4/03/13, 8403190017 


F Security, medical, emergency b fire protection plans 


0403260060 Forwards IE Coordination Meeting Rapt 30-438/B3-I8 on 
031003 No violations or deviations identified 

JOHNSON, E H Region 4, Office of Director 84/01/12 CAHILL, W J 

Gulf States Utilities Co 2pp 22746 360 24X 

Fiche 30-450.84/01/12,8403260060 


— 0403260068 IE Coordination Meeting Rept 50-498/83-18 on 831003 No 
violations or deviations Identified Details withheld (ref 
10CFR2 790). 

KELLY, J A , HALL, R E , GROSSMAN. W A Region 4, Office of Director 
83/12/30 Ip 22746 362 24X Fiche SO-438. 84/01 / 1 2, 8403260060 


8403260217 Forward* IE Insp Rept 50-450/84-03 on 040109-13 No 
violations or deviations noted 

JOHNSON, E H Region 4, Office of Director 84/02/06 CAHILL, W 

Gulf States Utilities Co 2pp 22756 154 24X 

Fiche. 30-450, 84/02/06, 8403260217 


—8403260220 IE ln*p Rept 90-458/84-03 on 840109-13 No violations or 
deviations noted Major area* Inspected physical security 
plan b implementing procedures Detail* withheld 
(ref 10CFR73 21) 

EVAN8, C A , KELLY, J A , CR06SMAN, W A Region 4, Office Of 
Director 84/02/06 lp 22756 136 24X Fiche 50-453,04/02/06, 
0403260217 


8403050145 Notifies that NRC will provide inspectors to observe onsite 
aspects of periodic exercises for emergency preparedness 
Scenario for submission of info listed 

COLLINS, J T Region 4, Office of Director 84/03/09 CAHILL, W J 

Gulf States Utilities Co 2pp S24B7 310 24X 

Fiche 50-450,04/02/09,8403030143 
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DOCKETED ITEMS 


8403000378 Forwards responses to NRC B40106 quests ons re FSAR revs. 
Including info re training staff quell ficatl ons. OA staff 
qual 1 f i cat 1 oris, fire protection training Sc conformance to 
flag Guide B 13 Proposed revs to F5AR also end 
BOOKER, J E Gulf States Utilities Co B4/02/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 42pp 22556 200 
24X Flche 50-458,84/02/17,0403080370 


8403130486 Forwards addl Info re Generic Ltr 02-33, "Suppl 1 to NUREG- 
0737 - Requirements for Emergency Response Capability " 

Info suppls emergency operating procedures generation 
package submitted 020831 

BOOKER, J E Gulf States Utilities Co 84/02/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 22614 009 
24X Flche 30-458,84/02/27,8403130406 


--0403130487 Rev 1 to Procedure ADM-0003, "Development, Control t, Use of 
Procedures “ 

HAMMOND, E Gulf States Utilities Co 04/02/13 38pp 22614 013 
24-X Flche 50-450,84/02/27,0403130486 


8403140196 Notification of 840314 meeting w/util & SbU In Bethesda.KD 
to discuss design of control room u/respect to fire 
protection alternate & safe shutdown 

RE INK AH, E J Licensing Branch 2 84/03/02 5CHWENCER, A Licensing 

Branch 2 3pp 22637 352 24X Flche 50-45B, 04/03/02, 8403140196 


8403130393 Forwards Rev 2 to physical security plan l, eiplanation of 
major changes to facilitate review Rev 6 eiplanation 
withheld (ref 10CFR2 790) 

CAHILL, W J Oulf States Utilities Co 84/03/07 DENTON, H R 
□ffice of Nuclear Reactor Regulation, Director lp 22616 273 24X 

Flche 50-4 58,84/03/07,8403130393 


G Adjudicatory correspondence 


B403140009 Forwards offsite emergency planning Contentions 1-12 

WATKINS, L D Watkins. L B 84/03/09 Atomic Safety and Licensing 
Board Panel Ip 22633 267 24 X Flche 50-458, B4/03/09, B403140009 


--3403140012 Proposed emergency planning Contentions 1-12, id enti fying 
major flaws in emergency plan Certificate of Svc end 
IRVING, S M . WATKINS, L B , P IERCE, J W Joint Intervenors - River 
Bend 04/03/13 Atomic Safety and Licensing 8oard Panel 20pp 

22633 268 24X Flche 50-458,04/03/09,0403140009 


8403290392 Answer opposing Joint Intervenors 840309 contentions re 
offsite emergency planning No contention meets basis 6 
specificity requirements of 10CFR2 714 W/svt list 

WETTERHAHN. M J Gulf States Utilities Co WETTERHAHN, M J Conner It 
Wetterhahn USB 193 84/03/26 Atomic Safety and Licensing Board 

Panel 3Bpp 22B14 342 24X Flche 50-453,84/03/26,0403290392 


6403300025 Order establishing purpose of 640418 prehearing conference 
Served an 840329 

COTTER, B P Atomic Safety and Licensing Board Panel 04/03/20 
3pp 22822 i 02 24X Flche 50-458,84/03/20,8403300025 


M Antitrust correspondence 


8403220271 Requests clarification (</or comments on listed items or 
documents as result of revieu of updated responses to Reg 
Guide 9 3, per antitrust revieu Response requested within 14 
days from ltr date 

RECAN, W H Site Analysis Branch 84/03/12 CAHILL, W J Oulf 
States Utilities Co 3pp 22723 319 24X Flche 50-458.04/03/12, 

8403220271 


0403200161 Ack receipt Of B3091S It 840203 Itrs responding tD NRC 
request for addl info re antitrust review Listed addl Info 
requested within 14 days of ltr receipt 8< prior to setting 
up meeting to resolve issues 

RECAN, WH Site Analysis Branch 84/03/12 SPIECEL.G Spiegel, G 
2pp 22809 292 24X Fiche SO-45B, 04/03/12, 0403200161 


84032BQ032 Forwards response to 040312 request for addl info re 
antitrust revieu t< draft proposed reliability coordination 
agreement Graft agreement prepared by Middle South Utils 
unacce p tab 1 e 

CAHILL, W J Gulf States Utilities Co 04/03/23 REGAN, W H Siting 
Analysis Branch, l,673pp 22770 116 24X Fiche 50-458,04/03/23. 

0403260032 


0403290176 Forwards addl matls requested In NRC B40312 ltr re antitrust 
review Util attempting to lock St Martinviile into renewed 
long-term commitment 

OUTTMAN, D Spiegel S,MeDiarmid 84/03/26 REOAN, W Site Analysis 
Branch 226pp 22002 210 24X Fiche 50-458, B4/03/26, 04032901 76 


Q Inspection reports, IE Bulletins it correspondence 


0403260060 Forwards IE Coordination Meeting fiept 90-458/03-10 on 
831003 No violations or deviations identified 

JOHNSON. E H Region 4, Office of Director 04/01/12 CAHILL, W J 

Oulf States Utilities Co 2pp 22746 360 24X 

Fiche 50-450,04/01/12,0403260060 


— 8403260068 IE Coordination Meeting Rept 50-450/83-18 on 831003 No 
violations or deviations identified Details withheld (ref 
10CFR2 7901 

KELLY, J A , HALL, R E , CROSSMAN, W A Region 4, Office of Director 
83/12/30 lp 22746 362 24X Flche 50-458,84/01/12,8403260060 


0403260217 Forwards IE Insp Rept 50-438/84-03 on 840109-13. No 
violations or deviations noted 

JOHNSON, E H Region 4, Office of Director 84/02/06 CAHILL, W 

Oulf States Utilities Co 2pp 22756 154 24X 

Fiche 50-450,84/02/06.8403260217 


— 8403260220 IE Insp Rept 50-458/84-03 on 040109-13 No violations or 
deviations noted Major areas inspected physical security 
plan !< implementing procedures Details withheld 
(ref 10CFR73 21) 

EVANS, C A . KELLY, J A , CR03SMAN, W A Region 4, Office of 

Director 04/02/06 lp 22756 136 24X Fiche 50-438,84/02/06, 

8403260217 


0403030129 Forwards IE Insp Rept 50-430/83-21 on 831U0-84O1 20, No 
violations or deviations noted 

JOHNSON, E H Region 4, Office of Director. 84/02/14 CAHILL, W d 
Oulf States Utilities Co 2pp 22489 102 24X 

Fiche 50-430.84/02/14,8403050129 


— 9403030134 IE Insp Rept 30-458/83-21 On 831118-840120 No Violations 
or deviations noted Major areas inspected site tour, 1 tcensee 
identified deficiency rept, safety-related piping 6 hanger 
installation 6 electrical cable & raceway installation. 

FARRELL, R E , CR0S8MAN, W A Region 4, Office of Director 

84/02/14 5pp 22409 104 24X Flche 30-430,84/02/14,8403030129 


B403120065 Forwards IE Insp Rept 30-450/03-22 on 031201-040131 S< notice 
of violation 

JOHNSON, E H Region 4, Office of Director B4/02/22 CAHILL, W J. 
Gulf Btates Utilities Co 2pp 22506 292 24X 

Flche 50-458,84/02/22,8403120063 


—0403120067 Notice of violation from Insp on 831201-B40131. 

* Region 4, Office of Director 84/02/22 3pp 22506 294 24X 

Flche 50-450.84/02/22,8403120063 


—8403120072 IE Insp Rept 50-438/83-22 on 831201-840131 Violation 
Identified failure of followup action in audit program !< 
records of activities affecting quality not identifiable or 
retrlevab lc 

CHAMBERLAIN, D , CROSSMAN, W A Region 4, Office of Director 
84/02/21 Spp 22306 297 24X Flche 30-438,84/02/22,8403120063 


0401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits !< Annunciation " Svc lilt 
enc t 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 04/02/28 Consolidated Edison Co of New 

York. Inc 115pp 22909 239 24X Fiche 30-000,84/02/20,8401190072 


8402090007 IE Info Notice 84-14, "Highlights of Recent Trensport 
Regulatory Revs by DOT It NRC " Svc list end 

GRACE, J N Division of QA, Safeguards & Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co, of New York. Inc. 

130pp 22332’ 329 24X Fiche 30-000,04/03/02,8402090007. 


8402090008 IE Info Notice 04-16, “Failure of Automatic Sprinkler Syt 
Valves to Operate " Svc list end 

JORDAN. E L Division of Emergency Preparedness (t Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co. of New 

York, Inc, 122pp 22553 098 24X Fiche, 30-000, 84/03/02, 8402090000 


0402090009 IE Info Notice 84-13. "Reporting of Radiological Releases " 
Svc list end, 

JORDAN, E.L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/03/02 Consolidated Ediion Co. of New 

York, Inc 119pp 22333 217 24X Fiche 30-000,04/03/02,8402090009 


840209001 1 IE Info Notice 84-17, "Problems W/Liquid Nitrogen Cooling 
Component* Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness ti Engineering 
Response (Post 830103) 84/03/03. Consolidated Edison Co. of New 

York, Inc 1 1 7pp 22533 336 24X Fi ell *. 30-000, 04/03/03, 840209001 1 
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8402090024 IE Info Notice B4— 09, Rev L. "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys 11 Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B3Q103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22635 049 24X Fiche 50-000,94/03/07.0402090024 


8402090020 IE Info Notice 84-10! "Stress Corrosion Cracking in PUR 
Sgs " 8vc list end 

JORDAN. E L Division of Emergency Preparedness tc Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of Neu 

Yuri, Inc 1 ISpp 225B4 186 24X Fiche 50-000.84/03/07,9402090028 


8403130438 Act receipt of 840206 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Ropfc 30-458/83-20 
JOHNS DN, E H Region 4, Office of Director 84/03/08 CAHILL, W J 
Oulf States Utilities Co Ip. 82613310 24X Fiche SQ-43B, 

04/03/00. 8403130438 


— 8403130448 Responds to NRC 840105 ltr re violations noted in IE Insp 
Rspt 50-430/83-20 Corrective actions FSAR changed per 
Change Notice F0 3 ?iRev l.to accurately reflect loading 
calculation 

CAHILL. W. J Oulf States Utilities Co 84/02/06 COLLINS. J T 
Region 4, Office of Director 4pp. 22613 319 24X 

Fiche 30-458, 84/03/OB, 8403130430 


8402090031 IE Bulletin 04-02, "Failures of GE Type HFA Relays In Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C. Director's Office, Office of Inspection and 
Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134PP 22823.074 24X Fiche 30-000,84/03/12,0402090031, 


0403160235 Forwards vendor insp repts Identifying concerns found by 
Vendor Program Branch during insp of vendor activities 
Evaluation of significance of findings re quality i< 
acceptability of product or svc requested 

J0HN80N, E H Region 4, Office of Director 84/03/13 CAHILL, U 0 

Oulf State* Utilities Co 2pp 22661 043 24X 

Fiche 50-450,04/03/13, B4Q3160235 


B402090043 IE Info Notice B4-19, “Tuio Events Involving Unauthorirod 
Entries into PUR Reactor Cavities " Bvc list end 
JORDAN, E L Division of Emergency Preparedness <« Engineering 
Response (Post 030103) B4/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 229. 24X Fi che. 50-000- B4/03/21, 0402090043 


8402090044 IE Info Notice 34-20, “Svc Life of Relays in Safety-Related 
Bys " Svc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Tnc 135pp 22933 001 24X Fiche* 30-000, 04/03/21 , 8402090044 


8403270070 Ack rsceipt of B402J7 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 5O-45B/03-I9 
JOHNSON, E. H Region 4, Office of Director. B4/03/B3 CAHILL, W J 
Oulf Btates Utilities Co ip 22766 327 24X Fiche S0-4SB. 

64/03/ 23, 0403270070, 


— 3403270076 Responds to NRC 040120 ltr re violations notsd in IE Insp 
Rept 50-458/63-19 Corrective actions Process Requirement 
Bheet (PR5) 2 re socket welds revised & insp personnel 
retrained to requirements of QAI 10— i & PRB-02, Rev 7. 

CAHILL, W. J Oulf States Utilities Co. B4/02/17 COLLINS.JT 
Region 4, Office of Director. 4pp 22766:328 24X 

Fiche 90-458, 84/03/23, 8403270070, 


R. Periodic operating reports i< related correspondence 


9403020443 Forwards monthly status rept of offsite emergency 
preparedness for QL reviews for Jan I9B4 Change* in FEMA 
finding date* not caused by delay due to offsite emergency 
planning issues, 

DIFCKS, W. J Office of the Executive Director for Operations 
04/02/21. PALLADINO Commissioner* 9pp 22492.003, 24X 

Fiche. 50-000,84/02/21, 8403020443 


S. Reportable occurrences, LEFT* t< related correspondence 


€403010451 Informs Commission of problems w/emtrgency diesel generators 
fllfg by Transamerica Delaval, Inc 

DIRCKB, W. J Office of the Executive Director for Dperatlons 
0ECY-03-O34 B4/01/2S 4pp. 22430 347 24X Fich e 50-000, 84/01 /2S, 

8403010451. 


€403010073 Interim Deficiency Rept DR-147 re end attachment of pipe 
support comp anent supplied by Bergen-Pa t arson. Investigation 
continuing. Next rept expected by 040403 

BOOKER, J.E, Oulf State* Utilltlss Co. 84/02/23 COLLINS, J.T. 
Region 4, apfics of Director. ip, 32432-001, 24X 

Fiche: 50-450, 04/02/23,8403010073. 


8403010228 Interim Deficiency Rept DR-134 re four lines located at 
outlet of each RHft sys HX shell Investigation incomplete 
Next status rept will be submitted by 840429 

BOOKER, J E Oulf States Utilities Co B4/02/23 COLLINS, J T 
Region 4, Office of Director lp 22435 1 76 24X 

Fiche 50-458,04/02/23.8403010228 


0403010379 Interim Deficiency Rept DR-162 re AS0L10 trip coils suppltf 
by Gould Investigation incomplete Next rept will be submittd 
by 040430 

BOOKER. J E Gulf States Utilities Co 04/03/23 COLLINS, J T 
Region 4, Office of Director lp 22434 091 24X 

Fiche 50-45B. B4/02/23. 8403010379 


B403010207 Forwards "Investigation of Types AF 6 AE Piston Skirts," pel 
Transamerica Delaval, Inc Owners Group program commitments 
Rept evaluates cracks in AF piston skirts in Bhoreham 6 
Qrand Gulf Nuclear Power Stations 

MUSELER-W J TD1 (Transamerica Delaval, Inc I Owners Group 
04/02/27 DENTON, H R Office of Nuclear Reactor Regulation. 

Director 3 PP 22434 090 24X Fiche 50-000,04/02/27,8403010207 


8403010218 Forwards task descriptions for 16 known problems re 
Transamerica Delaval, Inc emergency diesel generators 
NUSELER.W J TDI (Transamerica Delaval, Inc ) Owners Group 
84/02/28 DENTON, H R Office of Nuclear Reactor Regulation, 

Director 42pp 22435 177 24X Fiche 50-000, 84/02/2B, 840301021 0 


0403060320 Final Deficiency Rept DR-92 re Category 1 stainless steel 
thermowells supplied by PYCO. Inc Condition not reportable 
per 10CFR50 59(e) 

BOOKER, J E Gulf States Utilities Co 04/02/20 COLLINS.JT 
Region 4. Office of Director lp 22517 362 24X 

Fiche. S0-45S, 84/02/20, 8403060320 


8403130264 Interim Deficiency Rept DR-129 re Agastat relays W/CR0095 
bases supplied by GE Investigation Incomplete Next rept will 
be submitted by 040427 

BDOKER, J E Oulf States Utilities Co B4/02/2B COLLINS.JT 
Region 4, Office of Director Ip 22607 130 24X 

Fiche- 50-4 59, 94 /02/2B, 04O3I3O264 


0403130175 Interim Deficiency Rept DR-163 re set screw over key on 
drive hub for overspeed governor fuel transfer pump drive In 
standby diesel generator A supplied by Transamerica Delaval. 

Inc Investigation incomplete Next rept by 040430 

BOOKER, J E Qulf Btates Utilities Co 64/03/02 COLLINS, J T 

Region 4, Office of Director Ip 22615 2 9 0 24X 

Fiche 30-450,64/03/02,0403130175 


0403140048 Forwards "Grand Guif Component Tracking Sys," "Bhoreham 
Component Tracking Sys" & "Transamerica Delaval, Inc 
Diesel Generators Owner* Group Program Plan,” to resolve 
concerns u/emergeney diesel generators 

MU8ELER, W J Long Island Lighting Co 84/03/02 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 2pp 22626 062 
24 X Fiche 50-000,84/03/02,0403140040 


— 8403140095 "Transamerica Delaval, Inc Diesel Generators Owners Group 
Program Plan " 

-* TDI (TransameT i ca Delaval, Inc ) Owners Group 04/03/02 
261 pp 22620 223 24X Fi c h e 50-000, 04/03/02, 8403 1 4004B 


8403160310 Interim Deficiency Rapt DR-164 re intermixed electrodes 
Investigation incomplete Next rept by 040425 

BOOKER. J E Oulf States Utilltlss Co 84/03/07 CELL IN 9, J T 
Region 4, Office of Director lp 22660 273 24X 

Fiche 50-450,04/03/07,8403160310 


8402090039 Board Notification S4-052 forwards meeting summaries 
containing transcripts of 040210 6 16 mseting* between NRC it 
Transamerica Delaval, Inc (TDI) Owners Group. Dlstribut Ion 
list enc 1 

EISENHUT.D 0 Division of Licensing 84/03/J2 PALLADINO 
Commissioners 5pp 22708 001 24X Fiche. 50-000. B4/03/ I 2, 

8402090039 


--04O3Q6O536 Forwards summary of 040210 meeting w/Transameri ca Delaval, 
Inc Owners Group in Bethasda.MD re problems u/emergency 
diesel generators 

CARUBO. R. Licensing Branch 2 04/02/27 O'REILLY. J P. NRC - No 

Detailed Affiliation Given 6pp 22708-006. 24X 

Fiche: 30-000, B4/03/12, 8402090039 


— 0403060554 Transcript of 040210 meeting w/Transamsr lea Delaval, Inc 
Owners Group in Bethesda, MD re problems w/atnergency dlessl 
g enerator s 

# NRC - No Detailed Affiliation Given 84/02/10, 147pp 

67201 OOB 24X Fiche 50-000,64/03/12,8402090039 
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--8403070409 Summary of 840216 meeting w/Transamer lea Delaval.Inc Owners 
Group In Wading River.NY re program plan to establish 
reliability of dlesol generators Agenda, meeting transcript & 
attendance list me! 

MILLER, M A Licensing Branch 4 84/02/27 Licensing Branch 4 

Bpp 2270B 161 24X Fiche 30-000.84/03/12,8402090039 


— 8403060336 Forwards summary of 840210 meeting w/Transamer i ca Delaval, 
Inc Owners Oraup in Bethesda.MD re problems u/emergency 
diesol generators 

CARUSO, R Licensing Branch 2 84/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Oiven 6pp 22708 006 24X 

Fiche 30-000,84/03/12,8402090039 


— 0403070423 Transcript of B40216 conference in Hading River, NY re 
Transamerica Delaval, Inc diesel generators Pp 1-82 
* commissioners 84/02/16 B4pp 22708 169 24X 

Fiche 30-000.84/03/12,8402090039 


8403140030 Forwards "Design Review of Connecting Rod Bearing Shells for 
Transamerica Delaval Enterprise Engines" for Shoreham 6 
Grand Qulf diesel generators 

MUSELER, W J Long Island Lighting Co 84/03/12 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 22632 074 
24 X Fiche 30-000,84/03/12,8403140030 


B403 1 50133 Forwards "Transamerica Delaval.Inc Diesel Oenerator Rocker 
Arm Capscrew Stress Analysis Rept " Capscrew design adequate 
for applicable engines & sve conditions 

MUSELER, W J TD1 < Transamer ica Qelaval, Inc ) Owners Group 
84/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22639 270 24X Fiche 30-000.84/03/13,8403130133 


B403270039 Interim Deficiency Rept DR-166 re location of terminal 
blocks Investigation incomplete Interim or final rept will 
be provided by 840511 

BOOKER, J E Gulf States Utilities Co 84/03/13 COLLINS, J T 
Region 4, Office of Director Ip 22769 321 24X 

Fiche 50-458,84/03/15,8403270039 


8403270201 Interim Deficiency Rept DR-163 re copper bus bars supplied 
by Southern Metals Corp 6 Gulf Coast Supply Investigation 
incomplete Next rept will be provided by 840513 
BOOKER, J E Gulf States Utilities Co 84/03/13 COLLINS, J T 
Region 4. Office of Director lp 22772 138 24X 

Fiche 30-4SB, B4/03/15, 8403270201 


6403200222 Responds to B40214 Requests for Info 1 l 2 re R-4 series 
engines List indicating engine number, model t, sve number, 
customer name t, address, rat 1 ng, date shipped S< date started 
enc 1 

MATHEWS, C S Transamerica Delaval, Inc 84/03/16 EISENHUT, D 0 
Division of Licensing 20pp 22691 17? 24X Fiche 50-000,84/03/16, 

5403200222 


8403270026 Interim Deficiency Rept DR-152 re wire terminations in 
480-volt standby motor control ctrs supplied by Gould Brown 
Boveri Investigation incomplete Interim or final rept 
expected by 840514 

BOOKER, J £ Qulf States Utilities Co 84/03/16 COLLINS, J T 
Region 4, Office of Director lp 2276? 341 24X 

Fiche 50-458,04/03/16,8403270026 


B403270045 Interim Deficiency Rept DR-112 re Class IE battary chargers 
supplied by Power Conversion Products Investigation 
incomplete Interim or final rept to be submitted by 840413 
BOOKER, J E Quit States Utilities Co 84/03/16 COLLINS, J T 
Region 4, Office Of Director lp 22769 314 24X 

Fiche 30-458,84/03/16,8403270045 


— 8403060554 Transcript of 840210 meeting w/Transamer ica Dtlaval, Inc 
Owners Group in Bethesda.MD re problems w/emergeney diesel 
generators 

» NHC - No Detailed Affiliation Olvan 84/02/10, 147pp 

67201 008 Z4X Fiche 50-000,84/03/12,8402090039 


— 8403070409 Summary of 840216 meeting w/Transamer lea Delaval, Inc Ownars 
Group In Wading River, NY re program plan to establish 
rsliability of diesel generators Agenda, mesting transcript t< 
attendance list end 

MILLER, M A Licensing Branch 4 B4/02/27, Llcsntlng Branch 4. 

Bpp. 22708 161 24X Fich a. 50-000,84/03/12, 8402090039. 


—8403070423 Transcript of 840216 conference In Wading River, NY re 
Transamerica Delaval, Inc diesel generators Pp 1-82, 
e Commissioners, 84/02/16 B4pp 22708.16? 24X 

Fiche 50-000,84/03/12,8402090039 


V Operator Examinations 


8403260180 Forwards operating shift experience tables, par DF Schnell 
request 

ODELL, W H Oulf States Utilities Co 84/03/06 THOMPSON, H 
Division of Human Factors Bafety 9pp. 22791.046 24X 

Fiche 50-458,84/03/06,8403260180 


DOCKET 50-459 RIVER BEND STATION, UNIT 2 


A Application/construction stage documents 8t correspondence 


B403070061 Forwards responses to Containment Sys Branch Questions 4S0 7 
L 480 16 re PRV & major components t< suppression pool bypass 
leakage 6 F6AR revs to be Included in next amend. 

BOOKER, J E Oulf States Utilities Co 84/02/17, DENTON, H R 
Office of Nuclear Reactor Regulation, Director. 16pp 22941 310 
24X Fiche 50-458,84/02/17,8403070061 


8403080378 Forwards responsss to NRC 840106 questions re FSAR revs, 
including info re training staff quali f icat Ions, QA staff 
qualifications, fire protection training fc conformanca to 
Reg Guide 0 13 Proposed revs to FSAR also and, 

BOOKER, J E Gulf States Utilities Co 84/02/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 42pp. 22996.200 

24X Fiche 50-458,84/02/17,8403060378 


8403010321 Notifies that structures adjacent to Unit 2 excavation araa 
under analysis for effects of excavation ponding per revised 
design basis flood analysis Ponding will not produce 
significant addl structural loads 

BOOKER, U E Gulf States Utilities Co 84/02/27. DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp. 22432' 101, 24X 

Fiche 50-458,84/02/27,8403010321 


8403270132 Forward* "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension h Stress Analysis, " prepared by S&U for 
Transamerica Delaval.Inc (TDD Diesel Generator Owners 
Group 

MUSELER, W J TDI (Transamerica Delaval, Inc.) Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22774 001 24X Fiche 30-000, 84/03/23, B403270132 


8403270134 Requests meeting on 840418 to discuss short-term t, long- 
term corrective actions & investigations re Transamerica 
Delava) diesel generators List of suggested meeting topics 
■ ncl 

MCOAUGHY.J P TDI (Transamerica Delaval, Inc > Ownars Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Fiche 50-000,84/03/23,8403270134 


T Hearing transcripts on non-antitrust matter* 


8402090039 Board Notification 84-032 forwards meeting summaries 
containing transcripts of B40210 S< 16 meetings between NRC 6 
Transamerica Delaval, Inc (TDI) Owners Group, Distribution 
list enc 1, 


EISENHUT. D G 

Commissioners 

8402090039 


Division of Licensing 84/03/12 PALLADINO 
3pp 22708.001 24X Fiche, 30-000,84/03/12, 


8403070032 Forwards clarifications to Procedures V ays Review Branch 
questions Change* to FSAR will be incorporated in next 
amend 

BOOKER, U E Gulf State* Utilities Co 84/02/27 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 21pp. 22341' 102, 

24 X Fiche 30-438,84/02/27,8403070052 


8403050078 Forwards "Historical t< Archaeolog leal Investigation of Ruins 
of Nineteenth Century Sugar Mill (16WF-36) in West 
Feliciana Parish, LA " Determination re Natl Register 
eligibility requested 

BOOKER, J E Gulf States Utilities Co. 84/03/01 DEBLIEUX, R. B. 
Louisiana, State of lp 22483 132 24X Fiche' 30-458, 84/03/01, 

8403050078. 


8403030081 "Historical t. Archaeological Investigation of Ruin* 0 # 
Nineteenth Century Sugar Mill (16WF-36) In Mast Feliciana 
Parish, LA " 

SHUMAN, M K Affiliation Not Assigned 0R8ER, C. E. Louisiana State 
Unlv 84/02/10 36pp. 22483:133 24X Fiche, 90-438, 84/03/01, 

8403050078 


8403220209 Forward* Army Corps of Engineer* 831127 ltr re Old River 
Control project, in response to NRC request Demage sustained 
by low sill structure in 1973 resolved W/four overslxe 
brochures, Aperture cards are available in PDR 

BOOKER, JE Gulf States Utilities Co 84/03/19 DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. I3pp. 22718! 193, 
24X Fichs 50-438,84/03/19,8403220209 
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NRC 8afety Evaluat ion Report (BER ) , supple k correspondence 


^403070062 Forward* supplemental responses to requests for addl info t< 
draft BER open i t»m*. 1 d en t 1 t i ed by Mechanical Engineering 
Branch in B31229 Itr Where ind ica tedi responses win be 
provided in future amend to FBAR 

BOOKER, J E Gulf States Utilities Co 84/02/21 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 29pp 22348 014 
S24X Fiche 30-430, 04/02/21 ,8403070062 


£34 03190017 Forwards response to MIC 040123 position re drywell/ 
containment purge sys Discussions held on 040131 w/ 

Containment Eys Branch clarified bases for position k 
detailed util responses for Input to BER, 

BOOKER. JE Oulf States Utilities Co 84/03/13 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 6pp 22669 334 , 
SZ4X Fiche 30-438. 04/03/13, 0403190017 


pc. Security, medical, emergency A fire protection plans 


^403080378 Forwards responses to NRC 640106 questions re F8AR revs, 
including info re training staff qual 1 f ic at Ions, OA staff 
qualifications, fira protection training fc conformance to 
JR eg Quids 8. 13 Proposed revs to FBAR also end 
0 ODKER, J E. Oulf States Utilities Co 84/02/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. 42pp, 22336 200 

S24X Fiche 30-430,04/02/17,6403000378 


0 4 03130486 Forwards addl info re Qeneric Ltv 82-33, "Bupp l 1 to NUREQ- 
0737 - Requirements for Emergency Response Capability " 

Info supple emergency operating procedures generation 
package submitted 630631 

BOOKER, J E Oulf states Utilities Co 64/02/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director, 4pp. 22614 009 
S24X Fiche 30-439, 04/02/27, 04O313O4B6 


O. Adjudicatory correspondence 


0403140009 Forward* offsite emergency planning Contentions i-12 

WATKINS, L. S Watkins, L B 64/03/0? Atomic Safety and Licensing 

Board Pansl, ip 22633 267 24X Fiche 30-43B, 64/03/09, 0403140009 


0403140012 Proposed emergency planning Contentions 1-12, ldentl f y i ng 

major flaws in emergency plan Certificate of Svc end. 

IRVINO, 8 M. , WATKINS, L B. . PIERCE, JW Joint Interveners - River 
Bend, 84/03/13, Atomic Safety and Licensing Board Panel, 20pp 
22633' 268 24X Fiche 30-499,84/03/09,6403140009 


S4O3290392 Answer opposing Joint Intervenors 640309 contentions re 
offsite emergency planning. No contention meets basis t, 
sspeciflcity requirement* of 10CFR2. 714 W/svc list 

WETTERHAHN, M J Oulf States Utilities Co WETTERHAHN, M. J Conner & 
W«tterh«hn DSB 193. 84/03/26 Atomic Safety and Licensing Boa, d 

Panel 3Bpp 22014 342 24X Fi che' S0-43B, 84/03/26, 8403290392. 


B 4 OU 30002 3 Order establishing purpose of 040418 prehearing conference 
Served on 840329, 

COTTER, b P, Atomic Safety and Licensing Board Panel B4/03/2B 
=»PP 22B22.182. 24X Fiche- 30-430, B4/O3/20, 0403300023 


Inspection reports, IE Bulletins *< correspondence 


340 1*90072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Of»«ratad Valve Control Circuits k Annunciation " Svc list 
and, 

vJQRDAN, E.L. Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 04/02/20 Consolidated Edison Co, of New 

York, Inc 113pp. 22909-239 24X Fiche- 30-000, 84/02/20, 8401190072 


*4012090007 IE Info Notice 04-14, "Highlight* of Recent Transport 
Regulatory Rsv* by DOT 8< NRC. " Svc list end. 

■OR ACE, J N, Division of OA, Safeguards k Inspection Programs (Post 
030103). 84/03/02 Consolidated Edison Co of New York, Inc, 

KaOpp. 22332:329. 24X Fiche: 30-000, 04/03/02, 8402090007 


I4OS2Q9000B IE Info Notice 84-16, "Failure of Automatic Sprinkler By* 
Y*ivae to Operate," Bvc list end 

.'■JORDAN, E L. Division of Emergency Preparedness 1 Engineering 
R • wponl* (Post 030103). 04/03/02 Consolidated Edison Co, of New 

7«irk, Inc, 122pp 22333:090. 24X Fiche 30-000,84/03/02,8402090008 


ie Info Notice 84— i S, "Reporting of Radiological Raleasea " 
B Vc Hat end. 

JORDAN, E. L. Division of Emergency Preparednese 1» Engineering 
ft**pons* (Post 830103) 64/03/02 Consolidated Edison Co. of New 

Y Or), Inc. 119pp. 22333:217 24X FlChs: 50-000,84/03/02, 8402090009 


840209001 1 IE Info Notice 64-17, "Problems W/Liquid Nitrogen Cooling 
Components DolowNll Ductility Temp “ Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B301O3) B4/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22533 336 24X Fiche 50-000,84/03/08,8402090011 


8402090024 IE Info Notice 04-09, Rev 1, "Lesson* Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list end 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 630103) 84/03/07 Consolidated Edison Co of Now 

York, Inc 118pp 22633 049 24X Fiche 30-000,84/03/07,6402090024 


0402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Bvc 1 1st enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 64/03/07 Consolidated Edison Co of New 

York, Inc 119pp 22584 186 24X Fiche 30-000,04/03/07,8402090026 


0402090031 IE Bulletin 64-02, "Failures of qe Type HFA Relays in Use in 
Class IE SaPefcy By s " Bvc list end 

OEYOUNG.R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

1 34p p 22823,094 24X Fiche 50-000,84/03/12,8402090031 


8402090043 IE Info Notice 04-19, "Two Event* Involving Unauthorised 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN. E L Division of Emergency Preparedness 4, Engineering 
Response (Post 630103) 34/03/21 Consolidated Edison Co of New 

York, Inc I23pp 22623 229 24X Fiche 30-000,84/03/21,8402090043 


8402090044 IE Info Notice 64-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness k Engineering 
Response (Post 8301031 B4/03/21 Consolidated Edison Co of New 

York, Inc I33pp 22933 001 24X Fiche 30-000,64/03/21,0402090044 


B Reportable occurrences. LER s k related correspondence 


0403010207 Forwards "Investigation of Types AF Si AE Piston Skirts," per 
Transamerica Delavalitnc Owners Group program commitments 
Rept evaluates cracks in AF piston skirts in Shoreham k 
Brand Oulf Nuclear Power Stations 

MUSELER, W J TD1 CTransamer ica Delaval, Inc ) Owners Croup 
84/02/27 DENTON, H R Office of NuclBar Reactor Regulation, 
Director 3pp 22434 090 24X Fiche 30-000,64/02/27,6403010207 


640301021B Forwards task descriptions for 16 known problems re 
Transamerica Delaval, Inc emergency diesel generators 
MUSELER. W J TDI (Transamerica Delaval, Inc ) Owner* Croup 
84/02/2B DENTON, H R Office of Nuclear Reactor Regulation, 

Director 42pp 22439 177 24X Fiche 30-000,64/02/26,6403010218 


8403140046 Forwards "Grand Oulf Component Tracking Sys,” "Shoreham 
Component Tracking Sys 1 ' & "Transamerica Delaval, Inc 
Diesal Generators Owners Group Program Plan," to resolve 
concerns w/emergency diesel generators 

MUSELER, W J Long Island Lighting Co, 04/03/02 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp. 22626 062 
24X Fiche 50-000. B4/O3/02, S4O314OO40 


— 8403140093 "Transamerica Delaval. Inc Diesel Generators Owners Group 
Program Plan " 

s TDI (Transamerica Delaval, Inc ) Owners Group 84/03/02 
261 pp 22626-223 24X Fiche 30-000,84/03/02,8403140043 


8402090039 Board Notification 84-032 forwards masting summaries 
containing transcripts of 640210 k 16 meetings between NRC 6 
Transamerica Delaval, Inc (TOD Owners Group Distribution 
list end 

EIBENHUT, D G Division of Licensing 04/03/12 PALLAD1NQ 
Commissioners 3pp 22700 QQl 24X Fiche 30-000,84/03/12, 
6402090039, 


— 8403060536 Forwards summary of 840210 meeting w/Transameric» Delaval, 
Inc Owners Group in Bethesda.MD re problems w/emsrgency 
diesel generators 

CARUSO, R Licensing Branch 2 64/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Fiche, 30-000, 84/03/ IS, 8402090039 


— 8403060934 Transcript of 640210 meeting w/Transamer lea Delaval, Inc 
Owners Group in Bethesda.MD re problems w/emsrgency dlasel 
generator s 

* NRC - No Detailed APfiliatlon Given B4/02/10 147pp. 

67201 008 24X Fiche 90-000,84/03/12,8402090039 


— 8403070409 Summary of 640216 meeting u/Transamer lea Delaval, Inc Owners 
Group in Wading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript & 
attendance list end. 

MILLER, M A Licensing Branch 4. 04/02/27 Licensing Branch 4 

0pp 22708 161 24X Fiche 50-000, 84/03/12, B402090039 
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— B403070423 Transcript of 840216 conference in Wading River. NY re 
Transamerica Delaval. Inc diesel generators Pp 1-82 
* Commissioner* 84/02/16 84pp 22708 169 24X 

Fiche 30-000. 84/03/12, B402090039 


8403140030 Forwards "Design Review Df Connecting Rod Bearing Shells for 
Traneamerica Delaval Enterprise Engines" for Shoreham b 
Grand Gulf diesel generators 

MUSELER.W J Long Island Lighting Co B4/03/12 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 28632 074 
24X Fiche 30-000. B4/03/ 12 . 8403140030 


B403130133 Forwards “Transamer tea Delaval. Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept 11 Capscrew design adequate 
for applicable engines 6 sve conditions 

MVJSELEfi, W J TO! (Transamer lea Dela/al, Inc ) Owners Group 
84/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22639 270 24X Fiche 90-000,84/03/13,8403130133 


8403200232 Responds to 840214 Requests for Info 1 J, 2 ri R-4 series 
engines List indicating engine number, model 6 sve number, 
customer name It address, rating, date shipped b date started 
end 

MATHEWS, C S Transamerica Delaval, Inc B4/03/16 E1BENHUT, D 0 
Division of Licensing 20pp 22691 179 24X Fiche 50-000,84/03/16, 

8403200222 


8403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension Si Stress Analysis,' 1 prepared by 6&W for 
Transamerica Delaval, Inc (TDD Diesel Generator Owners 
Croup 

MUSELER.W J TDI (Transamerica Delaval, Inc ) Owners Group 
04/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22774001 24X Fiche 30-000,84/03/23,0403270132 


8403270134 Requests meeting on B40418 to discuss short-term Si long- 
term corrective actions b investigations re Transamerica 
Delaval diesel generators List of suggested meeting topics 
esc 1 

MCGAUGHY. J P TDI (Transamerica Delaval, Inc ) Owners Group 
84/03/23 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22769 133 24X Fiche 30-000,84/03/23,0403270134 


T Hearing transcripts on non-antitrust matters 


8402070039 Board Notification 84-032 forwards meeting summaries 
containing transcripts of B40210 St 16 meetings between NRC Si 
Transamerica Delaval, Inc (TOD Owner* Group Distribution 
list end 

E I BENHUT, D G Division of Licensing 04/03/12 PALLADINO 
Cominiss loners Spp 22708 001 24X Fiche 50-000,84/03/12, 

0402090039 


— 8403060336 Forwards summary of 040210 meeting u/Transamer lea Delaval, 
Inc Owners Group in Bethesda.MD re problems w/emergency 
diesel generators 

CARUSO, R Licensing Branch 2 84/02/27 O'REILLY, J P NRC - No 

Detailed Affiliation Given 6pp 22708 006 24X 

Fiche 30-000, B4/03/12, B402090039 


— B40306QS34 Transcript of B40210 meeting w/Transamer ica Delaval, Inc 
Owners Group in Bethesda.MD re problems w/emergency diesel 
generators 

* NRC - No Detailed Affi liation Given B4/02/10 147pp 

67201 008 24X Fiche 30-000,84/03/12,8402090039 


— 8403070409 Summary of B40216 meeting w/Transamer i ca Delaval, Inc Owners 
Group in (fading River, NY re program plan to establish 
reliability of diesel generators Agenda, meet i ng transcript 6 
attendance list end 

MILLERrM A Licensing Dranch 4 84/02/27 Licensing Branch 4 

8pp 22708 161 24X Fiche 50-000,84/03/12,8402070039 


— B4O3070423 Transcript of 840216 conference In Wading River, NY re 
Transamerica Delaval, Inc diesel generators Pp 1-82 
* Commissioners 64/02/ 16 B4pp 22708 169 24X 

Fiche 50-000.84/03/12,8402090039 


DOCKET 30-460 WPPSB NUCLEAR PROJECT, UNIT 1 


A App 1 i cat 1 an/con struc ti on stage documents & correspondence 


B403O1OO5O Third partial response to FQ1A request for six categories 
of documents re facility Forwards App A document* App A 
documents also placed in PDR App B documents will be placed 
In PDR upon request Review continuing 

FELTON, J M Division of Rules and Record* 84/01/17. ANDERSON, S I 
Garvey, Schubert, Adams 6 Barer 4pp 22446 293 24X 

Fiche 30-000, 84/01/17, B4030100S0 


— 8308100463 Discusses status of DL applications Review of end WPPSB 
830712 ltr requested in order to determine present status of 
Unit 3 for billing purpose* U/o end 

MILLER, W 0 License Fee Management Dranch 83/08/03 FONNEP R L 
Regulations Division 2pp 22446 326 84X Fiche 30-000. 

04/01/17, 9403010030 


84030B0179 Fourth partial response to F01A request for sis categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 3) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rule* and Records B4/02/13 ANDERSON. 8 I 
Garvey, Schubert, Adem* b Barer 7pp 22383 226 24X 

Fiche 30-000,84/02/13,8403000179 


— 8001140316 Notifies that NRC has amended regulations re implementation 
of resident insp program Expresses gratitude for assistance 
rendered Forwards final rule W/o encl 

STELLO, V Office of Inspection b Enforcement, Office of the 
Director 79/11/19 O'STRAND, N Waehington Public Power Supply 
System ip 22983 234. 24X Fiche 30-000, 94/02/ 13, 8403000179 


— 0009090737 Forwards airworthiness alert re corrosive Si abrasive 
characteristics of volcanic ash which has fallen in Pacific 
Northwest Questions re ash amount, chemistry Si size 
distribution will be forwarded to licensees W/o encl 
JACKSON, R E Geosciences Branch 90/06/12 VOLLMER, R. H. 
Division of Engineering 2pp 22383 23B 24X 

Ficho 30-000,04/02/13.9403080179 


— 8010090260 Discusses review of applicant 800014 request for approval of 
proposal to substitute in-plant tests w/scale model 
recirculation sump tests Response to requests deferred 
pending NRC review of program 

SPEI8.T Reactor Systems Branch 80/09/26 YOUNGBLOOD, 0. J 
Licensing Branch 1 ip 22583 266 24X Fiche 30-000,84/02/13, 

04O3OBO1 79 


— 8104220329 Concludes that Table 3 2-2 of PSAR, re safety-related 
structures, sys & components, is incomplete from Geotechnical 
Engineering Branch viewpoint 

LEAR, G E Hydrologic b Geotechnical Engineering Branch. 81/04/OB 
HAASS, W P Quality Assurance Branch 2pp 22903 270 24X 

FichB 50-000,84/02/13.8403000179 


— 8104300020 Responds to 010414 memo re util request for clarification in 
use of ASME code cases Util use of code cases w/o prior NRC 
approval is inadvisable due to potential hardship for user 
BOSNAK. R J Mechanical Engineering Branch 81/04/21, 

YOUNGBLOOD, D J Licensing Branch t ip 22993 280 24X 

Fiche 90-000,04/02/13,9403080179 


— B103010334 Advises that Mechanical Engineering Branch completed review 
of util request for authorization to use ASME Cod,e Casas 
N-219 b N-2B7 for application In design of concrete 
containments Code cases acceptable 

KNIGHT, J P Assistant Director for Comp b Structure* Engineering 
(Pre 630201) 81/04/29 TEDE8CD, R L Assistant Director for 

Licensing lp 22303 281. 24X Fiche, 30-000, 84/02/13, 84030B0179 


— 0103140106 Advises that Info provided on 810213 b 0403 re air intake 
arrangements for diesel generators reviewed Diesel generates 
combustion air supply arrangement meets acceptance criteria 
in Section 11 of SRP a 3 8 Sys acceptable as designed 
UNGARO, A R Power Systems Dranch 81/05/01 YOUNGBLOOD. B J 
Licensing Branch 1 lp 22583-282 24X Fiche 90-000,84/02/13, 

8403080179 


— 81Q51SQ436 Forwards ltr from util requesting concurrence by NRC to 
omit Subsections 2 9 1-2 9 3 of FBAR Review b comments 
requested by 010622 

ADENSAM, E G Assistant Director for Licensing 81/09/12. 
JACKSON. R E Geosciences Dranch Ip 22383 283 24X 

Fiche 90-000,84/02/13,8403080179 


— 0109210109 Concurs w/lieensee proposal to ref Sections 2 9 1-2 9 1- 
2 9 3 of WPPS-2 FSAR in WPP8-1/4 F8AR since both projects 
located In close proximity Mods listed 

JACKSON, R E Geosciences Branch 81/03/13 ADENSAM > E G. 
Licensing Branch 4 2pp 22383 286 24X Fiche, SO-OOOi B4/02/13, 

8403000179 


--B10738Q171 Notification of 010729 meeting w/utll b BbW in Bethesda.MD 
to discus* method util intends to use to fulfill requlrment* 
of NURE0-0737 Item II F 2 (inadequate cor# coaling 
instrumentation) 

HERNAN, R W Licensing Branch 4 81/07/21 ADEN 8AM. E G 

Licensing Branch 4 2pp 22903 303 24X Fiche: 90-000, 84/02/13, 

8403080! 79 
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— 8100110038 Notification of 810820 meeting w/utll in Bethesda.MD to 
ditcuai proposed independent design review program* 

HERNAN, ft W Lion* fng Branch 4 81/07/30 ADENSAM, E 0 

LI cans i ns Branch 4 3pp. 22383 302 24 X Fiche 30-000 i 84/02/ 1 3* 

0403000179 


—81 10080612 Discusses proposal to use IDRs in licensing process IDRs mag 
be useful in certain areas, but clarification of role needed, 
TEDEBCO.ft L Assistant Director for Licensing 81/09/23 
EX BEN HUT ■ D 0 Division of Licensing lp 22583 307 24X 

Fiche 30-000.84/02/13,8403080179 


— 811 1060697 Notifies of util intention of sending technical team to 
present FSAR to review staff during uk of 811130 Reviewers 
should compute attached form & confirm attendance 
HERMAN, R W Licensing Branch 4 81/10/23 Licensing Branch 4 

4 pp 22383311 24X Flehe 30-000,84/02/13,8403090179 


— 0111130007 Submits names of D Cupa *< G Btalleg as technical reviewers 
for facility FBAR per 811023 memo 

LEAR, G Hydrologic * Geotechnical Engineering Branch Bl/10/30 
ADENSAM, £- Licensing Branch 4 ip 22303 313 24X 

FIch a. 30-000, 84/02/13, B4O30B0179 


•011 1200219 Informs of receipt of telcon from Yakamar Indian Nation 
requesting that tribe be given full rights in facilities 
proceedings 

TEDE8C0, R L Assistant Director for Licensing, 81/10/21 
KETCHEN, E Hearings Division lp 223B3 310, 24X 

Fiche' 30-000, 84/02/13, 8403080179 


— 81 12300303 Notification of B11211 meeting w/ufcil in Bethesda.MD to 
discuss FBAR w/technical review staff at time OL application 
is tendered 

HERNAN, R W Licensing Branch 4 81/11/23 ADENSAM, E 0 

Licensing Branch 4 3pp 22383 318 24X Fichs 90-000.84/02/13, 

0403080179 


— 8212070302 Ack receipt of 821109 ltr re Target Rock environ 

qualification testing program Info re valve upgrade b retest 
anticipated 

HEIBHdAN, R F Division of Reactor Programs <Pre 830103) 
82/12/01. BOUCHEY, o. D. Washington Public pDwar Supply Byitem 
tp 22383 337 24X Fiche 30-000,84/02/13,6403080179 


— 0304060377 Requests search for document* re govt litigation w/util on 
five specific issue* 

8LAQQ I E, E L Office of the Qeneral Counsel 83/03/23 

DXRCKB, W. -J Office of the Executive Director For Oparatlons, lp 

22393.361 24X Fiche 30-000, 84/02/13. B4O3O0O179 


— 0304070113 Recommend* that radiation exposure records be retained for 
t yr prior to disposal Ref Murphy to Varga 601222 
CONOEL.F, 0. Radiological Assessment Branch 83/04/01 
BCHWENCER.A. Licensing Branch 2 lp 22393 327 24X 

Fiche: 30-000, 84/02/13, 8403080179 


9403030208 Fifth partial response to FOIA request for six categories of 
documents re facilities Forwards App A documents App A St B 
document* also available in PDR Documents listed on App C & 

D located In Central Files it not available publicly 

FELTON, J.M. Division of Rules and Record* 84/02/17 ANDERSON, 8 I 
Garvey, Schubert, Adams 1, Barer 9pp 22301,289 24X 

Fiche: 30-397. B4/02/i7, 8403030268 


— 7900010232 Responds to 790403 Region 3 comment* re Revision 4 to 
NPP0B-QA-OO4, "Operational OA Program Description " 

Expresses intent to request util to delete Section 336 
•nt ir e ly 

HAA88, W. P Quality Assurance Branch 79/03/01. BRYAN, B E 
Division of Reactor Operation* Inspections lp 22301.303 24X 

Fiche 30-397,84/02/17.8403030288 


— 8110190091 Responds to 010923 FOIA 81-378 request for GA documents for 
WPFSS. All document# re evaluation of licensee QA progreme 
are in PDR. 

HAASSj M. P. Quality Assurance Branch. 01/10/03 WILSON, V. H 
Management Analysis Branch. 2pp 22301 : 310 24X 

Fiche: 30-397. 84/02/17, B40303028B 


— 8110210316 Inform* of receipt of Bouchey/Adensam 010722 ltr containing 
util current QA program description for design fc conit of 
facilities QA program description acceptable 

HAA&B, W p. Quality Assurance Branch Sl/iO/14 TEDE8CO.R L 
Assistant Director for Lie en sing lp 22301 312 24X 

Fiche: 30-4*0, 04/02/17, 8403030208 


— 020130023* Forwards data far fee assessment re QA Branch review of 
WPPS8— QA-004, "Dparational QA Program Description " 

HAASS, W P. Quality Assurance Branch, 82/01/14 BERKOW, H N. 
Manag ament Analysis Branch. 2pp 22301 314 24X 

Fich*' 30-397, 84/02/17, 8403O3026B 


64030502 1 9 Forwards listing of board notifications issued since 020716, 
per 840127 inquiry re failure to provide AS LB &, parties 
w/rot If 1 ca t ions 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/02/28 BELL, N Coalition for Safe Power 25pp 22700 222 24 

Fiche 30-460,84/02/28,0403050219 


840307001 4 Explains why two recent boaTd notifications re environ 
qualification of equipment not received List of all board 
notifications issued since 820716 docketing of Unit 1 end 
DENTON, H R Office of Nuclear Reactor Regulation. Director 
04/02/28 BELL, N Coalition for Safe Power 2Spp 22363 1*6 24> 

Fiche 30-460, 04/O2/2B, 0403070014 


C utility Environmen ta 1 Report (ER ) , amends & co rr espand e nc e 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref F0IA Exemption 3> Review of 
addl documents sub j to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, S I, 
Garvey, Schubert. Adam* 6 Barer 7pp 22903. 226 24X 

Fiche 30-000, 04/02/ 13. B4030BO179 


— 8202260171 Requests assistance in performing acceptance review of 
environ rept for OL application Only portions applicable ta 
Unit 1 need be considered since Unit 4 cancelled on 820122 
ADENBAM.E G Licensing Branch 4 82/02/10 JACKSON. R E 

Geosciences Branch lp 22583 324 24X Fiche 30-000,64/02/13, 

G403080179 


■8203100370 Recommends environ rept be accepted Addl question* re 
« x ter nal appearance. plant layout 6 soc 1 oec onomi t % of single 
unit operation will be submitted 

REGAN, W H Siting Analysis Branch 82/02/23 ADENSAM, E 0 
Licensing Branch 4 Ip 22383 328 24X Fiche 30-000,04/02/13, 

0403000179 


— 8203130028 Forwards addl info requirements for review of ER for OL 
application per 0202] 0 request 

BALLARD, R L Environmental Engineering Branch 02/03/02 
ADEN3AM, E G Licensing Branch 4 3pp 22383 339 24X 

Fiche- 50-000, 84/02/13. B4030B0179 


— 8203180004 Advises that environ rept is acceptable re radiological 
Impacts 

HOUSTON, R W Assistant Director for Radiation Protection 
02/03/02 TEDESCO, R L Assistant Director for Licensing lp 
22303 332 24X Fiche 30-000,84/02/13,04030801/9 


— 8204090099 Informs that sufficient info provided to begin meteorology 
review Inappropr late models t, diffusion parameter* used in 
Section 6 1 3 2 S< accident evaluations 

HKLMANi L 0 Accident Evaluation Branch 62/03/16 ADENBAM, E 
Licensing Branch 4 2pp 22383 336 24 X Fiche 50-000, B4/02/ 1 3, 

8403000179 


D NRC Draft/Final Environmental Statements, suppls & correspondence 


8403090179 Fourth partial response to FOIA request for si* categories 
of documents re facilities Forwards App A documents App D 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents sub j to request contl nu log 

FELTON, J M Division of Rules and Records 04/02/13 ANDERSON, S t 
Garvey, Schubert, Adams * Barer 7pp 22303 226 24X 

Fiche 30-000,84/02/13,6403030179 


-—BOO 3230477 Forwards hydrologic engineering questions re proposed waste 
treatment sys Response will supply necessary InPo re design 
basis for seepage L flooding Also forwards generic questions 
re floodplains Info will assist NRC environ review 
SELLS, D E Environmental Projects Branch 2 80/03/07 

RENBERGER, D L Washington Public Power Supply System 3pp 
22583 233 24X Fiche 30-000, B4/02/13, 84Q30BO1 79 


— 8003270 1 42 Discusses suspension of facility pr eoperat i ona 1 aquatic 
monitoring program Suspension approved Operational 
monitoring program results should not beaffectedby 
suspension 

BAMW8RTH.R B. Environmental Specialists Branch 80/02/29 

SELLS, D E Environmental Project* Branch 2 Hpp 22383 239 24X 

Fiche 50-000,84/02/13,0403000179 


E NRC Safety Evaluation Report <3ER)i suppls t. correspondence 

l 

S4030BOI79 Fourth partial response to FOIA request for six categories 
of documents re fac 1 1 iti es, Forwards App A document* App 8 
document entirely withheld (ref FOIA Exemption 3) Review of 
addl documents subj to request continuing 

FELTON, J. M Division of Rules and Records 84/02/13 ANDERSON, 8 I 
Garvey, Schubert, Adams L Barer 7pp 22383 22* sqX 
Fiche 30-000, B4/02/I3. 0403080179 j 
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— B103Q40052 Forward* shoTt t, long-term OL k CP review schedule*) In 
response to 801216 meeting w/USGS List of OL plant review* 
for which NRC tentatively plans to seek USOB assistance 1* 
provided 

JACKBON.fi E Geoscience* Branch NRC-03-B0-1 13 81/01/21 

DEVINE, J F Interior) Dept of> Geological Survey 5pp 
22383 272 24X Fiche 50-000, 84/02/13, B403DB0179 


— 8111120735 Forward* form which Identifies Power 8ys Branch electrical S, 
mechanical reviewers for project in accordance W/B11023 
memo Request* established review schedule detes when 
aval lab le 

UNGARO, A Power Systems Branch 81/11/02 HBRNAN.fi W Licensing 
Branch 4 2pp 225B3 316 24X Fiche 30-000,04/02/13,8403080179 


F Security, medical) emergency l< fire protection plans 


8403080179 Fourth partial response to FQ1A request for six categories 
of documents re facilities Forwards App A document* App B 
document entirely withheld iref FOIA Exemp lion 3) Review of 
addl document* subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, 8 I 
Oarvey, Schubert, Adams k Barer 7pp 22383 226 24X 

Fiche 30-000, 84/02/13, B4030B0179 


— 8201190297 Forwards Central Flies version of "Description of Early 
Warning By* for WPPSS Nuclear Plants 1, 2 6 4," in response 
to NRC 810720 ltr re prompt notification in event of 
emergency Sy* will be in place prior to OL issuance 
BOUCHEY, 0 D. Washington Public Power Supply System 82/01/11 

TEDE8C0, R L. Assistant Director for Licensing Ip 22583 321 

24 X Fiche 50-000,84/02/13,8403060179 


— 8202180436 Requests that Fire protection Section perform acceptance 
level review of facilities' revised fire protection program 
prior to docketing of OL application Util aware that App R 
to 10CFRSO will apply 

ADENBAM, E G Licensing Branch 4 82/01/29 BENAROYA, V Chemical 

Engineering Branch Ip 22303 322 24X Fiche, 30-000, 84/02/ 13, 

B403080179 


— 8203020139 Advises that listed info needed to perform acceptance review 
of fire protection program for conformance w/NUREO-OSOO, 
flection 9 5-1 

BENAROYA. V Chemical Engineering Branch 82/02/09 ADEN8AM, E 0 
Licensing Branch 4 Ip 22383 323 24X Fiche 50-000,84/02/13, 

8403080179 


— 8205070088 Forward* list of sys to be added to Q-list Sys provides 
ongoing knowledge of changes in radiation environ & ability 
to deal effectively w/unusually high radiation k 
radioactivity levels 

CONOEL, F J Radiological Assessment Branch 62/03/23. HAA69, W P 
Quality Assurance Branch 2pp 22583 338 24X 

Fiche 50-000,04/02/13,8403080179 


--820B120240 Forwards Central Files version of revised page to Revision 2 
of emergency plan adding local fire dept* within 20 milo* of 
facility to backup fire protection tvcs 

BDUCHEYr 0 0 Washington Public Power Supply System 82/00/03 
BCHWENCER, A Licensing Branch 2 2pp 22SB3 348 24X 

Fiche 30-000, B4/02/13. B403080179 


— 8200120240 Central File* version of revised page to Revision 2 of 
emergency plan re provision of backup fire protection tvc* 

• Washington Public Power Supply System 82/08/03 lp 
22583 330 24X Fiche 50-000, 84/02/13, 84030B0179 


B4030S02B8 Fifth partial response to FOIA request for six categories of 
documents re facilities Forwards App A documents App A k 1 
documents also available in PDR Documents listsd on App C t 
D located in Central Files k not available publicly 
FELTON, J.M Division of Rule* and Records B4/02/17 ANDERSON, 8, I 
Garvey. Schubert, Adam* t Barer 9pp 22501 2B9 24X 

Fiche' 50-308, 84/02/17,8403030268 


on program description k related 

h 79/05/10 PARRiO D. Llgh„ 
1 309 24X 


— 8304060392 Requests search for relsvant documents re govt litigation 
w/uti 1 Response due by 830408 

GRIM8LEY, D H NRC - No Detailed Affiliation Given 83/03/29 
FITTI.C Atomic Safety and Licensing Board Panel lp. 22446'314 
24X Fiche 30-000,84/01/17,8403010030 


8403220049 Appeal of A8LB 840202 order granting applicant & itaff 
motions for summary disposition on Coalition for Safe Power 
Contention 2 Certificate of Bvc end 

BELL.N Coalition for Safe Power DSB 023 84/03/1? Atomic 

Safety and Licensing Appeal Panel, 13pp 22712.202 24X 

Fiche 90-460,84703/19,8403220049 


J Insurance k indemnity information 


8403060377 Forward* Endorsement B to MAELU Policy HF-110 L Endorsements 
13 k 14 to NELIA Policy NF-270 

ABHBURN, D J Harsh *< McLennan, Inc 84/02/2B SALTZflAN, J, 

Assistant Director for State it Licensee Relatione. 4pp. 22311'323 
24X Fiche 50-397,84/02/28,0403060377 


0 Inspection reports, IE Bulletins k correspondence 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forward* App A document*. App B 
document entirely withheld (ref FOIA Exemption 3) Review of 
addl documents subj to request continuing 

FELTON, JM Division of Rule* and Records 04/02/13 ANDERSON, 8, I 
Oarvay, Schubert, Adam* it Barer 7pp 22593:226 24X 

Fiche 50-000.84/02/13,8403000179 


— 8209200163 Forwards Cycle 3 systematic appraisal of licensee 
performance input for B10701 through 820730 in response to 
Region 3 820623 request Strong mgt evident, Resolution of 
technical Issues, responsiveness it staffing satisfactory 
HERNAN, R W Licensing Branch 4 82/09/15 EISEhHUT, D. 0. 

Division of Licensing 6pp 22393.331 24X Ficht' 90-000, 

84/02/13, 8403080179 


8 Reportable occurrences, LER* k related correepondence 


8403010431 Informs Commission of problems u/smergency diesel generators 
mfg by Transamerlca Delaval, Inc 

DIRCKS, W J Office of the Executive Director for Operations. 
SECY-83-034 84/01/23 4pp 22430 347 24X Ficha' 30-000, 84/01/23. 

B4030104S1 


0403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents. App B 
document entirely withheld (ref FOIA Exemption 3) Review of 
addl documents subj to request continuing, 

FELTON, JM Division of Rules and Records 84/02/13 ANDERSON, B I 
Garvey, Schubert, Adams k Barer 7pp. 229B3. 226, 24X 

Fiche* 30-000, 04/02/13, 8403080179 


— B20310041? Discutses Part 21 rept re UELC design of structural steal 
at facility Generic Implications appear to be nonexistent 
since no similar design concept used at other fac 1 1 it lee. Two 
oversize drawings end Aperture cards in Central File* 

8 HEWN AKER, R E Division of Engineering k duality Assurance (Pre 
830103) 82/02/24 DROMERICK, A W Division of Engineering fc 

Quality Assurance (Pre 830103) 2pp 22383 323. 24X 

Fiche 30-000,84/02/13,8403080179 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Olmpe 1 NPS-4 TfcT valve, to dose Enel ltr dtd 840203 
sent to listed utils GE notified of affected units in BWR 
plants 

THEROUX, R R Terry Corp 84/02/22. WOODRUFF, R W. Director'* 
Office, Office of Inspection and Enforcement 6pp. 22706.327. 24X 

Fiche 30-000.84/02/22.8403210032 


0403010207 Forward* "Investigation of Types AF k AE Piston Skirts, " per 
Transamerlca Delaval, Inc Owner* Group program commitments, 

Rept evaluates cracks in AF piston skirts in Shoraham 6 
Grand Gulf Nuclear Powar Stations 

MUSELERrW J TDI (Transamerlca Delaval, Inc ) Owners Group. 

84/02/27 DENTON, H. R Office of Nuclear Reactor Regulation, 

Director 3pp 22434 090 24X Fiche 30-000,64/02/27,8403010207. 


8403010218 Forward* task descriptions for 16 known problems re 
Transamerlca Delaval, Inc emergency diesel generators, 

MUSELER, W J TDI (Transamerlca Delaval, Inc.) Owners Group. 
94/02/28 DENTON, H R. Office of Nuclear Raactor Regulation, 
x categories Director 42pp 22433 177. 24X Fiche. 30-000, 04/02/28, 8403010218, 

A 

laced 


4X 


ANDERSON, S. I 
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0403140048 Forward* “Grand Oulf Component Tracking Sy s, " "Shoreham 
Component Tracking Sy*" J< "Transamer lea Delaval.Inc 
Diesel Generator* Owners Qroup Program Plan," to resolve 
concerns w/emergency diesel generators 

MUSELER i W J Long Island Lighting Co, 04/03/02 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 22626 062 
24X Fiche 50-000.84/03/02,8403140040 


— 04O314OO?3 "Transamer lea Delaval.Inc Diesel Oenerators Owners Group 
Program Plan 11 

• TDI (Transamerica Delaval, Inc > Owners Group B4/03/02 
261 pp 22620 223 24X FI Che 50-000.84/03/02.8403140040 


8402090039 Board Notification 04-052 forward* meeting summaries 
containing transcripts of 840210 6 16 meetings between NRC & 
Transamerica Delaval.Inc (TDD Owners Group Distribution 
list Bncl 

EIBENHUT, D 0 Division of Licensing 84/03/12 PALLADINO 
Commissioners 3pp 22700 001 24X Fiche 50-000,04/03/12. 

8402090039 


— 8403060536 Forwards summary a f 840210 meeting w/Transamer i ca Delaval, 
Inc Owners Croup In Bethesda.MD re problems w/emergency 
diesel generators 

CARUBO, R Licensing Branch w 84/02/27 O'REILLY, J.P NRC - No 
Detailed Affiliation Given 6p, 22708 006 24X 

Fiche 50-000, 84/03/12, 8402090039 


— 04O3O6O554 Transcript of 840210 meeting w/Transamerica Delaval, Inc 
Owners Group in Bethesda.MD re problems w/emergency diesel 
generators 

* NRC - No Detailed Affiliation Given 84/02/10. 147pp 

67201 OOB 24X Fiche 50-000,84/03/12,8402090039. 


- -8403070 409 Summary of B4Q216 meeting w/Transamerica Delaval.Inc Owners 
Group In Wading River, NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript 6 
attendance list encl 

MILLER, M, A Licensing Branch 4 84/02/27 Licensing Branch 4 

Op p 2270B 161. 24X FI eh e. 50-000, 84/03/ 12, 8402090039 


— 8403070423 Transcript of 840216 conference in Wading River, NY re 
Treneamerica Delaval.Inc diesel generators Pp 1-82 
a Commissioners 84/02/16. S4pp 22708 169 24X 

Ficho: 50-000, 84/03/12, 0402090039 


8403140050 Forwards “Design Review of Connecting Rod Bearing Shells for 
Transamer lea Delaval Enterprise Engines" for Shoreham & 

Grand Oulf diesel generators 

MU8ELER r U J Long island Lighting Co 84/03/12 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 22632 074 
24 X Fiche 50-000,84/03/12,8403140050 


8403150133 Forwards "Transamerica Delaval.Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Kept 11 Capscrew design adequate 
for applicable engines St sve conditions 

MUBELER, W J TDI (Transamerica Delaval, Inc ) Owners Group 
84/03/13 DENTON, H R Officr of NucLear Reactor Regulation, 
Director 2pp 22639-270 24X Fiche 50-000,84/03/13,0403150133 


8403200222 Responds to B40214 Requests for Info t Si 2 re R-4 series 
enginas List Indicating engine number, mod e 1 S< sve number, 
customer name L ad dress, rat i ng , do te shipped t, date started 
enc 1 

MATHEWS, C 8 Transamerica Delaval, Inc 04/03/16 EIBENHUT, D. G 
Division of Licensing 2Cpp 22691-179 24X Fiche 50-000,84/03/16, 

8403200222. 


8403270219 Part 21 rept re broken contact carrier in control device of 
7 5 kV-15 kV, 500-750 MVA, 5 kV 350-3,000 6 all HKV circuit 
braakers. Ini tial ly reported on 830223 Addenda to 
Installation St malnt procedures sent to affected units 
DUVALL i D D Brown Boveri Corp (tubs of Broun Boverl 8, Co, t Ltd ) 
84/03/19. Record Services Branch (Document Control Desk). 5pp 
22772-114 24X Fiche 50-000,84/03/19,8403270219 


8403270132 Forwards '’Emergency Diesel Generator Air Start Valve 
Capscrew Dimension St Stress Analysis,” prepared by 84 U for 
Transamerica Delaval.Inc (TDI) Diasel Generator Owners 
Group 

MUBELER, W V TDI (Transamerica Delaval, Inc ) Owners Group 
84/03/33 DENTON, H R. Office of Nuclear Reactor Regulation, 
Director. 2pp 22774-001. 24X Fiche; 50-000, 84/03/23, 8403270132 


8403270134 Requests meeting on B4O410 to discuss short-term S< long- 
term corrective actions (t investigations re Transamerica 
Delaval dietel generators List of suggested meeting topics 
encl 

KCQAllOHVi J P. TDI (Transamerica Delaval, Inc ) Owners Group 
84/03/23. DENTON, H. R Office of Nuclear Reactor Regulation, 
Director 4pp 22769-133 24X Fiche 50-000, 84/03/83, 6403270134 


T Hearing transcripts on n on-an tl tr us t matter* 


8402090039 Board Notification 84-052 forwards mooting summaries 
containing transcripts of 840210 & 16 meetings between NRC t, 
Transamerica Delaval.Inc (TDI) Owners Group Distribution 
list encl 

E ISENHUT i D 0 Division of Licensing 84/03/12 PAI.LADINO 
Commissioners 5pp 22708 001 24X Fiche 50-000,84/03/12. 

8402090039 


— 8403060536 Forwards summary of 840210 meeting w/Traneamer 1 ca Delaval. 
Inc Owners Group in Bethesda.MD re problems w/emevgency 
diesel generators 

CARUSO. R Licensing Oranch 2 84/02/27 O'REILLY. J P NRC - No 
Dotal led Affiliation Given 6pp 22708 006 24X 

Fiche 50-000,84/03/12,8402090039 


--8403060354 Transcript of 840210 meeting ce/Transamer ica Delaval.Inc 
Owners Group in Bethesda.MD re problems w/emergency diesel 
generators 

# NRC - No Detailed Affiliation Given 04/02/10- I47pp 
67201 OOB 24X Fiche 50-000. 84/03/ 1 2, 0402090039 


— 8403070409 Summary of 040216 meeting w/Transamorica Delaval.Inc Owners 
Group in Wading River. NY re program plan to establish 
reliability of diesel generators Agenda. meeting transcript 6 
attendance list encl 

MILLER. M A Licensing Branch 4 84/02/27 Licensing Oranch 4 

Bpp 22700 161 24X Fiche 50-0 00. 84/03/ 12. S4Q2090Q3? 


— 8403070423 Transcript of 840216 conference in Hading River.NY re 
Transamerica Delaval.Inc diesel generators Pp 1-02 
* commissioners 04/02/16 84pp 22700 169 24X 

Fiche 50-000, 04/03/ 12, 8402090039 


U Congress iona 1/Exec ut ive Correspondence 


84030B017? Fourth partial response to FQ1A request for sli categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FQIA Exemption S) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, 5 1 
Garvey, Schubert. Adams & Barer 7pp 22383 226 24X 

Fiche 50-000.84/02/13.8403080179 


— 8009110203 Responds to 000702 ltr re E Borhek concern about ultimate 
responsibility for civil penalities proposed against util 
Civil penalties are imposed as enforcement action State 
agencies should be contacted re responsibility for payment 
DIRCKS.H J Office of the Executive Director for Operations 
80/09/26 JACKSON. H M Senate 4pp 22983260 24X 

Fiche 50-000,04/02/13,6403080179 


— B012160551 Forwards 800625 ltr from constituent E Borhek for response 
Requests that duplicate rept be forwarded to 802 United 
States Cour thouser Beatt 1 o, WA 90104 

JACKSON. H M Senate, Energy 6 Natural Resources 00/07/21 
KAMMERER, C C Office of Congressional Affairs 2pp 22583-264 
24X Fiche 50-000,84/02/13.8403080179 


DOCKET 30-461 CLINTON POWER STATION. UNIT 1 


A Application/construction stage documents 5, correspondence 


8403130193 Responds to Generic Ltr 83-2B re generic implication of 
Salem ATW8 event* Util using methodologies developed by 
industry groups Pehedule for Info submittal will be provided 
within 45 days after receipt of owner* group repfcs 

HER DORN, D I Illinois Power Co 84/03/02 EISENHUT, D 0 Division 

of Licensing 2pp 22617 298 24X Fiche 30-461,84/03/02. 

0403130193 


8403290346 Not i ficatl on of 040405 mee t ing w/u t 1 1 in Bethesda.MD ta 
discus* safety parameter display sys 

HARRISON, G Licensing Branch 2 84/03/08 8CHWENCER, A Licensing 

Branch 2 3pp 22022 233 24X Fiche 50-46 1, B4/03/08, 8403290346 


8403190396 Forward » tabulated results re review of operating shift 
experience for facility 

HALL, D P Illinois Power Co 84/03/09. DENTON, H R. Office of 
Nuclear Reactor Regulation, Director 6pp 22673 053 24X 

Fiche 30-461,84/03/09,8403190398, 


9403150009 Forwards responses to Mechanical Engineering Branch 
Questions 210 05 *■ 210.06 re HVAC duct work Stress limits 
for duct work 4, duct support* will be included in FSAR 
Buckled portions of ducts will be replaced 

HERBORN. D 1 Illinois Power Co 84/03/12 8CHWENCER, A. Licensing 
Branch 2 Spp 22642 358 24X Fiche 30-46 1 , B4/03/1 2, 8403 1 30089 
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DOCKETED ITEMS 


B40209Q041 Board Notification 04-050 provides Commission policy 
statement h proposed rulemaking on environ qualification* 

EI8ENHUT, D 0 Division of Licensing B4/03/14 Atomic Safety and 
Licensing Board Panel l-Opp 24X Fiche 50-000, 84/03/ 1 4, 0402090041 


B403200190 Ack receipt of B40307 request for concurrence in modifying 
program for pulling Claes IE cable Installation of cahle 
toil! not preclude insp of cable tray hangers Concurrence 
g ranted 

KEPPLER, J 0 Region 3, Office of Director 04/03/16 OER STIVER < W C 
Illinois Power Co ip 22696 341 24X Fiche 50-461* B4/03/16, 

0403200190 


— 0403200193 Submits proposed mods to prerequisites for pulling Class 
IE cable previously modified in 040103 Itr Prior to Class IE 
cable pull* cable tray in pull path will be field inspected 6 
accepted by Baldwin Assocs Quality 6 Technical Svcs 
HALL. D P Illinois Potuer Co 84/03/07 KEPPLER, J 0 Region 3* 
Office of Director 5pp 22606 342 24X Fiche 50-461. 84/03/16* 

0403200190 


F Security, medical, emergency 6 fire protection plans 


0402090006 Board Notification 84-034 forwards R Vollmer 040206 memo to 
O Elsenhut re fire research results concerning fires In 
electrical cabinets in control room 

EISENHUT.D 0 Division of Licensing 04/02/23 PALLADINO 
Commissioners Ip 22376 203 24X Fiche 50-000,84/02/23, 

0402090006 


— 64Q30E03I6 Recommends that info re fire research results concerning 
fires in electrical cabinets in control room be submitted 
for board not 1 P 1 c at ion, per NRR Ofc Ltr 19. dtd 621001 Further 
evaluation of test data required 

VDLLMER.R H Division of Engineering 04/02/06 EISENHUTiD 0 
Division of Licensing 1 Op p 22576 204 24X 

Fiche 50-000*04/02/23,0402090006 


0403120077 notifies of 640323 workshop on fire protection safe 
shutdown reuirements of lOCFRSO.App R in Rosemont* IL to 
discuss IE Info Notice 84-09 h provide addl shutdown 
analyses L/or mod guidance Agenda end 

SPESSARD* R L Division of Emergency Preparedness i, Operational 
Support 04/03/06 OERSTNER.W C Illinois Power Cd 3pp 
22506 303 24X Fiche 50-461.04/03/06,8403120077 


B4003002B9 Notification of B40403 meeting w/utll in Bethesda.MD to 
discuss emergency planning 

HARRISON, 3 Licensing Branch 2 04/03/08 SCHWENCER, A Licensing 

□ ranch 2 3pp 22B44 326 24X Fiche 50-461,04/03/08,0403300209 


0403270177 Forwards IE Hgt Meeting Rept 30-461/84-06 on 840228-29 
PAPER IELLO, C J Region 3, Office of Director 04/03/09 

QER3TNER, C J Illinois Power Co 2pp 22771 126 24X 

Fiche* 50-461, 84/03/09, 0403270177 


— 0403270100 IE Mgt Meeting Rept 50-461/04-06 on 840220-29 Major areas 
discussed progress of emergency preparedness program 6 
hearing board contentions re emergency preparedness 
SNELL, W C , PHILLIPS, M P Region 3, Office of Director 84/03/08 
3pp 22771 123 24X Fiche 50-461,04/03/09,8403270177 


0 Adjudicatory correspondence 


8403070120 Notice of filing of joint stipulation in OL hearing 
FOX, C D Illinois Power Co FOX. C D achiff, Hardin t Waite 

B4/03/02 CLARK, H K ■ FEROUSON, Q A , PARIS, 0 H. Atomic Safety and 

Licensing Board Panel 2pp 22547 262 24X Fiche 50-461.84/03/02, 

0403070120 


—0403070123 Joint stipulation that Paragraphs f,g,h,i &t j of Contention 
III hereby withdrawn in entirety Certificate of Svc end, 

ODDDARD, R NRC - No Detailed Affiliation Given FOY, J M Prairie 
Alliance ZABEL, S A Illinois Power Co 04/03/01, 3p p 
22347 264 24X Fiche 50-461.04/03/02,8403070120 


S403I40057 Forwards proposed mod of Contention 1 re emergency planning 
discusied w/applicant, Pra i ri e Alliance, FEMA S< NRC at 840228- 
29 meetings in Champaign, IL Schedule to further settle 
remaining emergency planning issues listed 

OODDARD, R J Hearing Branch 3 04/03/05 CLARK. H K , PARIS, OH , 

FEROUSON, 0 A Atomic Safety and Licensing Board Panel 6pp 
22633 065 24X Fiche 50-461 , 84/03/05, B4031 40057, 


— 0403140060 Requests notice of dates of licensing hearings In Clinton, 
IL, in order to make necessary arrangements 

STITEB, S J Clinton, IL 84/02/24 OODDARD, R 0 Hearing Branch 
3 ip 22633 092 24 X Fiche 50-461,04/03/05,8403140037 


B403140135 Forwards util submittal providing functional description of 
safety parameter display sys W/o end. 

OODDARD, R J Hearing Branch 3 84/03/05 WILLMAN, P L Illinois, 

State of lp 22620 297 24 X Fiche 50-461,04/03/03,0403140135 


0403140106 Forwards emergency planning contentions as modified at 
recent mooting w/lntervenor & transmittal ltr to A8LB 
OODDARD. R J Hearing Branch □ 04/03/06 PERRY, 8 Faderal 

Emergency Management Agency 9pp 22620 275, 24X 

Fiche 30-461,84/03/06,8403140106 


0403140142 Forwards modified emergency planning contention as amended 
on 840229 by party agreement 

OODDARD, R J Hearing Branch 3 04/03/07 FOY, J Prairie Alliance 

3pp 22624 035 24X Fiche 50-461,04/03/07,8403140142. 


1 Financial information 


0403290093 Forwards util Annual Financial Rept 19B3,8oyland Power 
Cooperative. Inc Annual Financial Rept 1902 S< Western 
Illinois Power Cooperative, Inc Annual Financial Rept 1903. 

HERBORN, 0 I Illinois Power Co. 84/03/23 DENTON, H. R, Office of 
Nuclear Reactor Regulation, Director lp 22006 106 24X 

Fiche 30-461,04/03/23,0403290093 


— 0403290098 Annual Financial Rept 1983 

KELLEY, W J Illinois Power Co 83/12/31 30pp 22806*127 24X 

Fiche 30-461,84/03/23,8403290093 


— 840329U102 Annual Financial Rept 1982 

FEROUSON, C E , WILLIAMS, E H Soyland Power Cooperative. Inc 
92/12/31 22pp 22806 107 24X Fiche 30-461,84/03/23.0403290093 


— 8403290107 Annual Financial Rept 1983 

OANT, R E Western Illinois Power Cooperative. Inc. B3/12/31 
16p p 22006 167 24 X Fiche 30-461,04/03/23,0403290093 


0 inspection reports, IE Bulletins 6 correspondence 


8403130416 Forwards IE Insp Rept 30-461/03-19 on 031101-840111 t 
notice of violation 

KNOP.R. C Region 3. Office of Director, 84/02/21 OERBTNER, W C 
Illinois Power Co 2pp 22613.091. 24X Fiche 30-461,84/02/21. 

0403130416 


— 8403130421 Notice of violation from insp on 831101-840111 

* Region 3, Office of Director 84/02/21. 2pp 22613,093. 24X 

Fiche 30-461,84/02/21.8403130416 


--8403130430 IE Insp Rept 30-461/83-19 on 831101-840111 Violations 
noted deviation repts not d i spos 1 t loned per Baldwin Assoc 
Rev 2 to Procedure BAP 1016 acceptance criteria not 
established for d isposl tlonlng noneonfoi nance repts 
JABLONBKI.F J, , HAYES, D W Region 3, Office of Director 
84/02/21 32pp 22613 093 24X FI c h e* 30-46 1 , 84/02/21 , 0403130416 


0403080176 Forwards IE Insp Rept 30-461/84-02 on 040110-20 l< 24-27, No 
noncompliance identified 

STREETER, J F Region 3, Office of Director 04/02/23 
OERBTNER, W C Illinois Power Co. 2pp 22339 314 24X 

Fiche* 90-461, 84/02/23, B4Q3080176. 


—8403000188 IE Insp Rept 50-461/84-02 on 840118-20 fc 24-27, No 
noncomp 1 lane e or deviations Identified Mejor areas 
inspected review of previous noncompl lance, unresolved S< open 
items in IE Insp Repts 30-461/82-18 t< 30-461/83-18, QA li QC. 

CHOULES, N C , SCHULZ, R D , HUNTER, D ft. Region 3, Office of 
Director 84/02/17 llpp 22339*316 24X Fiche* 30-461, 84/02/23. 

0403080176 


0401190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Opereted Valve Control Circuits & Annunciation " Bvc list 
end 

JORDAN. E L Division of Emergency Preparedness *< Engineering 
Response {Post 830103) 84/02/28 Consolidated Edison Co. of Naw 

York, Inc I13pp 22909 239 24X Fiche* 30-000, 84/02/29, 8401190072. 


8402090007 IE Info Notice 04-14, "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC " Svc list end, 

GRACE, J N Division of QA, Safeguards J, Inspection Programs (Post 
830103) 84/03/02 Consolidated Edison Co. of New York, Inc. 

100pp. 22332 329 24X F i c h e, 30-000, 84/03/02, 8402090007. 


8402090008 IE Info Notice B4-16, "Failure of Automatic Sprinkler 8ys 
Valve* to Operate," Svc li»t end. 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 84/03/02 Consol ideted Edison Co. of New 

York, Inc I 22 pp 22333 078. 24X Fiche 30-000,84/03/02.8402090008, 
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0402090009 IE Info Notice 04-13. "Reporting of Radiological Releases " 
Bvc lilt inc 1 

JORDAN. E L Dlviiion of Emergency Preparedness k Engineering 
Riiponia (Post 030103). 04/03/02 Consolidated Edison Co at New 

York, Inc I19pp 22393 217 24X Fiehe 30-000, 84/03/02, 0402090009 


0402090011 IE Info Notice 04-17, "Problem! W/Liquld Nitrogen Cooling 
Component* Below Nil Ductility Temp " Eve li*t end 
JORDAN, E L Dlviiion Df Emergency Preparedness k Engineering 
Reipome (Post 830103) 04/03/03 Conn 1 i dated Edison Co of N»w 

York. Inc 1 17pp 22533*336 24X Fiehe 30-000, 04/03/03, 040209001 1 


8402090024 IE Info Notice 04-09, Rev 1, "Lesson* Learned From In«p* of 
Fire Protection 9ef# Shutdown By* “ Bvc ll»t enel 
JORDAN, E L Dlviiion of Emergency Preparednen I* Engineering 
Reeponee (Poit 030103) B4/03/07. Consolidated Edison Co of New 

York. Inc 118pp 22633 049 24XFiche 30-000,84/03/07,0402090024 


0402090080 IE Info Notice 04-18, "Otrei* Corrosion Cracking in PWR 
Sys. " 8 vc list end 

JORDAN, E. L Division of Emergency Preparedness k Engineering 
Reeponee (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc, llapp 22584 1B6 24X Fiehe' 30-000, 04/03/07, 8402090020 


0403270177 Forwardi IE Mgt Meeting Rept 30-461/04-06 on 040220-29 
PAPER IELLO, C J. Region 3, Office of Director 84/03/09. 
0 ERBTNER, C J. Illinois Power CO 2pp 22771.126 24X 

Fiehe: 90-461. 04/03/09,8403270177. 


“ 8403270180 IE Mgt Meeting Rept 30-461/04-06 on 840228-29. Major areas 
discussed. progress of emergency preparedness program k 
hearing board contention! re emergency preperedness 
BNELL.N C , PHILLIPS, M P. Region 3, Office of Director. 04/03/08. 
3pp 22771*120 24X Fiehe 30-461,04/03/09,8403270177. 


0402090031 IE Bulletin 84-02. "Failures of OE Type HFA Relays In Use in 
Claes IE 8afety Bys " Bvc list end 

DEYOUNO, R C. Director'* Office, Office of Inspection and 
Enforcement. 04/03/12 Consolidated Edlion Co of New York, Inc 

134pp. 22023.094 24X Fiehe 30-000,04/03/12,8402090031 


6403190170 Ack receipt of 840303 ltr informing NRC of itap* taken to 
correct violation! noted In IE Imp Rept 30-461/83-23 
0PE88ARD, R L Division of Emergency Preparedness l< Operational 
8upport. 84/03/14 6ERSTNER, W C Illinoli Power Cd tp 
22671.132 24X Fiehe. 30-461, 84/03/14, 0403190170. 


—0403190173 Respond# to NRC 040117 ltr va violations noted in IE Imp 
Rept 30-461/83-23 Corrective actions Procedure BAP 3.3.2 
reviled to incorporate directive requirement* for seismic 
Category I cable tray cable inetallation 

HALL, D P, Illinois Power Co 04/03/03 KEPPLER, J 0 Region 3, 
Office of Director Spp 22671.133 24X Fiehe* 30-4 61, 84/03/1 4. 

8403190170 


8403190329 Forwards Vendor Program Insp Rept* 99900231/83-01 k 
99900231/04-01 on 831113-17 k 0401 16-20, respec tlvely, 
cloeing out Part 21 rept re seepage of oil from Dkonite 
cables. 

POTAPOVS, U Region 4, Office of Director 84/03/13. NORELIUB, C 6 
Division of Project & Resident Programs lp 22673 026 24X 

Fiehe: 30-461, 04/03/13, 8403190329. 


8402090043 IE Info Notice 84-19, “Two Event# Involving Unauthorised 
Entries into PWR Reactor Cavities," Svc list end 
JORDAN, E L Division of Emergsncy Preparedness k Engineering 
Response (post B30103). 84/03/21 Comolldatsd Edison Co. of Now 

York, Inc 123pp. 22823 229. 24X Flch«: 90-000, 84/03/21 , 8402090043. 


8402090044 IE Info Notice 04-20, "Bvc Life of Relays in Saf e ty-Related 
Bys. * Bvc list end. 

JORDAN, E. L Division of Emergency Preparedness k Engineering 
Response (Post 830103). 84/03/21. Consolidated Edison Co. of Nau 

York, Inc. 133pp. 22933 001 . 24X Fiehe* 30-000, 84/03/21, 8402090044 


R. Periodic operating reports k related correspondence 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1984. Changes in FEHA 
finding date* not ceused by delay du« to offsite emergency 
planning issues 

DIRCKB,M J. Office of the Executive Director for Operation*. 
84/02/21. PALLADINO Commissioner*. 9pp 22492,083. 24X 

Fi Che: 30-000, 64/02/21, 8403020443. 


S Reportable occurrence*. LER* k related correspondence 


04O3OBO24O Part 21 rept re failure of Pacific Air Products linear 
converter Initially reported on 840 117 Failure due to 
escesslve wear of brats shaft guide* on Input k output 
shafts Investigation underway 

HALL, D P Illincie Power Co 04/02/29 KEPPLER, J © Region 3, 
Office of Director 5pp 25536 289 24X Fiehe 90-461,84/02/29, 

0403080240 


8403260233 Interim Deficiency Rept 33-03-06 re weld defect* on 
» true t ural steel member* supplied by Hoc kut 11 Engineering, 
Initially reported on 830427 Repair* initiated k vendor* 
notlflid of QA responsibility 

HALL, D. P Illinois Power Co 84/03/13 KEPPLER, J O Region 3, 
Office of Director 4pp 22734 313 24X Fiehe 30-461,84/03/13, 

0403260233 


V Operator Examination* 


8403190398 Forwards tabulated result* re review of operating shift 
experience for facility 

HALL. D P Illinois Power Co 84/03/09 DENTON, H. R Office of 
Nuclear Reactor Regulation, Director 6pp 22679:030 24X 

Fiehe 30-461,84/03/09,0403190390 


DOCKET 30-462 CLINTON POWER STATION. UNIT 2 


F Security, medical, emergency k fire protection plans 


8403120077 Notifies of 040323 workshop on fire protection safe 
shutdown rsulra/nents of 10CFR30, App H in Rosemont, IL to 
discus* IE Info Notice 84-09 k provide addl shutdown 
analyses k/or mod guidance Agsnda and 

8PESBARD, R L Division of Emergency Preparedness k Operational 
Support. 04/03/06 OERBTNERiW C Illinois Power Co Spp. 
22306 302 24 X Fiehe 30-461,04/03/06,8403120077 


□ Inspection report#, IE Bulletins k correspondence 


0403190329 Forwards Vsndor Program Insp Repts 99900231/03-01 k 
99900231/04-01 on 831 1 1 S- 1 7 k 040 1 16-20, r e s p ec t i vel y , 
closing out Part SI ripe re seepage of oil from Okonl te 
cables. 

POTAPOVS, U Region 4, Office of Director 04/03/13, N0RELHJ8.C E 
Division Of Project k Resident Programs lp 22673 026. 24X 

Fiehe: 50-461, 84/03/1 5. 0403190329. 


8 Reportable occurrences, LERs k related correspondence 


8403140122 Part 21 rept re status update concerning abnormal wear on 
llnsar converters Test program underway Results of 
investigation indicate excesslvs wear caused by bunting of 
control circuitry 

DODSON, J P Pacific Air Products Co 84/03/09 Director's 

Office, Office of Inspection and Enforcement 7pp, 22624 068 24X 

Fiehe. 30-000,84/03/09.8403140122 


DOCKET 30-463 FULTON QENERATINQ STATION, UNIT 1 


0 Adjudicatory correspondence 


8403010221 Forward# brief on issues re liability for fee* k expense*. 
Related correspondence 

IRWIN, D p Hunton k Williams IRWIN, D P Philadelphia Electric Co 
84/02/27 CDTTER, D P , L 1 NENBEROER, 0 . , DEBYLVA, D. P. Atomic Safety 
and Llcemlng Board Panel. lp 22433' 132 24X 

Fiehe: 30-463. 84/02/27. 8403010221 


8403010229 Brief on issue* re liability Pur fees h expense* Certificate 
of Bvc end. Related correspondence 

IRWIN, D F Philadelphia Electric Co. IRWIN, D, p. Hunfcan k 
Williams. 84/02/27 Atomic Safafcy and Licensing Board Panel 
41pp, 22433 133. 24X Fiehe 50-463,84/02/27.8403010221 


T. Hearing transcript* on non-ant! tru* t matteri 


8403030071 Transcript of 840229 hearing in Ph i lade 1 phla, PA, Pp 1-03 
* Atomic Bafety and Licensing Board Panel 04/02/29 B3p# 
22490 284 24X Fiehe 50-463,84/02/29,0403030071 
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DOCKET 30-464 FULTON GENERATING STATION, UNIT 2 


0 Ad j u d i cj tory correspondence 


B40301O221 Forwards brief on issues re liability for fees k expense* 
Related correspondence 

IRMIN, D F Hurton 6 Williams IRWIN, D P Philadelphia Electric Co 
B4/02/27 COTTER, D P , L INENBEROER, Q , DESYLVA, D P Atomic Safety 
and Licensing Board Panel Ip 22433 132 24X 

Fiche 30-463, 04/02/27, 0403010221 


— 9403010229 Brief on issues re liability for fees k expenses Certificate 
of Svc end Related correspondence 

IRWIN, D P Philadelphia Electric Co IRWIN, & P Hunton & 

Williams 84/02/27 Atomic Safety and Licensing Board Panel 

4 1 p p 22433 133 24X Fiche 30-463, B4/02/27, B403010221 


T Hearing transcripts on non-anti trus t matters 


B4030S007 1 Transcript of 040229 hearing in Ph i ladel phia, PA Pp 1-93 
* Atomic Safety and Licensing Board Panel 94/02/29 83pp 
22490 2B4 24X Fiche 50-463,84/02/29,6403050071 


DOCKET 50-466 ALLENS CREEK NUCLEAR STATION, UNIT I 


A Application/construction stage documents J, correspondence 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FPIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, S I 
Oarvey, Schubert, Adams 4, BareT 7pp 22383 226 24X 

Fiche 5P-000, 84/02/ 13. B4030B0179 


--8 102200029 Forwards action plan for resolution of non-TMI Issues for 
pending CP/mfg license ap p 1 i ca t i one, per Dfe of Nuclear 
Reactor Regulation approach to resumption of licensing 
Safety evaluation inputs should be provided by B1O60I 
E 1 BENHUT , D Q Division of Licensing 80/12/31 VOLLMER , R 

Division of Engineering lp 22SB3 277 24K 

Ficha 50-000, 94/02/13, 84030B0179 


DOCKET 50-467 ALLENS CREEK NUCLEAR STATION, UNIT 2 


\ App 1 icat 1 on/c ons true t ion stage documents 6 correspondence 


3403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA E s emp 1 1 on 3) Review of 
addl documents tubj to request continuing 

FELTON, J (1 Division of Rules and Records 84/02/13 ANDERSON, B I 
Garvey. Schubert, Adams b Oarer 7pp 22393 226 24X 

Fiche 30-000. B4/02/ 13, 8403090179 


— B102200029 Forwards action plan for resolution of non-TMI Issues for 
pending CP/mfg license app 1 i ca t 1 ons. p er Ofc of Nuclear 
Reactor Regulation approach to resumption of licensing 
Safety evaluation inputs should be provided by 810601 
E1SENHUT, D 0 Division of Licensing 80/12/31 UOLLMER, ft 
Division of Engineering Ip 22583 277 24X 

Fiche 30-OOD, B4/02/I3. 8403080179 


SOCKET STN-30-470 CESSAR SYSTEM 80 


NRC Safety Evaluation Report (SERI, suppls L correspondence 


1403010276 Forwards Interface requirements re block valves on 
atmospheric dump valves to close out Confirmatory Item 2 
of SSER 2 re steam generator tube rupture analysis 

SCHERER, A E Combustion Engineering, Inc 84/02/24 EISENHUT.DG 
Division of Licensing 3pp 22433 173 24X Fiche 30-470,84/02/24, 

9403010276 


1403270107 Forwards interface requirement re shutdown cooling analysis 
of reactor coolant gas vent sys per 5SER 2 Confirmatory Item 
closed 

SCHERER, A E Combustion Engineering, Inc B4/03/22 El BENHUT, D 0 
Division of Licensing 2pp 22766 347 24X Fiche 50-470. B4/03/22, 

9403270107 


K Utility Final Safety Analysis Report ( FSAR 1 & amends 


04O32OOOB1 Forwards for review, Amend 9 to C-E std SAR Major changqi 
result from response to confirmatory items k NRC questions 
SCHERER. A E Combustion Engineering, Inc 84/03/16 EI8ENHUT, D 0 
Division of Licensing 2pp 22692 001 24X Fiche 30-470,84/03/16, 

B4032000B1 


— 8403200083 Amend 9 to C-E 9td SAR 

WEST, J M Combu* t i on Engineering, Inc 04/02/29 3S4pp 
22602 003 24X Fiche 30-470,04/03/16,9403200091 


DOCKET 30-471 PILGRIM NUCLEAR POWER STATION, UNIT 2 


A AppI ieatlon/constructlon stage documents & correspondence 


9403090179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 3) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Record* 84/02/13 ANDERSON, 8 I 
Oarvey, Schubert, Adams & Barer 7pp 22383 226 24X 

Fiche 30-000.04/02/13,0403080179 


--3102200029 Forwards action plan for resolution of non-TMI Issues for 
pending CP/mfg license app 1 1 cations, per Ofc of Nuclear 
Reactor Regulation approach to resumption of licensing 
Safety evaluation inputs should be provided by 910601 
EtSENHUT , D G Division of Licensing 80/12/31 VOLLMER, R 

Division of Engineering lp 22583 277 24X 

Fiche 30-000,04/02/(3,0403080179 


6 Reportable occurrences, LERs k related correspondence 


8403260233 Forwards summary list of deficiencies identified per 
1OCFR30 55(e),Part 21 8, potential generic ltr repts for 
c ommenbs 

8TAR0STECKI . R Division of Project t< Resident Programs 04/02/29, 
Region 1, Office of Director 7pp 22736 063 24X 

Fiche 30-000,04/02/28,0403260233 


DOCKET STN-50-4B2 WOLF CREEK GENERATING STATION 


A Application/construction stage documents t< correspondence 


8402090302 Notifies that Rev 2 to "Rept of Independent Review of 
Environ Qualification Programs to NUREG-0380" not complete 
reissue, per 840201 ltr Several rept apps had no changes 
PETRICK.N A Standardized Nuclear Unit Power Plant Bystem 
84/02/07 DENTON, H R Office of Nuclear Reactor Regulation, 
Director lp 22160 174 24X Fiche 50-000, 84/02/07, B402090302 


8402090017 Board Notification 84-038 Forwards RJ Mattson B40123 memo 
to DG Elsenhut providing status update of NRC actions re 
Westinghouse ECCS actuation logic 

E I BENHUT . D G Division of Licensing 84/02/27 PALLADINO 
Commissioners 7pp 22346 007 24X Fiche 30-000,84/02/27, 

0402090017 


0403010406 Forwards listed addl info re slave relay testing Tech Spec 
requirements for ESF actuation sys, per 840217 request 
Meeting w/Instrumenta tion & Control Sys Branch requested 
during uk of 840227 

PETRICK.N A Standard i i ed Nuclear Unit Power Plant System 

84/02/27 DENTON, H R Office of Nuclear Reactor Regulation, 

Director B2pp 22433 297 84X Fiche. 30-000, B4/02/27, 8403010406. 


0403020274 Forwards response to Generic Ltr 83-28 re required actions 
based on generic implications of Salem ATW3 events. W/threa 
oversize drawings Aperture cards art available in PDR 
KOESTER, O L Kansas Gas k Electric Co 84/02/29 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director 48pp 22402 042 
24 X Fiche 30-482,84/02/29,9403020274 


9403120315 Forwards comments k request for addl info to complete review 
of facility procedures generation package. Info requested 
within 30 days of ltr receipt 

YOUNGBLOOD, B J Licensing Branch 1 94/02/29. KOESTER, 0. L Kansas 

Gas «, Electric Co 7pp 22619 001 24X FI c he. 30-482, 84/02/29, 

8403120315 


9403120363 Forwards request for addl info to complete evaluation of 
Instrumentation k Control Sys Branch site audit Info 
should be submitted by B40420 

YOUNGBLOOD, B J Licensing Branch 1 84/02/29 KOESTER, 0, L Kansas 

Gas (, Electric Co BCHNELL, D F Union Electric Co 4pp 
22615 334 24X Fichs 50-000,84/02/29,0403120363. 
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0403140283 Ac* receipt of util B402Q2 request to withhold proprietary 
version of "5NUPPS Steam Generator Tote Plugging Margin 
Evaluation*' from public disclosure Based on listed raasonsi 
submitted info will be withheld (ref 10CFR2 770) 

YOUNGBLOOD, B Licensing Branch 1 84/03701 W1ESEMANN, R A 

Meetinghouse Electric Corp 4pp 22636.323 24X 

Fiche 30-000-04/03/01.6403140283 


S40306027B Forwards equipment qualification data package for ME-1 to 
support justifications for interim operation Odd-numbered 
pages mistakenly not copied EQDP-HE-1 substitutes info in 
previous package 

PETRICK-N A Standardiied Nuclear Unit Power Plant System 
04/03/05 DENTON. H R Office of Nuclear Reactor Regulation. 
Director lp 22510 097. 24X Fiche 50-000. B4/03/05, 04O3O6O29B 


8403130342 Forwards just 1 fi cat lorn for Interim operation (UTO) for 
listed programs l< draft Mestinghouse Class 3 topical repts 
Final resolution of issues for listed JIQs expected by 
830331 

PETRICKiN A Standardiied Nuclear Unit Power Plant System. 
04/03/06. DENTON, H R Office of Nuclear Reactor Regulation, 
Director. 4pp. 22616:149 24X Fiche 30-000,04/03/06,0403130342 


— 0403130330 Draft "Equipment Qual 1 f lcation Data Package,” Rev 4 to 
EODP-ESE— 13, "Process Protection 8ys " 

RAHE. E P Meetinghouse Electric Corp WC AP-S307 R4E6E-13D 
63/06/30 22pp 22616 133 24X Fiche' 30-402, 84/03/06, 0403130342 


— B403130373 Draft "Equipment Qualification Date Package, " Rev 0 to 
EQDP-ESE-47A, “Boron Dilution Fi« - Source/Intermediate 
Range Neutron Detector " 

RAHE, E P Mestinghouse Electric Corp WCAP-B5B7 R0ESE-47AD 
03/03/31 20pp 22616 173, 24X Fiche: 30-402, 84/03/06, 0403130342 


— 0403130387 Draft "Equipment Qualification Data Package," Rev 0 to 
EQDP-HE-10B, "Head Vent Bye - Electronic Control Module 
(HE-10B) " 

RAHE, E. P Mestinghouse Electric Corp MCAP-B307 R0HE-10D D 
03/10/31 20pp 22616.173 24X Fiche: 30-402, B4/03/06, 0403130342 


8403190421 Notifies of Caseload Forecast Panel 040320-22 site visit to 
obtain info re const status Info will be used to better 
allocate NRC resources during license review List of info 
requested end 

YOUNGBLOOD, B J Licensing Branch 1 84/03/07 KOESTER. 0. L Kansas 

Oat 5 < Electric Co 6pp 22601:336 24X Fi che, 30-4B2, 04/03/07, 

0403190421 


0403270283 Notification of Caseload Forecast Panel 040320-22 site 
visits u/utii to review const progrsss b assets projected 
fuel load dates Agenda end 

O'CONNOR, P M Licensing Branch 1 84/03/07 YOUNGBLOOD, B J 

Licensing Branch 1 7pp 22787 234 24X Fiche 30-482,84/03/07, 

0403270203. 


8403290331 Notification of cancellation of Caseload Forecast Panel 
840321 site visit t, 040320 b 22 public meetings 
0 'CONNOR, P W Licens ing Branch 1 84/03/07 YOUNODLOOD, B J 

Licensing Branch t 7pp. 22B22 256 24X Fich* 30-402-04/03/07, 

0403290331 


0403270240 Summary of 840217 meeting w/utl 1 s, Bech te 1 & Mestinghouse 
re slave relay- testing frequency & SER open items on loss of 
Instrument bus It boron dilution control 

HOLONICH, J J , O'CONNOR, P M. Licensing Branch 1 04/03/00 

Licensing Branch i 6pp. 22709,273 24X Fichs 30-000,04/03/00, 

8403270240 


6403130197 Forwards addl info re deelgn process used in constructing 
facility, per 840104 request Attachment discusses nearly 
identical design of Callaway St Wolf Creek It minor design 
features unique to Wolf Creek 

KOESTER, 0 L Kansas Gas It Electric Co 04/03/09 DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director 30pp 22603:063 
24X Fiche: 30-4B2, 04/03/09, B403t30i97 


0403150064 Forwards experience tables for shift consultant for hot 
participation requirements of plan proposed by utii group 
on operating shift experience. 

KOESTER, 0 L. Kansas Oat b Electric Co 04/03/12 DENTON, HR 
Office of Nuclear Reactor Regulation, Director. 3pp 22643-065 
24X Fiche: 30-402, B4/03/12, 8403130064 


1403170223 Ack receipt of 040217 ltr responding to NRC B30325 request 
High school verification diploma verification process 
acceptable 

OAOLIARDO, J E, Region 4, Office of Director. 04/03/13. 

H0E8TER, 0 L Kansas Qat It Electric Co. ip 82672 097. 24X 

Fiche: 50-482,84/03/13, 8403190223. 


— B403190227 Responds to NRC 030311 6 23 itrs verifying that employees in 
positions requiring high school diploma have graduated from 
high school Background investigation contractor will 
routinely verify highest education ltr 

KOESTER, G L Kansas Gas It Electric Co B4/02/17 OAOLIARDO, J E 
Region 4, Office of Director lp 22672 090 24X 

Fiche 30-482,84/03/13,8403190223 


0402090041 Board Notification B4-050 provides Commission policy 
statement !< proposed rulemaking on environ qual i f icat i ons 
EISENHUT.D 0 Division of Licensing 84/03/14 Atomic Safety and 

Licensing Board Panel lOpp 22716 330 24X Fiche 30-000,04/03/14. 

0402090041 


B403210073 Informs that facility fuel load scheduled for 840923 
Commercial operation planned for Spring I903,w/plant 
scheduling activities retaining target for going 
commercial during Feb 1985 

KOE0TER, G L Kansas Gas U Electric Co 04/03/13. DENTON, H R 
Office of Nuclear Reactor Regulation, Director lp 22704 362 24X 

Fiche 50-402,84/03/15,0403210073 


0403200232 Forwards Rev 1 to "Review of Boron Dilution Transients at 
Mol f Creek” l< proof It review pages of Tech Specs deleting 
baron, dilution mitigation sys M/two oversiie drawings 
Aperture cards are available in FDR 

K0E8TER , G L Kansas Gas i Electric Co 04/03/16 DENTON, H R 

Office of Nuclear Reactor Regulation, Director. 3pp 22607 170 
24X Fiche 30-402, 04/03/16,8403200252 


— 8403200260 Proof & review pages of Tech Spec* dsleting boron dilution 
mitigation sys, 

* Kansas Gas It Electric Co 34/03/16 4pp 22607 175 24X 

Fiche 30-402,04/03/16,0403200232 


— 0403200269 Rev i to "Review of Boron Dilution Transients at Wolf 
Crook “ 

RUBIN, A , UNIONE, A Impel 1 Corp STEWART, fi Kansas Gas It 
Electric Co 01-0700-1269 R01 84/03/31 03pp 22607 ISO 24X 

Fiche 30-482,04/03/16,8403200252 


0403220019 Forwards addl info re equipment It seismic qua 1 if i ca tion It 
pump & valve operability issues identified by NRC 
PETRICK.N A Standardized Nuclear Unit Power Plant System 
84/03/16 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 3pp 22713 39S 24X Fiche 30-000, 34/03/16, 0403220019 


8403220029 Responds to three NRC questions re analysis of steam 
generator tube rupture event, contained in FSAR Util 
reanalyzing condition using operator times Prom actual 
events & ANS Draft Std 50 8 Rept expected by 040630 
PETRICKiN A Btandardixed Nuclear Unit Power Plant Sys tern 
84/03/16 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 3pp, 22712 310 24X Fiche 50-000,04/03/16,0403220029 


0403220026 Forwards requested changes to final draft Tech Specs List 
of Tech Specs discussed w/des cription of status S< action 
required also end 

PETRICKiN A Standardiied Nuclear Unit Power Plant System. 
04/03/20, DENTON, H R Office of Nuclear Reactor Regulation, 
Director 67pp 22713 213 24X Fiche 30-000,04/03/20,8403220026 


8403220 1 84 Forwards implementation schedule for resolutions of 
supplementary survey & auxiliary shutdown panel review 
findings b list of addl commitments made during NRC audit 
Human factors items considered closed 

PETRICKiN A Standardized Nuclear Unit Power Plant System 
04/03/21 DENTON, H R. Office of Nuclear Reactor Regulation, 
Director 7pp 22717 020 24X Fiche 30-000,04/03/21,8403220184 


0403260282 Forwards addl info documenting environ qual i f i cat ion of 
mechanical equipment program completion per 8SER 4 for Wolf 
Creek 

PETRICKrN A Standardized Nuclear Unit Power Plant System 
34/03/21 DENTON, H. R Office of Nuclear Reactor Regulation, 
Director i 16pp 22733 034 24X Fiche 30-000, B4/03/21, 8403260202 


E NRC Safety Evaluation Report (SER), eupplt 4 correspondence 


8403080179 Fourth partial response to FDIA request for six categories 
of documents re facilities Forwards App A documents App D 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, S 1 
Garvey, Schubert, Adams {< Barer 7pp 22383 226 24X 

Fiche- 50-000,84/02/13, B4O3O0O179. 
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— B1030400S2 Forwards short & long-term OL l. CP review schedules. In 
response to 801216 meeting w/USQS List of CL plant reviews 
for which NRC tentatively plans to- seek US OS assistance is 
pravl ded 

JACKSON. R E Geosciences Branch NRC-03-80-113 SI/Ol/Bl 
DEVINE, J F Interior. Dept of. Geological Survey 3pp 
223B3 272 24X Fiehe 50-000,84/02/13,8403080179. 


8403270240 Summary of 840217 meeting u/util s, Beth tel it Wes 1 1 nghouse 
re slave relay testing frequency tt SER open item* on loss of 
Instrument bus fc boron dilution contra! 

HPL0N1CH.J.0 , O'CONNOR, P W Licensing Branch 1 84/03/00 

Licensing Branch 1 ip P 227B9 273 24X Fiche 30-000.84/03/08, 

B 4032 70 240 


B403200030 Advises that containment pressure-high-l setpoint complies 
ui/TMI Action Item II E. 4 2, “Containment Isolation 
Dependability" & EER requirements 

PETRICK, N A Standard! i ed Nuclear Unit Power Plant System 
94/03/15 DENTON. H R Office of Nuclear Reactor Regulation, 
Director app 22698291 24X Fiche 30-000,04/03/15,0403200030 


8403200257 Forwards updated response to request for add! info re 
monitoring St evaluating seepage at downstream toe of main 
dam (6ER Confirmatory I tern A~2> Info incorporated In OL 
app 1 (cation 

KCESTEB.O L Kansas Oas 8. Electric Co 04/03/16 DENTON Hi H R 
Office of Nuclear Reactor Regulation. Director 3pp 82696 339 
24X Fiche 30-482.04/03/16,0403200237 


84032602B2 Forward* addl info documenting environ qualification of 
mechanical equipment program completion per 63ER 4 for Half 
Creek 

PETRICK. N A Standardised Nuclear Unit Power Plant System 
84/03/21. DENTON.H R Office of Nuclear Reactor Regulation., 
Director u&pp 22753 034. 24X Fiche 30-000, 84/03/21 , 84O32602B2 


F Security, medical, emergency & fire protection plans 


84030301 32 Submits scenario for submittal of info re emergency 
preparedness 6 upgrade tt maint necessary to ensure proper 
review 6 coordination w/all participant OTgan 1 lat ions 
COLLINS, J T Region 4, Office of Director B4/02/O9 KOESTER, 0 L 
Kansas Oas it Electric Co 2pp 23485 233 24X 

Fiche 30-402, 84/02/09,04030 30132 


8402090006 Board Notification B4-034 forwards R Vo 1 Inter 840206 memo to 
0 Eisenhut re fir* research result* concerning fires In 
electrical cabinet* in control room 

EISENHUT, DG Division of Licensing 04/02/23 FALLADINO 
Commissioners ip 22976 203 24X Fiche 50-000,84/02/23, 

6402 090 006 


--B403080316 Recommends that info re fire research resulte concerning 
fires in electricaL cabinets in control room be submitted 
for board no t if ic at ion, per NHR Ofc Ltr 19, dtd 821001 Further 
evaluation of test data required 

VCJLLMER, R H Division of Engineering 04/02/06 EISENHUT, D. 0 
Division of Licensing. iOpp 22576.204. 24X 

Fiche 30-000,84/02/23.0402090006 


0403140002 Memorandum memor ia 1 1 i Ing 840312 conference cell re Nuclear 
Awereness Network. Inc B4022I Ik 0306 motions 

WOLFE, 5 J Atomic Safety and Licensing Board Panel. 84/03/13 2pp 
22632 127 24X Fiche 30-482,84/03/13.8403140002 


B403140030 Order granting 840221 motion for time extension of addl 
13 days to file reply U affidavit* per 840209 order 

WOLFE, 8 J Atomic Safety and Licensing Board Panel 04/03/13. ip. 
22633 213 24X Fiche 90-482,84/03/13,0403140030. 


8403190138 Notifies of Caseload Forecast Panel 840320-22 meeting* at 
Sit* to review const progress & obtain addl Info for 
assessing projected fuel load dates 

HARMAN, M Hearing Branch I 04/03/13. WOLFE. 8 J , PAXTON, H C , 
ANDERSON, 0 C Atomic Safety and Licensing Board Panel lp 
22668 333 24X Fiche 90-482,04/03/13,0403190138. 


8403190123 Informs that Caseload Forecast Panel 840320-22 meetings 
cancelled ASLB U parties will be notified upon 
resched ul ing 

KARMAN, K Hearing Branch 1 04/03/14 HOLFE. S. J. , ANDERSON, OC . 

PAXTON, H. C Atomic Safety and Licensing Board Panel lp. 

22669 219 24X Fieho 30-402,84/03/14,0403190123 


8403190033 Submits best estimate dates, par 830412 conference call 
Comp la t i on of const scheduled for 840923, fuel load scheduled 
for 040923 t< commercial operation scheduled for Spring 1989 
Certificate of Svc end Related correspondence 
SILBERQ. J E. Shew, Pittman, Pott* l< Trowbridge SILBERQ, J E 
Kansas Oas 6 Electric Co 84/03/13 WOLFE, 8. J , ANDERSON, 0. C . 
PAXTON, H C Atomic Safety and Licensing Board Panel 3pp 
22666 212 24X Fiche 30-482,84/03/13,0403190038. 


8403260323 Proposed findings of fact, cone lut ions of law & brief in 
form of proposed initial decision Certificate of Bvc end 
SILBERQ, J E Kansas Gas 6 Electric Co SILBERQ, J. E Shaw, Pittman, 
Potts 6 Trowbridge DSB 091 84/03/20, 273pp. 22760-264. 24X 

Fiche 30-402,84/03/20, B403260323 


B 4032 7 0326 Advises of Caseload Forecast Panel meeting scheduled for 
040410-12 Rsletsd correspondence, 

KARMAN, M Hearing Branch 1 DSB 134 84/03/22. WOLFE, 8 J. , 

PAXTON, H C , ANDERSON, 0 C Atomic Safety and Licensing Board Panel, 
lp 22789 019 24X FI ch e . 90-402, 04/03/22, 8403270326. 


8403280334 Memorandum Ik order denying petition for leave to intervena 
6 request for hearing Served on 840327 

WOLFE, S J Atomic Safety and Licensing Board Panel DSB 146, 
04/03/26 Nuclear Awareness Network. 14pp 22707.091. 24X 

Fiche 30-482,84/03/26,8403280334 


K Utility Final Safety Analysis Report (FSAR1 * amends 


8403200187 Forward* Rev 14 to F8AR Rev will be incorporated into 
applications of listed dockets by amends submitted by Kansas 
Oas 1. Electric Co 6 Union Electric Co 

PETRICK, N A Standard i r ed Nuclear Unit Power Plant System. 

04/03/14 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 3pp 22691 199 24X Fiche 80-000,84/03/14,8403200187 


8403010270 Advise* of design changes instituted as result of NRC fire 
protection review Addl sprinkler heads will be Installed in 
auxiliary bldg west corridors at 2.000 ft & 1,974 ft 
elevations 

PETRICK, N A S tandardi »ed Nuclear Unit Power Plant System 
84/02/24. DENTON. H R Office of Nuclear Reactor Regulation, 
Director 2pp 22432 231 24X Fiche 90-000,84/02/24,8403010270 


— 8403200189 Rev 14 to FSAR 

* Standardized Nuclear Unit Power Plant System. 84/03/31 
1099pp 22691-202 24X FI che- 90-000, 84/03/14, 8403200187 


a Inspection reports, IE Bulletins L correspondence 


8403800233 Clarifies FSAR statement re fir# protection review of 
seismic design of ail collection devices to maintain 
functional integrity during postulated SSE Sy* pressure 
boundary will rema In intact 

PETRICK, N A Standardljed Nuclear Unit Power Plant System 
84/03/14 DENTON, H R Office of Nuclear Reactor Regulation, 
Director lp 22690-207 24X Fiche 50-000,84/03/14.8403200253 


G Adjudicatory correspondence 


8403090033 Petition of Nuclear Awareness Network for leave to Intervene 
& request for hearing Certificate of Bvc 6 affidavits end 
JOHNSON, A R Nuclear Awareness Network 04/03/06 Commi asioner s 
14pp 22576 189 24 X FI Ch e, 90-462, 84 /O3/06, 8403090033 


6403140061 Response to applicant 840203 & staff 840208 response* to 
Nuclear Awareness Network 840119 petition to intervene l 
request for hearing. Requests for la te-fi led 1 ntervenor 
status should be granted. Cert 1 ficate of Svc enc 1 

JQHN90N, A R Nuclear Awareness Network 84/03/06 Commissioner* 
1 4 p p 22633.063 24X Fiche 30-482,04/03/06,8403140061 


B4032B02U FOIA request for documents re falsification of OA/OC record* 
fay H Annas at facility 

BELL,N Nuclear Information & Resource Service. 84/01/09. Office 
of Administration 2pp 22799:326 24X Fiche. 90-482, 84/01/09, 

04032802 1 1, 


8403130290 Act receipt of 031130 ltr informing NRC of steps taken to 
correct violations noted In IE Imp Rapt 90-482/83-20 
Lis ted info re experience k training of radiation protection 
technicians due in 30 days 

OAOLIARDQ, J. E Region 4, Office of Director 84/02/00. 

KOESTER, O L Kansas Oas t< Electric Co 2pp 22614.193. 24X 

Fiche: 50-402, 84/02/08, 8403130290. 


B403D90179 Forward* IE Insp Rept 90-482/83-36 on 831114-18 i, 1128-1201 
h notices of violation I, deviation 

OAOLIARDQ, J E Region 4. Office of Director 84/02/14, 

KQEBTER, O. L. Kansas Oas S Electric Co 2pp 22489:120. 24X 

Fiche- 90-482, 84/02/14, 8403090179 


--B4O3O3OIB0 Notice of violation from insp on 831114-1B k 1128-1201 

* Region 4, office of Director. 84/02/14 9pp 22489-122. 24X 

Fiche 30-482,84/02/14,0403090179 
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— 8403030182 Notice of deviation fro* lnsp on 831114-18 b 1128-1201 

hi Region 4, Office of Director 84/02/14 lp 22483 127 24X 

Fiche 30-482,84/02/14,8403030179 


— 8403030186 IE Inep Rept 30-482/83-36 on 831114-18 b 1128-1201 
Violations noted failure to have steel erection b audit 
procedures Deviation noted failure to comply w/FSAR 
commitment to ANSI N4S 2 12-1977 

BOAHDMAN, J R , SMITH. W F , JOHNSON, W D Region 4, Dfflce of 

Director 84/02/14 21pp 22485 128 24X Fiche S0-4B3. 84/02/14. 

8403030179 


8403010213 Provides data supporting preservice lnsp relief request re 
random component b piping welds.per util 840118 Itr Listed 
weld# require partial relief from Section XI volumetric 
exam requirements 

BEIKEN, 8 J Standardised Nuclear Unit Power Plant System 84/02/24 
DENTON, H R Office of Nuclear Reactor Regulation. Director 4pp 
22433 231 24X Ficha 30-000,84/02/24,8403010213 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation “ Sve list 
end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response <Post 030103) 04/02/28 Consolidated Edison Co of Neu 

York, Inc IlSpp 22909 239 24X Fiche 30-000,04/02/38,8401190072 


8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Sve list end 

ORACE, J N Division of QA« Safeguards & Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp, 22332' 329 24X Fiche 30-000,84/03/02,8402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Bve list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc t22pp 22593 Q9B 24X Fiche 50-000,84/03/02,8402090008 


0402090009 IE Info Notice 84-13, "Reporting of Radiological Releases " 
Sve list sne 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc U9PP 22333 217 24X Fiche 30-000,34/03/02,8402090009 


8402090011 IE Info Notice 84-17. "Problems W/Llquid Nitrogen cooling 
Components Below Nil Ductility Temp " Sve list end 
JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of New 

York, Inc 1 17pp 22333336 24X Fiche 30-000,84/03/03,8402090011 


0402090024 IE Info Notice 84-09. Rev 1. "Lessons Learned From imps of 
Fire Protection Bafe Shutdown Sys " Sve list ertcl 
JORDAN, E L Division op Emergency Preparedness b Engineering 
Response (Post 630103) 04/03/07, Consolidated Edison Co of New 

York, Inc llBpp 22639,049 24X Fiche 30-000,84/03/07,8402070024 


8402090029 IE Info Notice 94-18, "Stress Corrosion Cracking In PWR 
Sys " Bvc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc UBpP 22304 106 24X Fiche 30-000,84/03/07,0402090020 


0403200216 Partial response to FOIA request for documents re 
falsification of OA/QC records by M Annas at facility 
Forwards A pp A documents Documentation also available in 
PDR 

FELTON, J. M Division of Rule* and Records 04/03/07 SELL, N 
Nuclear Information b Resource Service 2pp 22799 328 B4X 
Fiche S0-4B2, B4/03/07, 8403280216 


— 8403280223 Discusses review of closed b open files re alleged 
falsi Meat Ion of traveler records A Gauthier "spread sheet" 
shows Files 82-10 b 82-13 as dosed b assigned to 
J Sinclair. Region IV had nothing in files 

DOWERS, H Office of Inepector b Auditor 83/03/16 CUMMINOS,J J 
Office of Inspector b Auditor lp 22799,330 24X 

Fiche: 30-492, 94/03/07, 8403 2 80216 


—840328022? Forwards IE investigation rept re facility, per teleon 
request U/o end 

CUMMINGS, J J Office of Inspector b Auditor 82/01/12, 
MORRIBSETTE, K Justice, Dept of Ip 22799,331 24X 
Fiche: 30-402, 84/03/07, 0403280216 


--84032BC233 Responds to Region IV 810722 b IE 811016 memos re improper 
duplication of sef sty-related pipe hanger DOJ contacted b 
advised that no objection raised to IE ittuing investigation 
rept 

BCHNEBELEN, A Office of Inepector b Auditor 01/12/23. 

THOMPSON. O. Enforcement b Investigation Steff (Pre 820201) ip 
22799:332 24X Fiche 30-482,84/03/07,8403280216 


— 8403280240 Discusses improper duplication OF safety-related pipe 
hanger K Morri ss e tte, DOJ, apprised on 811208 of contents of 
Region IV investigation rept re fabrication of safety- 
related pipe hanger DOJ had no objections to rept issuance 
SINCLAIR, J R Office of Inspector b Auditor 81/12/23 Office 
of Inspector b Auditor lp 22799 333 24X Fiche 30-482. 

84/03/07, 8403280216 


8403130320 Ack receipt of 840217 Hr informing NRC of steps taken to 
correct violations noted in IE Inep Rept 30-402/83-30 
OAGLIARDD, J E Region 4, Office of Director 84/03/08 
KOESTER, 0 L Kansas Gas b Electric Co 2pp 22607 273 24X 

Fiche 30-482, B4/O3/0B, 8403130320 


— 8403130343 Revises response to NRC 831123 ltr re Violations 
noted in IE lnsp Rept 30-402/63-30 Corrective actions 
procedure revised to require quality inspector to complete 
tool i matt, equipment b personal property written records 
K0E8TER, 0 L Kansas Gas b Electric Co 84/02/17 GAOLIARDO. J £ 
Region 4, Office of Director lp 22607 273 24X 

Fiche 30-482,04/03/08,0403130320 


8403130390 Ack receipt of 840222 ltr informing NRC of steps taken to 
correct violations noted in IE lnsp Rept 30-482/83-39 
QAQLIARDO.J E Region 4. Office of Director 84/03/08 
KOESTER, 0 L Kansas Gas b Electric Co lp 22616 001 24X 

Fiche 00-482,84/03/00,8403130390 


— 8403130399 Responds to NRC 840123 ltr re violations noted in IE lnsp 
Rept 50-482/03-3? Corrective actions tuio boric acid transfer 
pumps reinstalled b bent frame on Pump PDG02A reworked Sys 
flushed b hydrostatically tested 

KOESTER, G L Kansas Gas b Electric Co 84/02/22 OAGLIARDO, JE 
Region 4, Office of Director 3pp 22616 002 24X 

Fiche 30-482,84/03/08,8403130390 


8402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays In Use in 
Class IE Safety Sys " Bvc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22023 094 24X Fiche 30-000,84/03/12,8402090031 


8403160119 Forwards vendor lnsp repts identifying concerns based on 
Vendor Program Branch insps of vendor activities 
Significance of findings re quality b acceptability of 
product or sve provided by vendor should be evaluated 
OAGLIARDO. J E Region 4, Office of Director B4/03/13 
KOESTER, G L Kansas Gas b Electric Co 2pp 22653. 116 24X 

Fiche 30-402,84/03/13, 8403160119 


0403200170 Forwards vendor lnsp repts indentifying concerns found 
during insps of vendor activities Evaluation of significance 
of reported findings re quality b acceptability of product 
or sve provided by vendors requested W/o end repts 
OAGLIARDO, JE Region 4, Office of Director 84/03/16 
KOESTER , G L Kansas Gas b Electric Co 4pp 22697 127 24X 

Fiche 30-402, 84/03/16, B4O32OO170 


8402090043 IE Info Notice 04-19, "Two Events Involving Unauthorlied 
Entries into PWR Reactor Cavities " Sve list end 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York. Inc I23pp 22823 229 24X Fiche 30-000,84/03/21,8402090043 


0402090044 IE Info Notice 04-20, "Sve Life of Relays In 0a f ■ ty-Rela ted 
By s “ Sve list end 

JORDAN, E L Division of Emergency preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 GOl 24X Fiche 30-000,84/03/21,8402090044 


8403290128 Supple 840224 request for relief from ASME Section XI 
preservice exam requirements for component b piping sys 
welds. per 84030B teleon Relief requested for reactor 
preseure vessel weld 

SEIKEN, S J Standardiied Nuclear Unit Power Plant System B4/03/26 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp. 
22807 193 24X Fiche 30-000.84/03/26,8403 290123 


R Periodic operating reports b related correspondence 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan J984 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCKB,W J Office of the Executive Director for Operations 
84/02/21 PALLADINO Commissioners 9pp 22492 083 24X 

Fiche, 30-000, 84/02/21,8403020443 
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S Reportable occurrences. LERs k related correspondence 


3403010143 Final deficiency rBpt re D erg e n-Pa t erson weld beam 
attachment laminations Initially reported on B30617 Item 
determined not reportable per 10CFR50 53(e) 

KOESTER, 0 L Kansas Gas >< Electric Co 84/02/22 GAGLIARDO, J E 
Region 4. Office of Director tp 22435 312 24X 

Fiche 30-482.04/02/22,0403010143 


3403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turb Ina s, Gimpe 1 NPB-4 Tt.T valve, to close Enel Itr dtd B40203 
sent to listed utils GE notified of affected units in BUR 
p lants 

THEROUX, 3 R Terry Corp 04/02/22 WOODRUFF, R U Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 50-000,04/02/22,0403210032 


3403130213 Interin potential deficiency rept re water damaged 
Llmitorque operators Initially reported on B40203 
Investigation indicated water may rnave entered actuator 
boies through installed flexible conduit 

KOESTER.G L Kansas Gas h Electric Cd 04/03/01 GAGLIARDO, J E 
Region 4- Office of Director Ip 22614 1 10 24X 

Fiche 30-402, 84/03/01, B40313021 5 


64Q3190036 Interim deflciencg h Part 21 repts re status on open items 
KOESTER.G L Kansas Gas t< Electric Co 84/03/03 GAGLIARDO, J E 
Region 4, Office of Director IBpp 22666 213 24X 

Fiche 50-482, 04/03/03, 04O31ROO36 


6403170316 Interim deficiency rept re leaking check valves Initially 
reported on 040206 Constructor/startup Interface examined to 
assure controls exist to identify t, track incomplete items 
KOESTER, 0 L Kansas Gas A Electric Co 04/03/07 GAGLIARDO, J E 
Division of Resident, Reactor Project & Engineering Programs 2pp 
22674 361 24X Fiche 50-4B2, 04/03 /07, 8403190316 


0403270105 Final deficiency rept re exposed threads on seal welded 
connections on Class 2 threaded pipe connections Initially 
reported on 831012 Connections reworked % dye penetrant 
tested 

KDESTER, G L Kansas Gas 6 Electric Co 84/03/16 GAGLIARDO, J E 
Region 4, Office of Director Ip 22766 346 24X 

Fiche 30-402,04/03/16-8403270103 


9403270131 Withdraws deficiency rept re cracked card edge connector 
receptacles In Westlnghouse 7300 process sys Initially 
reported on 031023 Util determined no adverse affect on 
safety operations Item not reportable per I0CFR30 53<e) 

KOESTER, 0 L Kansas Gas »< Electric Co 04/03/16 GAGLIARDO, J E 
Region 4. Office of Director lp 22769 148 24X 

Fiche 50-482,84/03/16,0403270131 


B403270163 Withdraws deficiency rept re welds on Derg en-Pater son sway 
struts Initially reported on B30224 Welds should not have 
adversely affected safety of operations if gone uncorrected 
Item hot Teportable per 10CFR50 35(e) 

KOESTER.G L Kansas Gas *, Electric Co 84/03/16 GAGLIARDO, J E 
Region 4, Office of Director lp 22766 024 24X 

Fiche 30-402,84/03/16,8403270163 


B403270177 Deficiency rept re interpretation of code welding subsection 
classification Initially reported on 83I20B Welds dye 
penetrant tested & found acceptable Condition determined not 
reportable per 10CFR30 35(e* 

KDESTER, 0 L Kansas Gas k Electric Co 04/03/16 GAGLIARDO, J E 
Region 4, Office of Director lp 22771 131 24X 

Fiche 30-462,04/03/16,8403270179 


8403270260 Withdraws deficiency rept re pulsation dampeners for 
positive displacement charging pump Initially reported on 
B31222 Util determined conditions would not affect safety of 
operations Item not reportable per IOCFRSO 53(e) 

KOESTER.G L Kansas Gas k Electric Co 64/03/16 GAGLIARDO, J E 
Region 4. Office of Director Ip 22770 134 24X 

Fiche 30-482.04/03/16.8403270268 


640323010B Part 21 rept re design deficiency in field-run cables to 
Valqor solenoid valves Initially reported on 840319 Approx 
30 valves affected at each facility Mgt corrective action 
repts Issued 

MEYERS, B L Bechtel Corp B4/03/19 DEYOUNG, R Director's Office- 

Office of Inspection and Enforcement 2pp 22730 234 24X 

Fiche 30-000, 84/03/19, B 4 03230 108 


V Operator Examinations 


0403090225 Forwards operating shift experience table* for shift 
supervisors, senior reactor operators & control room 
opera tors, per Util Group on Operating Shift Experience 
040224 meeting 

KOESTER.G L Kansas Gas J, Electric Co 04/03/06 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 22371 016 
24X Fiche 90-402.04/03/06,8403090223 


DOCKET 0TN-3O-4B3 CALLAWAY PLANT, UNIT 1 


A App 1 lea t ion/const rue tlon stage documents k correspondence 


B4 02090302 Notifies that Rev 2 to "Rept of Independent Review of 
Environ Qualification Programs to MUREG-0580" not complete 
raissue.per 040201 ItT Several rept apps had no changes 
PETRICK, N A Standardired Nuclear Unit Power Plant System 
84/02/07 DENTON, H R Office of Nuclear Reactor Regulation, 
Director lp 22160 174 24X Fiche 30-000,84/02/07,8402090302 


0402090017 Board Notification 04-030 forwards RJ Mattson B40123 memo 
to DO Elsenliut providing status update of NRC actions re 
Westlnghouse ECC8 actuation logic 

E I SEN HUT, D G Division of Licensing 84/02/27 PALLADINO, 

G ILINBKY. ROBERTS Commissioners 7pp 22546*007 24X 

Fiche 50-000,84/02/27,8402090017 


— B4020I050B Provides updated status of rev to Westlnghouse designed PWR 
ECCS actuation logic Westlnghouse plans completion of 
evaluation for submittal by mid-Mar 1904 

MATTSON, R J Division of Systems Integration (post 811005) 

04/01/23 EIEEMHUT , D Division of Licensing 2pp 22546 007 
24X Fiche 50-000,84/02/27,0402090017 


S403010406 Forwards listed addl info re slave relay testing Tech Spec 
requirements for ESF actuation sys, par 840217 request 
Meeting w/Instrumenta tl on & Control Sys Branch requested 
during uik of 040227 

PETRIGKiN A Btandardiied Nuclear Unit Power Plant System 
84/02/27 DENTON, H R Office of Nuclear Reactor Regulation, 

Director B2pp 22433 297 24X Fiche 50-000,04/02/27,8403010406 


8403050353 Requests specific wording of proposed change to Tech Spec 
3 6 1 7 b A technical bases for acceptability of change re 
500 h mini purge limit Changes requested within 7 days of 
1 tr receipt 

YOUNQDLOOD, 8 J Licensing Branch 1 04/02/27 SCftJELL, D, F. Union 

Electric Co 3pp 22301 330 24X Fiche 50-483,84/02/27,8403050353 


8403120182 Revised "Process Control Program " W/B4030B Itr 
HAMILTON, 0 W , 8CHNELL, D F Union Electric Co 84/02/20 
DENTON, H R Office of Nuclear Reactor Regulation, Diractor 22pp 
223B9 131 24 X Fiche 50-483,04/02/28,8403120182 


8403120363 Forwards request for addl Info to complete evaluation of 
Instrumentation & Control Sys Branch site audit Info 
should be submitted by 840420 

YOUNGBLOOD, D J Licensing Branch 1 84/02/29 KOESTER, 0. L. Kansae 

Gas k Electric Co SCHNELL, D F Union Electric Co 4pp 
22613 334 24X Fiche 90-000.84/02/29,8403120363 


8403120249 Forwards comments re review of process control program 
Revised vers ion, incorpora ti ng comments, requested no later 
than 14 days from Itr date 

YOUNGBLOOD, D J Licensing Branch 1 04/03/01 SCHNELL, D F Union 

Electric Co 4pp 2261? 145 24X Fiche 50-483.84/03/01,8403120249 


0403140203 Ac k receipt of util 840202 request to withhold proprietary 
version of "SNUPPB Steam Generator Tube Plugging Margin 
Evaluation" from public disclosure Based on listed reason*, 
submitted info will be withheld <ref 10CFR2 790) 

YDUNGBLOOD, D Licensing Branch 1 84/03/01, WIESEMANN. R. A 

WrstinghouBB Electric Corp 4pp 22636 323 24X 

Fiche’ 30-000, 84/03/01 . B4031 40283, 


8403060298 Forwards equipment qualification data package far HE-1 to 
support justifications for interim operation Odd-numbered 
pages mistakenly not copied EODP-HE- 1 suhetitutes info in 
previous package 

PETRICK, N A Standardixed Nuclear Unit Power Plant System, 
84/03/03 DENTON, H R Office of Nuclear Reactor Regulation, 
Director lp 22518 099 24X Fiche 50-000,84/03/09,8403060298 


8403130342 Forwards justification for interim operation (JIO) for 
listed programs k draft Westlnghouse Class 3 topical repts 
Final resolution of Issues for listed JIOs expected by 
830331 

PETRICK, N A Standard 1 i ed Nuclear Unit Power Plant System 
84/03/06 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 4pp 22616 149, 24X Fiche 30-000,84/03/06,8403130342 
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B4031 20104 Rev a to "Offsite Dose Calculation Manual " w/840300 1 tr 
NEICHALFEN.A p , SCHNELL, D F Union Electric Co 84/03/07 
DENTON* H R Office of Nuclear Reactor Regulation, Director 127pp 
22385 002 24X Fiche 50-403. 04/03/07, B403 i 20104 


8403120171 Forward* revs to FSAR Section 17 2 12 re callbr performed 
against certified equipment of ref stds Revs resulted from 
recant discussions w/QA Branch personnel & will be 
Incorporated in Rev 8 to FSAR site addendum 

SCHNELL. D F Union Electric Co 04/03/00 RENTON* H R Office of 
Nuclear Reactor Regulation* Director 9pp 22907 101 24X 

Fiche 30-403,04/03/08,0403120171 


0403270240 Summary of 840217 meeting w/u 1 1 1 s, Bechtel &< Westi nghouse 
re slave relay testing frequency L SER open items on lass of 
Instrument bus 6 boron dilution control 

HOLOW1CH. J J , O'CONNOR, p W Licensing Branch 1 04/03/09 

Licensing Branch 1 6pp 22789 279 24X Fiche 90-000,04/03/08, 

S403270240 


0403270271 8ummary of 840219 *< 16 meetings w/util re rev to operational 
0A program Util responses received by 840221 & NRC 
evaluations will be reported in 9SER 3 Attendee list end 
HDLOM1CH, J J Licensing Branch 1 84/03/00 Licensing Branch 1 

9pp 22789267 24X Fiche 90-403, 04/03/00, 040327027 1 


8403280129 Forward* final draft Tech Specs for review Amend to 
application should be submitted incorporating change* to 
accurately reflect plant* FSAR & SER analyses 

ErSENHUT, D 0 Division of Licensing B4/O3/O0 SCHNELL, D F. Union 
Electric Co 4*9pp 22807 331 24X Fiche. 30-483. 04/03/08, 

8403200 129. 


8403160323 Forwards addl response* to Generic Ltr 83-28, “Required 
Actions Based on Generic Implications of Ba 1 em ATHS Events " 
Sufficient info submitted to sup port issuance of OL 
W/thrae oversize drawings Aperture cards are in PDR 

SCHNELL, D F Union Electric Co 84/03/12 DENTON, H H Office of 

Nuclear Reactor Regulation. Director 59pp 22662 193 24X 

Fiche. 30-483, 84/03/12, 0403160323 


0403190269 Forwards tables defining nuclear plant experience of 
shift supervisors, senior opera tors, reac tor operators J» shift 
technical advisors 

SCHNELL, D. F Union Electric Co 84/03/13 DENTON, HR Office of 
Nuclear Reactor Regulation, Director 7pp 22671 206 24X 

Fiche; 30-483, 04/03/13, 0403190269 


6403280013 Notification of 940319 meeting w/utlls in Bethesda.MD to 
discuss appeal of containment purge operation time limit 
given In Tech Specs Agenda end 

HOLDNICH. J J Licensing Branch 1 84/03/13 YOUNGBLOOD, H J 

Licensing Branch 1 5pp 22012 326 24 X Fiche 30-403,84/03/13. 

840328001 S 


8402090041 Board Notification 84-050 provides Commission policy 
statement i< proposed rulemaking on environ qua 1 i f ieat Ions 
EIBENHUT, D G Division of Licensing 04/03/14 Atomic 9afety and 
Licensing Board Panel 10pp 24X Fiche 90-000,84/03/14,8402090041 


8403210121 Advises of inadvertent error in Attechment 2 of 840306 ltr 
(ULNRC-734) appealing 900 h mini-purge limit, per Tech Spec 
3, 6 1,7 b First 6 second paragraphs should read as stated 
SCHNELL, D F Union ElectTlc Co 84/03/14 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 22707 100 24X 

Fiche 50-403,04/03/14.0403210121 


8403230019 Forwards addl Info re equipment 6 seismic qualification 6 
pump 6 valve operab ility issues identified by NRC 
PETRICK.N A Standardized Nuclear Unit Power Plant System 
84/03/16 DENTON* H R Office of Nuclear Reactor Regulation. 
Director. 3pp. 22713 395 24X Fi e he ' 30-000, 04/03/16. 8403220019 


S403220029 Responds to three NRC questions re analysis of steam 
generator tube rupture event* contained in FSAR Util 
reanalyzing condition using operator times from actual 
events fc ANB Draft Std 38 B Rept expected by 840630 
PETRICAjN. A Standardized Nuclear Unit Power Plant System 
84/03/16 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 3pp 22712. 3IB 24X Fiche 30-000, B4/03/16, 8403220029 


8403220026 Forwards requested changes to final draft Tech Specs List 
of Tech Specs discussed w/descriptlon of status & action 
required also and 

PETRICK.N A Standardized Nuclear Unit Power Plant System 
84/03/20 DENTON* H R Office of Nuclear Reactor Regulation, 
Director, 67pp, 22713,213 24X Fiche 1 30-000, 04/03/20, 8403220026 


8403220104 Forwards Implementation schedule for resolutions of 
supplementary survey J* auxiliary shutdown panel review 
findings >y list of addl commitments made during NRC audit 
Human factors items considered closed 

PE FRICK, N A Standardized Nuclear Unit Power Plant System 
04/03/21 DENTON. H R Office of Nuclear Reactor Regulation* 
Director 7pp 22717 028 24X Fiche 50-000,04/03/21,0403220184 


8403260282 Forwards addl info documenting environ qualification of 
mechanical equipment program completion per 6SER 4 for Wolf 
Creel 

PETRICK.N A Standardl zed Nuclear Unit Power Plant System 
84/03/21 DENTON, H R Office of Nuclear Reactor Regulation, 
Director llftpp 22733 034 24X Fiche 90-000,04/03/21,0403260282 


0403270016 Requests issuance of OL in order that outlined activities 
for fuel load may proceed as planned Unit may be ready far 
fuel load as early as 840423 

SCHNELL, D F Union Electric Co 04/03/23 DENTON, H H Office of 
NucleaT Reactor Regulation, Director 13pp 22770 043 24X 

Fiche 30-403.04/03/23,8403270016 


8403270229 Provides add] info re 40-yr operating term commencing w/ 
Issuance of OL 

SCHNELL. D F Union Electric Co 64/03/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 4pp 22772 130 24X 

Fiche 50-483*04/03/23,0403270229 


E NRC Safety Evaluation Report (SER), suppls t, correspondence 


0403270240 Summary of 840217 meeting w/ut i 1 s, Beth t e 1 & Meetinghouse 
re slave relay testing frequency & SER open items on loss of 
instrument bus & boron dilution control 

HDLONtCH, J J Licensing Branch 1 B4/03/0B Licensing Branch 1 

6p P 22789 273 24X Fiche 50-000,84/03/00,0403270240 


8403270271 Summary of 840213 6 16 meetings w/util ri rev to operational 
QA program Util responses received by 040221 U NRC 
evaluations will be reported in 8SER 3 Attendee list enc 1 
HOLONICH. J J Licensing Branch 1 84/03/08 Licensing Branch 1 

5pp 22709 267 24X Fiche 50-483. 04/03/OB, 040327027 1 


8403200030 Advise* that containment pressure-h lgh- 1 setpoint compiles 
tu/TMI Action Item 1 1 E 4 2, “Containment Isolation 
DHpenda b i 1 i ty " SER requirements 

PETRICK.N A Btandardiied Nuclear Unit Power Plant System 
84/03/13 DENTON, H R Office of Nuclear ReactoT Regulation, 
Director 2pp 22690 291 24X Fiche 30-000,84/03/15,0403200030 


F Security, medical, emergency 6 fire protection plan* 


8403070001 Cal 1 away /Ful ton Counties, MD radi uloglca 1 emergency response 
p lan 

* Callaway County, MO » Fulton. MO 03/03/1 1 164pp 

22939 HO 24X Fiche 50-483, 03/09/ 1 1 , B4030700S i 


8403070070 Montgomery Coun t y, MO rad 1 o l og i ca 1 emergency response plan 
e Montgomery County. MQ 83/09/16 196pp 22339 274 24X 

Fiche 50-403,03/05/16.8403070070 


8403070004 Gasconade County, MO radiological response plan 

a Gasconade County, MO 03/05/16 160pp 22547 101 24X 

Fiche 50-403, B3/OS/16, 8403070084 


8403070090 Osage County, MO radiological emergency response plan 
* Osage County. MO 03/03/16 198pp 2B34B 102 24X 

Fiche 50-4B3, 03/03/16, 0403070090 


0403070007 State of MQ nuclear accident plan 

* Missouri, State of 03/09/31 400pp 22540 070 24 X 

Fiche 50—403, 83/09/31 r 8403070087 


8402270156 Revised emergency plan Implementing procedures, includ in g 
Procedures EJp-22-00202 re callout of emergency organization 
& EIP-22-0O224 re transport of contaminated injured/lll 
personnel H/04O216 transmittal 6 receipt form 
* Union Electric Co 84/02/16 33pp 223S7 23B 24X 

FIChe 50-4B3,e4/02/16, 6402270136 


0403090204 Rev 0 to Security Dept Procedure SDP-ZZ— PPQ09, “Protected 
Si Vital Area Entry/Exit fl W/transmi ttal h receipt form dtd 
040302 

HIOOINS, T Union Electric Co 04/02/17 31pp 22974 294 84X 

Fiche- 50-403, 84/02/ 1 7, 8403090204 
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DOCKETED ITEMS 


B402090Q06 Board Notification 83-034 forward! R Vollmer 840206 memo to 
0 Eiseohut re fire research results concerning fires In 
electrical cabinets in control room 

EISENHUT.DC Division of Licensing B4/02/23 PALLADINO, 
OILINSKV'. ROBERTS Conus i s s i o ners IP 22976 203 24X 

Fiche 90-000, 04/02723. 8402090006 


— 84030B0316 Recommends that info r« fire research results concerning 
fires in electrical cabinets in control room be submitted 
for board notification. per NRR Ofc Ltr 19, dtd 821001 Further 
evaluation of test data required 

VOLLMER.R H Division of Engineering 84/02/06 El 5ENHUT. D 0 
Division of Licensing lOpp 22376 204 24X 

Fiche 50-000, B4/02/23, B402090006 


Q4032002 33 Clarifies F3AR statement re fire protection review of 
seismic design of all collection devices to maintain 
functional integrity during postulated S5E Sys pressure 
boundary will remain intact 

PETHICKiN A Standard iced Nuclear Unit Power plant System 
84/03/14 DENTON, H R Office of Nuclear Reactor Regulation, 
Director Ip 22690 207 24X F i ch e SO-OOO, 04/03/14, 8403200233 


8403300209 Procedure request form & nuclear safety evaluation 
checklist for Rev 1 to Emergency Implementing procedure 
EIP-ZZ-00210, "Radiological Controls During Emergencies " 
U/840322 Transmittal 1038 Uncontrolled Copy 
» Union Electric Co 84/03/22 4pp 22819 327 24X 

Fiche 30-403,04/03/22,8403300209 


B4030 1 0270 Advises of design changes instituted as result of NRC fire 
protection review Adtfl sprinkler heads will be installed In 
auxiliary bldg west corridors at 2,000 ft t, 1,974 ft 
elevations 

PETR 1 CH. N A Standardiied Nuclear Unit Power Plant System 
84/02/24 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22432 251 24X Fiche 30-000, B4/02/24, B40 3010270 


8403090263 Revised emergency plan implementing p rocedures , In c lud 1 ng 
Procedures EIp-22-00101 re classification of emergencies 6 
EIP— 22-002 1 0 re in-plant radiological controls W/B40229 
transmittal 6 receipt forms 

* Union Electric Co 84/02/35 2C0pp 22573 319 24X 

Fiche 50-403,84/02/23,8403090263 


0 Adjudicatory correspondence 


8403070116 Order extending time until 840312 for Commission to act to 
review ALA0-74O, -790, -730A & -794 

CHILK, S J Office of the Secretary of the Commission 84/03/09 
Commissioners lp 22941 399 24X Fiche 50-4B3, 84/03/03, 

8403070116 


0403190144 Advises that time for Commission to review ALAB-740, 750, 730A 
tc 754 expired Commission declined review Decision became 
final agency action on 840312 

CHILK, S J Office of the Secretary of the Commission 04/03/16 
Union Electric Co lp 22666 357 24X Fiche 50-4B3, 84/03/i6, 

0403190144 


8403050016 Forwards Rev 7 to radiological emergency response plan. 
SCHNELL, D F Un i a n E 1 e-C tr i c Co 04/03/01 DENTON, HR Office of 

Nuclear Reactor Regulation, Director Sp p 22463 304 24X 

Fiche. 50-483, 84/03/01,0403050016 


— B4Q3050019 Rev 7 to radiological emergency response plan 

it Union Electric Co 84/03/01 354pp 22486 238 24X 

Fiche 50-483,04/03/01,8403050016 


K Utility Final Safety Analysis Report (FSAR) & amends 


9403050016 Forwards Rev 7 to FSAR site addendum (filed in PDR Category 
K) U Rev 7 to radiological emergency response plan (filed in 
PDR Category F) 

SCHNELL, D F Union Electric Co 84/03/01 DENTON, H R OffiCS of 
Nutlear Reactor Regulation, Director 5pp 22485 304 24X 

Fiche 50-483, B4/03/01, 0403030016 


0403090283 Forwards State of MO & local radiological emergency response 
plans, for incorporation into facility application W/o enc 1 s 
SCHNELL , a F Union Electric Co 64/03/01 DENTON, H R Office of 

Nuclear Reactor Regulation, Director 3pp 22374 269 24X 

Fiche 90-483, B4/O3/01 , B4-030902B3 


--0403030018 Rev 7 to FSAR site addendum 

» Union Electric Co 64/03/01 289pp 22405 309 24X 

Fiche 30-483, B4/03/01, 8403050016 


8403130409 Rev i to Vo l 14 of Emergency Plan Implementing Procedure 
EIP-ZZ-00260, -"Emergency Preparedness Recovery 11 M/04O3O3 
transmittal ltr 

* Union Electric Co 04/03/03 IBpp 22616 063 24X 

Fiche 90-493-84/03/03,8403130409 


0403200187 Forwards Rev 14 to FSAR Rev will be incorporated into 
applications of listed dockets by amends submitted by Kansas 
Oas It Electric Co ti Union Electric Co 

PETRICK, N A Standa rd lied Nuclear Unit Power Plant System 
84/03/14 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 3pp 22691 199 24X Fiche 30-000, 04/03/14, B403200187 


8403120046 Advises of 840323 regional workshop in Rosemont, JL w/all 
Region ill licensees to discuss fire protection safe 
shutdown requirements of iOCFR&O.App R Agenda encl 
SPESSARD, R L Division of Emergency Preparedness U Operational 
Support 84/03/06 SCHNELL. D F Union Electric Co 3pp 
22509 295 24X Fiche 50-483,84/03/06,8403120046 


B4Q320D1 1 1 Forwards IE Emergency Preparedness Appraisal Rept 
50-4B3/B4-02 on 840109-20 Z, 0222 No def Ic i enc i es, de viat i on* 
or noncompliance noted Apps A t> B re open U improvement 
i tarns, respec ti ve 1 y , also encl 

PAPER IELLO, C J Region 3. Office of Director 04/03/06 
SCHNELL, DF Union Electric Co 17pp 22603 167 24X 

Fiche 50-403, 04/03/06, B4O32001J1 


— 8403200119 IE Emergency Preparedness Appraisal Rept 50-483/B4-02 on 
840109-20 & 0222 No deviations or noncomp 1 lance noted Major 
areas Inspected onsite emergency preparedness involving 
organ i ration, Ira i ning h retraining & drills & exercises 
PLOSKI.T . OLQERSEN.W Region 3, Office of Director HOHRER, D 
Director's Office, Office of Inspection and Enforcement 84/03/05 
67pp 22683 104 24X Fiche 90-403,04/03/06.8403200111 


6403160246 Revised emergency plan Implementing procedures , ine lud lng 
Procedure EIP-ZZ-00102 re emergency implementing actions, 

EIP-ZZ— 00201 re notification* *, EIP-ZZ-00212 re protective 
action recommendations W/B4O307 transmittal. 

MITT ENB ER GER , S Union Electric Co 04/03/07 134pp 22661 226 

24X Fiche 50-403,84/03/07.8403160246 


B403200237 Revised emergency implementing procedures , Inc lud 1 n 9 Rev 2 
to Health Physics Departmental Procedure HDP-ZZ-OtoOO re 
contamination guidelines 8 limits 8 Rev i to Health Physics 
Technical Procedure MTP-Z7-02005 W/84030B ltr 

KANYO.J P Union Electric Co B4/03/0B 40pp 22691 133 24X 

Fiche 50-483,84/03/08,8403200237 


— B403200189 Rev 14 to FSAR 

a Standardized Nuclear Unit Power Plant System 04/03/31 
1099PP 22691 202 24X Fiche 50-000, 04/03/ 1 4, B4032001B7 


M Antitrust correspondence 


0403070045 Apologizes for slow response to 840200 request for eddi info 
on wheeling contract No new addl info available Agreement 
not yet in sight 

CARTER, 0 R Kirksvi 11 e» MO 04/02/29 LAMBE, W Site Analysis 
Branch ip 22541 249 24X Fiche 50-403,04/02/29,0403070045 


Q Inspection reports, IE Bulletins & correspondence 


8403000251 Forwards IE Insp Rept 90-483/04-01 on 840104-27 S< notice 
of violation 

STREETER. J F Region 3, Office of Director 04/02/22 BCHN6LL, 0 F 
Union Electric Co 2pp 22556 293 24X Fiche 90-483.04/02/22, 

8403080251 


— 0403000296 Notice of violation from insp on 840104-27 

BTREETER, J F Region 3. Office of Director 04/02/21 2pp 
22996 293 24X Fiche 50-483,84/02/22.8403080291 


— 0403000261 IE Insp Rept 90-483/04-01 on 040104-27 Noncompliance 
identified inadequate procedures during testing fc maint L 
Inadequate test program for spent fuel cooling sys 
WOHLDi P R , WILLIAMS, D L . FARBER, M J Region 3, Office of 
Director 94/02/21 9pp 2255* 297, 24X Fiche 50-483,84/02/22, 

0403000251 


8403010213 Provides data supporting preservice insp relief request re 
random component 6 piping welds. per util 840110 ltr Listed 
welds require partial relief from Section XI volumetric 
exam requirements 

SEIKEN, S J Standard! i ed Nuclear Unit Power Plant System 84/02/24 
DENTON.HR Office of Nuclear Reactor Regulation. Director, 4pp 
22435 231 24X Fiche 50-000,84/02/24,0403010213 



DOCKETED ITEMS 


840 1190072 IE Info Notice 84-13. "Potential Deficiency in Motor 
Operated Valve Control Circuits * Annunciation " Svc liet 
end 

JORDAN. E L Division of Emergency Preparedness J, Engineering 
Response (Post 030103) 84 / 02/28 Consolidated Edison Co of New 

York. Inc, 115pp 22909 339 24X Fiche 30-000.84/02/20.8401190072 


8402090007 IE Info Notice 84-14. "Highlight* of Recent Transport 
Regulatory Revs by DDT L NRC ” Svc list enc 1 

GRACE. J N Division of BA, Safeguards & Inspection Programs (Post 
830103) 04/03/02 Consolidated Edison Co of New York, Inc 

130pp 28392 329 24X Fiche 30-000, B4/O3/02. 8402090007 


B40209000B IE InfD Notice 04-16. "Failure of Automatic Sprinkler Sys 
Velvet to Operate " Svc lilt end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co Df New 

York, Inc 122pp 22393 090 24X Fiche 90 - 000 , 84 / 03 / 02,0402090008 


8402090009 IE InfD Notice 04-19, "Reporting of Radiological Releases " 
Bvc list enc 1 

JORDAN.E L. Division of Emergency Preparedness 4, Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22393 217 24X Fiche 30-000, 84/03/02, 0402090009 


8402090011 IE Info Notice 04-17, "Problems W/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Bvc list end 
JORDAN.E L Division of Emergency Preparedness fc Engineering 
Response (Past 030103) B4/O3/09 Consolidated Edison Co of New 

York, Inc U7pp 22593336 24X Fiche 50-000,04/03/03,8402090011 


8403200111 Forwards IE Emergency Preparedness Appraisal Rept 
SO— 403/84-02 on 040109-20 8 , 0222 No de f i ci enc i e t, devia t i on s 
or noncomp J lance noted Apps A & B re open & Improvement 
1 terns, respec tlvely, also and 

PAPER1ELL0.C J Region 3, Office of Director 84/03/06 
SCHNELL, D F Union Electric Co 17pp 22683 167 24X 

Fiche 90-483.84/03/06.8403200111 


— 8403200119 IE Emergency Preparedness Appraisal Rept 50-483/84-02 on 
840109-20 t* 0222 No deviations or noncomp 1 lance noted Major 
area* Inspected onsite emergency preparedness involving 
organization, training t< retraining & drills & exercises 
PLOSKI.T . 0 L 0 ER 8 EN.U Region 3. Office of Director ROHRER, D 
Director'* Office. Office of Inspection and Enforcement 84/03/03 
67pp 22683 184. 24X Fiche 30-483.84/03/06,8403200111 


B402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Imps of 
Fire Protection Safe Shutdown Gys " Svc list end 
JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 830103) B4/03/O7 Consolidated Edison Co. of New 

York, Inc HBpp 22635 049 24X Fiche 50-000,84/03/07.0402090024 


8402090028 IE Info Notice 04-18, "Stress Corrosion Cracking In PUR 
By* " Bvc 1 1st end 

JORDAN.E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/07. Consolidated Edison Co of New 

York, Inc llBpp 22384 186 84X Fiche 30 - 000 , B4/03/07, 8402090028 


B 402 090 031 IE Bulletin 04-02, "Failures of QE Type HFA Raleys in Use in 
Class IE Safety Sys," Bvc liet end 

DEYQUNO, R C, Director's Office. Office of Inspection and 
Enforcement, 84/03/12 Consolidated Edison Co of New York, Inc 
134pp 22B23 094 24X Fiche 90-000,84/03/12,0402090031 


B403200279 Ack receipt of 840309 ltr Informing NRC of steps taken to 
correct violations noted in IE Imp Rept 30-403/83-27 
BTREETER, J F. Region 3, Office of Director, 84/03/19 SCHNELL, D F 
Union Electric Co, Ip 22697.093 24X Fiche 90 - 483 , 84 / 03 / 19 , 

8403200279. 


—0403200283 Respond* to NRC 040126 ltr re violations noted In IE Tnsp 
Rapt 80-483/83-27 Corrective actions test objectives section 
of CB-03EJ02 revised to indicate changes 8 acceptance 
criteria for RHR *y* verified 

BCHNELL, B F. Union Electric Co, 84/03/09 STREETER. J F Region 
3, Office of Director. 3pp 22697 094 24X Fiche, 50-483, 

84/03/ 13, B 40 3200279 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E, L, Division of Emergency Preparedness S, Engineering 
Response (Post 830103) B4/OS/21 Consolidated Edison Co of New 

York, Inc 123pp 22823 229 24X Fiche 50-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Raleys in Safety-Related 
By s. 11 Bvc list enel 

JORDAN, E L, Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc I3Spp. 22933 001 24X Fiche 50-000, 04/03/21, 8402090044 


84032901 2B Suppls 840224 request for relief from ASMS Section XI 
preservice exam requirements for component It piping sys 
welds, per 84O30B telcon Relief requested for reactoT 
pressure vessel weld 

SEIKEN, 9 J Standardized Nuclear Unit Power Plant System 84/03/26 
QENTON.H R Office of Nuclear ReactoT Regulation, Director 2pp 
22807 192 24X Fiche 90-000.04/03/26.8403290128 


R Periodic operating reports t related correspondence 


8403020443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1984 Changes in FEMA 
finding dates not caused by delay due to offsite emerg ency 
planning issues 

DIRCKE.W J Office of the Executive Director for Operations 
04/02/21 PALLADINa Commissioners 9pp 22492 083 24X 

Fiche 50-000,84/02/21,8403020443 


B Rep or table occurrences. LERs & related corresponds nee 


0403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
tur b ine s, Oimp el NPB— 4 TfcT valve, to dose End ltr dtd 840203 
sent to listed utils GE notified of affected units in BUR 
p lent 3 

THEROUX, R R Terry Corp 04/02/22 WOODRUFF. ft W Director's 
Office. Office of Inspection and Enforcement 6 pp 22706 327 24X 

Fiche 30-000.84/02/22,0403210032 


B40319OO34 Interim Deficiency Rept U-69 re missing seismic positioners 
on four breakers used in reactor trip suk tchpear supplied by 
Westinghouse initially reported on 040207 Final ropt 
expected by 840416 

SCHNELL, D F Union Electric Co 84/03/08 KEPPLER, J C Region 3* 
Office of Director 2pp 22666 1 23 24X Fiche 90-483, B4/O3/O0, 

8403190034 


8403200020 Final Deficiency Rept U-46 re structural steel bolts not 
tightened to spec requirements Structural adequacy of 
connections sufficient in as-found condition Potential 
1 0CFR9O 55(e) deficiency withdrawn 

BCHNELL, D F Union Electric Co 04/03/ 12 KEPPLER, J 3 Region 3. 
Office of Director Ip 22696 341 24X Fiche 50-403,04/03/12, 

0403200028 


04032301 1 9 Final Deficiency fc Part 21 Ropt U-62 re falluT* of stator 
Winding on NE02B emergency diesel generator m f a by Beloit 
Power Hys Initially reported on B30B12 Btator replaced 
Emergency generator installed & load tested 

SCHNELL, DF Union Electric Co 04/03/19 KEPPLER, J 0 Region 3. 
Office of Director 4pp 22730 211 24X Fiche SO-403, 04/03/15, 

0403230113 


B403270079 Final Deficiency Rept U-34 rt pipe Clamp interference w/rod 
end of rigid sway strut a ssemb lies supplied by Corner & 

Lada Initially reported on 810013 Rework Plan FV-14 
Implemented to repair sua y s trut ess emb lies onsite 

SCHNELL. D F Union Electric Co 04/03/16 KEPPLER, J 0. Region 3. 
Office of Director 9pp 22769 223 24X Fiche 50-403,04/03/16, 

8403270079 


B4O327O107 Interim Deficiency Rept U-59 re inconsistent Installation 6 
lnsp of safety-related control valve accessories & vendor 
supplied safety -related HVAC instrumentation Initially 
reported on 830727 Final Tept by 840411 

SCHNELL, DF UnHn Electric Co 04/03/16 KEPPLER, J 0 Region 3- 
Office of Director 2pp 22771 322 24X Fiche 50-403.81/03/16. 

B40327O187 


84032301 OB Part 21 rept re design deficiency In fi*ld-run cables to 
Vale or solenoid valves Initially rep or ted on 840319 Approx 
30 valves affected at each facility Mg t corrective action 
repts issued 

MEYERS r B L Bechtel Corp 04/03/19 DEYQUNO, R Director's Office. 

Office of Inspection and Enforcement 2pp 22730 234 24X 

Fiche: 90-000, 04/03/19.8403230100 


B 403270 182 Final Deficiency t< Part 2J Rept U-64 re Limi torque valve 
actuators BN-HV-0012A t, B Initially reported on 831017 Valve 
failure due to improper Installation of motor pinion gear 
All SB— 2-00 actuators verified for proper gear installation 
BCHNELL, D F Union Electric Co 04/03/20 KEPPLER. J 0. Region 3- 
□ffico of Director 4pp 22771 331 24X Fiche 50-403,04/03/20, 

0403270102 


V. Operator Examinations 


04031902*9 Forward s tables defining nucl eaT plant experience of 
shift supervisors, senior operators, r sac tor operators 6 shift 
technical advisor s 

SCHNELL. 0 F Union Electric Co B4/03/I3 DENTON, H « Office of 
Nuclear Reactor Regulation, Director 7pp 22671 206 24X 

Fiche' 90-483, 04/03/13, 8403190269 
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DOCKETED ITEMS 


X Onsite Storage of Lou Level Waste 


3403120102 Revises "Process Control Program " W/84030B ltr 
HAMILTON, o U , SCHNELL, D F Union Electric Co 64/02/29 
DENTON, H R Office of Nuclear Reactor Regulation, Director 22pp 
22369 151 24 X Fiche 30-483, B4/02/2B, 0403120 1 B2 


DOCKET STN-50-4BS. CALLAWAY PLANT, UNIT 2 


A Appl ication/cnnstruc tion stage documents b correspondence 


0402090041 Board Notification 04-050 provides Commission policy 
statement b proposed rulemaking on environ qualifications 
EISENHUT.DG Division of Licensing 04/03/14 Atomic Safety and 

Licensing Board Panel JOpp 24X FLChe 50-000,04 /03/14.9 402090041 


S Reportable occurrences. LERs & related correspondence 


B403230115 Final Deficiency b Part 21 Rept U-62 re failure of stator 
uinding on NE02B emergency diesel generator mfg by Beloit 
Power Bys Initially reported on S30312 Stator replaced 
Emergency generator installed & load tested 

SCHNELL, D F Union Electric Co 04/03/15 KEPPLEfi, J O Region 3, 
Office of Director 4pp 22730 211 24X Fiche 30-483. 04/03/1 5, 

B403230115 


B40323010S Part 21 rept re design deficiency In field-run cables to 
Valcor solenoid valves Initially reported on 040319 Approx 
50 valves affected at each facility fig t corrective action 
repts issued 

MEYERS. B L Bechtel Corp 04/03/19 DEYQUNQ . R Director's Office, 

Office of Inspection and Enforcement 2pp 22730 234 24X 

Fiche 50-000, B4/03/19, 04O323O1OS 


DOCKET STN-5O-40B PERKINS NUCLEAR STATION. UNIT 1 


A Application/construction stage documents b correspondence 


B403Q8Q179 Fourth partial response to FOIA request for si* categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Eiemptlon 5) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records B4/02/I3 ANDERSON, B I 
Garvey. Schubert, Adams b Barer 7pp 223B3 22b 24X 

Fiche 50-000, B4/02/13, B4Q3Q80I79 


— 0102200029 Forwards action plan fur resolution of non-TMI issue* for 
pending CP/ mfg license app 1 lea t i one, p er Dfc of Nuclear 
Reactor Regulation approach to resumption of licensing 
Safety evaluation inputs should be provided by 910401 
EISENHUT.DG Division of Licensing 00/12/31 VOLLMER. R 
Division of Engineering ip 22S03 277 24X 

Fiche 50-000. 04/02/13, B4030B0179 


DOCKET STN-50-4B9 PERKINS NUCLEAR STATION, UNIT 2 


A Application/construction. stage documents i c orr « i pondence 


B4030B0179 Fourth partial response to FOIA request for sil categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld <ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON, J H Division of Rules and Records 84/02/13 ANDERBON, 8 I 
Garvey, Schubert, Adams b Barer 7pp 22583 224 24X 

Fiche 50-000, 04/02/13, B4030B0 179 


— B102200029 Forwards action plan For resolution of non-TMI issue* for 
pending CP/mfg license app l Icatlon*. per Ofc of Nuclear 
Reactor Regulation approach to resumption of licensing 
Bafety evaluation inputs should be provided by B10AQ1 
E [ BENHUT, D 0 Division of Licensing 00/12/31 VOLLMER, R 
Division of Engineering ip 22503277 24X 

Fiche 50-000, 04/02/13. H4030B0179 


LEAR STATION, l/NIT 3 


tage documents b correspondence 


'Spouse to FOIA request for sii categories 
i Forwards App A documents App B 
I iref FOIA Eiemptlon 5) Review of 
[uest continuing 

lules and Records 04/02/13 ANDERSON. 8 I 

i Barer 7pp 223B3 226 24X 

1000179 


— 010220002? Forwards action plan for resolution of non-TMI Issues for 
pending CP/mfg license app 1 i ca t ions, per Ofc of Nuclear 
Reactor Regulation approach to resumption of licensing 
Bafety evaluation inputs should be provided by 810601 
EISENHlfT, D 0 Division of Licensing 60/12/31 VOLLMER, fl 
Division of Engineering Ip 22503 277 24X 

Fiche 50-000,04/02/13,0403000179 


DOCKET 8TN-30-493 CHEROKEE NUCLEAR STATION, UNIT 3 


Q Inspection reports, IE Bulletins h correspondence 


0402090007 IE Info Notice 64-14, "Highlights of Recent Transport 
Regulatory Revs by DOT h NRC ** Svc list enc 1 

GRACE, J N Division of QA, Safeguards h Inspection Program* (Post 
B30103) B4/03/02 Consolidated Edison Co of New York. Inc 

I30pp 22552 329 24X Fiche 50-000,04/03/02,8402090007 


DOCKET 50-496 MONTAGUE NUCLEAR POWER STATION. UNIT 1 


G Inspection reports, IE Bulletins 4 correspondence 


8401190072 IE Info Notice 04-13, "Potential Deficiency In Motor 
Operated Valve Control Circuits b Annunciation “ Svc list 
enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B301O3) 04/02/20 Consolidated Edison Co of New 

York, Inc IlSpp 22909 239 24X Fl che . SO-OOO, 84/02/20. 0401 190072 


04O2O9OQOB IE Info Notice 84-16, "Failure of Automatic Sprinkler 8y» 
Valves to Operate " Bvc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) B4/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22553 098 24X Fiche 50-000,84/03/02,8402090000 


0402090009 IE Info Notice 84-15, "Reporting of Radiological Release* " 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 630103) 04/03/02 Consolidated Edison Co of New 

York, Inc 1 19pp 22553 217 24X Fiche 50-000, 94/03/02, B402090009 


0402090011 IE Info Notice 84-17, "Problems W/Hquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Bvc list end 
JORDAN, E L Division of Emergoncy Preparedness b Engineering 
Response (Post 830103) B4/03/03 Consolidated Edison Co, of New 

York, Inc 117pp 22553 336 24X Fiche 50-000,84/03/09,8402090011 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Intps of 
Fire Protection Safe Shutdown Sys " Bvc list end 
JORDAN.E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of New 

York, Inc llBpp 22635,049 24X Fic h e 50-000, 04/03/07, 8402090024 


8402090028 IE Info Notice B4-10, "Stress Corrosion Cracking In PWR 
0ys " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co, of New 

York, Inc 118pp 22504 106 24X Fiche 50-000,04/03/07.0402090028 


8402090031 IE Bulletin 84-02, "Failures of GE Type HFA Releys in Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG. R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

1 34p p 22823 094 24X Fiche 50-000,84/03/12,0402090031 


8402090043 IE Info Notice B4— 19, "Two Events Involving Unauthorl led 
Entries into PWR Reactor Cavities " Svc list end, 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 04/03/21 Consolidated Edison Co, of New 

York, Inc 123pp 22B23 229 24X Fiche 50-000,84/03/21.8402090043 


0402090044 IE Info Notice 04-20, "Bvc Life of Relays in Sef aty-Related 
Bys " Svc list end 

JORDAN. E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 13Spp 22933 001 24X Fiche 50 -000, 84/03 / 21. 8402090 044 


DOCKET 50-497 MONTAGUE NUCLEAR POWER STATION, UNIT 2 


0 Inspection reports, IE Bulletins b correspondence 


8401 I9007B IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation “ Bvc list 
end. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post B30103) 84/02/28 Consolidated Edison Co, of New 

York. Inc 115pp. 22909 239 24X Fiche 50-000,84/02/20,8401190072, 
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8402090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC *' Svc list end 

ORACE, J N Division of GA. Safeguards b Inspection Programs (Post 
0301 03) 04/03/02 Consolidated Edison Co of New York. Inc 

130pp 22592 329 24X Fi Che 50-000.04/03/02.8402090007 


8402090006 IE Info Notice 04-li. "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) B4/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 090 24XFicbe 50-000,84/03/02,8402090008 


8402090009 IE Info Notice 84-15. "Reporting of Radiological Releases " 
Svc list end 

JORDAN. E L Division of Emergency Preparedness U Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22593 217 24X Flche 30-000,84/03/02.0402090009 


F Security, medical, emergency b fire protection plans 


0403030149 Submits scenario for submittal of info re emergency 
preparedness upgrade 4* maint necessary to ensure proper 
review & c oord i nat i on w/o 1 l participant or gan 1 ta t i ons 
COLLINS, J T Region 4, Office of Director 04/02/09 OP REA, 0 W 

Houston Lighting b Power Co Bpp 22484 052 24X 

Fiche 50-490,84/02/09.8403090149 


8403010544 Advises that NRC will not delete privacy or proprietary info 
from emergency plans unless specifically requested by 
licensee, per 810709 Generic Lb 81-27 W/o request, entire 
plan mill be placed in PDR 

KNIGHTON, G J Licensing Branch 3 B4/02/14 OOLDDERO. J H Houston 

Lighting b Power Co 4pp 22438 339 24X Fiche 30-490,84/02/14, 

0403010544 


B402090011 IE Info Notice 84-17, "Problems W/Llquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness i< Engineering 
Response (Fast 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc I17pp 22533 336 24X Fiche 50-000,84/03/03,0402090011 


8402090024 TE Info Notice 84-09. Rev 1, "Lessons Learned from Insp s of 
Fire Protection 8<fe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness !< Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 118pp 22635 049 24X Fiche 50-000,04/03/07,8402090024 


8402090020 IE Info Notice 84-10, "Stress Corrosion Cracking In PWR 
Sys 11 Bvc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) B4/03/07 Consolidated Edison Co of New 

York, Inc HBpp 22384 186 24X Fiche 30-000,84/03/07,8402090020 


G Adjudicatory correspondence 


B40307OI 1 7 Advises that enc 1 final rep t on condition identified in 
10CFR3O 53e rep t was submitted on 040216 ftept concludes 
design basis differential settlement criteria not exceeded 
W/o final rept Certificate of Svc end 

NEWMAN, J R Newman b Holtiinger * Houston Lighting fc Power CP 
04/03/05 DECHHQEFER, C . LAMB, J C , HILL, E E Atomic Safety and 
Licensing Board Panel 4pp 22341 336 24X Fiche 30-490,84/03/03, 

0403070117 


0403140152 Motion for reconsideration of A9LD 030-714 memorandum b 
order re 330530 suppl to motion far new contention 
Certificate of Svc end 

SINK IN, L Citizens Concerned About Nuclear Power, Inc 84/03/03 

Atomic Safety and Licensing Hoard Panel 10pp. 22623 173 24X 

Fiche 30-498,04/03/08,8403140152 


B402090031 IE Bulletin 84-02, “Failures of CE Type HFA Relays in Use in 
Class IE Safety Sys ” Bvc list encl 

DEYOUNG, R.C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of N«w York, Inc 

134pp 22023-094 24X Fiche 50-000,64/03/12,8402090031 


8403130039 Memorandum 6 order for parties not to respond to Concerned 
Cifciiens Against Nuclear Power 040308 motion for 
reconsideration qf ASLU 030714 order re financial 
qualifications contention 

BECHHOEFER, C Atomic Safety and Licensing Board Panel 04/03/10 
Office of the Executive Legal Director 2p p 22643 062 24X 

Fiche 30-490, B4/03/13, 0403150039 


8402090043 IE Info Notice 84-19, "Two Events Involving l/nauthori I ed 
Entries into PWR Reactor Cavities " Eve list enci 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Past 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X Fiche 50-000,84/03/81.8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays In 6a fe ty-Re la tad 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co. of New 

York, Inc 135pp 22933001 24X Fiche 50-000,34/03/21.8402090044 


0403150016 Partial initial Decision LDP-04-13 (Phaie 1) re OL 
Cltii-ens Concerned About Nuclear Power 030800 motion to 
reopen Phase l record denied 

BECHHOEFER. G , LAMB, J C , HILL, E E Atomic Safety ond Licensing 
Board Panel 84/03/14 3S9pp 22644 OOl 24X 
Fiche 50-498,84/03/14,8403150016 


840322O23B Notice of change of mailing address for Judge Hill 

BECHHOEFER, C Atomic Safety and Licensing Board Panel DSD 060 
04/03/20 Office of the Executive Legal Director Ip 22719 039 
24X Fiche 50-498,84/03/20,8403220230 


DOCKET STN-50-498 SOUTH TEXAS PROJECT, UNIT 1 
A App 1 i c a t ion/cons true t i on stage documents b correspondence 


B40327002 5 Notice of intent to appeal Partial Initial Decision 
79-421-07 OL Certificate of Svc encl 

SIN-KIN, L Citiieni Concerned About Nuclear Power, Inc D0B 119 
B4/03/23 2pp 22770 071 24X Fiche 50-498, 84/03/23, B403270025 


0403010444 Summary of B31 130-1202 Caseload Forecast Panel meltings 
w/util at site in Matagorda County, TX re review of const 
progress to obtain info for use as input to OL review 
schedule process Vlewgraphs encl 

VIETTI.A Licensing Branch 3 84/02/22 Licensing Branch 3 

79pp. 22449-226 24X Fiche 50-498,84/02/22,3403010444 


B402090017 Board Notification B4-03B forwards RJ Mattson 840123 memo 
to DG Eisenhut providing status update of NRC actions rt 
Westinghouse ECCB actuation logic. 

EISENHUT, DO Division of Licensing 04/02/27 PALLADINO 
Commissioners 7pp 22546 007. 24X Fiche 50-000,84/02/27. 

0402090017 


8403280122 Summary of 840224 meeting w/Westinghouse Owners Group in 
Bethesda, MD re proposed Westinghouse steam generator tube 
rupture generic program Attendee list b agenda encl 
NERSES, V Licensing Branch 3 84/03/07 Licensing Branch 3 

3Spp 22S11 131 24X Fiche, 50-000, 84/03/07, 8403280122, 


8403300125 Forwards draft, "Mltigative Techniques & Analysis of 
Generic Site Conditions for Groundwater Contamination 
Associated w/Severe Accidents >* 

KNIGHTON, 0, W Licensing Branch 3 84/03/15 GOLDBERG, J H Houston 

Lighting b Power Co 3pp, 2284 1 001 24X Fiche 50-490-94/03/15, 

3403300125. 


— 8403300132 Draft, "Mltigetive Techniques b Analysis of Generic Site 
Conditions for OroundwateT Contamination Associated w/ 

Severe Accidents " 

SHAFER, J M , OBERLANDER, P- L, , SKAGGS, R, L Satteils Memorial 
Institute, Pacific Northwest Laboratories S4/01/31 3Q0pp 
22041 004, 24X Fiche 50-498,84/03/15,0403300125 


0 Inspection reports, IE Bulletins ?< correspondence 


8403010125 Further response to F01A request for tE Rept 79-19, notice 
of proposed imposition of civil pena 1 t Ic s ■ no t i co of 
violation h order to show cause Forwards documents listed on 
App A 

FELTON, JM Division of Rules and Records 84/01/11 HAMLIN. J D 
Shaw, Pittman, Potts b Trowbridge 2pp 22447 176 24X 

Fiche SO-49B, 04/Ot/il. 8403010123 


— 04030101 32 Requests info re public 
SCHWARTZ, A R Texes, State of 
Dallas, Office of the Director 
Fiche 50-498, B4/01/II, 0403010125 


bearing on insp of facilities 
00/06/03 BEYFRIT.K Region 4, 
ip 22447 i 79 24X 


S40il90072 IE Info Notice 84-13, “Potential Deficiency in Motor 
Operated Valve Control Circuits 4c Annunciation " Svc list 
enc l 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/02/20 Coniolidated Edison Co of Now 

York, Inc ItSpp 22909 239 24X Fiche 50-000.84/02/28,8401190072 


9402090007 IE Info Notice 84—14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list encl 

GRACE, J N Division of OA, Safeguards b Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22552 329 24X Fiche 50-000.84/03/02.0402090007 
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8402090003 IE Jnfc Notice 84-16, "Pallor* of Automatic Sprinkler Sy* 
Valves to Opera te “ Svc list end 

JORDAN, E L Division of Emergency Preparedness A Engineering 
Response {Pott 8301031 04/03/02 Consolidated Ediidn Co of New 

Vork, Inc ia2pp 22353 098 24X Fiehe 30-000.04/03/02,8402090008 


8402-090009 rE Info Notice 84-15. “Reporting of Radiological Hi!***** “ 
8 vc list snc 1 

JORDAN, E L Division of Emergency Preparedness A Engineering 
Response (Post 8301031 94/03/02. Consol 1 dated Edison Co of Ntw 

York, Inc U9pp 22553 217 24XFIth* 50-000,84/03/02.8402090009 


8402090011 IE Info Notice 04-17, "Problems W/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp “ Svc list *nc 1 
JORDAN, £ L Division of Emergency Preparedness A Engineering 
Response (Post 830(03) 84/03/03 Consolidated Edison Co of Nets 

York. Inc 117pp 22533.336 24X Fiehe 50-000,84/03/05.8402090011 


8402090024 JE Info Notice 84-09. Rev 1> "Lessons Learned From Intps of 
Fire Protection Safe Shutdown Sy* " Svc list end 
JORDAN, E L Division of Emergency Preparedness A Engineering 
Response {Post 830103) 84/03/07 Consolidated Edison Co Of New 

York. Inc ilSpp. 22633 049 24>X FI eh* 30-000, 84/03/07. 8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
By* * 8ve list end 

JORDAN. E L Division of Emergency Preparedness A Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York. Inc l»8pp 22384 (86 24X Fiehe 30-000,84/03/07,8402090028 


840209003 i IE Bulletin B4-02, "Failures af GE Type UFA Relays in Use in 
Class IE Safety Sys " Svc list enc 1 

DEYOUNG, R.C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co. of New York, Inc 

I34pp 22823 094 24X FI ch a: 80-000, 84/03/12, 8402090031 


B402090043 IE Info Notice 84-i9, “Two Events Involving Unauthoriied 
Entries into PHR Reactor Cavities " Sve list ettel 
JDRDAN.E L 'Division of Emergency Preparedness A Engineering 
Response (Post 830103) 84/03/21 Consolidated Edison Co of New 

York, Inc !S3pp 22823 229 24X Fi cH* 50-000, 84/03/21 , 8408090043 


8402090044 IE Info- Notice 84-20, “five Life of Relays in Safe ty-R*lat*d 
Sys " Svc list end. 

JDRDAN.E L Division of Emergency Preparedness A Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co. of Ntw 

York. Inc I33pp 22933 O01 24X Fiehe 30-000,84/03/21,8402090044 


R periodic operating report* & related correspondence 


8403020443 Forward* monthly status reft of offsite emergency 
preparedness for OL reviews for Jan 1984 Changes in FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

DIRCKS.W J Office of the Executive Director for Operations 
84/02/21 PAtLADINCJ Commissioner* 9pp 22492:083 24X 

Fiehe 50-000,64/02/21,8403020443 


B Reportable occurrences. LERs A related correspondence 


8403210032 Part 2) rept re failure of auxiliary feedwater pump drive 
turbines. Oimpel NPS-4 TAT valve, to dose Enel ltr dtd 040203 
tent to listed utils GE notified of affected units in DUft 
P lants 

THEROUX. R R Terry Co-rp 64/02/22 WOODRUFF, R W Director's 

Office. Office of Inspection and Enforcement 6pp. 22706:327 24X 

Fiehe 50-000, 84/02/22, B403210032 


0403130328 Final deficiency rept re pipe stress analysis design 
process Initially reported on 831226 Evaluation complete 
Item determined not reportable per 10-CFR50 35(e) 

DPREA, 0. W Houston Lighting & Power Co 84/02/29 COLLINS, J T 
Region 4, Office of Director 3pp 22607 243 24X 

Fiehe 30-498, 84/02/29, 8403130328 


8403130477 Final deficiency rept re reactor containment bldg post- 
tensioning sys tendon* Initially reported on 830826 Damaged 
tendons will be replaced Tendons will be mfg In time frame 
to preclude need for long-term storage 

OPREA, 0 W Houston Lighting & Power Co B4/02/29 COLLINS, J T 
Region 4, Office of Director 4ipp. 22613 176 24X 

Fiehe. 30-498, 84/02/29,8403130477. 


8403270219 Part 21 rapt re broken contact carrier in control device of 
7 3 kV-13 kV, 300-730 HVA, 5 kV 330-3,000 A all HKV circuit 
breakers. Ini t tsl )y reported on 830223 Addenda toi 
installation A maint procedure* *»nt to effected units 
DUVALL, 0 0 Broun Bovtri Carp (sub* of Brown Boverl A Co > Ltd ) 
84/03/19 Record Service* Branch (Document Control Desk) 5pp 
22772 114 24X Ficho 50-000,04/03/19,8403270219 


T Heerlng transcript* on non-anti trust matter* 


8403010125 Further r»*pons* to FOIA request for IE Rept 79-19, notice 
of proposed imposition of civil penalties, notice of 
violation A order to show cause Forwards documents listed on 
App A 

FELTON, J M Division of Rule* and Records, 84/01/U HAMLIN, J 8 
Shaw, Pittman, Pott* A Trowbridge 2pp 22447*176 24X 

Fiehe 30-490,84/01/11,8403010123 


— B403010139 Tran*cript of B00819 public meeting in Say City.TX, Pp 1-382 
Supporting documentation end 

*■ Comm i* i loner* 80/00/19. 302pp 22447 181 24X 

Fiehe 50-498,84/01/11,8403010129 


DOCKET STN-50-499 SOUTH TEXAS PROJECT, UNIT 2 


A App 1 1 ca t ion/c on* tr uc 1 1 on atage document# A correspondence 


8403010444 Summary of 831130-1202 Caieload Forecast Panel meeting# 
w/utli at tit* in Matagorda County, TX re review of const 
progress to obtain info tor vs* at input to OL review 
schedule process. Viewgraph* end 

VIETTl, A. Licensing Branch 3 84/02/22 Licensing Branch 3 

79pp 22449 226 24X Fiehe 50-490, 84/02/22, 0403010444 


8402090017 Board Notification 84-038; forwards RJ Mattson 840123 mean 
to DO Eisenhut providing statu* update of NRC actions re 
We*tinghou»# ECCS actuation logic, 

EISENWT, 0 0 Division of Licensing 84/02/87 PALLADINQ 
Commie* ionsrs 7pp 22546007 24X Fiehe* 30-000, B4/02/27, 

8402090017. 


8403280122 Summary of 840224 meeting w/We»t inghouie Owners Group in 
Bsthesda.MD re proposed Westinghoo** steam generator tube 
rupture generic program. Attendee list A agenda end 
NERSES, V Licensing Branch 3 84/03/07 Licensing Branch 3 

35pp 2281 1 131 24X Fiehe, 30-000, 84/03/07, S403280122 


8403300125 Forward* draft, “Mitigative Techniques A Analysis of 
Generic Sit* Conditions for Groundwater Contamination 
Associated w/Ssvere Accidents " 

KNIGHTON. 0 W, Licensing Branch 3 84/03/15 OOLDBERO, J H. Houston 

Lighting A Power Co 3pp, 22841 001 24X Fiehe. 50-498, 84/03/15, 

8403300125 


F Security, medical, emergency A fire protection plans 


84O30S014? Submits scenario for submittal of infd r* emergency 
preparedness upgrade A maint necessary to ensure proper 
review k coordination w/all participant organi xations. 

COLLINS, JT Region 4, Office of Director 84/02/09 OPREA, 0. W 
Houston Lighting A Power Co 2pp 22484.032, 24X 

Fiehe 30-498,84/02/09.8403050149 


8403010944 Advises that NRC will not delete privacy or proprietary info 
from emergency plan* unless specifically requested by 
licensee. per B10709 Generic Ltr 81-27 W/o request, entire 
plan will be placed in PD R 

KNIGHTON, 0 W Licencing Branch □ 84/02/14 OOLDBERO, J. H Houston 

Lighting A Power Co 4pp 22438:339 24X Fiehe, 90-498, 84/02/14, 

8403010544, 


0 Adjudicatory correspondence 


8403070117 Advises that end final rept on condition identified in 
IOCFR50 39e rapt Was submitted on 840216 Rept concludes 
design ba*is differential settlement criteria not exceeded, 

W/o final rept. Certificate of Sve enci 

NEWMAN. J ft Newman A Holtiinger * Houston Lighting A Power Co, 
84/03/03 BECHHOEFER, C , LAMB, J. C , HILL. E, E Atomic Safety and 
Licensing Board Panel 4pp 22341 356 24X Fiehe: 50-498, 84/03/05, 

S 403070 i i 7 


04031401 32 Motion for reconsideration of ASLB 830714 memorandum A 
order re 830330 soppl to motion for new contention 
Certificate of Sve *ncl 

S INKIN', L Citiian* Concerned About Nuclear Power, Inc 84/03/06, 
Atomic Safety and Licensing Board Panel iapp 22625 173, 24X 

Ficha- 50-498. B4/03/0S, 8403140152 


8403150039 Memorandum A order for parti** not to raspond to Concerned 
Citiitn* Against Nuclear Power 840308 motion for 
reconsideration of AELB 330714 order re financial 
qualification* contention, 

HECHHOEFER,C Atomic Safety and Licensing Board Panel 64/03/13. 
Office of the Executive Legal Director, 2pp 22643' 002 24X 

Flch* 50-498,84/03/13,0403150039 
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84D3iSO016 Partial initial Decision LDP-84-13 (Phase 1} re QL 
Citijen* Concerned About Nuclear Power 030608 motion to 
reopen Phase I record denied. 

BECHHOEFEH.C , LAMB. J C , HILL, E E Atomic Safety and Licensing 
Board Panel. 84/03/14 339pp 22644 OOl 24X 

Fiche 30-490,84/03/14.8403130016 


8403230838 Notice of change of melting address for Judge Hill 

BECHHOEFEfi.C Atomic Safety and Licensing Board Panel DSJJ 060 
84/03/20 Office of the Executive Legal Director ip 82719 039 

24 X Fiche 30-498.84/03/20.0403880238 


3403370029 Notice Of Intent to appeal Partial Initial Decision 
79-421-07 OL Certificate of 3vc end 

BINKIN. L Cltiten* Concerned About Nuclear Power, Inc DBB 119. 
94/03/23 2pp. 22770 071 24X Fiche 50-4 9B. 84/03/23. B40 3270023 


Inspection reports, IE Bulletins A correspondence 


1403010123 Further response to FOIA request far IE Rept 79-19, notice 
of proposed imposition of civil penalties, notice of 
violation U order to show ceuse Forwards documents listed on 
App A. 

FELTON, J M Division of Rules end Records 84/01/lt HAMLIN. J D 
Shaw, Pittman, Potts h Trowbridge 2pp, 22447:176 24X 

Ficht' 3Q-49B. 84/01 /it, 8403010123 


*8403010192 Requests info re public hearing on lnsp of facilities 
SCHWARTZ, A R. Teras, State of 80/06/03 SEVFRIT, K Region 4, 
Dellas, Office of the Director. Ip 22447:179- 24X 

Fiche: 30-490. 84/Ot/l i, 8403010123. 


01190072 IE info Notice B4-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits *< Annunciation " Svc list 
end. 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response (Post 8301031 B4/O2/20 Consolidated Edison Co of N*w 

York, Inc. 113pp 22909 239. 24X Fiche 30-000,84/02/28.8401190072 


02090007 IE Info Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT & NRC 11 Svc list encl 

BRACE. J N Division of QA. Safeguards bt Inspection Program! (Post 
830103) 84/03/02 Consolidated Edison Co of New York, Inc. 

130pp. 22332:329. 24X Fiche 30-000, B4/03/0Z. 8402090007 


0209000 B IE Info Notice 84-16, "Failure of Automatic Sprinkler Bye 
/elves to Operate." Svc list end 

JORDAN, E. L Division of Emergency Preparedness S< Engineering 
Response (Post 830103). B4/03/02 Consolidated Edison Co of New 

fork, Inc 122pp 22333-098 24X Fi eh e 30-000. 84 /03/02. 8402090003 


12090009 JE Info Notice 84-13, "Reporting of Radiological Releases " 
vc list encl 

IORDAN, E. L. Division of Emergency Preparedness *, Engineering 
tesponse (Post 830103) 84/03/02 Consolidated Edison Co of New 

'ork, Inc 119pp 22333 2)7 24X Fiche 30-000, B4/03/02, 6402090009 


'2090011 IE Info Notice B4-17, "Problems W/Llquid Nitrogen Cooling 
omponents Below Nil Ductility Temp " Svc list encl 
'ORDANiE L- Division of Emergency Preparedness *< Engineering 
espanet (Post 830103), 84/03/03 Consolidated Edison Co of Mew 

grl, Inc, 117pp. 22393 336 24X Fiche 50-000,84/03/03,8402090011 


2090024 IE Info Notice 04-09, Rev I, "Lessons Learned From Insps of 
ire Protection Safe Shutdown Sys " Svc list encl. 

DRDAN, E L. Division of Emergency Preparednee* & Engineering 
ssponte (Post 630103). 84/03/07. Consolidated Edison Co of New 

ork, Inc. 110pp. 22633 049. 24X Fiche; 30-000, 84/03/07, 8402090024 


1090028 IE Info Notice 84-1B, "Stress Corrosion Cracking in FWR 
**, » Bvc I 1st ore 1. 

)RDAN« E L, Division of Emergency Preparedness fc Engineering 
isponse (Post 830103), 84/03/07 Consolidated Edison Co of New 

r ) , Inc 118pp. 22384- 186 24 X Fiche 30-000,84/03/07.8402090028 


>090031 IE Bulletin 84-02, "Failures of OE Type HFA Relays in Use in 
ase IE Safety Sys " Svc list encl 

YOUNOiR C. Director's Office, Office of Inspection and 
forceoient 84/03/12. Consolidated Edison Co, of New York, Inc 

4pp. 22823:094. 24X Fiche 30-000,84/03/12,8402090031. 


090043 IE Info Notice 84-19, "Two Events involving Vnauthoriied 
trie* into PWR Reactor Cavities, " Svc list encl 
RDANjE. L. Division Of Emergency Preparedness «< Engineering 
spans* (past 630103). 84/03/21 Consolidated Edison Co of New 

rk, Inc. 123pp. 22823:229. 24 X Fiche 30-000,84/03/21,8402090043 


8402090044 IE Info Notice 84-20. "Eve Life of Relays In Safety-Related 
Sys " Svc list and 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/31 Consolidated Edison Co of New 

York. Inc 133pp 22933 OOJ 24X Fiche 30-000,04/03/21,8402090044 


S Reportable occurrences, LERs 6 related correspondence 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Gimpel NPE-4 TfcT valve, to close Encl 1 tr d td 840203 
sent to listed utils GE notified of affected units in DHR 
p lan t s 

THERPUX.fi R Terry Corp 64/02/22 WOODRUFF. R W Director's 

Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche. 30-000, 84/02/22, B4032 10032. 


8403130320 Final deficiency rept re pipe stress analysis design 
process- Initially reported on S3J22S Evaluation complete. 

Item determined not reportable per 10CFH50 551*) 

PPREA.G W Houston Lighting b Power Co 04/02/29 COLLINS.J T 
Region 4, Office of Director 3pp 22607 245 24X 

Fiche 30-493.84/02/29,8403130328 


B403130477 final deficiency rept re reactor containment bldg post- 
tensloning sys tendons Initially reported on 030826 Damage d 
tendons will be replaced Tendons will be mfg in time frame 
to preclude need for long-term storage 

DPREA.G w. Houston Lighting *■ Power Co 84/02/29 COLLINS, J T 
Region 4, Office of Director 4pp 22613 176 24X 

Fiche: 50-490, 84/02/29, 8403130477 


8403270219 Part 21 rept re broken contact carrier In control device of 
7 5 kV-13 kV, 300-730 MVA, 3 kV 330-3,000 t, all HKV circuit 
breakers Initially reported on 830223 Addenda to 
installation L melnt procedures sent to affected units 
DUVALL, D D Brown Dover! Corp (subs of Drown Bover 1 i, Co , Ltd ) 

84/03/19 Record Services Branch (Document Control Desk) 5pp 

22772 114 24X Fiche 30-000,84/03/19,0403270219 


T Hearing transcripts on non-emtitrust matters 


0403010125 Further response to FOIA request for IE Rept 79-19, notice 
of proposed imposition of civil penalties, notice of 
violation & order to show cause Forwards documents listed on 
App 6 

FELTON. J M Division of Rules and Records 84/01/U HAMLIN. J B 
Shaw, Pittman, Potts 3 Trowbridge 2pp 22447 176 24X 

Fiche: 30-498, B4/01/ 1 1 , 840301 0125 


— 0403010139 Transcript of 000019 public meeting in Day Citfc.TX Pp 1-382 
Supporting documentation encl 

e commissioners 80/08/19 302pp 22447 18t 24X 

Fiche 50-49B, 04 /Ol /l 1 , 8 40301 0123. 


DOCKET 30-300 DAVIG-BEBSE NUCLEAR POWER STATION, OHIT 2 


S Reportable occurrences, LERs U related correspondence 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines. Gimp* 1 NPS-4 TJtT valve, to close Encl 1 tr dtd 840203 
sent to lilted at its GE notified of affected units in BWR 
plants 

THEROUX, RR Terry Corp 94/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327. 24X 

Fiche: 80-000, 04/02/23. 8403210032 


DOCKET 30-301 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 3 


S Reportable occurrences, LERs ti related correspondence 


8403310032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Gimpel NPS-4 T6T valve, to close Encl 1 tr dtd B40203 
sent to listed utils GE notified of affected units In BUR 
plants 

THEROUX, R R Terry Corp 84/02/22 WOODRUFF, R. W Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327. 24X 

Fiche 30-000.04/02/22, 0403210032 


DOCKET BTN-30-508 WPPSS NUCLEAR PROJECT, UNIT 3 


A Appl i cat i on/c onetr uet i on stage documents 6 correspondence 


0403010050 Third partial response to FOIA request for sir categories 
of documents re facility Forwards App A documents App A 
document! also placed in PVR App fi documents will be placed 
in PDR upon request Review continuing 

FELTON , J M, Division of Rule* and Records 94/01/17 ANDERSON, S ! 

Garvey, Schubert, Adams & Barer 4pp 22446 293 24X 

Fiche 50-000, 04/01/17. 8403010030 
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— 800324013'? Advises of -refund owed licensee re CP fees for facilities 
based on professional manpower attended & contractual tvci 
costs Incurred 

HILLER) W 0 License Fee Management Branch BO/03/03 MANIONi W E 
Office of the Controller 2pp 22446 303 24X 

Flche 50-000,04/01/17)0403010030 


— 0004010792 Confirms B00229 telcDn re professional manpower (152-h) 
provided by SQ0228 memo Manpower should be divided equally 
between, two units 

HOLLOWAY, C *1 License Fee Management Branch 00/02/20 
F I TT I , C J Atomic Safety and Licensing Board Panel lp 
22446 300 24X Flche 50-000, 84/01 /17 , B403010050 


— B00401075? Confirms 800226 telcon re professional manpower ( 18-h ) 
provided by A Rosenthal 781002 memo Manpower should he 
divided equally between two units 

HOLLOWAY, C J License Fee Management Branch 80/02/29 BIEHOP, J 
Atomic Safety and Licensing Appeal Panel. lp 22446 301 24X 

Fiche 50-000, 04/0 1 /17» B4030 1 0030 


— B 1 12210133 Informs of 0 McKinney opinion that allocation of ACRE 
manpower for fee purposes should be divided equally for 
review of two units at site 

HOLLOWAY, C J License Fee Management Branch 79/01/22 License 

Fee Management Branch lp 22440 297 24X Fiche 50-000,84/01/17, 
8403010050 


--B30B100483 Discusses status of DL applications Review of enc 1 WPPS9 
B30712 itr requested In order to determine present status of 
Unit 3 for billing purposes W/o encl 

HILLER. W 0 License Fee Management Branch 33/08/03 FONNER. R L 
Regulations Division 2pp 22446 326 24X Fiche' 30-000, 

84/01/17, 040301 0050 


B403080179 Fourth partial response to ForA request for si* categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld tref FOIA Eremption 5> Review of 
addi documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, S I 
Garvey, Schubert, Adams l< Barer 7pp 22383 226 24X 

Flche 50-000,04/02/13.8403080179 


— 0003240202 Submits review costs for facilities Hearing was 
uncontested Billing procedure may be completed 
BERKOWi H N Office of Nuclear Reactor Regulation, Director 
80/02/22 MILLER, W 0 License Fee Management Branch lp 
22583 242 24X F 1 e he. 50-000. 84 /02/13, B4030B01 79 


--8003240207 Forwards IE cost data worksheets for facilities Ho costs 
Teleetetf for licensee contractor vendor insp repts 
COB0, L I Executive Officer for Management L Analysis 79/01/29 
MILLER, WO License Fee Management Branch 3pp 22303 243 24X 

Fiche 50-000, 84/02/13. 8403000179 


•-8003240219 Corrects 781020 memo re WPPSS 3 It 5 being contested Memo 
reflecting actual ASLB time spent on case encl 

FITTI.C V Atomic Safety and Licensing Board Panel BQ/02/2B 
HOLLOWAY, C J License Fee Management Branch lp 22303 240 24 X 

Fiche 50-000.84/02/13,8403080179 


-8003240222 Submits rept of time spent since program initiated on WPPSS 
3 Ir 3 Professional time all sprnt an post-hearing work 
regarding CP hearing 

LA70, R M Atonic Safety and Licensing Board Panel 78/04/11, 

FITTf.C J Atomic Safety and Licensing Board Panel 3pp 
22393 249 24X Flche 50-000,84/02/13,8403080179 


-B009090737 Forwards airworthiness alert re corrosive 4< abrasive 
characteristics of volcanic ash which has fallen In Pacific 
Northwest Questions re ash amount. c hernia try b site 
distribution will be forwarded to licensees W/o encl 
JACKSON,!? E Geosciences Branch 80/06/12 VDlLMER. R H 
Division of Engineering 2pp 22583 238 24X 

Flche 50-000,84/02/13,0403080179 


-8104300020 Responds to 810414 memo re util request far clarification in 
use of ASME code cases Util use of code cases w/o prior NRC 
approval is inadvisable due to potential hardship for user 
BOSNAH, R J Mechanical Engineering Branch 01/04/21 
YOUNOJ3LOOD, B, J Licensing Branch 1 lp 22503 200 24X 

Flche 50-000,04/02/13,0403080179, 


-B10727Q274 Accepts use of ASME Code Case N-242-1 dtd B00410 for 
application In const of pipe support frames in pipe chases 
located In two lower elevations of reactor auciliary bldg 
Conditions of use discussed 

KNreHT, JP Assistant Director for Comp & Structures Engineering 
(Pre 830201) 01/07/21 TEDESCO. R L. Assistant Director for 

Licensing lp 22593 301 24X Fi c he. 3 - 0 - 000 , 84/02/ 13, 0403060 179 


— eioei 10D3B Notification of 810020 meeting w/util In Bethesda,MD to 
discuss proposed independent design review programs 
HERNAN, R W Licensing Branch 4 01/07/30 ADENBAM. E 0 

Licensing Branch 4 3pp 22503 302 24X Fiche 50-000,04/02/13, 

0403000179 


--8110000612 Discusses proposal to use IDRs in licensing process IMi <s*y 
be useful in certain areas, but clarification of rale needed, 

TEDESCO. R L Assistant Director for Licensing 81/09/23 
E1SENHUT, 0 0 Division of Licensing lp 22583 307 24X 

Fiche 50-000,04/02/13,8403000179 


— 3111200219 Informs of receipt of telcon from Yakamar Indian Nation 
requesting that tribe be given full rights in facilities 
proc aed i ngs 

TEDESCO, R L Assistant Director for Licensing, 81/10/21 
KETCHEN, E Hearings Division ip 22903310 24X 

Fiche 50-000,04/02/13,8403000179 


— 8203180118 Forwards two relevant documents for FOIA request re WPPSS t 
Exxon Litigation 

MIRAOLl A, F J Licensing Branch 3 02/03/09 WILSON, V H. 

Management Analysis Branch 3pp 22583' 333 24X 

Fiche 50-000,84/02/13,0403080179 


— 8204290657 Notification, of 020511 meeting w/util to discuss review 
process & preliminary Identification of any possible 
unique features 

WHEELER. L L Licensing Branch 3 82/04/22 MIRAOLIA, F J 

Licensing Branch 3 lp. 22583 340 24X Fiche 50-000,04/02/13. 

8403080179 


--B206300082 Lists info not yet addressed for OL application Recommends 
general info be accepted for docketing 

LEE, I J, Licensing Branch 3 82/06/10 WHEELER, LL Licensing 

Branch 3 Ip, 22583 347 24X Flche 50-000, 04/02/13, 04O3OBO179 


— 8303100476 Forwards util 030223 submittal In response to telcon during 
which remaining Phase I open Items of "Control of Heavy 
Loads - Case Reviews, " were discussed W/o encl 

CLEMENBGN, F Auxiliary Systems Branch NRC-20-19-380 03/O2/2B 

STICKLEY. T H E060, Inc. lp 22383 360, 24X 

Fich b SO-OOO, 04/02/13, 0403080179 


— 8304060577 Requests search for documents re govt litigation w/util on 
five specific Issues 

BLAQ3IE, E L Office of the General Counsel 83/03/23, 

DIRCKBiW J Office of the Executive Director for Operations lp 
22503 361 24X Fiche: 50-000, 84/02/13, 0403000179. 


— 8403000253 Forwards summary of review costs It supporting documentation 
from program ofc* W/o encl 

HOLLOWAY, C 0 License Fee Management Branch 80/03/03 License 
Fee Hanagement Branch lp 225B3'241 24X Fiche 50“000i 04/02/13. 
0403000179 


840305028B Fifth partial response to FOIA request for six categories of 
documents re facilities Forwards App A documents App A b B 
documents also available In PDR Documents listed on App C It 
D located in Central Files It not available publicly 
FELTON, J M Division of Rules and Records 04/02/17 ANDERSON, 8 I 
oarvey, Schubert, Adams If Barar 9pp 22501,209 24X 

Fiche 50-500,84/02/17,0403090208 


— 7908010232 Responds to 790405 Region 5 comments re Revision 4 to 
NPP 8 S-QA-OO 4 , "Operational QA Program Description " 

Expresses Intent to request util to delete Section 3,3.6 
entirely 

HA ABB r W P. Quality Assurance Branch 79/05/01 BRYAN, S. E 

Division of Reactor Operations Inspections lp 22501*305 24X 

Flche 50-300,84/02/17,8403050288 


—8003240209 Discusses conversation u/R McKinney of ACR 8 re dual unit 
plants Time should be cut In half 

HOLLOWAYr C J Office of Management and Program Analysis 
79/01/22, Office of Management and Program Analysis lp 
22501:308 84 X Flche 50-500,84/02/17,8403050200. 


— 8110190051 Responds to 010933 FOIA 01-378 request for OA documents for 
WPPS9 All documents re evaluation of license* BA programs 
are in PDR 

HAAGS, W, P Quality Assurance Branch 81/10/05, WILSON, V. H, 
Management Analysis Drench 2pp 22501:310 24X 

Fiche 50—308, 84/02/17, 0403050288 


- —0 1 1 1020578 Concludes that util l« principal contractors continue to most 
criteria of 10CFR5O App 8 Revised OA program description 
acceptable for design L const of facilities 

HAASB, W P Quality Assurance Branch. 01/10/22. TEDESCO, R. L. 
Assistant Director for Licensing. lp 22501 313. 24X 

Flche' 50-308, 84/02/17. 04O3O5O2B0 
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— 0201300536 Forwards data for fee assessment r» QA Branch review of 
WPPBB-QA-004, "Operational QA Program Description " 

HAASS, W P Quality Assurance Branch 82/01/14 BERKOW, H N 
Management Analysis Branch 2pp 22301 314 24X 

FI Che 30-S0B, B4/02/17. 8403090388 


0403030219 Forward* listing of board notification* issued since 820716, 
par 040127 Inquiry re failure to provide A5LB A< parties 
w/notif ications 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
04/02/28 BELL, N Coalition for Safe Power, 25pp 22700 222 24X 

Ficha 30-460, 84/02/28,8403030219 


8403070014 Explains why two recent board notifications re environ 
qualif lcatton of equipment not received List of al] board 
notifications issued since 820716 docketing of Unit 1 encl 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
84/02/28 BELL, N Coalition for Safe Power SSpp 22563 166 24X 

Ficha 30-460,84/02/28,8403070014 


8403260071 Forwards seismology questions re WPPS-3 si te, accepted NRC 
research proposal on subduction lone undertaken by USQS t< 
currant safety evaluation of Trojan 

HILLER. J R Operating Reactors Branch 3 84/03/03 WITHERS, B D 

Portland General Electric Co Spp 22739 300 24X 

Fiefte 30-000,84/03/03,8403860071 


— 8403260077 Forwards request for addl Info re WPPS-3 site seismology, 
based on review of FSAR 

JACKSON, R E Geosciences Branch 93/04/28. KNIGHTON, 8 W 
Licensing Branch 3 9pp 22739 302 24X Flche 30-000, 04 /03/03. 

8403260071. 


8403120199 Forwards addl Info re Generic Ltr 82-14, in retponie to NRC 
requests W/one oversize drawing Aperture card is available 
In PDR. 

SORENSEN, G C Washington Public Power Supply System 84/03/07 

KNIOHTDN , 0 W Licensing Branch 3 7tpp 22583 129. 24X 

Fiche' 30-308,84/03/07,8403120199 


D. NRC Draft/Final Environmental Statements, suppls 6 correspondence 


840313019B Forwards Ffi notice of extension of comment period for DES 
(NURE8-1033) to 040312, per 040130 ltr 

KNIOHTON, GW Licensing Branch 3 84/02/27 HIRSCH, A. 
Environmental Protection Agency 7pp, 22662 020 24X 
Flche 90-300,84/02/27,0403130198 


— 9402290440 Notice of extension of comment period for DES 1NURE0-1033) 
to 840312 

KNIGHTON, 0 W Licensing Branch 3 84/02/24 ip 22662,033 24X 

Ficha: 30-308, 04/02/27, 04O313O19S 


B403O9011B Forwards comments re DES (NUREG-1033) for consideration in 
preparation of FES 

SORENSEN, o C Washington public Power Supply Syitem 84/03/03 
KNIOHTON, Q W Licensing Branch 3 3pp 22376 074 24X 

Fiche, 30-308, 84/03/03, 640 30901 18 


8403120174 Comments on facility DES DES accurately describe* project 
conditions A, impacts existing in original licensing 
considerations A, evolving aver initial const period 
FITCH, hi. L Washington. State of 04/03/06 Division of 
Licensing. 3pp 22389 179 24X Fiche 30-308,04/03/06,8403120174 


9403120007 Requests explanation of process by which snc 1 svc list 
composed for NRC 840227 ltr to EPA re DES, 

REYNOLDS. N 9 Bishop, Liberman. Cook, Purcell A< Reynolds 
REYNOLDS. N S Washington Public Power Supply System 84/03/07 

KNIGHTON, 0 W Licensing Drench 3 2pp 22986 238 24X 

Fiche: 30-308,84/03/07, B403120007. 


8403130180 Comments on DES For operation of Facility Coverage of DEB 
adequate A. no objection! raised to proposed action. 

BURD, R. 6. Environmental Protection Agency 84/03/07 Division of 
Licensing lp, 22606*120 24X Fiche* 30-308, 84/03/07, 8403130180 


04031 30151 Comments on facility DES Info should be segregated into 
generic site-specific topics A. put into laymens language If 
essential part of format required for DES. 

L1/NDBLAD, D Washington, Stats of 84/03/08. KNIOHTON, 0 Licensing 
Branch 3. 2pp 22639*337 24X Fiche 30-308,84/03/08,8403190131 


8403200238 Comments on DES (NUREG-1033) Assertion* re socioeconomic 
Impact* from itation operation demonstrate low level of 
expertise among study team or refusal to consider relevant 
research findings on social impacts. 

FreudenbUro, w Washington state Urtiv , Pullman, WA 84/03/12. 
VIETTI.A Division of Licensing 2pp 22691*111 24X 

Fiche, 90-308, 84/03/12, 8403200238 


8403220198 Comments an DES re operation of facility Cumulative impacts 
on regional water use should be more explicitly evaluated 
DES adequate. but unnecessary as decisionmaking tool 

DEGEN9, S Affiliation Not Assigned 84/03/13 MIC - No Detailed 

Affil iatlon Given 9pp 22718 044 24X Flche* 30-308, 84/03/13. 

8403220198 


6403190343 Comments on DES Long-term adequacy of underdrain sys storage 
capacity should be discussed Evaluation of sys long-term 
integrity, if used to retain contaminated sump water, 
nec es sa ry 

BLANCHARD, B Interior, Dept of 84/03/13 Division of 
Licensing lp 22675 078 24X Flche 90-S08, 04/03/1 9, 84031 90343 


E NRC Safety Evaluation Report (SERI, suppls A. correspondence 


8403080179 Fourth partial response to F01A request for six categories 
of documents re facilities Forwards App A documents App D 
document entirely withheld (ref F01A Exemption 5) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/10 ANDERSON, S I 
Garvey, Schubert, Adams & Oarer 7pp 22583 226 24X 

Fiche: 30-000, 84/02/13, B4030B0179 


— B103040052 Forward* short & long-term OL k CP review schedules, in 
response to 001216 meeting w/USOS List of OL plant reviews 
for which NRC tentatively plans to seek (JSQS assistance is 
provi d ed, 

JACKSON, R E Geoscience* Branch NRC-03-80-1 1 3 81/01/21 

DEVINE, J F Interior, Dept of, Geological Survey 3pp 
22303 272 24 X Flche 50-0 00,84/02/13,8403080179 


8403260071 Forwards seismology questions re WPPS-3 s 1 te, acc a p ted NRC 
research proposal on subduction zone undertaken by uses A. 
current safety evaluation of Trojan 

MILLER. J R Operating Reactors Branch 3 04/03/05 WITHERS, B D 

Portland General Electric Co. 2pp 22799 300 24X 

Flche 90-000,84/03/05,8403260071 


— 8403260083 Forwards draft 8ER input re WPPS-3 site geology J, 
seismology Open Items include possibility of large 
earthquake on subduction zone beneath site & possibility of 
unrecognized low angle thrust faults In site vicinity 
KNIGHT, J P Assistant Director for Comp 6 Structures Engineering 
(Past 830201) 83/li/Ol NOVAK, T M Assistant Director for 
Licensing ISpp. 22759 311 24X Fiche 50-000, 84/03/09, 

8403260071 


F Security, medical, emergency & fire protection plans 


8403080179 Fourth partial response to FQIA request for six categories 
of documents re facilities Forwards App A documents App 0 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON. J M Division of Rules and Record* 84/02/13 ANDERSON, S I 
Garvey, Schubert, Adams A, Barer 7pp 22583 226 24X 

Flche 50-000, 04/02/13, B4030BO179 


— 8110190026 Requests that comparison of fire protection program to App R 
of 10CFR50 be included in overall fire protection program 
submittal W/o encl FR notice 

EIBENHUT, D 0 Division of Licensing 81/09/30 FERGVSDN,R L 
Washington public Power Supply System 2pp 22 583 308 2 4X 

Fiche 30-000,04/02/13,8403080179 


B403010S06 Advises that NRC Will not delete privacy or proprietary info 
from emergency plans sinless specifically requested by 
I: teens a e r per 810709 Generic Ltr Bl-27 W/o reques t> entire 
plan will be placed in FDR 

KNIOHTON, 0 W Licensing Branch 3 B4/OS/14 HAZ.UR, D W Washington 

Public Poufar Supply System. 3pp 22438 332 24X 

Fiche: 90-908,84/02/14, 8403010308 


84031303BS Forwards responses to NRC questions re security measures for 
physical protection of facilities using SNM Info leithhrld 
(ref 10CFR73 21 ) 

SORENSEN, G C Washington public power Supply System 54/03/07 
KNIOHTON, G W. Licensing Branch 3 lp 22616 091 24X 

Fiche 90-308,84/03/07.0403130305 


G Adjudicatory correspondence 


8403010050 Third partial response to FOIA request for *1* categories 
of documents re facility Forwards App A documents. App A 
documents alto placed in PDR. App B document* will be placed 
in PDR upon request Review continuing 

FELTON. J- M Division of Rules end Records 04/01/17 ANDERSON, B I 
Garvey. Schubert. Adams A, Barer 4pp 22446 293. 24X 

Fiche 90-000,84/01/17,8403010090 
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-S304Q60552 Requests search for relevant documents re govt litigation 
w/util Response due by 630109 

GfilMSi.EV.DH NSC - No Detailed Affiliation Oiven B3/03/29 
FITTI.C Atomic Safety and Licensing Board Panel lp 22144 314 
24* Fiche 30-000.94/01/17.0403010030 


8402090000 IE Info Notice B4-16, "Failure of Automatic Sprinkler 8 yt 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response iPost 030103) 04/03/02 Consolidated Edison Co of Nsu 

York. Inc 122pp 22353 078 24* Fiche 50-OQQ, B4/03/02, 0402090.000 


3403040111 Memorandum it order ruling on further suppl to petition for 
leave to intervene 4 reinstating 830421 ruling 

MARGULlES.il B , SHON, F J . F05TER. R F Atomic Safety and Licensing 
Board Panel S4/03/02 Coalition for Safe Power llpp 
22519 311 24 X Fiche 50-S0B. S4/03/02, 840304011 1 


8402090009 IE Info Notice 84-15. "Reporting of Radiological Release* " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of Nsu 

York, Inc U9pp 22333 217 24X Fiche 50-000,84/03/02,0402090009 


3403210170 Notice of appeal of ASLB 840302 memorandum 4 order admitting 
Coalition for Safe Power as intervener Certificate of Svc 
enc I 

HARTMAN, S L Washington Public Power Supply System HARTMAN, S L 
Bishop, Liberman. Cook, Purcell t, Reynolds DEB 003 04/03/20 

Atomic Safety and Licensing Board Panel 3pp 22709 33B 24X 

Fiche 50-508, 84/03/20,8403210170 


3403210172 Brief in support of notice of appeal of ASLD 830302 
memorandum & order ASLB abused discretion by reinstating 
order granting petitioner intervenor status ABLB 830302 
memorandum 4 order should be vacated W/Certlf lea te of Svc 
HARTMAN, S L Washington Public Power Supply System HARTMAN, S L 
Bishop, Liberman, Cook. Purcell 4 Reynolds DEE 002 04/03/20 

Atomic Safety and Licensing Appeal Panel 23pp 22710 324 24X 

Fiche 50-508,84/03/20 8403210172 


3403210189 Motion for reconsideration of memorandum 4 order granting 
petitioner intervenor status 4/or for referral ot 
certification of question of whether limitation should be 
placed on petitioner par 1 1 c i pa ti on W/Cert i f l ca te of Svc 
HARTMAN, S L Washington Public Power Supply System HARTMAN, S L 
Bishop, Liberman. Cook, Purcell 4 Reynolds DSD 001 84/03/20 

Atomic Safety and Licensing Board Panel 23pp 22710 266 24X 

Fiche 50-508.84/03/20,8403210189 


8402090011 IE Info Notice 84-17, "Problems W/Llquid Nitrogen Cooling 
Components Qelou Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 030103) 84/03/09 Consolidated Edison Co of Nsu 

York, inc I17pp 23553 336 24X Fiche 50-000,84/03/05,0402090011 


8402090024 IE Info Notice 84-09, Rov 1, “Lessons Learned From lnsps of 
Firs Protection Safe Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co. of New 

York. Inc UBpp 22639 049 24X Fiche 50-000,84/03/07,0402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Preparedneme 4 Engineering 
Response (Post B30103I 04/03/07 Consolidated Edison Co. of New 

York. Inc liBpp 32584 186 24X Fiche 50-000,84/03/07,0402090028 


B4Q2090Q31 IE Bulletin 84-02, “Failures of QE Type UFA Relays In Us* in 
Class IE Safety Sys '■ Svc list encl 

DEYOUNO, R C Director's Offics, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of Nsu Yorkr Inc 

!34pp 22823 094 24X Fiche 50-000, B4/03/ 18, 040209003 1 


1 Inspection reports, lE Bulletins 4 correspondence 


1403060179 Fourth partial response to FOIA request for si* categories 
of documents re facilities Forwards App A documents App 8 
document entirely withheld (ref FDIA Eiemption 5) Review of 
add 1 documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, 9 1 
Garvey, Schubert, Adams 4 Barer 7pp 22503 226 24 * 

Fiche 30-000, 64/02/13. 8403080179 


-8106230066 Requests that appropriate comments re Cycle 2 evaluations, 
per Eisenhut 010604 memo, be submitted by 810623 

KIRAOLIA.F J Licensing Branch 3 81/06/18 HAASS, W 5 Ouality 
Assurance Branch lp 22563 291 24* Fiche 30-000, B4/02/13, 

8403060179 


-B 1071305B1 Forwards info re impact of Mount St Helens eruptions on 
facilities. for use by SALP review board Comments prepared by 
HE Le f evre, g eol og i s t 

JACKSDN, R E Geosciences Branch Bl/06/23 MIRAQLJA, F J 
Licensing Branch 3 2 pp 22303 293 24 X Fiche 50-000,84/02/13, 

B403080179 


— B1071 10 185 Forwards Ofe of Nuclear Reactor Regulation performance 
evaluation in compliance w/810604 memo re systematic 
assessment of licensee performance Cycle 2 Notifies that 
review board meeting for facility scheduled fur 010723 
WHEELER, L Licensing Branch 3 01/06/30 EISENHUT. D 0 Division 

of Licensing lp 22503 295 24X Fiche 50-000,84/02/13, 

84030B0179 


8402090043 IE Info Notico 84-19, “Two Events Involving Unauthorised 
Entries into FWR Reactor Cavities " Eve list end 
JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post B30103) 84/03/21 Consolidated Edison Co, of New 

York. Inc 123pp 22823 229 24X Fiche 50-000,84/03/21,8402090043 


0402090044 IE Info Notice 84-20, “Eve Life of Relays in Eaf a tu-Helatetf 
Sys " Eve list encl 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 030103) 84/03/21 Consolidated Ed i i on Co of New 

York, tnc 135pp 22933001 24X Fiche 50-000,84/03/21,0402090044 


S Reportable occurrences, LERs 4 related correspondence 


840321003a Part 21 rept re failura of au*Hinry feedwater pump drive 
t urbines, Gimpel NPS-4 T4T valve, to dose Encl 1 tr dtd 040203 
sent to listed utils GE notified of affected unit* in 8 WR 
plants 

THEfiDU*, R R Terry Corp 84/02/22 WOODRUFF, R W Director's 
Office, Office of inspection and Enforcement 6 pp 22706 327 24X 

Fiehs 50-000,84/02/22,8403210032 


T Hearing transcripts on non-antitrust matters 


84030101 13 Final response to FOIA request for five categories of info 
re mothballed nuclear const projects Forwards App A 
document* Document* also In PDR, 

FELTON, J M Division of Rules and Records B4/02/10 BELLiN 
Nuclear Information 4 Resource Service 2 pp 22479’ ia2 24X 
Fiche 50-500, 84/02/10, 84030101 13 


8107140192 Forwards Geosciences Branch input for use by facility 
systematic assessment of licensee performance review board, 
per 81061B request 

JACKSON, R E Geosciences Branch 81/06/23 MIRAGLIA, F J 
aim n,ln ^ Branch 3 3pp 22583 29B 24X Fiche 50-0 00,04/02/13. 


-B403010 1 1 4 Partial statement of JD Martin before Hou* 
Energy 4 Commerce re mothballing of facility. 

MARTIN, J D NRC - No Detailed Affiliation Given 
22479 186 24X Fiche 50-508,84/02/10,8403010113 


e Committee on 
03/09/14 9pp. 


3401 190072 
Operated 
encl 


IE Info Notice 04-13, “Potential Deficiency in Motor 
Valve Cpnfcrol Circuits & Annuric i a t i on M Svc li«t 


JORDAN, £ L Division of Emergency Preparedness 6 Engineering 
Response iPost 0301031 84/02/20 Consolidated Edison Co of N. 

York, Inc H5pp 22909 239 24X Fithe 50-000,84/02/28,040119007 


8402090007 IE Info Notice 04-14, “Highlights of Recent Transport 
Regulatory Revs by DOT 6 NRC “ Svc list encl P 

830103^ N 84/03/02°° V*’ Program, (Post 

BJ 01 D 3 ) 84/03/02 Consolidated Edison Co of New York, Inc 

130pp 22552 329 24* Fiche 50-000,04/03/02,8402090007 


U Congressional /Executive Correspondence 


7 7 7 response to ruih rsauest for si* categories 

of documents re fac 1 1 it i e s , Forward* App A document* Ab n B 
document entirely withheld (ref FOIA Exemption 3) Review of 
addl documents subj to requett continuing 

FELTON, J M Division of Rules and Record* 84 / 02/13 ANDERSON, 8 X 
Garvey, Schubert, Adams 6 Barer 7pp 225B3 226 2 d* 

Fiche 50-000,04/02/13,8403080179 


l ™ L "'n aoouc ultimate 


nesponos to B007O2 ltr re E Bonis* . 
responsibility for civil penelitles proposed against util. 
Civil penalties are imposed as snforeemsnt action State 

contacted re responsibility for payment 

Bo/Os/oa J Z th * Ex,euUv * Director for Operations. 

00/08/26 JACKBON, HM Senate 4pp 22583,260 24 * 

Fiche 30-000, 84/02/13, 8403080179 



DOCKETED ITEMS 
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-6012160551 Foriwrif* 0OQ625 J tr from constituent £ Borfiek for response 
Requests that duplicate rept be forwarded to 002 United 
States Courthouse. Seattle. WA 98104 

JACKSON. H M Senate, Energy b Natural Resources 00/07/21 
KAMMERER.C C Office of Congressional Affairs 2pp 22303 264 
24X Fiche 30-000,64/02/13,0403000179 


— 8003240222 Submits rept of time spent since program initiated on WPPSS 
3 6 5 Professional time all spent on post-hearing work 
r egar ding CP hearing 

LAZO, F! M Atomic Safety and Licensing Board Panel 79/04/11 
FITTI.C J Atomic Safety and Licensing Board Panel 3pp 
22583 249 24X Fiche 50-000, B4/02/ 13. 8403080 1 79 


— BIO 1 130363 Responds to Itr forwarding M Hamilton concerns re 
facilities CPs Issued in Apr 1978 after safety b environ 
ravieus 6 ASLB public hearings Public hearings may be 
requested when util applies for OLs 

KAMMERER.C Office of Congressional Affairs 80/12/16 
MA0NU80N, W Senate lp 22503 271 24X Fiche 50-000,04/02/13. 

S4O3O0O 1 79 


DOCKET STN-50-509 WPPSS NUCLEAR PROJECT, UNTT » 


A Appl iea t lon/construc 1 1 on stage documents (< correspondence 


6403010030 Third partial response to F01A request for sis categories 
of documents re facility Forwards App A documents App A 
documents also placed In PDR App 6 documents will be placed 
in PDR upon request Review continuing 

FELTON, J M Division of Rules and Records 84/01/17 ANDERSON, S I 
Garvey. Schubert, Adams 6 Barer 4pp 22446 293 24X 

Fiche. 30-000, 84/01/17, 8403010030 


—0003840139 Advise* of refund owed licensee re CP fees for facilities 
based on professional manpower extended & contractual svc* 
costs incurred 

HILLER, W □ License Fee Management Branch 80/03/03 MAN-ION, If C 
Office of the Controller 2pp 22446 303 24X 

Fiche 30-000, 64/01/17, 0403010030 


— 0004010732 Confirms 800229 telco-n re professional manpower (152-hl 
provided by S0022S memo Manpower should be divided equally 
between two units 

HOLLOWAY* C J License Fee Management Branch 80/02/29 
F1TTI,C J Atomic Safety and Licensing Board Panel lp 
22446 300 24X Fiche 50-000,64/01/17,0403010030 


— 8009090737 Forwards airworthiness alert re corrosive b abrasive 
characteristics of volcanic ash which has fallen in Pacific 
Northwest Questions re ash amount, chemi stry b sire 
distribution will be forwarded to licensees W/o enel 
JACKSDN, R E Geosciences Branch 00/06/12 VOLLMER, R H 
Division of Engineering 2pp 225B3 253 24X 

Fichu 50-000,04/02/13,0403080179 


--810430Q020 Responds to 010414 memo re util request fur clarification in 
use of ASME code cases Util use of cade cases w/o prior NRC 
approval is inadvisable due to potential hardship Por user 
BOSNAK, n J Mechanical Engineering Branch 01/04/21 
YOUNGBLOOD, B J Licensing Branch 1 lp 22983 200 24X 

Fiche 50-000, 64/02/13, 84O3O0OJ79 


— 8107270274 Accepts use of ASME Code Casa N-242-1 dtd S00410 for 
application in const of pipe support frames in pipe chases 
located in two lower elevations of reactor auxiliary bldg 
Conditions of use discussed 

KNIGHT. J P Assistant Director for Comp b Structures Engineering 
(Pro 8302011 01/07/21 TEDESCO, R L Assistant Director for 

Licensing lp 22383 301 24X Fiche 50-000, 64/02/13, 84O3OB0 179 


— B10B110039 Notification of 810820 meeting w/utll in BethesdaiMD to 
discuss proposed independent design review programs, 

HERMAN, R W Licensing Branch 4 01/07/30 ADENBAM, E 0 

Licensing Branch 4 3pp 22503 302 24X Fiche 50-000,04/02/13, 

0403080179 


— 8110080612 Discusses proposal to use IDRs in licensing process ICRs may 
be useful In certain areas, but c lar 1 f ica t ion of role reeded 
TEDC6C0, R L Assistant Director for Licensing 81/09/23 
EISEhlHUT, D G Division of Licensing lp 22583 307 24X 

Fiche 50-000,84/02/13,8403060179 


— 6004010759 Confirms 800226 telcon re professional manpower <18-h) 
provided by A Rosenthal 781005 memo Manpower should be 
divided equally between two units 

HOLLOWAY, C J License Fee Management Branch 80/02/29 BISHOP, J 
Atomic Safety and Licensing Appeal Panel. lp 22446 301 24X 

Fiche 30-000,94/01/17,8403010050 


— 8111200219 Informs of receipt of telcon from Yakamar Indian Nation 
requesting that tribe be given full rights in facilities 
proceedings 

TEDESCO, R L Assistant Director for Licensing 81/10/21 
KETCHEN, E Hearings Division lp 22383 310 24X 

Fiche 30-000,84/02/13,8403080179 


— 81 12210133 Informs of B McKinney opinion that allocation of ACRS 
manpower for fee purposes should be divided equally for 
review of two units at site 

HOLLOWAY, C J License Fee Management Branch 79/01/22 License 

Fee Management Branch lp 22446 297 24X Fiche 30-000,84/01/17, 

8403010030 


— 03OB1OO4S3 Discusses status of OL applications Review of and WPPSS 
830712 Hr requasted in order to determine present status of 
Unit 3 for billing purposes W/o end 

MILLER, WO License Fee Management Branch 83/00/03 FONNER. R L 
Regulations Division 2pp 22446 326 24X Fiche 30-000, 

84/01/17. 8403010030 


B403080179 Fourth partial response to FOIA request for six categories 
of documents re fac 1 1 i t lei; Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 5). Review of 
add! documents subj to request continuing 

FELTON, J M Division of Rules and Record* 64/02/13 ANDERSON, 5 I 
Garvey, Schubert, Adams & Barer 7pp 22383 226 24X 

Fiche: 80-000, 64/02/13, 8403080179 


— 8003240202 Submits review costs for facilities Hearing was 
une untested, Bil I ing procedure may be completed 
BERKQW, H N Office of Nuclear Reactor Regulation, Director 
80/02/22 MILLER, WO License Fee Management Branch lp 
22383:242 24X Fiche 30-000,84/02/13,8403080179 


— 6003240207 Forwards IE cost data worksheets for facilities No costs 
releeted for licensee contractor vendor lnsp repts 
COBD,L I Executive Officer for Management b Analysis, 79/01/29 
MILLER, W 0 License Fee Management Branch app. 22303 243 24X 

Fiche 30-000, B4/02/ 13, 6403060179 


—8003240219 Corrects 781028 memo re WPPSS 363 being contested Memo 
reflecting actual ASLB time spent an cate end 
FITTI.C V Atomic Safety and Licensing Board Panel 80/02/28 
HOLLOWAY, C J License Fee Management Branch ip 22303-248 24X 

Fiche 30-000, B4/02/13, B403080179. 


— 0203100118 Forwards two relevant documents for FOIA request re WPPSS b 
Exxon Litigation 

MIRAGLIA, F J Licensing Branch 3 62/03/08 WILSON, V H 

Management Analysis Branch 3pp 22583 333 24X 

Fiche 50-000,04/02/13,0403060179 


--S20429O657 Notification of 920511 meeting w/util to discuss review 
process b preliminary identification of any possible 
unique Features 

WHEELER, L L Licensing Branch 3 02/04/22 MIRAGLIA, F J 

Licensing Branch 3 lp 225B3 340 24X Fiche 50-000,84/02/13, 

0403060179 


— 8303100476 Forward* util 830223 submittal In response to telcon during 
which remaining Phase I open Items of "Control of Heavy 
Load* - Case Reviews," ware discussed W/o end 

CLEMENSON, F Auxiliary Systems Branch NRC-20- 18-388 03/02/26 

STICKLEY, T H, EGLG, Inc Ip 22383 360 24X 

Fiche 50-000,84/02/13,8403080179 


— 8304060377 Requests search for documents re govt litigation w/util on 
five specific issues 

ELAGOIE,E L Office of the General Counsel 83/03/23 

DIRCKS, W J Office of the Executive Director for Operations lp 

22363 361 24 X Fiche 50-000,64/02/13,0403080179 


— 8403080253 Forwards summary of review costs b supporting documentation 
from program ofes W/o end 

HOLLOWAYrC J License Fee Management Branch 80/03/03 License 
Fee Management Branch lp 22583 241 24X Fiche 50-000,84/02/13, 
8403060179 


84030902BB Fifth partial response to FOIA request for six categories of 
documents re facilities Forwards App A documents App A t> B 
documents also available in PDR Documents listed on App C i, 

D located in Central Files b not available publicly 
FELTON, J. M Division of Rules and Records. 64/02/17 ANDERSON, S I 
Garvey, Schubert. Adams b Barer 9pp 22301 209 24X 

Fiche 30-509,84/02/17.6403030288 



400 


DOCKETED ITEMS 


— 7908010102 Forward* 790501 Haas-Bryan memo re NRR-QAB resolution of 
Region 5 commenti re operational GA program 

NQLAN.F J Division of Reactor Operation* Inspection* 79/05/09 
CREWS, vl L Region 4. Dallas. Office of the Director ip 
23501 306 24 X Fiche 30-509, 04/02/17, 840305Q28B 


— 7900010232 Responds to 790405 Region 3 comment* re Revision 4 to 
NFPSS-GA-0Q4, "Op er a 1 ional DA Program Description 11 
Eipresse* intent to request util to delete Section 336 
entirely 

HA ASS. W P Duality Assurance Drench 79/05/01 BRYAN, S E 

Division of Reactor Operations Inspections lp 22501 305 24X 

Fiche 50-50B. 04/02/17. 0403030203 


— 0003240209 Discusses conversation ui/fl McKinney of ACRS r* dual unit 
plants Time should be cut In half 

HOLLOWAY. C J Office of Management and Program Analysis 
79/01/22 Office of Management and Program Analysis lp 

22301 303 24 X Fiche 50-500. B4/02/ 1 7. 0403050230 


— 0110190031 Respondi to 310923 FQIA 81-378 request for QA documents for 
WPPS5 All documents re evaluation of licensee QA programs 
are in PDR 

HAAS3, W P Quality Assurance Branch Bl/10/03 WILSON, V H 
Management Analysis Branch 2pp 22501 310 24X 

Fiche 30-303,84/02/17,0403030200 


--B111020S7S -Concludes that util S< principal contractors continue to meet 
criteria of I0CFR50 App 3 Revised OA program description 
acceptable for design !■ const of facilities 

HAAE5.W P Quality Assurance Branch 81/10/22 TEDESCO, R L 
Assistant Director for Licensing lp 22501 313 24X 

Fiche 30-500,04/02/17,0403030203 


— 820130-0236 Forwards data For fee assessment re QA Branch review of 
WPPS0-GA-OO4, "Operational QA Program Description '* 

HAASS.WP Quality Assurance Branch 82/01/14 BERKOW.HN 
Management Analysis Branch 2pp 22S01 314 24X 

Ficho 30-30B, 84/02/17, B4Q3O5O200 


B403120199 Forwards addl info re Generic Ltr 82-14, in response to NRC 
requests W/one oversiie drawing Aperture card Is available 
in PDR 

SORENSEN, G C Washington Public Power Supply System 84/03/07 
KNIGHTON, GW Licensing Branch 3 71pp 32SH3 129 34X 

Fiche 30-300.04/03/07,0403120199 


B40326022I Advises that phase II of termination program in progress re 
locating new sinners for facility 6 will last until at least 
June 1903 

SORENSEN, G C Washington Public Power Supply System 04/03/13 
DIRCK8, W J Office of the Executive Director for Operations lp 
22791 032 24X Fiche 90-309,04/03/13,0403260221 


F Security, medical, emergency *, fire protection plans 


B4030B0179 Fourth partial response to FQIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref F01A Exemption 5) Review of 
addl documents suhj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, 3 1 
Garvey. Schubert, Adams 8, Barer 7pp 22383 226 24X 

Fiche 30-000,84/02/13,0403030179 


— B110190026 Requests that comparison of fire protection program to App R 
of 10CFR30 be included in overall fire projection program 
submittal W/o encl FR notice 

E1SENHUT, D 0 Division of Licensing 01/09/30. FERGUSON. R L 
Washington Public Power Supply System 2pp 22583 308 24X 

Fiche 50-000, 04/02/13, B403QBQ179 


G Adjudicatory correspondence 


04-03010030 Third paTtlat response to FQIA request for *li categories 
of documents re facility Forwards App A documents App A 
documents also placed in PDR App B document* will be placed 
in PDR upon request Review continuing 

FELTON, J M Division of Rules and Records 04/01/17 ANDERSON, 8 I 
Garvey, Schubert, Adams t, Barer 4pp. 22446 293 24X 

Fiche. 50-000, 04/01/17.0403010050 


Q Inspection reports, IE Bulletins U correspondence 


0403000179 Fourth partial response to FDIA request for six catsgoria* 
□f documents re facilities Forwards App A documents App B 
document entirely withheld (ref FQIA Exemption S) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERBON, B, I 
Garvey, Schubert, Adams 6 Barer 7pp 22903 226 24X 

Fiche 50-000,84/02/13, B4030B0179 


— 8106220066 Requests that appropriate comments re Cycle 2 evaluations, 
per Etstnhut 810604 memo, be submitted by B10623 

MIRAOLIA, F J Licensing Branch 3 81/06/18 HAASS, W 0 Quality 

Assurance Branch lp 22583 291 24X Fiche 50-000,84/02/13. 

0403000179 


— B 1 07 13050 1 Forwards Info re impact of Mount Bt Helens eruptions on 
fac i 1 1 ties, for use by SALP review board. Comments prepared by 
HE Le f evre, geol og 1 s t 

JACKSON, R E Geosciences Branch, Bi/06/23 MIRAOLIA, F J 
Licensing Branch 3 2pp 22303 293 24X Fiche. 50-000, 04/02/13. 

8403080179 


— 9107140185 Forwards Ofc of Nuclear Reactor Regulation performance 
evaluation in compliance w/910604 memo re systematic 
assessment of licensee performance Cycle 2 Notifies that 
review board meeting for facility scheduled for 810723. 

WHEELER, L Licensing Branch 3 81/06/30 EI8ENHUT, D 0. Division 

of Licensing lp 22SB3 295 24X Fiche. 30-000, 84/02/13, 

04O3OBO179 


--3 107 140192 Forwards Geosciences Branch input for use by facility 
systematic assessment of licensee performance review board, 
per 610618 request. 

JACKSON, R E Geosciences Branch 81/06/23 MIRAOLIA, F J, 
Licensing Branch 3 3pp 22503.290 24X FICh# 50-000,84/02/13, 

8403080179 


S Reportable occurrences, LERs 6 related correspondence 


0403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Oimpel NP8-4 TS<T valve, to close Encl ltr dtd 840203 
sent to listed utils GE notified of affected units in BWR 
p lants 

THEROUX, RH Terry Corp 94/02/22 WQODRUFF.R.W Director 1 * 
Office, Office of Inspection and Enforcement 6pp 22706-327. 24X 

Fiche. 90-000, 84/02/22, 8403210032 


U CongressionaL/Exrcutlve Correspondence 


8403000179 Fourth partial response to FDIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FQIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, S 1 
Garvey, Schubert. Adam* i Barer 7pp 22303 226 24X 

Fiche 50-000,84/02/13. B4O3O0OI79 


— 0009110203 Responds to 800702 ltr re E Borheh concern about ultimate 
responsibility for civil penalities proposed againit util 
Civil penalties are imposed as enforcement action State 
agencies should be contacted re responsibility for payment. 
D1RCKS.W J Office of the Executive Director for Operations, 
80/09/26 JACKSON, HM Senate 4pp 22583 260 24X 

Fiche 50-000, 84/02/13, 8403000179, 


— 8012160551 Forwards 000625 ltr from constituent E Borhek for response 
Requests that duplicate rapt be forwarded to 002 United 
States Courthouse, Seattle, WA 90104. 

JACKSON, H M Senate, Energy & Natural Resources BO/07/21 
KAMMERER, C C Office of Congressional Affair*. 2pp. 225B3: 264 
24X Fiche 50-000,04/02/13.8403080179 


— B101130363 Respond* to ltr forwarding M Hamilton concerns re 
facilities CP* lisued in Apr 1978 after safety St environ 
review* & ASLB public hearings Public hearing* may ba 
riqueited when util applies for OLs, 

KAMMERER, C office of Congressional Affair* 00/12/16 
MAGNUSON, W Bmate tp 22503 271 24X Fieh*. 50-000, 84/02/13. 

9403080179 


— 6305090506 Requests advice re fee assessment cutoff date for reactor 
CP t< QL applications that are wt thdrawn, denied, suspended, 
cancelled or postponed 

MILLER, W C License Fee Management Branch 03/05/04 FONNER, H U 

Office of the Executive Legal Director 3pp 22446 313 24X 

Fiche 50-000,04/01/17,8403010050 



DOCKETED ITEMS 


DOCKET 30-913 WPPSS NUCLEAR PROJECT, UNIT 4 


A App 1 1 ca t lon/cons true 1 1 on stags documents 4, correspondence 


B403010050 Third partial response to FOIA request for six categories 
of documents re facility Foru/ards App A documents App A 
documents also placed in PDR App B documents will be placed 
In PDR upon request Review continuing 

FELTON. J M Division of Rules and Records 84/01/17 ANDERSON. S I 
Garvey, Schubert. Adams Si Barer 4pp 23446 273 24X 

FiChe 90-000. 04/01/17, 0403010030 


— 0302230083 Responds to question* re application termination Notice of 
termination/withdrawal not anticipated No time limitation 
placed on completion of Phase One review 

ADEN8AM, E 0 Licensing Branch 4 83/02/17 MILLER, W Q License 

Fee Management Branch lp 22446 321 24X Fiche 30-000,84/01/17, 

8403010050 


— 8308100483 Discusses status of OL applications Review of end WPPSS 
030712 ltr requested in order to determine present status of 
Unit 3 for billing purposes, W/o enel 

MILLER, W 0 License Fee Management Branch 83/08/03 FONNER, R L 
Regulations Division 2pp 22446 326 24X Fiche 30-000, 

04/01/17.8403010050 


B4030B017? Fourth partial response to FOIA request far six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing, 

FELTON, J M Division of Rules and Records 84/03/13 ANDERSON, 8 I 
Garvey, Schubert, Adams & Barer. 7pp 22583 226 24X 

Fiche, 30-000, 84/02/13.8403080179 


— 6001140316 Notifies that NRC has amended regulations re implementation 
of resident lnsp program Expresses gratitude for assistance 
rendered Forwards final rule W/o end 

BTELLQ, V Office of Inspection 6 Enforcement, OFfice of the 
Director 79/11/19 O 'STRAND. N Washington Public Power Supply 
System, lp 22393 234 24X Fiche 30-000. 04/03/13, 8403080179 


— 8009090737 Forwards airworthiness alert re corrosive *< abrasive 
characteristics of volcanic ash which has fallen In Pacific 
Northwest Questions re ash amount, chemi s try t< siie 
distribution will be forwarded to licensees W/o enc l 
JACKSON, R E Geosciences Branch B0/06/I2 VOLLMER, R H 
Division of Engineering 2pp, 22SB3 298 24X 

Fiche 30-000, B4/02/13, 9403080179 


— 8010090260 Discusses review of applicant 800814 request for approval of 
proposal to substitute in-plant tests ui/scals model 
recirculation sump tests Response to requests deferred 
pending NRC review of program 

BPEIS, T Reactor Systems Branch 00/07/26 YOUNGBLOOD, 0 J 
Licensing Branch I lp 22303 266 24X Fiche 30-000,84/02/13, 

8403080177 


— 010422032? Concludes that Table 3.2-2 of PSAR. re safety-related 
structures, sys & components, is incomplete from Geotechnical 
Engineering Branch viewpoint 

LEAR , 0 E Hydrologic & Geotechnical Engineering Branch 81/04/00 

HAABB.W P Quality Assurance Branch 2pp 22383:278 24X 

Fiche 30-000,84/02/13,8403080179 


— 0104300020 Responds to B10414 memo re util request for clarification in 
use of A8ME code cases Util use of code cases w/o prior NRC 
approval is inadvisable due to potential hardship for user 
B0SNAK, R J Mechanical Engineering Branch 81/04/21 
YOUNGBLOOD, B J Licensing Branch 1 lp 32383 280 24X 

Fiche 30-000,84/02/13,840300017? 


— 8109010334 Advises that Mechanical Engineering Branch completed review 
of util request for authorization to use ASME Code Cases 
N-219 & N-287 for application in design of concrete 
containments Code cases acceptable 

KNIGHT, J, P Assistant Director for Comp St Structures Engineering 
(Pre 930201 ) 81/04/29. TEDESCO.R L Assistant Director for 

Licensing lp 22303 281 24X Fiche' 30-000, 84/02/13, 040308017? 


—9103140106 Advises that info provided on 810213 Si 0403 re air intake 
arrangements for diesel generators reviewed Diesel generator 
combustion air supply arrangement meets acceptance criteria 
in Section II of SRP a 5 8 Sys acceptable as designed, 

UNGARO, A R Power Systems Branch 81/03/01 YOUNGBLOOD, B J 
Licensing Branch 1 lp 22383:282, 24X Fiche, 30-000. 84/02/13, 

8403080179 


— 8103180436 Forwards ltr from util requesting concurrence by NRC to 
omit Subeeetions 2 3 i-2, 3 3 of F8AR, Review 6 comment* 
r»quest*d by 810622 

ADEN3AM, E, G As*i*tant Director for Licensing 81/03/12, 

JACKSON, R E Geosciences Branch. lp 22383 283 24X 

Fiche, 30-000, 84/02/13, 84030B01 79 


— 8105210109 Concurs w/llcensss proposal to ref Sections 2 3 1-2 3 1- 
2 5 3 of WPPS-2 FSAR in WPPS-1/4 FSAR since both projects 
located in close proximity Mods listed 

JACKSON, R E Geosciences Branch 81/05/15 ADENSAM, E G 
Licensing Branch 4 2pp 22583 286 24X Fiche 50-000,84/02/13. 

84O3O0OL77 


— 8107280171 Notification of 81072? meeting w/util 4 B&W in Dethesda.MO 
to discuss method util Intends to use to fulfill requirments 
of NURE0-0737 Item II F 2 (inadequate core cooling 
ins fcrumenta t ion ) 

HERMAN. R W Licensing Branch 4 81/07/21 ADENSAM. E 0 

Licensing Branch 4 2pp 22583 303 24X Fiche 50-000,84/02/13. 

8403000179 


— 8108110038 Notification of 810820 meeting w/util in Bethesda.MD to 
discuss proposed independent design review programs 
HERNAN* R W Licensing Branch 4 81/07/30 ADENSAM. E 0 

Licensing Branch 4 3pp 22583 302 24X Fiche 30-000,84/02/13. 

8403080179 


— 8110080613 Discusses proposal to use IDRs in licensing process IDRs ma 
ba useful in certain areas, but c 1 arl f Icatlcn of role needed 
TEDE8CD, R L Assistant Director for Licensing 01/07/23 
E1SENHUT, D G Division of Licensing lp 22383 307 24X 

Fiche 30-000, 84/02/13, B4030B01 79 


— 8111060677 Notifies of util Intention of sending technical team to 
present FSAR to review staff during wk of 011130 Reviewers 
should complete attached form 6 confirm attendance 
HERNAN, R W Licensing Branch 4 81/10/23 Licensing Branch 4 

4pp 22583 311 24X Fiche 30-000,84/02/13, 8403080179 


— 8111130007 Submits names of 0 Gupa & 0 stalley as technical reviewers 
for facility F9AR per 011023 memo 

LEAR, 0 Hydrologic L Geotechnical Engineering Branch 61/10/30 
ADENSAM, E Licensing Branch 4 lp 22583 315 24X 

Fiche 30-000, 84/02/13, 84030B0179 


— 8111200219 Informs of receipt of telcon from Yakamar Indian Nation 
requesting that tribe be given full rights in facilities 
proceeding s 

TEDESCO, R 1 Assistant Director for Licensing 01/10/21 
KETCHEN-E Hearings Division Ip 223B3 310 24X 

Ficha 30-000, 84/02/13, 0403080179 


— 0112300303 Notification of B11211 meeting w/util in Bethesda,MD to 
discuss FSAR w/technica! review staff at time OL application 
is tendered 

HERNAN, R U Licensing Branch 4 81/11/23 ADENSAM, E 0 

Licensing Branch 4 3pp 22383 318 24X Fiche 50-000,84/02/13. 

84O30BOI79 


— 8212070382 Ac k receipt of 021109 ltr re Target Rock environ 

qualification testing program Info ro valve upgrade 8, retest 
antic ipated. 

HEIBHMAN, R F Division of Reactor Programs (Pre 930103) 
82/12/01 DOUCHEY.G D Washington Public Power Supply System 
lp. 22383 337 24X Fiche 50-000,84/02/13,0403080179 


— 8304060577 Requests search for documents re govt litigation w/util on 
five specific issues 

SLAGOIE.E L Office of the General Counsel 83/03/23 

D 1 RCKS, W J Office of the Executive Director for Operations lp 

22503 361 24X Fiche 30-000.84/02/13,8403000179 


0403030288 Fifth partial response to FOIA request for six categories of 
document* re facilities Forwards App A documents App A 8, B 
documents also available in PDR Documents listed on App C J, 

0 located in Central Files 4, not available publicly 
FELTON, J M Division of Rules and Records 04/02/17 ANDERSON, 8 I 
Garvey, Schubert. Adams S, Barer 9pp 22301 2B7 24X 

Fiche. 30-309, 04/02/17, 0403050288 


- -7908010232 Responds to 790403 Region 5 comments re Revision 4 to 
NPP6S -OA-0O4, “Operational QA Program Description " 

Expresses Intent to request util to delete Section 336 
entirely 

HAASS.W P Quality Assurance Branch 79/08/01 BRYAN, B E 

Division of Reactor Operations Inspections ip 22501 303 24X 

Fiche 30-313, 84/02/ 17. 8403030288 


--8110190031 Responds to 810923 FOIA 81-378 request for QA documents for 
WPPSS All document* r* evaluation of licensee QA program* 
are in PDR 

HAABB.W P Quality Assurance Branch 81/10/03 WILBQN.V H 
Management Analyslt Branch 2pp 22301 310 24X 

Fiche 30-313, 84/02/17. B 403030288 
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— 8110210316 Inform* of receipt of Rauch e y/Aden sam 010722 i tr containing 
util current QA program description for design ft const of 
facilities QA program description acceptable 

HAAS 9 1 W P Quality Assurance Branch 81/10/14 TEDESCO, R L 

Assistant Director for Licensing Ip 22501 312 24X 

Flche 90-460, 04/02/17, a4O3O5Q20B 


— B201300236 Forwards data for fee assessment re QA Branch revieu of 
WPPS5-GA-004, "Dp e ratio na 1 QA Program Description “ 

HAASS.WP Quality Assurance Dranch 82/01/14 BERKDW.HN 
Management Analysis Branch 2pp 22501 3M 24X 
Fiche 30-513. 84702/17. 0403050283 


0403260221 Advises that Phase II of termination program in progress ro 
locating new owners for facility ft will last until at least 
June 1905 

SORENSEN, C C Washington Public Power Supply System 84/03/13 
DIRCK9.W J Office of the Executive Director for Operations lp 
22731 032 24 X Fiche 50-509,84/03/13,0403260221 


C Utility Environmem ta 1 Report (ER), amends & corresponded e 


0403000179 Fourth partial response to FOJA request for sl» categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld fref FOIA Exemption 31 Review o-f 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 04/02/13 ANDERSON, S I 
Garvey, Schubert, Adams ft Barer 7pp 2B503 226 24X 

Fiche 50-000, 04/02/13, B4O3O0O179 


--820226017! Requests assistance in performing acceptance review of 
environ rept for OL application Only portions applicable to 
Unit i need be considered since Unit 4 cancelled on 820122 
ADENSAM. E 0 Licensing Branch 4 02/02/10 JACKSON.R E 

Geosciences Dranch lp 22503324 24X Fiche 50-000,04/02/13, 

B4030S0179 


— B20315Q02B Forwards addl info requirements for review of ER far OL 
application per 820310 request 

BALLARD, R L Environmental Engineering Branch 02/03/02 
ADENSAM.E G Licensing Dranch 4 3pp 22503 329 24X 

Fiche 90-000, 84/02/13, 0403000179 


— 0203100004 Advises that environ rept is acceptable re radiological 
impacts 

HOUSTON, R VJ Assistant Director for Radiation Protection 
02/03/02 TEDESCO, P L Assistant Director for Licensing lp 
22503332 Z4X Fiche 50-000,04/02/13,0403000179 


— 0204090099 Informs that sufficient info provided to begin meteorology 
review Inappropriate models ft diffusion parameters used in 
Section 6 I 3 2 ft accident evaluations 

HULMAN.L 0 Accident Evaluation Branch 02/03/16 ADENBAtl, E 
Licensing Dranch 4 2pp 22503 336 24X Fiche 30-000,04/02/13, 

0403080179 


D (IRC Draft/Final Environmental Statements, suppis & correspondence 


8403000179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirety withheld fref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON. J M Division of Rules and Records 04/02/13 ANDERSON, S I 
Garvey, Schubert, Adams ft Barer 7 p p 22503 226 24X 

Fiche 50-000,04/02/(3.8403000179 


1 — '8003250477 Forwards hydrologic engineering questions re proposed waste 
treatment sys Response will supply necessary info re design 
basis far seepage 6 flooding Also forwards generic questions 
re floodplains Info will assist NRC environ review 
SELLS, -D E Environmental Projects Branch 2 00/03/07 

RENBERGER, D L Washington Public Power Supply System 3pp 
22503-253 24X Fiche 50-000,84/02/13,840308017? 


— 8003270142 Discusses suspension of facility pr eop erat i onal aquatic 
monitoring program Suspension approved Operational 
monitoring program results should not be affected by 
sus-pens 1 on 

SAMWORTH, R D Environmental Specialists Branch 00/02/29 

BELLS, D E Environmental Projects Branch 2 2pp 225S3 239 24X 

Fiche - 50-000, 04/02/13, 0403 080179 


NRC Safety Evaluation Report (SER), suppis 6 correspondence 


8403030179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 3) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, S I 
Garvey, Schubert, Adams ft Barer 7>p 225S3 226 24X 

Fiche. 50-000.84/02/13, S403080179 


--S103040052 Forwards short ft long-term OL ft CP review schedules, in 
response to 801216 meeting u/UQGS List at OL plant reviews 
Far which NRC tentatively plans to seek U8QS assistance is 
pravi do d 

JACKSON, R E Geosciences Oranch NRC-03-80-1 13 81/01/21 

DEVINE. J F Interior, Dept of. Geological Survey 3pp 
22583 272 24X Fiche 30-000, B4/02/13, B4030801 79 


— B111120933 Forwards form which identifies Power Sys Branch electrical ft 
mechanical reviewers for project in accordance w/811023 
memo Requests established review schedule dates when 
aval 1 ab 1 0 

UNGARO, A Power Systems Drahch Bt/U/02 HER NAN, R W Licensing 

Branch 4 2pp 22583 316 24X Fiche 90-000,84/02/13,8403080179 


F Security, medical, emergency ft fire protection plans 


0403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 5t Review of 
addl documents subj to request continuing 

FELTON, JM Division of Rules and Records 84/02/13 ANDERSON, 3 I 
Oarvey, Schubert, Adams ft Barer 7pp 22583 226 24X 

Fiche 50-000, 84/02/13, 0403000179 


— 0201190297 Forwards Central Files version of "Description of Early 
Warning Sys for HPPS5 Nuclear Plants 1,2 ft 4," In response 
to NRC 010720 ltr re prompt notification in event of 
emergency Sys will be in place prior to OL Issuance 
DQUCHEY, G D Washington Public Power Supply System 82/01/11 

TEDESCO, R L Assistant Director far Licensing tp 22383 321 

24X Fiche 30-000,04/02/13,0403000179 


— 8202100436 Requests that Fire Protection Section perform acceptance 
level review of facilities' revised fire protection program 
prior to docketing of OL application Util aware that App R 
bo iOCFRDO will apply 

ADENSAM, E G Licensing Branch 4 02/01/29 BENAROYA, V Chemical 

Engineering Branch lp 22303 322 24X Fiche 30-000,84/02/13, 

84030001 79 


— 8205070008 Forwards list of sys to be added to Q-list Sys provides 
ongoing knowledge of change* In radiation environ ft ability 
bo deal effectively u>/unusually high radiation ft 
radioactivity levels 

CONOELi F J Radiological Assessment Dranch 02/03/33 HAAS8, W P 

Quality Assurance Branch 2pp 22583 338 24X 

Flcbo 30-000,84/02/13,8403080179 


— B2QS120240 Forwards Central Files version of revised page to Revision 2 
of emergency plan adding local fire dept* within 20 miles of 
facility to backup fire protection svcs 

BOUCHEY, 0 D Washington Public Power Supply 8ystem 82/0B/03 
SCHWENCER, A Licensing Branch 2 2pp 22383 348 24X 

Fiche 30-000,04/02/13,8403080179 


— 8200120248 Central Tiles version of revised page to Revision 2 of 
emergency plan re provision of backup fire protection svcs 
* Washington Public Power Supply System 82/08/03 ip 
22903 330 24X Fiche 50-000,04/02/13,8403080179 


- -8203020 139 Advises that listed info needed to perform acceptance re/iew 
of fire protection program for conformance w/NUREO-0800, 

Section 9 5-1 

BENAROYA. V Chemical Engineering Dranch 02/02/09 ADENSAM, E 0 
Licensing Branch 4 tp 225B3 323 24X Fiche 50-000,84/02/13, 

04O3OBO179 


8403030208 Fifth partial response to FOIA request for six categories of 
documents re facilities Forwards App A documents App A ft B 
documents also available in PDR Documents listed on App C ft 
D located in Central Files ft not available publicly 
FELTON, J K Division of Rules and Records 84/02/17, ANDERSON. B 1 
Garvey, Schubert, Adams ft Barer 9pp 22301 2B9 34X 

Fiche 30-513, 84/02/17, Q4O3O3O2B0 


•7906190142 Approves QA fire protection program description ft related 
commitments 

HAA5S.W P Quality Assurance Branch 79/05/10 parR.O D Light 
Water Reactors Branch 3 lp 22501 309 24X 

Fiche 30-460, 04/02/17, B4030302S8 


G Adjudicatory correspondence 


84030I003Q Third partial response to FOIA request for six categories 
of documents re facility Forwards App A documents App A 
documents also- placed In PDR App B documents will be placed 
in PDR upon request Review continuing 

FELTON, J M Division of Rules and Records 04/01/17 ANDERSDN, 8 1 
Oarvey, Schubert, Adams ft Barer 4pp 22446 293 24X 

Fiche 30-000,84/01/17,8403010030 
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— 8304060532 Requests search for relevant documents re 
xu/util Response due by B30408 

GRIMSLEY,D H NRG - No Detailed Affiliation Given 
FITTIrC Atomic Safety and Licensing Board Panel 
24X Fiche 30-OOO, 84/01 /17. 8403010030 


govt 1 i t ( ga 1 1 on 

03/03/29 
Ip 32446 314 


— 8303090306 Requests advice re fee assessment cutoff date for reactor 
CP S< QL applications that are <el thdrawn. denied, suspended, 
cancelled or postponed 

MILLER, W O License Fee Management Branch 83/03/04 FQNNEfl, R L 
Office of the Executive Legal Director 3pp 32446 313 24X 

Fiche 30-000,84/01/17,8403010030 


—8012160331 Forwards 000625 ltr from constituent E Gorhek for response 
Requests that duplicate rept be forwarded to 802 United 
States Courthouse. Seat t le, WA 98104 

JACKSON, H M Senate, Energg 6 Natural Resources 80/07/21 
HAMMERER, C C Office of Congressional Affairs 2pp 22583 264 
24 X FI c ho 30-000. B4/02/13, 8403000179 


DOCKET 30-314 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 1 
A Application/construction stage documents & correspondence 


G Inspection reports, IE Bulletins & correspondence 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 3) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, 9 I 
Garvey, Schubert, Adams S, Barer 7pp 22983 226 24X 

Fieh# 30-000, 84/02/13, 8403080179 


— S209280163 Forwards Cycle 3 systematic appraisal of licensee 
performance input for 810701 through B20730 In response to 
Region 3 820623 request Strong mgt evident Resolution of 
technical Issues, responsiveness b staffing satisfactory. 
HERNAN, R W Licensing Branch 4 82/09/13 EISEhHUT, 0 Q 

Division oF Licensing 6pp, 223S3 391 24X Fiche 30-000, 

04/02/13, 8403080179 


8. Reportable occurrences, LERs & related correspondence 


8403010431 Informs Commission of problems w/emergency diesel generators 
mfg by Transamerica Delavalilnc 

DIRCKS.H J Office of the Executive Director for Operation* 
BECY-83-034, 84/01/23 4pp 22438,347 24X Fiche 30-000,84/01/25. 

8403010431 


8403080179 Fourth partial response to FOIA request for six categories 
□f documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 3) Review of 
addl document* subj to request continuing 

FELTON, J K Division of Rules and Records 84/02/13 ANDERSON, S 1 
Garvey, Schubart, Adam* b Barer 7pp 22303 226 24X 

Fieh* 30-000,84/02/13,8403080179 


— 8203100419 Discusses Part 21 rept to UEbC design of structural steel 
at facility Generic implications appear to be nonexistent 
since no similar design concept used at other facilities Two 
oversli# drawings end Aperture cards in Centra] Filet 
SNEWMAKER, R E, Division of Engineering & Duality Assurance (Pre 
830103) 82/02/24 DROMERICK, A U Division of Engineering b 

Quality Assurance (Pre 830103) 2pp 22383 323 24X 

Fiche 30-000,84/02/13,8403060179 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbines, Olmpel NPS-4 TSxT valve, to close Enel Hr dtd 040203 
sent to listed utils GE notified of affected units in BWR 
p tants 

THEROUX, R R Terry Corp. 84/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 30-000,84/02/22,8403210032 


8403270219 Part 21 rept re broken contact carrier In control device of 
7 3 kV-13 kV, 500-730 MVA, 3 kV 390-3,000 b all HKV circuit 
breakers Initially reported on 830223 Addenda to 
installation b maint procedures sent to affected units 
DUVALL, D D Brown Boveri Corp (subs of Brown Boveri 8, Co , Ltd 1 
84/03/19 Record Services Branch (Document Control Dask ) Spp 
22772-114 24X Fiche 30-000,04/03/19,8403270219 


If. Congressional/Executive Correspondence 


8403000179 Fourth paitial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App D 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON. S I 
Garvey, Schubert, Adams b Barer 7pp 22333 226 24X 

Fiche 50-000,04/02/13,0403080179 


— 0009090737 Forwards airworthiness alert re corrosive b abrasive 
characteristics of volcanic ash which has fallen In Pacific 
Northwest Questions re ash amount, chemistry b site 
distribution will bo forwarded to licensees W/o enc l 
JACKSON, R E Geosciences Branch 80/06/12 VOLLMEft, R H 
Division of Engineering 2pp 22583 233 24X 

Fiche 30-000, 84/02/ 13, 0403000179 


— 810220-0029 Forwards action plan for resolution of nnn-TMi issues for 
pending CF/mfg license app lications, per Qfc of Nuclear 
Reactor Regulation approach to resumption of licensing 
Safety evaluation Inputs should be provided by 810601 
EIBENHUT, D 0 Division of Licensing 80/(2/31 VOLLMER, R 
Division of Engineering ip 22383 277 24X 

Fiche 30-000,84/02/13,6403080179 


E NRC Safety Evaluation Report (SER), suppls b correspondence 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 3) Review of 
addl documents subj to request continuing 

FELTON, J M Division nf Rules and Records B4/02/I3 ANDERSON, S I 
Oarvey, Schubert, Adams b Barer 7pp 22S83 226 24X 

Fiche 50-000.84/02/13,8403000179 


--B103040052 Forwards short b long-term OL b CP review schedules, In 
response to 801216 meeting w/USGS List of QL plant reviews 
for which NRC tentatively plans to seek VSQB assistance is 
provided 

JACKSON, R E Geosciences Branch NRC-03-ao-i 13 81/01/21 

DEVINE, J F Interior, Dept of, Geological Survey Spp 
22583 272 24X Fiche 50-000,84/02/13,8403080179 


DOCKET 30-313 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 2 


A Appl icatlon/conatructiun stage documents b correspondence 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App D 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, S I 
GarVey, Schubert, Adams b Barer 7pp 22383 226 24X 

Fiche 50-000, B4/02/I3, 8403080179 


— B009090737 Forwards airworthiness alert re corrosive b abrasive 
characteristics of volcanic ash which has fallen it> Pacific 
Northwest Question* re ash amount, ch ami s try b siie 
distribution will be forwarded to licensees. W/o end 
JACKSON, R E, Geosciences Branch 80/06/12 VOLLMER, R. H 
Division of Engineering 2pp 22383 238 24X 

Fichu 50-000, 84/02/13, 8403080179 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 3) Review of 
addl document* subj to request continuing 

FELTON, J M. Division of Rules and Records 84/02/13 ANDERSON, S t 
Garvey, Schubert, Adams b Barer. 7pp 22583 226 24X 

Fiche: 30-000,84/02/13,0403080179. 


— 0102200029 Forwards action plan for resolution of non-Thl issues for 
pending CP/mfg license app 1 (cations, per Oft of Nuclear 
Reactor Regulation approach to resumption of licensing 
Safety evaluation inputs should be provided by 810601 
ElfiENHUT, D Q Division of Licensing 80/12/31 VOLLMER, R 
Division of Engineering ip. 22303 277 24X 

Fiche 50-000,84/02/13,840300017? 


■0009110203 Responds to 000702 ltr re E Borhek concern about ultimate 
responsibility for civil penalities proposed against util. 

Civil penalties are imposed as enfarcament action atefc* 
agenda* should be contacted re responsibility for payment 
DIFtCKS, W J, Office of the Executive Director for Operation*. 
0O/OB/26, JACKSON, H M. Senate 4pp 22303' 260 24X 

Fiche, 30-000, 84/02/13, 84030801 79 


E NRC Safety Evaluation Report (SER), suppls b correspondence 


8403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A document* App B 
document entirely withheld (ref FOIA Exemption S) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 04/02/13 ANDERSON, S I 
Oarvey, Schubert, Adams b Barer / pp 22383 226 24X 

Fiche 30-000,84/02/13,8403080177 
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— 8 1030*10032 Forwards short It long-term OL it CP review schedules, in 
response to 801216 meeting w/USGS List of OL plant reviews 
for which NRC tentative ly plans to seek USDS assistance is 
provid ed 

JACKSON.RE Sense letic es Branch NRC-03-80-I 13 81/01/31 

DEVINE. J F Interior. Dept of, Geological Survey 9pp 
22503 272 24X Fiche 50-000, 84/02/13, B1030BCU79 


DOCKET STN-50-51B HARTSVILLE NUCLEAR PLANT, UNIT 1 


S Reportable occurrences. LERs U related correspondence 


340301045 i Informs Commission of problems w/emergency diesel generators 
mfg by Transamerica Delava i, Inc 

DIRCKS.U J Office of the Executive Director for Operations 
SECY-83-034 84/01/25 4pp 22438 347 24X Fiche 50-000.84/01/25, 

B403010451 


3403120109 First interim deficiency rept re loose drive hubs on 
overspeed governor drive shaft on Transamerica Oelaval.Inc 
diesels Initially reported on 840203 Svc info memo being 
reviewed for approval Also reportable per Part 21 
MILLS, L n .Tennessee Valley Authority 04/03/01 O'REILLY, J P 
Region 2, Office of Director 2pp 225B5 229 24* 

Fiche 50-000.84/03/01,3403120105 


B403230026 Followup Part 21 rept re nuclear va 1 ve /ac tua fc or stroking 
time possibly lengthened beyond 15 s when using 
hydrocarbon-based lubricants Ltrs to affected utils end 
WILSON, A K. Henry Pratt Co 04/03/03 KEPPLER, J 0 Region 3, 
Office of Director 6pp 22730, 306 24X Fiche 50-000,04/03/08, 

9403230023 


B40327Q219 Part 21 rept re broken contact carrier in control device of 
7 5 kV-15 kV, 500-750 MVA, 3 kV 350-3.000 6 all HK.V circuit 
breakers Initially reported on 830223 Addenda to 
installation & paint procedures sent to affected units 
DUVALL, D D Drown Qoverl Carp t suh s of Drown Dover 1 {. C o . Ltd ) 

□4/03/19 Record Services Branch (Document Control Deskl 5pp 

22772 114 24 X Fiche 50-000, 34/03/19, B40327021 9 


DOCKET STN-30-519 HARTSVILLE NUCLEAR PLANT, UNIT 2 
G Adjudicatory correspondence 


8403090060 Advises that time for Commission to review ALAB-760 
aspired Commission declined review Decision became final 
agency action on 840307 

CHILK, S J Office of the Secretary of the Commission 84/O3/0B 
Atomic Safety and Licensing Appeal Panel lp 22576 050 24X 

Ficho 50-319, S4/03/0B. B403090060 


S Reportable occurrences, LERs J. related correspondence 


8403310431 Informs Commission of problems w/emergency diesel generators 
mfg by Transamerica Delaval, tnc 

DIRCHS, W J Office of the Eiecutive Director for Operations 
SECY-33-034 04/01/25 4pp 22430347 S4X Fiche 50-000,34/01/25. 

3403010451 


DOCKET 8TN-50-320 HARTSVILLE NUCLEAR PLANT, UNIT 3 


S Reportable occurrences, LERs it related correspondence 


84030,10451 Inform* Commission of problems w/emergency diesel generators 
mfg by Transamerica Delaval, Inc 

DIRCK8.W J Office of the Executive Director for Operations 

SEC Y-S3-034 84/01/23 4pp 22430 347 24X riche 30-000, B4/01/25, 

3403010431 


840323002B Followup Fart 21 rept re nuclear valvc/actua tor stroking 
time possibly lengthened beyond 13 s when using 
hydrocarbon-based lubricants Ltrs to affected utils enc 1 
WILSON. A K Henry Pratt Ca 04/03/03 KEPPLER, J 0 Region 3. 
Office of Director 6pp 22730 306 24X Fiche 30-000,04/03/00, 

0403230020 


8403270219 Part 21 rept re broken contact carrier in control device of 
7 3 kV-13 kV. 500-730 MV A, 3 kV 330-3.000 U all HKV circuit 
breakers Initially reported on 030223 Addenda to 
Installation It maint procedures sent to affected units 
DUVALL, D D Drown Boveri Carp (subs of Brouin Dover 1 L Co ■ Ltd 1 

34/03/19 Record Services Branch (Document Control Desk) Spp 

22772 114 24X Fiche 50-000.34/03/19,0403270219 


DOCKET STN-30-921 HARTSVILLE NUCLEAR PLANT, UNIT 4 


0 Adjudicatory correspondence 


9403090060 Advises that time for Commission to review ALAB-760 
expired Commission declined review Decision became final 
agency action on 840307 

CHILKtS J Office of the Secretary of the Commission 94/03/08 
Atomic Safety and Licensing Appeal Panel lp 22376 030 24X 

Fiche 50-319,84/03/00,3403090060 


S Reportable occurrences. LERs !< related correspondence 


9403010431 Informs Commission of problems w/emergency diesel generators 
mfg by Transamerica Delaval. Inc 

DIRCK8, W J Office of the Executive Director for Operations 
SECY-33-034 B4/01/25 4pp 2243B 347 24X Fiche 50-000,04/01/23, 

B40301O451 


B40323002B Followup Part 21 rept re nuclear valve/actuator stroking 
time possibly lengthened beyond 15 s when using 
hydrocarbon-based lubricants Ltrs to affected utils end 
WILSON, A K Henry Pratt Co 84/03/03 KEPPLER, J 0 Region 3. 
Office of Director 6pp 22730 306 24X Fiche 30-000, 84/03/QB, 

84 03230 02S 


B403270219 Part 21 rept re broken contact carrier In control device of 
7 5 kV-13 kV, 500-750 MVA, 3 kV 350-3,000 U all HKV circuit 
breakers Initially reported on 030223 Addenda to 
installation & maint procedures sent to affected units 
DUVALL. D D Drown Boveri Corp (subs of Drown Dover! !« Co , Ltd ) 
84/03/19 Record Services Branch (Document Control Desk) Spp 
22772 114 24X Fiche 50-000,04/03/17,8403270219 


B403120105 First Interim deficiency rept re loose drive hubs on 
overspeed governor drive shaft on Transamerica Oelaval.Inc 
diesels Initially reported on 840303 Svc info memo being 
reviewed for approval Also reportable per Part 21. 

MILLS, L M Tennessee Val ley Authority 04/03/01 O'REILLY, JP 
Region 2, Office of Director 2pp 22583 S3? 24X 

Fiche 50-000,84/03/01,8403120103 


B40323002B Followup Fart 21 rept re nuclear valve/actuator stroking 
time possibly lengthened beyond 15 s when using 
hydrocarbon-based lubricants Ltrs to affected ubtls end 
WILSON. A K Henry Pratt Co 94/03/03 KEPPLER, J 0 Region 3. 
Office of Director 6pp 22730 306 24X Fiche 50-000,04/03/00, 

8403230023 


0403270219 Part 21 rept re broken contact carrier In control device of 
7 5 kV-15 kV, 500-750 MVA, 5 kV 330-3,000 4, all HKV circuit 
breakers Initially reported on 330223 Addenda to 
installation J, maint procedures sent to affected units 
DUVALL, D D Brawn Dover! Corp (subs of Brown Boveri 6 Co , Ltd ) 
84/03/19 Record Services Branch (Document Control Deskl Spp 
22772 114 24X Fiche 50-000,84/03/19.8403270219 


DDCKET 50-322 SKAGIT NUCLEAR POWER PROJECT, UNIT l 


A Ap p 1 lc at l on/con* true 1 1 on stage documents It correspondence 


8403080179 Fourth partial response to FQIA request for six categories 
of documents re facilities Forwards App A documents App 8 
document entirety withheld (ref FDIA Exemption S> Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rule* and Records 04/02/13 ANDERSON, 8 I 
Garvey, Schubert, Adams L Barer 7pp 22303 226 S4X 
Fiche 50-000. 04/02/13, 8403080179, 


— 8009090737 Forwards airworthiness alert re corrosive 4, abrasive 
characteristics of volcanic ash which has fallen in Pacific 
Northwest Questions re ash amount, chemi stry 6 site 
distribution will be forwarded to licsntees W/a Bncl 
JACKSON, R E Geosciences Branch 80/06/12 VOLLMER, R H 
Division of Englnsaring 2pp 22583 258 24X 

Fiche. 30-000, 04/02/13. 0403080179 


— B102200029 Forwards action plan for resolution of non-TMI issues for 
pending CP/mfp license ap p 1 iea tions, per Ofc of Nuclear 
Reactor Regulation approach to resumption of licensing 
Safety evaluation inputs should be provided by 010601 
EISENHUT. D C Division of Licensing 80/12/31 V0LLMER, R 
Division of Engineering ip. 22383 277 24X 

Fiche 30-000,04/02/13.8403080179 
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E NRC Safety Evaluation Report <SER). suppls h correspondent* 


DOCKET 50-523 SKAOIT NUCLEAR POWER PROJECT, UNIT 2 


0403080179 Fourth partial response to FOIA request for si* categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 51 Review of 
addl documents subj to request continuing 

FELTON. J M Division of Rules and Records 04/02/13 ANDERSON. S I 
Garvey, Schubert, Adams & Barer 7pp 22583 226 24X 

Fiche 50-000,04/02/13,8403080179 


— 9103040052 Forwards short 8< long-term OL 6 CP review schedules. In 
response to 801216 meeting w/USOS List of OL plant reviews 
for which NRC tentatively plans to seel USOS assistance is 
provided 

JACKBON, R E Geosciences Branch NRC-03-80-1 13 Bl/Ol/21 
DEVINE, J F Interior, Dept of, Geological Survey Spp 
22593 272 24X Ftche 50-000,84/02/13,0403080179 


Q Inspection reports, IE Bulletins & correspondence 


A App 1 i ca tion/c on* true tion stage documents t> correspondence 


0403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents sub j to request continuing 

FELTON, J « Division of Rules and Records 84/02/13 ANDERSON, S I 
Garvey, Schubert. Adams &< Barer 7pp 22503 226 24X 

Fiche 30-000,84/02/113,8403080179 


— 8009090737 Forwards airworthiness alert re corrosive & abrasive 
characteristics of volcanic ash which has fallen in Pacific 
Northwest Questions re ash amount, chemistry U siie 
distribution will be forwarded to licensees W/o end 
JACKSON. R E Geosciences Branch 80/06/12 VOLLMER.R H 
Division of Engineering 2pp 22583 238 24X 

Fiche 30-000, 84/02/13,8403080179 


04O119OO7H IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits Si Annunciation " Svc list 
enel 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 84/02/28 Consolidated Edison Co of New 

York. Inc 113pp 22909 239 24X Fiche 30-000,84/02/28,8401190072 


— 8 1 02200 0 29 Forwards action plan for resolution of non-TMI issues for 
pending CP/mfg license app 1 1 ca t ions, p er Ofc of Nuclear 
Reactor Regulation approach to resumption of licensing 
Safety evaluation inputs should be provided by 810601 
EISENHUT.DQ Division of Licensing 80/12/31 VOLLMER, R 
Division of Engineering ip 22303 277 24X 

Fiche 30-000, 84/02/13. 8403030179 


8402090007 IE Info Notice 84-14. "Highlights of Recent Transport 
Regulatory Revs by DOT ii NRC " Svc list end 

GRACE. J N Division of QA, Safeguards ti Inspection Programs (Post 
830103) 84/03/08 Consolidated Edison Co of New York. Inc 

ISOpp 22552329 24X Fiche 30-000,84/03/08,8402090007 


840209000B IE Info Notice 04-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22553 098 24X Ficho 50-000,04/03/02,8402090008 


8402090009 IE Info Notice 04-13. “Reporting of Radiological Releases '* 
Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness fc Engineering 
Response (Post 030103) 34/03/02 Consolidated Edison Co of New 

York, Inc I19pp 22333 217 24X Fiche 30-000.84/03/02,8402090009 


E NRC Safety Evaluation Report (SER). suppls 6 correspondence 


0403080179 Fourth partial response to FOIA request For sis categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELTON. J M Division of Rules and Records 84/02/13 ANDERSON, S I 
Garvey. Schubert. Adams 6 Oarer 7pp 223B3 226 24X 

Fiche 50-000, B4/02/ 13, 8403080 179 


— 8103040052 Forwards short & long-term OL L CP review a c hedul es, i n 
response to 001216 meeting u/USGS List of OL plant reviews 
for which NRC tentatively plans to seak USGS assistance is 
provi d ed 

JACKSON, R E Gbo sciences Branch NRC-03-80-1 13 81/01/21 

DEVINE, J r Interior. Dept of. Geological Survey Spp 
23593 272 24X Fiche 50-000, 84/02/13. 04O3D8O179 


0402090011 IE Info Notice 84-17, "Problems W/Hquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list anc 1 
JORDAN, E L Division of Emergency Preparedness i< Engineering 
Response (Post B30I03) 84/03/05 Consolidated Edison Co of New 

York. Inc U7pp 22353 336 24X Fiche 30-000, 84/03/03, 040209001 1 


B402090034 XE Info Notice 84-09, Rev i, "Lessons Learned Front Inspe of 
Fir* Protection Safe Shutdown Sys " Svc list encl 
JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Past 830103) 04/03/07 Consolidated Edison Co of New 

York, Inc 110PP 22633 049 24X Fiche 30-000,04/03/07.0402090024 


8402090020 IE Info Notice 84-18. “Stress Corrosion Cracking in PUR 
By s. 11 Svc list enc 1 

JORDAN. E L Division of Emergency Preparedness *< Engineering 
Response (Post 030103) 04/03/07 Consolidated Edison Co of New 

York, I nc ilBpp 22384 106 24X Fiche 30-000, 04/03/07, B4Q2Q90029 


0402090031 IE Bulletin 84-02, “Failures at OE Type HFA Relays in Use in 
Clast IE Safety Sys “ 8vc list encl 

DEY0UNQ, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Cdison Co of New York, Inc 

I34pp. 22B23 094 24X Fiche 30-000,84/03/12,8402090031 


8402090043 IE Info Notice 64-19, "Two Events Involving Unauthorized 
Entries into FUR Reactor Cavities " Svc list encl 
JORDANiE L Division of Emergency Preparedness fc Engineering 
Response (Poet 930103) 04/03/21 Consolidated Edison Co of New 

York, Inc 123pp, 22823 229. 24X Fiche 50-000.84/03/21,8402090043 


8402090044 IE Info Notice 04-20, “Bvc Life of Relays in 3*f e ty-Re Lated 
Sys “ Svc list encl 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 930103) 04/03/21 Consolidated Edison Co. of New 

York, Inc 133pp. 22933 001, 24X Fiche . 50-000. 04/03/21 , 0402090044 


0 Inspection reports, IE Bulletins •< correspondence 


0401190072 IE Info Notice £34-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits J« Annunciation " Svc list 
encl 

JDRDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post 830103) 04/02/20 Consolidated Edison Co of New 

York, Inc l!5pp 22909 239 24X riche 30-000, 84/02/20, B40H9007;’ 


0402090007 IE info Notice 04-14, “Highlights of Recent Transport 
Regulatory Revs by DOT L NRC " Svc list encl 

GRACE, J N Division of OA. Safeguards t Inspection Programs (Post 
0301031 04/03/02 Consolidated Edison Co of New York, Inc 

130pp 22392 329 24X Fiche 30-000,84/03/02,8402090007 


B4G209000B IE Info Notice 84-16, “Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list and 

JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22533 ORB 24X Fiche 30-000, 84/03/02, 8402090008 


B402090009 IE info Notice 84-15, “Reporting of Radiological Releases 
8vc list encl 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 1 19pp 22333 217 24X Fiche 30-000,04/03/02,8402090009 


840209001 1 IE Info Notice 84-17, "Problems W/Llqutd Nitrogen Cooling 
Components Delow Nil Ductility Temp " Svc list encl 
JORDAN, E L Division of Emergency Preparedness l< Engineering 
Response (Post 830103), 04/03/03 Consolidated Edison Co of New 

York, Inc !17pp 22533 336 24X Fiche 50-000,84/03/03,8402090011 


0402090024 IE Info Notice 04-09, Rev 1, “Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys " Svc list encl 
JORDANiE L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 B4/03/Q7 Consolidated Edison Co of Naw 

York, Inc tlBpp 22633 049 24X Fiche 50-000, 04/03/07, 8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PUR 
Sys " Svc list anc! 

JORDAN.E L Division of Emergency Preparedness l< Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc 110pp 22384 186 24X Fiche 80-000,04/03/07,8402090020 
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8 4 Q2090 03 1 IE Bulletin 84-02. ‘Failures of GE Type UFA Relays In Use in 
Class TE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York. Inc 

L34pp 22B23 094 24X Fiche 50-000.04/03/12.8402090031 


B4O209C043 IE Info Notice 84-19, “Two Events Involving Unaut hot l 1 ed 
Entries into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness t- Engineering 
Response (Post 8301033 84/03/2J Consolidated Edison Co of New 

York. Inc 123pp 22823 229 24X Fiche 30-000,04/03/21.8402090043 

0402090044 IE Info Notice 84-20, "Svc Life of Relays In Saf e ty -Re la t ed 
S ys " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 8301031 84/03/21 Consolidated Edison Co of New 

York. Inc !35pp 22933 001 24X Fiche 30-000.84/03/21,8402090044 


DOCKET ETN-30-32B PALO VERDE NUCLEAR STATION, UNIT 1 


A App 1 ic a t i on /c ons tr u c fc i o n stage documents N correspondence 


8403080390 Responds to FDIA request for 27 documents referenced In 1973 
EIS re facilities 6 ssmlllar environ documents Forwards App 
A Documents l— 10 Documents 11 6 12 available at NT1S 
FELTON. J tl Division of Rules and Records 84/02/13 RYAN. J A 
Stretch. Lang, Weeks *. Cardon 2pp 22381 180 24X 

Fiche 50-528,84/02/13,8403080390 


— 84D3DB0409 "Ot ounduia t or Conditions of Lower Hassayampa-Cen fcenn 1 al Ai ea, 
Maricopa County, A2 " Related Info encl 

» Harshbarger l< Associates R— 900— 74-2 74/08/30 S3pp 

22581 219 24X Fiche 30-528,84/02/13,8403080370 


840306Q451 Forwards request for add! Info re open environ qualification 
of electrical equipment items for facility 

KNIGHTON, 5 W Licensing Branch 3 B4/D2/27 VAN BRUNT, E E 

Ariiona Public Service Co 3pp 22550 007 24X 

Fiche 30 - 328,84 / 02/27, 840:3060451 


9403010212 Forwards response to B4020& telcun re draft tbv to FSAR 
Section 3A 10 concerning low preheat fillet welding Lou 
preheat poses no cone ern, pr i nc ipa 1 1 y due to low 
hard enab 1 1 1 ty of base matls 

VAN BRUNT, E E An lone Public Service Co 84/02/28 KNIGHTON, G 
Lie anslng Branch 3 4pp 22435 279 24X Fiche 50-328,04/02/20, 

8403010212 


8403280043 Notification of 040320 meeting w/util It C-E in Bethesda, MD 
to discuss proposed testing program to demonstrate adequacy 
of mods to RCS pumps. thermowel Is, tberma 1 sleeves It control 
element assembly shrouds 

LICITRA, E A Licensing Branch 3 84/02/29 KNIGHTON. G W 

Licensing Branch 3 3pp 22012 361 24X Fiche 30-528,84/02/29, 

8403200043 


0403090130 Advises that proposed leak rate acceptance criteria for Tech 
Spec limiting conditions for operation unacc ep tab 1 e, since 
criteria Ibse restrictive than 1 gpm leak rate imposed on 
near-term 0L* 

KNIGHTON, 0 W Licensing Branch 3 04/03/01 VAN BRUNT, E E 

Ariiona Public Service Co 2pp 22592 301 24X 

Fiche 50-320, 84/03/01, B40309G1 30 


B40313DG94 Forwards outstanding item list far POR List also submitted 
to util 

JOHNSON, P H Region 5. Office of Director 04/03/00 ALEXANDER, 1 
Region 3, Office of Director I4pp 22641 190 24X 

Fiche 50-820,34/03/08.8403130094 


8402090041 Hoard Notification 84-050 provides Commission policy 
statement 6 proposed rulemaking on environ qualifications 
EISENHVT, D G Division of Licensing 84/03/14 Atomic Safety and 

Licensing Board Panel lOpp 24X Fiche 30-000,34/03/14,9402090041 


8403160048 Forwards updated preliminary description (Rev 1) far RCS 
demonstration test 

VAN BRUNT, E E , ROGERS, A C Ariiona Public Service Co 84/03/14 
KNIGHTON, Q Licensing Branch 3 2pp 22*39 1*9 24X 

Fiche: SO-S2B, 04/03/ 1 4, 84031*0040 


— 8403160052 Rev 1 to "RCS Demonstration Test " 

* Ariiona Public Service Ce 84/02/29 8pp 22639 171 24X 

Fiche 50-320,84/03/14,8403160048 


B403160063 Notifies that eddl info 8« schedule re electrical equipment 
environ qualification program will he submitted by B40326, 
per 040227 request 

VAN BRUNT, E E Ariiona Public Service Co 84/03/14 KNIGHTON. G 
Licensing Branch 3 lp 22652 326 24X Fiche 30-328.04/03/14, 

8403160065 


B403290236 Forwards operations oipenence base, c ons i s t 1 ng of experience 
tables for presently licensed personnel Inadequate number of 
personnel meet 6-uk hot participation experience 
r oquirement 

VAN BRUNT, E E Ariiona Public Service Co 84/03/23 DENTON, M R 
Office of Nuclear Reactor Regulation, Director 17pp 22800 236 
24X Fiche 30-320, B4 /03/23, 0403290236 


C Utility Environmental Report (ER), amends 8, correspond enc e 


0403080390 Responds to FOIA request for 27 documents referenced in 1975 
EIS re facilities Ct similxar environ documents Forwards App 
A Documents 1-10 Documents 11 5, 12 available at NT1S 
FELTON. J M Division of Rules and Records B4/02/13 RYAN, J A 
Strelch, Lang, Weeks 6 Cardon 2pp 22381 180 24X 

Fiche 30-528, 04/02/ 13, 84030B0390 


— 8403080400 Discusses review of environ rept re transmission lines 
crossing Indian reservations Tribal council consent should 
be obtained for right-of-way before environ rept published 
Related info encl 

* Interior, Dept of, Bureau of Indian Affairs 74/12/11 
REGAN, W H Atomic Energy Commission - Deputy Director for Reactor 
Projects Spp 22381 184 24X Fiche 50-328,84/02/13,0403080390 


E NRC Draft/Final Environmental Statements, suppls & correspondence 


0403080305 FO! A request for 27 documents referenced In 1973 EIS re 
facilities L slmillar environ documents List Si news articles 
encl 

RYAN, J A Stretch, Lang, Weeks h Cardon 94/01/17 Office of 

Administration 9pp 22381 171 24X Fiche 50-528,84/01/17. 

9403080383 


8403080390 Responds ta FOIA request for 27 documents referenced in 1975 
EIS re facilities t< slmillar environ documents Forwards App 
A Documents 1 — 10 Documents 11 S< 12 available at NTIS 
FELTON, J M Division of Rules and Records 84/02/13 RYAN, J A 
Strelch, Lang. Weeks tt Cardan Spp 22591 180 24X 

Fiche 30-528, 04/02/ 1 3, 8403080390 


— 8108270490 Submits Geosciences Draneh DES Input Updated summary of 
geology !, seismology section FSAR will be Included in 9ER 
JACKS BN, R E Geosciences Branch Bl/08/14 MIRAGLIA, F 
Licensing Branch 3 2pp. 22581 182 24X Fiche 50-528,04/02/13, 

0403080390 


— 8403080406 Comment on DES, per 730414 request Statement somewhat biased 
toward project Here detailed maps of pipeline h transmission 
line corridors should be provided in final statement, 

D3REMU5, S D Interior, Dept of 75/07/23 REGAN Division of 
Reactor Licensing (NRR-1973 only! 2?pp 22581 189 24X 

Fiche 30-520,84/02/13,8403000390 


8403290341 Responds to FOIA request far records re facility Ltr dtd 
640117 failed to meet criteria for waiver of reproduction 
costs Forwards App A documents Address of Phoenix LPDR 
1 1 b tod 

FELTON. J H Division of Rules and Records 84/02/27 RYAN, J A 
Strelch, Lang, Weeks t, Cardon Spp 22813 010 24X 

Fiche 50-928,34/02/27,8403290341 


—8403290344 DRAFT ENVIRONMENTAL STATEMENT RELATED TO CONSTRUCTION OF 
PALO VERDE NUCLEAR GENERATING STATION, UNI TB 1,2 b 3 Docket 
Nos 50-328, 50-329 t, 30-330 

* Office of Nuclear Reactor Regulation, Director NUREG-73/022 
75/04/30 1 73p p 22813 301 24X Fiche 50-528,84/02/27, 

0403290341 


E NRC Bafety Evaluation Report (SERI, suppls & correspondence 


B403020005 Forwards info requested In S3ER 5 <NUREG-0BS7> re beets 
performed for C-E on load limiting devices In reactor vessel 
lower key horiiontal supports 

VAN BRUNT, E E Ariiona Public Service Co 84/02/10 KNIGHTON, 0 
Licensing Branch 3 9pp 22442 201 24X Fiche 30-528,84/02/10, 

8403020003 


8403090012 Forwards "High Pressure Safety Injection Pump," meehanlcel 
environ qualification rept. per SSER 5 (NURE0-0857) 

VAN BRUNT, E E Ariiona Public Service Co 84/02/29 KNIGHTON, 0 W 
Licensing Branch 3 2pp 22368.001 24X Fiche 30-328,04/02/29, 

8400090012 


— 8403090014 "High Pressure Safety Injection Pump, “ mechanical environ 
qualification rept 

HALLER. R E Bechtel Corp V-PAK-4B1 84/01/12. 19Bpp 
22368 004 24X Fiche 30-320,84/02/29,8403090012 
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F Security- medical- emergency U fire protaction plans 


8403000143 Forwards IE Insp Rept 30-338/04-01 an 040116-30 No 
violations or deficiencies noted 

NDRDERHAUQ, L R Region 3- Office of Director 04/02/13 VAN 
BRUNT. E E Ariiona Public Service Co 2p p 23539 132 34X 

Fiche S 0 -S 2 B, 04/03/13, 0403080143 


— 0403000132 IE Insp Rept 50-328/84-01 or* 040116-20 No violations or 
deficiencies noted Major areas Inspected followup of open 
items identified during insp on 030411-22 & observation of 
830311 emergency preparedness exercise 

FISH, R F . TEMPLE. 0 M - SCHUSTER. M D Region 5, Office of 
Director 64/02/09 12pp 223S9 154 24X Flche 50-328. B4/02/13. 

8403080145 


8403260014 Requests removal of App F 1 O from Rev 2 to Emergency Plan 
Implementing Procedure 7. per Generic Ltr 81-27 & OW Knighton 
040214 ltr Informing that util must request withholding of 
private or unlisted telephone numbers 

VAN BRUNT. E E Ariiona Public Service Co 84/03/19 KNIQHTCJN.O W 
Licensing Branch 3 2 pp 22750 258 24X Fiche 30-320.84/03/19. 

8403260014 


0 Inspection reports. IE Bulletin* L correspondence 


B402140014 FOIA request for records re NRC const assessment team (CAT1 
insp at facilities 

BERMABEI.L Government Acc oun tab 1 1 1 ty Project 03/10/07 Office 
of Administration 2pp 22234 001 24X Fiche 50-528,83/10/07. 

8402140014 


B40B14001B Responds to FOIA request for records re NRC const assessment 
team (CAT) insp at facilities Forwards App A documents 
Documents also in PDR App B documents listed for review to 
identify specific interest 

FELTON. J M Division of Rule* and Records 83/12/20 GARDE. B P 
Government Accountability Project IBpp 22234 003 24X 

Fiche 30-328,83/12/20,8402140018 


— 8402140022 Summarlies civil insp 1 temB. Bech tel 830929 ltr re reinsp 
of nuclear pipe hangers IQ class) & related Info enel 
VORDERBRUEGQEN Region 3, Office of Director 83/09/19 NARBUT, P 
NRC - No Detailed Affiliation Given 60pp 22234 021 24X 

Fiche 30-328,83/12/20,8402140018 


— 8402140026 "Imp Plan " Draft outline given to inspectors on 830906 
end, 

* NRC - No Detailed Affiliation Given 83/12/20 12pp 
22294 081 24X Fiche 50-528,83/12/20.8402140018 


— 0402140028 Provides addl info re B30930 exit interview meeting w/const 
assessment team, for preliminary review of findings NRC 
criteria utilized during insp more applicable to operating 
plant Related info end 

WOODS, T 0 Arizona Public Service Co 83/10/12 MARTIN, J B 

Region 3. Office of Director 339pp 22234.320 24X 

Fiche 30-528,83/12/20,8402140018 


— 0402140031 Comment* on review of draft writeup on NDE Rewrite 
requested Related info enc 1 

NARBUT, P NRC - No ’Detailed Affiliation Given 03/09/27 
KERCH, H NRC - No Detailed Affiliation Given 41pp 22234 094 
24X Fiche 30-326,83/12/20,8402140018 


— 8402140032 Summary of B30916 exit status meeting w/NRC const appraisal 
team re 830907-16 Insp 

IDE, W E Arizona Public Service Co 83/09/19 ROEDEL, J A 
Arizona Public Service Co 6pp 22234 137 24X 

Fiche. 30-328, 83/12/20, 8402140010 


— 8402140036 Forward* marked-up draft insp scope Si objectives Related 
info enel 

ALBERT, W, 0 Region 3, Office of Director 83/09/21 YPUNO, T 
Region 3, Office of Director IBpp 22254 143 24X 

Fiche 50-328,83/12/20,8402140018 


— 0402140037 Corrective action request re piping cleanliness, per 
Procedure WPP/OCl 204 0, Rev 2, "Piping Sy* Release for 
Insulation, " Related info end 

GAITHER, C F Arizona Public Service Co, 83/09/13 29pp 
22233 299 24X Fiche 30-328, B3/ IB/20. B40214OO1B 


— B40214003B Forwarde feeder rept re Insp activities at f ac i 1 i ty. Comb l ned 
Insp of conerate expansion anchor bolts & ambedded platas 
will be written by L Vorderbrueggen Radiograph* reviewed 
will be included in H Kerch rept Related info end 
WALTON, 0 A, Region i, Office of Director 83/10/07 YOUNG, T 
Region 3, Office of Director 133pp 22234' 163. 24X 

Fiche 30-328,83/12/20,8402140010 


- -8402140043 Provides list of NDE repts available from insp activities 
completed w/NRC mobile NDE van at facility, per FOIA request 
Related info end 

EBNETER, S D Region 1, Office of Director 83/11/13 
ALEXANDER, I M Region 5, Office of Otrsctor 99pp 22259 324 
24X Fiche 30-528,83/12/20,8402140018 


— 8402140048 Rev 0 to "Palo Verde Station HPSI Sys Electrical ti 
Instrumentation Const Audit Insp, 11 final rept Related Info 
one 1 

» Zy tor. Inc NRC-IE-82/93-46C 83/10/04 158pp 22236 063 

24 X Fiche 30-328,83/12/20,0402140018 


— 8402140032 Provides resolution for loose bolts on structural steel 
found during NRC const assessment team (CAT) Insp Item 
considered dosed Related info enel 

FORRESTER, R D Arizona Public Service Co 83/09/26 IDE.W E 
Arizona Public Service Co 3pp 22256 221 24X 

Fiche 30-528.83/12/30,8402140010 


8403080143 Forwards IE Insp Rept 50-528/84-01 on 840116-20 No 
violations or deficiencies noted 

NORDERHAUO. L R RBgion 5, Office of director 84/02/13 VAN 
BRUNT, E E Ariiona Public Service Co 2pp 22599 152 24X 

Fiche 50-528,04/02/13.8403080145 


— 8403060152 IE Insp Rept 50-328/84-01 on 840116-20 No violations or 
deficiencies noted Major areas Inspected followup of open 
items Identified during Insp on 830411-22 6 observation of 
830311 emergency preparedness exercise 

FISH. R F , TEMPLE. 0 M . SCHUSTER, M D Region 3, Office of 
Director 04/02/09 12pp 22339-154 24X Fiche 90-528, 84/02/13. 

8403080 1 45 


0403080254 Forwards IE Insp Repts 30-520/84-02 Si 50-529/84-02 on 
840103-0203 No noncompliance identified 

BISHOP. T W Division of Re s i d en t. Reac tor Project & Engineering 
Programs 84/02/27 VAN BRUNT, E E Arizona Public Service Co 
2pp 22557 104 24X Fiche 50-528,84/02/27,8403080254 


— 8403000263 IE Insp Repts 50-528/04-02 & 50-329/04-02 on 840103-0203 No 
noncompliance or deviations Identified Major areas 
inspected startup testing program, Info notice reviews, QA, low 
pressure safety Injection pumps 6 pressurizer heater power 
FIORELLI.G , YOUNG, T Region 5, Office of Director B4/02/1O 
6pp 223 57 106 24X Fiche 50-520.84/02/27,8403080254 


0401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuit* *< Annunciation " Svc list 
enc 1 

WORD AN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/02/28 Consolidated Edison Co of New 

York, Inc 1 1 Spp 22909 239 24X Fiche 50-000,84/02/28,0401190072 


B402090007 IE Info Notice S4-14, "Highlights of Recent Transport 
Regulatory Revs by DOT It NRC " Svc list enel 

GRACE, J N Division of OA. Safeguards t Inspection Program* (Post 
830103) 84/03/02 Consolidated Edison Co of New York. Inc 

130pp 22332 329 24X Fiche 30-000,84/03/02,8402090007 


8402090008 TE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post B30103), 84/03/02 Consolidated Edison Co of New 

York. Inc I22pp 22393 098 24X Fiche 30-000, 84/03/02. B402090008 


8402090009 IE Info Notice 84-13, "Reporting of Radiological Releases “ 
Bvc list end 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22333 217 24 X Fiche 30-000.84/03/02,8402090009 


8402090011 IE Info Notice 84-17, "Problems W/Llquid Nltrogan Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Past 830103) 84/03/03 Consolidated Edison Co. of New 

York, Inc 117pp 22553 336 24X Fiche 30-000,84/03/03,8402090011 


B40314Q024 informs that 8 ingham-WU 1 i ame t te spare flange piece will be 
replaced by 840413 instead of 840229, due to problems 
encountered w/vendor> per IE Bulletin 83-06. "Nonconforming 
Metis Supplied By Tube-Line CDfp " 

VAN 8RUNT, E E Arizona Public Service Co 84/03/03 MARTIN, J B 
Region 3. Office of Director lp 22633 217 24X 

Fiche 30-328, 84/03/03, 8403140024 


8402090024 IE Info Notice 84-09, Rev i, "Lessons Learned From Imps of 
Fire Protection 8afe Shutdown 8y» " Bvc list enel 
JORDAN, E L, Division of Emergency Preparedness h Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co. Of New 

York, me UBpp 22635 049 24X Fiche 30-000, B4/03/07- B402090024 
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B4O2D9QO20 IE Info Notice B4-1B, “Stress Corrosion Cracking in PWR 
Sys ’’ 5,c list end 

JORDAN. E L Division of Emergency Prepar e d ness i> Engineering 
Response (Post 5301031 B4/03/07 Consolidated Edison Co of New 

Yorl, Inc IJBpp 22594 105 24X Fiche 3 0-000.04/03/07.8402090028 


G40209003I IE Bulletin B4-02. "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " See list end 

OEYCUNG. R C Director's Office. Office of Inspection and 

Enforcement B4/03M2 Consolidated Edison Co of New York. Inc 

!34pp 22B23 094 24X Fiche 30-000.64/03/12,0402090031 


B402Q9QC43 IE Info Notice B4-19. "Tud Events Involving Unauthorized 
Entries into PUR Reacton Cavities " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness t, Engineering 
Response (Post B30103) B4/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22B23 229 24X Fiche 30-000.64/03/21,0402090043 


04O2Q9QO44 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys “ Svc list end 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post B30103) B4/03/21 Consolidated Edison Co of New 

York, Inc 133pp 22933 001 24X Fiche 30-000, B4/03/21, B402090044 


B403270133 Forwards IE Conference Rept 30-523/04-11 on B40305 re 
corrective actions talen in response to IE Insp Rept 
30-32S/83-34 Response to open questions requested 
5 1 SWOP , T W Division of Resident, Reac tor Project Si Engineering 
Programs 64/03/22 WOODS, T 0 Arixuna Public Service Co Ip 
22749 137 24X Fiche 50-528, 04/03/22, B403270133 


B4O229D0DB Forwards response to listed items identified In 040129 
telcon request for info generated based on preliminary 
review of S31230 deficiency rept re missing thermal liner in 
safety injection sys line Ends withheld 

VAN BRUNT, E E Ariiona Public Service Co EJ4/02/24 KN I OHTUN, Q 
Licensing Branch 3 3pp 2231* IS* 24X Fiche 30-520,04/02/24. 
0402290009 


0403090077 Interim Deficiency Rept 03-72 re undersized wolds In 
auxiliary bldg discovered by const appraisal team Initially 
reported on 031026 Due to extensive investigation & 
evaluat ion. final rept will be delayed until 840313 

VAN BRUNT, E E Ariiona Public Servics Co 04/02/24 D1BHOP. T W 
Region 3- Office of Director 2pp 22373 294 24X 

Fiche 30-520,04/02/24,0403090077 


B403090096 Deficiency Rept DER 03-73 re unqualified Foxboro power 
supplies installed in IE instrument cabinets Initially 
reported on B31027 No new info presently available Next rept 
will be provided by 04O42S 

VAN BRUNT i E E Ariiona Public Service Co 84/02/24 0 191100. T W 

Division of Resident, Reac tor Project {« Engineering Programs 2pp 
22576 179 24X Fiche 50-328,84/02/24,8403090096 


8403090167 Interim Deficiency Rept DER 82-00 re low insulation 
resistance on installed Const electrical penetrations not 
meeting qualification test criteria Initially reported on 
021217 Final rept delayed until 040423, 

VAN BRUNT, E E Arizona Public Service Co 84/02/24 BISHOP. T W 
Division of Resident, Reac tor Project 6 Engineering Programs *<’Pp 
22373 116 24X Fiche 30-528,04/02/24,0403090167 


— 0403270139 IE Conference Rept 50-523/04-11 on 840305 Major areas 
discussed corrective actions described in util 840131 
response to IE Insp Rept 5O-520/B3-34 !< NRC 631212 
enforcement ttr 

YOUNO, T , NARBUT, P P , FIDRELLI , G Reg, on 5, Office of Director 
B4/03/22 3p p 22769 13B 24X Fiche 50-526,04/03/22,8403270135 

R Periodic operating reports 5 related correspondence 

8403320443 Forwards monthly status rept of offsite emergency 
preparedness for OL reviews for Jan 1984 Changes In FEMA 
finding dates not caused by delay due to offsite emergency 
planning issues 

W J Of fit* of the Executive Director for Operations 
04/02/21 PALLADIND Commissioners 9pp 22492 003 24X 

Fiche 50-000, 84/02/21, B403020443 

® Reportable occurrences, LERs S, related correspondence 

B 4 03090087 Interim Deficiency Rept B3-B1 re Schedule 160 SS pipe 
supplied by Cul fal ley , Inc , containing mfg min wall thickness 
defect Initially reported on 83112S No new info presently 
available Final rept expected by B40417 

VAN BRUNT, E E Arizona Public Service Co 04/02/22 BISHOP, T U 

2 2375 323 Reac tor Project U Engineering Programs 2pp 

22375 325 24X Fiche 30-528,84/02/22,0403090087 

Inter f" Potentially Reportable Deficiency Rept DER 03-69 re 
seismic support on Posi-Seal valves not t ns tal led p »r specs 
B40Si3 e ' ,t * n3ivo Investigation, final rept delayed until 

VAN BRUNT, E E Ariiona Public Service Co B4/02/22 Hlm-ino t u 

22576 1 OA 4 ° f *' * R ** c *' or Pra J e<:t & Engineering Prog rams^' 2 pp 

22576 044 24X Fiche 30-520,84/02/22,0403090122 9 PP 

S4 d?e!^r« Inte r‘' n Deficiency Rept DER 03-B2 re cables in Units 1 t, 2 
'L :::r 5 V°" tro1 cabinets t, Unit 1 diesel generator 
ralJ ,U5 Initially reported on B31202 Final 
rept delayed until 840425 81 

VAN BRUNT, E E Aritana Public Service Co 04/02/22 BISHOP T u 

22374^290°^ Progr 

dVD 34X Fiche 50-528. 34/02/22, Q403090197 

B43309025B In-terim Deficiency Rent DPR ni*. 7 q M s 

Jin b e°submi t ted “ Pre ” nt tlme Fi "*> -ept 

oZuT 0 E f t***T s t b,bhop ' t w 

22572 211 2 „ rich. 50-528, 04/^2/22 b^OTO^b" 9 Pr ° 9rami 2pP 

f r d(jater pomp dri - 

j tants* -»• « --- ^ 2 ° 3 

o™i ( ’Sffice T :rUp:?ti 0 ra / ndinf wdddruff ' r " 

Fiche 50-000, 04/O2/22 P 04O321OO32 E " f ° r£,ln ’« nt *PP 22706 327 24X 


0403060429 Requests addl info needed to complete evaluations of 6 fix 4 i 
for reactor coolant pump problems encountered during hot 
functional testing Response requested within 2 wks 
KNIQHTON, 0 W Licensing Branch 3 04/02/27 VAN BRUNT, E E 

Ariiona Public Service Co 3pp 22332 210 24X 

Fiche 50-320,04/02/27,0403060429 

B403120032 Final Deficiency Ropt DER 03-70 re wiring in emergency 
response facility cabinets supplied by Energy, Inc not in 
conformance w/IEEE-304 criteria Initially reported on 
8310H Drawings resubraittod Also reported per Part 21 
VAN BRUNT, E E Arizona Public Service Co 04/02/20 BISHOP, T tf 

af Ros ident, Reac tor Project !< Engineering Programs 4pp 
22580 025 24 X Fiche 30-328,04/02/20,0403120032 

B403120069 Final Deficiency Kept DER 03-10 re main steam relief valv.i 
supplied by C~E & mfg by Drosser Industries exceeding 
specified 5/, blowdown limit Initially reported on 030220 
Deficiency determined not reportable per lOCrRDO 93(ul 
VAN BRUNT, E E Ariiona Public Service Co 84/02/20 BISHOP, T M 

ooni?‘?m D 0,! RpBi<, ? nt ' Reactor Project & Engineering Program. 4pp 
22591 129 24X Fiche 30-328.04/02/28,3403120069 

0403130449 Potential Deficiency Rept DER 03-64 re Target Rock pr.a.ure 
relief valves failing to meet prerequisite test. Final rept 
delayed until 040402 p 

VAN BRUNT, E E Arizona Public Service Co 84/02/28 niBHOP, T W 

™ 2?! t 2! n ?' R ” £tor PTojoct S, Engineering Program. 2pp 

22613 212 24X Fiche 50-328,04/02/20,8403130449 

Pot ? T)tial Deficiency Rept DER 83-60 re Borg Harnar HPOI 
isolation valves failing to open against HPSI A «< B pump 
flGUS Final will rept delayed until 840417 

VAN BRUNT, E E Ariiona Public Service Co 04/02/20 OISHOP.T W 

Resident, Reactor Project 6 Eng ineerlng Progrlm, ap? 

22613 353 24X Fiche 30-520.04/02/20,0403130461 * 

0403090149 Forwards request for addl info re Deficiency Rept DER Ilt-33 

bark#!? " 9 H 6al<S 1" fcB ™P° rar y uater l‘nes that distributed 

backfill under seismic Category I structures Responses 

requested within 2 wks of 1 tr receipt H 

KNIGHTON, G W Licensing Branch 3 04/02/29 VAN BRUNT, P P 

Arizona Public Service Co 0 PP 22304 330 24X 

Fiche 30-320, 04/02/39, 04030901 49 

8403120113 Final Deficiency Rept DER 83-32 re socket wolds In staam 
generator process piping in violation of requ^.m.nt. 

Initially reported on 830323 Condition determined not 
reportable per 10CFR30 35(e) ' 

VAN BRUNT, E E Arizona Public Service Co 04/02/29 BISHOP r u 

p " >r ''** si,f 

22603:333 24X Fiche 50-320, 04/03/02, bIoBHOoI la"® 
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8403200106 Interim Deficiency Rept DER B3-96 re discrepancies w/MBIVs 
mfg hy Anchor-Darling Initially reported on 03DBOB 
Investigation will be finalized by 840413 at which time 
complete rept will be submitted 

VAN BRUNT, E E Arizona Public Service Co B4/03/OB BISHOP,! W 
Division of Resident?, Reactor Project & Engineering Programs 2pp 
23606 339 24X Fiche 50-328.04/03/00,0403200106 


8403300826 Interim Deficiency Rept DER 04-06 re defective absolute it 
deviation alarm modules supplied by Fo«boro_C-E requested 
that all alarm modules u/date Codes 8040-0132 be Inspected 
for potential defect Next rept by B40612 

VAN BRUNT, E E Arizona Public Service CO 84/03/0? B IBHDP, T W 
Division of Resident, Reac tor Project it Engineering Programs 3pp 
336?? 338 24 X Flche 50-320,84/03/09,8403200226 


8403330039 Final Deficiency Rept DER-83-79 re ae interference spikes 
on 133-valt dc bus exceeding spec Initially reported on 
B3 1 J 1 0 Deficiency deemed not reportable per 10CFRS0 55(e) 

VAN BRUNT, E E Arizona Public Service Co 84/03/09 B I8H0P, T N 
Division of Resident, Reac tor Project t. Engineering Programs 4pp 
23730'303 24X Flche 30-328,84/03/09,8403230039 


8403230113 Rev 1 to final Deficiency Rept 82-30 re possible damaged 
flexible conduit couplings between auxiliary it control bldgs 
In event of seismic events exceeding 3/4 inch movement Rev 
changes final rept disposition to, reportable under 10CFR21 
VAN BRUNT, E E Arizona Public Service Co 84/03/09, BISHOP,! W 
Division of Res Ident, Reac tor Project & Engineering Programs 4pp 
22730 215 24 X Flche 30-528,84/03/09,8403230113 


8403230006 Final Deficiency Rept DER 83-87 re valve* w/handuheel 
adapter nut missing t, rising stem supplied by Roto-Hammer, 

Inc longer than operating bridle Initially reported on 
040103 Condition not reportable per 10CFR3O 35(e) it Part 21 
VAN BRUNT, E E Arizona Public Service Co, 84/03/13 BISHOP, T W 
Division of Resident! Reac tor Project it Engineering Programs 6pp 
32728 343 24X Flche 50-520, 84/03/ 1 3, 0403330006 


0403230099 Final Deficiency Rept DER 83-72 ro undersize weld* in 
auxiliary bldg Initially reported on 831026 Condition 
determined not reportable per 10CFR50 55(e) 

VAN BRUNTrE E Arizona Public Service Co 04/03/14 BISHOP,! W 
Division of Resident, Reactor Project 6 Engineering Programs 6pp 
22726 336 24X Flche 30-320. 04/03/ 14. 04032300?? 


8403230019 Final Deficiency Rept DER 82-46 re ITT Barton pressure 
transmitters supplied by C-E not meeting overpressure 
requirements Caused by leakage of metallic washers it 
methodology error during calibr Also reported per Part 21 
VAN BRUNTrE E Arizona Public Service Co 84/03/15 BISHOP, T W 
Division of Resident, Reac tor Project & Engineering Programs 7pp 
22724 333 24X Fiche 30-520,04/03/13,8403230019 


8403300096 Interim Deficiency Rept DER 04-08 re ITT Barton Model 763 
transmitters having errors of -2 to -3 7. of calibr span 
□echtel corresponding w/C-E to determine impact of design 
mods to transmitters 

VAN BRUNT, E E Arizona Public Service Co 04/03/16 BISHOP, T. N 
Division of Res ident, Reac tor Project J< Engineering Programs 3pp 
22822 010 24X Fi c h e ' 50-520. 84/03/ 1 6, 8403300096 


8403300020 Rev 1 to final Deficiency Rept DER 82-46 re ITT-Barton 
pressure transmitters supplied by C“E falling to meet 
overpressure requirements Initially reported on 020824 Also 
reported per Part 21 

VAN BRUNT, E E Arizona Public Service Co B4/03/19 BISHOP, T W 
Division of Resident, Reactor Project S< Engineering Programs 7pp 
22822-171 24X Fiche 00-328.84/03/19,8403300020 


V Operator Examination* 


0403290236 Forwards operations experience base, cons is ting of experience 
tables for presently licensed personnel Inadequate number of 
personnel meet 6-wk hot participation experience 
requirement 

VAN BRUNT, E E Arizona Public Service Co 84/03/23 DENTDN, H R. 
Office of Nuclear Reactor Regulation! Director i7pp 22BOO 236 
24X Fiche- 30-320, 84/03/23, 8403290236 


DOCKET 8TN-30-329 PALO VERDE NUCLEAR STATION, UNIT 2 


A Appl lcation/construct ion stage documents & correspondence 


8403080390 Responds to FOIA request for 27 documents referenced in 1975 
EI8 re facilities & slmlliar environ documents Forwards Ap p 
A Documents i-10 Documents 11 & 12 available at NYI9 
FELTON, J M Division of Rules and Records 04/O2/t3 RVAN.J A 
Stretch, Lang, Weeks U Cardon 2pp 22381- 1BO 24X 
Flche 30-320,84/02/13,8403080390 


— 8403080409 "Groundwater Conditions of Lower Hassayamp A-Ce n tennia 1 Area. 
Maricopa County* AZ “ Related info enc 1 

• Harshbargor it Associates R-900-74-2 74/06/30 83pp 

22581 21? 24X Flche 50-328, B4/02/13, 8403000390 


8403060431 Forwards request For addl info re open environ qualification 
of electrical equipment items for facility 

KNIGHTON, G W Licensing Branch 3 84/02/27 VAN BRUNT, E E 

Arizona Public Service Co 5pp 22350 007 24X 

Fiche 50—528, 04/02/27, 8403060451 


8403010212 Forwards response to 840206 telcon re draft rev to- FSAR 
Section 3A 10 concerning low preheat Fillet welding Lou 
preheat puses no concern, principally due to low 
hardenabi 1 i ty of base matls 

VAN BRUNT, E E Arizona Public Service Co 84/02/2B KNIOHTON.O 
Licensing Branch 3 4pp 22439 279 24X Fiche 30-528,84/02/28, 

8403010212 


8403200043 Notification of B4D320 meeting w/utll 6 C-E in Be t hesda, MD 
to discuss proposed testing program to demonstrate adequacy 
of mods to RCS pumps, thermowells, thermal sleeves 6 control 
element assembly shrouds 

LICITHA.E A Licensing Branch 3 04/02/2? KNIGHT0N.fi W 

Licensing Branch 3 3pp 22812 36i 24X Fiche 50-528,04 /02/29, 

0403280043 


8403090130 Advi»e9 that proposed leak rate acceptance criteria for Tech 
Spec limiting conditions for operation unac cep tab le, since 
criteria less restrictive than 1 gpm leak rate imposed on 
near-term OLs 

KNIOHTON.O W Licensing Branch 3 04/03/01 VAN BRUNT, E E 

Arizona Public Service Co 2pp 22392 301 24X 

Fiche 30-328,04/03/01,0403090130 


8403 L 3009 4 Forwards outstanding item list for PDR List also submitted 
to util 

JOHNSON, P H Region 3, Office of Director B4/03/09 ALEXANDER, 1 
Region 3, Office of Director 14pp 22641 190 24X 

FichO 50-326. 84/03/08, 8403130074 


8402090041 Board Notification B4-0S0 provides Commission policy 
statement 8, proposed rulemaking on environ qual 1 f i cat ions 
EISENHUT, D 0 Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel lOpp 24X Fiche 30-000, 84/03/14, 8402090041 


8403160048 Forwards updated preliminary description (Rev 1) for RCS 
demonstration test 

VAN BRUNT, E E , RD3EK3, A C Arizona Public Service Co 84/03/14 
KNIGHTON, G Licensing Branch 3 2pp 22639 16? 24X 

Flche 50-528.84/03/14, B4O316OO40 


— 8403160052 Rev 1 to "RCS Demonstration Test " 

* Arizona Public Service Co 04/02/2? Bpp 22639 171 24X 

Fiche 30-92B. 84/03/14, B40316004B 


8403160065 Notifies that addl info U schedule ro electrical equipment 
environ qualification program will be submitted by 040326, 
per B4Q227 request 

VAN BRUNT, E E Arizona Public Service Co 84/03/14 KNIGHTON, 0 
Licensing Branch 3 ip 22652 326 24X Flche 50-320,84/03/14, 

8403160063 


0403290236 Forwards operations experience base, consisting of experience 
tables for presently licensed personnel Inadequate number of 
personnel meet 6-wk hot participation experience 
requiramon t 

VAN BRUNT. E E Arltona Public Bervice Co 84/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 1 Vp p 22800 236 
24X Flche 30-328, 84/03/23, 8403290236 


C Utility Environmental Report (ER>, amends t, correspondence 


0403080390 Responds to FOIA request for 27 documents referenced in 
EIS re facilities 5- similar environ documents Forwards App 
A Documents 1-10 Document* 11 6 12 available at NTIS 
FELTON. J M Division of Rule* and Records. 84/02/13 RYAN, J A 
Btrelch, Lang, Weeks it Cardon 2pp 22981-180 24X 

Fiche 50—528,04/02/(3, 8403080390 


— 8403000400 Discusses review of environ rept re transmission line* 
crossing Indian reservations Tribal council consent should 
be obtained for right-of-way before environ rept published 
Related info end 

* Interior, Dept of, Bureau of Indian Affairs 74/12/11 
REGAN. H H Atomic Energy Commission - Deputy Director for Reactor 
Projects 5pp. 225B1 104 24X Flc h e - 50-520, 64/02/ 1 3, 0403080390 
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D NRC Draft/Final Environmental Statements, suppls U correspondence 


0403080385 FOlA request for 27 documents referenced in 1975 EIS re 
facilities 4 limlllar environ documents List 4 news articles 
eric 1 

RYAN.J A Streich, Lang. Weeks 6 Cardon 04/01/17 Office Of 

Administration 9pp 225SJ 171 34X Fiche 50-520.04/01/17. 

B4O3O8O305 


8403000390 Responds to FOlA request for 27 documents referenced in 1975 
EIS re facilities & similiar environ documents Forwards App 
A Documents 1— 10 Documents 1 1 h 12 available at NTIS 
FELTON. J M Division of Rules and Records 84/02/13 RYAN.J A 
Streich. Lang. Weeks Si Cardon 2pp 223BL 100 24X 

Fiche 30-528. B4/02/13. 8403080390 


— 8108270490 Submits Geosciences Branch DES input Updated summary of 
geology Si seismology section FSAR brill be included in SER 
JACKSON, R. E Geosciences Branch 01/00/14 MJRAGLJA.F 
Licensing Branch 3 2p p 225S1 102 24X Fiche 50-328.04/02/13. 

0403080390 


— B4030B04D6 Comment on DES. per 750414 request Statement somewhat biased 
toward project More detailed maps of pipeline U transmission 
line corridors should he provided in final statement 
DQREMVS , S D Interior. Dept of 73/07/23 REDAN Division of 
Reactor Licensing (NRR-1975 only) 29pp 22501 1B9 24X 

Fiche 30-528,04/02/13.0403080390 


0403290341 Responds to FOlA request for records re Facility Ltr dtd 
0401 L7 failed to meet criteria for waiver of reproduction 
costs Forwards App A documents Address of Phoenix LFDR 
listed 

FELTON. J M Division of Rules and Records 84/02/27 RYAN. J A 
Streich. Lang, Ueeks *> Cardon 3pp 22B13 018 24X 

Fiche 50-528, B4/02/27, 0403290341 


— 8403290344 DRAFT ENVIRONMENTAL STATEMENT RELATED TD CONSTRUCTION OF 
PALO VERDE NUCLEAR GENERATING STATION, UNITS 1.2 i< 3 Docket 
Nos 50-928,50-329 5 30-530 

» Office of Nuclear Reactor Regulation, Director NUREG-73/02 3 
73/04/30 I73pp 22015 30J 24X Fiche 30-528,84/02/27, 

8403290341 


E tJRC Safety Evaluation Report (SER), suppls Sc correspondence 


8403020005 Forwards info requested in SSER 5 (WUREQ-OB57) re tests 
performed for C-E on load limiting devices in reactor vessel 
lower key horizontal supports 

VAN BRUNT, E E Aritona Public Service Co 84/02/10 KNIGHTON, 0 
Licensing Branch 3 9pp 22442 201 24X Fiche 50-528,84/02/10, 

0403020005 


8403090012 Torwards "High Pressure Safety Injection Pump.' 1 mechanical 
environ qua 1 i f ica t i on rept, per SSER 5 (NUREQ-0857) 

VAN OFUNTrE E Ariiona Public Service Co B4/Q2/29 KNIGHTON, 0 N 
Licensing Branch 3 2pp 2256B 001 24X Fiche 50-320,94/02/29, 

840309Q012 


— 84030900S4 "High Pressure Safety Injection Pump, “ mechanical environ 
qualification rept 

HALLER, R E Bach tel Corp V-PAK-481 04/01/12 190pp 

22560 004 24X Fiche 50-528, 04/02/29, B403090012 


F Security, medical, emergency U fire protection plans 


B 4 02090006 Board Notification 84-034. forwards R Vo llmer 040206 memo to 
D Eisenhut re fire research results concerning fires in 
electrical cabinets in control room 

EISENHUT/DO Division of Licensing 84/02/23 PALLADINO 
Commissioners ip 22576 203 24X Fiche 50-000,84/02/23, 

8402090006 


— 04O3OBO316 Recommends that Info re f I t e research results concerning 
fires in electrical cabinets in control room be submitted 
far board no t i f lea t i on, p e r NRR Qfc Ltr 19, dtd B21001 Further 
evaluation of test data required 

VOLLMER, R H Division of Engineering 84/02/06 EI6ENHUT.DG 
Division of Licensing 10pp 22576 204 24X 

Fiche 90-000,84/02/23,8402090006 


0403360014 Requests removal of App F $i G from Rev 2 to Emergency Plan 
Implementing Procedure 7, peT Generic Ltr 81-37 h gw Knighton 
840214 J tr Informing that util must request withholding of 
private or unlisted telephone number* 

VAN BRUNT, E E Artxona Public Bervice Co 84/03/19 KNIGHTON,© W 
Licensing Branch 3 2pp 22750 250 24X Fiche 50-328,04/03/19, 

8403260014 


0 Inspection reports, IE Bulletins J, correspondence 


0402140014 FOlA request for records re NRC const assessment team (CAT) 
intp at facilities 

DERNADE I , L Government Accountability Project 83/10/07 Office 

of Administration 2pp 22234 001 24XFIcho 30-520,83/10/07, 
0402140014 


8402140018 Responds to FOlA request for records re NRC const assessment 
team (CAT) insp at facilities Forwards App A documents 
Documents also in PDR App 0 documents listed for review to 
identify specific interest 

FELTON. J M Division of Rules and Records 83/12/20 GARDE, B P 
Government Accountab i 1 1 fcy Project 10pp 22234 003 24X 

Fiche 50-32B, 03/12/20, 0402140018 


--8402140032 Summer ties civil insp items Bechtel 830929 ltr re relntp 
of nuclear pip* hangers (G tlass) & related info end 
VORDERQRUEGOEN Region 5, Office of Director B3/09/19 NARBVT.P 
NRC - No Detailed Affiliation Given 60pp 22254 021 24X 

Fiche 30-320,03/12/30.8402140010 


— 0402140031 Comments on review of draft writeup on NDE Rewrite 
requested Related info enc 1 

NARBUT, P NRC - No Detailed Affiliation Given 83/09/27 
KERCH, H NRC - No Detailed Affiliation Given 4 ip p 22234 074 

24X Fiche BO-52B, 83/12/20, 8402140018 


— 8:402140032 Summary of 030916 exit status meeting w/NRC const appraisal 
team re 830907-16 insp 

IDE, W E Ariiona Public Service Co 83/09/19 ROEDEL, J A 
Arizona Public Service Co 6pp 22254 137 24X 

Fiche 50-320,83/12/20,8402140010 


--8402140036 Forwards marked-up draft insp scope b objectives Related 
info end 

ALDER T, W G Region 5. Office of Director 03/09/21 YOUNG. T 
Region 5, Office of Director 10pp 22234 143 34X 

Fiche 50-328, 63/12/20, B402140018 


— 8402140043 Provides list of NDE repts available from insp activltlei 
completed ib/NRC mobile NDE van at facility, per FOlA request 
Related info encl 

EBNETER, S D Region 1, Office of Director B3/U/15 
ALEXANDER, I M Region 5, Office of Director 9?pp 222S3 324 
24 X Fiche 50-328,03/12/20,0402140018 


— 0402140040 Rev 0 to “Palo Velde Station HPSI Sys Electrical (< 
Instrumen ta t ion Conet Audit Insp," final rept Related info 
enc 1 

* Zy tor, Inc NRC-1E-B2/03-46C 83/10/04 ISSpp 22236 063 

24X Fiche 50-528,03/12/20,0402140018 


— 8402140032 Provides resolution for loose bolts on structural steel 
found during NRC const assessment team (CAT) insp Item 
considered closed Related info end 

FORRESTER, R D Ariiona Public Service Co 83/09/26 |DE,W E 
Ariiona Public Service Co 3pp 22236 22i 24X 

Fiche 30-928,83/12/20,8402140018 


0403000234 Forwards IE Insp Repts 30-328/84-02 6- 30-329/84-02 on 
040103-0203 No noncompliance Identified 

D18H0P, T W Division of Res 1 dent, Reac tor Project h Engineering 
Programs 84/02/27 VAN BRUNT. E E Ariiona Public Service Co 
2pp 22537 104 24X Fiche 50-320,04/02/27,6403000234 


—0403080263 IE Insp Repts 50-528/04-02 & 30-529/84-02 on 040103-0203 No 
noncompliance or deviations identified Major areas 
inspected startup testing program, info notice reviews , OA, low 
pressure safety injection pumps L pressuriier heater power 
FI0RELL1, G , YOUNG, T Region S, Office of Director 04/02/16 
6pp 22537 106 24X Fiche 30-328,84/02/27.8403080234 


0401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits 6 Annunciation " Bvc list 
end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) B4/O2/20 Consolidated Edison Co of New 

York. Inc ItSpP 22909 239 24X Fiche 50 - 000 , 84 / 02 / 2 B, 0401 190072 


B402090007 IE InPo Notice 84-14, “Highlights of Recent Transport 
Regulatory Revs by DOT St NRC " Svc list encl 

GRACE, J N Division of GA, safeguards 6 Inspection Programs (Post 
B301O3) 04/03/02 Consolidated Edison Co of New York, Inc 

130pp 22332 329 24X Fiche 50-000, 84/03/02, 0402090007 


B4O2O9OOQ0 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valve* to Operate “ Svc list end 

JORDANi E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22353 09B 24X Fiche 50-000, B4/03/02, 0402090009 
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0402090009 IE Info Notice 04-13, "Reporting of Radiological Releases ' 
avc liet end 

JORDAN, E L Division of Emergency Preparedness fc Engineering 
Response {Post 830103) 84/00/02 Consolidated Edison Co of New 

York* Inc ii7pp 22553 217 24X Fiche 50-000, 04/03/02, 8402070009 


B4020900H IE Info Notice 04-17, "Problems 14/Liquid Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list end 
JORDAN. E L Division of Emergency Preparedness fc Engineering 
Response (Post 830103) 84/03/03 Consolidated Edison Co of Neu; 

York. Inc !17pp 22533 336 24X Fiche 30-000,84/03/03,8402090011 


8403140024 Informs that Bing harn-Wi 1 1 iamette spare flange piece will bo 
replaced by 940413 Instead of 840229, due to problems 
encountered w/vendor,per IE Bulletin 83-06, "Nonconforming 
Metis Supplied By Tube-Line Corp " 

VAN BRUNT, E E Ariiona Public Service Co 84/03/03 MARTIN, J B 
Region 3, Office of Director lp 22633 217 24X 

Fiche 30-328,84/03/03.8403140024 


8402090024 IE Info Notice 84-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown Sys “ Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness t. Engineering 
Response (Post B30103) 04/03/07 Consolidated Edison Co oP New 

York, Inc UBpp 22633 049 24X Fiche 30-000,84/03/07,8402090024 


8402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " 8vc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc UBpp 22304 186 24X Fiche 30-000,84/03/07,8402090020 


0402090031 IE Bulletin 84-02, "Failures of QE Type HFA Relays in Use in 
Class IE Safety Sys “ Svc list enc 1 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement B4/03/12 Consolidated Edison Co of New York, Inc 

1 34p p 22823 094 24X Fiche 50-000,84/03/12,8402090031 


B40209Q043 IE Info Notice 84-19, "Two Events Involving Unauthoriied 
Entries into PWR Reactor Cavities “ Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York, Inc 123pP 22023 229 24X Fiche 50-000, 84/03/21 , B402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness A Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York* Inc 133pp 22933 001 24X Fi che' 30-000, 84/03/ 21, 8402090044 


8 Reportable occurrences, LERs & related correspondence 


B4030900B7 Interim Deficiency fiept 83-81 re Schedule 160 38 pipe 
supplied by Qul fal Ipy, Jnc, containing mfg min wall thickness 
defect Initially reported on S3112Q No new info presently 
available Final rept expected by 840417 

VAN BRUNT, E E Ariiona Public Service Co 84/02/22 BISHOP, TH 
Division of Res id »nt, Rsac tor Project 4< Engineering Programs 2pp 
22575.323 24X Fiche , SO-328, 84/02/22, 04O3O9OOB7 


0403090197 Interim Deficiency Rept DER 03-02 re cables in Uniti 1 L 2 
diesel generator control cabinets & Unit I diesel generator 
bldg w/small bend radius Initially reported on 831202 Final 
rapt delayed until 040423 

VAN BRUNT.E E, Ariiona Public Service Co 84/02/22 BISHOP, T W 
Division of Resident, Reac tor Project A Engineering Programs 2pp 
22374 290 24 X Fiche 50-328,84/02/22,8403090197 


8403090258 Interim Deficiency Rept DER 03-75 re improperly torqued 
bolts securing two D0126SA panel filler assemb lies, supp 1 led 
by Foxboro No new info available at present time Final rapt 
will be submitted by 640419 

VAN BRUNT, E E Ariiona Public Service Co 84/02/22 BISHOP, TM 
Division of Resident, Reactor Project & Engineering Programs 2pp 
22972' 211 24 X Fiche 50-320,84/02/22,8403090238 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turb ine Sr Oimpe 1 NP6-4 TAT valve, to close Enel 1 tr dtd 640203 
sent to listed utils GE notified of affected units In PWR 
p lants 

THEROUX. R R Terry Corp 84/02/22 WOODRUFF, R W Director's 

Office, Office of Inspection and Enforcement 6pp 22706' 327 24X 

Fiche, 90-000,04/02/22, 0403210032 


B4022900QB Forwards response to listed items identified in 040123 
telcon request for info generated based on preliminary 
review of 831230 deficiency rept re missing thermal liner in 
safety injection sys line Enel* withheld 

VAN BRUNT, E. E, Ariiona Public Service Co 84/02/24 KNIGHTON,©. 
Licensing Branch 3. 3pp 22316 18* 24X Fiche 90-920.84/02/24, 

8402290008 


8403090096 Deficiency Rept DER 83-73 re unqualified Foxboro power 
supplies installed in IE instrument cabinets Initially 
reported on 031027 No new info presently available Next rept 
will be provided by 840425 

VAN BRUNT, E E Ariiona Public Service Co 04/02/24 BISHOP, T W 
Division of Resid ent. Reac tor Project A Engineering Programs 2pp 
22976 179 24X Fiche 30-320,84/02/24,8403090096 


S403090167 Interim Deficiency Rept DER 82-80 re low insulation 
resistance on Installed Conax electrical penetrations not 
meeting qualification test criteria Initially reported on 
821217 Final rept delayed until 840425 

VAN BRUNT, E E Ariiona Public Service Co 84/02/24 QISHaP.T W 
Division of Res iden t, R eec tor Project t, Engineering Programs 2pp 
22373 1 16 24X Fiche 50-528,84/02/24,8403090167 


B403060429 Requests addl info needed to complete evaluations of 6 fixes 
for reactor coolant pump problems encountered during hot 
functional testing Response requested uilthin 2 wks 
KNIGHTON. 0 W Licensing Branch 3 04/02/27 VAN BRUNT, E E 

Ariiona Public Service Co 3pp 22532 210 24X 

Fiche 50-320,84/02/27,8403060429 


8403120032 Final Deficiency Rept DER 03-70 re wiring in emergency 
response facility cabinets supplied by Energy, Inc not in 
conformance w/ieEE- 304 criteria Initially reported on 
831011 Drawings resubmitted Also reported per Part 21 
VAN BRUNT, E E Ariiona Public Service Co 84/02/20 BISHDPrTH 
Division of Res ident, Reac tor Project & Engineering Programs 4pp 
22388025 24X Fiche 50-328,04/02/20,0403120032 


8403120069 Final Deficiency Rept DER 03-10 re main steam relief valves 
Supplied by C-E A mfg by Dresser Industries exceeding 
specified 57, blowdown limit Initially reported on 030220 
Deficiency determined not reportable per 1OCFR50 33(a) 

VAN BRUNT, E E Ariiona Public Service Co 04/02/28 BISHOP, TH 
Division of Resid ent . Reac tor Project A Engineering Programs 4 p p 
22591 129 24X Fiche 50-928. 04/02/20. 0403120069 


8403130449 Potential Deficiency Rept DER 03-64 re Target Rock pressure 
relief valves falling to meet prerequisite tests Final rept 
delayed until 040402 

VAN BRUNT, E E, Ariiona Public Service Co 04/02/28 BISHOP, TH 
Division of Resident, Reac tor Project A Engineering Programs 2pp 
22613212 24X Fiche 30-528,04/02/28,8403130449 


0403130461 Potential Deficiency Rept DER 83-63 ro Uorg Warner HPSI 
isolation valves failing to open against HPSI A ii D pump 
flows Final will rept delayed until 840417 

VAN BRUNT, E E Arirona Public Service Co 04/02/28 BISHOP, T M 
Division of Resident, Reac tor Project A Engineering Programs 2pp 
22613355 24X Fiche 50-928,84/02/28,8403130461 


0403200113 Interim Deficiency Rept DER 83-00 re Anchor Darling main 
feedwater isolation valves closing in 20 s, violating 5 s 
spec requirement Initially reported on 831122 Final rept 
will be delayed until 040403 due to extensive investigation 
VAN BRUNT. E E Ariiona Public Service Co B4/03/02 BISHOP, TH 
Division of Res id en t , Reac tor Project A Engineering Programs 2pp 
22683 359 24X Fiche 50-529,04/03/02.8403200115 


8403200160 Interim Deficiency Rept DER 04-07 re extension of Barg 
Warner valve stems U failure to provide corrective action 
stated in Rept DER 80-21 initially reported on 040209 
Bechtel investigating corrections Tinal rept by 840416 
VAN BRUNT, E E Ariiona Public Service Co 04/03/02 BISHOP, T W 
Division of Re s 1 den l, Reac te>T Project i< Engineering Programs 3pp 
22697 131 £4X Fiche 50-329.04/03/02,8403200160 


8403200106 Interim Deficiency Rept DER 83-56 re discrepancies ui/MSiV* 
mfg by Anchor-Darling Initially reported on B30SQB 
Investigation will be finaliied by 840413 at which time 
complete rept will be submitted 

VAN BRUNT, E E Ariiona Public Service Co 04/03/00 BISHOP, TW 
Division of Resident, Reac tor Project A Engineering Programs 2pp 
226B6 359 24X Fiche 30-320.84/03/08,8403200186 


0403200226 Interim Deficiency Rept DER 84-06 re defective absolute A 
deviation alarm modules supplied by Foxboro C-E requested 
that all alarm modules w/date Codes 804B-8152 be inspected 
for potential defect Next rept by 340612 

VAN BRUNT, E E Arixona Public Service Co 84/03/09 BISHOP, T W 
Division of Resid enti Reac tor Project A Engineering Programs 3pp 
22699 359 24X Fiche 50- 52B, 04/03/09, 0403200226 


8403230039 Final Deficiency Rapt DER-B3-79 re ac interference spikes 
on 123-volt dc bus exceeding spec Initially reported on 
831118 Deficiency deemed not reportable per 10CFR50 35(e) 

VAN BRUNT, E E Ariiona Public Service Co 84/03/09 BISHOP, TW 
Division of Resid ent, Reac tor Project A Engineering Programs 4pp 
22730 302 24X Fiche 30-328*84/03/09,8403230039 
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8403230133 Final Deficiency Rept DER B3-39 re IEEE-304 separation 
criteria violated by wiring In post-accident control room 
cabinet (< safety radiation monitoring cabinet Supplied by 
Karen Instrumentation Item not reportable per 10CFR50 35(e) 

VAN BRUNT, E E Aril one Public Service Co 04/03/09 BISHOP. T M 
Division of Resident. Reac tor Project !« Engineering Program* 5pp 
22730 134 24X Fiche 50-329.64/03/09.0403230132 


B403230099 Final Deficiency Rept DER 03-72 re undarslie weld* in 
auxiliary bldg Initially reported on 631026 Condition 
determined not reportable per 10CFR30 55(e) 

VAN BRUNT. E E Arliona Public Service Co 84/03/14 BISHOP. T U 
Division of Rs s i d ent. Re ac t or Project & Engineering Programs 6 p p 
22723 356 24X Fiche 50-323, 04/03/ 1 4. a403230099 


3403230019 Final Deficiency Rept OER 32-46 re ITT Qarton pressure 
transmitters supplied by C-E not meeting overpressure 
requirements Caused by leakage of metallic washers (< 
methodology error during calibr Also reported per Part 21 
VAN BRUNT, E E Art ion a Public Service Co 04/03/15 BIBHOP.T U 

Division of Resident, Reactor Project 8. Engineering Programs 7pp 
22724 353 24 X Fiche 50-528, 84/03/15, B4O32300 1 9 


B403300C96 Interim Deficiency Rept DER 84-08 re ITT Barton Model 763 
transmitters having errors of -2 to -3X of calibr span 
Bechtel corresponding ui/C-E to determine impact of design 
mods to transmitters 

VAN BRUNT, E E Arliona Public Service Co 04/03/16 DISHDP. T W 
Division of Re s ident. Reac tor Project 6 Engineering Programs 3pp 
22322 010 24 X Fiche 50-520.84/03/16,0403300096 


B4033OOO2O Rev 1 to final Deficiency Rept DER 82-46 re ITT-Barton 
pressure transmitters supplied by C-E failing to meet 
overpressure requi re sent s Initially reported on 630324 Also 
reported per Part 21 

VAN BRUNT, E E Anions Public Service Co 04/03/19 BIBHOP.T W 
Division of Resident. Reactor Project 6 Engineering Program* 7pp 
22822 171 24X Fiche 50-528, B4/03/19, 8403300020 


V Operator Examinations 


0403290236 Forwards operations ex*.i ante bas e . c ons i s t 1 ng of experience 
tables for presently licensed personnel inadequate number of 
personnel meet 6~uk hot p ar t i c i pa t i on experience 
r eqoirement 

VAN BRUNT, E E Arliona Public Service Co 04/03/23 DENTON, HR 
Office of Nuclear Reactor Regulation. Director 17pp 22000 236 
24X Fiche 50-523, 04/03/23, 0403290236 


DOCKET STN-50-S30 PALO VERDE NUCLEAR STATION. UNIT 3 
A Appl ica t i on/cons tr u, t ion stage documents U correspondence 


0403080390 Responds to FOIA request for 27 documents referenced in 1973 
EI5 re facilities & stmiliar environ documents Forwards Ap p 
A Documents i-i-0 Documents 11 6 12 available at NTIS 
FELTON, J M Division of Rules and Records 04/02/13 RYAN, J A 
Btreich. Lang, Weeks fc Cardon 2 pp 25581 100 24X 

Fiche 50-320.04/02/13.3403080390 


--B4030B0409 "Groundua t « r Conditions of Lower Hassayampa-Centeimta 1 Area. 
Maricopa County, AZ “ Related info encl 

a Marshbarger S< Associates R— 900-74— 2 74/06/30 03pp 

22331 219 24X Fiche 50-528,64/02/13,0403030390 


6403060431 Forwards request for addl info re open environ qua 1 i f lea t i on 
of electrical equipment items for facility 

KNIGHTON. 0 W Licensing Branch 3 84/02/27 VAN BRUNT, E E 

Arliona Public Service Co 5pp 22550 007 24X 

Fiche 50-523,04/02/27,3403060451 


0403010212 Forwards response to 340206 telcon re draft rev to FEAR 
Section 3A 10 concerning low preheat fillet welding Low 
preheat poses no concern, princ ipal ly due to low 
hardenab i I lty of base mails 

VAN BRUNT, E E Amona Public Service Co B4/02/28 KNIOHTGN.Q 
Licensing Branch 3 4pp 22433 279 24X Fiche 30-520, B4 /02/2B, 

0403010212 


0403280043 Notification of 040320 meeting w/utll 8< C-E *n Bethesda.MD 
to discuss proposed besting program to demonstrate adequacy 
of mods to RCS pump s , th ermowe 1 Is , therma 1 sleeves 6 control 
element assembly shrouds 

LICITHA.E A Licensing Branch 3 04/02/29 KNIGHTON. 0 W 

Licensing Branch 3 3pp 22012 36t 24X Fiche 50-520,84/02/29, 

0403200043 


0403090130 Advises that proposed leak rate acceptance criteria for Tech 
Spec limiting conditions for operation unac c ep tab le, s i nc e 
criteria less restrictive than 1 gpm leak rate imposed on 
near-term OLs 

KNIGHTON, 5 W Licensing Branch 3 04/03/01 VAN BRUNT, E E 

Arliona Public Service Co 2pp 22592 301 24X 

Fiche 50-320,04/03/01.8403090130 


0403150094 Forwards outstanding item list for PDR List also submitted 
to util 

JOHNSON, P H Region 5, Office of Director 04/03/03 ALEXANDER,! 
Region 5, Office Of Director i4pp 22641 190, 24X 

Fiche 50-320, B4/03/03, 3403150094 


8402090041 Doard Notification 84-050 provides Commission policy 
statement S< proposed rulemaking on environ qua i i f i cat ions 
EISENHUT. D 0 Division of Licensing 84/03/14 Atomic Safety and 
Licensing Board Panel lOpp 24X Fiche 50-000,84/03/14,0402090041 


S40316004B Forwards updated preliminary description (Rev 1) for RCS 
demonstration test 

VAN BRUNT, E E , ROGERS, A C Arliona Public Service Co 04/03/14 
KNIGHTON, G Licensing Branch 3 2pp 22659 169 24X 

Fiche 90-528,04/03/1 4, B4031 60040 


— B403160052 Rev 1 to "RCS Demonstration Test " 

* Ariiona Public Service Co 84/02/29 8pp 22659,171. 24X 

Fiche 50-520,34/03/14,8403160048 


3403160065 Notifies that add! info & schedule re electrical equipment 
environ qualification program will be submitted by 040326, 
per 840227 request 

VAN BRUNT, E E Ariiona Public Service Co 84/03/14 KNIGHTON, 0 
Licensing Branch 3 Ip 22652 326 24X Fiche 50-523,04/03/14, 

0403160065 


0403290236 Forwards operations experience ba s e, con* i sting of experience 
tables for presently licensed personnel inadequate number of 
personnel meet 6-tuk hot participation experience 
requirement 

VAN BRUNT. E E Ariiona Public Service Co 84/03/23 DENTON, H ft 
Office of Nuclear Reactor Regulation, Director 17pp 22000 236 
24X Fiche 50-520,04/03/23,8403290236 


C Utility Environmental Report <ER>, amends !< correspondence 


04O3OBO39O Responds to TOIA request for 27 documents referenced in 1979 
EIS re facilities 6 slmiliar environ documents Forwards Ap p 
A Documents 1-10 Documents 11 V 12 available at HTI8 
FELTON, J M Division of Rules and Records 84/02/13 RYAN. J A 
Streich, Lang, Weeks 6 Cardon 2pp 22581 100 24X 

Fiche 90—528, 84/02/13, 8403080390 


--8403060400 Discusses review of environ rept re trdnsmi ssion lines 
crossing Indian reservations Tribal council consent should 
be obtained for right-of-way before environ rept published 
Related info encl 

* Interior, Dept of, Bureau of Indian Affairs 74/12/11 
REGAN, W H Atomic Energy Commission - Deputy Director for Reactor 
Projects 5pp 22581 184 24X Fiche 30-520,04/02/13,0403000390 


D NRC Draft/Final Environmental Statements, supple 6 correspondence 


B4030B03B9 FOIA request for 27 documents referenced in 1979 EIS re 
facilities It similiar environ documents List fc news articles 
encl 

RYAN, J. A Streich, Lang, Weeks U Cardon 04/01/17 Office o» 
Administration 9pp 22901 171 24X Fiche 50-520,04/01/17, 

3403000399 


0403080390 Responds to FOIA request for 27 documents referenced in 1975 
Els re facilities & similiar environ documents Forwards App 
A Documents i-IO Documents li 6 12 available at NTI8 
FELTON, J M Division of Rules and Records 04/02/13 RYAN, J A 
Streich, Lang, Weeks I, Cardon 2pp 22501 180 24X 

Fiche 50-523,04/02/13,0403000390 


— B10S270490 Submits Geosciences Branch DEB input Updated summary of 
geology U seismology section FSAR will be included in 9ER 
JACKSON, R E Geosciences Branch 01/08/14 M1RAGLIA, F 
Licensing Branch 3 2pp 22501 102 24X Fiche 50-520, 04/02/13, 

0403000390 


— 0403000406 Comment on DES.per 750414 request Statement somewhat biased 
toward project More detailed maps of pipeline & transmission 
line corridors should be provided in final statement, 

DOREMUSr 8 D Interior. Dept of 75/07/23 REGAN Division pf 
Reactor Licensing INRR-197S only) 29pp 22501 189 24X 

Fiche 30-923,84/02/13,8403000390 
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840329034 1 Respond® to FOIA request for records re facility Ltr dtd 
040117 failed to meet criteria for uiaiver of reproduction 
costs Forwards App A documents Address of Phoenu LPDH 
1 i sted 

FELTON, J M Division at Rules and Records 04/02/27 RYAN, J A 
Stretch, tang, Weeks & Cardan 3pp 22015 01B 24X 

Pi che 90-520,84/02/27,8403290341 


— 0403290344 DRAFT ENVIRONMENTAL STATEMENT RELATED TO CONSTRUCTION OF 
PALO VERDE NUCLEAR GENERATING STATION, UNITS 1,2 t. 3 Docket 
Nos 50-928, 90-529 tt 50-530 

* Office of Nuclear Reactor Regulation, Director NUREG-75/02S 
75/04/30 175PP 22813 30i 24X Fiche 50-528,34/02/27, 

0403290341 


E NRC Safety Evaluation Report (SER), suppls S< correspondence 


8403020005 Forwards info requested in SSER 9 (NUREG-0857 1 re tests 
performed for c-E on load limiting devices in reactor vessel 
lower key horliontal supports 

VAN BRUNT, E E Arliona Public Service Co 34/02/iO KNIGHTON, G 
Licensing Branch 3 9pp 22442 201 24X Fiche 50-528,94/02/10, 

8403020005 


0403090012 Forward* "High Pressure Safety Injection Pomp," mechanical 
environ qualification rept,per BEER 5 (NUREQ-0857) 

VAN BRUNT, E E Arijona Public Service Co 84/02/29 KNIGHTON, 0 W 
Licensing Branch 3 2pp 22560 001 24X Fiche 50-520,04/02/29, 

8403090012 


— 8403090014 "High Pressure Safety Injection Pump," mechanical environ 
qualification rept 

MALLES, R E Bechtel Corp V-PAK-401 84/01/12 I98pp 

22360 004 24X Fiche 30-528,84/02/29,8403090012 


F Security, medical, emergency & fire protection plaits 


8402090006 Board Notification 84-034 forwards R Vollmer 840206 memo to 
D Eisenhut re fire research results concerning fires in 
electrical cabinets in control room 

£ l BENHUT, D Q Division of Licensing 84/02/23 PALLADINO 
Commissioners ip 22376 203 24X Fiche 50-000,84/02/23, 

0402090006 


— 0403080316 Recommends that info re fire research results concerning 
fires in electrical cabinets in control room be submitted 
por board notification, per NRR Ofc Ltr 19,dfcd 821001 Further 
evaluation of test data required 

VOLLMER, R H Division of Engineering 94/02/06 EISENHUT, D G 
Division of Licensing lOpp 22576 204 24X 

Fiche- 50-000, 04/02/23, 8402090006 


B4 0326001 4 Requests removal of App FLO from Rev 2 to Emergency Plan 
Implementing Procedure 7, per Generic Ltr 81-27 6 GW Knighton 
940214 ltr informing that util must request withholding of 
private or unlisted telephone numbers 

VAN BRUNT, E E Ariiona Public Service Co 94/03/19 KNIGHTON, 0 W 
Licensing Branch 3 2pp 22780 29B 24X Fiche 50-528,84/03/19, 

0403260014 


a Inspection reports, IE Bulletin* & correspondence 


B4Q214O014 FOIA request for records re NRC const assessment team (CAT! 
insp at facilities 

BERNABEl, L Government Accounfcabl 1 ity Project B3/10/O7 Office 

of Administration 2pp 22254 001 24X Fiche 90-528,03/10/07, 

8402140014 


8402 1 400 1 8 Responds to FOIA request for records re NRC const assessment 
beam <GAT) insp at facilities Forwards App A documents 
Documents also in PDR App B documents listed Por review to 
identify specific interest 

FELTON, J M Division of Rules and Records B3/12/20, GARDE, B P 
Government Accountability Project lBpp 22234 003 24X 

Fiche 50-92B, 83/12/20. 0402140018 


—0402140022 Summarises civil insp items, Bechtel 830929 ltr re relnsp 
of nuclear pipe hangers (Q class) L related Info end 
VO R DERBRUEOGEN Region 5, Office a-f Director 83/09/19. NARBUT , P 
NflC - No Detailed Affiliation Given 60pp, 22254:021 24X 

Fiche 50-920,83/12/20,8402140018 


— S40214003I Comments on review of draft writeup on NDE Rewrite 
requested Related Info enc 1 

NARBUT, P NRG - No Detailed Affiliation Given 83/09/27 
KERCH, H NRC - No Detailed Affiliation Given- 4ipp 22894,094 
24X Fiche 50-328,03/12/20,0402140018 


— 8402140032 Summary of 830916 exit status meeting w/NRC const appraisal 
team re 830907—16 insp 

IDE, W E Ariiona Public Service Co 03/09/19 SQEDEL, J A 
Ariiona Public Service Cu 6pp 22294 137 24X 

Fiche 30-528,03/12/30,8402140018 


--8402140036 Forwards marked-up draft insp scope L objectives Related 
info encl 

ALBERT, W 0 Region 5, Office of Director 83/09/21 YOUNG, T 
Region 3, Office of Director 10PP 22254 143 24X 

Fiche 30-528, 03/12/20, B4O2I4OO10 


— 8403140043 Provides list of NDE repts avaiiable from insp activities 
completed w/NRC mobile NDE van at facility, per FOIA request, 
Related info enc 1 

EBNETER.S D Region l, Office of Director B3/U/15 
ALEXANDER, I M Region 9, Office of Director 99pp 22235 334 
24X Fiche 50-520,33/12/20,8402140018 


—0402140048 Rev 0 to "Palo Verde Station HPSJ Sys Electrical S< 
Instrumentation Const Audit Insp," final rept Related Info 
enc 1 

■» Zytor. Inc NRC-IE-82/83-46C B3/I0/04 I58pp 22256 063 

24X Fiche 90-328,83/12/20,8402140018 


— 8402140052 Provides resolution for loose bolts an structural steel 
found during nRC const assessment team (CAT) insp Item 
considered closed Related info end 

FORRESTER, R D Ariiona Public Service Co 83/09/26 IDE, WE 
Arliona Public Service Co 3PP 22256 221 24X 

Fiche 50-328,83/12/20,8402140013 


8401890072 IE info Notice 84-13, “Potential Deficiency in Motor 
Operated Valve control Circuits & Annunciation “ Svc list 
one 1 

JORDAN, E L Division of Emergency Preparedness U Engineering 
Response (Post 830103 ) 04/02/28 Consolidated Edison Co of New 

York, Inc ilSpp 22909 2J9 24X Fi che 50-000, B4/02/23. 8401 190072 


6402090007 IE Info Notice 84-14, "Highlights of Recant Transport 
Regulatory Revs by DOT & NRC " Svc Hat and 

GRACE, J N Division at QA, Safeguards L Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc 

i30pp 22992 329 24X Fiche 50-000,84/03/02,8402090007. 


0402090008 IE Info Notice B4-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc. list end 

JORDAN, £ L Division of Emergency Pieparedness V Engineering 
Response (Post 8301031 84 / 03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553 098 24X Fiche 50-000,84/03/02,8402090008 


0402090009 1E info Notice 84-15. "Reporting of Radiological Releases 
8 vc list enc 1 

JORDAN, E L Division of Emergency Preparedness b Engineer ing 
Response (Post 83010J) 84/03/02 Consolidated Edlann Co of New 

York, Inc 1 19pp 22533 2i 7 24X He he 50-000, 84/03/02, 8402090009 


840209001 1 IE Info Notice 84-17, "Problems W/Liqutd Nitrogen Cooling 
Components Below Nil Ductility Temp " Bvc list end 
JORDAN. E L Division of Emergency Preparetfnes s t Engineering 
Response (Post 8301031 84/03/09 Consolidated Edison Co of New 

York, Inc !17pp 32S53 336 24X Fiche 50-000,84/03/05,8402090011 


04Q314OO24 Inform* that P Jngham-Wi 1 1 i am* tte spare flange piece will be 
replaced by 840415 instead of 840229, due to problems 
encountered w/vendor, ppr IE Bulletin 83-06, "Nonconforming 
Metis Supplied By Tube-Line Corp “ 

VAN BRUNT, E E Ariiona Public Service Co 84/03/05 MARTIN, JO 
Region 5. Office of Director lp 32633 217 24X 

Ticha 30-326, B4/03/05, 0403140024 


8408090024 IE Info Notice 84-09, Rev 1, “Lessons Learned From Insp* of 
Fire Protection Safe Shutdown Sys ” Svc list end 
JORDAN, E L Division of Emergency Pieparedness L Enginearing 
Response (Post 8301031 84/03/07 Consolidated Edison Co of New 

York, Inc HBpp 22635 049 34X Fiche 30-000,64/03/07, 6402090024 


0402090028 IE Info Notice 84-18, "Stress Corrosion Cracking in PWR 
Sys " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness L Engineering 
Response (Post 030103 1 84/03/07 Consolidated Edison Co, of New 

York, Inc I18pp 22584 186 24X Fiche, 50-000, 84/03/07. 8402090028 


0402090031 IE Bulletin 04-02, "Failures of GE Type HFA Relays in Use In 
Class IE Safety By* " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

I34pp 22823 094 Z4X Fiche 50-000.84/03/12,8402090031 
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0*102090043 IE Info Notice 04-19, "Two Everts Involving Unauthorized 
Entries into PHR Reactor Cavities " Svc list encl 
JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 84/03/21 Consolidated Edison Co- of New 

York. Inc 123pp 22823 229 24X Fiche 30-000,04/03/21.8402090043 


8402090044 IE Info Notice 84-20, "Svc Life of Relays (n Safe ty -Related 
Sys *' Svc list enc I 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post S30I03) 84/03/21 Consolidated Edison Co of Meu 

York, Inc !33pp 22933 001 24X Fiche 30-000.84/03/21.8402090044 


S Reportable occurrences. LERs & related correspondence 


8403090087 Interim Deficiency Rept B3-81 re Schedule 160 S3 pipe 
supplied by <5ul fal 1 oy. Inc , con ta ini ng mfg min wall thickness 
defect Initially reported an 831 12S No new info presently 
available Final rept expected by 640417 

VAN BRUNT, E E Ar Ilona Public Service Co 84/02/22 BISHOP, T W 
Division of Res Iflen t . Reac t or Project t< Engineering Programs 2pp 
22573 325 24X Fiche 50-528.84/02/22,8403090037 


□403090253 Interim Deficiency Rept DER 83-75 re improperly torqued 
bolts securing two D0I26SA panel Filler a ssemb 1 i es, supp I led 
by Foxboro No new info available at present time Final rept 
will be submitted by 840419 

VAN BRUNT, E E Ariiona Public Service Co 84/02/22 BISHOP, T W 
Division of Resident, Reac tor Project U Engineering Programs 2pp 
22572 211 24 X Fiche 30-328,84/02/22,8403090253 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
t ur bine i> Qimpe 1 NPS-4 TliT valve, to close. Enel 1 tr dtd B402O3 
sent to listed utils GE notified of affected units in BUR 
plants 

THEROUX i R R Terry Corp 84/02/22 WOODRUFF, R W Director's 
Office, Office of Inspection and Enforcement 6pp 22706 327 24X 

Fiche 30-000.04/02/22,8403210032 


8402290008 Forwards response to listed items Identified In B4Q123 
telcon request for info generated based on preliminary 
review of 831230 deficiency rept re missing thermal liner in 
safety injection sys line Ends withheld 

VAN BRUNT. E E Ariiona Public Service Co 84/02/24 KNIGHTON. 0 
Licensing Branch 3 3pp 22316 186 24X Fiche 50-523.84/02/24, 

8402290000 


8403090096 Deficiency Rept DER 83-73 re unqualified Foxboro power 
supplies installed in IE Instrument cabinets Initially 
reported on 831027 No new InFn presently available Next rept 
will be provided by B40425 

VAN BRUNT, E E Ariiona Public Service Co 84/02/24 BISHOP, T U 
Division of Res 1 d ent, Reactor Project & Engineering Programs 2pp 
22576 179 24X Fiche 50-528, B4/02/24, 8403090096 


0403090167 Interim Deficiency Rept DER 02-60 re low Insulation 
resistance on Installed Conax electrical penetrations not 
meeting qualification test criteria Initially reported on 
821217 Final rept delayed until 340423 

VAN BRUNT. E E Ariiona Public Service Co 84/02/24 BISHOP, T W 
Division of Res i den t, Reac tor Project 5 Engineering Programs 2pp 
22373 116 24 X Fiche 50-528,84/02/24,3403070167. 


B403060429 Requests addl info needed to complete evaluations of & fixes 
foT reactor coolant pump problems encountered during hot 
functional testing Response requested within 2 wit 
KNIGHTON, 0 U Licensing Branch 3 84/02/27 VAN BRUNT, E E 

Ariiona Public Service Co 3pp. 22552 210 24X 

Fiche 50-528, B4/02/27, 8403060429. 


8403120032 Final Deficiency Rept DER 83-70 re wiring in emergency 
response facility cabinets supplied by Energy, Inc not in 
conformance w/IEEE-384 criteria Initially reported an 
831011 Drawings resubmitted Also reported per Part 21 
VAN BRUNT, E E Ariiona Public Service Co 04/02/28 BISHOP, T M 
Division of Res ident. Reac tor Project ?, Engineering Programs, 4pp 
225BB 025 24X Fiche 30-520,84/02/26,840312-0032 


8403120069 Final Deficiency Rept DER 83-10 re main steam relief valves 
supplied by C-E A mfg by Dresser Industries exceeding 
specified 3‘/. blowdown 1 imi t. Initia 1 ly reported on 830226 
Deficiency determined not reportable per 10CFR50, 55<e> 

VAN BRUNT, E E Arltona Public Service Cd B4/02/28 BISHOP, T. H 
Division of Res l d ent, Reac tor Project & Engineering Programs 4pp 
22391 129. 24X Fiche. S0-52B, B4/02/28, 8403I2CD69 


8403130449 Potential Deficiency Rept DER 83-64 re Target Ruck pressure 
relief valves failing to meet prerequisite tests Final rept 
delayed until 840402 

VAN BRUNT, E E Ariiona Public Service Co 04/02/20 BISHOP, T W 
Division ef Resident, Reac tor Project fc Engineering Programs. 2pp 
22613 212 24 X Fiche 50-520, 04/02/28, B403130449 


B403I30461 Potential Deficiency Rept DER 83-68 re Borg Warner HP8I 
Isolation valves falling to open against HPSI A t< B pump 
flows Final will rept delayed until 940417 

VAN BRUNT, E E Ariiona Public Service Co 84/02/28 BISHOP, T W 
Division of Resident, Reac tor Project t, Engineering Programs 2pjj 
22613 355 24X Fiche 50-320,84/02/28.0403130461 


8403200115 Interim Deficiency Rept DER 83-80 re Anchor Darling main 
feedwater isolation valves closing in 20 s, violating 5 s 
spec requirement Initially reported on 831122 Final rept 
will be delayed until 840403 due to extensive Investigation 
VAN BRUNT. E E Ariiona Public Service Co 84/03/02 BISHOP, T W 
Division of Res 1 dent, Reac tar Project t, Engineering Programs 2pp 
22665 393 24X Fiche 50-528,04/03/02,8403200113 


B403200160 Interim Deficiency Rept DER 84-07 re extension of Borg 
Warner valve stems h failure to provide corrective action 
stated in Rept DER 80-21 Initially reported on 840209 
Bechtel investigating corrections Final rept by 840416 
VAN BRUNT. E E Ariiona Public Service Co 84/03/02. BISHOP, T U 
Division of Resident, Reac tor Project 6 Engineering Programs 3pp. 
22697 131 24 X Fiche 50-529,04/03/02,8403200160 


B4032001B6 Interim Deficiency Rept DER 83-96 re discrepancies w/MSIVi 
mfg by Anchor-Darling Initially reported on 030008 
Investigation will be finalized by 840413 at which time 
complete rept will be submitted 

VAN BRUNT, E E Ariiona Public Service Co 84/03/08 BISHOP, T W 
Division of Resident, Reac tor Project h Engineering Programi 2pp 
22686 399 24X Fiche 30-320,84/03/00,8403200186 


B403200226 Interim Deficiency Rept DER 84-06 re defective absolute h 
deviation alarm modules supplied by Foiboro C-E requested 
that all alarm modules w/date Codes 8048-8152 be Inspected 
for potential defect Next rept by B40612 

VAN BRUNT, E E Arizona Public Service Co 84/03/09 BISHOP, T W 
Division of R es ident , Reac tor Project 1, Engineering Programs 3pp 
22699 330 24X Fiche 90-928,84/03/09,8403200226 


6403230039 Final Deficiency Rept DER— 33-79 re ac interference spikes 
on 125-volt dc bus exceeding spec Initially reported on 
831118 Deficiency deemed not reportable per 10CFR50 55(e) 

VAN BRUNT, E E Arizona Public Service Co 84/03/09 BIBHOP, T. W 
Division of Resident, Reac tor Project & Engineering Programs 4pp 
22730 302 24X Fiche 50-928.84/03/09.8403230039 


8403230086 Final Deficiency Rept DER 83-60 re failure of wiring in 
Vitro main steam U feedwater activation sys to meet IEEE-384 
separation criteria Condition determined not reportable per 
10CFR30 55(e) 

VAN BRUNT, E E Ariiona Public Service Co 84/03/09 BISHOP, T W 
Division of Resident, Reac tor Project 6 Engineering Programs 4pp, 
22724 339 24X Fiche 50-930,04/03/09,8403230086 


8403230099 Final Deficiency Rept DER 83-72 re undersize welds In 
auxiliary bldg Initially reported on 831026 Condition 
determined not reportable per 10CFR50 55(e) 

VAN BRUNT. E E Arizona Public Service Co 84/03/14 BISHOP, T. W 
Division of Resident, Reac tor Project !< Engineering Programs 6pp 
22720' 356 24X Fiche 30-523,84/03/14,0403230099 


8403230019 Final Deficiency Rept DER 82-46 re ITT Barton pressure 
transmitters supplied by C-E not meeting overpreseure 
requirements Caused by leakage of metallic washers Si 
methodology error during cslibr Also reported per Part 21 
VAN BRUNT, E E. Arizona Public Service Co 84/03/19 BISHOP, T W 
Division of Resident, Reac tor Project & Engineering Programs 7pp 
22724 353 24X Fiche 50-320,84/03/15,8403230019 


8403300096 Interim Deficiency Rept DER 84-08 re ITT Barton Model 763 
transmitters having errors of -2 to -3X of calibr span 
Bechtel corresponding w/C-E to determine impact of design 
mods to transmitters 

VAN BRUNT, E E Arizona Public Service Co 84/03/16 BISHOP, T W 
Division of Resident, Reac tor Project & Engineering Programs, 3pp 
22022 010, 24X Fiche 50-520,84/03/16,8403300096 


8403300020 Rev 1 to final Deficiency Rept DER 82-46 re ITT-Barton 
pressure transmitters supplied by C-E failing to meet 
overpressure requirements Initially reported on 820824 Also 
reported per Part 21 

VAN BRUNT, € E Arizona Public Service Co 84/03/19. BISHOP. T M 
Division of Resident, Reactor Project & Engineering Programs 7pp. 
22022.171 24 X Fiche 30-328,04/03/19,8403300020 


V Operator Examinations 


8403290236 Forwards operations experience base, cons 1 sting of experience 
tables for presently licensed personnel Inadequate number of 
personnel meet 6-wk hot participation experience 
requirement 

VAN BRUNT. E E Ariiona Public Service Co 84/03/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 17pp 22800 236 
24X Fiche 30-528, B4/03/23, 8403290236. 
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DOCKET 30-337 CLINCH RIVER BREEDER REACTOR 


A Applleatlon/eonstruction stag* document* «< correspondence 


0403090219 Forward s applicant responses to Commission 611224 order* on 
behalf of Project Ngt Corp & TVA 

CHIPHAN, 0 L Energy* Dept of 02/01/10 PALL AD I NO* 14 J * 

QILINSKY, V , R0BERT8* T F Commissioners lOIpp 22574: 16B 24X 

Fiche 30-337*02/01/18,0403090219 


0403020014 Partial response to FOIA request for seven categories of 
documents re fJRC reg 1 onal 1 tatlon program App a documents in 
PDA, Review of remaining documents Incomplete 

FELTON, JM Division of Rules and Records 83/12/16 LOWENTHAL, J 
Nuclear Information t< Resource Service 3pp 22492 240. 24X 

Fiche, 30-000* 03/12/16, 8403020014 


— 8403020031 Informs that MK Udell Subcommittee on Energy 4c Environ 
marked-up 8* reported 1904-03 NRC authorisation bill to 
Interior Committee for future consideration NRC 
author 1 la t ion bill H R 2510 b 030420 amends end 
HAMMERER, C Office of Congressional Affairs 03/04/20 
PALLADINO, QILINSKV* AHEARNE Commissioners. llpp 22493 326 
24X Fichs 90-000* 03/12/16, B4030200I4 


0403000090 Forwards Page 19 inadvertently omitted from 040227 
transmittal of draft CRSR plant redress plan. Related 
correspondence. 

0R089* P J Energy* Dept of, Clinch River Breeder Reactor Plant 
04/03/02 KINO, T Clinch River Breeder Reactor Program Office 
2pp 22339 263. 24X Fiche 30-337,04/03/02,3403000090 


0403060337 Forwards "Bit# Redress Plan " Minor clarifications b 
corrections to draft plan submitted 840227 made in response 
to NRC comments 

OAVIOAN, F X Energy* Dept of 84/03/03 KINO. T Clinch River 
Breeder Reactor Program Office ip 22319 169 24X 

Fiche- 30-337, 04/03/03, 0403060337 


— 0403060360 "Site Redress Plan " 

* Energy, Dept of 04/03/31 36pp 22319 170 24X 

Fiche 30-337,04/03/03,6403060337 


0403230216 AN ASSESSMENT OF CRBR CORE DISRUPTIVE ACCIDENT ENERGETICS 
THEOFANOUS, T 0 , BELL, C R. Los Alamos Scientific Laboratory FIN 
A-7271 NUREO/CR-3224 04/03/31 Clinch River Breeder Reactor 

Program Office 436pp Available at NRC »B 30 22740:001. 34X 

Fiche, 30-337, 04/03/31, 8403230216 


0 Adjudicatory correspondence 


6403030068 Memorandum b order denying appeals of A8LB determination 
to limit intervenor participation in proceedings on remand 
to limited appearance sta temen t. Op i nion of Dr Johnson end, 
TOMPKINS, B A Atomic Safety and Licensing Appeal Panel 04/02/27 
1 6p p 22490 164 24X Fiche 50-337,84/02/29,8403030040 


8403020100 Forwards Page 15 of CRBR program redress plan, inadvertently 
omitted from 840227 transmittal Certificate of Svc end 
EDGAR, 0 L. Newman b Holtiinger EDGAR,® L Project Management 
Corp 84/03/01 MTLLER, M E , HAND. C. , L1NENBERGER, 0 Atomic Safety 
and Licensing Board Panel, Spp 22442,096 24X 

Fiche. 30-337. 04/03/01, 8403020100. 


0403060002 Petition for review of Appeal Board 040229 memorandum b 
order readmitting intervenor* to proceeding* Intervenor 
participation will protract proceeding for project which is 
termineted, Certificate of Svc end 

EDGAR, 0, L Project Management Corp LUCK, W D Energy, Dept, of, 
84/03/03. 4pp 22516 345 24X Fiche 50-537.84/03/05,9403060002 


B403090056 Forward* final CRBR site redress plan for review 8, approval 
Related correspondence W/o end 

GAVIGAN, F. X. Energy, Dept of 84/03/05. KING, T Clinch River 
Breeder Reactor Program Office ip 22375.34V 24X 

Fiche, 30-537, 04/03/09, S403090056 


8403090086 Confirme that ASLB intend* to vacate notice of B40314 
conference 6 reschedule later date due to delay in funding 
for review of redress plan b possible lack of availability 
of one A6LB member. Certi ficate of 8vc end 

EDGAR, 0, L. Newman b Holtiinger EDGAR, 0. L Project Management 
Corp 04/03/00, MILLER, HE , HAND, C, , LlNENBEiROER.G Atomic Safety 
and Licensing Board panel. 5pp. 22579:320, 24X 

Fiche- 30-937. 84/03/00, 8403090006, 


0403190047 Informs of receipt t consideration of 040305 petition for 
Commission review of ALAD-7&1 re readmitting intervenor* to 
proceeding Staff prepared to file brief addressing issues in 
event Commission grant* petition for review 

TREBY. S A Hearing Branch I 84/03/13 CHILK.S J Office of the 
Secretary of the Commission Ip 22666 250 24X 

Fiche 90-337,04/03/15,0403190047 


8403190120 Answer to applicant petition for Teview of A8L0 840229 
memorandum b order re CRBR LWA proceedings on site redress 
plan Intervenor* main concern Is that redress be rapid b 
e ff ec 1 1 ve W/Cer 1 1 f lcat e of Svc 

FINAMQFtE, 0 A Natural Resources Defense Council FINAMOflE, D A 
Sierra Club 04/03/15 Commissioners JOp 22666 296 24X 

Fiche 50-537,84/03/15,8403190120 


DOCKET 30-530 MEMPHIS STATE UN IV RESEARCH REACTOR 


R Periodic operating reports b related correspondence 


8403230060 "Annual Rept of Nuclear Reactor Op erat i an*, 1903 " W/840319 
I tr 

JONES, D H , DIETZ. H L Memphis State Unlv , Memphis. TN 03/12/31 
IBpp, 22730-284 24X Flc h e 50-530, 03/1 2/3 1 . 8403230060 


DOCKET 9TN-50-346 MARBLE HILL NUCLEAR STATION. UNIT l 


A Application/construction stage documents b correspondence 


04O3OBOI79 Fourth partial response to FOIA request for sii categories 
of documents re Pacllitlei Forwards App A document* App 8 
document entirely withheld (ref FOIA Eiemptlon 5) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules and Records 04/02/13 ANDERSON, 3 I 
Garvey, Schubert, Adams b Barer 7pp 22583 226 24X 

Fiche 50-000, 04/02/13, 8403060179 


F Security, medical, emergency b fire protection plans 


8403120058 Notifies of 840323 workshop on fire protection safe 
shutdown requirements of 10CFR&0, App R in Rossmont, IL to 
discuss IE Info Notice 84-07 b provide addl shutdown 
analytes b/or mod guidance. Agenda end 

8PE8BARD* R L Division of Emergency Preparedness b Operational 
Support 94/03/06 SHIELDS, S H Public Service Co of Indiana, 
Inc 3pp 22586 2B2 24X Fiche 30-546,84/03/06,8403120058 


G Inspection reports, IE Bulletins b correspondence 


8401190072 IE Info Notice 84-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation n Svc list 
one 1 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 8301031 B4/O2/20 Consolidated Edison Co of New 

York, Inc l(5pp 22909 239. 24X Fiche 90-000, B4/02/28, 0401190072 


8402090007 IE Info Notice 64-14, "Highlights of Recent Transport 
Regulatory Revs by DOT b NRC " Svc list end 

GRACE, J N Division of OA, Safeguards b Inspection Program# (Post 
8301031 84/03/02 Consolidated Edison Co of New York, Inc, 

1 30pp 22552 389 24X Fiche 50-000.84/03/02,8402090007. 


840209000b IE 1-nfo Notice 84-16, "Failure of Automatic Sprinkler By* 
Valve* to Operate. " Svc list end 

JORDAN, E L. Division of Emergency Preparedness b Engineering 
Response (Post 030103). 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22533 098 24X Fiche 30-000, 64/03/02, B40E090000 


0402090009 IE Info Notice B4-t9, "Reporting of Radiological Releases " 
Svc I is t enc 1. 

JORDAN, E L Division of Emergency Preparedness * Engineering 
Response (Post 8301031 B4/03/02 Consol i dated Edison Co of New 

York, Inc 119pp 22353 217 24X Fiche 30-000.84/03/02,8402090009 


8402090011 IE Info Notice 84-17, "Problems W/Li-quid Nitrogen Cooling 
Component* Below Nil Ductility Temp " Svc (1st encl 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 84/03/09 Consolidated Edison Co of New 

York, Inc, U7pp B23S3 336 24X Fiche 30-000,84/03/03,0402090011 


B402090O24 IE Info Notice 84— 09, Rev l> "Lessons Learned From Insp* of 
Fir# Protection Safe Shutdown Sy» " Eve list and. 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 04/03/07. Consol idatad Edison Co, of New 

York, Inc 118pp. 22633 049. 24X Fit he. 30-000, 84/03/07, 8402090024 
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8402090026 IE Info Notice 64-18, "Stress Corrosion Cracking In PWR 
Sys " Svc list end 

JORDAN, E L Division of Emergency P r epar e tfnes s 6 Engineering 
Response (Post 830103) 84/03/0? Cons a 1 1 da ted Edison Co of New 

York. Inc )18pp 225B4 I B6 24X Flche 5Q-000. 84/03/07 . B40209Q02B 


640209003 1 IE Bulletin 84-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " Svt list end 

DEYQUNQ.R C Director's Office, Office of Inspection and 

Enforcement 04/03/12 Consolidated Edison Co of New York, Inc 

1 34p p 22 823 094 24X Fiche 30-000, 84/03/ I 2i 640209003 1 


0403190286 Discusses Dept of Labor decision re 830120 termination of 
electrical contractor personnel it forwards notice of 
violation 

XEPPLER.J G Region 3, Office of Director B4/03/14 SHIELDS, S W 
Public Service Co of Indiana, Inc 2pp 22673 1B6 24X 

Fiche 30-346, B4, '03/14, 3403190286 


— 8403190294 Notice of violation based on investigation t- hearing by 
DBpt of Labor Moncomp 1 lane e noted d i ser in i na t i on by licensee 
or contractor against employee far engaging in certain 
protected activities 

KEPPLER, J G Region 3, Office of Director B4/03/I4 2pp. 
22673 183 24X Fiche 30-546.64/03/14,8403190266 


8402090043 IE Info Notice 84-19, “Two Events Involving (Jnaut horix ed 
Entries into PWR Reactor Cavities " Svc list one I 
JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post B30I03) 84/03/21 Consolidated Edison Co of New 

York, Inc I23pp 22823 229 24X Fiche 50-000, B4/03/21 , 0402090043 


6402090044 IE Info Notice 04-SO, “Svc Life of Relays in Safety-Related 
Sys " Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 5301031 84/03/21 Consolidated Edison Co of New 

York, Inc 135pp 22933 001 24X Fiche 30-000,04/03/21,8402090044 


S RopoTtable occurrences, LERs & related correspondence 


8403140122 Part 21 rept re status update concerning abnormal wear on 
linear converters Test program underway Results of 
investigation indicate excessive wear caused by hunting of 
control circuitry 

DQDSDN.JP Pacific Air Products Co 94/03/09 Director's 
Office, Office of Inspection and Enforcement 7pp 22624 068 24? 

Fiche 30-000, B4/03/09, B403140I22 


B403270219 Part 21 rept re broken contact carrier in control device of 
7 5 IV-15 kV. 500-750 MVA, 5 *V 350-3,000 t. all HKV circuit 
breakers Initially reported an 830223 Addenda to 
installation u maint procedures sent to affected units 
DUVALL, D D Drown Boveri Corp (subs of Brown Boveri 6 Co , Ltd 1 
64/03/19 Record Services Branch (Document Control Desk). Spp 
22772 114 24 X Fiche 50-000,84/03/19,6403270219 


DDCKET STM-50-347 MARBLE HILL NUCLEAR STATION. UNIT 2 
A Application/construction stage documents 6 correspondence 


B4O30BO179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App 0 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to Tequest continuing 

FELTON, J M Division of Rules and Records 84/02/13 ANDERSON, 3 I 
Garvey, Schubert, Adams *« Carer 7pp 22963 226 24X 

Fiche 30-000,34/02/13,8403080179 


F Security, medical, emergency i< fire protection plans 


B40312005B Notifies of 840323 workshop on fire protection safe 
shutdown requirements of lOCFRSO.App R in Rosemont. IL to 
discuss IE info Notice 84-09 6 provide addl shutdown 
analyses 6/or mod guidance Agenda end 

BPESSARD.R L Division of Emergency Preparedness & Operational 
Support 84/03/06 SHIELD8, 8 W Public Service Ca of Indiana. 
Inc 3pp 22586 202 24X Fiche 30-346, 84/03/06, 04031 20030 


0 Inspection reports, IE Bulletins t< correspondence 


6401190072 IE Info Notice 84-13, "Potential Deficiency in Mo tOT 
Operated Valve Control Circuits t< Annunciation ’■ Bvc list 
end 

JORDAN, E L Division of Emergency Preparednesi & Engineering 
Response (Post 830103) 84/02/20 Consolidated Edison Co of New 

York. Inc U5pp 22909 239 24X Fiche 50-000,84/02/28,8401190072 


B402090007 IE Info Notice B4-14, "Highlights of Recent Transport 
Regulatory Revs by DOT Si NRC " Svc list end 

GRACE, J N Division of GA, Safeguards 6 Inspection Programs (Post 
030103) 84/03/02 Consolidated Edison Co of New York, Inc 

1 30pp 22532 329 24X Fiche 30-000,54/03/02,0402090007 


B40209000B IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York. Inc 122pp 22353 098 24X Fiche 30-000,84/03/02,8402090006 


8402090009 IE Info Notice 84-15, "Reporting of Radiological Releases “ 
Svc list enc 1 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Past 030103) 04/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22553 217 24X Fiche 50-000,04/03/02,8402090007 


6402090011 IE Info Notice 04-17, "Problems W/Liquid Nitrogen Ceol ing 
Components Oelow Nil Ductility Tomp " Svc list end 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 84/03/05 Consolidated Edison Co of New 

York, Inc 1 17pp 22553 336 24X Fiche 50-000,84/03/05,0402090011 


8402090024 IE Info Notice 04-09, Rev 1, “Lessons Learned From Insps of 
Fire Protection Safa Shutdown Sys " Svc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031 04/03/07 Consolidated Edison Co of New 

York, Inc U8pp 22635 049 24X Fiche 50-000,84/03/07,340209002+ 


0402090028 IE Info Notice B4-10, "Stress Corrosion Cracking in PWR 
Sys " Svc 1 i st enc 1 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103) 84/03/07 Consolidated Edison Co of New 

York, Inc I18pp 22584 186 24X Fiche 50-000,04/03/07,0402090028 


0402090031 IE Bulletin 04-02, "Failures of GE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 22023 074 24X Fiche 30-000,84/03/12,5402090031 


8403190266 Discusses Dept of Labor decision re 830120 termination of 
electrical contractor personnel & forwards notice of 
vi a lat i on 

REPPLER.J 0 Region 3, Office of Director B4/03/14 SHIELDS, S W 
Public Service Co of Indiana, Inc 2pp 22673 IB6 24X 
Fiche 50-946,04/03/14,0403190286 


— 8403190294 Notice of violation based on investigation t, hearing by 
Dapt o-f Labor None amp 1 1 anc e noted discrimination by licensee 
or contractor against employee for engaging in certain 
protected activities 

KEPPLER, J 3 Region 3, Office of Director 04/03/14 2pp 
22673 100 24X Fiche 50-346, 04/03/14, 84031902S6 


8402090043 IE Info Notice 04-19, "Two Events Involving Unauthoriied 
Entries Into PWR Reactor Cavities " Svc list end 
JORDAN, E L Division of Emergency Preparedness i> Engineering 
Response (Post 030103) 84/03/21 Consolidated Edison Co of New 

York, Inc 123pp 22023 229 24X Fiche 50-000,84/03/21,8402090043 


3402090044 IE Info Notice 84-20, “Svc Life of Relays in Safety-Related 
Sys " Svc list end 

JORDAN, E L Division of Emergency Preparedness 4, Engineering 
Response (Post 8301031 84/03/21 Consolidated Edison Co of N«u 

York, Inc 135pp 22933 001 24X Fiche 50-000,04/03/21,0402090044 


S Reportable occurrences, LERs U related correspondence 


B403140122 Part 21 rept re status update concerning abnormal wear on 
linear converters Test program underway Results of 
investigation Indicate excessive wear caused by hunting of 
control circuitry 

DODSON. J P Pacific Air Products Co 04/03/09 Director's 
Office, Office of Inspection and Enforcement 7pp 22624 068 24X 

Fiche 50-000,04/03/09,0403140122 


8403270219 Part 21 rept re broken contact carrier in control device of 
7 5 kV-15 kV, 300-750 MVA, 3 kV 350-3,000 X, all HKV circuit 
breakers Initially reported on 030223 Addenda to 
installation & ma int procedures sent to affected units 
DUVALL, D D Grown Doverl Corp (subs of Brown Boveri & Co , Ltd I 
04/03/19 Record Services Branch (Document Control Desk) 5pp. 
22772 114 24X Fiche 50-000,84/03/19,8403270219 
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DOCKET 8TN-30-333 PHIPPS BEND NUCLEAR STATION, UNIT 1 


F Security, medical, emergency & fire protection plant 


04031*0343 Extend* Invitation to attend region 040316 wor kshop at 
regional ofc to discuss 1OCFR30, App R requirement* 1 recent 
retulte of in*p to help resolve mi sunder* tand ings associated 
w/requirements 

LEWIS, ft C Division of Project 6 Resident Program* 04/03/02 
PARRIS, H 0 Tennessee Valley Authority 2pp 22660 003 24X 

Ficho 90-000, B4/03/Q2, B4Q316034S 


0 Reportable occurrences, LERs U related correspondence 


0403230029 Followup Part 21 rept re nuclear valve/actuator stroking 
time possibly lengthened beyond 13 s when using 
hydrocarbon-based lubricants Ltrs to affected utils end 
WILSON, A K Henry Pratt Co 04/03/00 KEPPLER, J 0 Region 3, 
Office of Director 6pp 22730 30* 24X Fi e h a, 30-000, 04/03/00, 

9403230020 


9403270219 Part 21 rept re broken contact carrier in control device of 
7 5 kV-13 W, 300-730 MV A, 3 kV 350-3,000 i, ill HKV circuit 
breakers Initially reported on 830223 Addenda to 
Installation Si maint procedures ssnt to affected units. 

DUVALL, D D Brown Boverl Corp, (subs of Drawn Boveri & Co , Ltd ) 
04/03/19 Record Service* Branch (Document Control Desk) 5pp 
22772,114 24X Fiche 30-000.94/03/19,6403270219 


DDCKET STN-SQ-S34 PHIPPS BEND NUCLEAR STATION, UNIT 2 


S Reportable occurrences, LERs Si related correspondence 


8403230028 Followup Part 21 rept re nuclear valve/actuator stroking 
time possibly lengthened beyond 13 s when using 
hydrocarbon-based lubricant* Ltrs to affected utils enc 1 
WILSONiA K Henry Pratt Co 04/03/08 KEPPLER, J 0 Region 3, 
Office of Director. App 22730 306 24X Fiche 30-000,64/03/00, 

9403230020 


0403270219 Part 21 rept re broken contact carrier In control device of 
7. 5 kV-13 kV, 300-730 MVA, 5 kV 330-3,000 6 all HKV circuit 
breakers Initially reported on S30223 Addenda to 
Installation Si maint procedures sent to affected units. 

DUVALL, D D Brown Boveri Corp (subs of Brown Boveri S< Co , Ltd > 
84/03/19 Record Services Branch (Document Control Desk) 3pp 
22772 114 P4X Fiche 80-000,04/03/19,0403270219 


DDCKET 8TN-50-33A BLACK FOX STATION, UNIT I 


A Application/constructlon stage documents k correspondence 


8403000179 Fourth partial response to FDIA request for six categories 
of documents re facilities Forward* App A document# App 8 
document entirely withheld <rep F01A Exemption 3) Review of 
addl documents subj to request continuing 

FELTON, J M Division of Rules end Record* 64/02/13 ANDERSON, 8 I 
Garvey, Schubert, Adam* Si Barer 7pp. 223B3 226 24X 

Fiche 30-000,04/02/13,0403080179 


— 9102200029 Forward* action plan for resolution of non-THl issues for 
pending CP/mfg license app 1 lceti on*, per Ofc of Nuclear 
Reactor Regulation approach to resumption of licencing 
Safety evaluation inputs should be provided by 810601. 

EIBENHUT, D. 0. Division of Licensing 00/12/31. VOLLMER, R 
Division of Engineering ip 22303' 277 24X 

Fiche 30-000,84/02/13,8403080179 


O. Adjudicatory correspondence 


040 301-0030 Third partial response to F01A request for six categories 
of documents r» facility, Forwards App A documents. App A 
documents also placed In PDR App B document# will be placed 
In RPR upon request Review continuing 

FELTON, J. M Division of Rules and Records 84/01/17 ANDERSON, S I 
Oarvey, Schubert, Adam* ti Barer, 4pp 22446 293 24X 

Fiche. 30-000, 84/01/17,8403010030 


— B2 1 1090010 Advises that branch will wait to determine what action util 
plans to take In response to ASLB 820618 order before 
collecting prof NfiC hour* & contractual costs fc billing util 
for review of withdrawn application 

MILLER, W 0, License Fee Management Branch 82/10/04 License 

Fee Management Branch. Ip 22446:323 24X Fiche 30-000,84/01/17, 

0403010030 


— 03O3D9OSO6 Requests advice re fee assessment cutoff date for reactoi 
CP 6 OL applications that are wi thdrawn. deni sd, suspended , 
cancelled or postponed 

MILLER, W 0 License Fee Management Branch 83/05/04 FONNER.fi L 
Office of the Executive Legal Director 3pp 22446 313 24X 

FIChe 50-000, 04/01/67, 8403010030 


0403230106 Requests reconsideration of 801009 split Vote to release 
Reed Rept 6 Sub-Task Force Repts Return of repts requested 
Separate views of Commissioner Hendrle {< Certificate of Svc 
enc 1 

EDOAR-O L Newman i. Holt linger EOOAR, <3 L General Electric Co 
DSD 073 84/03/22 FALLADINO, N J , ASSELSTINE, J K , ROBERTS, T (1 

Commlss loners lipp 22 743 061 24X Fiche 30-336,84/03/22, 

0403230 1 86 


DOCKET STN-SO-337 BLACK FOX STATION, UNIT 2 

A Application/construction stage documents l. correspondence 


0403080177 Fourth partial response to FOIA request for six categories 
of documents re facilities Forward* App A documents App B 
document entirely withheld (ref FOlA Exemption S) Review of 
addl documents *ubj to request continuing 

FELTQN, J M Division of Rules and Records 84/02/13 ANDERSON, 8 I 
Garvey, Schubert, Adams 6 Barer 7pp 22383 226 24X 

Fiche 30-000. 04/02/13, B4030S0179 


— 0102200027 Forwards action plan for resolution of non-TMI issues for 
pending CP/mfg license app 1 icat ions, per Ofc of Nuclear 
Reactor Regulation approach to resumption Of licensing 
Safety evaluation inputs should be provided by 010601 
E1SBNHUT, D 0 Division of Licensing 00/12/31 VOLLMER, R 
Division of Engineering lp 223B3 Z77 24X 

Ficho 50-000,84/02/13,0403030179 


O Adjudicatory correspondence 


8403010030 Third partial response to FOIA request for six categories 
of documents re facility Forwards App A documents App A 
documents also placed in PDR App 0 documents will be placed 
in PDR upon request Review continuing 

FELTON, J M Division of Rule* and Records 84/01/17 ANDERSON, S I 
Oarvey, Schubert, Adams t< Barer 4pp 22446 293 24X 

Fiche 50-000, 04/01/17. B4030 10050 


— 621 1 090019 Advises that branch will wait to determine what action util 
plans bo take in response to ASLB 82061S order before 
collecting prof NRC hour* & contractual costs 6 billing util 
for review of withdrawn application 

MILLER, W O License Fee Management Branch S2/10/04 License 

Fee Management Branch lp 224 46 323 24X Fiche 30-000,84/01/17, 

0403010050 


— 0303090506 Requests advice re fee assessment cutoff date for reactor 
CP it OL applications that are withdrawn, denied, suspended, 
cancelled or postponed 

MILLER, W O License Fee Management Branch B3/03/04 FONNER, R L 
Office of the Executive Legal Director 3pp 22446 313 24X 

Fiche 50-000,04/01/17,8403010030 


6403230 186 Requests reconsideration of 801009 split vote to release 
Reed Rept it Sub-Task Forte Repts Return of repts requested 
Separate view* of Commissioner Hendrie 6 Certificate of Svc 
one 1 

EDOARi 0 L Newman 5, Holtzlnger EDGAR, 0 L General Electric Co 
D6B 073 04/03/22 PALLAOINO. N J , ASSEL6TINE, J K . ROBERTS, T M 
Commissioners lipp 22743 061 34X Fiche 30-336,84/03/22, 

B 403230 186 


DOCKET 9TN-30-366 VELLOW CREEK NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency 6 fire protection plans 


0403200233 Advises that NRC will not review emergency plans to delete 
privacy or proprietary Info unless specifically requested by 
license, per B10709 Generic Ltr 81-27 W/o request, enti re 
plan will be placed In PDR 

KNIGHTON, O W Licensing Branch 3 S4/03/07 FARRIS. H 0 Tennesie* 

Valley Authority 3pp. 22769 341 24X Fiche' 50-366, 04/03/07, 

8403200233 


8 Reportable occurrences, LERs 6 related correspondence 


8403270219 Part 21 rept re broken contact carrier in control device of 
7 3 kV-13 kV, 300-730 MVA. 3 kV 330-3.000 t, all HKV circuit 
breaker* Initially reported on 830223 Addenda to 
installation L maint procedures sent to affected units 
DUVALL, D D Brown Boveri Corp, (sub* of Brown Boveri & Co , Ltd J 
84/03719 Record Service* Oraneh (Document Control Desk I 5pp 
22772 114 24X Fiche 90-000,84/03/19,8403270219 
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DOCKET 5TM-50-567 YELLOW CREEK NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency t< fire protection plans 


6403280203 Advises that NRC loll) not revliu emergency plans to delete 
privacy or proprietary Info unless specifically reguested by 
license, per B10709 Generic Ltr 81-27 W/o r equ « s t, en 1 1 re 
plan uill be placed In PER 

KNIGHTON. 0 W Licensing Branch 0 34/03707 PARRIS, H 0 Tennessee 

Valley Authority 3pp 22799 341 24X Ftche 30-566,84/03/07, 

0403200233 


S Reportable occurrences. LERs it related c o rre I p oind e nc e 


B403270219 Part 21 rept re broken contact carrier in control device of 
7 3 kV-13 kV, 300-730 MV A. 3 W 330-3,000 h all KKV circuit 
breakers Initially ieported on 330523 Addenda to 
installation t, malnt procedures sent to affected units 
DUVALL. D D Brown Boverl Corp Csubs of Broun Boverl t< Co , Ltd 1 
84/03/19 Record Services Branch (Document Control Desk) 3pp 
22772 114 24 X Fiche 30-000. B4/03/ 19. 8403270219 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0027 BABCOCK U WILCOX CO . LYNCHBURG. VA 


8401240304 Ack receipt of 831214 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0027/83-19 
O'REILLY, J P Region 2, Office of Director 84/01/10 ECKERT, J P 
Babcock t Wilcoi Co ip 21909 237 


—0401240315 Responds to NRC 331113 Ut re violations noted in IE Insp 
Rept 70-0027/03-19 Corrective actions sys of notification 
established when byproduct license certification requested 
t, health physicist added to radiation control staff 

ECKERT. J P Babcock t< Wilcoj Co 83/12/14 O'REILLY. J P Region 
2, Office of Director 8pp 21909 23B 


840332014)7 Application for amend to License SNM-42. revi s i ng Section 
IV re fundamental nuclear metis control plan to provide 
production scheduling flexibility for research reactor fuel 
Amend fee eric! 

e Babcock 6 wilcoi Co 84/01/31 BROWN, W 0 Fuel Facility 
Safeguards Licensing Branch Ip 22491 134 


8403030199 Requests all correspondence distributed to NRC regional 
ofc re SNM matl control V accounting f. physical protection 
Correspondence uill enable more timely awareness of issues 
that may ecist u/regicnel ofc 

BROWN, W B Fuel Facility Safeguards Licensing Branch 04/02/07 
REDAN, M Babcock it Wilcoi Cd 2pp 22328 182 


84030701 46 Ack receipt of 830903,1007 8, 1214 Itrs informing NRC of 
step! taken to correct violations noted in IE Insp Rept 
70-0027/83-14 

3T0HR, J P Division of Emergency Preparedness & Materials Eafety 
34/02/08 ECKERT. J 1 P Babcock fc Wilcoi Co Ip 22347 267 


— 8403070149 Responds bo NRC 831117 ltr re violations noted in IE Insp 
Rept 70-0027/83-14 Corrective action* control limits for 
each std uill be calculated from data generated for each 
std within one inventory period 

ECKERT.JP Babcock tt Wilcoi Co 83/12/14 D'REILLY.J P Region 
2. Office of Director 2pp 22347 SAB 


— 8403070153 Responds to NRC 93031! ltr re violations noted in IE Insp 
Rept 70-0027/83-14 Corrective actions control limits for 
finished futl.UNH dissolver feed % Isotopic measurement sys 
recomputed 

ECKERT, J P Babcock it Wilcoi Co 33/09/00 D'REILLY.J P Region 
2, Office of Director 3pp 22547 270 


8403300041 Forwards IE Insp Rept 70-0027 /B4-02 on B40123-27 

STOKR. J P Division of Emergency Preparedness it Materials Safety 
04/02/15 ECKERT, J P Dabcock It Wilcoi Co 2pp 22821 340 


— B403300044 IE Insp Rept 70-0027/84-02 on 840123-27 None omp llanc * noted 
failure of guards of carry ail required equipment & 
adequately test & maintain protected area fence Details 
withheld 

ENNIS. J 0 Region 2, Office of Director MCGUIRE, D R Division 
of Emergency Preparedness it Materials Sofity 84/02/ 1 4 lp, 

22021 342 


3403030203 Forwards request for addl info re 64012A request for 
eiemptton from 10CFR70 3811X81 re long-term storage of 
scrap End withheld (ref 10CFR2 790) 

BROWN, W B Fuel Facility Safeguards Licensing Branch 84/02/21 

REGAN, H A Babcock !< Wilcoi Co lp 22528 154 


8403070326 Forwards IE Insp Rept 70-0027/84-03 on 040124-27 No 
violations or deviations Identified 

8T0HR. J P Division of Emergency Preparedness L Materials Safety 
84/02/23 ECKERT. J P Babcock it Wilcoi Co lp 22546 320 


— -8403070328 IE Insp Rept 70-0027/84-03 on 840124-27 No none omp 1 lan c t 
noted Major areas inspected mgt of mat! control sys & 

Internal control Details withheld (ref 10CFR2 790 it 73 21) 

JONES. D W Region 2. Office of Director MCALPIhC.E J Division 
of Emergency Preparedness it Materials Safety 04/02/15 lp 
22546 329 


8403050361 Responds to 840131 it 0216 Itrs re Ontario-Hydro scrap 
processing contract BLN uill composite Isotopic samples of 
dissolver solution on U-ueigh ted. dal ly basis It assay each 
composite foT U-235 

BROWN, W B Fuel Facility Bafeguards Licensing Branch 84/02/24 

TRENT, L K Babcock it Wilcoi Co lp 22301 33S 


8403160206 Forwards proprietary IE Insp Rspt 70-0027/84-01 on 840116- 
20 Wo violations or deviations identified Rept withheld 
(ref 10CFR2 790 «. 73 21 > 

8TQHR, J P Division of Emergency Preparedness & Materials Safety 
84/03/07 ECKERT.JP Babcock it Wilcox Co 2pp 22660 203 


8403260179 Forwards IE Insp Rept 70-0027/04-05 on 940312-16, No 
violations or deviations noted 

STOHfl. J P Division of Emergency Preparedness tc Materials Safety 
84/03/22 ECKERT. J P Babcock It Wilcoi Co 2pp 22756 ISO, 


—8403260183 IE Insp Rept 70-0027/84-05 on 840312-16 No none omp 1 1 anca 
noted Major areas inspected security organl jat ion, record s l 
rep ts, 1 ocks, key s 6 combinations It physical barriers Details 
withheld (ref IOCFR95) 

ENNIS, J D Region 2. Office of Director MCGUIRE, D fi Division 
of Emergency Preparedness It Materials Safety 84/03/22 lp 
22736* 152 


B403300011 Ack receipt of B40313 ltr Informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
70-0027/84-02 

8T0HR, J P Division of Emergency Preparedness St Materials Safety 
84/03/26 ECKERT. J P Babcock «< Wilcoi Co lp 228 2 2 1 37 


—9403300015 Responds to NRC 040215 ltr re violations noted In IE 
Safeguards Insp Rept 70-0027/04-02 Corrective actions 
Withheld (ref 10CFR2 790) 

ECKERT.JP Babcock 6 Wilcox Co 84/03/15 O'REILLY, JP Region 
2, Office of Director lp 22822 133 


8403270267 ENVIRONMENTAL IMPACT APPRAISAL FOR RENEWAL OF SPECIAL 
NUCLEAR MATERIAL LICENSE NO SMI-42 Docket No 70-27 
(Babcock S< Wilcoi Company, Naval Nuclear Fuel Division) 
a Division of Fuel Cycle it Material Safety NUREG-1049 B4/03/31 
07 pp Available at NRC «4 SO 22787 233 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC , WINDSOR, CT 


8403270273 Informs of issuance of Amend 1 to License SNM-33 re 
decommissioning of evaporation ponds 

PAGE. R, 0 Uranium Fuel Licensing Branch 84/03/09 ESKRIDGE, HE 
Combustion Engineering. Inc lp 227B9 266 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC , ERWIN, TN 


6403030363 Grants 840117 request for 7-day extension for completing 
certain requirements of 10CFR7O 5(e)(4) for 93122S 
high-enriched u physical Inventory, 

BURNETT, R F Division of Safeguards 84/01/19 HENSLEY, K, D, 

Nuclear Fuel Services, Inc (subs of Getty Oil Co ) lp 
22327 317 


8403160329 Forwards IE Enforcement Conference Rept 70-0143/04-06 on 
840216 

O'REILLY. JP Region 2, Office of Director 84/02/24 OUlNhl, F K 
Nuclear Fuel Services, Inc (subs of Getty Oil Co,) lp, 

22639* 15B 


—8403160389 IE Enforcement Conference Rept 70-0143/84-06 on 840216 
Major areas discussed nuclear criticality safety 
vio latl one. 

KAHLE, J B Region 2, Office of Director, MCALPINE, E J. Division 
af Emergency Preparedness & Material* Safety 84/02/24 3pp. 
22659 139 
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6403020196 PNQ-I I-B4-017 on 840227, p ouer to plant lost duo to power 
outage caused by high winds Licenses declared unusual 
event b Initiated plant radiological contingency plan Backup 
pooler continued to function 

KAHLE, J 0 . MCALP1NE. E J Region 2, Office of Director 04/02/27 
2pp. 22439 001 


0403160337 Forwards IE Safeguards Insp Rept 70-0143/84-02 on 
840130-0203 No violations or deviations identified 
8T0HR.J P Division of Emergency Preparedness b Materials Safety 
B 4/02/27 QUINN- F K Nuclear Fuel Services, Inc (subs of Oetty 
Oil Co > 2 pp 22660 118 


— 8403160393 IE Safeguards Insp Rept 70-0143/84-02 on 840130-0204 No 
noncomp l 1 ance noted Major areas inspected measurements & 
statistical controls Details Withheld (ref 10CFR2 790 b 
73 21) 

R ICHARDB, B L Region 2- Office of Director MCALFINE- E J 
Division of Emergency Preparedness b Materials Safety 84/02/27 
ip 22660 120 


8403090220 Responds to 831221 ltr w/two requests For exemption from 
1OCFR70 S7<b)(ll> re control charts First request approved 
New License Condition 4 10 to Amend MPP-1 to License SNM-124 
end Second request requires add! demonstration 

DROWN- W 0 Fuel Facility Safeguards Licensing Branch 84/02/20 
HENSLEY, K D Nuclear Fuel Services, Inc (subs of Oetty Oil Co I 
4pp 22328 110 


8403160130 Ack receipt of E40201 ltr Informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-0143/03-47 
STOHR-J P Division of Emergency Preparedness b Materials Safety 
84/02/28 OUINN, F K Nuclear Fuel Services- Inc (subs of Oetty 
Dll Co ) tp 22633 210 


— 8403160173 Forwards IE Insp Rept 70-0-143/83-47 on B31OO0-12O2 & notice 
of violation Notice of violation t< insp rept withheld 
(raf 10CFR2 790) 

BTOHR, J P Division of Emergency Preparedness t- Materials Safety 
84/01/09 QUINN, F K Nuclear Fuel Services, Inc (subs of Oetty 
Qll Co ) 2pp 52635 214 


0403160377 Discusses IE Enforcement Conference Rept 70-0143/04-06 on 
040216. Item 3 a of licensee commitments on Page 2 of rept 
details changed as listed 

□ 'REILLY, J P Region 2, Office of Director 04/03/03 OUINN, F K 
Nuclear Fuel services, Inc (subs of Oetty Oil Co » Ip 
2263? 350 


— 0403160306 IE Enforcement Conference Rept 70-0143/04-06 djv 040216 Major 
areas discussed nuclear criticality safety violations 
identified by resident & regional inspectors 

KAHLE, J D Region 2, Office of Director MCALPINE,£ J Division 
□ f Emergency preparedness b Materials Safety 04/02/24 3pp 
22639 360 


8403160238 Forwards IE Insp Rept 70-0143/04-05 on B402I4-17 No 
violations or deviations noted 

STOHR, J P Division of Emergency Preparedness b Materials Safety 
04/03/07 OUINN- F K Nuclear Fuel Services, Inc (subs of Oetty 
□11 Co ) 2pp 22660 203 


-8403160270 IE Insp Rept 70-0143/84-03 on 040314-17 No noncompliance 
noted Major areas inspected matl control b accountability 
Dotal Is withheld (ref 10CFR2 790 6 73 2!) 

JONES, 0 W Region 2, Office of Director MCALPINE, E. J Division 
of Emergency preparedness b Materials Safety 04/03/02 lp 
22660' 207 


0403290203 Ack receipt of 840301 ltr Informing NRC of steps taken to 
correct violation noted in IE Safeguard* Insp Rept 
70-0143/83-41 Corrective actions will be examined during 
future insps Ends withheld (ref 10CFR2 790) 

STOHRiJ.P Division of Emergency Preparedness b Materials Safety 
84/03/09. 0A1NN, F, K Nuclear Fuel Services, Inc. (subs of Oetty 
Oil Co 1 ip 22001 333 


0403210131 Forwards IE Safeguards Insp Rapt 70-0143/04-09 on 
840103-0302 No violations or deviations identified 
STOHR.J P Division of Emergency Preparedness b Materials Safety 
04/03/19 QUINN, F. K Nuclear Fuel Services, Inc (subs of Qetty 
Qll Co 1 2pp. 22707.102 


— B403210136 IE Safeguards Insp Rept 70-0143/04-09 on 040103-0302 No 
violations noted Major areas Inspected events reported 1 by 
1 1 censea, f ac 1 11 ty operat Ion, changes b mod, red latien, envl ron 
& physical protection 6 matl control i accounting 
LEE, T D , MCALPINE, E J Region 2, Office of Director 04/03/19 
6pp 22707' 104 


DOCKET 70-0192 PURDUE UNIV , WEST LAFAYETTE, IN 


0403190211 Forwards IE Safeguards Insp Repts 50-182/64-01 b 
70-0132/04—01 on B40216-17 No noncompliance Identified 
AXELSQN, M L Region 3, Office of Director 84/03/14 LYKOUDIS, P 
Purdue Un I v . West Lafayette, IN 2pp 22671 109 24X 

Flcho 50-182, 84/03/14. 8403190211 


DOCKET 70-0190 CATHOLIC UNIV OF AMERICA, WASHINGTON, DC 


0403130422 Discusses IE insp of Licenses SNM-164, SUD-137 i 00-02073-03 
on 840126-27 b forwards notice of violation 

MARTIN, T T Division of Engineering b Technical Programs 84/03/03 
MURPHY, J J Catholic Univ of America, Washington, DC 2pp 
22613 140 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC , UNCASV1LLE, CT 


8403010209 Effluent monitoring rept Jul-Dec I960 W/040126 ltr 

KTRK.W F United Nuclear Corp 03/12/31 HURLEY, T E Region 1, 
Office of Director Spp 22434 239 


0403190231 Ack receipt of 040224 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70-0371/03-08 
Corrective actions will be examined during future insp 
STAROSTECKI, R Division of Project b Resident Programs 84/03/09 
AMY, H O United Nuclear Corp lp 22672 026 


--04O319O234 Responds to NRC 040126 1 tT re violations noted in IE Insp 
Rept 70-0-371 /B3-0S Corrective actions Feb 1964 awareness 
meeting b Mar 1984 annual health physics reorientation 
training will reemphasiie exiting contamination check 
AMY, 0 0 United Nuclear Corp 04/02/24 STAROSTECKI , R Division 
of Project b Resident Programs 2pp 22672 027 


0403220249 Ack receipt of 030812 application b B30915 rev re storage of 
fuel components Interaction analysis failed to identify 
physical b administrative controls to ensure all components 
centrally located In common place 

0 I DINGER, G H Uranium Fuel Licensing Branch 04/03/12 KIRK, W 
United Nuclear Carp Ip 22723 335 


DOCKET 70-0370 ARMY. DEPT OF, ADELPHI, MD 


0403190239 Discusses IE insp of Licenses SNM-34S, 19-17250-01 , 
19-17250-03, 19-17250-04 b 19-17250-03 on 840202 No 
violations noted Major areas inspected interviews w/ 
personnel b procedures b representative records 

MARTIN, T T Division of Engineering L Technical Programs 84/03/14 
MARCUS, S M Army, Dept of 2pp 22670 239 


DOCKET 70-0398 COMMERCE, DEPT OF, WASHINGTON, DC 


0403290043 Forwards IF Safeguards Insp Rept 70-0398/84-01 on 040213-16 
No violations observed 

MARTIN, T T Division of Engineering & Technical Programs 64/02/15 

PEVEY, L E Commerce, Dept of. National Bureau of Standards Spp 

22B06 265 


—0403290066 IE Safeguards Insp Rept 70-039B/B4-01 on 040213-16 No 
noncomp 1 lance noted Major areas inspected facility 
organ! latl on & operation, physical inventory, records b repts 
b mg t of nuclear metis control sys 

DELLA RATTA, A . JOYNER, d H Region 1, Office of Director 
84/03/13 4pp 22006 267 


DOCKET 70-0474 UPSALA COLLEGE, EAST ORANGE, NJ 


0403070264 Ack receipt of B40209 ltr re disposition of Pu-Be source 
under License SNM-450 License will be retired b renewal 
action voided 

GLENN , J E Division of Engineering b Technical Programs 04/02/27 
FELDER, R Upsala College, East Orange, NJ If 22546 228 


— 8403070267 Inform* that Pu-Be source shipped via OF Consol id lated 
Frelghbways b donated to DDE, LA6L for recovery under License 
SNM-430 Transaction rept V bill of lading encl 

FELDER, R Upsala College, East Orange, NJ 04/02/09 NRC - No 

Detailed Affiliation Qiven 3pp 22346 229 
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DOCKET 70-0553 ARMY, DEPT OF, SACRAMENTO, CA 


890320006! IE tnsp Finding] b Licensee Ack dftii B40206-07 of License 
SNM-507 Insp Findings ti o violations observed 

SHOV, D D Region 5, Office of Director B4/02/17 lp 22684 356 


DOCKET 70-068 7 UNION CARO IDE C-ORP . TUXEDO, NY 


8403020231 Forwards final rdpt. “Evaluation of Seismic Response 
Characteristics of Hot Cells S< Related Structures S, 

Equipment at UCC Sterling Forest Research Ctr “ 

ROUSE, L C Advanced Fuel b Spent Fuel Licensing Branch 84/02/16 
RUZICKA.W 0 Union Carbide Corp lp 22519 215 


— 8403030032 "Evaluation of Seismic Response Characteristic s of Hot 
Celle 5 Related Structures b Equipment at UCC Sterling 
FoTeSt Research Ctr, “ final rept 

a Science Applications, Inc NRC-02-B3-035 SAI-1-148-Q8-7BI 

83/11730 NRC - Ho Detailed Affiliation Given 2lpp 

223 1 9 217 


6403290332 Forwards request for addl Info to complete NRC review of 
util 831014 license renewal application Capability needs to 
be strengthened In safety area to provide for audits by 
competent personnel u/curreni operating practice 

R0U5E.L C Advanced Fuel & Spent Fuel Licensing Branch 84/03/12 

MCGOVERN, J J Union Carbide Corp 12pp 22822 238 


8403300137 Ack receipt of 840302 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0687/83-04 
STARDSTECK 1, R Division of Project 6 Resident Programs B4/03/27 
MCGOVERN, J J Union Carbide Carp Ip 22820 347 


— 8403300140 Responds to NRC 840120 Itr re violations noted in IE Insp 
Rept 70-0697/33-04 Corrective actions addl criticality 
safety signs pasted in target production lab l waste storage 
facil 1 ty 

MCGOVERN, J J Union Carbide Corp 84/03/02 STAR09TECK I . R 
Division of Project b Resident Programs lp 22B20 348 


DOCKET 70-0712 KEfiR-MCCEE NUCLEAR CORP , OKLAHOMA CITY. OK 


8403260116 FOtA request for five categories of documents re facilities 
BARNES, C Affiliation Not Assigned 83/12/02 FELTON. J M 
Division of Rules and Records Ip 22763 333 


B403260123 Partial response to F01A request for five categories of 
documents re Kerr-McGee Oil Indus tries, Inc Forwards 
documents listed on app Review of addl documents subj to 
request continuing 

FELTON. J » Division of Rules and Records 84/03/02 BARNES. C 
Affiliation Not Assigned 2pp 22763 334 


--8403260153 Discusses certification of 660426 rept re disposition of 
SNM. per G Haller 660602 telccn Rept should indicate that 
contamination limits met m order for Commission to 
authorlie transfer of facility 

NU5SBAVHER. D A Atomic Energy Commission 66/06/1 0 LAMBERTUS. H 
Kerr-McGea Corp 2pp 22763 348 


DOCKET 70-0734 GA TECHNOLOGIES, INC . SAN DIEGO, CA 


8403060329 Forwards IE Safeguards Insp Rept 70-0734/B4-02 on 040124-27 
No noncomp 1 i ance observed 

NORDERHAUG. L R Region 5, Office of Director 84/C3/01 
PARKER. J W GA Technologies. Inc /General Atomic Co Spp 
22517 359 


— 8403060331 IE Safeguards Insp Rept 70-0734/84-02 an B40124-27 No 
none oflip 1 i anc e identified Major areas inspected organization 
6 operations, measurement controls 1< sh ipp ar/receiver 
verification Details withheld (ref 10CFR2 790) 

NELSON. 0 B , NORDERHAUQ, L R Region 5. Office of Director 
84/02/27 Ip 22517 361 


DOCKET 70-0624 BABCOCK «, WILCOX CO , LYNCHBURG, VA 


B403070107 Informs of Issuance of Amend 6 to License 5NM-77B. revising 
radiological contingency plan. SER end 

PAGE, ft G Uranium Fuel Licensing Branch 04/02/26 OLSEN, A F 
Babcock *■ Wilcoi Co lp 22564 124 


— 3403070112 SER supporting Amend 6 to License SNM-778, revis ing Condition 
13 re radiological contingency plan 

KETZLACH, N Uranium Fuel Licensing Branch 84/02/28 Ip 
22564 125 


DOCKET 70-0920 RENSSELAER POLYTECHNIC INSTITUTE, TROY, NY 


8403D5022B Requests submission of physical security plan meeting filed 
5 i te requirements of 10CFR73 67(d) for protection of SNM 
of moderate strategic significance Reg Guide 5 59 6 addl 
guidance enc 1 W/o and 

BROWN, W Tuel Facility Safeguards Licensing Branch 84/02/17 
RYAN, R (1 Rensselaer Polytechnic Institute, Troy, NY lp 
22327 350 


DOCKET 70-0925 KERR-MCOEE NUCLEAR CORP . OKLAHOMA CITY, OK 


S4G328002B Submits address change for Nuclear Licensing 6 Regulation 
Dept JC Btauter will serve as primary addressee for encl 
list Of 1 lc ens ees 

SHELLEY, W J Kerr-McGee Carp 84/03/21 SCHAEFFER, C NRC - No 
Detailed Affiliation Given 3pp 22777 060 


DOCKET 70-09B4 BATTELLE MEMORIAL INSTITUTE, RICHLAND, WA 


B4031901S9 Forwards IE Safeguards Insp Rept 70-09B4/B4-01 conducted On 
840213-13 Noncamp I iance noted Notice of violation b insp 
rept withheld (ref I0CFR2 790) 

NORDERHAUG, L R Region 3, Office of Director 84/03/13 
OLESEN, D E Battelle Memorial Institute, Pacific Northwest 
Laboratories 2pp 22668 356 


DOCKET 70-1100 COMBUSTION ENGINEERING. INC , WINDSOR, CT 


8401240337 Ack receipt of 031214 Itr informing NRC of steps taken te 
correct violations noted IE Insp Rept 70-1100/03-06 

MARTIN, T T Division of Engineering 6 Technical Programs B4/OI/19 
LICHTENBERGER Combustion Engineering, Inc lp 21920 305 


— B401240340 Responds to NRC 831129 Itr re violations noted In IE Imp 
Rept 70-1100/83-06 Corrective actions waste shipping 
procedure revised to insure prapeT loading b storing of 
waste containers 

LICHTENBERGER Combustion Engineering, Inc 83/12/14 MARTIN,! 7 
Division of Engineering b Technical Programs Spp 21920 306 


8403010360 Forwards IE Insp Rept 70-1100/93-07 on 831201 b notice of 
violation 

MARTIN, T T Division of Engineering b Technical Programs 84/02/li 
LICHTENBERGER Combustion Engineering. Inc 2pp 22434 084. 


— B4030I0362 Notice of violation from insp on B3I201 

a Region 1, Office of Director 04/02/16 Ip 22434' 0B6 


--8403010366 IE Insp Rapt 70-1100/83-07 on 831201 Violation Identified 
pyrophoric matl not made inert 6 burial site not licensed to 
receive untreated pyrophoric matl 

CLEMONS, P , PASCIAK.W Region 1, Office Of Director 84/01/16 
3pp 22434 0B7 


B40307023B Forwards IF. Safeguards Insp Rept 70-1100/84-02 on 
840130-0203 No violations observed 

MARTIN, T T Division of Engineering 8, Technical Programs 04/02/17 
LICHTENBERGER Combustion Engineering, Inc 2pp 22536 273 


— B403070259 IE Bafeguards Insp Rept 70-1100/04-02 on 840130-0203 N« 
nancompliance noted Major areas inspected facility 
organ! i at 1 on b op erat i on, sh ipper/rec e lver verification, 
internal control b records b repts 

SMITH, G C , DELLA RATTA.A . DUNLAP, J M Region I, Office Of 
Dir oc tor 84/02/16 4pp 22536 275 


8403130472 Ack receipt of 840301 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1100/04-01. 

BTAROSTECKl, R Division of Project b Resident Programs 04/03/07. 

LICHTENBERGER Combustion Engineering, Inc lp 22613 326 


— 8403130476 Responds to NRC 840213 Itr re violations noted In IE Insp 
Rept 70-1 I0O/B4-01 Corrective actions criticality safety 
analysis for nuclear matls stored on pellet shop mezzanine 
will be completed by 840316 

LICHTENBERGER Combustion Engineering, Inc 84/03/01 
STAROSTECKI, R Division of Project b Resident Program*. 2PP 
22613 327 
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DOCKET 70-1 113 QENERAL ELECTRIC CO , WILMINGTON, NC 


8403160105 Ack receipt of 03OBO4 Itr informing NRC of step* taken to 
correct violations noted in IE Jnsp Rept 70-1113/83-17 Tuio 
violations correctly designated as separate violation* 

O'REILLY, J P Region 2, Office of Director 04/02/29 LONG, J A 
General Electric Co 2pp 22653 114 


S403160340 Forward* IE Safeguard* insp Rept 70-1113/84-02 on B40206-10 
No violations or deviations noted 

STOHR, U P Division of Emergency Preparedness Si Materials Safety 
34/03/02 LON0.J A General Electric Co 2p p 22659 354 


— 0403160348 IE Safeguards Insp Rept 70-1113/04-02 on 840206-10 
No noncompliance noted Major areas inspected measurements 
& statistical control* Detail* Withheld (ref I0CFR2 790) 

CLAY, E L Region 2, Office of Director MC ALPINE, E J Division 
o-f Emergency Preparedness It Materials Safety 84/02/29 Ip 
22699 356 


S403160375 Forwards IE Safeguards Insp Rept 70-1113/84-01 on 
840206-10 No violations or deviations identified 
STOHR, 3 P Division of Emergency Preparedness tt Materials Safety 
84/03/02 L0NG<3 A General Electric Co 2pp 22660 189 


— -0403160380 IE Safeguards Insp Rept 70-1113/04-01 on 340206-10 No 
noncompliance noted Major areas inspected followup on 
previous insp findings tt verification of export shipment 
Details withheld (ref 10CFR2 790 8t 73 2!> 

DATES, 3 W Region 2, Office of Director MCALP1NE.E 3 Division 
of Emergency Preparedness (t Materials Safety 04/02/29 lp 
22660 191 


JDDCKET 70-1143 WESTINQHQUBE ELECTRIC CORP , PITTSBURGH. PA 


54030 1 0326 "Effluent Semiannual Rep t, Uul-Dec 1983 " W/840130 Itr 
WOOD5UM, H C Meetinghouse Electric Corp 03/12/31 2pp 
22432 012 


DOCKET 70-1151 WEBTINQH0U5E ELECTRIC CORP , PITTSBURGH, PA 


5403160043 Ack receipt of 04010? rev to fundamental nuclear motl 
control plan Addl info re descriptions for all positions 
having functional responsibility requested Rev withheld 
(ref 10CFR2 790! 

.STOHR.J P Division of Emergency Preparedness tt Materials Safety 
84/03/13 BRITTON, W H Westlnghouse Electric Corp 2pp 
22655 124 


DOCKET 70-1193 KERR-MCGEE NUCLEAR CORP > OKLAHOMA CITY, OK 


5403280028 Submits address change for Nuclear Licensing tt Regulation 
Dept JC Stauter will serve as primary addressee for end 
list of 1 i c ensee* 

SHELLEY, W 3 Kerr-McGee Corp 04/03/21 SCHAEFFER, C NRC - No 
Detailed Affiliation Given 3pp 22777 060 


DOCKET 70-1201 BABCOCK 4 NILCOX CO , LYNCHBURG. VA 


S4O307OO15 Informs of issuance of Amend 1 to License SNM-1 1 68, revis Ing 
Condition 24 re radiological contingency plan SER end 
PAGE, R G Uranium Fuel Licensing Branch 84/02/28 FORD, 3, T 
Babcock 6 Wilcox Co Spp 22563 191 


0403070019 Safety evaluation supporting Amend 1 to License 8NM-1168, 

revising Condition 24 re radiological contingency plan 
KETZLACH, N Uranium Fuel Licensing Branch 04/02/28 lp 
22563 193 


DOCKET 70-1257 EXXON NUCLEAR CO , INC , RICHLAND, WA 


3403270214 Forwards IE Insp Rept 70-1237/83-10 on 831114-18 6 notice 
of violation 

S CAR AN O, R A Division oP Radiological Safety tt Safeguard* Program 

84/01/16 NILSON, R Exxon Nuclear Co , Inc (sub*, of Exxon Corp 1 
Sp|t 22772’ 146 


3403270217 Notice of violation from in*p on 831114-10 

THCJMAB, R D Region 5, Office of Director 04/01/16. lp 
22772- 148 


—8403270221 It Insp Rept 70-1257/83-10 on 831114-18 Violations noted 
bucket* containing SNM in specialty fuels bldg separated by 
only 3 inches 6 specialty fuels bldg not posted w/slgn re 
storage Safeguards info deleted (ref 10CFR2 790) 

BROCK, H L , ZURAKOWSKI.P R . THOMAS. R D Region 5, Office -of 
Director 84/01/10 2lpp 22772 149 


8403060416 Ack receipt of 640207 Itr informing NRC of step* taken to 
correct violations noted in IE insp of License SNM- 1227 
WENSLAWSKt, F A Region, 5, Office of Director 84/03/01 
MALODY, C kl Exxon Nuclear Co . Inc (subs of Exxon Corp ) lp 
22511 344 


■ — 8403060421 Responds lo NRC 840116 Itr re violations noted in IE in*p of 
License SNM-1227 Corrective actions taped array outline 
replaced ui/metal grid spacing arrangement to provide 
permanency 6 to keep storage buckets from pushing together 
MALQDY, C W Exxon Nuclear Co , Inc (subs of Exxon Corp ) 

64/ 02/0 7 THOMAS, R D Region 5, Office of Director 2pp 

22511 345 


B403260092 Advises of issuance of Amend 13 to License SNM-1227. 
authorlxing changes to environ monitoring program covering 
well monitoring SER enc 1 

PAGE, R 0 Uranium Fuel Licensing Branch 84/03/09 MALODY, C W 
Exxon Nuc lear Co , Inc (subs of Exxon Corp ) lp 22763 232 


--8403260084 SER supporting issuance of Amend 19 to License BNM-1227 re 
environ monitoring program 

BIDINGER. & H , CROW, W T Uranium Fuel Licensing Branch 84/03/0? 
2pp 22763 233 


8403190224 Furwards IE Safeguards Insp Rept 70-1257/84-01 on 840214-17 
Mo noncomp 1 1 ance noted Rept withheld (ref 1QCFR2 790) 

NORDERHAUG.L R Region 5, Office of Director 84/03/15 NILSON, fi 
Exxon Nuclear Co > inc (subs of Exxon Corp 1 2pp 22670 241 


8403300293 Notifies that Sections 2 6 3 of License &NM-1227 amended to 
authorize OTg ani i at i onal changes 

PAGE, R G Uranium Fuel Licensing Branch 84/03/15 MALQDY.C W 
Exxon Nuclear Co , Inc (subs of Exxon Corp ) lp 2204 4 31? 


— 8403300297 SER supporting 031203 S. 840305 applications for amends to 
License SNN-122 7 , au th or i x i ng organi latlonal changes 
BIDrNGERiG H Uranium Fuel Licensing Branch 84/03/15 lp 
22844 320 


DDCKET 70-1311 AIRFORCE. DEPT OF, U8AF ACADEMY, CO 


0403130401 IE Insp Findings V Licensee Ack dtd 040206 & 07 of License 
SUM-1285 Insp findings no violations observed 
BHOPENN, N M Region 4, Office of Director 04/02/07 lp 
22613 334 


DOCKET 70-1339 IflT CORF . SAN DIEGO, CA 


8403200224 IE Insp Findings & Licensee Ack dtd 840124-25 of License 
SNM-1405 Insp findings refresher training of authorited 
users not conducted every 2 yr* It annual audit not 
conduc ted. p »r Condition 9 

PANG, J F Region 9. Office of Director 84/01/30 lp 22700 021 


8403230241 Forwards revised License SNM-140S k 8ER supporting license 
amend Request for amend should be submitted in form of 
replacement pages to license application 

PAGE, R 0 Uranium Fuel Licensing Branch 84/03/09 MASCHKA, P R 
IRT Corp lp 22759 263 


— 0403230244 License SNM-1403 for IRT Corp authorlxing receipt U 
possession of 25 9 U-233, 100 g Pu/Be source 6 500 g pu-239 
PAGE. R 0 Uranium Fuel Licensing Branch 84 /03/09 2p p 

22739 264 


--B403230246 Safety evaluation supporting renewal of License SNM-1405 
FOSLA, D M Uranium Fuel Licensing Branch CROW, W T Division of 
FueL Cycle & Material Safety 84/03/09 4pp 2275? 266 


DDCKET 70-1621 DUQUESNE LIGHT CO , PITTSBURGH, PA 


0403010293 Forwards Endorsement 58 to MAElU Policy MF-07 l< Endorsement* 
67 6 68 to NELIA Policy NF-226 

BARNET T • J E Conover tt Associates, Inc 84/02/28 DINIT Z, I. 

Office qf Nuclear Reactor Regulation, Director 4pp 22434 264 
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COCKE I 70-1717 NORWALK H05P . NORWALK, CT 


840330016? IE 
06-06941-01 
Steps taken, 
verified 
STEARNS, C F 
22820 053 


tnap Findings *. Licensee Ac k dtd B40307 of Licenses 
£• SNfl-1504 lnsp findings no violations observed 
to correct violations noted in previous lnsp 

Region 1, Office of Director B4/03/07 lp 


DOCKET 70-2199 VE7ERAN5 ADHIN MEDICAL CENTER. WASHINGTON, DC 


—8403140239 QA program approval for radioactive iftatl package 0313. Rev l 
MACDONALD. C E Transportation Certification Branch 84/03/03 
ip 22636 362 


DOCKET 71-0514 NORTH AMERICAN INSPECTION 


B403050330 Forwards OA program approval for radioactive mat! Package 
0314. Rev O 

MACDONALD. C E Tran sp or t a t i on Cer t i f i ca t i on Branch 84/02/24 

8HUMNAY . R North American lnsp lp 22301 319 


B403130294 Ac k receipt of 830830 Itr informing NRC of steps taken to 
correct violations noted In IE lnsp Rept 70-2199/83-02 
MARTIN. T T Division of Engineering t. Technical Programs 84/03/08 
QAVAZZI'A A Veterans Admin Medical Center. Washington. DC lp 
22608 039 


--8403130-302 Responds to NRC B30810 ttr re violations noted In IE lnsp 
Rept 70-2199/83-02 Corrective actions appropriate officials 
notified that NRC approval required to accept nuclear 
pacemakers 

GAVAZZI.A A Veterans Admin Medical Center. Washington. DC 
93/08/30 MARTIN, T T Division of Engineering L Technical 
Programs 7p p 22608 040 


— -8403130308 Ack receipt of 830B1O ltr Ph Circular 10-83-66 re eiplanted 
cardiac pacemaker prostheses Recisslon of nuclear units to 
Veterans Administration facilities completed 
SMITH, J V Veterans Admin Medical Center, Washington. DC 
B3/0B/26 MARTIN. T T Division of Engineering !< Technical 
Programs 5pp 2260B 042 


DOCKET 70-2946 LOUISIANA POWER t, LIGHT CO . NEW ORLEANS, LA 


B4Q30A0190 Forwards Endorsement 13 to NEL1A Policy NF-263 

COOK, K W Louisiana Power 6 Light Co 84/02/27 Assistant 

Director for State '< licensee Relations 2pp 22519 034 


DOCKET 70-2933 EDLOW trHERNAT IONAL CO , WASHINGTON, DC 


B403030365 Notifies Miat 840123, "Physical Security Plan for Protection 
of SNM of low Strategic Significance" acceptable as amended, 
per end previsions Enel withheld i ref 1QCFR2 7901 
BROWN, W B Fuel Facility Safeguards Licensing Branch B4/01/37 
EDLOW, J E-dlow In t erne 1 1 ana 1 Co 3pp 22527 314 


— 84D3051M40 QA program approval for radioactive matl Package 0314, Rev 0 
MACDONALD, C E Tran spor ta t i on Certification Branch 84/02/24 
ip 22501 320 


DOCKET 71-3430 MODEL RCC, -1, -2. -3, -4. WE9TINGH0U5E ELECTRIC CHRP 


0403260331 Forwards Rev 19 to Certificate of Compliance 3430 for Models 
RCC . RCC- 1 , RC C-2. RCC -3 6 RCC-4 

MACDONALD, C E Tran spor tafci on Certification Branch 84/03/09 
WEINTRAUB, A A Energy, Dept of 2pp 22775 283 


•8403260336 Certificate of Compliance 3430. Rev 19. for Models RCC»flCC-l, 
RCC-2. RCC— 3 6 RCC-4 

MACDONALD. C E Transportation Certification Branch 84/03/09 
6pp 22/73 290 


DOCKET 71-6206 MODEL B. BABCOCK & WILCOX CO 


0403010162 Application for amend to Certificate of Compliance 6206, 
changing Fissile Class III to Fissile Class II or III 
FORD, J T Babcock 5 WilcD* Co 84/0i/24 MACDONALD, C E 
Transportation Certification Branch 2pp 22479 219 


- — -8403010166- Rev 0 to "Shipping Safety Analysis " 

a Babcock l < Wilco* Co 80/02/27 ttpp 22479 221 


DOCKET 71-6406 MODEL NONE, ENERGY, DEPT OF 


84030B0394 Forwards Rev 5 to Certificate of Compliance 6406 for 
un 1 rrad i a t ed fuel assemblies 

MACDONALD. C E Transpor tat l on Certification Branch 84/02/29 
ENGEL. N P Energy. Dept of ip 22581 332 


DOCKET 70-2988 PHILADELPHIA ELECTRIC CO , PHILADELPHIA, PA 


8403050367 Forwards request Foi addl info re physical security plan f-or 
protection of SNM of low strategic significance Response 
requested within 30 days W/o encl 

EROWN.W Fuel Facility Safeguards Licensing Branch 84/01/31 
BRADLEY , E G Ph i ]a d e Iph 1 a El ec fcr ic Co lp 22527 313 


B4D330Q307 Submits Items Of interest Affidavit issued 840313 confirming 
that even if fuel pellets damaged by accident involving fuel 
assemblies in shipptng containers, no radiological releases 
In violation of NRC regulations would result 

CUNNINGHAM, R E Division of Fuel Cycle 8- Material Safety 84/03/15 
DAVIS, J G Office of Nuclear Material Safety & Sa f eguard s , Di r ec tq» 
lp 22944 303 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0511 DELTAK CORF 


8403010149 Forwards revised App H to QA program for trans por ta tion of 
radioactive ma 1 1 s Orgamiation chart from radiation safety 
manual added as Figure 1 

JORDAN, D Del tak Corp 84/01/24 GORDON, L Tra nspor ta t i on 
Certification Branch lp 22479 250 


-8403010133 QA program for transportation of radioactive matls 
* Del tak Corp 84/01/24 5pp 22479 231 


DOCKET 71-0513 EDLOW INTERNATIONAL CO 


8403140233 Forwards OA program approval for radioactive matl package 
0313, Rev l 

MACDONALD. C E, Transportation Certification Branch 84/03/05 
POOHURST.B W Edlou International Co Ip 22636 361 


— 8403080396 Certificate of Compliance 6406, Rev 5, for unirradiated fuel 
assemblies Approval record encl 

MACDONALD, C E Tr anspor ta 1 1 on Certification Branch 84/02/29 
5pp 22381 353 


DOCKET 71-6601 MODEL CN8 B-120, CHEK-NUCLEAR SYSTEMS, INC 


8403080312 Forwards fiov 13 to Certificate of Compliance 6601 for 
Model CN3 8-120 

MACDONALD, C E Transportation Certification Branch 84/03/02 
DEAL, R Chom-Nuclear Systems. Inc 4pp 22377 350 


— 8403080314 Certificate of Compliance 6601, Rev 15 for Model CNS 8-120 
Approval record encl 

MACDONALD. C E Transportation Certification Dranch 84/03/02 
4 p p 22577 334 


8403210212 Notification of registration as user of Models CNS G-120 U 
NUPAC 14 D-2 o in response to 840221 request 

MACDONALD, C E Transportation Certification Branch 84/03/09 
WETHY.C M Florida Power L Light Co lp 22709 205 


8403230166 Notification of registration as user of Model CNS 8-120 in 
response to 840221 request 

MACDONALD, C E Transportation Certification Branch B4/03/Q9 
KELbLEY, N D Advanced Medical Systems, Inc lp 22743.348 


DOCKET 71-9001 MODEL JF-300, GENERAL ELECTRIC CO 


B4030S0397 Forwards Rev 17 to Certificate of Compliance 9001 for 
Model TF-300 

MACDONALD, C E Tr anspor ta t i on Cer t i fi cat i on Branc h 84/02/29 

DAWSON, D M General Electric Uranium Management Corp 2pp 
52581 ' 342 



DOCKETED ITEMS 


423 


— 8403000399 Certificate of Compliance 9001, Rev 17, for Model IF-300 
Approval record enc 1 

MACDONALD, C E Transportation Certification Branch 04/02/29 
3pp 22501 344 


DOCKET 71-9009 MODEL FL 10-1, QENERAL ELECTRIC CO 


040304097 4 Forwards request for addl Info re 340121 application 
requesting approval for Model FL 10-1 Jnfo requested 
60 dags from 1 tr receipt 

MACDONALD. C E Transportation Certification Branch B4/02/29 
VAUGHN, C M General Electric Co 3pp 22552 236 


8403230269 Notification of registration as user of Model FL 10-1 In 
response to B40214 request 

MACDONALD, C E Transportation Certification Oranch 84/03/09 
WEINTFIAUB, A A Energy, Dept of Ip 22/59 235 


DOCKET 71-9027 MODEL 741 U 741E, TECHNICAL OPERATIONS', INC 


B403300278 Forwards Rev 4 to Certificate of Compliance 9027 for 
Mode 1 s 741 J, 741E 

MACDONALD, C E Transportation Certification Branch 84/03/19 
MUNRO. J o Technical Operations, Inc 2pp 22044 311 


— B 4 0330 0302 Certificate of Compliance 9027, Rev 4. for Models 741 & 741F 
MACDONALD, C E Transportation Certification Branch 34/03/19 
3pp 22844 312 


DOCKET 71-9036 MODEL C-l, SOURCE PRODUCTION 8, EQUIPMENT CO , INC 


9403280214 Forwards Rev 4 to Certificate of Compliance 9036 for 
Model C-l 

MACDONALD, C E Transportation Certification Branch 84/03/14 
DICHARRV, R F Source Production !< Equipment Co > Inc 2p p 
22709 346 


— a403280218 Certificate of Compliance 9036, Rev 4, for Model C-l 

MACDONALD, C E Transportation Certification Branch 84/03/14 
3pp 22709 340 


DOCKET 71-9071 MODEL AF-101, ANEFCO, INC 


8403020229 Requests listed info to complete review of a40117 
application for amend to Model AP-101 to include 
b oros i 1 1 cate 6 othei silicate solid waste forms in steel 
canisters as authorlied contents 

MACDONALD, C £ Transp or ta 1 1 on Certification Branch 84/02/22 
MURPHY, J D Anefco, Inc 2pp 22493 361 


DOCKET 71-9079 MODEL HN-100, SERIES 2 6 2A, HITTMAN NUCLEAR 


8403210212 Notification of registration as user of Models CNS 8-120 t 
NUPAC 14 D-2 0 In response to 840221 request 

MACDONALD, C E Transportation Certification Branch B4/03/09 
WETHY.C M Florida Power L Light Co Ip 22709 205 


DOCKET 71-9134 MODEL ETfi , EXXON NUCLEAR IDAHO CO 


8403300224 Forwards flev 3 to Certificate of Compliance 9134 for 
Model ETR 

MACDONALD, C E Transportation Certification Branch 84/03/15 
WEINTRAUB.AA Energy, Dept of 2pp 22043039 


— 8403300227 Certificate of Compliance 9134, Rev 3 fOT Model ETR 

MACDONALD, C E Transportation Car 1 1 f i c a 1 1 on Branch B4/03/15 
4pp 22845 041 


DOCKET 71-9160 MODEL 20-VS t 40-VS- GULF NUCLEAR, INC 


8403070011 Forwards request for addl info re 940121 application 
requesting approval for Models 20-VS ti 40-VS Info requested 
60 days from Itr receipt 

MACDONALD. C E Transportation Certification Branch 64/02/29 
0EVILL. M Gulf Nuclear. Inc 2p p 22363 164 


8403300229 Forwards request for addl info re B40306 application for 
approval of Models 20-VS Cc 40-VS Addl info should be 
submitted in form of revised pages Submittal schedule 
requested within 30 days of Itr receipt 

MACDONALD, C E Transportation Certification Branch 84/03/15 
□ EV ILL, M Oulf Nuclear, Inc 2pp 22044 360 


□DCKET 71-9161 MODEL R, GULF NUCLEAR, INC 


8403020-239 Requests addl Info re 840121 application for approval of 
Model R packaging Info requested 30 dags from Itr date 
MACDONALD, C E Transportation Certification Bianch 04/02/24 
BEVILL, M Gulf Nuclear, Inc Ip 22493 360 


DOCKET 71-9162 MODEL GNM-20, CULr NUCLEAR, INC 


□403260094 Forwards Tequest for addl info in response to 630624 
application far app r ova 1 of Model GNM-20 Add I info th ou 1 d be 
submitted in for/n of revised pages Submittal date requested 
within 30 days of Hr date 

MACDONALD, C C Tra n spur ta 1 1 on Certification Branch 84/03/07 

BEVILL, M Gulf Nuc 1 ear, Inc lp 22763 IBB 


DOCKET 71-9175 MODEL CNS6-B0B, NUCLEAR PACKAGINO. INC 


8403160164 Summary of 840302 meeting w/C hem-Nuc 1 ea r Sys.Inc in Silver 
Spring, MD re application for Model CNS 6-80B packaging 
QDEGAAHDEN, R H Transpor tat ion Certification Branch 84/03/06 
Transp or ta 1 1 on Cer 1 1 f 1 ca t ion Branch lp 22662 265 


DOCKET 71-9190 MODEL CASTOR V, GESELLfaCHAFI FUER NUKLEAR SERVICE, MBH 


8403070002 Forwards comments on 831109 partial application for CASTOR 
Vb cask Based on info suhmi t te d. NRC cannot conclode that 
proposed test would be adequate for approving cask design 
Application for OA pi ogram needed prior to ne»t submittal 
MACDONALD, C E Transportation Certification Brandi 84/02/23 
ROLLINS, J D Gesellschaft fuer Nuilear Service, mbH Bpp 
22962 344 


DOCKET 71-9080 MODEL HN-600, NUPAC 7-100 6 CNS 7-100, HITTMAN NUCLEAR 


8403-080416 Forwards Rev 9 to Certificate of Compliance 9060 fur 
Medals HN-600, NUPAC 100 6 CNB 7-100 

MACDONALD, C E Transportation Car 1 1 f 1 ca 1 1 on Branch 84/03/01 
RONE, 0 8 Nestlnghouse Electric Corp 4pp 22567 346 


— 04030804 IB Certificate of Compliance 90Q0.ReV 7, for Models HN-600, 
NUPAC 1O0 St CNB 7-100 Approval record end 

MACDONALD, C E Transportation Certification Branch B4/O3/01 
3pp 22567' 350 


DOCKET 71-9108 MODEL CNS 6-75, CHEM-NUCLEAR SYSTEMS, INC 


8403020420 Forwards Rev 5 to Certificate of Compliance 9100 for 
Model CNS 6-75 

MACDONALD, C E, Transpor tatl on Certification Branch 84/00/22, 
DEAL, R Chem-Nudear Systems, Inc 3pp 22491 269 


—8403020423 Certificate of Compliance 9108, Rev 5, for Model CNS 6-75 
MACDONALD, C E Transportation Certification Branch 04/02/22 
4pp. 22491 272 




IMONDOCKETED ITEMS 


IOC PR COMMISSION MEET INC RECORDS 


04O3O3O447 Transcript of B40224 briefing in Washington, DC re need for 6 
availability of experienced rear tor operators for futur e 
nuclear pouier plants Pp i-95 Supporting documentation t< 
vi euigraphs enc 1 

» Commissioners 04/02/24 141pp 22446 340 


B403Q50246 Staff requirements memo re Commission 040222 meeting in 
Washi Jig ton, DC on advance notice of rulemaking on 
backfitting Commission directed Regulatory Reform Task Force 
to t e< onvone t< consider proposal 

CHILK, 3 J Office of the Secretary of the Commission M04O222 
04/02/29 T0URTELL0T7E. J NRC - No Detailed Affiliation Given 
D KICKS. W J Office of the Executive Director for Operations 

PLAINC. H H Office of the Geneial Counsel 2pp 22327 106 


B4O3O3OP50 Staff requirements memo re Commission af firmat ion. discuss ion 
t< vote in Nash ing tom DC Commission by 3-0 vote approved 
HECY-D4-83/B3A re environ qualification policy statement 
CHICK. a J Office of the Secretary of the Commission MB4022SA 

04/02/29 PLAINE, H H Office or the General Counsel Ip 

22527 103 


0403130130 Transcript of Commission 840229 discussion }< possible vote 
in Wash i ng ton, DC re NRC recommendations on DDE repository 
siting guidelines Supporting documentation end 
s Commissioners 84/02/39 70pp 22640 160 


0403230162 Staff requirements memo re B40229 discussion (c possible vote 
on staff recommendations on DDE repository siting guidelines 
in Wash i ngt-on, DC 

CHICK, 8 J Office of the Secretary of the Commission M04O229A 
04/03/12 DIRCKS, W J Office of the Executive Director for 
Operations lp 22743 349 


— 0403330164 Advises that NRC has approved FR publication of preliminary 
decision re DDE repository siting guidelines presented in 
9ECY-84-670, Subj to listed items 

CHILK. B J Office of the Secretary of the Commission B4/O3/0S 
DIRCKB.W J Office of the Executive Director for Operations 2pp 
23743 350 


0403230 193 Transcript of B40320 briefing in Wash ing ton. DC to Tech Spec 
requirements Pp 1-74 Supporting documentation end 
* Commissioners 84/03/20 B5pp 22759 17B 24X 

Fiche 50-416.04/03/20.6403330195 


□403050277 Transcript of 040227 briefing in Wash 1 ng tan, DC re advanced 
leactors Pp i -56 Supporting documentation end 
» Commissioners 04/02/27 72pp 23501 113 


0403090297 Tranecrlpt of 040227 brlBfing in Wash ing ton, DC re financial 
qualifications 6 long-term rulemaking proposals Pp 1-49 
* Comma ss 1 onel s 04/02/27 53pp 23901 211 


84030303«-'S Transcript of 040227 af firmat ion/d iscussion ti vote in 
Hash i up ton, DC ro 3BCY-D4-71A on statement policy re 
financial qualifications Pp i- J 
» Commissioners 04/02/27 7pp 22301 202 


0403060901 Transcript of Commission 040230 affirmation/discussion l< 
vote In Wash ing ton. DC re publication OF FR notice on 
equipment qualification policy statement Pp 1-3 
» Commissioners 04/02/20 6pp 22552 177 


04030/03/0 Commission d e t ermi na ti on statement withholding transcript 
of closed 030921 meeting ro motion to quash Hartman 
subpoenas 

CHICK. 3 J Office of the Secretary of the Commission 04/02/37 
Public Document Branch lp 22567 201 24X Fiche 50-320,04/02/27, 

0403070370 


0403070379 Transcript of Commission 040229 briefing in Wash i ng tom DC 
re status of util progress toward obtaining full power Ot 
Pp 1 -93 Supporting documentation end 
* Commi ssionors 04/02/29 lOipp 22967 090 24X 

Fic h P 5 0-416, 04/03/29. 0403070370 


0403070415 Transcript of Commission B4O220 discussion of send for S< 
ava 11 oh 111 ty of experienced reactor operators for future 
nucluoi power plants In Wash ingtom DC Pp 96-164 
* Commissioners B4/02/2B 70pp 22566 303 


0403120020 Staff requirements memo re B4022B discussion of operating 
shift experience requirements in Washinhton. DC Development 
of plan to achieve longer-range shift operator experience 
■objectives requested, 

CHILK, □ J Office of the Secretary of tho Commission MB4022BD 
04/03/05 DIRCKS, W J Office of the Executive Director for 
Operations jp 22619 34/ 


0403120034 Staff requirements memo re 040229 briefing in Wash ing ton, DC 
re SAl P review of areas prior to issuance of full-power 
recommendation !< document interpreting LER rept 
CHILK, S «J Office of the Secretary of the Commission, M04O29D 
04/03/02. DiRCKB, W J Office of the Executive Director for 
Opeiations lp 22619 346 24X Fiche 50-416,04/03/02,0403120034 


8403260334 Transcript of Commission 040321 aff irmation/di sc uiei on h 
vote in Wash ing ton, DC re proposed order delegating authority 
to ASLB to hear Part 70 issues raised in Limerick 
proceeding Pp 1-3 

» Commissioners 04/03/21 6pp 22775231 24X 

Tiche 50-352,04/03/21,0403260334 


6403270320 Transcript of Commission B40323 d i sc u s s i on/p os s i h 1 e vote in 
Washington, DC re full power OL for LaSalle Unit 2 Pp i-76 
Supporting document a t ion enc 1 

a Commissioners, 84 /03/23 04pp 22709 153 24X 

Fichu 50-374,04/03/23.8403270320 


0403270335 Tranocrlpt of Commission 040323 affirmation/discussion It 
vote in Wash ington, DC re request for denial of renewal of 
Beabrook Unit 2 CP 4 SECY-B4-40 concerning review of ALAB- 
724 ill matter of Met Ed Pp 1-3 

» Commissi oners ALAB-724 84/03/23 6pp 22707 356 24X 

Fichu 50-000, B4/03/23, 0403270335 


ACJIS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


□307260036 Forwards comments on proposed priority rankings of addl 
group of generic issues discussed during ACFiS 279th 
meeting on B3O707-09 ACR6 disagrees w/certain priority 
rankings proposed by NRC 

LIDAHKIN.M W ACRS - Advisory Committee on Reactor Safeguards 
B3/07/1 5 DIRCKS, W J Office of the Executive Director For 
Operations 10pp 22444 082 


, — 0403010015 Submits comments & requirements re 820019 meeting on 
safeguards issues Safeguards country analyses, spent fuel & 
spent fuel strategy 6 saf e guard goals addressed 
MAU3SHARDT" l> B Office of Nuclear Material Safety & 
Safeguards, Director 02/OB/2O D UR NETT. R F Division of 

Safeguards 2pp 22444 100 


—0403010022 Comments on safeguards research More structuring 6 emphasis 
should be placed on investigating insider, particularly 
coming to grips w/answer to PRA approach Shared research 
between DDE & NRC could work 

DAVIS, J 0 Office of Nuclear Material Safety & 

Safeguards, Director 03/07/14 BURNETT, R F Division of 
Safeguard s lp 22444 102 


— 0403010029 Requests different cross cuts of data on "Insider Adversary 
Study" to help quantify certain aspects of malevolence risk 
Classified insider adversary rept requested 
BURNrTT.fi F Division of Safeguards 82/10/26 CAUDLE.fi. 

Eneigy, Dept of ip. 22444 103 


425 
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NONDOCKETED ITEMS 


--6403010033 Forwards lustograms «< eiplanatory notes that represent most 
recent work in anal^iirq safeguards event data Malevolent 
incidents that challenged safety sys & incident frequencies 
h tiends eiamined 

UIWNLTT. R F Division of Safeguards 32/11/05 MAUSSHARDT 
Office of Nuclear Material Safety t 5af eguards. Di rec t or 2?PP 

22444 104 


—6403010037 Discusses development of safeguards goal re Sabotage 
Probability of sabotage at plant not easily determined 
Questions what would be needed to allow inclusion of 
sabotage In safety goals 

BUHNLTT.fl F Division of Safeguards 03/06/09 DERNERD.R » 
Division of Risk Analysis THOMPSON. H L Division of Human 
Factors Safety ip 22444 133 


-6403010042 Forwards “Quan ti f icat i on of Risk Due to Sabotage at Power 
Reactors " NHC conclusion that inclusion of radiological 
sabotage in safety goal unfeasible 

BURNETT. R F Division of Safeguards B3/12/14 DAUJ3, J 0 
Office of Nuclear Material Safety i Safeguards. Director 36pp 
22444 134 


--B30B04057B Discusses development of safeguards goal. per 630609 memo 
probability of nuclear power plant sabotage cannot be 
estimated u/any Confidence No good measures for predicting 
effectiveness of securities safeguards improvements. 

THOMPSON. M L Division of Human Factors Safety 33/07/26 
HURNCTT. R F Division of Safeguards 2pp 22444 206 


--031215024I Provides concurrence on NMSB summary of EDO 030927 briefing 
on quantification of risk to sabotage at Power reactors Use 
of PRA as tool to develop sabotage stds should be portrayed 
more positively 

THOMAS. C 0 fa tandardi > a fcion It Special Projects Branch 93/12/07 

CRICKSOM, R A Licensing Policy It Programs Branch lp 22444 216 


— 0311140170 Comments on chronology re quantification of risk due to 
sabotage at power reactors, in response to 031027 memo 
SPFIS. T P Division of Safety Technology 93/11/02 
EISENWUT, D S Division of Licensing 2pp 22444 219 


— B312120006 Clarifies position on quantification Of risk due to 
sabotage Author inclines toward more positive view of role 
PRA techniques might flay in regulatory stds development 
bearing upon sabotage 

SPEIS.T P Division of Safety Technology B3/11/29 

EIGCNHUT, D G Division of Licensing lp 22444 220 


0403050348 Notifies of reappointment to ACRB 
PALLAD1NO.N J Commissioners 04/02/22 
Not Assigned BIESS, C P ACRB - Advisory 
Safeguards lp 2250t 322 


BIESS. C P Aff 11 lation 
Committee an Reactor 


0403090340 Discusses major deficiencies in "Critique of 306. " pack*}# 
re inappropriate status {, qual if ications of training manager 
It low level of educ requirements Request views be presented 
at ACRS 831215-17 committoe meetings 

PEAR30N.R 0 HoTtb Carolina State Univ , Raleigh, NC PE ARSON. R 0 
ACRB - Advisory committee on Reactor Safeguards 83/12/06 WARD. D 




B4Q3130222 Transcript of ACRB Subcommittee on Draidwood Station B4&300 
meeting in Joliet, IL Pp 1 -163 Viewgr ap h s rncl 

* ACR3 - Advisory Committee on Reactor Safeguards 94/03/00 
1B5PP 22605 195 24X Ficho 50-456, B4/03/OB, B403130222 

B40314OO0B Transcript of ACRB Subcommittee on Qraidwood Station B40309 
meeting in Joliet, »- Pp 164-B03 Supporting documentation 

SLACKS - Advisory Committee on Reactor Safeguards 04/03/0? 

379 pp 22631 055 24X Fichr 50-456, 04/03/0?, £3403140008 


8403140302 Discusses seismology Issues in OL review Eatremely 
conservative values established for ODE fc BBE Plant site is 
as nearly aseismlc as any site in eastern UB 

MAXWELL, J C Maiwell, J C MAXWCLL, U C ACRS - Advisory Committee 
on Reactor Safeguards B4/01/05 KERR.W ACRS - Advisory Committee 

on Reactor Safeguards ip 22635 317 24X Ficho 50-400, 64/01/05, 

8403140302 


3403140323 Summary of ACRB Subcommittees on Reactor Radiological 
Effects f. Site Evaluation 830710-20 meetings in Washington. 

DC re FPA proposed natl emission stds li radiological 
emergency plans 

* ACRS - Advisory Committee on Reactor Safeguards 83/00/31 
ACR9 - Advisory Committee on Reactor Safeguards 23pp 22635 260 


0403140334 Forwards comments on draft "PRA Ref Document, " based an 
brief & incgmplote review Agress that use of "hot tom-l i ne 
risk numbers" should be discouraged Document comprehensive & 
consi stent 

GARC1A.A A Lawrence Livermore Laboratory B8-B4-004/1 177U 
B4/0I/10 OKRENT, D California, Univ of, Los Angeles, CA 
QHHCNT, D ACRS - Advisory Committee cm Reactor Safeguards 4pp 
22635 171 


--Q4030JC05? Submits si* items requiring followup re status of safeguard 
proqram items Preliminary agenda for Nov 1904 & meeting 
notice re weekly celle^uia on PRA activities end 
HAUSSHARDT.D B Office of Nuclear Material Safety J, 

Safeguards. Director B3/10/20 BURNETT,# F Division of 
Safeguards 1 Ifipp 22444 222 


0403140339 Comments on document evaluating PRA methodology 
effectiveness Risk-worth tabulations for each complete PRA 
should be included 

MUELLER, C J , PEDERSEN, D R Argonno National Laboratory 
MUELLER, C J ACRS - Advisory Coromitteo on Reactor Safeguard# 

04/01/06 SAV10, R ACRB - Advisory Committee on Reactor Safeguard* 
0KREN1.D California, Univ of, Los Angeles, CA 4p 22633 24? 


-8311140250 Discusses initiatives to improve coord inat ion, moral e 6 
training among divs Dn PHA-related subjs 

ROWSOME, F Assistant Director for Technology Review 03/09/21 
SPEIS, T Division of Safety Technology 3pp 2244 4 3 3 8 


--840301Q065 Requests conference room beginning on 031100 h every Tuesday 
thereafter to hold colloqula between NRR L RES members on 
PRA related issues 

nOWSDME, F Assistant Director for Technology Review 03/10/26 

ISCL IN. R E Building 6 Operations Drench ]p 22444 341 


- 8311140240 Proposes program to Improve coordination among divs on PRa- 
relat ed subjs 

RDWSOME, F H Assistant Director for Technology Review 03/10/31 
ERNST, M L Division of Risk Analysis 2pp 22444 342 


■8312190356 Forwards preliminary agenda instituting weekly collquia 
on leactor rssk assessment Collquia senes will begin on 
031108 to discuss NRR PRA far FY94 

ROWSOME. F Assistant Director for Technology Review 83/10/31 
Assistant Director for Technology Review lp 22444 344 


B40I300121 Summarises ACRS 2B5th meeting on 840112-14 re review of 0L 
application, control room design fc tube degradation 
Investigation of allegations re OA requested 
EBERSCXE.J C ACRS - Advisory Committee on Reactor Safeguards 
84/01/16 PALLADIN0.N J Commissioners 3pp 22044 023 24X 

Fiche 50-400,04/01/16.8401300121 


0403050346 Notifies of reappointment to ACRS 

FALLAD1N0 , N J Commissioners 04/02/22 EHEH80LE, J C. Affiliation 

Not Assigned EBERSCJLE, J C ACRS - Advisory Committee on Reactor 
Safeguards lp 22501 321 


0403140352 Summary of ACRS Waste Mgt Subcommittee B3O90B'O9 meeting* 
in Richland. WA to continue review of DDE sito 
characterilatlon rept for BWIP 

» ACR8 - Advisory Committee on Reactor Safeguards 03/it/Ol 
ACRS • Advisory Committee on Reactor Safeguards i?PP. 22635 173 


8403160004 Transcript of ACRS Subcommittees on Reliability l< PRA t< 
Indian Point Units 2 J, 3 040314 meeting in Wash ington, DC. 

Pp 1-60 Supporting documentation end 

» ACRS - Advisory Committee on Reactor Safeguards B4/03/14 6lpp 
22653 2B9 24 X Fiche 50-247,04/03/14,0403160004 


8403160012 Transcript of ACRB Subcommittee on Reliability b Risk 
Assessment 840314 meeting In Wash ing ton, DC Pp 1-54, 

Supporting documentation and 

• ACRS - Advisory Committee on neactor Safeguard* 84/03/14 60pp 
22692 118 


8403160037 Transcript of ACRB Subcommittee on Maint Practices t< 
Procedures B40314 meeting in Washington, DC Pp 1-254 
Supporting documentation end 

» ACRS - Advisory Committee on Reactor Safeguards 04/03/14. 
509pp 22650 001 


940314004A Discuss™ adequacy of proposed rulemaking change to 
1 OCFRSOi App Ar insuring human Factor spec# in design 
operation criteria 

DEDDNSiA ACRB - Advisory Committee on Reactor Safeguard# 

03/12/21 WARDiD ACRB - Advisory Committee on Reactor Safeguardi 
Spp 22662 322 


6403160053 Comments on DOE B31U8 final guideline* for recommendation 
of sites fur nuclear waste repositories 

□ S S /!|CR9 “ Advisory Committee on Reactor Safeguard* 
PHILBR1CK, S B Philbrick, B S 03/12/19 MOELLER, D W ACRS - 
Advisory Committee on Reactor Safeguards, 2 pp 22662' 320 
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B4Q316Q059 Discusses B31206 meeting w/D Bheron 8, J Qutman re 
con tri hut Ion of semiscale Integral facility in licensing 
efforts Specific issues addressed w/help of semiscale 
listed 

CA7T8N, I ACRS " Advisory Committee on Reactor Safeguards 
BA/01/03 BOEHNERT > P ACRS - Advisory Committee on Reactor 
Safeguards 2pp 22662 316 


0403160067 Transcipt of ACRS Subcommittee on Safety Philosophy. 
Technology t< Criteria B40314 meeting in Washing ton. DC Pp 
1-171 Supporting documentation end 

* ACRS - Advisory Committee on Reactor Safeguards B4/03/14 
1 73pj> 22639 179 


B4 031 60076 Comments on TRAC— PWR or RELAP5 for future development 
Recommends code development be stopped Code assessment 
program should be conducted by final user of code 
CATION, 1 ACRS - Advisory Committee on Reactor Safeguards 
34/01/06 BOEHNERT, P ACRS - Advisory Committee on Reactor 
Safeguards 2pp 22662 2B6 


B4O3160OS3 Comments on 040103-04 site visit St OL hearing in ApBX.NC 
Requests opportunity to view final control room t< new 
s lmulafcor 

PEARBON, R 0 North Carolina State Univ , Raleigh, NC PEARSON, R 0 
ACRS - Advisory Committee on Reactor Safeguards 84/01/03 KERR, W 

ACRB - Advisory Committee on Reactor Safeguards MAJOR. R North 

Carolina State Univ , Raleigh, NC 3pp 22663 276 24X 

Fiche' 50-400, B4/01/03, B403160083 


B403L90 1 OB Transcript of ACRS 207th general meeting on B40315 in 
Wash in g ton, DC, pp 1-190 Supporting documentation end 
* ACRB - Advisory Committee on Reactor Safeguards 64/03/13 
237pp. 22669 007 


B4032100S4 Transcript of 2B7th ACRB general meeting on 840316 in 
Wash ing ton, DC Pp 19t-2S9 Supporting documentation enc 1 
* ACRS - Advisory Committee on Reactor Safeguards 64/03/ 16 
jOOpp 22705 186 


8403220064 Transcript of ACRS Subcommittee on ECCS DWR B40320 meeting 
in Wash ington, DC Pp 1-363 Supporting documentation end 
# ACRQ - Advisory Committee on Reactor Safeguards S4/03/20 
499pp 22711' 001 


8403220118 Recommends that proposed rule change to 10CFR50, App A be 
published for public comment 6 provides editorial comments 
Change would add human factor design criterion to general 
cr 1 tori on 

KEYSERLJNG, W M ACRS - Advisory Committee on Reactor Safeguards 
03/12/12 WAND, D ACRB — Advisory Committee on Reactor Safeguards 
2pp. £>2723.205 


8403230121 Transcript of ACRS Subcommittee on ECCS ?i DHR 840321 meeting 
in Wash ington, DC Pp 364-6B0 

» ACRS - Advisory Committee on Reactor Safeguards 84/03/21 
4B 1 p p, 22729 001 


B403260297 Transcript of ACRS 840322 seminar on PRA In Washington, DC 
Pp 1-421 Supporting documentation end 

• ACRS - Advisory Committee on Reactor Safeguards 84/03/22 
666pp. 22731 082 


B40327000S Transcript of 840323 seminar in Wash ington. DC re PRA 
Pp 422-633 Supporting documentation end, 

* ACRS - Advisory Committee on Reactor Safeguards 84/03/23 
390 pp 22767 001 


B403280241 Questions requirements of Reg Guide 1 97 to insure 
Instrumentation to follow course of acc ldent, including 
severe acc 1 d ents. Qual i Pica tion requirements do not include 
anything beyond DBA 

CATION, I. California. Univ of, Los Angeles, CA CATION,! ACRS - 
Advisory Committee on Reactor Safeguards B4/02/17 CAPUCCI.A J 
ACRS - Advisory Committee on Reactor Safeguards Ip 22B03 209 


8403260307 Summary of ACRS Subcommittee on Extreme External Phenomena 
831012 meeting w/uti 1, Wes tinghouse, TERA 6 Univ of Illinois 
in Wash Ington, DC re use of tan effect methodology in seismic 
design analysis at Diablo Canyon. Agenda end 

* ACRB - Advisory Committee on Reactor Safeguards 83/11/23 
ACRB - Advisory Committee on Reactor Safeguards. I6pp 22800,040 
24 X Fiche 30-273, B3/1 1/25, 0403280307 


S4D3S8030B Summary of ACRS Subcommittee on Human Factors 831130 
meeting w/Westinghouse, DNL, Inter loch Group h DOE in 
Washington, DC re proposed revs to Reg Guides I 149,1 0, i 134 
tc 1.114 & proposed mod to 10CFR50,App A. 

*• ACRS - Advisory Committee on Reactor Safeguards 84/02/24 
ACRS - Advisory Committee on Reactor Safeguards 33pp 22800 007 


Q4032BD310 Summary of ACRS Subcommittee on Electrical Sys B31116 
meeting in Wash ing t on, DC rs FYB5— 86 research programs for 
Jns tTumen ta 1 1 on 6 Control Branch, including surveillance h 
diagnostic techniques Agenda h viewgraphs end 
* ACRS - Advisory Committee on Reactor Safeguards 03/12/19 
ACRS - Advisory Committee on Reactor Safeguards 17pp 22807 352 


8403280313 Summary of ACRS Subcommittee on Reliability & Probabilistic 
Assessment 831116 meeting w/GAO in Washington, DC is 
FY85-S6 budget proposals f< OAO 030927 ltr concerning PRA 
* ACHS - Advisory Committee on Reactor Safeguards 84/01/23 
ACRS - Advisory Committee on Reactor Safeguards 9pp 22807 343 


B4O320O314 Summariies 1DC0R F 1 ss i on-Pr oduc t /Sour c e- f erm meeting 
Overall treatment given to severe accident problem 
commendable 

CORRADJNI.il Wisconsin, Univ of, Madison, W1 CORRADINIiM ACRS - 
Advisory Committee on Heactor Safeguards 84/02/23 KERR, W 
Michigan, Univ of. Ann Arbor, MI KERR, W ACRS - Advisory 
Committee on Reactor Safegoards 4pp 22807 339 


B403280316 Submits comments on 031221 containment meeting in Knoiville, 
TN Value of TMI-3 Action Plan as tool for reducing severe 
accident risk debatable 

OENDEH, M Query tech, Inc BENDER, M ACRS - Advisory Committee an 
Reactoi Safeguard* 84/01/31 KERR, W ACHS - Advisory Committee on 
Reactor Safeguards 2pp 22799 337 


0403280320 Summary of ACRS Subcommittees on Heactor Radiological 
Effects, Air Sys 6 Waste Mgt 031201-03 meetings w/Bechtel. 

DOE. Nucleonics Wk & Doub k MuntJing in Wash ing ton, DC re 
proposed research 

* ACRS - Advisory Committee on Reactor Safeguards 84/03/13 
ACRS - Advisory Committee cm Reactor Safeguards 17pp 2280/ 322 


84032B0326 Comments on ACRS Class 9 Subcommittee 840127 meeting re 
working draft of Pinal NRC policy statement on severe 
reactor accidents Mat! should be carefully reworded to make 
statements precise 6 nonr epe t i ti ve 

CORRAL)] N1 , H Witconsin. Univ of, Madison, WI CORftADINI , tl ACHS - 
Advisoiy Committee on Reactor Safeguards 84/01/30 KERR, W 
Michigan, Univ of. Ann Arbor. MI KEHR. W ACHS - Advisory 
Committee on Reactor Safeguards 2pp 22799 360 


8403200333 Summary of ACRS Sub c oimnl t tee on RE Ginna 831116 meeting ui/ 
util s, G 1 Ibert Assoc, Wes tl nghoose, KMC, Inc, Tay Iot Assoc & 

Lclloeuf, Lamb, Lelby 1, MacRae in Wash ington, DC re application 
to convert provisional OL to Pull-term OL 

* ACRS - Advisory Committee on Reactor Safeguards 84/02/10 
ACRS ■ Advisory Committee on Reactor Safeguard* 20pp 22807 239 
24X Tithe 50-244,04/02/10,8403280333 


84032B034 1 Forwards rept on 833129—1201 meetings at Harpers Ferry, WV 
re 1DC0R analysis program Second meeting on same subj 
matter, w/ spec 1 Pic p rees tab I 1 shed set of questions needed 
BENDER. M Querytech. Inc BENDER, M ACR9 - Advisory Committee on 
Reactoi 1 Safeguards 84/01/04 KERR,U ACR3 — Advisory Committee or 
Reactor Safeguards 9pp 22B07 194 


04032B0345 Summoriies ACRS Class 9 031012 meeting re 030922 rev to 
83O0O& document, '"Severe Accident Decisions far Existing 
Nuclear Power Plants " Regulatory questions, technical Issues 
«, direction of future meeting* addressed 

CORRADlNl.fi ACRS - Advisory Committee on Reactor Safeguards 
83/10/12 KERR, W ACRS — Advisory Committee on Reactor Safeguards 
22pp 22799 334 


B403290D02 Tlnal response to FOIA request far Pour categories of 
documents 1 tests, stud i e* $, analyses referencing or pertaining 
to NUREG-0 1 03, "STB for B6W PWR " App A documents and 
FELTON, J M Division of Rules and Records 84/01/13 MADDEN. I J 
KoyB, Scholer, Flerman, Hays 4, Handler 6pp 22B16 127 24X 

Fiche. OQ-OOQ, 84/01/13, 6403290002 


--8403290068 Lists proposed reg guides that Engineering StdS Branch plan 
to submit to ACR8 Safety Guide Subcommittee for 
consideration at Feb meeting. 

ARIOTTO.G A Atomic Energy Commission - Directorate of Regulatory 
Standards 73/01/26 BURNS, W ACRS - Advisory Committee on 

Reactor Safeguards lp 22816 337 


8403290067 Summary of ACRS Subcommittee on Quality & GA in Design & 
Const 631206 meeting w/S&W. NUTECH Engineers, Inc. Sandia Labs, 

EEI, DDL, Ga ner Assoc, Taylor Aasoc,Fauth Aa»nc, Inc EOechtel 
In Washington, DC 

» ACII6 - Advisory Committee on Reactor Safeguards 84/01/23 
ACRS - Advisory Committee on Reactor Safeguard* !9pp 22822 191 


B403290I 10 Forwards J Pre*ton B30104 memo re qeneric safety Issues 
pri ori t 1 iat i on methodology for placement In PDR 
ROBERTS, B J ACRS - Advisory Committee on Reactor Safeguards 
84/03/14 MCKNIGHT.J Distribution Services Branch ip 
22828 214 
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— 04O3P9OS1.3 Advises of reviowi OF generic safety issues p r iot i ti aat i on 
methodology described in NlfREO-0933 Inherent limitations 
of value impact score formula discussed Use of structured & 
itriatlve consensus judgement methodology recommended 
PHEMON. J ALPS - Advisory Committee on Reactor Bafe guards 
83/01/04 BENDER. M ACRE - Advisory Committee on Reactor 
Safeguards 3pp 2c!822 219 


B403290J62 Summary Of ACRS, Subcommittee on Safety Research Program 
B40J 1 1 meeting in Wash i n,g ton* DC re OMD Final mark on NRC 
safety research program budget for FYQ5 6 draft version of 
ACRE ri.pt to Congress on related matter Vieujgraphs enc I 
» ACHb - Advisory Committee on Reactor Safeguards B4/02/22 
ACHS - Advisory Committee on Reactor Safeguards 22pp 22822 266 


8403300240 Summary of ACRS Subcommittee on Human Factors 631207 
meeting in Wash i ngton. UC re status of ongoing activities in 
NRC human Factors program plan, human reliability data base £> 
uses ?< review of program budget for FYB5-Q6 

» ACHD — Advisory Committee On Reactor Safeguards 83/12/07 
ACRS — Advisory Committee on Reactor Safeguards 24pp 22842 320 


8403300246 Comments on containment per formance g ul d e 1 ines » f i f t h source 
term meeting t< severe accident program for LWR regulation 
CATTONi I ACRS - Advisory Committee on Reactor Safeguards 
04/02/06 WANQ, A ACRS - Advisory Committee on Reactor Safeguards 
4pp 22840 348 


ADVCM NRC ADVISORY COMMITTEE 


8403060-410 Responds to 040214 request for 30-dag eitension to comment 
on draft suppl til programmatic E!5 Due date For comments 
ei tended to 8404-02 

DENTON. H -R Office of Nuclear Reactor Regulation. Director 
847 03/0 1 MORRIS, A E Lancaster, PA 2pp 22381 328 24X 

Fiche 30-320,04/03/01, 8403080410 


— B4030B04i2 Requests 30-day eitension to comment on programmatic EIB 
update 

MORRIS, A E Advisory Council foi Decontamination of TM1 Unit 2 
84/02/ 14 PALLADINQ. N J CoJnmi st loners 2pp 223 B I 329 24X 

T i che 30-320, 84/03/01, D40J0B0410 


C0MMI33IQH NRC COMMISSIONERS 


8402130393 Responds to 840111 request for development of facility 
public safety oversight committee Merits of committee not 
judged duo to util Intention nut to complete project as 
nuclear plant 

PALLADINO, N J Commissioners 04/01/31 C8LLINS.il L Kentucky. 
Common wealth of, tp 22662 250 24X Fiche 30-338.84/01/31, 

8402130393 


--8402130399 Responds to 831212 request for development of facility 
public safety ovei sight committee Merits of committee sot 
judged due to util Intention not to complete project as 
due 1 ( ar p lant 

PA11AD1N3, N 0 C omm t ssioners 84/01/31 BQRTZ, A Cincinnati, 

Oil lp 22662 251 24X Fiche 50-338,04/01/31.8402130393 


— 13402130390 Responds to 831221 request fo-r development of facility 
public safety oversight committee Merits of committee not 
judged due to util Intention not to complete project as 
nuclear plant 

F At LADING, N J Commissioners 84/01/31 METZENBAUM.H M Donate, 
Lncrqy & Natural Resources ip 22662 232 24X 

Fiche S0-35B, 04/01/31, S402130393 


- -840213033-3 Responds to 831215 request for development of facility 
public safety oversight committee Merits of committee not 
judged due to util Intention not to complete project as 
nuclear plant 

FALL ADINO, N J Commissioners 84/01/3J CELESTE. R F Ohio. 
State of 4pp 22662 253 24X Fiche 30-358.64/01/31,0402130393 


— B402I30393 Requests development of proposed facility public oversight 
committee Committee establishment would inspire public 
c onf 1 deuce 

COLLINS, M I- Kentucky. Commonwealth of. 84/01/11 f'ALLADINQ.N 
Comm l s s IoneTS Ip 32 6 6 2 2 54 2 4X Fiche 50-358, B4/01/31, 

9102130393 


- — 8402130392 Requests development of public oversight committee to review 
facility safety-related problems NRC S, util credibility 
questioned as public witness cost overruns i< safety flaws 
MET2LNBAUM. H M Senate, Energy S< Natural Resources 03/12/21 
PALLADINO. N J Commissioners ip P2662 B57 24X 

Fiche 30-358, B4/01 /3I. B4021 30393 


— B402130360 Requests changes in proposed facility oversight committee 
Changes needed to inspire public confidence in oversight 
proct s s 

CELESTE, R F Ohio, State of B3/12/15 PALLADINO, N 
Commissioners ip 22662 250 24X Fiche 50-358,04/01/31, 

Q4021 30393 


8402220P91 Responds to 631209 l tr in opposition to restart until aJ 1 
outstanding IsBues resolved 

PALLADINO, NO Commissioners 04/01/31 HEINZ. J Senate Ip 
22584 306 24X Fiche 90-289, 84/01 /3i , 8402220291 


— 8403090003 Responds to B31212 Itr expressing concern re protracted time 
peiiod for resolving TMI-1 restart Issue Notice to parties 
issued on 840127 end W/o end 

PALLADINO, N J Commissioners 84/01/31 KOLTER.J P House of 
Rep ip 225B4 305 24X Fiche 50-209. B4/01 /3l, B40222029 1 


— 8403090004 Responds to 831212 ltr expressing concern re protracted tlae 
peiiod for resolving TMl-1 restart issue Notice to parties 
issued on 84012/ end M/o end 

PALLADINO, N J Commissioners B4/01/31 MURPHY, A J House of 
Rep lp 22384 307 24X Fiche 50-289,04/01/31,8402220291 


— 8403090005 Responds to 331212 ltr expressing concern re protracted tine 
peiiod for resolving TMI-1 restart Issue Notice to parties 
lssutd on 840127 end W/o end 

PALLADINO. N J Commissioners 84/01/31 MURTHA.J P House of 
Rep Ip 22584 300 24X Fiche 30-209-84/01/31,0402220291 


— 8403090007 Responds to B31212 ltr expressing concern re protracted time 
period for resolving TMl-l restart issue Notice to parties 
issued on 840127 encl W/o end 

PAllADINO.N J Commissioners B4/01/3! CLINOER.W F House of 
ITep Ip 22384 309 24X Fiche 30-289, B4 /01 /31 , 840222029 i 


— 840309QOQB Responds to 831212 ltr expressing concern rs protracted time 
peiiod tor resolving TMI-1 restart Issue Notice to parties 
issued on B40127 encl W/o end 

PALLADINO. N J Commissioners 84/01/31 OAYDOB, J M House of 
Rep Ip 82584 310 24X Fiche 30-289,84/01/31.8402220291 


--0403090009 Responds to 831212 ltr expressing concern re protracted tl*t 
peiiod for resolving TMI-1 restart issue Notice to parties 
issued on 840127 end W/o encl 

PALLADINO, N J Cnmirii ss loner s 84/01/31 RITTER, D llouso of Rep 

lp 22384 311 24X Fiche 50-209,04/01/31,8402220291 


— B403090010 Rerponda to 831212 ltr expressing concern ro protracted tide 
peiiod for resolving IMI-1 restart issue Notice to parties 
istued on 840127 encl W/o encl 

PALLADINO, N J Commissioners 84/01/31 HARRISON, F House of 
Rep lp 22504 312 24X Fiche 30-289,84/01/31.8402220271 


— 0403090013 Expresses concern re protracted time period for resolution 
of issues surrounding TMI-1 restart Commission should place 
primary emphasis on ability of util mgt to operate plant 
safely 

GAYDC1S, J M . WJLTER.vl P , MURPHY, A 3 House of Rep 83/12/12 
PALLADINO, N , GILLINSKY.V , ROBERTS, T Commissioners 5pp 
22584 331 24X Fiche 30-2B9, 84/01/31, B402220291 


— 8403090011 Expresses concern re protracted time period for resolution 
of Issues surrounding TMI-1 restart Commission should plate 
primary emphasis on ability of util mgt to operate plant 
safely 

HARRISON, F House of Rep 03/12/13 PALLAD1N8, N , 01LJNSKY.V . 

ROHERTe, T Commissioners 2pp 22384 329 24X 

mho 50-289, 84/01/31,8402220291 


8403010024 Responds to F01A request for documents re petition for 
rulemaking PRM-50-31 from Citizens Task Force of Chapel 
Hill, ML Forwards App A documents App B documents completely 
withheld (ref Fill A Exemption 5> 

r ELTON, J M Division of Rules and Records 84/01/1B 8HOLLY.fi C 
Union of Concerned Scientists 4pp 22446 035 


— 8403010038 Requests documents re petition for rulemaking PRM-30-31 
filed by Citixens Task Force J< R Dernero B30916 memo to 
NRC dlv directors re draft rulemaking on emergency 
preparedness 

NARKIY.E J House of Rep , Interior 6 Insular Affairs 83/09/22 
f'ALLADINQ.N J Commissioners lp 23446,040 


04030104/7 Responds to 840113 ltr re release of radioactive matl Into 
atmosphere t, embrittlement of containment shells in older 
nuclear power plants & capability of containment structure 
to withstand pressuriied thermal shock 

ITCNTON, H R Offire of Nuclear Reactor Regulation, Director 
H4/0P/I3 AMDORD. D A Affiliation Not Assigned 3pp 22438,300 
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--B403D10500 Eipresses concern re backward shift rotation of plant 
operators 6 embrittlement of containment shells In older 
nuclear power plants due to constant bombardment of high 
levels of radiation 

AMBORD.D A Affiliation Not Assigned 04/01/13 PALLADINO.N J 
Commissioners lp 22430 303 


8403050196 Requests to be notified if WO Bell will continue to be state 
liaison officer or if new liaison officer will be appointed 
PALLADINO.N J Commissioners 04/03/22 ALLA IN. W A Mississippi. 
State of 2pp 22320 103 


0403080200 Forwards rept on administration of F01A by NRC for CY03. per 
Public Law 93-502 

PALLADINO.N J Commissioners 04/02/24 O'NEILL. TP House of 
Rep • Speaker of the House lp 22320 167 


— G403050204 Forwards rept on administration of FDIA by NRC for CY03. per 
Public Law 93-502 

PALLADINO.N 0 Commissioners 04/02/24 BUSH. 0 H Senate. 
President of the 9enate I4pp 22528 160 


8403050346 Notifies of reappointment to AC RS 

PALLAD1ND.N J Commissioners 84/02/22 EBERSOLE, J, C Affiliation 
Not Assigned EBERSOLE. J C ACRS - Advisory Committee on Reactor 
Safeguards tp 22501 321 


0403030340 Notifies of reappointment to ACRS 

PALLADINO.N J Commissioners 04/02/22 SJESB, C P Affiliation 
Not Assigned B1ES8. C P ACRS — Advisory Committee on Reactor 
Safeguards lp 22501 322 


0403080362 Forwards responses to Q31S0B questions for inclusion in 
record of 030906 hearing re Southeast Interstate Low Level 
Radwaste Mgt Compact 

PALLADINO.N J Commissioners B4/02/08 THURMOND, 0 Senate, 
Judiciary 16pp 22319 267 


0403030379 Requests to be notified if RL Sanders will continue as state 
liaison officer or if new liaison will be appointed 
PALLADINO.N J Commissioners 84/02/22 COLLINS, M L Kontucky, 
Commonwealth of. 2pp 22527’ 286 


0403060014 Prepared testimony of NJ Palladino to Subcommittee on 
Nuclear Regulation, Commi ttoe on Environ & Public Norks. 

US Senate re Commission budget request for FY85 
PALLADINO.N J Commissioners 04/02/23 23pp 32540’ 260 


B40306001B Forwards NRC CYB3 summary of action® taken in response to 
Comptroller General r ec ommend ati ons. Ac tivi t i es fall short of 
intent of Recommendation 2 of GA0/RCED-03-4 re improving 
reactor operator capabilities W/o end 

PALLADINO.N J Commissioners. 84/01/31 HATFIELD.M O Senate, 
Appropriations lp 22520 330 


— 8403060023 Forwards NRC CYB3 summary of actions taken in response to 
Comptroller General recommendations Activities fall short of 
intent of Recommendation 2 of ©AQ/RCED-83-4 re improving 
reactor operator capabilities W/o end 

PALLADINO.N J Commissioners 04/01/31 ROTH, W V Senate, 
Governmental Affairs lp 22520 339 


— 8403060030 Forwards NRC CY03 summary of actions taken in response to 
Comptroller Oeneral recommendations Activities fall short of 
intBnt of Recommendation 2 of QA0/RCED-B3-4 re Improving 
reactor operator capabilities W/o end 

PALLADINO, N, J Commissioners 04/01/31 BROOKS, J House of 
Rep., Government operations lp 22520 340 


— 8403060037 Forwards NRC CYB3 summary of actions taken In response to 
Comptroller General recommendations Activities fall short of 
Intent of Recommendation 2 of QAO/RCED-83 -4 re Improving 
reactor operator capabilities W/o end 

PALLADINO.N U Commissioners 04/01/31 SIMPSON, A K Senate, 
Environment i. Public Works lp 22528 341 


— B403060046 Forwards NRC CY83 summary of actions taken in response to 
Comptroller General recommendations Activities fall short of 
Intent of Recommendation 2 of OAO/RCED-83-4 re Improving 
reactor operator capabilities W/o end. 

PALLADINO.N J. Commissioners 64/01/31 UDALL, M K. House of 
Rep . Interior & Insular Affairs ip, 22520 342 


— 0403060061 Forwards NRC CYB3 summary of actions taken in response to 
Comptroller General recommendations Activities fall short of 
intent of Recommendation 2 of GAQ/RCED-03-4 re Improving 
reactor operator capabilities W/o end 

PALLADINO, N J, Commissioners. 84/01/31 OTTINGER.RL House of 
Hep > Energy & Commerce lp 22528 343 


- -B403060065 Forwards NRC CY03 summary of actions taken in response to 
Comptroller General r ec ommendat l ons Activities fall short of 
intent of Rocommende tion 2 of GAO/RCED-83-4 re improvinq 
reactor oper-atnr capabilities W/o end 

PALIADIN8, N J Commissioners 84/01/31 WHITTEN, U House of 
Rep , Appropriations lp 2252B 344 


S403060071 Forward s NRC CY03 summary of actions taken in response to 
Comptroller General r ec ommenda t l ons Activities fall short of 
intent of Recommendation 2 of GAO/RCED-83-4 re improving 
reactor operator capabilities W/o end 

PALLADINO, N J Commissioners 84/01/31 B0W5HER, C A General 
Accounting Office lp 22523 345 


— 8403060074 Forwards NRC CYB3 summary of actions taken In response to 
Comptroller General recommendations Activities fall short of 
intent of Recommendation 2 of GAO/RCED-83-4 re improving 
reactor opecator capabilities 

PALLADINO.N J Commissioners 84/01/31 STOCKMAN, D A Office of 
Manog omen t 6 Budget 7pp 2252B 346 


04O3O6O4B7 Weekly info rept for wk ending 040224 

REHM, T A Office of the Executive Director for Operations 
04/03/01 43pp 22552 116 


0403070053 Responds to 831214 1 tr suggesting Commission refuse to 
restart Unit 1 until funding for Unit 2 cleanup in place 
Commission does not believe that Unit 1 restart & Unit 2 
cleanup should be tied together 

PALLADINO.N J Commissioners B4/O2/O0 MORRIS, A E Advisory 
Council for Decontamination of TMF Unit 2 lp 22563 193 24X 

Fiche 50-289, 04/02/03, B4030700S3 


— 8403070060 Responds to 831213 ltr re criminal indictment of Met Ed •< 
cleanup of unit 2 Commission does not believe delaying 
restart would accelerate Unit 2 cleanup Unit 1 restart J, 

Unit 2 cleanup should not be tied together 

PALLADINO, N J Commissioners B4/02/0B MORRIS, A E House of 
flep lp 22563 199 24X Fiche 50-209,04/02/02,8403070053 


— Q403070069 Responds to 831207 ltr urging Commission not to authoriie 
restart of Unit 1 Commission views on restart set forth In 
em t 840127 notice to parties Commission does not believe 
Unit 1 restart t. Unit 2 cleanup related 

PALLADINO.N J Commissioners 84/02/0B QEKAS, 0 H House of 
Hep lp 22563 200 24X Ficho 50-209,04/02/00.0403070053 


--04030/0073 Urges Commission not to accept recommendation to restart 
Unit 1 in light of mgt integrity review 6 criminal 
pioteedings ?< slaw pace of Unit 2 cleanup 
GEKA3.G W House of Rap 03/12/07 PALLADINO.N J 
Commi ssloners lp 22563 217 24X Ticho 30-209.04/02/08, 

8403070053 


— 04030/0076 Advises of convictions re Unit l restart Due to criminal 
indictments L belief thab Unit 1 revenue should go directly 
toward Unit 2 cleanup, rsceismeeds against restart 
WALKFR, R 3 House of Rep 03/12/13 PALLADINO.N , A5SELSTINE, J 
HERN! HAL. F Commissioners lp 22563 218 24X 

Fiche 90-289, 84/02/09. 0403070053 


□4031203/6 Responds to 840109 request for Info re accident source term 
6 tract ganeg planning lone Final resolution will not be 
made until review process complete 

PALLADINO.N U Commissioners 84/02/06 MARKET, E J House of 
Flep . Interior & Insular Affairs 3pp 22619 091 


— 8403120306 Responds to statements in Markey 940109 ltr re impact of 
Citizens Task Force petition on emergency preparoness rule 
Rev ta emergency preparedness rule independent of sourte 
term reevaluation 

D1RCKS.W J Office of the Eiecutlve Director for Operations 
94/01/24 PALLADINO. N Commissioners 2pp 22619 004 


— 0403120393 Advises that draft info 4, documents provided in response 
to 830922, 1028 t< 1220 1 tr s re offsite emergency preparedness 
creates impression Chairman position used to pursue 
politically motivated regulatory changes 

MARKLY, E J House of Rep , Interior J< insular Affairs 84/01/09 
PALLADINO, N J Commissioners 5pp 22619 096 


8403160032 Responds to 031206 ltr re Commission consideration of 
applicant request for Commission approval of restart Final 
decision will be made in near future 

PALLADINO, N <J Commi so 1 oneT s 04/03/15 UDALL. M K House of Rep , 
Intel lor A Tnsular Affairs 2pp 22655 141. 24X 

Fitho 50-289, 84/03/13, 040316 0032 
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8403260106 Provides current status of Facility licensing process in 
response to 840126 1 tr Since 840124 hearings. NRC has 
continued l nve s t iga t i on. i nsp 6 evaluation of allegations, 
which will be resolved prior to low power autho-ri la t i an 
DENTON.B R Office of Nuclear Reactor Regulation. Director 
04/03/0? MCCARTHY. L T California. State of 4pp 82761 356 
£?4X Fithe 50-275. DI/03/07. 0403260106 


— 0403260111 Expresses concern re possibility that facility will he 
licensed to/ o meeting safety stds 

MCCARTHY, L T California, State of 84/01/26 PALI. ADI NO. N 

Commissioners Ip 22761 359 24X riche 50-275. B 4 / 03/09. 

8403260106 


8403280153 Forwards documents for Inclusion in ChelTman 840223 
testimony before Senate Subcommittee on Nuclear Regulation. 
Committee on Environ t< Public Works 

» Office of Congressional Affairs 84/03/08 Record Services 

Branch (Document Control Desk) ip SSB09 294 24X 

Fit he ',0-239 . 04/03/08. 8403EB01 53 


— B4032B0157 Testimony of V Qilinsky on 840223 before Subcommittee on 
Nuclear Regul ation, Corrmi ttee on Environ (• Public Worts re 
reorienting NRC toward nuclear operations 6 budget shifts 
away from research 

QILINSKY. V Commissioners 84/02/23 13pp 22809 29b 


- -8403280160 Statement of JK Asselitlne on 040223 Te Commission authority 
to issue temporary OL. review of NRC N5HC determination 
pei taining to steam generator repairs at TMI-1 6 licensing 
refm a legislation 

ASSLLSTINE, ,J K Commissioners. 04/02/23 Bpp 22809 300 24X 

Fichu 50-289, Q4/O3/0B, 0403280153 


3403280248 Requests info re lack of issuance of revised proposed rule 
-on diverse scram sy s for Westlnghnuse reactors approved -on 
831 103 

GJLINGKY, V Commissioners 84/03/06 Commissioners Ip 

22000 1 09 


I4032900B7 Forwards rapt directed by B30524 House (lept 93-217 re NRC 
progress on backPitting rule to replace 10CFR50 109 6 
measutes to control issuance of plant-specific requirements 
PALLADINP.N J CsMisnopers 84/03/12 DEVIL!., T House of Rep , 
Appropriations 4pp 22022 210 


.OMTRACl NRC CONTRACTS AND MODIFICATIONS 


14030100-03 Notification of contract e > edition. Nod 12. to "Technical 
Assistance in Repository Design " Contractor Colder Assoc 
DELOATCH, V Technical Assistance Contracts Branch NRC-O2-01 -037 
□ 4/01/20 DAVIS, J Office of Nuclear Material Safety & 
Safeguards, Director BUCKLEY. J NRC - Np Detailed Affiliation 
0 1 vtn lp 22479 337 


— 8403010004 Mod 12. attending period of perf ormanc e to 640229 & deleting 
L Hal tong 6 adding J Buckley as project officer, to 
"Technical Assistance in Repository Design ■' 

TALH8T.R Golder Associates GUSTAVE, R P Division of Contracts 
NRC-02-B 1-037 04/01/20 Ip 2247? 330 


140301-0019 Notification of contract execut 1 on. Mod 1 5. to “Licensing 
Technical Assistance '* Contractor Science App 1 icat 1 on*. Inc 
PAGE. -M Technical Assistance Contracts Branch FIN 0-7391-3 
NRC -02-83-035 84/02/22 DAVIS.U Office of Nuclear Material 

Safety £. Sa f eguar d s. Dir ec tor LAYSEN. P NRC - No Detailed 

Affiliation Qiven Ip 22479 344 


—8403010027 Mod 15, extend lug period of performance of Task Order 001 to 
860121 at no addl cost, to “Licensing Technical Assistance " 

* Science Applications, Inc QU97AVE.il P Division Df Contracts 
FIN B-7391-3 NRC-02-33-033 04/02/22 Jp 22479 345 


34 0 30100 3 5 Notification of contract ex eeution, Mod 9, to "Career 
Counseling " Contractor B I nder, El star, Nando 1 son U Wheeler 
PERLMAN, J Administrative Contracts Branch NRC-I0-G2-3S8 
B4/02/E l DDRIE.W Office of Administration VAN BAN7EN, L NRC - 
No Detailed Affiliation Given. lp 22479. 346 


--8403010044 Hod 9, extending period of performance to 850131 li increasing 
funds, to "Career Counseling *' 

MENDELSON, I N Binder, E 1 s ter. Mendelson Sc Wheeler. Inc 
HAQAN, T F Division of Contracts NRC-10-B2-35S 84/02/21 2pp 

22479 347 


1403010040 Notification of contract ■ xacyti on. Mod 2. to "Subscription 
3vcs to 1903 Edition of ABME Boiler S< Pressure Vessel Code " 
Contractor ASME 

HAWK IN 8, D A Division of Contracts NRC -1 0-33-369 04/02/22 

BEDAWiW J, Division of Technical Information it Document Control 
C-ONYNQHAM.H NRC - No Detailed Affiliation Given lp 32479:351 


04/03/01 - 84/03/31 PASS 

MONTHLY TITLE LIST 
U S NUCLEAR REGULATORY COMMISSION 


— 8403010045 Mod 2. revising address in Attachment XI, to "Subscription 
Svcs to 1903 Edition of ASME Boiler t< Pressure Vessel Code N 
SOKOLDWSKI.W American Society of Mechanical Engineers 
HAGAN, T F Division of Contracts NRC-10-83-36? 04/02/22 lp 

22479 302 


0403010051 Notification of contract e a ec ut i on, Mod 4, to “Technical 9, 
Engineering Support Svcs for Radio Communications " 

Contraf tor DDI 

MCLEAREN, T Administrative Contracts Branch NRC- 10-S3-352 
84/02/21 CORLEY, J Division of Facilities St Operations COHEN, S • 
MELVIllE, T NRC - No Detailed Affiliation Given lp 2247? 34? 

— 9403010060 Mod 4, providing addl funds for FY84 & changing obligation df 
Funds, to “Technical & Engineering Support Svcs for Radio 
Communications 11 

» Interior, Dept of HAGAN, T F Division of Contracts 
NRC-1 0-03-352 04/02/21 lp 22479 350 


8403010070 Notification of contract ex eeution. Mod 6, to "Analysis of 
Atmosphere Diffusion Through Application of Lidar 
Technology " Contractor SRI Inti 

WOLLETT , S Technical Assistance Contracts Branch FIN 0-6793 
NRC— 04-01-2 1 1 84/02/10 BATSON, W Office of Nuclear Regulatory 

Reseal ch, Director KOflNASIEWlCZ NRC - No Detailed Affiliation 
Given lp 22479 353 


— 8403010070 Mod 6, extending period of performance to 050131 St changing 
consideration t< payment, to "Analysis of Atmospheric 
Diffusion Through Application of Lidar Technology " 

HULY, C F SRI International GUSTAVE, R P Division of 
Contracts FIN B-6793 NRC-O4-01-2U 04/02/10 2pp 

22179 394 


8403010071 Notification of grant execution. Mad 5, ta "Experimental Phase 
of Development of Noninvasive Liquid Level f< Density Gaugo 
Far Nuclear Power Reactor Vessel* " Grantee Pennsylvania 
State Univ 

UMBEL, D Technical Assistance Contract* Branch FIN 0-102? 

NRC- G -04-81 -024 04/02/14 BATSON, W Office of Nuclear Regulatory 

Research, Director CHEN. Y NRC - No Detailed Affiliation Given 
ip 22479 357 


— 0403010093 Mad 5* increasing funds & extending period of performance to 
840531. to "Experimental Phase of Development of Noninvasive 
Liquid Level 6 Density Gauge for Nuclear Power Reactor 
Vessels " 

BABE, K Pennsy 1 van t a State Univ , University Park, PA MORTON 
Technical Assistance Contracts Branch FIN 0-1053 
NRC-G-04-81-024 04/02/14 lp 22479 358 


8403010435 Notification of contract execution, Mod 6, to "Stenographic 
Reporting Svcs " Contractor Tayloe Assoc 

MCLEAHEN, T Administrative Contracts Branch NRC-17-83-39? 
64/02/24 HOYLE, J C Office of the Secretary of the commission 
SULLIVAN, P , MORAN, D NRC - No Detailed Affiliation Given lp 
22449 320 


— 8403010437 Mod 6. extending period of performance to B40315. to 
"Stenographic Reporting Svcs " 

RILEY, A Tayloe Associates HAGAN, T F Division of Contracts 
NRC-17-83-39? 04/02/24 lp 22449 321 


8403010461 Notification of contract execution, Mod 9. to "Quantitative 
Classification of Two Phase Flow Regimes Using Global & 

Local Neutronic Perturbations II " Contractor Univ of 
Washington 

UMBEL , 1) Technical Assistance Contracts Branch FIN B-6324 
NRC-04-70-245 84/02/10 BATSON. W Office of Nuclear Regulatory 

Reseat ch. Director SOBER. N NRC - No Detailed Affiliation Given 
lp 2J438 203 


— 84-0301-0462 Mod 9. extending period of performance to 040331, to 
"Quantitative Classification of Two Phase Flow Regimes Using 
Global L Local Neutronic Perturbations II " 

BALDWIN, D R, Washington, Univ of, Seattle, WA GUSTAVE, ft P 
Division of Contracts FIN B-6324 NRC-04-70-245 04/02/10 

2pp. 22438 284 


8403010528 Notification of contract execution, Mod 2, to "Automated 
Library Sys " Contractor On-Line Computer 9ys> Inc 
BASSETT, H Division of Data Automation & Management Information 
NRC-33- 83-454 04/02/24 BROMBERG, B J Administrative Contract* 

Branch ZUNQOLI S NRC - No Detailed Affiliation Given lp 
22430 344 


— 0403010534 Mod 2, changing govt property St extending period of 
performance to 050101 at no addl cost, to "Automated Library 
Sys 11 

a Online Computer Systems, Inc HAGAN, T Division of Contracts 
MRC— 33-83-454 04/02/24 2pp 22430. 345 



NONDOCKETED ITEMS 


04O3OEOO37 Notification of contract execution “Dresden & Perry 
Simulator Leasing* " awarded to GE 

JEBSUP, B Technical Assistance Contracts Branch FIN B-B713 
NRC-O5-04-I 59 94/02/17 MAVINS, 0 H Director's Office. Office of 

Inspection and Enforcement Ip 22471 043 24X 

Fiche 50-000,84/02/17,9403020037 


— 9403020043 Contract “Dresden 6 Perry Simulator Leasing, “ awarded to 
GE 

PIERCE. R L General Electric Co MORTDN.K V Division of 
Contracts FIN D-B713 NRC-OS-04 - i 59 04/02/17 38pp 

22471 046 34X Fiche 30-000, B4/02/ 17. 0403020037 


0403020069 Notification of contract e x ecut ion. Mod 3. to “Technical 
Assistance in Defense of Appeal of TERA Advanced Svcs Corp 
before GSA Board of Contract Appeals " Contractor Dataflow 
5y s, Inc 

TOWNSEND, B L Administrative Contracts Craned NRC~tO-83-360 
94/02/27 NDRRY, P Q Office of Admini strat i on AVERY, R E NRC - 
No Detailed Affiliation Given lp 22491 107 


— 9403020073 Mod 3, adding computer svcs & changing dollar amount of 
contract, to “Technical Assistance in Defense of Appeal of 
TERA Advanced Svcs Corp before OSA Board of Contract 
Appeals “ 

DtHJDN I KOTT. D Dataflow By stems, Tnc REBELLO.J E Division of 

Contracts NRC-10-B3-368 04/02/27 lp 22491 190 


— 9403020077 Submits proposal to assist in analyzing selected data 
collected In course of Docket 6713-NRC re NRC Contract 
I0-83-36B W/o consultants description of projects 
ftALCUK, J B Dataflow Systems, Inc NRC-1 0-S3-36B 94/02/21 

AVERY.R Commissioners 3pp 22491 191 


B40303G231 Notification of grant execution, Mod 3, to “Study of Steam 
Water Flows " Grantee Northwestern Univ 

UM0C.L, II Technical Assistance Contracts Branch FIN G-iOOO 
NRC-Q-04-B1 -020 B4/02/13 DATSQN. W Office of Nuclear Regulatory 

Research, Director ZUBER.N NRC - No Detailed Affiliation Given 
lp, 22327 231 


--9403050237 Mod 3, providing addl fund s, e x tend ing period of performance 
to 840930 & changing project oFflcor, to "Study of Steam 
Water Flows " 

GEALY, W J Northwestern Univ • Evanston, IL MORTON, K V 
Technical Assistance Contracts Branch FIN 0-lODO 
NRC -G-04-B 1-020 B4/02/13 lp 22327 232 


9403060491 Notification of contract e x ecu t i on, Mod 3, to “Development of 
Reg Guide b Regulatory Analyses 11 Contractor Analysis Sc 
Technology, Inc 

JACOBS, A Technical Assistance Contracts Branch FIN B-B645 
NRC-02-83-107 B4 702/27 DENTON, H R Office af Nuclear Reactor 

Regulation, Director BENDER, L NRC - No Detailed Affiliation 
Given lp 22352 207 


— G403O6O495 Mod 3, increasing funding 6 extending period of performance 
to 841031, to "Development of Reg Guide !< Regulatory 
Ana lyses " 

JANKOWSKI, a M Analysis I, Technology, Inc NORION.K V Division 
Of Contracts FIN D-B643 NRC-02-B3-107 B4/02/27 lp 

22552 200 


B403060500 Notification of contract c x e cut i on, Mod 11, to “Fission 
Product Transport Analysis " Contractor. DMI 

PAQE,M Technical Assistance Contracts Branch FIN B-6747 
NRC-04-00-177 04/02/27 DA 7 BCIN, W Office of Nuclear Regulatory 

Research. Director WALKER, T NRC - No Detailed Affiliation Given 
Ip 22532 IBS 


• -£(403060502 Mod 11, increasing funding, to “Fission Product Transport 
Analysis " 

* Battelle Memorial Institute, Columbus Laboratories MORTON, K V 
Division of Contracts FIN B-6747. NRC-04-B0-177 94/02/27 

lp 22552 1B6 


9403070003 Notification of contraC t execution “Technical Assistance 
for Support op Const Appraisal Team Insps," awarded to 
Parameter, Inc 

WIGGINS.E J Technical Assistance Contracts Branch FIN D-07IB 
NRC -00- 84-1 92 04/02/06 DEYOUNO. R C Director's Office. Office of 

Inspection and Enforcement BAKER. E NRC - No Detailed Affiliation 
Given Ip 22362 394 


— 840307000? Ltr contract “Technical Assistance for Support of Const 
Appraisal Team Insps," awarded to Parameter, Inc 

MORTON, K V Division of Contracts FIN B-071B NRC-05-04-1 32 

04 / 02/06 LOFY.R A Parameter, Inc 16Bpp 22562-355 


84030700,'? Notification of grant e x ecu t i on. Mod 2, to “ Investigation 5 
Recent Crustal Movements in State Of ME ” Grantee State of 
ME 

UM31CL. I) Technical Assistance Contracts Branch FIN G-1041 
NRC- G -04 -02- 009 B4/02/27 BATSON, W Office of Nuclear Regulator 

Research. Director SCHMITT, T NRIC - No Detailed Affiliation Give, 
ip 22563 194 


— 8403070032 Mod 2, providing addl funding, to ''Investigation af Recent 
Crustal Movements in State of ME “ 

ANDERSON, R a , ANDERSON. U A Maine, State of MORTON. K V 
Technical Assistance Contracts Branch FIN G-1041 
NRC-G-04-S2-00? S4/OB/27 lp 22563 195 


□403070039 Notification of contract e x ecut ion, Mod 1 J, Co “Site 
Suit-ability Assessments Cased an Seepage & Groundwater 
Conditions Associated W/U Recovery Operations “ Contractor 
Williams & Assoc, Inc 

UMBEL, 0 Technical Assistance Contracts Branch NRC -02-8 1 -0J9 

04/02/27 SMITH.D R Uranium Recovery Field Office GARCIA.P N, 

- No Detailed Affiliation Given lp 22563 196 


— 0403070046 Mod 13, extending period of performance through 840430 at 
addl cost, to "Site Suitability Assessments Based on Seepage 
6 Groundwater Conditions Associated W/U Recovery 
Operations “ 

WULJAMB.R E Williams 6 Associates GUSTAVE. R P Division of 

Contracts NRC-02-0 1 -03? 04/02/27 lp 22963 197 


8403070152 Notification of contract execution "Technical Support for 
Region 1 NOE Van," awarded to VJ Thompson, Inc 

T OLSON, V Region 1, Office of Director FIN B-B361 NRC-20-04-431 

04/O2/OB MC OSCAR, J Region 1, Office of Director DURR, J P N„ 

- No Detailed Affiliation Given ip 22364 327 


— B4CJ307O161 Contract “Technical 3upport for Region 1 NDE Van,” award 
to VJ Thompson, Inc 

THOMPSON, V J Vester J Thompson, Jr , Inc MORTON. K V Divisiu 
of Contractu TIN 0-B361 hflC-20-04-431 04/02/00 9pp 

22564 320 


— 0403070167 Forwards amend to original Articles off Incorporation Amen 
changes name of company to Thompson Engineering testing, Inc 
J, decreases par value of stock to correspond w/tax laws 
Requests contract be amended to reflect name change 
SHUMACK, J H Vetter J Thompson. Jr. Inc 94/02/08 MORTON, K V 
lethnlcal Assistance Contracts Dranch 7pp 22364 336 


— 9403070172 Forwards Solicitation for Proposals flS-fltfl-B4-4 31 , 
“Technical Support for Region I NDE Van '■ W/encls 
MGRTUN, K V Technical Assistance Contracts Branch 03/10/11 
Affiliation Not Assigned I77pp 22564 343 


0403070339 Notification of contract execution "Structural Integrity o 
LWR Boundary Components — II," awarded to Matls Engineeilng 
As soc . J J 1 C 

EDGLWORTH-P Technical Assistance Contracts Dranch NRC -04-04-102 
04/02/10 rOREHAND.B Office Of Nuclear Regulatory Research, 
Director VAGJN8, M NHf - No Detailed Affiliation Given ip 
22566 059 


--8403070346 Ltr contract "Structural Integrity of LWR Boundary 
Components - II," awarded to Matls Engineering Assoc, Inc 
MORTON, K V Division Of Contracts NRC-04-B4 -102 04/02/10 

OHFENBLATT.M Materials Engineering Associates, Inc lp 
22566 060 


B4 0307037 1 Notification of contract execution. Mod 3, to “ Review, 

Abs trac t, Inde x fc Quarterly Update Practice R Procedure 
Digest " Contractor Aspen Bys. Inc 

PERLMAN.,/ Administrative Contracts Branch FIND-1500 

NRC- 1 4-82-440 04/02/29 CUNNINGHAM, G H . QRAY. J Office of the 

Executive Legal Director lp 22967 190 


— 0403070373 Mod 5, extending period of performance to B5Q22B !, 
increasing funds, to "Review, Abs tract, Inde / it Cluarterly 
Update Practice 6 Procedure Digest " 

* Aspen Bystems, Inc HAOAN, T F Division of Contracts I IN 
D-1580 NflC-14-02-440 04/02/29 lp 22567 199 


0403070300 Notification of contract execution, Mod 5, to "Evaluation of 
Locations 6 Rates of Groundwater Discharge from Sheffield 
Low level Waste Disposal Facility “ Contractor USG9 
PAQE.M Technical Assistance Contracts Branch NRC-02-BG-06V 
04/03/01 DAVIS, J Office of Nuclear Material Safety St 
Safeguards, Director GODDE, D J NRC - Mo Detailed Affiliation 
Given lp 22567 041 


— B40307Q3B3 Mod 5, changing name of project officer, to “Evaluation of 
Locations !< Rates of Groundwater Discharge from Sheffield 
Low Level Waste Disposal Facility " 

* Interior, Dept of. Geological Survey SMITH, P Division Of 
Contracts NRC-O2-0O-O69 84/03/01 lp 22567 042 
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04030/0411 Notification, of contract e x ec ut i on , f lod 3i to “Major 
Earthquakes on Last 51de of New Madrid Earthquake Zone “ 

Contractor Vanderbilt Univ 

PAGL.M Technical Assistance Contracts Branch FIN B-0D?a 
NflC-Od -81-193 04/02/29 BATSON. U Office of Nuclear regulatory 

fleseai ch. Director MURPHY, A NRC - No Detailed Affiliation Given 
Ip 28367 020 


B4.Q314Q3P5 Notification of contract e x ec ut 1 on, Mod 4, to "Earthquake 
Recurrence Intervals at Nuclear Power Plant Sites “ 

Contractor Ertec Western, Inc 

JACOBS, A Technical Assistance Contracts Branch FIN B-7226 
NRC-04-B1-167 64/03/03 BATSON, W Office of Nuclear Regulatory 

Research, Director MURPHY, A NRC - No Detailed Affiliation Divan 
lp 2P635 301 


— 0403070414 Mod 3, increasing funding, to "Major Earthquakes 
of New Madrid Eai thquake Zone " 

* Vanderbilt Univ , Nashville. TN SMITH, I 1 Divislnn 
Contracts FIND-8070 NRC-04-01-195 84702/29 lp 


on East Side 
of 

22567 02! 


— 040-3140320 Mod 4. extending period of performance to Q4022B at no addl 
cost, to "Earthquake Recurrence Intervals at Nuclear Power 
Plant Sites " 

MADSEN, S H Ertec, Inc GUSTAVE, R P Division of Contracts FIN 
0-/226 NRC-04-0 1 — 167 64/03/03 lp 22633 302 


0103090133 Notification of contract ex ecut i on, Mo d 4, to " Non-Equ i Ubr i um 
Heat Transfer t, Two-Phase Instrumentation r> Contractor 
Lehigh Univ 

PACJEj M Technical Assistance Contracts Branch FIN B-67V4 
NFSC-04 -81-103 04/02/27 BATSON, W Office of Nuclear Regulatory 

R excel c h, Director YOUNG, M NRC - No Detailed Affiliation Divan 
1 p 22534 361 


0403150194 Notification of contract e xec ution, Mod 1 1 , to ‘'Memphis Area 
Regional Seismic Network - New Madrid “ Contractor 
Memphis State Univ 

JACOBS, A Technical Assistance Contracts Branch FIN B-6276 
NRC -04-7 0-200 04/03/03 BATSON, W Office of Nuclear Regulatory 

Research, Director MURPHY, A NRC - No Detailed Affiliation Given 
lp 22646 266 


- -0403090135 Mod 4, increasing funding to fully fund contract, to "Non- 
Equ l 1 i hr 1 um Heat Transfer lc Two-Phase I ns tc omenta 1 1 on 
* Ichigh Univ , Bethlehem, PA MORTON, K V Division of 
Conti acts FIN B-6794 NRC-04-B1-1B3 04/02/27 lp 22584 362 


B40309013S Notification Df contract e x ecu 1 1 on. Mod 2, to “Investigation 
of Alternative Means tD Accomplish Goals of Biennial Calibr 
of loniiation Chambers " Contractor Univ of Uisconsin- 
Mad i son 

PAGE.H Technical Assistance Contracts Branch NRC-04-B3-002 
04/02/27 BATBON. W Office of Nuclear RegulatOTy Research, 
Director YANIV, S NRC - No Detailed Affiliation Given lp 
22392 303 


— 0403100196 Mod 1 1 > c x tend i ng period of performance to 841130 8< 
Increasing funds, to "Memphis Area Seismic Network - New 
Madrid " Supplemental agreement E< App A end 

CARI'l NTER, T G Memphis State Univ , Memphis, TN GUSTAVE. R P 
Division of Contracts FIN B-6276 NRC-04-7B-200 04/03/05 

5{ip 22646 267 


8403150206 Notification of contract execution. Mod l,to "Technical 
Assistance to Support IE Personnel In Integrated Design 
] nsp. " Contractor Westec Svcs, Inc 

EDGEWBRTH.P Licensing Branch 3 NRC-05-B4-1 51 B4/OS/20 MUIR, A 

Director's Office, Office of Inspection and Enforcement PARTLOW.J 
NRC - No Detailed Affiliation Given lp 22649 354 


— 040-3090141 Mod 2, revising contract statement of work Z, schedule for 
deliverables at no addl cost Z, incorporating addl general 
p t ovi s i ons, to "Investigation of Alternative Means to 
Accomplish Cools of Biennial CalibT of 1 o n i eat i on Chamber s " 
ERICKSON, R 11 Wisconsin, Univ of, Madison. HI GUSTAVE, R P 
Division of Contracts NRC— 04-83-002 04/02/27 5pp 82392 304 


— 8403150209 Ltr Contract NRC-O5-04-l5ii Mod 1, increasing funding, to 
"Technical Assistance to Support IE Personnel in Integrated 
Design Insp " 

MORTON. K V Division of Contracts NRC-05-B4-1 51. 01/O2/2B 

SARGLNT. I H Wes troco, Inc lp 22649 393 


B40JI 20281 Notification of contract eiec ution. Mod 5, to ‘Tire Protection 
Review Case Work Plants l " Contractor Gage -Babcoc k t, Assoc 
UM-BLL.U Technical Assistance Contracts Dranch FIN 0-0020 
NRC-03-82-1 IB 84/03/02 V0LLMER, R H Division of Engineering 
NOLAN, I NRC - No Detailed Affiliation Gtvon lp 22615 350 


04031502/0 Notification of contract ex ecution, Mod 2, to "Autoprint 1000 
"F" Microfiche Printer " Contractor Tameran, Inc 
II AWKJ N3, D A Division of Contracts NRC-10-83-723 04/03/07 

BESrtW, W Division oF Technical Information & Document Control 
0K0CZIAE.J NRC - No Detailed Affiliation Given ip 22662 036 


■8403120226 Nod b, revising Article IX re travel re imbur s ement, to "Fire 
Protection Program Review Case Work Plants 1 " 

* Guge-Dabcock Associates, Inc SMITH, P Division of Contracts 
FIN 11-3020 NRC -03-02-1 10 04/03/02 lp 22615 359 


- -04031 50278 Mod 2, extending deliverable items date to 040312. to 
“Autoprint 1000 "F" Microfiche Printer " 

« Tameran, Inc HAGAN, T r Division of Contracts 
NRC -I 0-B3-723 04/03/07 2pp 22662 037 


0103180386 Notification of contract exec ution. Mod 5, to "NRC 
Procut ement Training for Project Officers " Contractor 
Graduate 8chool,USDA 

PERLMAN, ,J Administrative Contracts Branch NRC-10-81 -403 
84/02/80 D3RIE.W Office of Administration BAliSIN, C Management 
Development 6 Training Staff lp 22396 357 


— 34O31P0314 Mad 5,adding new course 8, increasing funds, to “NHC 
ProiMreraent Training for Project Officers H 

VARNl R, L S Agriculture, Dept of. Graduate School HAGAN, T F 
Division of Contracts NRC-10-D1-402 84/02/20 2pp 22396 353 


— 8403150306 Advises that, due to late delivery of Contract NRC-10-03-723. 
vendor -offers to extend warranty period to 180 days & 
establishes firm delivery date of 840312 

DYBLLL. J C Tameran, Inc NRC -10-03-723 84/02/08 HAWKING, D 

Division of Contracts lp 22662 039 


0403220216 Notification of contract e x ecut ion. Mad 1, to "Malnt 8< 
Operation of LPDRs " Contractor Perry, OH Public Library 
TOWNSEND, 0 Admi n i stra ti ve Contrac ts Dranc h NRC-10-B3-736 
04/03/12 FELTON, J M Office of Administration SOUDEfl, J NRC - 
No Detailed Affiliation Given Ip 22721 359 


8103 IP0340 No 1 1 f icot i on of contract exec ution. Mod 2, to "Supervising 
Human Resources Course " Contractor Graduate School, USDA 
PERLMAN, J Administrative Contracts Branch NRC- 10- 02-36 6 

04/02/22 GDLDMAN, P J Management Development t, Training Staff 
SPECTDR. A NRC - No Detailed Affiliation Gtvon Ip 22619 130 


--S4O312034S M-od 2, ex tending period of performance to B41H31 at no addl 
cost, to "Supervising Human Resources Course " 

VARNLR.L S Agriculture, Dept of, Graduate School HAGAN, T F 
Division of Contracts NRC-1O-02-366 84/02/22 ipp 22619 139 


B403130494 Notification of contract execution "Page Make-up Svcs," 
ouordrd tc Photocraft Custom Lab, Inc Invitation far bid 
eni 1 

FIELDS, J A Administrative Contracts Branch NRC-10-B4-231 
B4/02/B3 DESAH.W J Division of Technical Information !< Document 
Conti el 7-HOT -THOMPSON NRC - No Detailed Affiliation Gtvon 0p 
22634 850 


— 0403130495 Sol 1 c 1 ta 1 1 on, o P Per 5 award of "Page Make-up Svcs" awarded to 
Phatocraft Custom Lab, Inc 

» Photocraft Custom Lab, Inc MATTIA.M J Division of Contracts 
NRC -10-84-231 81/02/23 ?5pp 22634 95B 


— 13403220219 Mod 1 , c orr acting serial number qd microfiche reader /printer, 
la "Maint t, Uperation of LPDRs " 

» pL'Try, OH REBE.LL0, J E Division of Contracts NRC -10-83-736 
84/03/ 12 Ip 23721 360 


8403220240 Contract “Subscription to Energy Daily," awarded to Energy 
Dally 

TH0MAS.il P Energy Dally, Inc MATTIAiM J Division of Contracts 
NRC— 1 0 -84-293 84/03/17 36pp 32739 078 


8103220256 Notification of contract ex ecutlon, Mod 1, to "Maint & 
Operation of LPDRs " Contractor PI ymou th, MA Public Library 
TOWNSEND, 8 Administrative Contracts Dranch NRC-iO-03-7 40 
04/03/12 FELTON. J M Office of Administration SOUDCR. J NBC - 
No Detailed Affiliation Given. lp 22723 323 


— 84-03220262 Mod 1, correcting serial number on microfiche re ader/printer, 
to “Maint {, Operation of LPDRs " 

» Plymouth, MA NRC-10-83-748 04/03/12 lp 22723.324 


840322027 5 Notification of contract oxecgtlon, Mad 1, to "Maint *, 
Operation of LPDRs." Contractor Univ of Wisconsin 
TOWNSEND, B Administrative Contracts Dranch NRC-I0-a4-2 53, 

04/03/12 FELTDN, J M Office of Administration SOUOER, J NBC - 
Nd Detailed Affiliation Given lp 22723,313 
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— 84032202B0 Mod 1. correcting serial number on microfiche re a der/pr 1 ntpr, 
to "Maint J, Operation of LPD!?s •• 

a Wisconsin! Univ of< Green Day. WI REBELLO, J E bivision of 
Contracts NRC-10-04-253 B4/03/12 Ip 22733 314 


B403220307 Notification of contract e * ecution. Mod i. to "Majnt |< 
Operation of LPDRs " Contractor Greeley CO Public Library 
MURPHY, L E Administrative Contracts Branch NRC-10-83-742 
84/03/00 FELTONi J M Office of Administration 50UDER, J NRC - 
No Detailed Affiliation Given Ip 22723 340 


— B403220312 Mod l.adding aerial numbar for microfiche reader /pr inter , to 
•'Maint fc Operation of LPDRs " 

u Greely, CO REOELLD. J E Division of Contracts 
NRC-10-83-742 S4/03/QB ip 23723 341. 


B4Q3.220316 Notification of contract execution. Mod 2. tD “Maint fc 
Operation of LPDRs " Contractor Lacrosse, WI Public Library 
HOP PER i A Administrative Contracts Branch NRC-10-B2-685 
04/03/09 FELTDNi 3 M Office of Administration SGUDER, J NRC - 
No Detailed Affiliation Given ip 22723 343 


— B4O3220319 Mod 2i changing serial number for microfiche reader/printer, 
to “Maint Si Operation of LPDRs ” 

e La Crosse. Wl REBELLO, J E Division of Contracts 
NRC-i 0-B2-6B3 B4/O3/09 Ip 22723 344 


9403220325 Notification of contract e x ecuti on. Mod 1. to “Maint Si 
Operation of LPDRs " Contractor Penfield Library. Oswego, N Y 
HOYLE. A Administrative Contracts Branch NRC-10-B3-749 B4/03/07 

FELTON. J M Office of Administration SOWER, J NRC - No Detailed 
Affiliation Given ip 22723 301 


— 8403220327 Mod 1> changing serial number on microfiche reader/prlnter, to 
"Maint S< Operation of LPDRs ’* 

* Oswego. NY REDELLO. J E Division of Contracts 
NRC-1 0-03-749 94/03/07 lp 22723 302 


0403230044 Notification of contract e x ecut ion. Mod i. to "Maint St 
Operation of LPDRs " Contractor Morris. IL Public Library 
HOYLE. A Administrative Contracts Branch NRC-10-B3-735 04/03/07 

FELTON. J M Office of Administration BOWER. J NRC - No Detailed 
Affiliation Given lp 22742361 


— 8403230052 Mod 1. changing serial number on 3M microfiche reader 
printer, to “Maint St Operation of LPDRs " 

» Morris, It REBELLO, J E Division of Contracts 
NRC-1 0-03-73D. S4/03/07 lp 22742 362 


0403230071 Notification of grant execution. Mod 3. to "Development of 
Radiation Stds " Grantee- 1CRP 

UMBEL. t> Technical Assistance Contracts Branch FIN 0-1035 
NR C-G-04 -02-004 94/03/05 BAT8DN OPflce of Nuclear Regulatory 

Research. Director FOULKE, J NRC - No Detailed Affiliation Given 
lp 22759 290 


— 8403230076 Mod 3. extending period of performance to 050331 6 increasing 
funds, to "Development Df Radiation Stds " 

BOWBYiF International Commission an Radiological Protection, 

MORTON. K V Division of Contracts FIN 0-1035. NRC-0-04-B2-004 

04/03/05 lp 2?759 201 


0403230129 Notification of contract execution "-Quantification through 
Experimentation of Source Term Lively to Result from 
Sabotage of Spent Fuel Shipments, “ awarded to Dattelle 
Columbus Labs 

JESSUP, B Division of Contracts FIN B-0997 NRC-04-84-1 13 

84/03/01 FOREHAND. B Office of Resource Management, Director 
0 ARNOLD 1 A NRC - No Detailed Affiliation Given lp 22741 307 


— 0403230130 Contract' “Guanti f ication through Experimentation of Bounce 
Term Likely to Result from Sabotage of Spent Fuel 
Shipments,” awarded to Dattelle Columbus Labs 

SEWELL, H M Dattelle Memorial Institute. Columbus Laboratories 
MORTON. K V Division of Contracts FIN B-BB97 NRC -04 -EM- 1 1 3 
84/03/01 37pp 22741 30B 


8403230152 Notification of contract execution. Mod 1. to "Maint 6 
Operation of LPDRs," Contractor Crystal River. FL Public 
Library. 

TOWNBEND. B, Administrative Contracts Branch NRC-10-S3-747 
94/03/12 FELTON, JM Office of Administration SGUDER, J NRC - 
No Detailed Affiliation Given lp 22743 356 


— 9403230134 Mod 1, correcting serial number on microfiche reader/printer, 
to “Maint Si Operation of LPDRs " 

* Crystal Riven FL REBELLO. J E Division of Contracts 
NRC-1 0-B3-747 04/03/12 ip 22743 357 


8403230159 Notification of contract e x ec ut i on. Mod 2. to “Seismicity of 
Pacific Northwest <Northern State of OR) " Contractor Univ 
of Washington 

UMBEL 1 1) Technical Assistance Contracts Branch FIN B-6614 
NRC-04 -01-177 04/03/07 BATSON, W Office of Nuclear Reactor 

Regulation, Director ZURFLEUH. E NRC - No Detailed Affiliation 
Given lp 22743 352 


— 0403230160 Mod 2* adding funds & extending period of performance to 
041 130. to "Seismicity of Pacific Northwest INorthern State 
of Oft) “ 

RYAN. JF Washington, Univ of. Seattle, UA GUSTAVE. R P 
Division of Contracts FIN B-6614 NRC-04-B1-177 04/03/07 lp 

22/43 353 


8403260296 Notification of contract execution. Mod i, to "Maint L 
Operation of LPDRs " Contractor Salom.NJ Free Library 
MURPHY. L O Administrative Contracts Branch NRC-10-B3-752 
94/03/OB FELTON, J M Office of Administration SQUDER, J NRC - 
No Detailed Affiliation Given lp 22757 361 


— 0403260307 Mod 1. correcting serial number for microfiche 
reader/prlnter, to "Maint 6 Operation of LFOna " 

» Salem. N.l REBELLO, J E Division of Contracts NRC-1003-752 
B4/03/0B lp 22759 362 


0403260316 Notification of contract execution. Mod 2. to "Electrostatic 
Copying Svc " Contractor Literature Research Corp 
PERLMAN. J Administrative Contracts Branch NRC-l 7-82-474 
04/03/01 HOYLE. J OPflce of the Secretary of the Commission 
KR0NEBU5CH.J Public Document Branch lp 22775 306 


— 0403260322 Mod 2 . adding govt furnished property at no addi cost, to 
“Electrostatic Copying Svc “ 

* literature Research Co HAQAN.T F Division of Contracts 
NRC-1 7-82-474 B4/03/01 2pp 22775 307 


8403260323 Notification of contract e x ecu t ion. Mod 19. to "Technical 
Assistance in Support of NRC Reactor Licensing Actions 
Praqsoni 2 “ Contractor Science Ap p 1 i cations, I nc 
WQLLETT.S Technical Assistance Contracts Branch FIN U-BOll 
NRC-O3-02-O96 04/03/06 EISENHUT.D Division sf Licensing 

HAJWA.B NRC - No Detailed Affiliation Olven lp 22775 30,7 


— 0403260341 Mod 19. incor per ot lng award Poo earned for June-Nov 1983, to 
“Technical Assistance in Support of NRC Reactor Licensing 
Actions Program 2 ” 

* Science Applications, Inc BMITH.P Division of Contracts 
TIN 1I-B01I NRC -03- 92-096 04/03/06 3pp 22775 303 


8403260352 Notification of contract execution. Mod l. to "Maint 4. 
Opeiation of LPDRs “ Contractor Washington Univ 
HOPPER, A Administrative Contracts Branch NRC-10-B4-252 
04/03/09 FELTON, J M Office of Administration SOUDEH. J NRC - 
No Detailed Affiliation Given ip 22775 256 


—0403260356 Mod l. changing serial number for microfiche rea der/printur, 
to “Maint i. Operation of LPDRs “ 

» Washington Univ.. Bt Louis, MO REBELLO, J E Division of 
Contracts NRC-10-04-252 B4/03/09 lp 22775 237 


8403260363 Notification of contract e x ecution. Mod 1, to “Maint & 
Operation of LPDRs 11 Contractor Rochester, NY Public Library 
HOPPER. A Administrative Contracts Branch NRC-10-03-729 
04/O3/OS FELTON. J M Office of Administration SGUDER, J NRC - 
No Wetoiled Affiliation Olven ip 22763 361 


— S403260370 Mod 1. changing serial number of microfiche read er /printer, to 
“Maint it Operation of LPDRs ” 

* Rochester, NY REBELLO. J E Division of Contracts 
NRC-10-B3-729 S4/O3/O0 lp 22763 362 


8403270292 Notification of contract execution. Mod I. to- "Maint h 
Operation of LPDRs," Contractor Shoreham-Wading River. NY 
Public Library 

HOYLE, A Administrative Contracts Branch NRC-I0-B3-729 04/03/07 

FELTON.J M Division of Rules and Recdrds. SQUDER.J NRC - No 
Detailed Affiliation Given lp 22709 261 


— 8403270204 Mod 1, changing serial number on GM 600 microfiche 
rcadcr/pr inter, to “Maint 5i Operation of LPDRs " 

* Bhoreham. NY REBELLO. J E Division of Contracts 
NRC- 10-03-723 04/03/07 ip 22709 262 


B4032702B6 Notification op contract execution.Mod 1, to "Radiation 
Monitoring Program Requirements " Contractor State of ME 
UMBEL. 0 Technical Assistance Contracts Branch FIN B-S357 
NRC— 2B-S3— 603 04/03/07 MCOSCAR. J Office of Resource Management, 
Director KOTTAN. J, NRC - No Detailed Affiliation Given Ip 
3P7U9 252 
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— 84 03270290 Mod 1, providing funds for CY84 !< changing 01.R number & NRC 
authorlied repr e sente 1 1 vp. t o ''Radiation Monitoring Program 
Requirements ” 

♦ Maine, State of SMITH. P A Division of Contracts FIN 
D-0J57 MRC-2B-83-603 04/03/07 Ip S27B? 253 


8403270302 Notification of contract e*ec u t i on, Mo d 1, to "Maint fc 
Operation of LPPRs " Contractor White Plains. NY Public 
Library 

HOYLE, A Administrative Contracts Branch NRC-10-B3-7 30 04/03/0/ 

FELT ON. J M Division of Rules and Records SOUDER, J NRC - No 
Detailed Affiliation Given Ip 22707 230 


-B4O3270306 Mod 1, changing serial number on 3M 800 microfiche 
reader/printer, to "Maint I, Operation of LPDRs " 

* White Plains. NY REOELLO, J E Division of Contracts 
NRC-1 0-83-730 84/03/07 Ip 22787 251 


84032/0360 notification of contract eiec ution. Mod 5, to “Evaluation of 
Mat) Accounting Per f ormen c e» at Nuclear Fuel Cycle 
Facilities " Contractor NDBAC. Inc 

JACOBS, A Technical Assistance Contracts Branch FIN B-7379 
NRC-02-B3-O27 04/03/07 DAVIS. J Office of Nuclear Matorial 

Safety £, 3a f eg uard s, Dlrec t or MILLER. M NRC - No Detailed 
Affi 1 iation Given Ip 227B7 342 


— 0403270362 Med 5, issuing change order to statement of work ui/funds. to 
"Evaluation of Hat! Accounting Performances at Nuclear Fuel 
CyclP Facilities " 

LUMD.R F NU5AC, Inc GUSTAVE. R P Division of Contracts FIN 
B-7377 NRC- 03-03-027 64/03/07 3pp 22787 343 


Q40327Q365 Notification of contract el edition. Mod 14, to "Technical 
Assistance in Support of NRC Reactor Licensing Action 
Program 2 " Contractor Frantlin Research Ctr 

WOLLETT.S Technical Assistance Contracts Dranch FIN B-6871 
NRC -03 *81 — 1 30 84/ 03/00 EISEWHUT.D Q Division of Licensing 

CARRIHOTON.il NRC - No Detailed Affiliation Given ip 22707 339 


— 8403270343 Ltr Contract NRC-04 -84- J 02, "Structural Integrity of LWR 
Boundary Components - II. 11 awarded to Matls Engineering 
Assoc, Inc 

MORTON, F V Technical Assistance Contracts Branch NRC-04-84-102 
□4/02/ 30 GfiEENBLATT, M Materials Engineering Associates, Inc 
77pp 22618 279 


8403300309 Notification of contract elocution. Mod 2, to "Ultrasensitive 
Bloassay Measurements Using Sputter Initiated Resonance 
1 on i i at 1 on Spectroscopy " Contractor Atom Sciences. Inc 
UMBEL, I) Technical Assistance Contracts Branch FIN B-1127 
NRC -04 -63-1 BO 84/03/20 FOREHAND, W Office of Nuclear Regulatory 

Research, Director NEEL, R NRC - No Detailed Affiliation Given 
Ip 22845 035 


--8403300312 Hod 2, changing period of performance end date to 940730, to 
"Ultrasensitive Dioassay Measurements Using Sputter 
Initiated Resonance Ionisation Spectroscopy 11 

SCHMJTT.H W Atom Sciences, Inc SMITH. P A Administrative 
Contracts Branch FIN D-1127 NRC-04-03-180 S4/03/2 0 ip 
2204 5 036 


FC1I A FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


□310200141 Requests that listed documents be mode available baaed on 
831004 memo re Board Notification B3-131 an Westlnghouso 
ECCS actuation logic 

POLLARD, fl 0 Union of Concerned Scientists 03/10/18 
EISfcNHUT. D 0 Division of Licensing ip 22567 292 


8401230630 Partial response to FOJA request for IE 000103 rept re 
review of matl false statement at fac i l i t i e », a ssoc iated & 
supporting records to rept !< repts prepared in response. 

Forwards App A documents Review of addl records in progress 
FELTON, J M Division of Rules and Records B3/11/01 WINSLOW, R 
Wall Street Journal 2pp 21905 337 24X Fiche 50-339. 03/ J 1 /Ol, 

8401 230630 


— 04U32/O368 Mod 14. i n c orpora ti ng award fee earned, to "Technical 
Assistance in Suppo-rt of NRC Reactor Licensing Action 
Procrim 2 “ 

• Iianklin Inst 1 tu te/Fran 1 1 in Research Center SMITH. P A 
Division of Contracts FIN B-689J NRC-03-81-130 84/03/08 

2pp 22/07 340 


8403290049 Notification of contract e t ecution. Hod 1. to "Criteria for 
Evaluating Engineered Facilities *’ Cantractor US Army CoTps 
of f ngineirs 

FLtENOR. C Technical Assistance Contracts Branch FIN D-1001-4 
NRC-02-B3-046 84/03/06 DAVIS, J Office of Nuclear Material 

Safety ?, 5a f eguard s , Direc tor SWAFFNER.J NRC - No Detailed 
Affiliation Given Ip 22B12 356 


--B4032D0Q52 Mod I , ou th ori j i ng commencement of Task 2 t providing 
inciemental funds, to "Criteria for Evaluating Engineered 
Fat i 1 i t i e s 11 

» Aimy. Dept of. Corps of Engineers SMITH, P A Division of 
Conti acts FIN D-1001-4 NRC -02-83-046 84/03/06 Ip 

22812 357 


— 840 1 2306 60 PN0-79-O39 on 790303. investigation concluded that 0A progrea 
for obtaining proper soil compaction of facility deficient 
eiceeslve settlement observed w/diesel generator bldg S< 
incorrect info re soil foundation contained in F9AR 
SIILWHAKER, R E . HENDERSON, J D . THORNBURG, H D Office of 
Inspection & Enforcement, Office of the Director 79/03/06 Epp 
21905 392 24X Fiche 30-329. 93/i i/Oi , 0401230630 


□402090003 Responds to F01A request for const completion dates for 
nuclear plants currently under const ?< analyses containing 
estimates based on inclusion of Caseload Forecast Pane! 
meetings Forwards App A. B it C documents 
FELTON, J M Division of Rules and Records 83/10/31, 

ROSFNBAUM, D M Technical Analysis Corp 19pp 22193 292 24X 

Fiche 50-000, 03/10/31 , 8402090003 


— 8402070 j 63 Handwritten nates & calculations re const activities 6 fuel 
load preparation 

• NRC - No Detailed Affiliation Oiven 79/07/24 5pp 
22195 057 24 X Fi che' 30-000, 83/10/31, 0402090003 


8403230186 Notification Of contract e i ecutl on, Mod 1, to "Maint & 
Operation of LPERs, " Contractor Sacramento, CA Public 
L ibrarij 

HQYIE, A Administrative Contracts Branch NRC-IO-83-739 84/03/07 

FELTON, J M Division uf Rules and Records SDUDEft. J NRC - No 
Detailed Affiliation Given Ip 22803212 


--3403200187 Nod 1, changing serial number on 3M 800 microfiche reader/ 
printer, to "Maint 6 Operation of LPDfls “ 

* Sacramento, CA REBELLO, J E Division of Contracts 
NRC-1 0-83-73? 84/03/07 Ip 2280B 213 


B4O32S026O Notification of contract execution "Installation, 
Deinstallation U Maint Support for High Frequency. VFF & UHF 
Radio Lquipment Owned ic Operated by NRC." awarded to Tactac 
Sy s, I nr 

BAZIN. J P Administrative Contracts Branch NRC-10-84-S39 
84/03/09 CORLEY. J H Division of Facilities & Operations 
CUHEN, 9 NRC - No Detailed Affiliation Oiven lp 22808 081 


*-8403200263 Contract "Ins tal lati on. Deinstallat ion 8. Maint Support for 
High Frequency, VNF t. UHF Radio Equipment Owned & Operated by 
NRC. “ awarded to Tactec Sys, Inc 

* Tactec Systems. Inc rtATTIA, M J Division of Contracts 
NRC-J Q-S4-239 B4/03/0? 41pp 2280 B 0B2 


B4O3290338 Responds tn FOTA request for contract t, mods resulting 
from RFP RS-RE3-83-025. Forward s documents listed on app 
Documents also available in FDR 

FELTON, J M Division of Rules and Records 84/03/03 DAVIS, K., L 
Trammell, Chase, Lambert t, Martlndale 2pp 22B18 274 


— B402090186 Handwritten calculations 5< graphs re const activities 6 
preopera t ional U acceptance testing Related info end. 

* NRC - No Detailed Affiliation Given 81/09/16 6pp 
22196 191 24X Fiche 50-000,83/10/31.8402090003 


8402140014 FOIA request for records re NRC const assessment team (CAT) 
insp at Facilities 

DERNADF1.L Government Ac c puntah i 1 i ty Project 83/10/07 Office 
of Administration 2pp 22234 001 24X Fiche 30-328, 83/10/07, 

□402140014 


8402140010 Responds to FOTA request for records re NRC const assessment 
team (CAT) lnsp at facilities Forwards App A documents 
Documents also in PDR App B documents listed for review to 
identify specific interest 

FELTON, J M Division of Rules and Records 83/12/20 GARDE. B P 
Government Accountability Project 18pp 22254 003 24X 

Fiche 50-823, 83/18/20, 8402140018 


— 8402140022 Summarises civil insp items Dechtel 830929 ltr re reinsp 
of nuclear pipe hangers (Q class} t< related info end 
VORDERJlRUeOBEN Region 3, Office of Director 83/09/19. WARBUT.R 
NRC - No Detailed Affiliation Given. 60pp 22234.021 24X 

Fiche 30-528, B3/ 12/20, 8402140018 


--8402140026 "Insp Plan " Draft outline given to inspector* on 830906 
end, 

# NRC - No Detailed Affiliation Given 83/12/20 12pp 
22254 OBI 24X Fiche 30-528,03/12/20,8402140018 
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-G402140028 Provides addl in fa re 830930 exit interview meeting w/const 
sbstfi sment team, for preliminary review of findings NRC 
criteria utiliied during insp more applicable to operating 
plant Related info end 

WOODS. T 0 Arizona Public Service Co 03/10/12 MARTIN, J D 

Region 3. Office of Director 337pp 32254 320 24X 

Fiche 50-320, B3/12/20. 6402M001B 


-B40-2140031 Comments on review of draft uiriteup on NDE Rewrite 
requested Related info one 1 

NARDUT , P NRC - No Detailed Affiliation Given 03/09/27 
KERCH, H NRC - No Detailed Affiliation Given 41pp 22254 074 
24X Fiche 30-520,03/12/20,0402140010 


-6402140032 Summary of 030716 eiit status meeting w/NRC const appraisal 
team re B30907-16 insp 

IDE.W E Ariiona Public Service Co B3-C-03/WEI 03/07/17 

ROEDCL, J A Ariiona Public Service Co 6pp 32234 137 24X 

Fiche 50-520. 03/12/20, 64021 40010 


-8402140036 Forwards marked-up draft insp scope 1< objectives Related 
info end 

ALBERT, W 0 Region 5, Office of Director B3/07/21 YOUNG, 1 
Region 3, Office of Director lBpp 32254 143 24X 

Fiche 50-320,03/12/20,8402140018 


9402140037 Corrective action request re piping c 1 eanl lne ss, per 
Procedure WPP/GCI 204 O.Rev 2, “Piping Eg s Release for 
Insulation " Related info end 

GAITHER, C F Ariiona Public Service Co 83/09/13 23pp 
22253' 277 24X Fiche 50-320,03/12/20,8402140018 


■04O214OO3B Forwards feeder rept re Insp activities at facility Combined 
insp of concrete expansion anchor bolts & embedded plates 
will be written by L Vord erbrueg g en Radiographs reviewed 
will be included in H Kerch rept. Related info end 
WALTON, 0 A Region 1, Office of Director B3/10/07 YOUNG, T 
Region 5, Office of Director 159pp 22254 163 24X 

Fiche 30- 32B, 03/12/20, 8402140018 


—8402140036 Forwards marked— up draft insp scope !< objectives Related 
info end 

ALBERT, M G Region 3. Office of Director 03/09/21 YOUNG, T 
Region 5, Office of Director ISpp H2254 143 24X 

Fiche 50-520,03/12/20.0402140010 


— 8402140037 Corrective action request re piping c leant inei s, per 
Procedure WPP/GCI 204 0. Rev 2, “Piping Sy s Release For 
Insulation '■ Related info end 

GAITHER, C F Ariiona Public Service Co 03/07/13 25p p 

22255 277 24X Fiche 50-520, 03/ 1 2/20, 8402 1 4001 B 


--8402140030 Forwards fefidor rept re Insp activities at facility Combined 
insp of concrete expansion anchor bolts !< embedded plates 
will be written by L Vord erbrueg g on Radiographs reviewed 
will be included In W Kerch rept Related info end 
WALTON, G A Region 1, Office of Director 03/10/07 YOUNG. T 
Region 3, Office of Director 155pp 22254 165 24X 

Fiche 30-320,03/12/20,0402140010 


— 0402140043 Provides list of NDE repts available from insp activities 
completed w/NRC mobile NDE van at facility, per FUIA request 
Related info enc 1 

EBNCTER.S D Region 1, Office of Director B3/11/15 
ALEXANDER. I M Region 5, Office uf Director 79pp 22253 324 
24 X Fiche 50-328,03/12/20,8402140018 


—8402140040 Rev 0 to "Palo Verde Station HPSI Sys Electrical & 
Instrumentation Const Audit Insp," final rept Related info 
end. 

* Zyton Inc NRC-JE-82/B3-46C HS0 PAR0003 83/10/04 I58pp 

22256 063 24X Fiche. 50-528, 83/12/20, 04O2I4OO1B 


— 0402140052 Provides resolution for loose bolts on structural steel 
found during NRC const assessment team (CAT? insp Item 
considered closed Related info end 

FORRESTER, R D. Ariiona Public Service Co 83-C-87/RDF 83/09/26 

IDE, U C Ariiona Public Service Co 3pp 22256 221 24X 

Fichu , 30-520, 83/12/20,8402140018 


■0402140043 Provides list of NDE repts available from insp activities 
completed w/NRC mobile NDE van at facility, per FOIA request 
Related info end 

EBNETER, S D Region 1, Office of Director. 03/11/15 
ALEXANDER, I M Region 5, Office of Director 99pp 22235 324 
24X Fiche 30-320, B3/12/20, 0402140010 


8402230207 Further response to FOIA request far documents re const 
flaws nt facility Forwards documents listed in App A 
Documents also being placed in PDR L LFDR Review continuing 
FELTON, J M Division OF Rules and Records 0 3/12/02 VADEN, T 

News t« Observer/RaLeigh Times, Raleigh. NC 3pp 22370 297 24X 

fiche 50-400, 03/12/02, 0402230207 


■8402140040 Rev 0 to “Palo Verde Station HPSI Sys Electrical & 
Instrumentation Const Audit Insp, 11 final rept Related info 
end 

# Zy tor, Inc NRC-IE-B2/83-46C H8D PAR0D03 83/10/04 158pp 

22256 063 24X riche 50-528,03/12/20,8402140010 


■0402140052 Provides resolution for loose bolts on structural steel 
found during NRC const assessment team (CAT) insp Item 
considered closed Related info end 

FDRRE9TER.R D Aritona Public Service Co 83-C-87/RDF 03/07/26 

IDE, W E Ariiona Public Service Co 3pp 22256 221. 24X 

Fiche 50-328,83/12/20,0402140018 


8402140022 Summarizes civil insp items Bechtel 830927 1 tr re relnsp 
of nuclear pipe hangors (Q class) fc related info end 
VORDERDRUEGGEN Region 3, Office of Director 03/09/19 NARDUT, P 
NRC - No Detailed Affiliation Given 60pp 22234 021 24X 

Fiche 30-520, 03/12/20, 04O214OO1B 


0402140026 “Insp Plan •' Draft outline given to inspectors on 830706 
enc i 

a NRC - No Detailed Affiliation Given 83/12/20 !2pp 
23254 OBI 24X Fiche 50-528,03/12/20,8402140018 


— 8104P10125 Discusses implications of Ofc of Inspector t. Auditor 781012 
interview w/facillty ABLE Oft of Inspector S < Auditor 
attempted to probe thought processes of & require 
justification Prom Board re action taken in adjudication 
YORE. J R Atomic Safety and Licensing Dcard Panel. 78/10/17 
HEN DR IE, J M Commissioners 3pp 22378 302 24X 

Tiche 50-400, 03/12/02, B4O2230207 


— 0402230226 Forwards Ofc of Inspector !< Auditor "Inquiry into Alleged 
Omiscion of Lina Inspector Views from CP Hearing “ No 
further distribution should be made outside of ofc Rept 
under Commission review. 

GOSSICKtL V Office of the Executive Director for Operations 
7B/11/15 DENTON Office of Nuclear Reactor Regulation, Director 
8HAPAR Office of the Executive Legal Director DAV1 B Office of 
Inspection !< Enforcement, Office of the Director Ip 22J7© 303 
24X I'lche 50-400, 83/12/02, 0402230207 


— 0402230237 Discusses Investigation by Ofc of Inspector t< Auditor (01A) 
re facility proceeding ASLAB unwilling to be interrogated by 
OIA Many questions In QIA interrogation of members of A9LU 
manifestly improper 

ROBEIYTHAL, A 9 Atomic Safety and Licensing Appeal Panel 
70/10/20 HENDRIE Commi s sioner* 2pp E237B 306 24X 

Fiche 30-400.03/12/02.0402230207 


D4O2I4OO20 Provides addl info re 830730 exit interview meeting ui/const 
assessment team, for preliminary review of findings NRC 
criteria utilized during insp more applicable to operating 
p lant. Re lated info end 

HOODS, T 0 Arizona Public Service Co 03/10/12 MARTIN , J D. 

Region 5, Office of Director 339pp. 22254 320 24X 

fiche. 50-328, 03/12/20, 0402140018 


— 8402230239 Forwards Apps A.D.C & D to be included w/questions for Panel 
III re facility testimony Related info end 

MURPHY, C E Region 2, Atlanta, Reactor Construction l< Engineering 
Support Branch 70/11/16 REIB,E J Office of the Executive 
Lego! Director Slpp 22378 308 24X Fiche 50-400,83/12/02, 

0402230207 


0402140031 Comment* on review of draft writeup on NDE Rewrite 
requested. Related info end 

NARDUT, P. NRC - No Detailed Affiliation Given 03/09/27 
KERCH, H NRC - No Detailed Affiliation Given 41pp 22254 094 
24X riche: 30-520,83/12/20,8402140010 


0402140032 Summary pf 830716 exit status meeting w/NRC const appraisal 
team re B30907-16 Insp 

IDE, W E Arizona Public Service Co B3-C-B3/WEI 83/09/17 
ROE DEL, J A. Arizona Public Service Co 6pp 22254 137 24X 

Fiche 30-528,83/12/20,0402140010 


— 0402230242 Requests that Interim guidance re preparation of staff 
testimony in NRC adjudicatory proceedings be transmitted to 
all personnel involved. Ofc directors should carefully review 
existing procedures for NRC testimony Related info mcl 
GD0B1CK, L V. Office of the Executive Director for Operations! 
79/03/30 NRC - No Detailed Affiliation Given 5pp 22377 02/ 


—8402230246 Ack 020510 conversation re allegations by facility employee 
D Jarvis, per Regional Ofc Instruction 2251. Rav 2, Paragraph 
2 C (3) Case file end 

MAXWELL, G, Region 2, Office of Director 82/05/10 V0RBE, J NRC 
- No Detailed Affiliation Given 2pp 22377 032 24X 

Fichu: 50-400, 83/12/02, B402230207 
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-8402230248 Requests tlu t Region II civtl insp personnel investigate 
allegations b«j unidentified individual re coatings during 
neat routlnp insp at site Case chronology end 

MAXWELL. <3 F Region B, Office of Director 82X07X07 VCSR8E, J 
NKC - No Detailed Affiliation Given 2pp 2337V 034 34X 

Fit he 30-400.63/12/0318402330207 


-8402230251 Matl malnt requirements for Procedure AF-XIII-07. 
"In-StOTage Insp t< Halnt " Equipment purchase order f oi m 
ent 1 

* Carolina Power t< Light Co 03/13/02 9pp 23379 040 24X 

Fit he 30-400. B3/12/02, 0403330207 


402270263 Responds to F01A request for JC Hark 001204 memo to ACRS re 
hydrogen burn w/ignit«rs 6. document* concerning generation, 
caret tint Ion or control of hydrogen in reactor accidents 
Forwards App A documents App D documents in PDR 

FEt 1 ON. J M Division dF Rules and Records 84/01/30 HIATT. S L 

Ohio Citiiens for Responsible Energy 7pp 22412 031 24X 

Fiche- 50-000. 64/01/30,8402270263 


-84022/0314 FoTuiaTds summary of Investigations re hydrogen recombiners 
& relay failures in. HPC I ays 

lOKOR. 6 J ACRS - Advisory Committee on Reactor Safeguards 
B0/JO/3O MOELLtfl. D W ACR3 - Advisory Committee on Reactor 
Safeguards 4pp 22412086 24X Fiche 50-000,04/01/30, 

6402.'702&3 


403010010 FOIA request for document* re TMt-l Restart Issues Task 
Foret to be placed in PDR 

SHDLLY. S C Union of Concerned Scientists 03/12/12 FELTON. J M 
Division Qf Rules and Records lp 32446 056 24X 

fiche 30-289, 83/12/ I 2, 8403010010 


403010013 Further response to FOIA request for documents re PRA t, 
evacUDtlon time estimates Forwards "Review 8. Evaluation of 
GTBSAR-lr PRA-Conta 1 nreent Failure Modes J, Fission Product 
Release " Rept partially withheld (ref FOIA Exemption 4) 

FELTON, J M Division of Rules and Retards 04/01/03 HIATT. S 
Ohio Citiiens for Responsible Energy 4pp 22449 276 24X 

Fiche 50-447, 04/01/03. B403010013 


-8308170191 “Review t> Evaluation of QESSAR-II Probabilistic Risk 
Assrcsment - Containment Failure Modes & Fission Product 
Release, ” Itr rept 

* Hi oukhaven National Laboratory 83/07/27 Division of 

Systims integration (post 0110057 lBOpp 66922 190 24X 

riche 50-447,04/01/03.0403010013 


403010014 Partial response to FOIA request for documents re 7M1-1 
Restart Issues Task Fore e Forwards documents listed on app 
Info also available in PDR 

I ELION. J M Division of Rules and Records B4/O1/03 SHOLLY. 9 C 
Union of Concerned Scientists 2pp 22446 057 24X 

riche 1.0-289, 84/01/03. 8403010014 


- -3305 1 1 0034 Informs that reovaluatian of Cycle 5 reload application, 
has identified two Issues re nsneonservative cladding 
swelling h rupture models ti TAFY/TACO penalty proposed by 
THAI that shoufi be resolves prior tu restart. 

RUIU-NSTEI N, L 3 Assistant Director far Core S< Plant Systems TAC 
513/V 83/05/02 LAI NAS. 0 C Assistant Director for Operating 

Reactor* 3pp 22446212 24X Fiche 30-209,04/01/03.8403010014 


--8403010020 Assigns recipients to TMJ-1 Restart Issues Task Force to 
vei i Fy that NRC requirements for restart correctly 
identified !, facility treated similar to all operating 
plants for other NRC i equirements 

El&ENHUT, D 0 Division of Licensing STAROSTECKI, R Division bf 
Project !< Resident Programs B3/04/13 JACOBS. R Reqlon I. 
Office of Director VAN VLJET, J . DIIANNI.D Division of 
Licensing Ip 22446 059 24X Fiche 30-269,04/01/03,0403010014 


—0403010023 Responds to B30419 memo S, Poruiards "Rept of TMI-1 Restart 
Issues Task force Members " Meeting requested t« respond 
to questions 

WILt I AMT. M H TMI-t Restart Issues Task Farce 03/04/29 
E1SF.NHUT. D ft Division of Licensing STAR03TECKI, R Division of 
Pioject 5< Resident Programs lp 22446 060 24X 

Fichu 50-289, 04/0 1 / 03, 040301001 4 


— 8403010030 "Rept of TMI~1 Restart Issues Tack Force Members '* 

W I LI JAMS, M , VAN VLIET.J , YOUNG. F TMI-1 Restart Issues Task 
Force 83/04/29 ISOpp 22446 061 24X Ficho 50-289, 84/01/03. 

04 03010014 


■0403010036 List of generic ltrs From 1978-19B3 Related inPo end 
» NRC - No Detailed Affiliation Civen 04/01 /03 27pp 
22446.247 24X Fiche 80-209,04/01/03,8403010014 


--8403010043 Forwards Input to 830429 TMI-1 Restart Issues Task Force 
rept Info derived from ASLD partial initial decisions in 
restart proceedings Related Info end 

GOLDBERG, J R Office of the Executive Legal Director 84/01/03 

WILLIAMS, M Division of Licensing 19pp 32446 274 24X 

Fa chi 50-209.94/01/03,8403010014 


0403010016 Further response to FOIA request for 16 categories of 
documents Forwards HJ Dircks 811219 Itr re 810606 sabotage 
event t. special rept to Commonwealth of PA Info partially 
withheld (ref FOIA Exemption 3> 

FELTON, J M Division of Rules and Records 84/01/04 SHDLLY, 8 C 
Union of Concerned Scientists 2pp 22479 076 24X 

Fiche 50-334.04/01/04,8403010016 


— 8403010032 Responds to 811021 & 1104 requests for info re 810606 
sabotage event at facility Details withheld 
tief 10CFR73 21 ) 

DIRCK9.W J Office of the Executive Director for Operations 
81/12/19 TAYLOR, F R Pennsylvania, Commonwealth of, 2pp 
22479 080 24X Fiche 50-334,84/01/04,8403010016 


— 8403010061 "Response to Apparent Act of Sabotage at Beaver Valley, Unit 
5 " Info partially deleted (r«f 10CFR2 790<d> 6 
10CrR73 2 1 ) 

* NRC - No Detailed Affiliation Given 84/01/04 6pp 
22479 112 24X Fiche 30-334,04/01/04,8403010016 


0403010010 FOIA request for 1902 NUREG/CR-2B15, "NRC, Natl Reliability 
Evaluation Program (NREP) Procedures Guide " 

BETCHFR.JL Northern States Power Co 83/12/13 BELTON, J Office 
of Administration lp 22477 OOl 


8403010021 FOIA request for documents re petition for rulemaking 
PRM-SO -31 from Citiiens Task Fotc e of ChapBl Hill.NC 
SHDLLY, B C Union of Concerned Scientists B3/10/31 FELTON, J M 
Division of Rules and Records lp 22446 034 


B403O1Q0P4 Responds to FOIA request for documents re petition for 
rulemaking PRM-50-31 from Citiiens Took Force of Chapel 
Hill.NC Forwards App A documents App B documents completely 
withheld (ref FOIA Exemption 5) 

FELTON, J M Division of fiule3 and Records B4/01/1B SHOLLY, S C 
Union of Concerned Scientists 4pp 22446 035 


— 8301060420 Requests review !< comments re encl draft FR notice to deny 
CltiiBns Task Force of Chapel Hill.NC petition for 
rulemaking (HRM-90-D1I W/o end 

NQHUI RG, J Human Factors & Safeguards Branch 82/I2/B7 
BASSE TT,0 e Division of Accident Evaluation (Pre 040101) 2pp 

22446 041 


— 830504Q013 Informs that reply to petition for rulBmaklng PRM-30-31, 
filed 811302, will be delayed until May 19B4 since NRC Is 
Taovaluating severe accident radiation source terms I* 
technical basis for 10-mile emergency planning »one radius 
PHM L L IPS, J D Division of Rules and Records B3/04/13 KATB, 0 H 
Citiiens' Task Force lp 22446039 


--8403010030 Requests documents re petition for rulemaking PRM-50-31 
filed by Citiiens Task Force 6 R Bernero B3C916 memo to 
NRC div directors re draft rulemaking on emergency 
preparedness 

MARKEYiE J House of Rep . Interior Ik Insular Affairs. 63/09/22 
f'ALLADtNO, N J Commissioners Ip 22446 040 


— 8403010046 Forwards predectslonal documents re emergency preparedness 
par request Documents do not represent NRC proposed or 
actual policy Package should be restricted to subcommittee 
members fe staff only W/o end 

HAMMERER, C Office of Congressional Affaire 83/10/28 
OTTINOER.fl L House of Rep , Energy St Commerce lp 22446 043 


■0403010049 Forwards prededslanal -documents re emergency preparedness 
per request Documents do not represent NRC proposed or 
actual pol icy. Package should bo restricted to subcommittee 
members St staff only W/o end 

HAMMERER, C Office of Congressional Affairs B3/10/2B. 

BIMPSON. A Senate, Environment 6 Public Works ip 22446 044 


—0403010054 Forwards predec 1 s ional documents re emergency preparedness 
per request Documents do not represent NRC proposed or 
actual pol ley. Package should be restricted to subcommittee 
members ft Staff only W/o and 

HAMMERER, C Office of Congressional Affairs. 83/10/28 UDALL, M 
House of Rep » Interior It Insular Affairs, ip 22446,045, 


— 0403010038 Forwards predec i » ional documents re emergency preparedness 
pei request Documents do not represent NRC proposed or 
actual policy Package should be restricted to subcommittee 
members 6 staff only W/o end 

HAMMERER. C Office of Congressional Affairs 83/10/20 BEVILL. T 
House of Rep , Appropr 1st ions lp 22446 046 
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— — B403010063 Forwards predec 1 sional d Dcumsnts re emergency preparedness 
pel request Documents do not represent NRC proposed or 
actual policy Package should be restricted to subcommittee 
members t< staff only W/o end 

HAMMERER, C Office of Congressional Affairs 03/01/20 
HATFIELD. M O Senate. Appropriations lp 22446 047 


— 8403010067 Forwards pred e c 1 s l anal documents re emergency preparedness 
per request Documents do not represent NRC proposed or 
actual policy Package should be restricted to subcommittee 
members & staff only W/o enc 1 

HAMMERER. C Office of Congressional Affairs 83/10/20 
DINGELL.v) House of Rep . Energy & Commerce Ip 22446. 040 


— 0403010074 Forwards review comments en draft RES denial of petition for 
rulemaking on emergency planning zone at nuclear power 
plant*. per request General comments end 

HULMAN. L G Accident Evaluation Branch 03/01/07 COTA, P C 
Research t, Standards Coordination Branch 7pp 22446 04V 


— 0304 060352 Requests search For relevant documents re govt litigation 
w/uti 1 Response due by 030408 

GR1MSLEV, D H NRC - No Detailed Affiliation Given 03/03/29 
riTTl.C Atomic Safety and Licensing Board Panel lp 22446 314 
24 X Fiche SO -000. 84/01 / 1 7, 040301 0050 


— 8305090506 Requests advice re fee assessment cutoff date for reactor 
CP h OL applications that aro withdrawn, deni ed. suspended . 
cancelled or postponed 

M1LLLR.W Q License Fee Management Branch 33/05/04 FONNCH, R L 
Office of the Executive Legal Director 3pp 22446 319 24X 

Fichc 50-000. 34/01/17. B4030I0050 


— U30B1Q04B3 Discusses status of OL applications Review of end WPPSB 
030712 1 tr requested in order to determine present status of 
Unit 3 for billing purposes W/o end 

MllLLR.W □ License Fbb Management Branch 03/03/03 FONNER.R L 
Regulations Division 2pp 22446 326 24X Fiche 30-000. 

04/01/17, 8403030050 


B403010026 Responds to FDIA request for !9B2 NUREO/CR-20 1 5, "NRC, Natl 
Reliability Evaluation Program (NREP) Procedures Guide " 

Forwards NUREQ 

FELTBN, J M Division of Rules and Records 04/01/04 BETCHER, J L 
Northern States Power Co ip 22477 002 


—8403010041 NUREQ/CR-SB1 3 DRFT 

Draft PROBABILISTIC SAFETY ANALYSIS PROCEDURES GUIDE 
DARI, R A , DUSL1K.A, J Drookhaven National Laboratory 
EL-BA08IBN1, A Office of Nuclear Reactor Regulation, Director 
FIN A-33S2 BNL-NUREO-51 559. 03/07/01 NRC - No Detailed 

Affiliation Given 23ipp 22477 003 


0403010060 Addl response to FOIA request for two categories of 
documents re IOCOR program Forwards document Documents also 
available in PDR 

FELTON. J M Division of Rules and Records B4/01/03 BHOLLY, S C 
Union of Concerned Scientists IP 22449 307 


— 0403010076 Forwards core debris dispersal ?< vessel failure Issue 
summary, developed at IDCOR B31 129-1202 me e tings In Harpers 
Ferry Steps taken to fulfill agreement of close cooperation 
among interested party in test data analyses 

POWLRS. D A Sandia Laboratories 03/12/03 ROSENTHAL. J Office 
Df Nuclear Reactor Regulation, Director Opp 22449 30B 


8403010050 Third partial response to FOIA request for six categories 
of documents re facility Forwards App A documents App A 
documents also placed in FDR App B documents will be placed 
in PDR upon request Review continuing 

FELTON, U M Division of Rules and Records 84/01/17 ANDERSON, 8 I 
Garvey, Schubert, Adams & Oarer 4pp 22446 293 24X 

Tiche 50-000, B4/01/17, 8403010030 


— 0003240139 Advises of refund owed licensee re CP fees Por facilities 
based on professional manpower extended tc contractual sves 
costs incurred. 

MILLER, W 0 License Fee Management Branch 00/03/03 MAN1DN, W E 
Office of the Controller 2pp 22446 303 24X 

Fiche 30-000, B4/01/I7, Q403010050 


— 8004010732 Confirms B00229 telcon re professional manpower (132-h) 
provided by 000228 memo Manpower should bo divided equally 
between two units 

HOLLOWAY, C. J License Fee Management Branch 00/02/29 
FITT1.C J Atomic SaPety and Licensing Board Panel lp 
22446 300 24X Fiche 30-000,04/01/17.0403010030 


— 0004010759 Confirms 000226 telcon re professional manpower (10-h) 
provided by A Rosenthal 7B1002 memo Manpower should be 
divided equally between two units 

HOLLOWAY, C J License Fee Management Branch 80/02/89 BISHOP, J 
Atomic Safety and Licensing Appeal Panel lp 22446 301 24X 

Fiche 30-000,04/01/17,0403010050 


— 8112020204 Forwards new format Por nuclear 
rept, NURE0-0030 (yellow book) New format 
provide next update info for planned Nov 
< data as of Sept 30,1991) due 811120 W/o 
HARTFIELD, R A Office of Management and 
81/10/30 DUNN, C N. Duquesno Light Co 
Fiche 30-000. 04/01/17. 8403010050 


power plants - const s 
should be used to 
1981 publication 
one 1 

Program Analysis 
?pp 22446, 30 3 24X 


tatu s 


0403010003 FOIA request for ORNL draft or final rept on severe Occident 
precursors at US nuclear plants during 1960 & 1931 
HIATT, 0 L Ohio Citizens for Responsible Energy 03/12/10 
FELTON. U M Division of Rules and Records Ip 22477 234 


8403010092 Final response to FOIA request for comparative evaluation 
of nuclear facilities compliance w/NUHEG-0570 t NUREQ-0737 
requirements Forwards App A documents App B document 
entirely withhold (ref rOIA Exemption 5) 

FELTON. J M Division of Rules and Records 04/02/09 WE1SB.E R 
Union of Concerned Scientists 4pp 22440 190 


— B4030I0097 R- 1 20867 1-001 

"TNJ Action Plan. 11 enmputerized list 

» NRC - No Detailed Affiliation Given 34/02/09 I46pp 
224 40 227 


0403010094 Respondo to FBIA request for ORNL rept, "Precursors to 
Potential Severe Core Damage Accidents 1980-1901 Status 
Rept-" ForuiaTds draft rept 

FELION.U M Division of Rules and Records 04/01/03 HIATT. S 
Ohio Citiiens Por Responsible Energy lp 22477 235 


— H403010102 Draft "Precursors to Potential Severe Cora Damage 
Accidents 1700-1901 Status Rept," Vols 1 S, 2 main rept It 
App A 1 B 

COTTRELL, W D , HAGEN. E W , HARRIS, J D Oak Ridge National 
Laboratory TIN B-0435 ORNL/NBI C-217 03/07/31 Office of 

Nuclear Regulatory Research, Director 560pp 22477 236 


8403010100 Further response to FBIA request for olghl categories of 
records re OL amends Forwards listed documents Documents 
also available in POR Search for addl documents subj to 
request in progress 

FELTON. J M Division of Rules and Records 03/12/22 BELL. N 
Nuclear Information b Resource Service 2pp 22445 007 


— 8112210133 Inform* of D McKinney opinion that allocation of ACR8 
manpower for fee purposes should be divided equally for 
review of two units at sit* 

HOLLOWAY, C.J License Fee Management Branch 79/01/22 License 

Tee Management Branch lp 22446 297 24X Fiche 50-000,04/01/17, 

8403010050 


— 0311230247 Discusses Public Law 97-415 which amended Atomic Energy Ac 
of 1934 Section 109 to authorize NRC to issue !< make 
Immediately effective amends to QL u/NSHC W/o and 
DENTON. H R Office of Nuclear Reactor Regulation, Director 
03/10/31 SIMPSON, A Senate lp 22443 090 


— 021 109001B Advises that branch will wait to determine what action util 
plans to take in response to ABLB 020610 order before 
collecting prop NRC hours t< contractual costs & billing util 
for review of withdrawn application 

MILLER, W 0 License fee Management Branch 02/10/04 License 

Fee Management Branch. ip, 22446 323 24X Fiche 30-000,04/01/17, 

8403010030 


— 8302250083 Responds to questions re application termination Notice of 
termination/withdrawal not anticipated No time limitation 
placed on completion of Phase Dne review 

ADENOAMiE 0 Licensing Branch 4 03/02/17 MILLER, W D License 

Fee Management Branch lp 22446 321 24X Fiche 30-000,84/01/17, 

8403010030 


— 0403010104 Forwards fifth monthly FR notice re OL Amends, per Public 
Law 97-413 W/o end 

DENTON, H R Office of Nuclear Reactor Regulation. Director 
03/09/30 STAFFORD. R T Senate, Environment h Public Works Ip 
22443 009. 


— 8403010108 Forwards FR notice of OL amends, per Public Law 97-415 W/o 
enc 1 

DENTCIN, H R Office of NuclBor Reactor Regulation. Director 
03/12/06 SIMPSON, A, Senate, Environment & Publit Works lp 
22445 091 
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04030101 1 1 FOIA request For documents by named i nd 1 v l dua 1 6. 1 nc 1 ud > ng 
repts, analyses, stud les, procedures !< sys For measurement oF 
RCS leakage 

MADDEN, T J Kaye, Scholer, Flerman, Hays k Handler 03/13/27 
NORRY. P 0 Of Flee of Administration 2pp 22400 024 


0403010113 Final response to FOIA request for five categories of info 
re mothballed nuclear const projects Forwards App A 
documents Documents also in PDR 

FELTON, J M Division of Rules and Records 84/02/10 DELL, N 
Nuclear Information V Resource Service 2pp 22479 1S2 24X 

Fiche 30-50B. 84/02/10, 8403010113 


--0403010114 Partial statement of JB Martin before House Committee on 
Energy !i Commerce re mothballing of facility 

MARTIN, J B NRC - Nu Detailed Affiliation Olven 03/09/14 9pp 
22479 106 24 X Flcho 50-500,04702/10,3403010113 


B403010117 Partial response to FOIA request for documents by named 
Individuals re rep t s, ana 1 y ses. stud 1 es. proc e dures t, sys for 
measui emont of RGB leakage App B documents placed in PDR 
App A documents already available In PDR Search continuing 
FELTON, J M Division of Rules and Records 04/01/25 MADDEN, T J 
Kaye, Scholer, Fterman, Hoys 1, Handler 7pp 224B0 026 24V 

F»che r,0-000, 34/01/25, 84030101 17 


— 8011070522 Summarises results of Independent evaluations of primary 
sys leak rate F> some considered eitenslons Extension of 
specific evaluations to all FWR Facilities recommended 
Draft procedure re evaluations will be submitted by 800915 
JORDAN, E L Division of Reactor Operations Inspections 60/03/21 
MOSELEY, N C Division of Reactor Operations Inspections llpp 
22480 266 24X Fiche 50-000, B4/01 /25, 04030101 1 7 


--3103250553 Forwards draft Procedures 61727D, "Preparation for 
Indipendent Measurement of RCS Leak Rates Fot PWR" k 6172BD, 
"Independent Measurement of RCS Leak Rate Fot PUR " Manual 
Chapters 2514 t 2515 will be revised to add procedures 
SNIE/EK,J H Division of Resident k Regional Reactor Inspection 
81/01/22 GRIER, D H Region I, Philadelphia, Office oF the 
Director O'REILLY, J P Region 2, Atlanta. Office of the 
Director KEPPLER, J G Region 3, Chicago, Office of the Director 
22 pp 22400 34 3 


— 0103250630 Requests that encl Procedures 61727D & 61720D be issued 
for trial 

JORDAN, E L Director's Dfrice Bl/01/22 DRYAN.S E Program 
Development Branch 17pp 224B0 328 


— 0107160213 Forwards description of RCSLK 7 for reactor coolant leakage 
calculation, magne tic cards h quad memory module W/o 
magnetic cards & quad memory 

WOODRUFF, R U Mechanical, Struc tural & Metallurgical Section 
81/06/23 CHUNG, J Test Program Section CRLENJAK, J Reactor 
Projects Section 1A FIELDER, R Test Program Section 2pp 
22431 013 


— B 107 16021 5 "RCSLK 7 “ 

KIRKPATRICK, D Director's Office, Office of Inspection and 
Enforcement WOODRUFF, R W Mechanical, Structural k Metallurgical 
Section 01/05/07 5pp 22481 005 


— BJ091B0036 Requests two remote computer terminals to be usod in 
developing programs For calculatlunal support For complex 
inspt 

BNIEZEK, J H Division of Resident & Regional Reactor Inspection 
B1/09/0B TROUTMAN, C R Office of Management and Program 
Analysis Ppp 22401 345 


— 3202120295 Submits progress rept on development of computerlied lnsp 
techrii ques, includ ing development of RCSLK9 program for 
ECLJPBE computer Recommends purchase of addl TX Instruments 
700 portable terminal for regional afes Program encl 
KIRKPATRICK. D , WOODRUFF, R W Reactor Engineering Branch 
B1/1J/17 DRDMERICKiA W Reactor Engineering Branch 14pp 
22481 340 


— B203120197 Forwards RGB 020121 leak rate calculation program for 
Hewlett Packard 41C (RCSLK 7) consisting of plant-specific 
data J, sample calculations Data for remaining plants 
requested 

BAER, R L Division of Engineering J, Guality Assurance (Pre 
630103) 82/02/16 MARTIN, TT Region 1, Office of Director 

CL3H1NSKI.JA Region 2, Office of Director N0RELU19, C E 
Region 3, Office of Director 16pp 224B1 132 


— 3309 150400 Comments on 930629 schedule for initial independent 
measurements of RCS leak rates by Region V using RCBLKB 
Estimate of time required to gather. veri fy k program 
plant-specific data acceptable 

WOODRUFF, R W Engineering J, Generic Communications Dianch 
B3/07/12 MCKEE, P E Division of QA, Safeguards (< Inspection 
Programs (Post B3D103) Ip 22482 019 


— 0309150401 Submits scope k schedule for Independent measurements of 
RCS leak rates of operating plants in Region V Evaluations 
not expected to begin until Sept or Oct 1903 

MORRILL, P Region 5. Office of Director 03/06/29 01 SHOP, T 

Region 5. Office of Director 10pp 22401 242 


8311150481 Forwards results of review of RCS leak rate test procedures 
k cal culationol methods used in 1978 at two randomly 
selected BWR plants, per 830920 request Deficiencies 
discovered during trial use period corrected 
DEYOUNG, R C Director's Office, OPfice of Inspection and 
Enforcement 83/11/07 DIRCKS,W J Office of the Executive 
Director for Operations 22pp 22402 020 24X 

riche 50-000, 04/01/25, 8403010H7 


—0403010127 "RCSLKB “ 

KIRKPATRICK, D , WOODRUFF, R W NRC - No Detailed Affiliation Qiven 
01/10/30 32pp 22401 021 


— 0403010129 Table of "Pressurikor Design Data " Related Info encl 
* Alabama Power Co 04/01/25 46pp 22480 033 24X 

Fiche 50-000, 84/01/25, 0403010117 


—0403010131 "RCSLKB " 

KIRKPATRICK, D , WOODRUFF, R W NRC - No Detailed Affiliation Given 
8i /i 1/03 13pp 32401 044 


— 8403010137 Rev 2 to Surveillance Test Procedure FNP-l-STP-9 0, "RCS 
Leakage Test " Related info encl 

POOLE, 0 L Alabama Power Co 79/03/25 22pp 224B0 079 24X 

Firhe 50-000,04/01/25,8403010117 


—8403010130 "RCSLKB " Related info encl 

KIRKPATRICK, D , WOODRUFF, R W NRC - No Detailed Affiliation Given 
01/11/17 76pp 22481 057 


— B403010141 Rev 2 to Instrument Maint Procedure FNP-l-IMP-202 8, "Vol 
Control Tank Level LT-112 " Related Info encl 

MCCRACKEN, K W Alabama Power Co 70/03/07 24pp 22400 101 
24 X Fiche 50-000,84/01/25,8403010117 


— 0403010146 Rev 2 to Instrument Maint Procedure FNP-l-IMP-201 22, 
"Pres sur i ier Level Control . LC-459F *’ 

« Alabama Power Co 70/06/17 30pp 22400 125 24X 

Fiche 50-000, 34/01/25, B4030101 17 


— 0403010151 Responds to 820503 request for application of RCS leak rate 
pi ogi am, RCSLK7, to Ban Onofre 2 RCSLK7,as wr i t ten, app 1 1 o s to 
listed conditions Directions given to prepare Hewlett 
Packard to run modified program Mark-up of RCSLK7 encl 
WOODRUFF, R Engineering tt Technical Support Branch 82/05/05 
MORRILL, P Region 3, Office of Director 17pp 22401 148 


- 0403010132 Rev 1 to Instrument Maint Procedure FNP-t-IMP-202 9, "Vol 
Cent* el Tank Level LT-115 " 

THOMAS, J Alabama Power Co 70/OB/O2 22pp 22400 136 24X 

FichD 50-000, 04/01/25, 0403010117 


— 3403010156 Rev 2 to Instrument Maint Procedure FNP-l-IMP-201 20, 
"Piessuriier Relief Tank Level LT-47Q " 

THOMAS, J Alabama Power Co 70/00/02 26pp 22480 170 24X 

Tiche 50-000,04/01/25,0403010117 


— 0403010159 Discusses Independent measurement of RCS leak rates for 
PWRs New version of program RCBLKB developed for use w/ 
portable computer Seminar tentatively scheduled for Teb 
1903 

JORDAN. E L Division of Engineering h Quality Assurance (Pre 
830103) 02/10/03 HAYNES, R C Region 1, Office of Director 

O'REILLY, J F Region 2, Office of Director KEPPLER, J 0 Region 
3, Office of Director Spp 22401 163 


—0403010161 "RCSLKB » 

KIRKPATRICK, D , WOODRUFF, R W NRC - No Detailed Affiliation Given 
02/11/26 12p p 22481 16/ 


■B40301O163 Rev 1 to Instrument Maint Procedure FNP-l-IMP-224 2, 
"Reactor Coolant Drain Tank Level, LT-I003 " Related Info 
enc 1 

SHIPMAN, W B Alabama Power Co 00/01/23 62pp 22400 204 24X 

Fiche 30-000,04/01/23,8403010117 


■0403010164 Discusses status of implementation of RCSLKB. 

WOODRUFF, R NRC - Nd Detailed Affiliation Olven 02/12/01 
CUNNINGHAM, J NRC - No Detailed Affiliation Olven 3pp 
22401 179 
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— B4030I0175 Rev 6 to Procedure FQT-l-3, "Periodic Operating Test RCS 
Leakage Evaluation “ 

LAMQUREAUX, T H Portland Qeneral Electric Co 78/06/19 9pp 
22481 184 24X Fiche 50-000, B4/01/25, 8403010117 


— B40301017B "RCSLK8 RCS Laakrate Determination for PWRs, " Users Guide 
KIRKPATRICK, D , WOODRUFF, R W NRC - No Detailed Affiliation Given 
83/02/15 43pp 22481 193 


— 8403010181 Informs that new version of computer program, RCSLK8, 
incorporates improvements suggested by regional ofes 6 by 
IE Evaluation of Osborne completed Osborne 1 computer 6 Itoh 
printer ordered for each regional ofc 

JORDAN, E L Division of Emergency Preparedness *i Engineering 
Response (Post 830103) 83/03/04 HAYNES, R C Region i, Office 

of Director D 'REILLY, J P Region 2, Office of Director 

KCPPLER, J 0 Region 3, Office of Director 2pp 22481 234 


— B4030101B4 Discusses how IE could develop capability to periodically b 
independently calculate identified & unidentified reactor 
coolant leak rates In operating water reactors by using 
portable calculators Description of existing program end 
KIRKPATRICK, D. , WOODRUFF, R NRC - No Detailed Affiliation Given 
00/05/29 JORDAN, E NRC - No Detailed Affiliation Given llpp 
22480 277 


— B4030101B5 Notifies of 830413-14 seminar in Bethesda,MD for regional 
ofes on use of RC9LK8, impr oved computer program for 
determining leak rates of PWR cooling sys 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 83/04/01 HAYNEB, R C Region 1, Office 

of Director O'REILLY, J P Region 2, Office of Director 

KEPPLER, J G Region 3, Office of Director 2pp 22401 236 


— 8403010191 Discusses how IE could develop capability to periodically f< 
Independently calculate identified b unidentified reactor 
coolant leak rates In operating water reactors using 
portable calculators Description of existing program one l 
KIRKPATRICK, D NRC - No Detailed Affiliation Given CQ/06/03 
JORDAN, E Division of Reactor Operations Inspections 21pp 
22480 208 


— 8403010193 Informs that portable computers obtained for regional ofes 
for use in Independent measurement of leak rates from PWR 
cooling sys Draft module b user guide (NUREG-0986) end W/o 
enc I s 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 030103) 03/05/31 TAYLOR, J M Division of QA- 

Safeguards b Inspection Programs (Post 830103) 4pp 224B1 23B 


— 0403010196 Requests author 1 1 at ion to conduct leak rate test at selected 
C-E b Westinghouse fac 1 1 i t ies. Tes t needed to evaluate 
R Woodruff b D Kirkpatrick program to independently assess 
look rates W/o end 

JORDAN, E L Division of Reactor Operations Inspections 00/06/03 
BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. LEWIS, R C Region 8, Atlanta, Reactor Operations 
Nuclear Support Branch lp. 22480 309 


— 0403010201 IE Change Notice Bi-05, revising listed manual chapters 
Related info enc 1 

» Director's Office, Office of Inspection and Enforcement 
81/03/11 B6pp 22481 252 


- 8403010205 Forwards TANK program description b program cards Program 
calculates b plots vol of liquid tn program for RC9 leak 
rate Requests J Chung to he coauthor of program description 
WOODRUFF, R Director's Office, Office of Inspection and 
Enforcement. B1/0S/22 CHUNOiJ Region t. Philadelphia, Office 
of the Director (81/03/01). 5pp 224B1.340 


— 8403010206 Requests Procedures 61727B b 6I728B be Issued b Manual 
Chapters 2314 h 2515 be revised to require that Procedure 
61727B be performed during hot functional testing b 
Procedure 61728D be performed annually 

JORDAN, E L. Division of Reactor Operations Inspections 80/03/22 
DRYAN, S E NRC - No Detailed Affiliation Given lp. 22480 310 


—8403010214 Forwards Procedures 61727B b 61720B. Procedures outline steps 
necessary to perform independent measurements of leak rates 
from RCS for PWRs Each region requested to apply both 
procedures to one PWR per wk starting 0O1O1B W/o ends 
JORDAN, E L Division of Reactor Operations Inspections 80/0B/22 
Region 1, Philadelphia, Office of the Director. 3pp 
22480 311 


— 8403010222 Forwards progress rept on development of computerized inep 
techniques, W/o end. 

BNIEZEK, J NRC - No Detailed Affiliation Oiven 81/11/19 

DEYOUNO.D NRC - No Detailed Affiliation Oiven Ip 22481 347 


- B4Q301 0233 Discusses RCS leak rate cal cu I at i ons. per 020504 telcon Mods 
to RCSLK7 computer program permit leak rate calculations for 
pressures between 1,900 b 2, 100 psig w/temp between 260 F b 
270 I Plant data end 

MQftn ILL. P J Region 3, Office of Director 82/05/05 

WOODRUFF. R W Reactoi Engineering Branch 17pp 22401 362 24X 

Fiche 50-000,84/01/25.9403010117 


■B4Q3010239 Agrees that use of computers as insp tool needs to be 
explained further per 830413-14 presentation Lists 
recommendations based on review of RCBLK8 User Guide b 
practical demonstration of computer program 
KEARNEY.J NRC - No Detailed Affiliation Given 83/04/15 
WODDRUFF. R NRC - No Detailed Affiliation Given 2pp 22402 01? 


— 0403010252 "RCSLK6-Ca 1 cu 1 a t e d Leak Rates for PWR RCB ” 

KIRKPATRICK, D , WOODRUFF, R U NRC - No Detailed Affiliation Given 
00/09/29 Opp 22480 314 


— 8403010257 "DKHT5-Ca lculated Net Power b Integral of Net Power as 
Function of Time After Scram " 

WOODRUFF, R W NRC - No Detailed Affiliation Given B0/12/05 
6pp 22400 322 


—8403010284 "RC9LK0 •• 

4 NRC - No Detailed Affiliation Given 01/07/00 7pp 
22401 009 


— 8403010207 Forwards Hewlett Packard program cards Por RCS Leak Rate 
Program 7 (RC5LK7) W/o end 

KIRKPATRICK, D Director's Office, Office of Inspection and 
Enforcement 81/07/21 MORRILL, P J Reactor Projects 5ectinn 1 
ip 22401 019 


— 0403010292 Requests Hewlett Packard 41C data cards for plant reactor 
coolant leakage calculations Program being developed to run 
reactor coolant leakage calculations on NRC ECLIPSE 
computer Data cards needed to set up data base 
BAER, R L Reactor Engineering Branch 81/09/02 MARTIN, T 7 
Division of Engineering b Technical Inspection OIBSON, A F 

Division of Engineering b Technical Inspection NQRELIUS.C E 

Division of Engineering b Technical Inspection lp 22481 ( 020 


B4O30lOii9 F01A request for studies performed by USG8 b State of CA Div 
of Mines b Geology re facility seismic design 

CAL80YA9, C D Affiliation Not Assigned 83/11/14 Nf(C - No 
Detailed Affiliation Given 4pp 22444 345 24X 

Fiche 50-312. B3/1I/14, 84030101 19 


8403010123 Responds to FOIA request for studies performed by UBGS 
b State of CA Div of Mines b Geology re facility seismic 
design rarwards App A documents Info also available in POR 
FCLTDN, J M Division of Rules and Records 83/12/20 CAL8DYA3, C B 
Affiliation Not Assigned 3pp 22444 349 24X 

Fiche 50-312,83/12/20,8403010123 


— 790614054S Summary of telcon to provide response to 790413 ltr 
requesting info re seismic analysis 

OARNrR, D Operating Reactors Branch 4 (Pro 790623) 79/04/25 

REID, R W Operating Reactors Branch 4 (Pre 790625) lp 

22444 352 24X Fiche 90-312,83/12/20,8403010123 


— 7906140548 Discusses review of plant earthquake design criteria b 
requests info re seismic analysis 

DAY 19, J F California, State of 79/04/13 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 22444 353 PAX 
Fiche 50-312,83/12/20,8403010123 


— 7910260122 Summarlles view of recent fault data,NRC requirements b fact 
that FSAR considered only three faults active Recommends 
that new info on fault sys be assessed 

M1NDGUE, R B Office of Standards Development, Director 79/10/01 

DENTON, H R Office of Nuclear Reactor Regulation, Director 4pp 

22444 353 24X Fiche 50-312,83/12/20,8403010123 


— 7911120317 Forwards RD Minogue 791001 memo to HR Denton b evaluation of 
lelovancy to proceedings before ASLB 

L18LNHUT. D 0 Division of Operating Reactors 79/10/19 SCOTT, S 
Distribution Services Branch Opp 22444 355 24X 

Fiche 50-312, 83/12/20, 8403010123 


— 7911120366 Forwards seismicity rept re Sacramento County, CR b portions 
of 6B0BI6 CA application b 730608 safety evaluation 
T180N.JC Commerce, Dept of. 6B/07/05 PRICE, HL Atomic 
Energy Commission, Directorate of Regulatory Operations, lp 
S2445 085 24X Fiche 50-312,83/12/20,8403010123 


— 7911120370 Request* addl info to complete review of initial site 
examination info data form 

DEYOUNO, R C Atomic Energy Commission, Directorate of Licensing 
74/12/13 DAVI8, e K Sacramento Municipal Utility District Bpp 
22445 028 24X Fiche 50-312,83/12/20,8403010123 
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— 79111PO403 Requests Initial site examination Info 

OlAMBUSSO, A Atomic Energy Commission. Directorate of Licensing 
74 /OH/ 1 4 DAVIS. E K Sacramento Municipal Utility District Spp 

22443 034 


— 7911120413 Responds to 760113 ltr re DL Kelleker 731217 concern about 
nuclear plant in Orville. CA vicinity No plant planned for 
area Discusses ODE re plant design 

D1RCKS.W J NRC - No Detailed Affiliation Given 76/02/06 
CRANSTON. A Senate 3pp 22445 04i 24X Fit he 50-312,03/12/20. 

64030101 23 


— B001290311 Forwards response to 791001 memo re geologic & seismic 
reassessment of facility No Immediate haiard at site 
Licensee should undertake program to assemble & assess new 
info re geology t< seismology of site region 
JACKSON, R E Geosciences Dranch 79/12/21 GAMMILL, W P 
Assistant Director for Standard ic Advanced Reactors 7pp 
22445 050 24X Flche 30-312,83/12/20,9403010123 


— 8009230342 Recommends meeting w/util to review progress of seismlt 
assessment study 

JACK3DN, R E Geosciences Dranch 80/09/12 REID.R W Operating 
Reactors Branch 4 Ip 22445 037 24X Flche 50-312,03/12/20, 

0403010123 


— 0007250345 Discusses util response to NRC request for seismic 
reassessment Seven listed areas of infs should be directed 
to util to avoid delay in reviewing rapt 

ALTORMAN, 1 13 Geosciences Dranch E0/09/12 JACHBON, R E 
Geosciences Dranch 3p p 22445 038 24X Fiche 30-312. 93/12/20, 

6403010123 


— 8403010150 Forwards evaluation of Unit 2 Initial site exam info data 
review Site saFety members participating In review listed 
DCNIPN.H R Atomic Energy Commission, Directorate of Licensing 
74/10/10 DEYOUNG, R C Atomic Energy Commission, Directorate of 
Licensing 4pp 22443 046 24X Fiche 50-312,83/12/20,8403010123 


8403010125 Further response to FQ1A request for IE Rept 79-19. notice 
of proposed imposition of civil pens 1 tie s, no t ice of 
violation it order to show cause Forwards documents listed on 
App A 

FELTON, J M Division of Rules and Records 84/01/11 HAMLIN, J B 
Shaw, Pittman, Potts tc Irowbridge Spp 22447 176 24X 

Fiche D0-49B, B4/01/1 1 , 8403010125 


--B403D10132 Requests info re public hearing Dn insp of facilities 

SCHWARTZ. A R Texas, State of B0/06/03 SEYFR IT. K Region 4, 

Dallas. Office of the Director lp 22447 179 24X 

Tiche 50-498, B4/01/U, B403010123 


— 8403010139 Transcript of 800B19 public meeting in Day City.TX Pp 1-382 
Supporting documentation end 

* Commissioners 80/08/19 3B2pp 22447 181 24X 

Fithi 50-490, 04/Oi/l 1, 8403010125. 


8403010168 Further response to F01A request For all 19B2 SECY papers to 
be available In PDR BECY-02-2, 60, 1 978, 197D. 229, 270A. 334 A, 

377A, 389, 394.4 55A, 472 it 472A withheld Cref FOIA Exemption 

51 

FELTON. J 11 Division of Rules and Records 03/12/21 MEISS, E R 
Union of Concerned Scientists WEISS, E R Harmon !< Ueiss 6pp 
22449 313 


8403010192 FOIA request For records relevant to or generated In 
connection w/831021 “Rept on Review of Diesel Generator Bldg 
at Midland " 

GARDE. R P Government Accountability Project 03/11/26 Office 

of Administration Spp 22445 092 24X Flche 50-329, B3/ 1 1 /26. 

0403010192 


04O3O1O19B Responds to FOIA request for records relevant to or 
geneiated in connection w/B3102i "Rept on Review of Diesel 
Generator Bldg at Midland " Forwards App B documents App A 
documents available In PDR 

FELTON. J M Divlsicn Of Rules and Records 03/12/14 GARDE, B P 
Government Accountability Project 4pp 22445 092 24X 

Flche 50-329. 03/1 2/ 14 , 9403 01 0190 


— 9310310471 Forwards task group rept. "Rept on Review of Diesel 
Generator Bldg at Midland," Dot I9B3 Large addl settlements 
not anticipated More accurate program to monitor cracks 

nn e rl 

-tural ic Geotechnical Engineering Branch 83/10/21 
Assistant Director for Comp S, Structures Engineering 
2pp. 22443 132 24X Fiche 50-329,63/12/14. 


eview of Diesel Generator Bldg at Midland " 

I St Geotechnical Engineering Branch B3/10/3 1 
24X Fiche 30-329,03/12/14,0403010190 


— 8312010004 Forwards corrected Pages 9.17.20 h 4 to App 11 to rept on 
review of diesel generator bldg 

KUO, P Structural t. Geotechnical Engineering Branch 83/11/14 
KNIGHT. J P Assistant Director for Comp 8, Structures Engineering 
(Post 030201) Spp 22445“ 256 24X Flche 50-329,03/12/14. 

840301 0198 


— 8312050628 Requests rept re adequacy of diesel generator bldg on 
expedited basis as input to Congress re Landsman concerns 
EJSENHUT.D G Division of Licensing 03/11/18 VOLLMER.R 
Division of Engineering lp 22445 263 24X 

Fiche 50-329,03/12/14,8403010198 


— 0312070022 Forwards Structural D Qeoteehnical Engineering Dranch 
assessment of "Rept of Review of Diesel Generator Bldg at 
Midland, •' dtd 931021 per E Adensam $, W Paton requests 
Meeting 6 possible reopening of hearing recommended 
LEAR, 0 Structural 6 Geotechnical Engineering Dranch 03/11/22 
VOLLMER.R H Division of Engineering Spp 22443 26B 24X 

Fiche 50-329, 03/12/14, 84O3OJO190 


— 8312070290 Discusses recommendation for suppl to Board Notifications 
03-163 it 03-153 re diesel generator bldg Comments it 
recommendations of J Kane it F Rinaldi on task group r»pt & 
reopening of haaring provided 

HOOD, D S Licensing Branch 4 ISSUANCES OM 83/11/22 
EISENHUT, DG Division of Licensing 4pp 22445264 24X 

Fiche 50-329. 83/12/14, 0403010198 


— 8312000134 Recommends PT Kuo 031114 memo containing four corrected 
pages to rept re structural adequacy of diesel generator 
bldg be forwarded to Board as supplemental notification to 
BN B3-I65 

HOOD, D Licensing Branch 4. ISSUANCES OL 83/11/17 EISENHUT, D 
Assistant Director Por Licensing Ip 22445 261 24X 

Fiche 50-329.83/12/14.8403010198 


--Q4030I0204 Advises that info re plan to address Landsman concerns 
should be Issued as Board Notification 83—109 
EISENHUT, D G Division of Licensing 83/07/27 NOVAK, T 
Assistant Director for Licensing lp 22443 098 24X 

Fiche 90-329,83/12/14,8403010198 


— 940301021! Advises that attached correspondence re new schedule for 
review of Landsman concerns should be issued as Board 
Notification 83-142 W/ o end 

EISENHUT, D.G Division of Licensing 83/07/20 NOVAK. T 
Assistant Director for Licensing ip 22443 099 24X 

Flche 50-329,83/12/14.8403010198 


— 9403010217 Draft rept, "Review of Diesel Generator Bldg at Midland 
Plan l " 

MILLLR, C A . CO8TANTIN0. C J Orookhavon National Laboratory 

83/09/23 23pp 22445 100 24X Flche 30-329, B3/ 1 2/ 1 4, 8403010198 


— 040301 0223 Advises that end JP Knight 830923 memo to RH Vollmer should 
be issued as Board Notification 83-153 W/o end 
EISENHUT, DG Division Of Licensing 03/10/03 NOVAK, T 
Assistant Director for Licensing lp 22443 125 24X 

Flche 30-329.83/12/14, 0403010198. 


— 0403010227 Forwards “'Review of Diesel Generator Bldg at Midland Plant 
REICH, M Brookhaven National Laboratory 03/10/17 KUO, P T 
Structural J, Geotechnical Engineering Dranch lp 22443 126 24X 

Flche 30-329, 83/12/14. S403010198 


--B403010231 "Review of Diesel Generator Bldg at Midland Plant 11 
MILLER, C A , CQ8TANTIN0, C J Orookhavon National Laboratory. 
83/10/17 23pp. 22443 127 24X Fiche 30-329.03/12/14,0403010190 


— 0403010245 Requests that end rept on review of diesel generator bldg 
h util analysis requested during review be issued as Board 
Notification 03-165 

EISENHUT. D G Division of Licensing 03/10/26 NOVAK, T 
Assistant Director for Licensing 6pp 22445' 230 24 X 

Flche 30-329,83/12/14,0403010198 


— 8403010273 Advises that supplemental info provided In PT Kuo 831114 
memo to JP Knight will be transmitted to Midland Board as 
suppl to Board Notification 83-163. Issue will be 
Incorporated as Board Notification 83-169A W/o end 
EJ9CNHUT, DO- Division of Licensing 03/11/16 NOVAK, T 
Assistant Director for Licensing lp 22445.262 24X 

Fiche 30-329.03/12/14,0403010196 


— 9403010282 Forwards guidance for use In deciding whether to recommend , 

that hearing be reopened Hearing should be reopened baeed on I 

1 i sled reasons t 

VOLLMER.R H Division Df Engineering 83/11/23 EIBENHUT, D. 0. 

Division of Licensing. 3pp, 22443,270. 24X Flche 30-329, f 

B3/12/I4, 0403010190 , 

I 

J 
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— B403010285 Advises that Vollmer recommended reopening Midland hearing 
on diesel generator bldg structural adequacy issue, based on 
task group rept Vollmer memo end W/o end 

ADENSAM, E NRC - No Detailed Affiliation Given 83/11/23 
E1SENHUT. D NRC - No Detailed Affiliation Given Ip 23445 273 
24 X Fiche 50-329, 83/ 1 2/ 1 4. 8403010198 


8403010262 Further response to FQIA request for documents re Sandla 
Contract A-1123 & bibliography used by R Dernero Forwards 
App A documents 

FELTON, J M Division of Rules and Records FIN A-1133 83/12/20 

RUTLEDQE, P Carolina Environmental Study Group 2pp 22444 069 
24X Fit he 50-000.83/12/20.8403010262 


— 8301280380 Responds to 821108 ltr %t newspaper ar tl cle. c lar 1 f y ing 
distorted & incomplete picture of nuclear accident 
probabilities S< consequences It modeling uncertainties 
presented in article 

D1RCKS, W J Office of the Executive Director for Operations 
82/12/27 DOQGS, L House of Rep 4pp 22444 07B 24X 

Fichc 30-000- 83/12/20. B4030I0262 


■-8403010268 Forwards preliminary draft documents re Sandla tabs work in 
area of siting criteria development Repts represent work 
being done in expanding use of probabilistic analysis in 
regulatory work W/o encls 

DIHCKS. W J Office of thB Executive Director for Operations 
B3/04/26 QILINBKY Commissioners 3pp 22444 071 24X 

Ficho 30-000. 83/12/20, B403010262 


—8403010274 Discusses research rept. NUREO/CR-2239 (Band81-1 3491. 
“Technical Outdance for Biting Criteria Development " 
Forwards NUREO/CR-2723 U NUREO/CR-2899 for ref use only W/d 
enc Is 

DIRCK8, W J office of the Executive Director far Operations 
82/ 11/22 PALLADIND, 0ILIN3KY, AHEARNE Commissioners 2pp 
22444 076 24X Fiche 30-000,83/12/20.8403010262 


B40301027B FD1 A request for SECY-B3-288 to be placed in PDR 

PEDRO, J NUB Corp CD-18-83-535 83/11/16 Division of Rules 

and Records lp 22449 137 


B403Q10279 Responds to FOIA request for SECY-03-28B to be placed in 
PDR Forwards BECY-83-28B, Document also available in PDR 
FELTON, J M Division of Rules and Records B3/12/16 PEDRO, J NUS 
Corp lp 22449 138 


— B4030102B3 Comments on SECY-83-288 re proposed rule on pressuriied 
thermal shock Proposed rule should address CP applicants In 
addition to OL applicants & operating reactors Schedule for 
preparation of plant-specific safety analyses acceptable 
ZEROE. J E Office of Policy Evaluations 83/08/01 PALLAD1N0. 
QILINBKY, ROBERTS Commissioners 4pp 22449 222 


8403010383 Responds to FOIA request for map detailing background 
radiation leva 1 st prepared as result of aerial survey 
conducted out of Peass Air Force Base No records subj to 
request located 

FELTON. J M Division of Rules and Records 83/12/20 OOUOHTY.J 
Seacaest Anti-Pollution League Ip 22446 346 


B403010383 FOIA request for addl search of files for map detailing 
background radiation level s, prepared as result of aerial 
survey conducted out of Pease Air Force Base 

DOUGHTY, J Buacoast Anti-Pol lot i Dn League 03/11/23 FELTON, J M 
Division of Rules and Records lp 22446 347 


B403010407 Responds to FOIA request for info on Tatum salt dome tests 
performed in Btate of MB in late 1960s or early 1970s No 
documents available pertaining to request Info may be 
obtained from State of MB Dept of Natural Resources 
FELTON, U M Division of RuIbs and Records 03/12/16 LEOGETT, L H 
Affiliation Not Assigned lp 22443 280 


B40301040? FOIA request for lists of all source disposal companies 
licensed to handle redwaste disposal 

GEBELE, H W Foxboro Corp B3/11/1B Office of Administration 
ip 22446 331 


8403010410 Responds to FOIA request for list Df all source disposal 
companies licensed to handle radwaste disposal Forwards two 
lists 

FELTON, J M Division of Rules and Records B3/12/J3 QE8ELE, H W 
Foxboro Corp lp, 22446’ 332 


—8403010412 “Waste Disposal Licensees *' 

# NRC - No Detailed Affiliation Given. 02/02/05 6pp 
22446: 333 


— 84030104 i 4 “Active Byproduct Licenses." 

» NRC - No Detailed Affiliation Given B3/12/02 7pp 
22446.339 


B4O3O10469 FOIA request for info on Tatum salt dome tests performed in 
Btate of MS in late 1960s or early 1970s 

LEGGETT, L H Affiliation Not Assigned 83/12/02 NRC - No 
Detailed Affiliation Given Ip 22443 281 


8403010474 FD1A request for info re sign posted near toilet at 
Argonatte reactor at Umv of Florida 

GROSSMAN. K Island Closeup News Service, Sag Harbor, NY 84/01/31 
NRC - No Detailed Affiliation Given lp 22443 278 


8403010480 Responds to FOIA request for info re sign posted near toilet 
at Argonatte reactor at Unlv of rionda 

FELTDN, J M Division of Rules and Rocords 84/02/27 GROSSMAN. K 
Island Closeup Nows Service. Sag Harbor. NY lp 22443 279 


B40301040B Appeals denial of FOIA request for T Novak notes generated 
by or during visit to Glen Ellyn, IL to discuss Dfc of 
Special Cases findings re facilities from Sept 1902 to Dec 
1983 

GARDE, 0 P Government Accountability Project 84/01/17 
TELTON, J M Division of Rules and Records ip 22443 274 24X 

Fichc 50-329,84/01/17,8403010488 


8403010497 Responds to appeal re denial of FOIA request for records in 
possession of T Novak on visit to Glen Ellyn. IL to discuss 
findings of Ofc of Special Cases re facilities NRC has no 
records subj to request 

DIRCKS.U J Office of the Executive Director for Operations 
B4/O2/20 GARDE, D P Government Accountability Project lp 
22443 273 24X Fiche 50-329. 84/02/2B, 8403010497 


840302000B FDIA request for radiation source or device registration 
certificates issued by NRC to listed organizations 

HAMMITT.H A EDI Services 3451 84/01/26 FELTON, J M Division 

of Rules and Records 3pp 22494 001 


8403020011 Responds to FOIA request for radiation source or device 
registration certificates issued by NRC to organizations 
listed in request ltr Forwards requested documents 
FELTON, J M Division of Rules and Records 84/02/09 HAMMITT.H A 
FOl Sez vices Ip 22494 004 


— 8403020016 Registry of radioactive sealed sources & devi ce s. sa f a ty 
evaluation of X-ray fluorescence cell mfg by AMP, Inc usinq 
New Ingland Nuclear Model NhR-476C 

* NRC - No Detailed Affiliation Given NR-140-0-101-5 83/07/08 

Spp 22494 005 


— 8403020018 Registry of radioactive sealed sources I, devi c e s, sa P ety 
evaluation of detector coll mfg by AnteSt Instruments. Inc 
using US Radium Model LAB-508-1 l< New England Nuclear Model 
NCR -002 

KLINGER, J 0 NRC - No Detailed Affiliation Given TX-1 45-D-I03-S 
82/12/17 3pp 22494 010 


— 8403020023 Registry of radioactive sealed sources t< device s, sa fety 
evaluation of luminous front post sight containing 3N Model 
E2X Army Part 8448690 for Pr-147 !< Part 12002966 for 
tri t i urn. di stributed by US Army Armament Readiness Command 
* NRC - No Detailed Affiliation Given NR-i S3-D-101 -9 83/03/07 

2pp 22494 013 


— 8403020027 Registry of radioactive sealed sources t< dev i ce s, safety 
evaluation of rad ioluminous lamp containing 3 Ci tritium, 
distributed by US Army Armament Matl Readiness Command 
* NRC - No Detailed Affiliation Given MR-1S5-S-101-B 83/03/08 

4pp 22494 015 


— 8403020034 Registry of radioactive sealed sources St devices, safety 
evaluation of rad ioluminous lamp containing 10 Ci tritium, 
distributed by US Army Armament Matl Readiness Command 
» NRC - No Detailed Affiliation Given Nn-lSS-2-102-0 83/03/08 

3pp 22494’ 019 


— 8403020038 Registry Of radioactive sealed sources 5 d ev i c 8 s> sa f ety 
evaluation of rad ioluminous lamp containing 8 Ci tritium- 
distributed by US Army Armament Matl Readiness Command 
* NRC - No Detailed Affiliation Given NR-1 55-S-103-3 03/O3/OQ 

3pp 22494 022 


— 8403020037 Registry of radioactive sealed sources J< device s. safety 
evaluation of radioluminaus lamp containing tritium, 
distributed by US Army Armament Matl Readiness Command, 

» NRC - No Detailed Affiliation Given NR-1 83-S-i 04-9 83/03/08 

9pp. 22494 029 


— 8403020060 Registry of radioactive sealed sources ?, devices, safety 
evaluation of rad ioluminous lamp containing 6 Ci tritium, 
distributed by U3 Army Armament Matl Readiness Command 
* NRC - No Detailed Affiliation Oiven HR-138-S-105-S 83/03/08 

3pp 22494 034 
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— B403020067 Registry of radioactive sealed sources A devices, safety 
evaluation of rad 1 o 1 umi nuu s lamp containing 2 2 C i tritium, 
distributed by US Army Armament Matl Readiness Comrrand 
» NIIC - No Detailed Affiliation Given MR-1 33-S-1D6-S 83/03/03 

3pp 22494 037 


■0403020070 Registry of radioactive sealed sources U devices, safety 
evaluation of radiolumlnous lamp containing 6 Ci tritium, 
distributed by US ATmy Armament Matl Readiness Command 
* NRC - No Detailed Affiliation Given NR - 1 35—9—1 07—3 03/03/08 

3pp 22494 040 


- — 0403020074 Registry of radioactive sealed sources ?. devices. saPety 
evaluation of radiolumlnous lamp containing 4 Ci tritium, 
distributed by US Army Armament Natl Readiness Command 
» NRC - No Detailed Affiliation Given MR-1 55-S-1C8-S B3/O3/0B 

3pp 22494 043 


— B4030200B0 Registry of radioactive sealed sources S, dev 1 ces . safety 
evaluation of radiolumlnous lamp containing tritium, 
distributed by US Army Armament Natl Readiness Command 
e NRC - No Detailed Affiliation Given NR-1 55-3-109-3 03/03/08 

7pp 22494 046 


--B4030200B2 Registry of radioactive sealed sources A devices, safety 
evaluation of mass spectrometer containing 13 mCi Ni-63 In 
Rhemto-Chem MMS-160, distributed by PCP, Inc 

* NRC - No Detailed Affiliation Given FL52BDJ02U 79/03/29 
2pp 22494 232 


--94030200B7 Registry of radioactive sealed sources !, dev 1 c e s , sa f ety 
evaluation of radiolumlnous lamp containing 1 Ci tritium, 
distributed by UR Army Armament Matl Readiness Command 
# NRC - No Detailed Affiliation Given MR-1 55-S-l 1 0-3 83/03/0B 

3pp 22494 03 J 


— a4030P0091 Registry of radioactive sealed sources & d ev 1 ces. sa f ety 
evaluation of radiolumlnous lamp containing 1 2 Ci tritium, 
distributed by US Army Armament Matl Readiness Command 
» NRC - No Detailed Affiliation Given NR-1 35-S-l 1 1 -S 83/03/08 
3pp 22494 036 


--0403020095 Registry of radioactive sealed sources & device s. safety 
evaluation of electron capture detector cell assembly 
containing IS mC i Nl-63 in Nam England Nuclear NER-002 *< 

Nuclear Radiation Development N100I sealed source 

DROWN. J M . SINGER. D NRC - No Detailed Affiliation Given 

NR536D019B 02/04/30 6pp 22494 234 


— 04030P01 01 Registry of radioactive sealed sources t, device s. safety 
evaluation of Interstitial implant source t* storage vessel 
u/15 mCi Ir-192 in Model R/l (seeds) & P-1.P-2.P-3 tt P-4 
cents iners.mfg by RAD/IRID. Inc 

DROWN. J M NRC - No Detailed Affiliation Given NR-53B-B-10I-S 
03/01/ 20 llpp 22494 240 


— B4030P0107 Registry of radioactive sealed sources tt devi ce s. safety 
evaluation of gaseous tritium light sources (GTL9) in 
military fire control products mfg by Ruoff tt Sons. Inc & 
distributed by US Army Armament Readiness Command 
WRIGHT, E G , SINGER. B NRC - No Detailed Affiliation Given 
NR-375-D-10J-S B2/09/24 8pp 22494 251 


- -04030201 10 Registry of radioactive sealed sources t. devi ces. safety 
evaluation of rad i o 1 ominous lamp containing 8 Ci tritium, 
distributed by US Army Armament Mat! Readiness Command 
* NRC - No Detailed Affiliation Given NR-1 55-3-1 12-S 93/03/08 

3pp 22494 039„ 


--0 403020113 Registry of radioactive sealed sources It dev i c a s, sa f ety 
evaluation of self-luminous compass containing 175 mCi 
tritium in Drandhurst Co light source Model RT/60-25/10 mfg 
by Suunto Oy it distributed by Sea Guest, Inc 

DROWN, d M NRC - No Detailed Affiliation Given. NR-571 -D~i 03-E 
03/07/22 9pp 22494 2S9 


B4030201 14 Registry of radioactive sealed sources & d ev i c e s, sa P ety 
evaluation of radiolumlnous lamp containing tritium, 
distributed by US Army Armament Matl Readiness Command. 

* NRC - No Detailed Affiliation Given. NR-153-B-1 13-S 83/03/00 

3pp 22494 062 


0403020116 Registry of radioactive sealed sources !< d evic e s. sa f ety 
evaluation of electron capture detector cell containing 
150 mCi tritium £n Safety Light Carp foil source Model 508- 
3. mfg by Sente* 3ensing Technology. Inc 

DROWN. J M NRC - No Detailed Affiliation Given NR-595-0-1O1-S 
□3/00/26 7pp 22494 26B 


- -04030201 19 Registry of radioactive sealed sources J, d ev 1 c e s, sa f ety 
evaluation of radiolumlnous lamp containing tritium, 
distributed by US Army Armament Matl Readiness Command 
e NRC - No Detailed Affiliation Given NR-i 5S-6-1 1 4 -8 03/03/08 

3pp 22494 063 


9403020120 Registry of radioactive sealed sources tt devi ce s, safety 
evaluation of gas chromatograph containing 20 mCi Ni-63 in 
US Radium LAD 784. Neu England Nuclear NER-004 & Amors ham/ 

Searl NBC. mfg by Sp ec tr a-Phy si c s 

WONG. 0 NRC - No Detailed Affiliation Given CA615D101S 
02/12/09 4 pp 22494 275 


- B403020124 Registry of radioactive sealed sources t< de v i ce s, sa f e ty 
evaluation of ionization smoke detector containing 1 uCi 
Am-841 foil source in NRD Model A-OOl or Amersham Model 
AMM-1001H, mf g by Square D Co 

WRIGHT, E G , SINGER, 0 NRC - No Detailed Affiliation Given 
NR-6I6-D-101-E 02/09/07 Bpp 22494 279 


--84Q3020127 Registry of radioactive sealed sources it dev ice s, sa f ety 
evaluation of lensatic induction damped compass containing 
120 mCi tritium in Stocker & Vale, Inc Model SV-183 
SINGER, 0 NRC - No Detailed Affiliation Given NR-622-D-102-E 
83/01 /IB 8pp 22494 287 


— 0403020132 Registry of radioactive sealed sources t< devi c e s, sa f ety 
evaluation of celibr device containing 100 Ci Cs-137 in 
ORNL Draining RD309 0, mf g & distributed by T6MC0 
PATRICK, D P , BURGESS. J L NRC - No Detailed Affiliation Given 
ND631D101S 83/06/14 3pp 22494 293 


— B403020135 Registry of radioactive sealed sources & d ev i c e s. safety 
evaluation of self-luminous source in watch models 
containing 200 mCi tritium in Mertz-Bentel 1 i T 4173-1 S< 

T417S-1, mfg by Texas Instruments 

e NRC - No Detailed Affiliation Given NR-632-S-102-E S2/10/0B 

lp 22494 298 


— 8403020137 Registry of radioactive sealed sources i< devic e s, sa Pety 
evaluation of density gauge containing 230 mCi Cs-137 in 
Amersham Corp Model CDC 810, mfg by Tatabanyal Sienbanyak 
DROWN. J M NRC - No Detailed Affiliation Given NR-633-D-102-8 
83/OB/ l 5 Cpp 22494 299 


- 8403020142 Registry of radioactive SBaled sources t< devic a s, sa f ety 
evaluation of consol i datl on monitoring device containing 
500 mCi Cs-137 in Gulf Nuclear. Inc Modal CBV, mfg by Rexnord. 

Inc tt distributed by DOT 

11RQWN. J M NRC - No Detailed Affiliation Qiven NR-643-D-i 02-S 
83/11/04 7pp 22494 307 


•-B4O3O20144 Registry of radioactive sealed sources t< d ev t c e s. sa f a ty 
evaJuation of pipe u/all thickness gauge containing 10 Ci 
Cs-137 in 3M Mode! 4D6L t< Gulf Nuclear CSV, mfg by WB Wilson 
Mfg Co 

* NRC - No Detailed Affiliation Given TX672D106S 79/07/31 

Bpp 22494 314 


•B4030P0149 Registry of radioactive sealed sources t< device s> sa f ety 
evaluation of sul fur-ln-oi 1 analyisr containing 550 mCi 
Am -24 1 in Amersham/Sear le AMC 17, mfg by Yokogaua Electric 
Works tt distributed by Yoliogawa Corp of America 
# NRC - No Detailed Affiliation Given QA678D102S 80/09/25 

2pp 32494 317 


•8403020150 Registry of radioactive sealed sourses tt device s, safety 
evaluation of radiolumlnous lamp containing 8 Cl tritium, 
distributed by US Army Armament Matl Readiness Compand 
» NRC - No Detailed Affiliation Given NR-133-S-H 5-8 83/03/08 

3pp 22494 06B 


— 8403020153 Registry of radioactive sealed sources fc device s, safety 
evaluation of rad ioluminous lamp containing 8 Ci tritium, 
distributed by US Army Armament Matl Readiness Command 
* NRC - No Detailed Affiliation Given NR- 159-8-1 16-0 83/03/08 

Bpp 22494 071. 


— 8403020166 Registry of radioactive sealed sources !< devi ces, safety 
evaluation of radiation source assembly containing 300 mCi 
Cs-137 in Amersham CDC 192,809,010 tt 811 mfg by Level Link, 

Inc 

WDNG, Q NRC — No Detailed Affiliation Given CA4B3D102B 
83/04/15. 7pp 22494 165 


— 8403020170 Registry of radioactive sealed sources devices, safety 
evaluation of radiolumlnous lamp containing 2 2 Ci tritium, 
distributed by 08 Army Armament Matl Readiness Command, 

* NRC - No Detailed Affiliation Qiven NR-1 35-8-1 17-8, 83/03/08 

Bpp 22494 074 
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0403020172 Registry of radioactive sealed sources f< d ev i c e s , sa f ety 
evaluation of X-ray fluorescence spectrometer containing 
10 mC 1 Fe-59 tt 15 mCi Cd-109 in Isetope Products Labs 
Model XFD-3, d i str lbuted by Martin Marietta Carp 
BROWN, J M , SINGER, D NRC - No Detailed Affiliation Given 
NR-441-D-101-S 82/10/01 3pp 22494 172 


B403020176 Registry of radioactive sealed sources t< dev 1 c e s, sa f ety 
evaluation of chemical agent d etec tor, c onta 1 n lng 250 uCi 
Am-241 in Amersham Corp foil source Model AMM 1001 , 
distributed by US Army Armament Matl Readiness Lommand 
BROWN, J M NRC - No Detailed Affiliation Given NR— 1 55-D-l i0-S 
83/06/15 5pp 22494 077 


B403020177 Registry of radioactive sealed sources !, d ev i c e s , sa f ety 
evaluation of UV emitting light source containing 1 Cl 
tr i t i urn, d i str i but ed by Mb-Microtec 

BROWN, J M NRC - Nd Detailed Affiliation Given NR-446-S-1 01 -S 
83/09/22 4pp 22494 177 


B403020179 Registry of radioactive sealed sources ?< d e v i c e a , sa f ety 
evaluation of pipe monitor containing 200 mCi Cs-I37 in 
New England Nuclear NER-370 IANS! CS4434 ) , d i s tr i b uted by 
Mcrr 1 c k-Sc al e Mfg 

» NRC - No Detailed Affiliation Given NR432D101S 00/09/03 

4pp 22494 1 01 


B4030201BO Registry of radioactive sealed sources & devices, safety 
evaluation of gamma ganging device containing 14 mCi Am-241 
in Amersham Model AMC 24 or Now England Nuclear Model 
NER-47BC, mfg by Bedford Engineering Corp 

WR I QHT , E G , SINGER, B, NRC - No Detailed Affiliation Given 
NR— 182— D-101-B 82/11/10 Bpp 22494 0B2 


8403020183 Registry of radioactive sealed sources & devices, safety 
evaluation of backscatter probe Model JLK, containing 30 mCi 
Am-241 in Amersham/Sear 1 e Corp AMC 66 , d 1 stributed by 
Mettronir Co 

WONG, G NRC - No Detailed Affiliation Given CA 457D101S 
82/11/03 5pp 22494 185 


0403020106 Amended registry of radioactive sealed sources t devices, 
safety evaluation of brachy therapy source & storage devices 
containing 33 mCi It — 192 In Best Model 81-01 seeds, mfg by 
Dost Indus tr 1 es, Inc 

* NRC - No Detailed Affiliation Given NR1B7D101S 82/12/09 
lOpp 22494 090 


B4030201B7 Registry of radioactive sealed sources & dev 1 c e s, sa f e ty 
evaluation of beta source containing 500 mCi Pm-147 in 
Now England Nuclear Model NER-8190 

BROWN, J M , BAS01N, N NRC - No Detailed Affiliation Given 
NR476B1 443 82/10/18 Bpp 22494 190 


B403020191 Registry of radioactive sealed sources !< devi ce s, safety 
evaluation of beta source containing 1,130 mCi Kr-B5 in 
New England Nuclear Model NER-8180 

BROWN, 0 M , BABSIN, N NRC - No Detailed Affiliation GlvBn 
NR-476-S-143-8 02/10/18 Spp 22494 193 


8403020193 Registry of radioactive sealed sources !, devi ce s. safe ty 
evaluation of hrachytherapy sources containing 33 mCi 
Au-J9B,mfg by Dost Industr i es, Inc 

8IN0LR, □ NRC - Nd Detailed Affiliation Given NH1879102B 
02/12/09 Bpp 22494 100 


8403020 1 94 Registry of radioactive sealed sources t< devices, safety 
evaluation of beta source containing 2,200 mCi Kr-05 in 
New England Nuclear Mndel NER-5B4 

WRIGHT, E G , SINGER, B NRC - No Detailed Affiliation Given 
NR47681460 82/03/18 6 pp 22494 200 


0403020199 Registry of radioactive sealed sources 1, device s, safe ty 
evaluation of Am-241 low energy photon disc source 
containing 10 mCi Am-241 In New England Nuclear Model 
NER-47BH 

BROWN, J M , SINGER i D NRC - No Detailed Affiliation Given 
NR476S1 478 82/08/06 5pp 22494 206 


B403020200 Registry of radioactive sealed sources t> devi ce s, safety 
evaluation of whole body counter calibr sources containing 
Co-60, Cs-137, 1-123, 1-131, Cr-91 , Cd-109, Zn-65, Ba-133 t< Mn~94, 
mfg by Dio-Nuclear Measurements, Inc 

BROWN, J M NRC - No Detailed Affiliation Given NR-10B-S-1O1-S 
83/09/23 bpp 22494 100 


0403020201 Registry of radioactive sealed sources t< devices, safety 
evaluation of low energy photon annular source containing 
1,130 mCi Cd-109 in New England Nuclear Model NER-468 R 6 
NER-468 A 

BROWN, <J M NRC - No Detailed Affiliation Given NH-476-9-1 4B-S 
82/12/27 4pp 22494-211 


- 0403020208 Registry of radioactive sealed sources 1. devi ces, saf ety 
evaluation of beta radiation source containing 1, IbO mCi 
Kr-05 in Now England NucleaT Model NER-0170 

BROWN, J M NRC - No Detailed Affiliation Given NR-476-S-149-5 
83/10/23 5pp 22494 215 


— 8403020210 Registry of radioactive sealed sources 6 devi ces, safety 
evaluation of gas aerosol detector containing 10 mCi N 1 - 6 J 
in detector cell sources mfg by Ion Track Instruments or 
Chevron Research Co 

BROWN. J M NRC - No Detailed Affiliation Given NR-224 -D-101-E 
03/08/13 6 pp 22494 114 


--8403020212 Registry of radioactive sealed sources 6 devices, safety 
evaluation of Interstitial treatment of cancer involving 
34 mCi Au in gra i ns, d i s tr 1 b uted by Nuclear Sources t< Svcs, 

Inc 

» NRC - No Detailed Affiliation Given TX508SI03U 7B/02/2Q 
3pp 22494 220 


— 0403020213 Registry of radioactive sealed sources 1, device s, safety 
evaluation of logging tool calibr std containing 5 uCl 
Th-232 or natural U in Nuclear Sources t, Svc s Model G9-C or 
GS-M 

OASS, J T NRC - No Detailed Affiliation Given TX90SS106Q 
03/11/03 3pp 22494 223 


— 8403020219 Registry of radioactive sealed sources St device s, safety 
evaluation of dosimeter irradiator containing 100 Ci Cs-13/ 
in DRNL Drawing RD309 0 

PATRICK, D P , BURGCSa, J L NRC - No Detailed Affiliation Given 
ND510S1O3S 03/06/ 14 6 pp 22494 226 


-'0403020224 Registry of radioactive sealed sources St devices, safety 
evaluation of computer sys containing smoke detector unit 
w/1 uCi Am-241 in Honeywell TC 100C smoke detector unit 
dlstt lbuted by Control Data Corp 

WRIGHT, E G NRC - No Detailed Affiliation Given NR-233-D-101-E 
03/03/00 7pp 22494 120 


— 8403020227 Registry of radioactive sealed sources S< d ev i c e s, sa f e ty 
evaluation of sample irradiator containing 100 mCi Sr-9G 
in Isotope Products Labs Model BF90 Tl. d i str lbuted by 
Daybreak Nuclear I, Medical Sys, Inc 

DROWN, J M NRC - No Detailed Affiliation Given NR-230-D-101-S 
03/07/03 5pp 22494 127 


— 0403020232 Registry of radioactive sealed sources 6 devices, safety 
evaluation of electron capture cell containing ^,0 mC 1 
tritium in Safety Light Corp Model 20203 or US Radium 
LAB-bOB-3, distributed by Delphi Instruments, Inc 
WDNG, G C NRC - No Detailed Affiliation Given CA254D1020 
□3/06/20 Spp 22474 122 


--8403020237 Registry of radioactive sealed sources t< d ev i c a s, sa f e ty 
evaluation of luminous marker switch containing 44 mCi 
tritium in Ml! 1132/0/130 Model 1 , (1 1 a tr 1 bu ted by Dowty 
Electronics Co t< Saunders Roe Development 

X NRC - No Detailed Affiliation Given Nn-233-D-lOl -S B2/10/06 
Ip 22494 137 


--8403020240 Registry of radioactive scaled sources h devices, safety 
evaluation of X-ray fluorescence analyier containing 100 mCi 
re-53 in New Lngland Nuclear Model NER-461A,mfg by Teles 
Nuclear S< distributed by Dow Chemical USA 

BELL , S NRC - No Detailed Affiliation Given NR-260-D-101 -3 
03/10/18 6 pp 22494 IJ0 


— B403020243 Registry of radioactive sealed sources t< device s, safety 
evaluation of gas chromatograph containing 13 mCi Ni-63, 
mfg by Victareen Instrument Co S< distributed by Fisher 
Scientific Co 

e Atomic Energy Commission NR294D101U 70/11/30 2pp 

22494 144 


8402020246 Registry of radioactive sealed sources !< d ev 1 c e s, sa f ety 
evaluation for gas chromatography detector cell containing 
15 mC 1 Ni-63 in Amor sham/Sear l e foil, mfg by Victoreen 
Instrument Co & distributed by Fisher Scientific Co 
* Atomic Energy Commission NR294D102U 70/11/26 2p p 

22494 146 


— 8403020231 Registry of radioactive sealed sources t, devices, Safoty 
evaluation of cigarette density gauge containing 25 mCi 
Sr -90 in Amersham Buchler GmbH & Co kg Model 1411 mfg by 
Hauni-Werke t, distributed by Hauni -Richmond, Inc 

BROWN* J M NRC - No Detailed Affiliation Given NR-343-D-103-S 
83/06/07 Opp 22494 148 
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--B403020255 Registry of radioactive sealed sources t< d ev 1 c e s. safety 
evaluation of senate detector containing 1 uC 1 Am~24 1 in 
Amercham Model AMM-1001 mfg by Hochiki Corp *« distributed 
by Hoch i k i -American Corp 

« NRC - No Detailed Affiliation Given NR-355-D-i 03-E 03/07/22 

3pp 22494 133 


— 0403020259 Registry of radioactive sealed sources & devices, safety 
evaluation of aerosol analyier containing 124 oCi Am-241 In 
Amersham Model AMMQ-2367. d i str ihuted by IITRI Research Inst 
» NRC - No Detailed Affiliation Given ^8-367-0-101-3 02/10/06 

lp 32494 1 55 


— 6403020264 Registry of radioactive sealed sources S, d evict s> safety 
evaluation of underwater radiography containing 100 Ci 
Ir-192 in Gamma Industries. Inc PTL-1 . d 1 s t r i bu t ed by 
JO Sylvester Assoc. Inc 

» NRC - No Detailed Affiliation Given NR-407-D-1 01 -S 02/10/06 
lp 22494 139. 


— 8403020267 Registry of radioactive sealed sources 6 devices, safety 
evaluation of neutron generator tube containing 9 Ci tritium 
in Haitian 1-31A-1 15791-000 or 1-31 A1 1 3702-000. mf g by Hainan 
Sciences Corp 

* NRC - No Detailed Affiliation Given C0411D1-1S 82/03/03 

Spp 22494 160 


0403020014 Partial response to FOIA request foT seven categories of 
documents re NRC regional 1 1 a tion program App A documents in 
PDR Hevinii) of remaining documents incomplete. 

FELTON. J M Division of Rules and Records B3/12/16 LOWENTHAL, J 
Nuclear Information 6 Resource Service 3pp. 22492-24B 24X 

Fiche 50-000. B3/12/16. 540 3020014 


— B202220056 Summarizes decisions made on three Important matters re 
regionalization Regionalization concept, cri tical skill bass 
for regionalization of licensing It administrative efforts 
for reg ionl i zat ion are discussed 

DIRCHS. W J Office of the Executive Director for Operations 
B2/0I/2B DENTON, H R Office of Nuclear Reactor Regulation. 
Director DEVQL/NQ, R C Director's Office* Office of Inspection 
and Enforcement DAVIS, J 8 Office of Nuclear Material Safety S< 
Safeguards, Director 2pp 23492 231 24X Fiche 50-000, B3/12/1 6. 

B403020014 


— 8210220012 Forwards plan for FVB3-FY83 regionalization of NRR Comments 
should be received by B21012 

DENTON. H R Office of Nuclear ReactoT Regulation. Director 
B2/09/30 Region 1. Office of Director lp 23492 313 24X 

Fiche 30-000, B3/13/ 16, 0403020014 


— 0210220014 "FYB3-FYB5 Preliminary Regionalization Plan for NRR " 
* Office of NutleaT Reactor Regulation, Director 82/09/21 
l?pp 22492 314 24X Fiche 50-000. 83/ 1 3/ 1 6, B4O30200 1 4 


— 021O22OOB4 Forwards preliminary regionalization plan for FYB3-FY05 
Schematic presentation of scheduled milestones & activities 
provided in lieu of critical path presentation Revised plan 
t functional checklists to be submitted by 831015 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
82/09/21 BTELLD, V. Regional Operations £< Generic Requirements 
ip 22492 333 24X Fiche 50-000, B37 12/ 16, 8403020014 


— -B211190102 Forwards final regionalization plan incorporating comments 
from regions, per B20903 Tequest NRR will update plan 
periodically 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
82/11/01 8TELL0.V Regional Operations L Generic Requirements, 
ip 22493 0B2 24X Fiche 50-000,83/13/16,0403020014 


— B21 1190103 ’‘FY83-FYB5 Preliminary Regionalization Plan for NRR " 
» Office of Nuclear Reactor Regulation, Director 82/10/19. 
200 pp 22493 0B3 24X F i c he 30-000, 83/ 1 2/ 1 6, 8403020014 


— -82120B0692 Forwards FR notice amending 1OCFR50 4, informing public that 
communications h applications should be sent to Region 4. Ltr 
to Congressional committees encl 

DENTON. H R Office of Nuclear Reactor Regulation, Director 
B2/12/01 FELTON, J M Division of Rules and Records 2pp 
22493 309 24 X Fiche 50-000,83/12/16, B4030200I4. 


•B2120S0693 "Regional Licensing Program — Fort Bt Vrain Generating 
Station," 10CFR30 final rule Amend delegates responsibility 
for implementing licensing program to regional 
administrator Draft Congressional ltrs Bnci 

DIRCHS. W J Office of the Executive Director for Operations 
B2/I2/0I Spp 22493 311 24X Fiche. 30-000, B3/12/16i 0403020014 


— 8212100130 Requests implementation of interim policy controlling 
requests for regional review S< comment 

DIRCKB. W J Office of the Executive Director for Operations 
82/11/29 DAVIS, J Office of Nuclear Material Safety h 
Safeguards, Director DENTON, H R Office of Nuc 1 ear Reactor 

Regulation. Director DEYOUNG. R Director's Office, Office of 

Inspection and Enforcement 4pp 22493 298 24X 

Fiche 50-000,83/13/16,8403020014 


— 0212130052 Summary of 821116 meeting u/utll onsite re delegation of 
licensing functions to Region 4 Uniqueness of facility & 
need to treat aspects differently from other LWRs discussed 
Draft delegation of authority memo encl for signature 
DENTON. H Tl Office of Nuclear Reactor Regulation, Director 
82/11/29 DIRCHS, W J Office of the Executive Director for 
Operations 3p p 22493 286 24X Fiche 30-000,03/12/16, 

84030200 I 4 


— 0212160039 Forwards FR notice & amend to 10CFR30, ref 1 ec ting delegation 
& assignment of certain licensing actions to Region 4 
administrator 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
82/11/30 DIRCHS, W J Office of the Executive Director for 
Operations 7p p 22493 302 24X Fiche 30-000,83/12/16, 

8403020014 


— 03O114O4B6 Describes selected approach for transfer t< maint of 
facility official docket files S< supporting documentation to 
Region 4 Region 4 will assume routine document distribution 
on 021101 

FUNCHEB, J L Planning «< Program Analysis Staff B2/10/18 
EISFNHUT, D G Division of Licensing 2pp 22492 333 24X 

Fiche 30-000,03/12/16,8403020014 


— 8301140490 Advises that Region 4 assumes responsibility for receipt !< 
distribution of all facility doeumentat Ion, e f fee tlve 821101 
SCOTT, R S Document Management Branch 82/10/28 Document 

Management Branch lp 22492 353 24X Fiche 30-000,83/12/16, 

0403020014 


— 8301140494 Advise* that Region 4 assumes responsibility for receipt h 
dissemination of incoming licensee communications for 
Paci lity, effective 821101 

SCOTT, R B Document Management Branch 82/10/27 GAGLIARDD, J E 
Division of Resident, Reactor Project 4c Engineering Program* lp 
22492 336 24X Fiche 30-000,03/12/16,0403020014 


— B304260013 Forwards functional transfer checklist used to coordinate 
administrative aspects of transfers of NRC headquarters 
functions to regl ons. Sub j s to prepare checklist* for lilted 
STELl 0, V Regional Operations S< Generic Requirements. 83/04/19 
DENTON, H Office of Nuclear Reactor Regulation, Director 
DEYOUNG, R Director's Office, Office of Inspection and 
Enforcement DAVIS, J Office of Nuclear Material Safety 1< 

0a feguards. Director 3pp 22493 337 24X Fiche 50-000,03/12/16, 

0403020014 


--04O3O2OO21 Inform* of 821207 training t, schedule review meeting re 
nonpouer reactor transfers Meeting agenda. transfer 
milestones & graphic schedule of transfer activities encl 
E18ENHUT, D 0 Division of Licensing 82/11/03 STAR08TECHI. R 
Division of Project & Resident Programs 0LBH1NSH1 , T. Division of 
Engineering St Operational Programs BPE6BARD, R Division of 
Project St Resident Programs 3pp 22493 281 24X 

Fiche 30-000.83/12/16,8403020014 


— 0403020023 Identifies three major program area candidates for 
regionalization of regulatory functions enforcement program, 
emergency preparedness program St licensee performance 
appraisal program Comments in response to 811112 memo. 

DEYOUNG. R C Director's Office, Office of Inspection and 
Enforcement 82/02/01 STELLO, V Regional Operations St Generic 
Requirements 7pp 22492 233 24X Fiche' 30-000, 03/ 12/ 16, 

0 40302001 4 


— B40302002S Provides charter for regional coordination staff, 
Incorporating some suggested changes Charter now in three 
part* according to rough time frame necessary for regions to 
assume various responsibilities W/o distribution list. 

DDNOSHUE. D. J Office of Administration. 82/02/17 NRC - No 
Detailed Affiliation Given 7pp 22492- 260 24X 

Fiche 30-000,83/12/16,8403020014. 


— 040302002? Discusses delegation St assignment to Raglan IV of certain 
licensing function* far facility. 

DIRCKB, W, J office of the Executive Director for Operation* 
DENTON. H R Office of Nuclear Reactor Regulation, Director. 
0120-82-3 02/11/29 COLLINS. J T Region 4, Office of Director 

9pp 22493 209 24X Fiche 30-000, B3/1 2/ 16, 8403020014. 
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■0403020032 Summary of 020901 initial planning meeting w/NRR, OELD, EDO. 
Region IV 8, Ofc of Administration re licensing transfer from 
NRR to Region IV Details end Next meeting scheduled for 
B20913 

WES9KAN, R Assistant Director for Safety Assessment 62/09/03 
IPPOLITO, T A Assistant Director for Safety Assessment 27pp 
22472 267 24X Fiche 50-000,83/12/16,8403030014 


■8403020035 Forwards final draft program guidance for FY83-B5, per 
NUREQ-08B5, "NRC Policy I, Planning Guidance ” Rev of current 
ofc operating plan, incorporating Commission Aug 1983 budget 
decisions It program guidance, expec ted by B21030 
D1RCK5, W J Office of the Executive Director for Operations 
B3/09/30 NRC - No Detailed Affiliation Given 19pp 

32492 394. 24X Fiche 30-000, B3/ 12/16, B403O2GO14 


■B403020041 Informs of forthcoming FR publication dF encl amend to 
Commission rules in JOCFRSO re implementation Df facility 
regionalization program Amend issued as final rule effective 
on B21Z01 W/o encl 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
B3/12/16 UDALL., M K House of Rep , Interior 6 Insular Affairs 
Ip 32493 316 34X Fiche 80-000,83/13/16,0403020014 


■0403030045 Informs of forthcoming FR publication of encl amend to 
Commission rules in 1OCFR50 re implementation of facility 
regi anal i la t ion program Amend issued as final rule effective 
on 031201 W/o encl 

DENTON, H R Office of Nuclear Reactor Regulation. Director 
83/12/16 MOFFETT , T House of Rep , Government Operations lp 

22493 317 24X Fiche 30-000,83/12/16,8403030014 


•□403020046 Informs of forthcoming FR publication of encl amend to 
Commission roles In 10CFR30 re Implementation of Facility 
regionalization program Amend issued as final rule effective 
on B21201 W/d encl 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
B3/12/16 OTTINGERiR L House of Rep , Energy 6 Commerce lp 
22493 31B 24X Fiche 50-000,03/12/16,0403020014 


■B40302004B Informs of forthcoming FR publication oP encl amend to 
Commission rules in 10CFRS0 re implementation of facility 
regionalization program Amond Issued as final rule effective 
on B21201 W/o end 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
03/12/16 SIMFBONiA Senate, Environment 6 Public Works lp 
22493 319 24X Fiche 50-000, B3/12/16, B403020014 


5403020102 FOIA request for records relevant to or generated in 
connection u/regulatz ons re future of Ofc of Inspector 6 
Audi tor 

GARDE, B P Government Accountability Project 83/01/09 Office 

of Administration 2pp 22495 013 


0403020109 Responds to F02A request for records relevant tn nr 
generated in connection w/regulations re future of Ofc of 
Inspector 1< Auditor NRC has no records subj to request 
FELTON, J M Division of Rules and Records B4/02/37 GARDE, 1) P 
Government Accountability Project lp 22495 015 


B40 3020392 FOIA request for Chili B21019 memo to Dircts re post- 
accident sampling sys (NUREG-0737, Item II B 3) to be placed 
in PDR 

PEDRO, J NU5 Corp CD-L IB-B3-04B 04/01/26 Division of Rules 

and Records lp 22491 305 24X Fiche 50-389.84/01/26,8403020392 


B403030395 Responds to FOIA request for Chllk 821019 memo to Dlrcks 
re SCCY-B2-384 concerning status of TMl-i NUREG-0737 Items 
Forwards document Document also available in PDR 

FELTON, J M Division of Rules and Records B4/03/15 PEDRO, J NUB 
Corp lp 22491 2B6 24X Fiche 50-289,04/02/13,0403020395 


8403020400 FOIA request for NRC license issued to Atom Mechanical 
BTElN, 3 S Advanced Medical Systems. Inc 84/03/01 NRC - No 

Detailed Affiliation Given lp 32491 S 79 


8403020405 Responds to FOIA request for license issued to Atom 
Mechanical Forwards License 34— 19854-01 dtd 820208 St Amend 1 
dtd 0207 IB 

f ELTON. J M Division of Rules and Records 04/02/15 STEIN, S S 
Advancrd Medical Systems, Inc lp 32491 200 


— B 4 03020408 Ma 1 1 /Uypr oduc t License 34-19854-01, author! z i ng possession 
of Lo-60 sealed sources far maint h repairs of Picker 
radiography It teletherapy devices 

GUINN, P R Division op Fuel Cycle 6 Material Safety 82/02/33 
?pp 33491 3Bl 


— B4 030204 12 Amend 1 to Matl/Oyproduc t License 34-19854-01. amending 
license in entirety to authorize use of Co-60 sealed sources 
far maint S, repairs of Picker radiography tt teietheraphy 
devices, por 820312 ltr 

OUJNN.P R Division of Fuel Cycle It Material Safety B2/07/29 
L’pp 33491 283 


— 0403020049 Forwards list of major milestones re nonpower reactor 
regionalization actions for facilities in Regions I, IV It V 
Identification of individual responsibilities St appropriate 
action retiuo s tod, per functional transfer checklists 
MIUAGLIAtF J Assistant Director for Safety Assessment 82/10/19 
DRUNNERt E Region 1, Office of Diroctor DERNARD, H , HDEFL ING, D 
NRC - No Do toiled Affiliation Given 7Spp 32492 337 24X 

riche 30-000.03/13/16,0403030014 


8403020433 Further response to FOIA request for documents re const 
assessment team visit to plant in Aug !t Bept 1983 Forwards 
listed documents 

FELTON, J M Division of Rules and Records 84/03/22 HIATT, S L 
□ hio Citizens for Responsible Energy lp 22491 203 24X 

Tiche 50-440, 8 4/03/32, B403020435 


— B4030S0091 Informs that MK Udall Subcommittee on Energy St Environ 
marked-up 8, reported 1904-63 NRC authorization bill to 
Interior Committee for future consideration NRC 
authorization bill H R 2510 it 830420 amends encl 
HAMMERER, C Office of Congressional Affairs 03/04/20 
PALL ADI NO, OILINSKY, AHEARNE Commissioners llpp 22493.326 
24 X Tithe 30-000,83/13/16,0403030014 


— 84O3OE0QS2 Provides program guidance for FY03-06, developed in support 
of NUREG-OB0S, Issue 2, "NRC Policy J, Planning Guidance 
1783 ” Correct ofc operating plan should be revised to 
incorporate encl comments 

DIRCKB, W J Office of the Executive Director for Operations 
83/03/20 NRC - No Detailed Affiliation Given 20pp 

22493 340 24X Fiche 30-000,03/12/16,8403020014 


3403020036 FOIA request for 0ECY-B3-434 

BEEOAL.J, L Union of Concerned Scientists 03/12/22 
Division of Rules and Records ip 32493 007 


FELTON, J M 


— B40302O441 Submits outline re const assessment team visit Related info 
one 1 

» NRC - No Detailed Affiliation Given 83/09/39 RDHRBACHER.R 
Director's Dfftco, Office of Inspection and Enforcement 5Bpp 
23491 204 24 X Fiche 30-440,04/03/32,0403020435 


8403050017 FOIA request for SECY-78-569, UC ID- 193 10, “Review of PASNY 
By s Interaction Study” I, records of NRC staff It consultant 
review of PASNY sys interaction study on Indian Point Unit 
3 

SHOLLY, S C Union of Concerned Scientists B3/10/20 FELTON, J M 
Division of Rules and Records lp 32525 097 24X 

Fiche 30-206, B3/I0/2O, 8403030017 


8403050020 Responds to FOIA request for documents re PASNY submittal on 
ays i n t erac fc i o ns, r ep ts evaluating submittal St list of 
repts/analyses Prom LLL evaluating PASNY sys interaction 
program Forwards App A documents 

FELTON, J M Division of Rules and Records 83/12/07 SHDLLY, 8 
Union of Concerned Scientists 6pp 22925 098 24X 

Fiche 50-000,83/12/07,0403050020 


3403020062 Appeals denial of FOIA 
BEEOAL.J L Union of Concerned 
Division of Rules and Records 


request for BECY-03-454, 

Scientists 84/01/12 FELTON, J M 
Ip S2495 OOS 


8403020068 Responds to appeal re denial of FOIA request for 
6ECY-63-494 Forward* document Info partially withheld 
(ref FOIA Exemption 3) ....... 

CHILK, S, J Office of the Secretary of the Commission 84/02/15 
BEEOALtJ, Union of Concerned Scientists 2pp 22495 009 


—8403020094 8ECY-03-454 

Approve* release of substantive info In Chairmans 
calendars <c notes, per UCS request Info deleted b 
FITZGERALD, J, A Office of the General Counsel 
32493 011 


log s, 
withheld 
63/1 1/04 


2pp 


— 7912050323 Requests comments on 791012 ACRS ltr re sys Interaction 
Flans inhouse meeting for 79U13 

SCHWCNCER, A Operating Reactors Branch 1 (Pre BO 04 20 > 79/11/09 

FtANAUER,8 Assistant Director for Plant Bystems ZECH, G 
Division of Operating Reactors GAMMILL, W Assistant Director for 
Cpezating Reactor Projects (Pre 791030? lp 22327' 146 24X 

Fiche 30-000,03/12/07.0403050020 


— H 103040048 Discusses NRC requests for licensee sys interaction studies 
Forwards draft ltr to util documenting past advise It 
requesting meeting date when util can provide definition It 
realistic schedule for sys interaction program 

RUBENSTEIN, L S Assistant Director for Core It Containment Systems 
81/02/10 NOVAK, T M Assistant Director for Operating Reactors 
5pp 32527 179 24X Fiche 50-000.83/12/07,040305002 0, 



446 


NONDOCKETED ITEMS 


— 8103050718 Responds to 600930 request rt possible safety advantages of 
lritci Im plant power deTatings on consequences resulting from 
cpntiol sys failure Deratings are not recommended Only 
basis for selecting level Is "lower is safer " 

ROSb, D F Division of Systems Integration (pre B11003) 80/13/04 

DENiaw.H fi Office of Nuclear Reactor Regulation. Director 
l‘xpp 22527 160 


— 8 1 04220881 Summary nf 8J0402 meeting ui/u t ( 1, Ebasco. LLL It QNL re itatus 
of sys intar action study 

ROSK.W J Operating ReactOTS Branch 1 81/04/09 Operating 
Reactors Branch 1 4pp 32326 J92 24X Fiche 50-000.83/12/07, 
8403030020 


— 8P01220170 Discusses program on adverse sys Interactions in LWRs Sys 
interaction ipviews to be completed at four selected plants 
6 Indian Point Unit 3 Final guidance for interaction 
analyses to be based on uperience tu/reviews 

ERNST, tt L Division of Safety Technology 02/01/05 TEDESCD.R L 
Assistant Director for Licensing 3pp 22326 242 24X 

Fit he 50-000.03/12/07,8403050020 


— 0403050027 Notification of 831121-23 site visit to obtain Info re sys 
interaction methodology study 

POLK. P J Operating Reactors Branch 1 83/10/31 VARGA , 3 A 

Operating Reactors Branch 1 2pp 22326 055 24X 

Flcho 50-000.83/12/07.8403030020 


— B40305002B Discusses licensee proposed review plans addressing ACRS 
recommendations re sys Interaction study 

OOLLER, K R Assistant Director for Operating Reactor Projects <Pre 
7910301 77/10/21 BENDER, W ACRS - Advisory Committee on 

Reactor Safeguards 2p p 22523 146 24X Flehe 30-000.83/12/07. 

8403050020 


— 8403050029 NURE0/CR-2050 

SYSTEMS INTERACTION EVALUATION PROCEDURE FOR APPLICATION TO 
INDIAN POINT-3 

LIM. J J . ALESSO, H P . RICE, T R Lawrence Livermore Laboratory 
FIN A— 0403 UCRL-53024 81/04/3 0 NRC - No Detailed 

Affiliation Given 30p p 22326 0B9 24X Fiche 30-000,03/12/07, 

8403030020 


— 8D08090297 Provides status rapt on NRC evaluation of licensee sys 
interaction study Initial guidance delayed pending further 
cos t/benef > t analysis Generic program review planned for 
Fall 1992 

GOODWIN, E F Technical SuppoTt Branch 82/07/30 FRALEY.R F 
ACRS - Advisory Committee on Reactor Safeguards 2pp 22926 263 
24 X Fiche 50-000,83/12/07,8403050020 


8403030031 SECY-78-569 

Recommends obtaining Commission comments 1,/or approval of 
proposed multi-agency NOU re federal responses to 
radioactive contamination from specified foreign nuclear 
detonations 

GOSSICK.L V Office of the Executive Director for Operations 
78/11/01 24pp 22323 174 


— 8303080290 "Preliminary Investigation o.f Interconnected Sys 
Intpraet ions for Safety Injection Sys of Indian Point 3 " 

ALESSO, H P Lawrence Livermore Laboratory 83/03/04 NRC - No 

Det iti led Affiliation Qi ven 33 pp 22526 139 Q4X 
Fichu 30-000, 83/12/07, 0403050020 


— 0403050034 Discusses 791115 meeting re ACRS ltr on Indian Point 3 tyt 
interac tiers 

SCHWENCER, A Operating Reactors Branch 1 (Pre B0042B) 79/12/03 

E19ENHUT, D 0 Division of Operating Reactors 2pp. 82327 147 
24 X Fiche 30-000,83/12/07.3403030020 


— 8303230119 Notification of B3031 i meeting w/DNL h LLL in Bethesda.MD 
to discuss details of contract scope for application of sys 
interactions analysis methods to Indian Point 3 
CCJFf MAN, F NRC - No Detailed Affiliation Given 83/03/03 
TUADANt, A Reliability 5, Risk Assessment Branch 23pp 
22526 26S 24 X Fiche 50-000,03/13/07,0403050020 


— 8307290 306 Notification of 030809 follow-up meeting ui/util in 
Bethesda.MD to discuss sys i nterac tion at facility 
POLK. P J Operating Reactors Branch 1 83/07/22 VARGA. 3 A 

Opera ting Reactor* Branch 1 3pp 22525. 24B 24X 

Fiche 50-000,03/12/07.6403030020 


— 8309040003 Forwards proposed test for ltr to P ASNY requesting info for 
sys interaction methodology studies Timing for receipt of 
documents critical to plan far resolving Unresolved Safety 
Issue A-I7 Expedited transmittal requested 

THADANI.A C Reliability *, Risk Assessment Branch 83/06/14 
VARGA, 8 A Operating Reactors Branch I Ip 22523 198 24X 

Fiche 30-000,03/12/07,6403050020 


— 6403050033 "Review of PASNV Sys Interaction Study. " 

ALES3D.H P Lawrence Livermore Laboratory KELLY, J E Science 
Applications, Inc 81/06/15 9pp 22326 196 24X 

Fiche 50-000, 03/12/07, 8403030020 


— 0403050037 Discusses effect of control ays failures on plant safety 
STOLZ.J.F Systems Interaction Branch 80/12/10 Systems 

Interaction Branch Ip 22327 130 24X Flehe 50-000,83/12/07, 

8403050020 


— 8403090030 UC1D-19130 

"Review of PASNY Bys Interaction Study " 

ALE390, H P Lawrence Livermore Laboratory 82/03/01 7pp 
22526 256 24X Fiche 50-000,03/12/07,8403030020 


— 8403050042 Requests update to memos discussing probability that next 
major accident will occur within prescribed intervals 
Preliminary response requested by 621115 

AHEARNE, J Commissioners 82/11/02 Office of Policy 

Evaluations Ip 22526 267 


— B309P20297 Requests B30803 memo be sent to- Indian Point ASLU Memo will 
be recommended to be sent to all recipients of Board 
Notification 03-105 

CONRAN, H Reliability *■ Risk Assessment Branch B3/0B/23 
MGDRE, 0 E Office of the Executive Legal Director Hpp 
22925 284 


— 03101707 12 Identifies info required by LLL from util for contract re 
sys Interaction study covering off normal operating 
procedures ?, check-off procedures & lists 

MORrtlSiC Reliability it Risk Assessment Branch FIN A-0443 
83/09/29 POL K, P U NRC - No Detailed Affiliation Given 20pp 

22520 327 24X Fiche 50-000. B3/ 1 2/07, 0403050020 


— 3403050023 "Diagraph-Ma tr * x Application on Indian Point 3 for Sys 
Interactions," statement of work Related info end. 

« NRC - No Detailed Affiliation. Given FIN A-0445 
20-19-30-31-5 83/12/07 33pp 22323 ill 24X 

FithL 30-000.03/12/07,0403050020 


—8403050024 Draft "Evaluation of Indian Point 3 Sys Interaction 
Analysis Program ” 

» NRC - No Detailed Affiliation Given 82/02/20 7pp 
2? 923 104 24X Fiche 30-000,03/12/07,8403050020 


— 8403050025 Informs that listed individuals will visit site during wl< of 
83)017 Svcs requested t, schedule provided Related info end 
MORRIS, C Division of Systems Integration Ipost 0110051 FIN 
A-045-3 B3/10/04 COFFMAN, F D Division of Systems Integration 

fpost 811005) 21 pp 22526 034 24X Fiche 30-000, b3/ 1 2/07. 

8403030020 


8403030053 FOIA request for computer printouts of all NRC byproduct 
matl licensees in Regions I 6i III 6 set of gummed peel-off 
mailing labels for each printout 

MCDONALD. D O Nuclear Pharmacy, Inc 04/01/19 FELTON, J M 
Division of Rules and Records lp 22320 208 


8403030057 Respond* to FOIA request for computer printouts of all NRC 
byproduct matl licensees in Regions I & III it set of gummed 
peel-off mailing labels for each printout Forwards four 
printouts & two sets of gummed labels W/e end 

FELTON. J M Division of Rules and Records 84/02/13 MCDONALD, D 0 
Nuclear Pharmacy, Inc lp 22528 309 


8403030058 FOIA request for records re weekly colloqula on PRA 
activities t, safeguards goal development 

fiHOLLY, 8. C Union of Concerned Scientists 83/12/14 FELTON, J M 
Division of Rules and Records 2pp 22320 193 


8403030060 Partial response to FOIA request For records re weekly 
CollDquia dn PRA activities *, development of safeguards 
goal App A documents available in PDR 

FELTON, J M Division of Rules and Records 84/02/22 SHOLLY, 3 C 
Union of Concerned Scientists, 3pp 22328 193 


8403050061 FOIA request for extant drafts of sections or portions of 
BER for plant it documents showing dissenting opinions of 
staff reviewers 

EDDLEMAN, W Eddleman, W 84/01/12 FELTON, J. Division of Rules 
and Records. lp 22496 346 24X Fiche 30-400,84/01/12,8403030061 


8403030064 Partial response tD FOIA request for extant drafts of 
sections of SER for plant * documents showing dissenting 
opinions of staff reviewer* Forwards App A documents 
Documents also In PDR Search far addl documents in progress 
FELTDN, J M Division of Rules and Record* 84/02/07 EDDLEMAN, W 
Eddleman. W 4pp. 22496.347 E4X FI the 30-400, 84/02/07, 8403030064 
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— 820S120076 Forwards request for addl Info re organic metis ti spent 
fuel pool cleanup >gt F9AR sections 

BENAROYA, V Chemical Engineering Branch 82704/27 MIRAOLIA. F 
Licensing Branch 3 4pp 22496 331 24X Fiche 50-400,04702/07, 
8403030064 


- -8301140474 Forwards Equipment Qua 1 1 f ica ti on Branch input for SER Suppl 
5 it environ qualification of mechanical !. electrical 
equip moot 

JOHNSTON. U V Assistant Director for Matls b Qual Engineering 

(Pre 8302011 03701710 NOVAK, T M Assistant Director for 

Licensing 3pp 22498 033 24X Fiche 30-400, 04/02/07, B403050044 


— B203270420 Forward* request for addl info re fire protection program 
needed to complete review Info needed big 821102 
BENAROYA, V Chemical Engineering Branch B2/03/17 MIRAOLIA, F 
Licensing Branch 3 7pp 22497 013 24X Fiche 30-4 00,84/02/07, 

0403030064 


— 8207140072 Submits branch Input for draft SER Input assumes that plant 
meets design objective of App I 

OAMMILL.W P Meteorology t Effluent Treatment Branch 82/06/23 
MIRAOLIA, F J Licensing Branch 3 37pp 22301 007 24X 

Fiche 30-400, 84/02/07, 0403030064 


— 8211090008 Forward* draft SER input re SRP Sections 2 9 1 on basic 
geology b seismic info, 2 3 2 on seismology & 2 3 2 3 on 
SSE No capable faults exist at or around site 8SE b QBE 
adequate 

KNIOHT, J P Assistant Director for Comp b Structures Engineering 
(Pre 830201) 82/10/20 NOVAK, T H Assistant Director for 

Operating Reactors 21pp 22496.333 24X Fiche 30-400,84/02/07, 

0403030064 


— 8301260036 Forwards Meteorology b Effluent Treatment Branch input to 
dTaft SER Assumption that draft meets 10CFR50, App I 
objectives will be verified when fluidize bed dryer 
effluents calculated NURE0-O737, T tern III D 1 1 Incomplete 
HOUSTON, R W Assistant Director for Radiation Protection 
03/01/06 NOVAK, T M Assistant Director for Licensing SBpp 
22500 310 24 X Fiche 30-400,84/02/07,8403030064 


— 8309060390 Forwards Equipment Qualification Branch SER input for 
environ qualification of equipment important to safety 
KNIGHT, J P Assistant Director for Comp b Structures Engineering 
<Pos l 830201) 83/08/26 NOVAK, T M Assistant Director for 

Licensing 5pp 22498 036 24X FichB 30-400,84/02/07,8403050064 


— 0309200478 Forwards Oeotechnica) Engineering Section input to SER Input 
based on F8AR through Amend 9 Stability of 400-ft long 
retaining wall still open issue 

LEAR, G Structural b Geotechnical Engineering Branch 83/09/02 
KNIGHTON, G Licensing Branch 3 76pp 22498 IBS 24X 
Fiche 30-400,84702/07, 8403030064 


— 0211090033 Submits Core Performance Branch input tD draft SER 
Confirmatory b open issues listed 

RUBENSTEINr L S Assistant Director for Core b Plant System* 
82710/21 NOVAK, T M Assistant Director for Licensing 2pp 
22497 022 24X Fiche 30-400, B4/02/07, B4O3OSO064 


— 8211110461 Advises that applicant hat not responded to request for info 
re SER items concerning oil collection sys for reactor 
coolant pump, alternate shutdown capabill ty, f Ire protection 
for safe shutdown b NUREG-OBOO 

BENAROYA, V Chemical Engineering Branch 82710/28 KNIGHTON, O 
Licensing Branch 3 ip 22497.080 24X Fiche 30-400, B4/02/07, 

B4030 30064. 


— B21U60112 Forwards draft BER input re F8AR Sections 2 3 4 - 2 3 6 
Request for addl info also end Site visit necessary before 
end of yr to observe as-built conditions b implementation of 
dam safety monitoring plant- 

LEAR, 0. E. Hydrologic b Geotechnical Engineering Branch 82/11/09 
KERRIGAN. J. D. Licensing Branch 3. 40pp 22497 260. 24X 

Fiche 30-400, 84/02/07. B403030064 


— 8211170249 Forwards draft SER input based on Auxiliary Sys Branch 
review of FBAR. Unresolved Items listed 

RUDENSTEIN, L S Asslstent Director for Core b Plant Systems. 
82/11/04 NOVAK, T M Assistant Director for Licensing 163pp 
22497 089 24X Fiche 30-400.84/02/07,8403030064 


— 8211300017 Forwards Chemical Engineering Branch draft SER input re 
listed sections of F8AR through Amend 2 b 820802 itr, based 
on BRP (NUREG-OBOO) b NUflEQ-0737. Item II B 3 Addl info 
needed to complete review of post-accident sampling sys. 

JOHNSTON, W V Assistant Director for Matl* b Qual, Engineering 
(Pre 830201 ) 82/11/17 NOVAK, T. Assistant Director Por 

Licensing 21 p p 22497 300 24X Fiche 30-400,84702/07, 

8403030064. 


— 8212160163 Forwards Structural Engineering Branch summary of FBAR 
review b draft BER input. 

KNIGHT, J P Assistant Director for Comp, b Structures Enginesring 
(Pre 830201) 82712706, NOVAK, T M Assistant Director for 

Licensing i6pp 22497 346 24X Fiche; 30-400, 84/02707, 

8403050064 


— 8212160220 Forwards revised Hydrologic Engineering Section SER input 
Revised input superscedes previous submittal transmi t ted 
by 821014 memo. 

LEAR, G. E. Hydrologic b Geotechnical Engineering Branch. 82712/03 
KNIGHTON, 0, Licensing Branch 3 25pp 22497 321 24X 

Fiche: 30-400, 84702707, 8403030064 


—8212300403 Forwards draft revised SER input to SRP Sections 2 3, 1, 
2.3 2 b 2. 9, 3 re geology b seismology. Revision includes 
applicant commitment to Install b operate free-field 
accelerometers 

KNIOHT, J, P. Assistant Director for Comp, b Structures Engineering 
(Pre 830201), 82712/21 LAINAS, 0. C Assistant Director for 

Licensing. 24pp. 22497.362 24X Fiche- 30-400, 84/02707. 

8403090064. 


— 8301060211 Forwards draft BER inpu t, itic lud lng one open item rs 
possible shipments of toxic matls past plant site 

MULLER, D, R. Aseistant Director for Environmental Technology {Pre 
830201). 82712722. NOVAK, T. M Aesistant Director Por Licensing 
9pp. 22498,024. 24X Fiche; 30-400, 84702707. 8403030064. 


— 8309210098 Forwards Power Sys Branch SER for Chapters 8-10 of F9AR 
Issues requiring resolution include containment electrical 
penetrations, use of load sequencer w/offsite power b 
frequency of testing of turbine valves 

RUBENBTEIN.L S Assistant Director for Core b Plant Systems 
03/08731 NOVAK, T M Assistant Director for Licensing BOpp 
22498-041 24 X Fiche 30-400,84/02/07,8403050064 


— 8309210116 Forwards SER input for FBAR Sections 4 2, 4 3, 4 4, 13 4 1, 
13 4 2, 13 4 3, 1 3 4 7 b 19 4 Q Confirmatory b open Issues 
Identified listed 

RUDENSTEIN, L S Assistant Director for Cora b Plant Systems 
83709/01 NOVAK, T M, Assistant Director for Licensing 69pp 
22498- 119 24 X Fiche 30-400,84/02/07.8403030064 


— 8309220302 Forwards hydrologic engineering input to SER One open item 
exists re potential for intense local precipitation to flood 
safety-related structure* Tech Spec defining anti-sediment 
deposit procedure required 

J0HN3T0N, W V. Assistant Director for Metis, Chem b Environ 
Technology (Post S3020I) 83/09/14 NOVAK, T M Assistant 

Director for Licensing 24pp 2249? 19B 24X 

Fiche 30-400.84/02/07,8403030064 


— 8309260018 Forward* BER supporting geology b seismology at facility 
KNIGHT, J P, Assistant Director for Comp b Structures Engineering 
(Post 830201) 83/09708 NOVAK, T M Assistant Director for 

Licensing. 44pp 2249B 264 24X Fiche 50-400,84/02/07, 

8403030064 


— 8309260421 Forwards structural engineering SER sections based on review 
of F9AR through Amend 9 Three open b one confirmatory items 
remain Resolution of opsn/canfirmatory items will be 
addressed in subsequent SSER 

KNIGHT, J P Assistant Director for Comp b Structures Engineering 
(Poet 830201) 83/09713 NOVAK. T M Assletant Director for 

Licensing. 16pp 22499 212 24X Fiche 30-400, 84/02/07, 

8403090064 


— 8309260482 Forward* Auxiliary Sys Branch SER input based on review of 
all amends to FBAR up to Amend 9 b applicant* 030410,0603. 
30,0709,19 b 0012 response! Summary of unresolved issues to 
be used as basis for meeting w/appllcant also end 
RUBENSTEIN.L 8. Assistant Director for Core b Plant Bystems 
83/09/14 NOVAK, T M Assistant Director for Licensing 2Slpp 
22498:308. 24X Fiche 30-400,04/02/07.8403030064 


— B3Q9E9Q412 Forwards Effluent Treatment Sys Section Input to SER 
reflecting changes in status of open Items based on 
030024 meeting 

MULLER, D R Assistant Director for Radiation Protection 
83709714, NOVAK, T M Assistant Director for Operating Reactors 
60pp 22900-190. 24X Fi c he . 30-400, 84/02/0/, 8403050064. 


— B309290474 Forward* SER on plant personnel training. Uti 1 training 
programs for licensed reactor operators acceptable Util 
inadequately addressed training of shift technical advisor 
( BTA) when STA absent from STA duties 

RUSSELL, Id. Division up Human Factors Safety B3/09/21 NOVAK, T 
Assistant Director for Licensing. 21pp. 2249? 220 24X 

Fiche; 50-400, B4/02/07, 0403090064 
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— 8310130376 Forwards branch SER input re status of unresolved i 5-sues, in 
response to ALAB— 444 decision Issues A-43 8, A-47 listed as 
confirmatory Items rather than open items W/o ends 

KNIfrl , K Generic Issues Branch ALA0-444 63/10/04 KNIGHTON, G 

Licensing Branch 3 26pp 22499 S'* 1 ? 24X Fiche 30-400,64/02/07, 

94030 50064 


— 0310170095 Forwards Chemical Engineering Branch proposed license 
condition re TM1 Item II B 3, "Post-Accident Sampling Sy s " 
Contents of draft SER should be used for SER 

JDHN3TQN, W V Assistant Director for Mat Is, Chem fc Environ 
Technology (Post 830201 ) 93/10/06 NOVAK, T W Assistant 

Director for Licensing 3pp 22499 279 24X 

Fiche 30-400,94/02/07,0403050064 


— B310190067 Forwards aerial maps as input to B21222 draft SER Item re 
shipment of toxic metis past plant site not resolved 
JDHNCiTON, W V Assistant Director For Matls, Chem & Environ 
T e-chiid logy (Post B30201 ) 93/10/11 NOVAK, T M Assistant 

Director for Licensing 6pp 22499 331 24X 

Tiche 50-400, 84/02/07, 6403050064 


— 0310200096 Forwards SER input on pump & valve operability assurance 
progtam ?< seismic 6 dynamic qualification of seismic 
Category 1 mechanical l< electrical equipment Addl info 
needed for TMt Items II E 4 2 L II D 1 re reliability. 

KNIGHT, J P Assistant Director for Comp h Structures Engineering 
(Post 830201 ) 83/10/06. NOVAK, T M Assistant Director for 

Licensing 4pp 22499 275 S4X Fiche 50-400, B4/02/O7, B403050064 


— 9310310445 Forwards results of review of Sections 5 2 2, 5 4 7,6 3 !< 1 5 
through Amend 10 of FSAR Open issues which will be 
summarized in later SCR suppl listed 

HOUSTON, R W Assistant Director For Reactor Safety 03/10/07 
NDVAK, T M Assistant Director for Licensing 49pp 22499 202 
24 X FiChe 50-400,84/02/07,8403050064 


— 8311100049 Informs that applicant is to submit calculation of ultimate 
strength capacity of containment bldg under internal 
pressure as resolution of SER outstanding confirmatory 
structural item Marked-up SER input one 1 

LEAR, G Structural 6 Geotechnical Engineering Branch 83/10/28 
KNIGHTON, 0 Licensing Branch 3 3pp 23500 024 24X 

Fiche 30-400,04/02/07,8403050064 


--B3111I0263 Informs of closeout of listed sections of 830914 SER based 
on new info Updated sections encl Closeout of addl open 
i terns, 1 ncl udi ng NUREG-0612 info, will take place as 
acceptable info made available 

RUBLNSTEIN. L S Assistant Director for Caro fc Plant Systems 
83/10/28 NOVAK, T M Assistant Director for Licensing 49pp 
22499 337 24X Fiche 30-400,84/02/07,8403050064 


— 9311140-004 Advisee that, due to need to coordinate effort w/Aux i 1 1 ary 
Sys Branch, revi sed SER to be submitted on B31127 will still 
contain listed fire protection open items. 

JQHN3TDN, W V Assistant Director for Matls, Chem !i Environ 
Technology (Post 830201) 83/11/03 NOVAK, T Assistant Dlrectoi 

for Licensing 2pp 22500 030 24X Fiche 30-400,84/02/07, 

8403(150064. 


— 0311160283 Forwards revised SER input on confirmatory item re ultimate 
s treng th* capaci ty of concrete containment bldg Item 
l esolved 

LEAR, G Structural t< Geotechnical Engineering Branch. 83/11/14 
KNIGHTON, G Licensing Branch 3 3pp 22300 047 24X 

Fichr 50-400,84/02/07,8403050064. 


— 8311160367 Informs that draft BEF1 Section 17 acceptable except In area 
of Items subj to 10-CFR50, App B,QA program during operations 
phase Info re current status & acceptability of GA program 
enc 1 

PARTI OH, J 0. Division of QA, Safeguards ti Inspection Programs 
(Post 030103) B3/11/09 YOUNGBLOOD, B J Licensing Branch 1 

□pp 22500 027 24X Fiche 50-400.84/02/07,8403050064 


— — 931 1290301 Forwards revised Hydrologic Engineering input to SER New 
Tech Spec requirement developed re watertight doors for 
sa fety-releted bldgs 

JOHNSTON, W V Division of Engineering Technology B3/11/1G 
NDVAK, T M Assistant Director for Licensing 15pp 22900 032 
24 X Fiche 50-400,84/02/07,8403050064 


——9311290332 Updates SER re stability of retaining wall west of fuel 
handling bldg Based bn applicant 830919 i ubmi t ta 1 s, stab i 11 ty 
cannot be assured due to lack of listed info Final HER 
update encl 

1 CAR, 0 E Hydrologic & Geotechnical Engineering Branch 83/11/18 
KNIGHTON, 3 Licensing Branch 3 5pp H2501 049 24X 

Fiche 50-400, 84/02/07. B403 050064 


— 8312020063 Forwards SSER resolving open Item on toxic gas shipments 
past site Concurs w/findings & considers item closed 
JOHN 3 TON, W V Assistant Director for Matls, Chem 6 Environ 

Technology (Post 830201 J 83/11/18 NOVAK, T M Assistant 
Director for Licensing 2pp 22501 054 24X 

Tiche 30-400,84/02/07,8403030064 


— B3120801B8 Forwards effluent treatment sys section input to SER Open 
items include method for determining releases of noble gases 
from mechanical vacuum pumps & radioactivity monitor on 
discharge from sve water sys 

MULL LR, D R Assistant Director for Radiation Protection 
83/11/ia NOVAK, T M Assistant Director for Licensing 31pp 
22500 139 24 X Fichp 50-400,84/02/07,8403050064 


— B3I21200Q2 Lists closed out open items in 9ER forwarded on 8309J4 L 
sections w/remaining open Items 

RUBLNSTEIN, L 9 Assistant Director for Core 1< Plant Systems 
83/11/17 NOVAK, T M Division of Licensing BBpp 22900 050 
24 X Fiche 50-400,84/02/07,8403030064 


— 9312120445 Forwards input to 9ER, consisting of emergency plan 
evaluation rept & responses to NUREG-0737, I terns 
III A 1 1,111 A 1 2 & III A 2 re emergency preparedness 
MATTHEWS, 0 B Division of Emergency Preparedness 8, Engineering 
Response (Post 830103) 83/11/30 KNIGHTON, G Licensing Branch 

3 36pp 22501 058 24X Fiche 50-400,84/02/07,8403050064 


— 8312140429 Submits review of draft SER response to Open Item 47 on RCS 
vents Proposed design conforms w/criteria outlined in 
NUREG-0737 clarification pertaining to electrical power 
supplies to vent valves 

SR1NIVASAN, M Power Systems Branch 83/11/23 SHERDN, B Reactor 
Systems Branch 2pp 22501 056 24X Fiche 50-400,84/02/07, 

0403050064 


— 8312230278 Forwards revised SSER re fire protection Listed items 
remain ofien 

JOHNSTON, W V Assistant Director for Matls, Chem 8< Environ 
Technology (Post 830201) 83/12/14 NOVAK, T Assistant Director 

for Licensing 13pp 22901 094 ’ 24X Fiche 90-400,84/02/07, 

8403050064 


8403050223 Further response to TOIA request for records of named 
individuals, including repts, analyses, studies, test 
calculations, procedures & practices for measurement of RCS 
1 eakage. Forwards App C documents Search continuing 
TELTON, J M Division of Rules and Records 94/02/07 MADDEN, T J 
Kaye, Bcholsr, Fierman, Hays 6 Handler 3pp 22496 234 24X 

Fiche 50-000,84/02/07,8403050223 


— -8208240003 Forwards computer program developed to analyze & measure 
RCS leak rates, per commitment made at B20609 meeting Program 
calculates inventory of water in RCS S< In tanks which 
collect coolant leakage 

CUNNINGHAM, L J Division of Engineering & Quality Assurance (Pre 
830103) 82/06/15, PARR. O D Auxiliary Systems Branch Ip 

22496 272 


— 8403050232 Forwards Hewlet,t Packard 41C data card* containing plant- 
specific data for RCS leakage calculations for all Region 
111 PURs together w/complete card listing All PWRs In Region 
III evaluated 

NOftEL tUS, C 6 Division of Engineering & Technical Inspection 
02/01/13 DAER.R L Division of Engineering & Quality Assurance 
(Pre 830103), 9pp 22496 237 24X Fiche 50-000,84/02/07, 

B403050223 


— 8403050235 Advises^that certain aspects of facility Tech 8pec 
requirements governing RGB leakage appear to be inconsistent 
u/std nuclear industry practice Licensee should be 
requested to modify Tech Specs Related info encl 
N8RELIU8, C E Region 3, Office of Director 82/03/10 
EI8ENHUT, D 0 Division of Engineering 1 1 pp 22496-246 24X 

Tic ho 50-000. 84/02/07, 8403050223 


— 8403050241 Forwards potentially generic issue data sheet on 800611 
event re failure of 8 HR drywell leakage detection sys to 
Identify significant leakage 

BRUNNER, E \i Region 1, Philadelphia, Office of the Director 
80/07/10 JORDAN, E L Region l, Ph 1 ladelph la, Office of the 
Director LEWIS.R.C Region 2, Atlanta, Reactor Operations 
Nuclear Support Branch HEISHMAN, R F Region 3, Chicago, Reactor 
Operations Nuclear Support Branch 2pp 22496 237 24 X 

Fiche 50-000,84/02/07.8403050223 


■8403030243 Discusses independent measurement of RCS leak rates, Proposed 
leak rate calculation using programmable HP41C calculator 
reviewed Lists advantages of having analytical equation 
CAPHTON, D L Test Program Bection Bl/03/19 6NIEZEK, J, H 
Division of Resident L Regional Reactor Inspection Spp. 

22496 263, 
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— 0403050250 Forwards plant-specific data cards for facilities re reactor 
coolant leakage cal cula t Ions. per 010902 request Add 1 data 
cards for remaining plants will be sent shortly 

CREWS, J L Division of Resident. Reactor Projects & Engineering 
Inspection 01/09/16 BAER.R L Division of Resident 6 Regional 
Reactor Inspection 2pp 22496 26B 24X Ftche 50-000.04/02/07. 

0403030223 


— 0403050236 Notifies that independent measurements of identified & 
unidentified RCS leak rates far all PWRs in Region III 
performed per Procedures 61727B ?< 61728B Insp findings 
summar i led 

NORELIU0.C E Division of Engineering 02/O3/OB JORDAN. E L 
Division of Engineering it Quality Assurance (Pre 8301031 2fip 
22496 270 24X Fiche 50-000.84/02/07,8403050223 


— B403050266 Forwards revised computer program for determining RCS leak 
rates it draft lnsp procedure Revised computer program 
incorporates improvements basBd on suggestions received from 
field Improvements" listed 

KIRKPATRICK, D , WOODRUFF. R W Division of Engineering 8< Quality 
Assurance (Pre B301031 02/OB/27 JORDAN, E L Division of 

Engineering ti Quality Assurance (Pre 0301031 4pp 22496 273 


— 0403050270 "RCSLKB, Program for Calculating RCS Leak Rotes for PWRs " 
KIRKPATRICK, D . WOODRUFF, R W Division of Engineering & Quality 
Assurance (Pre 030103) 02/07/30 64pp 22496 277 


— 8403050274 Informs that Region I attendees at B30413 !< 14 RCSLK8 
seminar In Dethesda are JU Chung It PC Wen. per 830304 memo 
Permanent custodian of computer it printer is L Bettenhausen, 
Chief, Test Program Sect i on. Eng ineering Programs Branch 
MARTIN. T T Division of Engineering 8. Technical Programs 
B3/O3/I0 JORDAN. E L Division of Emergency Preperedness J< 
Engineering Response (Post 030103) Ip 22496-341 


— 8403050279 Inform* that LA Reyes designated custodian for Osborne 
computer U printer per 030304 memo MA Ring. PR Wohld & 

LA Reyes scheduled to attend seminar on application of 
RCBLK0 program 8 1 computer use 

8PESBARD, R L Division of Engineering 03/03/22 JORDAN, E L 
Division of Emergency Preparedness & Engineering Response (Post 
030103) ip 22496 342 


8403050200 Fifth partial response to FOIA request for six categories of 
documents re facilities Forwards App A documents App A it B 
documents also available In PDR Documents listed on App C fc 
D located in Central Files it not available publicly 
FELTON, J M Division of Rules and Records 04/02/17 ANDERSON, 8 I 
Garvey, Schubert, Adams it Barer 9pp 22501 2S9 24X 

Fiche 30-509,04/02/17,8403030208 


— 7906190142 Approves QA fire protection program description It related 
commi tments 

HAAS3, W P, Quality Assurance Branch 77/05/10 PARR.0D Light 
Water Reactors Branch 3 lp 22501 309 24X 

Fiche- 50-460, 84/02/17, B4030302BB 


— 7900010102 Forwards 790501 Haas-Dryan memo re NRR-QAB resolution of 
Region 5 comments re operational QA program 

NOLAN, F J Division of Reactor Operations Inspections 79/05/0? 
CREWS, 0 L Region 4, Dallas, Office of the Director lp. 
22501-306 24X Fi the- 50-509, 04/02/17, 0403050288 


— 7908010232 Responds to 790405 Region 5 comments re Revision 4 to 
NPPBS-QA-004, "Operational QA Program Description " 

Expresses intent to request util to delete Section 336 
enti rely. 

HAASS, W P Quality Assurance Branch 79/05/01 BRYAN, 8 E 

Division of Reactor Operations Inspections lp 22501 305 24X 

Fiche 50-397,04/02/17,0403050200 


— 8003240209 Discusses conversation w/R McKinney of ACRB re dual unit 
plants Time should be cut In half 

HOLLOWAY, C J, Office of Management and Program Analysis 
79/01/22 Office of Management end Program Analysis lp, 

22501 30S, 24X Fiche 50-508,84/02/17,8403090208 


— 0011120101 Forwards results of contacts u/three NS9S vendors re level 
of QA controls applied to power operated relief valves & 
block valves for PWRs in operation (< under const 
HAASS, W P. Quality Assurance Branch 00/00/26 VOLLMER, R H 
Division of Engineering 5pp 22301-300 


— 8110190031 Responds to 810923 FOIA 61-378 request for QA documents for 
WPPSS.A11 documents re evaluation Df licensee QA programs 
are in PDR 

HAASS, W P Quality Assurance Branch 81/10/05 WILSON, V H 
Management Analysis Branch. 2pp. 22301 310. 24X 

Fiche: 30-397, 84/02/17. B4O3D3O20B 


-8110210316 Informs of receipt of Bouch eg /Ad ensam 010722 Itr containing 
util current QA program description for design t, const of 
facilities QA program description acceptable 

HAASS. W P Quality Assurance Branch 81/10/14 TEDESCO, R L 
Assistant Director For Licensing Ip 22501 312 24X 

Fiche 50-460, 84/02/17, 840305028D 


-“8111020570 Concludes that util 6 principal contractors continue to meet 
criteria of 10CFR50 App B Revised QA program description 
acceptable for design & const of facilities 

HAASS, W P Quality Assurance Branch 81/10/22 TEDESCO, R L 
Assistant Director for Licensing lp 22501 313 24X 

Fiche 50-308. 84/02/17, 84030502B8 


--B201300236 Forwards data for Fee assessment re QA Branch review of 
WPPSS-OA-O04, "Operational QA Program Description " 

HAASS, W P Quality Assurance Branch 02/01/14 BEnKOW-H N 
Management Analysis Branch 2pp 22301 314 24X 

Fiche 30-397, 04/02/17, 8403030288 


8403060085 FOIA request for documents re Equipment Qualification 
Ilranch request to OELD for clarification of 10CFR50 49 
HOLZMAN, P M Engineering Planning it Management. Inc P13303 004 
03/12/20 FELTON, J M Division of Rules and Records lp 
22520 213 


8403060091 Responds to FOIA request for records prepared by NI1C re 
roquest to OELD Por clarification of 10CFR30 49 Forwards App 
A documents No addl records located sub j to request 
TELTON, J M Division of Rules and Records 84/01/23 HOLZMAN.P M 
Engineering Planning It Management, Inc 2pp 22528 214 


— 0309120536 Requests comments on Interpretations of Section 50 49 of 
I0CFR50, "Environ Qualification of Electric Equipment 
Important to Safety for Nuclear Power Plants " 

VOLLMER, R H Division of Engineering 83/08/31 GLMSTEAD, U J 
Regulations Division 3pp 22320 216 


— 0403060095 Responds to specific questions raised in 830831 request re 
legal interpi etation of 10CFR50 49. "Environ Qua! if ication 
Rule “ 

0LM3TEAD, W J Office of the Executive Legal Director 83/10/04 
VOI-IMER.R H Division of Engineering 3pp 22328 219 


□403060120 FOIA request for notices of violation issued by NRC re leal 
rate detection or limiting conditions of operation for 
leakego 

LEVIN, L A Affiliation Not Assigned 03/12/01 HORRY, P G Office 
of Administration 2pp 22520 244 


8403060123 Responds to FCHA request for two categories of records re 
RCS leokage Documents listed on App A placed in PDR 
FELTON, J M Division of Rules and Records 04/01/20 LEVIN, L A 
Affiliation Not Assigned 3pp 2232S 246 


8403060133 FOIA request for winning proposal submitted by Advanced 
TdChnol ogy, Inc under NRC Contract NRC-33-84-300 
PADEN.R C Control Data Corp 03/12/13 NRC - No Detailed 
Affiliation Olvon ip 22332 213 


8403060148 Responds to FOIA request for winning proposal submitted by 
Advanced Technology, Inc under NRC Contract NRC-33-04-380 
Forwaids nonproprietary version of 830813 technical 
proposal it best V final B31014 technical proposal 
FELTON. J M Division of Rules and Records NRC-33-84-3B0 
04/01/17 PADEN.R C Control Data Corp lp 22332 214 


— 8403060132 "Programmi ng. Tra 1 ninfi, Te s tl ng, Convers i on !< Implementation of 
LPDR, “ best & final technical proposal 

* Advanced Technology, Inc R8-0RM-83-462 B3/I0/I4 9pp 

22552 213 


— 0403060154 "Programming, Training, Testing, Conversion b Implementation of 
LPDR," technical proposal 

* Advanced Technology, Inc RS-ORM-03-462 83/08/15 2Bpp 

22552 224 


84Q306015B Respond* to FDIA request For 831230 FOIA request filed w/NRC 
by Texas Utils Generating Co (TUGC) t, records requested by 
TUGC. Search revealed no documents subj to request 
FELTON, J H Division of Rules and Records B4/01/30 LODGE, 0 
Dallas Morning News lp 22528 233, 


8403060164 FOIA request for 831230 FOIA request filed w/NRC by Texas 
Utils Generating Co (TUGC) J, all record* requested by TUGC 
List of FOIA request* filed by 10 listed Utils also 
requested 

LODGE, B Dallas Morning News 84/01/19 NRC - No Detailed 
Affiliation Given lp 22520-236 
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B403060I69 Responds to FOIA request for into re computer sys facilities 
operated by contractor 6 list identifying sve contractor 
name. c on tract value i< contract number Forwards Incomplete 
updated list 

FELTON. J M Division of Rules and Records 84/01/31 MADDEN. C H 
Information Handling Services 4pp 22528 237 


84030601/1 FO f A request for info re computer sys facilities operated 
for NRC Info needed in order to perform marketing study 
MADDEN Information Handling Services 84/01/13 NRC - No 

Detailed Affiliation Given 3pp 32528 241 


6403060461 Appeals denial of FO IA request for SECY-82-340 
HICKEY. J P Shaw, Pittman. Potts 6 Trowbridge 84/03/10 
CHILK.S J Office of the Secretary of the Commission Ip 
22532 050 


B403060464 FOIA request for SECY-02-34O re current Ofc of 
Investigations policy on board notifications 
HICKEY. J P 3hnw, Pittman. Potts A Trowbridge B3/11/30 
0RIM5UTY, D H Division of Rules and Records Ip 22352 051 


0403060469 Responds to appeal re denial Df FOIA request for SECY-B2- 
340 Document placed in PDR 

FELTON. 0 M Division of Rules and Records 84/02/17 HICKEY, J P 
Shaw. Pittman, Potts & Trowbridge Ip 22552 036 


—8209200364 SECY -82-340 

Imfoims of procedures to process board notifications 
involving allegations which may fall within investigative 
purview of Of c of Investigations 

D1RCKS.W J Office nf the Executive Director for Operations 
82/03/17 7pp 22952 037, 


B403060486 Further response to TOIA request for documents re evaluation 
or review of design, const, schedol lng. cost t, licensing of 
facilities from 1977 to present Rept unavailable for 
Categories i fc 2 Panel records on evaluations placed in PUR 
FELTON, J M Division of Rules and Records 84/01/24 ZACK/A M 

Oarris, Satt, Denn ft Driker- 2pp 22532 252 24X 

Fichc 50-329,04/01/24,8403060486 


8403070098 FOIA request for V Stella 830803 memo re task group to 
study surveillance testing in Tech Specs It B3Q91A & 1004 
Itrs F» <wr> JJ Sheppard of Westinghouse Owners Group to be 
placed in PDR Documents referenced in NUREQ-1024 

PEDRO, J NU9 Corp CD-L IS-03-073 84/02/02 Division of Rules 

and Records lp 22S61 192 


8403070101 Responds to FOIA request for V Stella 830803 memo re 
task group to study surveillance testing in Tech Specs & 

030916 I, 1006 Itrs fTom JJ Sheppard to be placed in PDR 
Forwards documents Documents also available in PDR 

FELTON, J M Division of Hulas and Records B4/02/16 PEDRO, J NWS 
Carp lp 22561 133 


— 8308150440 Requests nominations For task group to study design of 
surveillance testing required in Tech Specs One person 
familiar w/PWR lech Specs l< one familiar W/BWR Tech Specs 
should be nominated 

STELLO.V Regional Operations <• Generic Requirements 83/08/03, 
DENTON. H ft , mwOCUE.R D . HELTEME9, C J NRC - No Detailed 
Affl ! tatlon Given 2pp 22561 154 


— 8403070106 Comments on list of Tech Spec surveillance problem areas 
requested at Westinghouse Owners Group subcommittee 830908 
meeting List end 

SHEPPARD. J J Westinghouse Operating Plants Owners Oroup 

SHEPPARD. J J Carolina Power & Light Co 00-103 83/09/16 

ENIfcZEK, J H Regional Operations & Generic Requirements Spp 
23561 136 


— B40307010B Comments on list of priority Tech ■S'pec problem areaB 
requested at Westinghouse Owners Group U NRC task Porce 
S3Q920 meeting List encl 

SHEPPARD. J J Westinghouse Operating Plants Owners Group 

SHEPPARD, J J Carolina Power b Light Co 00-107, 83/10/04 

SMIEzeK, J H Regional Operation* fe Generic Requirement* 3pp 
2.2561 161 


S403O7OJ 10 Responds to FOIA request for names Si addresses Of various 
NRC matl licensees in Regions II fc IJ1 Forwards two 
printouts furnishing info subj to request. W/o ends 
FELTON. J M Division of Rules and Records. 84/02/22. MIK0W5KI, J. 
Affiliation Not Assigned lp 22564 121 


3403070113 FOIA request for names 8< addresses of various NRC roatl 
licensees in Regions 11 & II I 

MIKOWSKI.J Affiliation Not Assigned 84/02/07 Office of the 
Executive Director for Operations 2pp. 22564 122 


84030702 1 3 FOIA request for documents re 830919 meeting to discuss 
steam erosion issue in facility proceeding 6 TM Novak B30S23 
memo on steam erosion issue 

HIATT. S L Ohio Citiisos for Responsible Energy B3/12/0B 
FELTON, J M Division of Rules and Records Ip 22363 219 24X 

F 1 c h e 50-440, 83/ 1 2/08, 6403070213 


B403070215 Responds to FOIA request for documents r* 830919 meeting 
to discuss steam erosion issue In facility proceeding 6 TM 
Novak 630825 memo on subj Forwards App A documents Documents 
469 withheld (ref FOIA Exemption 5) 

FELTON, J M Division of Rules and Records 84/01/23 HIATT, 8 

Ohio Cltirens for Responsible Energy 3pp 22563 220 24X 

Fiche 50-440, 84/01/23,6403070213 


— Q30622021D Forwards draft staff position on Contention IS re steam 
erosion Applicant has not demonstrated capability to prevent 
or discover effect* of steam erosion Comments requested 
PARfl.OD Auxiliary Systems Branch 83/06/14 LI AW. B 
Mechanical Engineering Branch lp 22563 226 24X 

riche 30-440,84/01/23,0403070215 


— 8403070221 Requests confirmation on lead responsibilities for 
flnalixing NRC position re steam erosion contention issue 
Responsibility should be shared by Mechanical Engineering 
Branch & Meteorology & Effluent Treatment Branch 
NOVAK, T M Assistant Director for Licensing 83/0B/2S 
KNIGHT, J. P Assistant Director fpr Comp 6 Structure# Engineering 
(Post 830201) JOHNSTON. W, V Assistant Director for Matls, Chem 
*i Environ Technology (Post 830201) Spp 22S63 224 24X 

Fiche 50-440,04/01/23,8403070215 


8403D702P6 FOIA request for rept* re results of Investigation of failed 
reactor vessel holddown studs on Unit 1 reactor vessel 
PLATO, F D Kohl, Secrest, Wardle. Lynch. Clark & Hampton 84/01/23 
KEPPL6R, J 0 Region 3, Office of Director 2pp S 2364 147 24X 

riche 00-329,61/01/23,8403070226 


8403070229 Partial response to FOIA request for repts re NRC 
investigation of failure of reactor vessel holddown *tuds on 
Unit l reactor vessel Forwards App All documents 
FELTON, J M Division of Rules and Record# 04/02/23 PLATO. E D 
Kohl, 3ecreRt, Wardle, Lynch, Clark It Hampton 6pp 22564 149 24X 

Fiche 50-329,84/03/23,0403070229 


— 8403070234 PNO-1 1 1 -066 on 791219, second reactor vessel anchor bolt 
Found broken Teledyne Engineering Bve currently performing 
tests on bolt matl Results expected in near future 
KNOP, R C Region 3, Chicago, Office of the Director 79/12/20 
3pp 22564 153 


— 8403070340 Ack receipt of 791214 interim rept re broken anchor bolt in 
reactor vessel support skirt flange 

FIORELLI.G Region 3, Chicago. Office of the Director 79/12/86 
HOWELL, 8 H Consumers Power Co lOpp 22564 !38 34X 

Fiche 50-329, 84/02/23, 8403070229 


— 0403070343 Forwards IE Insp Repts 50-329/80-12 t< 30-330/80-13 on 
800301-31 No noneompltance noted Major areas inspected, 
exam of procedures Si representative records, observati ons & 
Interviews u/personnel W/o end 

FIDRELLI.G Region 3, Chicago, Office of the Director B0/Q5/19 

HOWELL, S H Consumers Power Co Spp 22364 170 24X 

FIChe 50-329, 84/02/23, 6403070229 


— 0403070349 Recommends order be issued to util requiring action to 
correct unacceptable anchor bolts at facility Draft Itr t< 
order encl 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 80/06/27 
THOMPSON, D Executive Officer for Operation* Support 36pp 
22564 172 24X Fiche 50-329,84/02/23,8403070289 


— 34030/0349 Forwards depositions re preservice failure of reactor vessel 
studs utilised at Unit 1, Related info encl 
LEWIS, 8 H Region 3. Office of Director 84/01/06 
BERKOVrrZ, D H Office of the General Counsel 32pp 22S64- 264 
24 X Fiche 30-329,84/02/23,8403070229. 


— 8403070331 Responds to 830901 ltr It forwards IE Investigation Repts 
30-329/80-13 S< 90-330/80-14 W/o encl 

LEWIS. B H Region 3, Office of Director 83/09/20 MVER3, T F 
Oaran . Lueow, Miller, Seward, Cooper It Becker lp 22364,263 
24 X Fiche 30-329.84/02/23,6403070229 


8403080003 F0IA request for 10 contractor repts on generic modeling for 
vital area It safeguards analysis referenced in 
NUREO/CR-3121 

SHOLLY.S C Uni oh of Concerned Scientists 84/01/10 FELTON. J M 
Division of Rule* and RecordB 2pp 22978 001, 
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0403080003 Responds to FOIA request for 10 contractor repts to be 
placed In PDR forward* nine specified repts Rept identified 
In Item 9 of request not yet published Rept expected to be 
published within next 3 months 

FELTON. J M Division of Rules and Records 04/02/24 3HDLLY. S C 
Union of Concerned Scientists Ip 22370 003 


— B4030B0006 5ANDB2-7220 

"Technical Basis for b Description Df Function Level Generic 
Fault Trees for LWR Plants." contractor rept 
FINN. S . HORTON. W Science Applications. Inc FIN A-1060 
SAI013BO-399LJ 03/03/31 Division of Facility Operations 

200pp 2237B 004 


--04O3OBOOOB BANDB2-7032 VOl 

Vol 1 to "Generic Modeling Approach for Major Components in 
LWRs Fault Trees for Generic Modeling Approach. *' contractor 
rept 

HORTON. W . FINN. S Science Applications. Inc FIN A-1060 
BA I 0 1 38 1 -309LU 83/03/31 Division of Facility Operations 

234 pp 22370 205 


— 0403000010 SANDB2-7H19 V01 

Vol 1 to "Generic Modeling Approach for Fluid Sys Found in 
LWRs Fault Trees for Generic Modeling Approach. " contractor 
rapt 

FINN. S . HORTON. W Science Applications. Inc FIN A-1060 
SAIOI 301 -4 10LJ 83/03/31 Division of Facility Operations 
64pp 22379 079 


— B4030B0012 SANDB2-72I9 V02 

Vol 2 to "Generic Modeling Approach for Fluid Sys in LWRs. 
Questionnaires for Application of Generic Modeling 
Approach." contractor rept 

FINN. B » HORTON. W Science Applications. Inc FIN A-1060 
SAI013B1-411LJ 83/03/31 Division of Facility Operations 

133pp 22379 144 


— Q4030BOO17 BANDB2-7032 V02 

Vol 2 to "Generic Modeling Approach for Major Components In 
LWRs Questionnaire* for Application of Generic Modeling 
Approach." contractor rept 

HORTON, W . FINN. S Science App 1 it et ions. Inc FIN A-1060 
SAIOI 381-3QBLJ S3/03/31 Division of Facility Operations 

123pp 22379 277 


— B4O3O0OO19 SAND82-72 1 9 VOS 

Vol 3 to "Generic Modeling Approach for Fluid Sys In LWRs 
Instruction Sheets for Application of Generic Modeling 
Approach." contractor rept 

FINN. S . HORTON. W Science Applications. Inc FIN A-1060 
BAI 01 381-4 12LJ 03/03/31 Division of Facility Operations 
1 63pp 22300-042 


—0403000023 SAND02-7O32 V03 

Vol 3 tD “Generic Modeling Approach for Major Components in 
LWRf Instruction Sheets for Application of Generic Modeling 
Approach." contractor rept 

HORTON. W . FINN. B Science Applications. Inc FIN A-1060 
9AI01 381-293LJ, 03/03/31 Division of Facility Operations 

215pp 22300 207 


— B4030S0029 SAND02-I457 

"Computer Automation of Generic Modeling Approach for 
Major Components in LWRs." 

DANIEL. B L . HIGGINS, 0,0 , HILL, M S Band ia Laboratories FIN 
A-1060 83/03/31 Division of Facility Operations 120pp 

22501, 062 


8403000016 Further response tD FOIA request for lists b records re 
Co-60 1 icensees, Forwards App A documents, per Item 3 of 
request Portions of Documents 2 through 5 of App & deleted 
<ref FOIA Exemption* 617) 

FELTON, J M Division of Rules and Records 84/01/11, COW! E, D. J 
Eouck. Holloway, Klernan fc Casey. 3pp 22376 294 


— 0005010203 PNQ-I I I-BQ-60 on 000310.25 mCi Co-60 sealed source under 
License 12-13720-01 fell into coke hopper Source believed to 
be in pile of coke in facility yard. on barga heading for 
Chicago or in freight car bound for Shawl n i pan, Quebec. 

SCHUl TZ» W. H. . DAVIS, A B Region 3. Chicago, Dffics of the 

Director 00/03/23 ip 22376 299 


—0003280993 Forwards IE Insp Rept 30-04297 /B0-01 on 800327 of activities 
under License 12-13720-01 No noncompliance noted 
DAVIS, A B. Region 3. Chicago, Fuel Facility b Materials Safety 
Branch B0/04/17. Clark Oil b Refining Corp 2pp 22576 300. 


— B005BB099B IE Insp Rept 30-04297/00-01 on 000327 No noncompliance 
noted. Major araas i nspec ted. attempt was made to relocate 
6 mCi sealed source level Indicator lost by licensee 
ADAM, W J Region 3, Chicago. Office of the Director 
PAPER IELLO. C J Region 3, Chicago, Fuel Facility b Materials 
Safety Branch 00/04/14 3pp 22576 302 


— 0010230303 Forwards personnel exposures measured from reconst of 
80092 5 incident involving jamming of Co-60 teletherapy 
source Corrective actions procedures reviewed ui/personnel 
h new colbalt source installed 

LISTER. W E i IGNAT0W.9 D Ft Hami t ton-Hugh es Memorial Hosp 
Center, Hamilton. OH 00/10/17 WEIL, C Region 3, Chicago. 
Office of the Director 6pp 22577 044 


— 8101290700 Responds to 810112 telcon re 010121 meeting w/WE Lister 1. 
Kereiakes to discuss proposed corrective actions h NRC 
enforcement options for 800930 investigation 

KEPRLER.J 0 Region 3, Chicago, Office of the Director Bi/01/16 
LISTER. W E Ft Hami 1 ton-Hugh e s Memorial Hosp Center, Hamilton, 
C1H ip 22576 319 


--01O224OO5B Forwards IE Insp Rept 30-00)43/81-02 on 610120 of activities 
under License 12-00912-03 No noncompliance noted 

FISHER, W L Region 3, Chicago. Office of the Director Bl/02/09 
BISTER VEAN1NE Oak Park Hosp . Oak Park, IL lp 32577 123 


—9102240066 IE Insp Rept 30-00143/01-02 on B10120 No noncompliance 
noted Major areas inspected re-onactment of emergency 
procedures in response to BIOH3 teletherapy unit 
mol f unc tion 

BURGIN, R E , SCHULTZ. W H Region 3, Chicago, Office of tho 
Director 01/02/03 4pp 22577 124 


——0403080033 Notifies that on B00325, 25 mCi of Co-60 missing from north 
cokt drum at Wood River Refinery in Hartford. IL 
Chronological events listed Diagrams of coke drums end 
» Clark Oil k Refining Corp 80/05/12 SCHULTZ, B NRC - No 
Detailed Affiliation Given 7pp 23376 307 


— 0403080030 Informs of 001002 telcon w/W Lister of Fort Hami lton-Hugh es 
Medical Ctr re agreement on Immediate action ltr Lister 
agreed to items In ltr No final determination made of 
enforcement action 

DAVIS. A D Region 3, Chicago. Fuel Facility b Materials Safety 
Dranc h 80/10/03 Region 3. Chicago, Fuel Facility b Materials 
Safety Branch lp 22376 316 


— -04O3OBOO44 Ack receipt of 801017 ltr informing NRC of personnel 
exposures measured during reconstruction of incident on 
B009F3 Si advising NRC of courses of action Investigation 
rept re incident will be Issued within next 10 uke 
KEPPLER, J G Region 3, Chicago. Office of the Director 80/11/02 
LISTER, W E Ft Hami 1 ton-Hugh a s Memorial Hosp Center, Hamilton. 
OH lp 22376 317 


— 04O3OBOO4B Notification of 810121 meeting w/licensee in Glen Ellyn, IL 
to discuss NRC findings during recent insp of teletherapy 
incident h possible enforcement options 

* Rtgion 3, Chicago, Office of the Director 01/01/13 Region 
3, Chicago, Office of the Director Ip 22376 3£B 


— 8403080057 Discusses 800930 h 1003 investigation re 000925 incident 
concerning unplanned radiation exposure Forwards draft ltr 
to licensee w/notice of violation k draft investigation 
rept Related info end 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 01/01/22 

THOMPSON. D Director's Office. Office of Inspection and 

Enforcement 78pp 22576 320 


— 8403080101 Forwards IE Investigation Rept 30-13020/01-01 on 800930,1003 
k 810121 Violation noted 

KEPPLER, J G Region 3, Chicago. Office of the Director <81/03/011 
81/03/05 LISTER, W E Ft Kami 1 ton-Hughes Memorial Hosp Center. 
Hami 1 tom, OH lp 22377 034 


— 8403000100 IE Investigation Rept 30-13020/81-0! on 000930, 1003 k 
010121 Violation* noted failure to notify responsible 
personnel of equipment failure, per License Condition 23 b 
servicing of teletherapy unit at 3-yr intervals 

WEIL, C H , ADAM.W J , BURGIN, R E Region 3, Chicago, Office of the 
Director <81/03/011 81/03/03 20pp 22577035 


— 8403000113 Requests 7-day extension to respond to 810303 ltr b 
notices of violation & proposed imposition of civil 
penal ties 

RULLMAN, B D Mi 1 1 i k i n k F i tton RULLMAN, 8 D Ft Hami 1 ton-Hugh es 

Memo! i a 1 Hosp Center, Hamilton, OH EA-B1-19 81/03/23 

8TELL0.V NRC - No Detailed Affiliation Given lp 22377 084 


— 8403080120 Notifies that extension until 810406 granted for submitting 
response to 010303 notices of violation h proposed 
imposition of civil p ana ] ties, per 810323 request 
THOMPSON, 0 Director's Office, Office of Inspection and 
Enforcement 01/03/31 RULLMAN. B, D Millikin 8. Fit ton 
RULLMAN. S D, Ft Hami 1 1 on-Hughe» Memorial Hosp Center, Hamilton, 

OH ip 22577 083 
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— B403080I27 Discusses licensee 010303 response !< IE investigation rept 
Civil penalties should be remitted due to insufficient info 
incident should be classified under Severity Level IV 
Draft ltr (, draft notice of violation encl 

KCPPLER, J 0 Region 3, Chicago. Office of the Director CB1/03/D1) 
81/03/27 THOMPSON. D Director's Office. Office of Inspection 
and Enforcement 20pp 33577 086 


— 8403080162 PNO- 1 — 81-033A on 810307. sp ecia 1 insp conducted to determine 
extent of Co-AO contamination resulting from leaking 
radiography source Contaminated clothing found at employee 
residence will be treated as reduestB 

CQSTELLD. F Director's Office, Office of Inspection and 
Enforcement KINNEMAN, J Region 1, Philadelphia. Office of the 
Director (Bl/03/01) Bl/03/09 ip 33577 13? 


— 8403080170 PNA-81-006 on E 1 071 A. Loui 5 i ana Nuclear Energy Dlv notified 
NRC of radiography incident occurring on barge located less 
than 3 miles offshore Barge captain i, radiographer eiposed 
to 11 Ci Co-60 Medical attention obtained 

DUDA, ft J ftegion 4. Dallas. Office of the Director (81/03/01) 
81/07/21 2pp 33 577 130 


— D4D30B0 175 Confirms B20416 telephone agreement that EL Saenger will 
assist NRC by serving as medical consultant re 
mi sadmlni strat i on Findings 5, conclusions requested within 
30 days of completion of advisory efforts 
KEPPL ER, J 0 Region 3. Office of Director B2/04/E3 
SAENSER, E L Affiliation Hot Assigned 2pp 23577 143 


— S4030B01B0 Submits chronological sequence of events re misplaced 
radiological source. per B20112 telcon Related info encl 
DROWN, R T Affiliation Not Assigned B2/01/13 WIDEMAN. D NRC - 

No Detailed Affiliation Given 12pp 22577 166 


--04O3OSO1B6 Forwards internal investigation documents prepared by 
emeigency svcs fc disaster agency as result of temporary lose 
of Co-AO source, per request Documents should be kept 
confi dentia] 

WI5C.DL Illinois. State of 82/01/1? WIEDEMAN. D Region 3, 
Office of Director 17pp 23577 170 


— B4D30BD171 Discusses 830411 & 13 special insp performed of licensee 
prog, am in reeponse to allegations made by anonymous caller 
Five violations identified Special insp rept written & 
enforcement ltr will be sent to licenses 

MILLER. J R Region 3. Office of Director B3/05/03 Region 3, 

Office of Director 2pp 22577 238 


—0403080174 IE Special Safety Insp Rept 30-043 1 3/B3-01 on 830411-12 
Violations noted unauthorized individuals removed source t, 
holder from coke drum B t< five Virtoreen pocket type 
ladiation dosimeters not calibr since purchase on 820B30 
* Region 3, Office of Director 83/04/15 19pp 23377 244 


— B4030B017B Foiwards draft ltr to licensee w/rofcice of violation & 
proposed imposition of civil penalties & IE Insp Rept 
30-0041B/B2-01 on 830417 for review !< c occurrence 
Justifications listed for reducing proposed civil penalty 
WARN1CK, R F Region 3, Office of Director 02/06/23 
L1FDFRMAN.J Director's Office. Office Df Inspection and 
Cnfoi cement lOpp 22577 286 


—8403080202 IE Insp Rept 30-004 I8/B2-01 on 820419 Violation noted 
individual in restricted area exposed in excess of 
permissible limits {< 24 h notification of Incident not 
made 

BI/RGJN, R E , BREN I AWSK1 , D J Region 3. Office of Director 
82/06/16 lOpp 22577 296 


— B4030B0204 Submits rept re 810622 incident concerning Co-60 medical 
teletherapy uni fc- I ntfivi dual film badge showed dosage of 
9 710 rems whole body Person notified J. advised to avoid 
radiation exposure for 6 months Related info encl 
TIDABACK, A J Blanchard Valley Hosp Findlay. OH 82/04/06 
SRENIAWSKl.D Region 3, Office of Director 12pp 22377 306 


— 8403080207 Discusses IE Insp Rept 30-00394/82-01 on 820413 k 13 t. 
forwards notice of violation 

NORELIUS, C E Region 3. Office of Director 82/07/21 KRIE&ER.J 
Cleveland Clinic. Cleveland. OH 2pp 22577 31B 


•8403080211 Notice of violation from insp on B20413-14 

NORELIUS, C E Division of Emergency Preparedness Sc Operational 
Support 82/07/21 Ip 22377 320 


— B40300Q215 IE Insp Rept 30-00394/02-01 on B204I3-14 Violation noted 
failure to perform full calibr using dosimetry sys calibr 
by NOS or by regional calibr lab 

MULLAUER. J R . MADERA, J H . SRENIAWSKl.D J Region 3. Office of 
Director B2/07/09 26pp 22577 321 


--84O3080217 Submits quest i ons , p er 020420 telcon re misadmin i strati on 
Info will he kept confidential 

SAENGER, E L NRC - No Detailed Affiliation Given B2/04/23 

RODRIGUES, A Cleveland Clime. Cleveland, OH Ip 22577 347 


B403OB00P1 FDIA request for documents re NRC internal procedures or 
guidance for evaluating neu) generic requirements ti for use 
of cost-benefit or value-impact analysis S< CRQR guidance 
or procedures on cost-benefit or value-impact analysis 
HEJS8. E ft Union of Concerned Scientists 83/12/21 FELTON, J M 
Division of Rules and Records ip 22504 114 


8403080023 FOIA request for documents re NRC b Radiation Technology 
Inc, located In Rockauiay.NJ Documents should include all insp 
correspondence from 1976 tti present, enforcement info from 
1977 & 7B Sc hearing transcript re 1976 Incident 
KAS9.D E Affiliation Not Assigned 83/11/22 Office of 
Admini t trati on tp 22502 OOl 


8403000027 Responds to FOIA request for documents re NRC I, Radiation 
Technology Inc. located In Rockauiay.NJ Forwards App A 
documents 

FELTON, J M Division of Rules and Records 03/12/30 KASS, D E 
Affiliation Not Assigned 3pp 23302 002 


—8403000032 Forwards IE Insp Repts 30-07022/77-03 !< 30-07022/77-04 on 
770923-1014 Violation noted failure to make immediate rept 
of personnel overexposure Item of noncompl ianco will not be 
included in notice of violation 

ORILR.D H Region 1. Philadelphia. Office of the Director 
7B/01/06 WELT, M A Radiation Technology, Inc 2pp 225B2 225 


— 8403080036 Initial prelicensing visit Insp rept on 701120 

EP9TEIN, E Atomic Energy Comal ssion 70/11/22 10pp. 22502 005 


— 0403080040 , Submits c lar i f ica ti ons S. corrections to items found in IE 
Insp Repts 30-07022/77-03 & 30-07022/77-04 Request for 
meeting w/ap propr late NRC personnel reiterated 
WE1T.M A Radiation Technology. Inc 78/01/10 GRIER, B H 
Region 1, Philadelphia, Office of the Director Spp 22582 227 


— 0403000043 Forwards IE Insp Rept 30-07022/77-06 on 771220-22 No 
violations noted 

GRIER, D H Region 1, Philadelphia, Office of the Director 
78/01/19 WELT. M A Radiation Technology, Inc 3pp 22302 232 


— 8403080045 Discusses inspector evaluation of License 29-13613-01 
License properly categorised as E-1II Extension of 12 months 
In reinsp frequency recommended Next insp will be scheduled 
in Apr 1974 

EPSTEIN. E Atomic Energy Commission 71/05/06 NELSON, P R 
Atomic Energy Commission lp 22502 015 


— 04O3OBOO46 Responds to NRC 770314 ltr re violations noted in IE Insp of 
License 29-13613-02 Corrective actions pool water will be 
sampled on routine basis & NRC will be notified if reading 
equals or exceeds 0 05 uc/100 ml Meeting w/NRC requested 
WEIT.M A Radiation Technology, Inc 77/04/01 VOLGENAU, E 
Office of Inspection & Enforcement. Office of the Director 2pp 
22502 105 


— B4030B0049 IE insp rept of 710427 Initial insp of License 29-13613-01 
Noncompl lance noted sealed sources not leak tested at 
r equl r ed interval s 

EPSTEIN, E. > NELBON, P R Atomic Energy Commission 71/05/06 3pp 
22582 016 


—0403080050 Draft IE Insp Rept 30-07022/77-06 on 771220-22 No Violation* 
noted Major areas Inspected review of nonroutine procedures 
for sve irradiator maint following licensee notification of 
planned shutdown on 771219 

SLOBODIEN.M J , GLENN, J E. Region 1, Philadelphia. Office Of the 
Director NELSON, P. R Region 1. Philadelphia, Fuel Facility t< 
Materials Safety Branch 78/01/18 Spp 22582 235 


— 8403080091 Discusses 770419 meeting t, 770420 telcon Licensee agrees to 
remove leaking Co-60 sources from storage pool S, transfer 
source to authoriied licenses for disposal by 770601 Meeting 
summary Si attendance list encl 

O'REILLY, J P Region 1, Philadelphia, Office of the Director 
77/03/05 WELT , H A Radiation Technology, Inc 4pp. 22582 107 


— 8403080054 Discusses insp of License 29-13613-01 on 710427 «t forwards 
notice of violation 

KIRKMAN.H W Atomic Energy Commission 71/05/07 WELT. M 
Radiation Technology. Inc lp 22582' 021 


— 8403000055 Ack rocelpt of 700109 ltr re IE Insp Rept 30-07022/77-06 
Clarification provided re comments raised by inspectors, 

WELT, M A Radiation Technology, Inc 78/01/23 GRIER, B H 
Region 1, Philadelphia, Office of the Director 4pp 22582 243 
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-0403000056 Forwards IE Insp Rept 30-07022/77-01 on 
noted 

O'REILLY, J P Region 1. Philadelphia. Office of 
77/06/10 WELT.M A Radiation Technology* Inc 


770527 No violations 

the Director 
2pp 225B2 111 


-B4030B009B Notice of violation From lnsp on 710427 Violation noted 
Sr— 90 sealed sources not tested for leakage 6/or removable 
contamination at 6-month intervals 

EPSTEIN. E Atomic Energy Commission 71/05/06 ip 22592 022 


-B4O3C0OO59 Clarifies statements contained in 700118 ltr re repts 
written following imps in Sept 8. Oct 1977 Clarifications 
1 i sted 

GRIER, B H Region l. Philadelphia. Office of the Director 
76/03/20 WELT. M A Radiation Technology. Inc 5pp 22502 247 


-B4030B0060 IE Insp Rept 30-07022/77-01 on 770527 No violations noted 
Major areas inspected encapsulation of sealed sources. 

Interviews ui/per sonnel. mea suremunts Si observations of 
loading of sources to be sent for reencapsulation 
GLENN. J Region 1. Philadelphia. Office of the Director 
77/06/02 12pp 22502 113 


—8403000064 Responds to NRC 710507 ltr re violations noted in insp of 
License 29-13613-01 Corrective actions two 9r-90 sealed 
sources wiped far contamination Wipe samples sent to lab for 
analysis Removable contamination less than 05 uCi 
HARAM, S A Radiation Technology. Inc 71/05/14 KJRKMAN, R W 
Atomic Energy Commission ip 22502 023 


■0403000066 Forwards IE Imp Rept 30-07022/77-02 on 770627-20 Nd 
violation noted 

O'REILLY. J P Region 1. Philadelphia. Office of the Director 
77/07/10 WELT. M A Radiation Technology. Inc 2pp 225S2 125 


■0403000069 Aek receipt of 710514 ltr Informing NRC of steps taken to 
correct violation noted in insp of License 29-13613-01 on 
710427 Corrective actions will be reviewed during nest insp 
KIRKMAN.R W Atomic Energy Commission 71/05/27 HARAM. S A 
Radiation Technology. Inc 2pp. 22582 024 


— 0403000007 IE Investigation Rept 30-07022/76-02 on 761022-1104 
Violations noted two employees carried film Inside of 
billfolds rather than wearing designed film badge holder & 
radioactive matl located in unrestricted area 

EMITII.R H , GLENN. JE . MCCLJNTOCK. R 0 Region !, Philadelphia. 
Office of tho Director 76/12/13 32pp 225BS 144 


— B4030B0089 Responds to NRC 720412 ltr re violations noted in insp of 
License 29-43613-02 Corrective actions results of radiation 
survey sent to AEC on 720306 W/o encl 

WEI T. M A Radiation Technology. Inc 72/04/10 O'REILLY. J P 
Atomic Energy Commission lp 225B2 020 


— 8403080092 Forwards order Immediately suspending license due to 
overr « posure reported on 770927 

VOLGCNAU.F Office of Inspection Si Enforcement. Office of the 
Director 77/C9/23 WELT. M A Radiation Technology. Inc Ip 
2P5B2 176 


— B4030B0095 Order Immediately suspending license Licensee has not taken 
ad equate actions to comply w/Commission rules* regulations Si 
license conditions 

VQtGCNAU.E Office of Inspection S. Enforcement, Offite of the 
Dirrctor 77/09/23 Radiation Technology* Inc 4pp 
2250? 177 


— 8403080099 IE Insp Rept 30-07022/7 /-03 on 770923 h 37 Violations noted 
overexposure of one individual to 150-300 rem & failure to 
evaluate hazards associated ui/operatlng irradiator ti/saie 
door interlock rendered inoperable 

NCCLlNTOCK.fi D . SLODODIEN.M J Region i. Philadelphia, Office of 
tho Director NELSON.P R Region i. Philadelphia, Fuel Facility !t 
Hater ials Safety Branch 77/10/20 ,16pp 22502 1 BI 


— 8403000 1 02 IE Insp Rept 30-07022/77-04 on 771005,07.10 J< 14 No 
violation noted Major areas inspected licensee actions in 
response to Commission order suspending license & subsequent 
mods !< observation of procedures allowed by order 
SLODODIEN.M J , KINNEMAN.J D Region 1* Phi ladelph la, Office of 
the Director GLENN. J E Region I. Philadelphia, Fuel Facility Si 
Materials Safety Branch 77/10/21 9pp 22582 197 


■B4030B0070 IE Insp Rept 30-07022/77-02 on 770627-20 No violation noted 
Major areas inspected disposal of leaking sealed sources, 
interviews w/per sonnel* measurements Si observations 
CLENN. JE , MCCL INTOCK. R Region 1* Philadelphia, Office of the 
Director 77/07/05 5pp 225S2 127 


B403QB0072 Responds to 780123 ltr re inspector access to licensee 
facilities Difficulties encountered during insp on 771250 
Procedure should be developed for inspectors to receive 
training, in order to qualify for unescorted access 
GRIER, D H Region i* Philadelphia. Office of the Director 
7B/03/29 WELT. M A Radiation Technology. Inc 3pp 22582 232 


— 04O3OBOIO7 Forwards IE Insp Rept 30-07022/77-05 on 771107 & 08 No 
Vi ol a tlon noted 

GRIER, B H Region 1, Philadelphia* Office of the Director 
77/11/22 WELT, M A Radiation Technology, Inc 2pp 22582 206 


— 0403080109 IE Insp Rept 30-07022/77-05 on 771107-00 No violation noted 
Major areas inspected licensee actions since lifting of 
order suspending license an 771014* radio tion & contamination 
surveys 8. safety review committee actions 

SLODODIEN.M J , COSTELLO, F Region i, Philadelphia. Office of the 
Director NELSON. P R Region 1. Philadelphia, Fuel Facility t, 

Mat-ei tale Safety Branch 77/H/1B 4pp 22382 BOS 


8403000074 Discusses insp of License 29-13613-02 on 720229 !< forwards 
notice of violation Response requested within 20 days 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
72/04/12. WELT, M Radiation Technology, Inc lp 22502:026 


8403080076 Rev 0 to Bpeclal Procedure Si, "Removal & Encapsulation of 
Failed l< Other Belected Sources from Water Storage 
Faeil ities, " , 

TVRKANIS, M M. , SMITH, J. F. Radiation Technology, Inc. 77/06/24. 
10pp. 22502.132 


8403000078 Informs of possible misstatement in second paragraph of NRC 
780329 ltr re inspector access to licensee facilities NRC 
suggestion to qualify inspector access w/o escort 
acceptable 

WELT, HA Radiation Technology, Inc. 78/03/31 GRIER, B H 
Region 1, Philadelphia, Office of the Director 2pp. 22502 255 


B4030B0079 Forwards IE Investigation Rept 30-07022/76-02 on 761022- 
1104 Violation noted 

GRIER, B. H Region 1, Philadelphia, Dffice of the Director. 
77/09/14. WELT, M. A. Radiation Technology, Inc 2pp. 22502' 142 


0403080082 Notice of violation from insp on 720229. Violations noted 
rept showing results of radiation survey not sent to Mails 
Branch, Matl s Licensing Branch li Region I.Dlv of Compliance 
within 30 days following installation of sources 
• Region 2, Atlanta, Office of the Director. 72/04/12 ip 
22502 027 


840 3080084 Responds to NRC 780320 ltr tb issues raised in prior 
correspondence between ofc Si vendor. 

WELT 1 M A, Radiation Technology, Inc. 78/04/03 ORIER.B H 
Region I, Philadelphia, Dffice of the Director 4pp 229B2 257 


— 0403080111 Submits results of radiation survey conducted on 710721 
Results listed Results not cent to AEC due to lach of 
radiation detected in vicinity of new installation 
HARAM, 0 A Radiation Technology, Inc 72/03/06 HENDRIX, J 
Atomic Energy Commission lp 22502 029 


— 8403080112 Discusses IE insp of License 29-13613-02 on 770923-1014 J. 
forwards notice of violation 

VDLGENAU.E Office of Inspection & Enforcement. Office of the 
Director 77/12/30 WELT.M A Radiation Technology, Inc 2pp 
22582 212 


— 04030001 17 Notice of violation from insp on 770923 4 , 27 Violations 
noted Individual entered in-air irradiator while nominal 
500,000 Cl Co-60 source exposed Si male door interlock 
rendered inoperab 1 e, p ermi t ting access tD irradiation room 
« Office of Inspection !< Enforcement. Office op the Director 
77/12/30 3p p 32502 214 


— 8403000121 Aek receipt of 720416 ltr informing NRC of steps taker to 
correct violations noted in insp of License 29-13613-02 
Corrective actions will be verified during next insp Field 
notes from insp encl 

O'REILLY, J P Atomic Energy Commission 72/04/23 WELT.M 
Radiation Technology. Inc 7pp 22582 030 


— 8403000122 Forwards order rescinding order suspending license, in 
response to 771012 $, 13 lfers. Addl enforcement correspondence 
re events 6 insps from 770923-1014 will be sent 
VDLGENAU.E Office of Inspection k Enforcement, Office of the 
Director 03/12/30 WELT, H A Radiation Technology. Inc lp 
22302: 217 


— 0403000123 Discusses insp of License 29-13613-02 on 741212 b forwards 
notice of violation 

NELSON. P R Region 1, Philadelphia, Office of the Director 
75/01/23 WELT.M A Radiation Technology, Inc 2pp 22502 037 
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— 0403000134 Agrees to meet at mutually convenient time for addl 
discussion^ per 700403 request Meeting on 7B0321 did not 
provide adequate basis For negotiating settlement of pending 
civil penalty case 

JORPAN.E L Executive Officer for Operation* Support 7B/04/11 
WELT, M A Radiation Technology, Inc Ip 22502 261 


— 840300012? Notice of violation from insp on 741212 Violations noted 
byproduct matl used by unauthor i z ed personnel 4 water losses 
in Co-60 storage pools not routinely made up 

* Region i, Philadelphia, Office of the Director 75/01/23 ip 
22500 039 


—8403080139 Notice of violation Prom Insp on 010402,09,21 Jc 22 
Noncompi lance noted operation of sealed source irradiator 
caused radiation levels exceeding 300 rems/h 
MARTIN, T T Division of Engineering 4 Technical Inspection 
81/07/20 2 pp 23502 347 


— 0403080160 Order imposing civil monetary penalties in amount of *4,000 
Payflient due within 20 days of receipt of order 

VOLGCNAU, E Office of Inspection 4 Enforcement, Office of the 
Director 77/03/14 Radiation Technology, Inc 3pp 

223132 iOi 


— B403080132 Order rescinding order suspending license Licensee organized 
safety review committee 4 hired new radiation safety 
officer 

VOLGCNAU, E Office of Inspection & Enforcement, Office of tho 
Director 77/10/11 Radiation Technology, Inc 4pp 

2250 P 210 


— 8403080163 Responds to NRC 751111 1 tr re violations noted in insp of 
Licenses 27-13613-01 it 29-13613-02 Corrective actions 
documents specified in 10CFRI7 11 posted 4 annual rept of 
radiation exposure incurred by personnel submitted 
KELT, M A Radiation Technology, Inc 73/12/02 NEL8DN, P R 
Region 1, Philadelphia, Fuel Facility & Materials Safety Branch 
Ip 229B2 054 


—04-03080133 IE Insp Rept 30-07022/79-01 on 790323 No violation noted 
Major areas inspected selective exams of procedures it 
representative re c or ds, intervl ewe w/p ersonnel, measurements 
it observations 

SLOBODIEN.M . COSTELLO, F Region 1, Philadelphia, Office of the 
Director 79/03/23 lOpp 22582 330 


— B4030B0134 Responds to NSC 730123 ltr re violations noted In insp of 
License 29-13613-02 Corrective actions license amend will be 
requested to specify add] persons as designated operators, 

HARAM.SA Radiation Technology, Inc 73/02/14 NELSON, P R 
Region 1. Phi 1 ade Iphia, Office of the Director lp 22382 040 


— B403080137 Responds to 771230 ltr re order to suspend license 
Suspension of license for 3 wks unjustified Charges of gross 
lapses of mgt control unsubstantiated 

WELT, M A Radiation Technology, Inc 70/01/06 VOLGENAU. E 
Office of Inspection 6 Enforcement, Office of the Director 3pp 
22502 222 


— '8403080139 Ack receipt of 730214 ltr informing NR0 of steps taken to 
coirect violations noted in Insp of License 27-13613-02 
Request for license amend should be expedited 
NELSON, P n Atomic Energy Commission 75/02/27 WELT, M A 
Radiation Technology, Inc 2pp 22502 04J 


— 8403080144 Discusses IE Insp Repts 30-054 5B/75-01 4 30-07022/73-01 on 
751023 4 forwards notice of violation 

NELSON, P R Region 1, Ph i t adel phi a , Fuel Facility 4 Materials 
Safety Branch 75/11/li WELT, 14 A Radiation Technology, Inc 
?pp 22582 043 


— 8403000147 Notice of violation from insp on 761027 6 1101 Violations 
noted Failure to rept 750911 leak test results to NR-C 4 
failure to notify Region J of Incident involving cobalt 
activity in R4D pool Enforcement history encl 
» Office of Inspection 4 Enforcement, Office of the Director 
77/01/05 7pp 22502 073 


-84030S0150 Responds to NRC 770105 ltr re violations noted in insp of 
License 29-13613-02 Corrective actions guidelines proposed 
for Co-60* concentration in pool water 6 for trainng program 
Civil fine of *4, BOO should be withdrawn 

WELT, M A Radiation Technology, Inc 77/01/31 VOLGENAU, E 
Office of Inspection 4 Enforcement, Office nf the Director llpp 
22592 080 


-8403080151 Notice of violation from insp on 751023 Violations noted 
failure to post documents specified in IOCFRI9 li fc failure 
to submit annual rept of radiation exposure incurred by 
personnel during 1974 Data sheet from Insp encl 

* Region 1, Philadelphia, Office of the Director 75/11/11 Bpp 
22582 045 


84030B0156 Ack receipt of 770131 response to notices of violation 6 
proposed Imposition of civil penalties No adequate reasons 
stated as to why penalties should not be imposed. Apps A 4 B 
encl.Addl response requested, 

VOLGENAU, E Office of Inspection 4 Enforcement, Office of the 
Director 77/03/14 WELT,M A Radiation Technology, Inc 10op 
22502 091 


B4Q308O157 Confirms 751111 telcon between Epstein Bt 8 Harem re results 
of NRC analyses of cobalt activity existing in irradiator 
pool Requests analytical results in writing 4 action planned 
to identify source of leakage 

NELSON, p R Region 1, Philadelphia, Fuel Facility 4 Materials 
Safety Branch. 75/11/12 HAfiAM, 8 Radiation Technology, Inc 
Ip 22562 053 


— B403030166 IE Insp Rept 30-07022/81-01 on B10402, 0? 4 21-22 Violations 
noted failure to provide exit portal u/dovic* to detect 
loose sources 4 operation of irradiator In continuous mode 
under supervision of unauthorized individual 

COSTELLO, F , ROWE, C , SHEPHERD, R Region 1, Philadelphia, Office 
of the Director 101/03/01). Bl/07/23 lOpp 22582 351 


— 0403090167 Advises of progress in handling cobalt activity in R4D pool 
water Activity traced to improperly welded outer 
encapsulation of Co-60 source pencil Pool water cleaned up 
by circulation through demineralizer 

* Radiation Technology, Inc 75/12/03 NELSON, P R Region 1, 
Philadelphia, Fuel Facility 4 Materials Safety Branch ip 
22502 035 


— H4O3D0O168 Requests hearing re ambiguities in interpretation of 
License 29-13613-02 4 alleged Infractions, resul ting In 
proposed fclvil penalty 

WELT, (1 A Radiation Technology, Inc 77/04/01 VOLOENAU, E, 
Office of Inspection 4 Enforcement, Office of the Director ip 
22583 104 


— B4O3O0OI72 Responds to NRC 751215 ltr re violation noted in IE Insp 
Repts 30-05433/75-01 4 30-07022/75-01 Corrective actions 
necessary regulations will remain posted 4 radiation 
exposure reporting procedures described in exposure logbook 
WELT. M A Radiation Technology, Inc 75/12/19 MCCUNTOCK, R 0 
Region 1, Philadelphia, Office of the Director lp 22502' 056 


— B4030BD 1 77 Discusses IE Insp Rept 30-07022/76-01 on 760610 4 forwards 
notice of violation 

NELSON.P R Region i, Philadelphia, Fuel Facility 4 Materials 
Safety Branch 76/07/02 WELT,M A Radiation Technology, Inc 
2pp 22582 057. 


— 84O30BO1B2 Notice of violation from insp on 76061B Violations noted 
licensed matls left unattended in unrestricted sample 
counting area 4 radiation levels existed in unrestricted 
sample counting area exceeding safe level Data sheete encl 
* Region 1, ph i ladelph ia, Office of the Director 76/07/02 9pp 
22502 059 


— 8403080185 Responds to NRC 760702 ltr re violations noted in IE Insp 
Rept 30-07022/76-01 Corrective actions any source utilized 
fpr calibr purposes will be signed out of log book 
WELT.M A Radiation Technology, Inc. 76/07/12, NELSON, P. R 
Region 1, Ph i lade) phi a. Fuel Facility 4 Materials Safety Branch 
2pp 22SB2. 06B 


— 0403080190 Discusses IE insp of License 29-13613-02 on 761027 4 iiOi 4 
forwards notices f, violation 4 proposed imposition of civil 
penal ties 

VOLOENAU, E Office of Inspection 4 Enforcement, Office of the 
Director 77/01/05 WELT, M A Radiation Technology, Inc 3pp 
22502' 070 


84030B0030 Partial response to FOIA request for documents re NRC 
Internal procedures or guidance for evaluating new generic 
requirements 4 NRC 4 CRGR procedures for use of cost-benefit 
or value-impact analysis Forwards App A documents 
FELTON, J M Division of Rules and Records 04/01/10 WEISS, E R 
Union of Concerned Scientists 2pp 225B4\1I5, 


8403000068 Further response to FOIA request for documents re Lixi.Inc, 
Llxiscope of America, Inc 4 SA Huber Consultants, Inc, Forwards 
App 0 documents Documents also available in PDR 

FELTON, J.M Division of Rules and Records 04/01/17 CAULK, 8 H 
Radiation Service^ Organ! z ati on 2pp 22584 001 


— B4030B0096 Ac* receipt of 03O22S ltr re State of NV reciprocity 
agreement 

DOLL I NQ > L A Office of State Program*, Director 03/03/03 

SAV1NI , R J LIXI, Inc lp 22584013 
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— -04O3OBO 1 19 Forwards, to Agreement Stete&i proposed rule establishing neui 
category to Group VI of 10CFR35 lOO for 1-125 as sealed 
Source In portable device for bone Imaging & foreign body 
detection Change permits use of Lkxlscope W/o end 
NUB3BAUMER, D A Assistant Diroctor for State Agreements Programs 
B3/04/07 Affiliation Mot Assigned lp 22384 014 


— 0403080128 Forwards, to Agreement States, ltr to Lid re demonstration !< 
industrial training in use of Lixlscopa device Ltr requests 
clarifying info. not final licensing action W/o end 
NUSSBAUMER, D A Assistant Director for Btate Agreements Programs 
83/06/28 Affiliation Not Assigned Ip 22384 015 


— 04O3OBO13B Forwards NMBS policy to Agreement States re licensing human 
use of Lidscope & bone matl analyier Byproduct matl 
author i i ed for human use by nonphysiclans (podiatrists & 
d ent i s ts 1 

NJS3BAUMER. D A Assistant Director for State Agreements Programs 
B3/11/1B Affiliation Not Assigned ip 22584 016 


— B4030B0146 Submits policy !< guidance directive re licensing Lidscope 
K bone mineral analyzer for human use 

CUNNINGHAM. R E Division of Fuel Cycle h Material Safety 
83/11/10 Region 1. Office of Director 4pp 225B4 0»7 


— 0403080155 Discusses use of Lidscope by podiatrists & dentists NRC 
will assume podiatrists h dentists not physicians & 
consider whether exemption per 10CFR30 11 could be granted 
MILLER, V L Division of Fuel Cycle 5, Material Safety B3/11/07 
CUNNINGHAM. R E Division of Fuel Cycle S. Material Safety 2pp 
22384 021 


— B403OB0 165 Forwards IE Insp Repts 30-1466B/B3-O1 {, 30-19164/03-01 In 
Jan 1983 re possession & demonstration of Llxiscope 
JOYNER, J M Region 1, Office of Director B3/06/17 MILLER. J R 
Region 3, Office of Director 2pp 22384 023 


— 0403000173 IE Insp Repts 30- 1 466B/83-01 8. 30-19164/83-01 in Jan 1903 
Violation noted Llziscope Models LSM-82 & 82-209 possessed 
l</or used by unauthorized licensee 

DARDEN, T H , KINNEMAN, J D Region 1, Office of Director 

30-19164/83-01 03/06/16 3Spp 225B4 025 


— B4030B01B1 Requests info re LixiBcope licensing concerning number of 
hours U which topics to be covered in training of physicians 
not meeting Group VI criteria 

NUSSDAUMER.D A Assistant Director for State Agreements Programs 
03/09/09 MILLER. V L Division of Fuel Cycle S, Material SaPety 
lp 22384 060 


— 0403000189 Requests Investigation of activities of Jessco Medical 
Supply Co to determine type of Lidscopes in possession & 
when device received h whether company in compliance w/state 
regul ations 

KINNEMAN. J D Region 1, Office oP Director 03/11/23 
BRADLEY, F J Labor, Dept of lp 22584 061 


B4030BQOB3 FOIA request for 8ER t< S8ER 21 <NUREG-0675) re operation of 
facilities 

GARDE, B P Government Accountability Project 84/01/09. Of Pics 
Of Administration 2pp 225B4'074 24X Fiche 50-275,84/01/09, 

B4O3O0OOB5 


04O3OBOO96 Partial response to FOIA request for SER re operation of 
facilities Forwards documents listed on app Documents also 
placed in PDR Review of remaining documents continuing 
FELTON* J M Division of Rules and Records B4/01/23 OARDE, B P 
Government Accountability Project, 2pp 22584 076 24X 

Fiche 50-273, 04/01/23, B4030B0096, 


— 0403000103 Allegations 51 8, 52 re NRC concern that plant personnel 
reluctant tp come forward w/safBty concerns since candor 
sndangftrB jobs 

a NRC - No Detailed Affiliation Qiven. B4/01/23 Bpp 
22584,089 24 X Fi c h e- 50-273, 84/01 /23, B4030B0096 


B4Q3080126 Further response to FOIA request for licenses & current ref 
supporting documents for companies £< individuals licensed 
to perform radiation detection instrument calibr Fowards 
App A documents Portions deleted (ref FOIA Exemption 6) 

FELTON, J M Division of Rules and Records 04/03/01 MIKOWSKIiJ 
Standard Nuclear Consultants, Ltd 2pp 22567 219 


— 7904030132 Forwards application for renewal of Mat 1/Byproduc t License 
12-09160-01 Filing fee end. 

RIVKIN, W B Health Physics Associates. Ltd 98998 79/02/2B 

Radioisotopes Licensing Branch (Pre 790301) lp 22367 221 


■7904030135 Application For renewal of Mat 1 /HypToduc t License 
12-09160-01 for use of licensed matls in analysis of leak 
test samp les. cal i br of radiation survey Instruments, 
preparation of sttf solutions 6 possession of sources 
RIVKIN, MD Health Ffi y si c s Assoc i ates, Ltd 90998 79/02/2B 

22 p 22567 222 


— 0101300020 Forwords application for renewal of Mat 1 /Byp roduc t License 
34-16779-01 

CALLtNDI NE. G W Ca 1 1 en d ine. GW 04119 00/11/17 COOPER. J 

Region 3. Chicago. Office of the Director ip 22567 270 


— 0101300025 Application for renewal of Mat 1 /By p roduc t License 
34-16779-01 authorizing use of Si — 90. Cs-!37, Co-60 (< Ba-133 
sealed source for test purposes to calibr radiation survey 
S< measuring instruments 

CALL END I NE, G U Collendino. 0 W 04119 80/13/17 2pp 

22567 279 


— B4030B0149 Application for ma 1 1 /b yprod uc t 1 icense, author! i ing CC Lu. 
RA Carlson. J£ Carey. J Colvin, U Hack S i T Mason to use It / or 
supervise use of Cs-137 sealed source in calibr of survey 
metei s 

CARLSON, R A Medical Physics Consultants, Inc 01/04/20 !7pp 
22567 244 


— 04O3ODO354 Foiwards addl info requested by NRC B0I1 15 ltr re renewal of 
License 34-16272-01 Ouartorly inventory of all sources will 
be maintained 

FERRELL, J R Nuclear Medicine Associates, Inc 01990 01/01/09 

COOPCR, J W Region 3. Chicago, Office of the Director (81/03/0!) 

16pp 22567 261 


0403080179 Fourth partial response to FOIA request for six categories 
of documents re facilities Forwards App A documents App B 
document entirely withheld (ref FOIA Exemption 5) Review of 
addl documents subj to request continuing 

FELT0N, J M Division of Rules and Records 04/02/13 ANDERSON, S I 
Garvey, Schubert. Adams 6 Barer 7pp 22583 226 24X 

Fiche 50-000,04/02/13.8403080179 


— 0001140316 Notifies that NRC has amended regulations re implementation 
of resident insp program Expresses gratitude for assistance 
rendered Forwards final rule W/o BncI 

STELLO. V Office of Inspection 6 Enforcement, Office of the 
Director 79/11/19 O 'STRAND, N Washington Public Power Supply 
System lp 22383 234 24X Fiche 50-000, 04/02/ 13, B4O3O0O179 


— 8003240202 Submits review costs for facilities Hearing was 
uncontested Billing procedure may be completed 
DERKOW, H N Office of Nuclear Reactor Regulation. Director 
00/02/22 MILLER, W O License Fee Management Branch lp 
22503 242 24X Fiche 50-000.84/02/13,0403080179 


— 8003240207 Forwards IE C 0 Bt data worksheets for facilities No costs 
relected for licensee contractor vendor insp repts 
COBD.L I Executive Officer for Management 6 Analysis 79/01/29 
MILLER, W □ License Fee Management Branch 3pp 22SB3 243 24X 

Fiche 80-000,04/02/13,0403000179 


— 8Q032402 1 9 Corrects 701020 memo re WPPB3 3 f< 5 being contested Memo 
reflecting actual ASL0 time spent on case enc 1 

FITTI.C V Atomic Safety and Licensing Board Panel 00/02/BB 
HOLLOWAY, C J License Fee Management Branch lp 223B3 24E 24X 

Fiche 50-000.04/02/13,0403080179 


— 0003240222 Submits rept of time spent since program initiated an WPPSS 
3 I< 5 Professional time all spent on post-hearing work 
regarding CP hearing 

LAZO, R M Atomic Safety and Licensing Board Panel 7S/04/1I 
FITTI.C J Atomic Safety and Licensing Board Panel 3p p 
22503 249 24X Fiche 50-000,04/02/13,8403080179 


— 8003230477 Forwards hydrologic engineering questions re proposed waste 
treatment sys Response will supply necessary Info re design 
basis for seepage h flooding Also forwards generic questions 
re floodplains Info will assist NRC environ review 
SELLS, D E Environmental Projects Branch 2 80/03/07 

RENBERGERiD L Washington Public Power Supply System Spp 
225B3 253 24X Fiche 50-000,84/02/13,8403000179 


— 0003270142 Discusses suspension of facility preoperational aquatic 
monitoring program Suspension approved Operational 
monitoring program results should not be affected by 
suspension 

SAMWORTHiRD Environmental Specialists Branch 80/02/29 
SELLS, D E Environmental Projects Branch 2 2pp 225B3 239, 24X 

Fiche 50-000,84/02/13,0403000179 
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— 0005130793 Provides status of gER inputs b acceptance revlgus for QL t< 
CP applications Schedule should be met 

BURKE, H C Effluent Treatment Systems Branch 00/02/06 
KREQER, W E Assistant Director for Site Analysis lp 32503 233 
SAX Fiche 50-000, S4/02/13.B4O30B0179 


— B005130677 Forward* R Ontchy review of JW Goffmen article re radiation 
causation of cancer in Hanford workers No new or significant 
info presented 

KRECCR. H E Assistant Director for Site Analysis 80/02/07 
SLACGIE, L Office of the General Counsel lp 225S3 236 


— B00S1 50683 Reviews JU Gofman Nov 1979 article per 791226 request 
Analysis statistically weak Results fall within OEIR rept 
risk estimates NTH B00310 6 11 conference will discuss 
low-level ionising radiation biological effects 
QOTCHY.R Division of Site Safety 1 Environmental Analysis 
□ 0/02/01 MURPHY, T Radiological Assessment Branch 2pp 

229B3 237 


— S009090737 Forwards airworthiness alert re corrosive b abrasive 
characteristics of volcanic ash which has fallen in Pacific 
Northwest Digestions re ash onto unt. chem i s try It siie 
distribution will be forwarded to licensees W/o end 
JACKSON, R E Geosciences Branch BO/OA/IH VOLLMER. R H 
Division of Engineering 2pp 225B3 ESB 24X 
Fiche 50-000,34/02/13,8403080179 


• — S009110203 Responds to B007O2 Itr re E Borheh concern about ultimate 
responsibility for civil pen allties proposed agains t util 
Civil penalties are imposed as enforcement action, State 
agencies should he contacted re reap ans i b 1 11 ty for payment 
DIRCKS.H J Office of the Executive Director for Operat ions 
BO/OB/26 JACKBON, H M Senate 4p p 22 3 B3 260 24X 

Fiche 50-000,04/02/13,0403090179 


— BO l 0090260 Discusses review of applicant BOOB14 request for approval of 
proposal to substitute in-plant tests w/scale model 
recirculation sump tests Response to requests deferred 
pending NRC* review of program 

SPEIS, T Reactor Systems Branch B0/O9/26 YOUNGBLOOD, B J 
Licensing Branch 1 lp 22583 266 24X Fiche 50-000,04/02/13, 

B4030S0179 


— 80 121 60551 Forwards 300625 ltr from constituent E Borhek for response 
Requests that duplicate rept be forwarded to 002 United 
States Courth ouse, Seatt 1 e, HA 90104 

JACKSON, H M Senate, Energy 6 Natural Resources B0/07/21. 
KAMMERER, C.C. Office of Congressional Affairs 2pp 223B3 264 
24 X Fiche, 30-000, 84/02/ 1 3, B4030B0179. 


— 0101060767 Notifies of findings of passible capable fault near 
facility 

JACKSON, R E geosciences Branch BO/10/27 ROUSE. L C Advanced 
Fuel b Spent Fuel Licensing Branch lp 22303 267 24X 

Fiche 30-000, B4/02/13, B4030aol79 


— 8101130363 Responds to ltr Forwarding M Hamilton concerns re 
facilities CPs issued in Apr 197B after safety It environ 
reviews b ABLB public hearings Public hearings may be 
requested when util applies for OLs 

KAMMERER, C Office of Congressional Affairs 80/12/16 
MAONUSON, V Senate ip 22503 271 24X Fi Che. 30-000, 04/02/ 13, 

0403000179 


--BI022000S9 Forwards action plan for resolution of non-Tlil issues for 
pending CP/mfg license applications, per Ofc of Nuclear 
Reactor Regulation approach to resumption of licensing. 

Safcty evaluation inputs should be provided hy 010601 
EISENHUT, D O Division of Licensing 80/12/31 VOLLHEH, R 
Division of Engineering. ip 22583 277 24X 

Fiche 50-000, 84/02/13, 04O3OBO179 


— Bi03040032 Forwards short b long-term OL b CP review schedules, in 
response to 001216 meeting w/UBOS List of OL plant reviews 
for which Nrc tentatively plans to seek USSS assistance Is 
provi ded 

JACKBON. R E Geosciences Branch NRC-O3-80-113 81/01/21. 

DEVINE, J F Interior. Dip t of, Oeol ng leal Survey 5pp 
22583,272. 24X Fiche 50-000,04/02/13,0403080179 


— 8104220329 Concludes that Table 3.2-2 of PSAR.re safety-related 
structures, sys b component s, is incomplete from Geotechnical 
Engineering Branch viewpoint 

LEAR. 0 E. Hydrologic b Geotechnical Engineering Branch B1/O4/08 
HAASB, W, P. Quality Assurance Branch. 2pp 22503:278 24X 

Fiche 50-000, 84/02/13. 0403080179. 


— 0104300020 Responds to 010414 memo re util request for clarification in 
use of ASME code cases lltil use of code cases w/o prior NRC 
approval is inadvisable due to potential hardship for user 
BOSNAKiRJ. Mechanical Engineering Branch. 01/04/21. 

YOUNGBLOOD. B, J Licensing Branch 1 ip 22303 200 24X 

Fiche 50-000, 84/02/13, 04O3OB0179, 


— 8103010534 Advises that Mechanical Engineering Branch completed review 
of util request for authorization to use ASME Code Cases 
N-219 b N-287 for application in design of concrete 
containments Code cases acceptable 

KNIOHT, JP Assistant Director for Comp b Structures Engineering 
CPre 830201) Bl/04/29 TEDESCO, R L Assistant Director for 

Licensing lp 22503 2B1 24X Fiche 50-000,04/02/13,8403080179 


— 01051 40106 Advises that Info provided on 810213 b 0403 re air intake 
arrangements for diesel generators raviewed Diesel generator 
combustion air supply arrangement meets acceptance criteria 
in Section IX of SRP a 5 8 Sys acceptable as designed 
UNGARO, A R Power Systems Branch Bi/03/Oi YOUNGBLOOD, B J 
Licensing Branch 1 Ip 22583 202 24X Fiche 50-000,84/02/13, 

84030 BO 179 


— 8105180436 Forwards ltr from util requesting concurrence by NRC to 
omit Subsections 2 3 1-2 5.3 of F8AR Review b comments 
requested by 810622 

ADENSAM. E G Assistant Director for Licensing 81/05/12 

JACKSDN, R E Geosciences Branch lp 22583 283 24X 

Fiche 30-000, 84/02/13, 8403080179. 


— 8105210109 Concurs w/licensee proposal to ref Sections 2 5,1-2 5 l- 
2, 5 3 of HPP0-2 F9AR in WPPB-1/4 FSAR since both projects 
located in close proximity Mods listed 

JACKSDN, R E Geosciences Branch 81/05/15 ADENSAM, E, G 
Licensing Branch 4 2pp 22583 206 24X FI Che. 50-000, 84/02/13, 

8403080179 


— 8106170138 Forwards results of branch review of EPRI/PWR test, per 
010602 memo 

MIRAGLIA, FJ Licensing Branch 3. 81/06/12 TEDESCO, R L 

Assistant Director for Licensing lp, 22583: 2BB 


— 8106220066 Requests that appropriate comments re Cycle 2 evaluations, 
per Eisenhut 810604 memo, be submitted by 810623 

MIRAGLIA, F J Licensing Branch 3 81/06/18 HAASB, W 8. Quality 

Assurance Branch lp 22503 291 24X Fich e. 50-000, B4/02/13, 

34030001 79 


— B 107 1 30301 Forwards info re impact of Mount St Helens eruptions on 
facilities, for use by SALP review board Comments prepared by 
HE Lefevre, geologl st, 

JACKBON, R E, Geosciences Branch 81/06/23 MIRAGLIA, F J. 
Licensing Branch 3 Spp 22583-293 24X Fiche, 50-000, 84/02/13, 

8403080179 


— 8107140185 Forwards Ofc of Nuclear Reactor Regulation performance 
evaluation in compliance U/B10604 memo re systematic 
assessment of licensee performance Cycle 2, Notifies that 
review board meeting for facility scheduled for 810723 
WHEELER, L Licensing Branch 3 81/06/30. EISENHUT, D. 0. Division 

of Licensing lp 225B3 295 24X Fiche 50-000,84/02/13, 

8403080179. 


— 8107140192 Forwards Geosciences Branch input for use by facility 
systematic assessment of licensee performance review board, 
per 010618 request 

JACKBON, R E Geosciences Branch. 81/06/23. MIRAGLIA, F J. 
Licensing Branch 3. 3pp 22583 298 24X Fiche. 50-000, 84/02/13, 

8403080179 


—8107270274 Accepts use of ABME Code Case N-242-i dtd 800410 for 
application in const of pipe support frames in pipe chases 
located in two lower elevations of reactor auxiliary bldg, 
Conditions of use discussed 

KNIGHT. J. P Assistant Director for Comp b Btructure* Engineering 
(Pre 830201) 81/07/21. TEDESCO, R L. Assistant Director for 

Licensing lp 22503.301. 24X Fiche: 50-000, 84/02/13, 84030B0179 

\ 

—8107200171 Notification of 810729 meeting w/util b BbU in BetheidiiMO 
to discuss method util intends to use to fulfill requirements 
of NURE0-0737 Item II f S (inadequate core cooling 
instrumentation) 

HERNAN. R W Licensing Branch 4 91/07/21 ADENSAM, E G 

Licensing Branch 4 2pp. 22583-305, 24X Fiche- 50-000, 84/02/13, 

8403000179, 


— 9)08110038 Notification of B10820 meeting w/util In Beth*sda,MD to 
discuss proposed independent design review programs, 

HERNAN, R, W Licensing Brench 4 01/07/30. ADENSAM, E. 0. 

Licensing Branch 4 3pp 22583 302. 24X Fiche: 50-000, 84/02713, 

8403080179 


— 9110080612 Discusses proposal to use IDRs in licensing process. IDfls ®*Y 
be useful in certain arses, but clarification of role needed. 

TEDESCO, R, L Assistant Director for Licensing 81/09/23. 

EISENHUT, D G. Division of Licensing lp, 22583 307. 24X 

Fiche- 50-000, 04/02/13. 0403080179, 
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— 0110190026 Requests that comparison of fire protection program to App R 
of 10CFRS0 be Included in overall fire protection program 
submittal W/o end FR notice 

EIBENHUT, D 0 Pivision of Licensing B1/09/3O FERQUBQN.R L 
Washington Public Power Supply System 2pp 22583 308 24X 

Fiche 50-000,84/02/13,0403000179 


— 8111060697 Notifies of util intention of sending technical team to 
present FSAR to review staff during wk of 811130 Reviewers 
should complete attached form & confirm attendance 
HERNAN, R W Licensing Branch 4 Si/10/23, Licensing Branch 4 

4pp 225B3, 311 24X Fiche 50-000, B4/02/13, B4030B0179 


— 8111120935 Forwards form which identifies Power Bye Branch electrical & 
mechanical reviewers for project in accordance w/811023 
memo Requests established review schedule dates when 
aval labl e 

UNGARO, A Power Systems Branch 81/11/OH HERNAN, R W Licensing 
Branch 4 Bpp 82583 316 24X Fiche 50-000,84/02/13,8403080179 


— 8111130007 Submits names of D Qupa t- o Stalley a« technical reviewers 
for facility FSAR per 811023 memo 

LEAR, 8, Hydrologic fc Oeotechnical Engineering Branch 61/10/30 
ADENSAM, E Licensing Branch 4 lp 225B3 315 24X 

Fiche 50-000, 84/02/13, S4030B0179 


— 8111200219 Informs of receipt of telcon from Yakamar Indian Nation 
requesting that tribe be given full rights in facilities 
proceedings. 

TEDE8C0, R L Assistant Director for Licensing Bl/10/21. 
KETCHEN. E, Hearings Division. lp. 22583-310 24X 

Fiche - 50-000, 04/02/13, 0403080179 


— 8112300305 Notification of 811211 meeting w/uti i in Bethesda.MO to 
discuss FSAR u/technical review staff at time OL application 
is tendered. 

HERNAN, R. W. Licensing Branch 4 01/11/23 ADENSAM. E. 0 

Licensing Branch 4. 3p p 22583 31B 24X Fiche 50-000,84/02/13, 

84030B0179 


— 8201190297 Forwards Central Files version of "Description of Early 
Warning Sys for WPPB8 Nuclear Plants 1,2 8, 4, " in response 
to NRC 810720 ltr re prompt notification in event of 
emer g eney . Sys will be in p Iscb prior to PL issuance 
HOUCHEY, 0 D Washington Public Power Supply System 02/01/11 

TEDESCQ, R L Assistant Director for Licensing ip 22583 321 

24X Fiche. 50-000, 84/02/13, 04O3OBO179 


— B2021B04S6 Requests that Fire Protection Section perform acceptance 
level review Df facilities' revised fire protection program 
prior to docketing of OL application Util aware that App R 
to 10CFR50 will apply, 

ADENSAM, E. e. Licensing Branch 4 32/01/29. BENAROYA,V Chemical 

Engineering Branch. lp 22583 322 24X Fiche 50-000,04/02/13, 

B4030B0179 


— 8202260171 Requests assistance in performing acceptance review of 
environ rept for OL application Pnly portions applicable to 
Unit 1 need be considered since Unit 4 cancelled on 020122 
ADENSAM, E 0 Licensing Branch 4 82/02/10 JACKSON, R. E 

Consciences Branch. lp 22583 324 24X Fiche 50-000,84/02/13, 

8403080179 


— 0203020139 Advise* that listed info needed to perform acceptance review 
of fire protection program for conformance w/NUREO-OBOO, 

Section 9 5-1 

BENAROYA, V chemical Engintaring Branch. B2/02/O9 ADENBAM, E 0 
Licensing Branch 4 lp 22583.323 24X Fiche- 50-000. 84/02/ 13, 

8403080179 


■8203100419 Discusses Fart 21 rapt re UEtiC design of structural steel 
at facility Oaneric implications appear to be nonexistent 
•ince no eimilar design concept ussd at other facilities Two 
oversize drawings enc 1. Aperture cards in Central Files. 

SHEWN AKER, R. E Division of Engineering 1, Quality Assurance (Pre 

830103). 02/02/24. DROMERICK, A VI Division of Engineering t. 

Quality Assurance <Pre 830103) 2pp 22503- 325 24X 

Fiche 50-000,84/02/13,0403080179 


— 8203100570 Recommends environ rept be accepted. Add I question* re 
external appearance, plant layout !< socioeconomics of single 
unit operation will be submitted, 

REOAN, W. H Siting Analysis Branch. 82/02/25 ADENSAM, E 0 
Licensing Branch 4 lp 22503 328. 24X Fi c he- 50-000, 84/02/13, 

6403080179 


— 8203190028 Forwards addl info requirement* for review of ER for QL 
application per 020210 request. 

BALLARD, R, L, Environmental Engineering Branch 02/03/02, 
ADENSAM, E 0, Licensing Branch 4, 3pp, 22583,329 24X 

Fiche. 50-000, 04/02/13, 8403080179 


— 8203180004 Advises that environ rept is acceptable tb radiological 
Impac t» 

HOUSTON, R W Assistant Director for Radiation Protection 
B2/03/02 TEDESCQ, R L Assistant Director for Licensing ip 
22503 332 24X Fiche 50-000,84/02/13,8403080179 


— 8203 1 BO 118 Forwards two relevant documents for FDTA request re WPPSS f, 
Exxon Litigation 

MIRAOLI A, F J Licensing Branch 3 B2/03/0B WILSON, V H 

Management Analysis Branch 3pp 22583 333 24X 

Fiche 50-000, 84/02/J3, 8403080179 


— 8204090099 Informs that sufficient info provided to begin meteorology 
review Inappropr iate models !, diffusion parameters used in 
Section 6 I 3 2 ■$< accident evaluations 

HULMAN. L 0 Accident Evaluation Branch 82/03/16 ADENSAM, E 
Licensing Branch 4 2pp 22583 336 24X Fiche 50-000,84/02/13. 

8403080179 


— B204290657 Notification of 8205U meeting w/util to discuss review 
process It preliminary identification of any possible 
unique features 

WHEELER. L L Licensing Branch 3 82/04/22 M1RA0LIA.F.J 

Licensing Branch 3 lp. 22583 34 0 24X Fiche 50-000,04/02/13, 

0403000 1 79 


— 82O5O7QOB0 Forwards Hat of sys to be added to 0-list Sys provides 
ongoing knowledge of changes in radiation environ h ability 
to deal effectively u/unusually high radiation !< 
radioactivity levels 

CQNGEL, F J Radiological Assessment Branch B2/03/23 HAABS, W P 
Quality Assurance Branch 2pp 22583 338 24X 

Fiche 50-000, 04/02/13, B4030B0179 


— 8206300002 Lists info not yet addressed for OL application Recommends 
general info be accepted For docketing 

LEE, I J Licensing Branch 3 02/06/tB WHEELER, L. L Licensing 

Branch 3 lp 22503 347 24X Fiche 50-000,04/02/13,8403000179 


— 8208120240 Forwards Central Files version of revised page to Revision 2 
of emergency plan adding local fire depts within 20 miles of 
facility to backup fire protection sves 

BDUCHEY, Q D Washington Public Power Supply System GQ2-02-642 
02/08/05 8CHWENCER, A Licensing Branch 2 2pp 22503 348 34X 

Fiche 50-000,84/02/13,0403000179 


— 8208120240 Central Files version of revised page to Revision 2 of 
emergency plan re provision of backup fire protection sves 
* Washington Public Power Supply System B2/08/03 lp 
22503 350 24X Fiche 50-000,84/02/13,0403060179 


— 8209200165 Forwards Cycle 3 systematic appraisal of licensee 
performance input for 810701 through 820730 in response to 
Region 5 820625 request 0tron9 mgt evident Resolution of 
technical Issues, responsiveness !< staffing satisfactory 
HERNAN, R W Licensing Branch 4, 02/09/15 EIBENHUT, D 0 

Division of Licensing 6pp 22593 351 24X Fi the: 30-000, 

84/02/13, 8403000179 


— 82 1 20703 BE Ack receipt of 821109 ltr re Target Rock environ 

qualification testing program info re valve upgrade S, retest 
antic ip a ted 

HEI8HMAM.R F Division of Reactor Programs iPre 830103). 
82/12/01 BDUCHEY , 0 D Washington Public Power Supply System 
lp 22503 357. 24 X Fiche 50-000,04/02/13,0403030179 


— B 30310047 6 Forwards util B30223 submittal in response to telcon during 
which remaining Phase 1 open items of "Control of Heavy 
Loads - Case Reviews," were di sc ussed. W/o end 

CLEMENBON, F. Auxiliary Systems Branch NRC-20-1B-38B 83/02/28 

STICKLEY, T H EQLQj Inc lp 225B3 360 24X 

Fiche 90-000, 84/02/13, B4030B0179 


— 8304060377 Requests search for documents re govt litigation w/util on 
five specific issues 

8LAQOIE, E L Office of the Oeneral Counsel 83/03/23 

DIRCKS, W, J Office of the Executive Director for Operations ip 

22503.361. 24X Fiche 50-000, 84/08/13, 04O3OBO179, 


— 8304070113 Recommends that radiation exposure records be retained for 
t yr prior to disposal Ref Murphy to Varga B01222 
CDNOEL, F J Radiological Assessment Branch B3/04/01 
8CHWENCER, A Licensing Branch 2. lp. 225B3, 327 24X 

Fiche 50-000,84/02/13,0403080179 


— 8403000253 Forward# summary of review costs !< supporting documentation 
from program ofes W/o end 

HOLLOWAY. C J License Fee Management Branch. 80/03/03 License 
Fee Management Branch. ip 22983 241 24X Fiche 50-000, B4/02/ 1 3, 
8403080179 
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8403000196 FOIA request for documents re WR McAfee allegations 
Involving facility from Mar 1977 - Mar 1979, NRC open 
conference at site in Wov 1979 & review of util topical QA 
manual 

GARDE. B P , ANSEL L. E Government Accountability Project 03/11/21 
Office of Atfminl strati on 2pp 22384 162 24X 

Flche 50-413. B 3 / 1 1 /21 . B4O308Q196 


B4O30B02Q0 FOIA request for 2 categories oP documents re NRC 
correspondence w/Uil.lnc & BA Huber Consultants 

UIESELMAN.K LIXI. Inc 63/11/23 MILLER. V L Division of Fuel 
Cycle U Material Safety ip 33567 208 


B4D30BO2D3 Responds to FOJA request for documents from Mar 1977 - Mar 
197? re WR McAfee allegations Forwards App A documents. Info 
also available in PDR 

FELTON. J M Division of Hula* and Records 04/01/24 GARDE. B. P 
Government Accountability Project. 2pp 235B4 164 24X 

Flche 50-413, 84/01/24, 04O3OBO2O3 


— B403080212 Discusses 791113-16 interviews u/craftamen Interviewed* 
selected by principal 1 nsp ec tor. per T1 2512/4 criteria. 

Related info end 

MUflPHY.C E Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch 77/12/04 THORNBURG, H D Director's Office, 
Office of Inspection and Enforcement, 9pp. 22504 166. 24X 

Fiche 50-413, 34/01 /34, 3403080203 


B4030&0207 Responds to FQ1A request for NRC correspondence ul/Li»i,rnc 6 
BA Huber Consultants Forwards documents listed on app 
Documents also available in FDR 

FELTON. J 11 Division of Rules and Records, 94/01/23 WIESELMAN, K 
Lixr, Inc 3pp 32567 20? 


— 7906250470 Comments on proposed Reg Guide 10 B- 100 dpm limit seems very 
arbitrary b requires calculations to relate to Individual 
equipment Strict application of reg guides should be 
avc 1 ded 

HUBER, S A ■ Btan A Huber Consultants. Inc 79/02/09 Docketing 

6 Services Branch 2FP 22567 212. 


— B 4030802 IB Advises that 830120 memo requiring Llxiscope evaluation to 
include public comment period contradicts advice given at 
021013 meeting Comment period will unreasonably delay 
license Issuance 6 cause financial loss 

BAVINl.R J. L1X 3 , Inc. 03/02/24 QLMSTEAD, H. Office of the 
Executive Legal Director 2pp 22567 214 


— B4030B0223 Responds to 830224 rsquest for reconsideration of advice 
re public comment on proposed rule concerning addition of 
Lisiscope to list of devices in 10CFR33 100 Public comment 
unnecessary for issuance of Lixiscope license 

OLMSTEAD.W J, Office of the Executive Legal Director, 03/03/30 
BAVIN I, R J LIXI, Inc 3pp 22567 216 


0403000219 Partial response to FOIA request for two categories of 
documents re PUR RCB b specified insp repts Document 
available in PDR Search for addl documents continuing 
FELTON, J M Division of Rules and Records fl4/Ot/B3, MADDEN, T J 
Kaye, Bcholer, Fierman, Hays 6 Handler 2pp 22584.132 


04030-30226 FOIA request for two categories of documents re PUR RC8 & 
specified insp repts 

MADDEN, T. J Kaye, Bcholer, Fierman. Hays 6 Handler B3/12/1H. 
NORRV, P G Office of Administration 2pp. 22804,104 


8403080324 FOIA request for documents considered by NRC in preparation 
of notice of violation b proposed imposition of civil 
penal ty, B31222 ]tr transmitting violation & rapt of 
investigation re intimidation of GA personnel 

HARTMAN, B. L Debevoise b Liberman 03/12/30 FELTON. J, M Division 
of Rules and Records 2pp 23583 169. 24X Flche 50-4 4 5,83/12/39, 

0403080324 


B4G30B0323 Partial response to FOIA request for documents considered by 
NRC in preparation of three categories op documents 
concerning facilities Forwards documents listed on App A. 

FELTON, J M Division of Rules and Records 84/01/20. HARTMAN, 9. L 
Debevoise & Liberman 2pp 22303: 171. 24X Flche 50-445,04/01/20, 

8403060325 


— B4030B0327 Rev 27 to Procedure OT-QP-1 l 4-5 re visual defects insp b 
dry film thickness Related info end 

* Texas Utilities Electric Cn ifnrmerly Texas Utilities 
Generating Co > B3/11/0B 6pp. 22583.173. Z4X 

Flche 30-449,04/01/20,6403080325 


— 0403000332 Describes commitments made to NRC in RU Gary 830920 
response to notice of violation 6 proposed imposition of 
c ivi 1 pena 1 ty 

CLEMENTS, B R. Texas Utilities Electric Co (formerly Texas 
Utilities Generating Co >. EA-B3-064 03/11/29 COLLINS, U T 

Region 4, Office of Director Upp 22503 1B2 24X 

Flche 50-445,04/01/20.0403000325 


— 0403000333 Notification of significant licensee meeting on B31212 w/ 
util in Arlington, TX to discuss potential enforcement action 
re intimidation of employees by M Williams 

« Region 4, Office of Director B3/12/08. Region 4, Office of 
Director ip 225B3 193 24X Flche 50-445,84/01/20.0403090323 


— 8403000335 Forwards rept re investigation into allegations made by 
UA Dunham & concerns related to protective coatings Related 
documents end 

GARY. R J Texas Utilities Electric Co (formtrly Texas Utilities 
Generating Co > TXX-40B7 03/12/13 COLLINS, J Region 4. 
Office of Director 22pp 22S03 204 24X Fiche- 30-443, 04/01/20, 

B4 03 09032 3 


3403090339 Final response to FOIA request for documents re NRC 
Investl getion of industrial accident involving burst steam 
pipe at Paeitlty "VEPCO Investigative Board Preliminary 
Rept" on accident placed In FDR 

FELTON, J M. Division of Rules and Records 84/01/20 GARDE, B P. 
Government Accountability Project Ip 22376’ 214 24X 

Flche* 50-280, 04/01/20, 84030B0339 


— 8403080341 "VEPCO Investigative Board Preliminary Rept." W/o covsr 
sheet 

• Virginia Electric & Power Co 84/01/20 27pp 22376*213 24X 

Fiche- 30-280, 64/01/20, 0403060339 


B4O3O0O344 FOIA request for documents re proposed N8HC determination 
on license , amends for Millstone 2 b entry into operational 
mode for conducting final tests of pressurize? safety valves 
at Trojan 

ADATO.M Union of Concerned Scientists 04/02/02 FELTON, J M 
Division of Rules and Records lp 22383 030. 24X 

Fiche 50-000,64/02/02,0403080344 


0403080346 Appeal* dental of FOIA request for "Borstele Rept ” Rept 
discussed in Board Notification 9N-S3-131, "Wistinghouse 
ECCS Actuation Logic " 

WE! 58, E R Union of Concerned Scientists. 04/01/03 DIRCKB.W J 
Office of the Executive Director for Operations 3pp, 22367-288 


0403080347 Partial response to FOtA request for documents re proposed 
NSHC determinations for Millstone 2 u entry Into operational 
mode for conducting final tests of preisurlxer safety valves 
at Trojan Forwards App B documents 

FELTQN. U, M Division of Rules and Records 84/03/02 ADATO.M 
Union of Concerned Scientists 4pp 22303 03? 24X 

Fiche 50-000,04/03/02,0403060347 


— 0307100403 Initial NBHC determination 6 noticing action re util 830324 
application to amend License NPF-1, clarifying purpose of 
auxiliary hoist b testing of hoist b manipulator crane. 

TRAMMELL, C NRC - No Detailed Affiliation Given 83/06/27 2pp 
22303 043 24X Flche 50-000,94/03/02.6403080347, 


— 0307100414 Requests FR publication of notice of consideration of 
issuance of amend to License NPF-i 6 proposed NBHC 
determination 6 opportunity for hearing re B30524 request to 
heat up to hot standby mode 

CLARK, R, A Operating Reactors Branch 3 83/07/06, KREUTZER, P M 

Operating Reactors Branch 3 3pp 22383 045 24X 

Fiche - 50-000, 84/03/02, 8403000347 


— 6312230261 Evaluates util 031102 arguments to support validity of 
previous LDCA analytes for removal of thermal shield fro* 
core barrel Reanalysls of small break LOCAs not required 
Restart approved tubj to confirmation of peak clad temp 
HOUSTON, R W Assistant Director for Reactor Safety, TAC 91969 
83/12/13 LAINAB, 0, C. Assistant Director for Operating Reactors. 
2pp 22383.060. 24X Fiche 50-000,64/03/02,8403080347. 


— B403060352 Return* requsst for publication In FR of notice of 
consideration of issuance of amend to OL & proposed NSHC 
determination re Tech Spec changes resulting from Cycle 6 
refueling considerations Revs requested W/o end, 

ROTHSCHILD. M. U. Office of the Executive Legal Director. 03/06/13 
CLARK, R A Operating Reactors Branch 3 lp 22383 059, 24X 

Flche. 50-000, 84 /03/02, 04O3OBO347. 


8403080350 Respond* to 831018 b 1201 raqueit* for "Boristle Rept." 
"Borssela Rept** submitted in confidence to Commission by 
foreign source & exempt from public disclosure per 
1 0CFR2. 790 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
83/12/22 PQLLARD, R. Union of Concerned Scientists lp 
22567 291 
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8403080354 Request! assistance in obtaining reply to 831010 1 tr to 
D Eisenhut requesting "Borssele Rept " 

POLLARD. R D Union of Concerned Scientists 83/13/01 DIRCKB.U J 
Office of the Executive Director for Operations. Ip 22367293 


8403080337 Responds to appeal re denial of FOIA request for "florssele 
Rept " Forwards two repts on Borssele Nuclear Power Station 
FELTON. J M Division of Rules and Records S4/01/17 WEISS. E R 
Union of C oncevnsd Scientists lp 22967 294 


—0403080360 Forwards two repts. "Steam Generator Tube Rupture Procedure 
at Borssela Nuclear Powar Station" !< "Natural Circulation b 
Heat Transfer Tests in Borssele Nuclear Power Plant " 

VAN DAATSELAAR Netherlands. Oovt of 83/08/03 LAFLEUR.J D 
Office of International Programs. Director. ip 33567 299 


— 8403080364 "Steam Generator Tube Rupture Procedure at Borssele Nuclear 
Power Station. Implementation of Lessons From TM1, DOEL b 
Oinna " 

VAVB3IER. 0 Netherlands. Oovt of 83/06/30 17pp 23367-296 


— B403080366 "Natural Circulation It Heat Transfer Tests in Borttsle 
Nuclear Power Plant " 

KALVERBOER, C Netherlands. Oovt of, 83/07/11 18pp 22967 312 


-8403000360 Forwards two repts. "Steam Generator Tube Rupture Procedure 
at Borssele Nuclear Powar Station” It "Natural Circulation It 
Heat Transfer Tests in Borssele Nuclear Power Plant 11 
VAN DAATSELAAR Netherlands, Oovt of. B3/0B/02 LAFLEUR.vl D 
Office of International Programs. Director lp 22567-293 


— 8403080364 "Steam Generator Tube Rupture Procedure at Borssele Nuclear 
Power Sts t ion. Imp lementatl on of Lessons From TMI.DOEL t> 

Oinna " 

VAY88IER, 0, Netherlands. Oovt of. B3/06/30 17pp 22967 296 


— 8403000366 "Natural Circulation t< Heat Transfer Tests in Borssele 
Nuclear Power Plant." 

KALVERBOER. C Netherlands, Oovt of 83/07/11 10pp 22967312 


8403000363 FOIA request for documents re BWR Intergranular Stress 
Corrosion Cracking Owners Group meeting on or about 81102B 
HAFNEF, B. Suffolk Nuclear Study Croup, 83/11/26 Office of 
Administration lp 28383 007, 24X Fiehe 30-322,83/11/26, 

8403080363. 


B4030B0367 Responds to FOIA rsquest for documents re BWR Integranular 
Stress Corrosion Cracking Owners Croup meeting on or about 
81 1028, Forwards App A documents. Records also in PDR 
FELTON, J, M Division of Rules and Records 84/02/28 HAFNER, B 
Suffolk Nuclear Study Group 2pp. 22383-008 24X 

Flche. 90-000, 04/03/28, B4030S0367 


— B30B090070 Advises that Div of Licensing responsible for developing 
plan for coordination of BWR pipe crack activities Review b 
input to and proposed draft of activities list requested by 
B30729 

CASE, E. 0. Office of Nuclear Reactor Regulation, Director 

83/07/28, ARLOTTO, O A Division of Engineering Technology 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 8301031. MATTSON, R, Division of Systsms 
Integration (poet 8110051. 3pp. £2983 016, 


— 8309210434 Requests evaluation of Qrand Gulf t< Shoreham 830B17 b 23 
responses, respectively re Intergranular stress corrosion 
cracking in BWR p lp Ing. Responss requested by 930916 W/o 
end. 

EISENHUT, D e Division of Licensing. 83/09/06. VOLLMER, R 
Division of Engineering, lp 22583.010, 24X 

Fiehe! 90-000, 84/02/28, 8403080367 


84030B0370 Appeals dsnial of FOIA request for draft IE Insp Repts 
90-424/83-13 b 90-425/83-13. 

80MBY. A H. Troutman, Sanders, Loc kerman L Ashmore 83/11/14 
Office of the Executive Director for Operations. 2pp 22576-244 
24 X Fiehe: 50-429,83/11/14,8403080370. 


8403080372 Responds to appeal re denial of FOIA request for draft IE 
Insp Repts 50-424/83-13 Si 50-429/83-13. Forwards documents 
FELTON, J.M. Division of Rules and Records. 04/01/31 DOMBY, A. H, 
Troutman, Sanders, Lockerman b Ashmore. lp 22576-246. 24X 

Flche: 50-424, 84/01/31, 84030B0372 


— 8403080377 Forwards IE Insp Repts 30-424/B3-13 it 30-425/B3-13 on 
B30621-0720 h notice of violation. 

LEWIS, R, C. Division of Project 6 Resident Programs 83/10/14 
KELLEY, R. J. Georgia Power Co 2pp. 22576-247, 24X 

Fiehe. 90-424, B4/0 1 /31 , 8403080372 


■B4030B03B1 Notice of violation from xnsp on B30621-0720 

* Region 2, Office of Director 30-423/83-13 B3/10/I4 3pp 

22976 249 24 X Flche 90-424, 84/01 /31, 04O3OBO372 


— 8403080304 IE Insp Repts 50-424/83-13 b 50-429/83-13 on 83 0621-0720 
Violations no ted - f al 1 ur e to implement pipe support control 
documents It provide appropriate concrete expansion anchor & 
structural steel acceptance criteria 

BROWNLEE, V L , SANDERS. W F , JACKSON. L H Region 2, Office of 
Director 30-423/ 83-13 83/10/11 36pp 22576 252 2 4X 

Fiehe 50-424, 04/01 /31, 8403080372 


-84030B0377 Forwards IE Insp Repts 50-424/83-13 & 50-425/B3- 13 on 
83062 1 -0720 ti notice of violation 

LEWIS, R C Division of Project S, Resident Programs 83/10/14 
KELLEY, R J Georgia Power Co 2pp, 22976 247 24X 

Fiehe 90-424,84/01/31,8403080372 


— B4030803B1 Notice of violation from insp on 830621-0720 

» Region 2, Office of Director 50-425/83-13 83/10/14. 3pp. 

22576:249 24X FI c h e: 50-424, 84/01 /3 1 , B4030B0372 


— 84030B03B4 IE Insp Repts 50-424/83-13 6 50-423/03-13 on 830621-0720 
Violations noted failure to Implement pipe support control 
documents 6 provide appropriate concrete expansion anchor S< 
structural steel acceptance criteria 

BROWNLEE, V L , SANDERS, W F , JACKSON, L H Region 2, Office of 

Director 30-425/83-13 83/10/11 36pp 22576 2 52 24X 

Fiehe- 30-424, 84/01/31, 8403080372 


8403080375 Final response to FDIA request for SECY* 83-32, 780, 220, 228 A, 
240,246 tt 261 to b e placed in PDR Attachment 3 to SECY-B3- 
228 w/oasociated end placed in PDR Attachment 4 to 
SECY-83-228 partially withheld (ref FDIA Exemption 5) 

FELTON, J ti Division of Rules and Records 04/02/17 GRABER, L D 
NU3 Corp. 2pp 22567 330 


— 0301140173 Provides responses to 021220 questions re SECY-82-4B9, 
"Licensing of Gun sights Illuminated by Byproduct Matl " 

DIRCKB, W J Office of the Executive Director for Operations 
83/01/05 A HEARN E. J F Commi ss i onars 3pp 22 567 3 34 


— 8403080379 Requests comments on whether public distribution of 
illuminated gunslghte would contravene any existing federal 
regulation or policy re firearms or accessories Response 
requested by 830218 W/o SECY-B2-489 

MAL8CH, M G Office of the General Counsel 83/01/19 0L80N. T B 

Justice. Dept of 2p p 22567 332 


— 84030B0383 Responds to inquiry re NRC review of policy concerning 
licensing of gunsights Illuminated by nuclear byproduct 
matl Contact w/crlmlnal div of D0J It FBI may provide insight 
re firearms control Info deleted 

SHANKS, R. B Justice, Dept of. 03/06/03 MALfiCH, M G Office of 
the General Counsel 3pp 22567-337 


84030803B5 FDIA request for 27 documents referenced In 1975 EI3 re 
facilities it slmiliar environ documents List b news articles 
enc 1, 

RYAN, J A Stretch, Lang, Weeks b Cardon 84/01/17 Office of 
Administration 9pp 22581 171 24X Fich e- SO-52B, 84/01 / 17, 

84030803 B 5 


S4030803BB FDIA request for documents re landfill located in Middletown 
Townshi p , Buc ks County, PA 

MILL, 8, White b Williams 84/02/13 FELTON. J Office of 
Administration lp 22SB1 326 


8403080390 Responds to FOIA request for 27 documents referenced In 1973 
EIS re facilities b simlliar environ documents Forwards App 
A Documents 1-10 Documents 11 lc 12 available at NT1S 
FELTON, J M Division of Rules and Records, 04/02/13 RYAN. J A 
Streich, Lang, Weeks b Cardan 2pp 22501 100 24X 

Flche 50-528,84/02/13,8403000390 


-8108270490 Bubmlts Geosciences Branch DE8 Input Updated summary of 
geology b seismology section F8AR will bt included In BER. 
JACKSON, Ft E Sense 1 enc is Branch 81/08/14 M1RAGLI A, F 
Licensing Branch 3 2pp, 22981 182 24X Fiehe 50-920,84/02/13, 

84030B0390 


— B 4 03080 400 Discusses Teview of anvlron rept re transmission lines 
crossing Indian reservations Tribal council consent should 
be obtained for right-of-way before environ rapt publishad. 

Related info enel 

* Interior. Dept of, Bureau of Indian AffalTS 74/12/li 
REGAN, W.H Atomic Energy Commission - Deputy Director far Reactor 
Projects 5pp 229B1 184. 24X Flche 50-328, 84/02/ 1 3, 84030B0390 
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— 8403080406' Comment on DEB, per 750414 request Statement somewhat biased 
toward project More detailed maps of pipeline fc transmission 
line corridors should be provided in final statement 
DOREMU8, S D Interior. Dept of 7915 75/07/33 REQAN 

Division of Reactor Licensing (NRR-1975 only! 29pp 223B1 1B9 
24 X Fiche 50-528, B4/02/13, B403090390 


—8403080409 R-900-74-2 

"Or pundwa ter Conditions of Lower Ha » say ampa-Cantenni a 1 Area, 
Maricopa County. AZ " Related infD anel 

» Harahbarger S , Associates 74/06/30 B3p p 22581 219 24X 

Flche 50-528,84/02/13,8403080390 


8403080391 Responds to FOIA request for info re landPill located in 
Middletown Towns h ip. But fc s County, PA Forwards -J Ki Tine man 
840207 lir to KoTman Corp W/o end. 

FELTOM, J M Division of Rules and Records 84/03/02 MILL, B 
White fc Williams ip. 22581:327 


8403080393 Forwards DL Jensen 830517 ltr to N Falladino re DOJ 
Investigation of TM1. Document subj to Voigt 830326 FOIA 
request fc 030919 appeal Document should be placed in PDR 
BWEENEY, M Office of the General Counsel 84/01/27 POOL.M J NRC 
- No Detailed Affiliation Given. ip B2S67 384. 24X 

Flche 50-389, 84/01/27, 8403000393 


— B403030423 Responds to B3041I ltr re TMI-1 restart fc DOJ investigation 
into allegations re mgt competence Investigation being 
pursued diligently but will not be completed by requested 
date 

JENSEN. D L Justice, Dept of B3/05/17 PALLADINO, NJ 
Commissioners 4pp 22567.355 24X Flche 50-289,84/01/27, 

8403080393 


B4Q30B0398 Responds to FOIA request for Info on nuclear freeie NRC has 
no documents subj to request Suggests that DOD be contacted 
at listed address for info 

FELTON, J M Division of Rules and Records 84/02/28. ENOS, B 
Affiliation Not Assigned lp 22567.361 


8403080401 FOIA request for info re nuclear freeie 

ENOS, D Affiliation Not Assigned. 84/02/03 Office of 

Administration ip 22567 362 


8403080402 FOIA request For info or sources of info re nuclear waste 
JONES, F H Affiliation Not Assigned 84/02/14 FELTON. J Division 
□f Rules and Records lp 22567:359 


8403080404 Responds to FOIA request for info re nuclear waste Forwards 
listed documents W/o encls 

FELTON, J H Division of Rules and Records 84/02/23 JONES, F H 
Affiliation Not Assigned lp 22567 360 


8403080405 Further response to FOIA request foT documents re BER 
related to operation of facilities Forward* App E documents 
App A fc 8 documents available in FDR Review of remaining 
documents suij to request in progress 

FELTON, J M Division of Rules and Records. 84/03/02 OARDE, D P 
Government Accountability Project. 4pp 22583:073 24X 

F i c h e * S 0-27 5 , 84/03/02, 8403060 405 


— 8312230256 Forwards responses to Allegations 7, 9 fc 48, per B31130 
r eque s t 

SPEIS.TP Division of Safety Technology B3/12/09 KNIGHTON, O 
Office of Nuclear Reactor Regulation. Director. 12pp. 22583: 111 

24 X Fiche. 50-275, B4/03/02, B4030B0403 


— 84030B04H Forward* response to Allegation RV-83-A-0034, p er GW 
Knighton B31122 note Temporarily ecempting licensee from 
maintaining physical security fe safeguards contingency 
plans did not Increase risk of radiological sabotage 
MCCOfi RLE, 0 W. Power Reactor Safeguards Licensing Branch 
□3/12/01 THOMAE.C 0. Stan dard i ? at ion fc Special Projects Branch 
4pp 22583 077. 24X F ich B , 50-275, 84/03/02, 9403080405 


— B4030B0417 Resubmits response to Allegation RV-83-A-0034, per GW 
Knighton 831103 memo Temporarily exempting licensee from 
maintaining physical security & safeguards contingency plans 
did not Increase risk of radiological sabotage 
Me COR RLE, 0 W Power Rtactor Safeguards Licensing Branch 

83/12/05 THOMAS, C 0 Standard i i ation fc Special Projects Branch 
3pp. 225 B 3 OSI. 24X Fiche 50-27 5,84/03/02. 84030 3040 5 


— B4D30B0420 Forwards response to Allegation RV-83-A-0034. par GW Knighton 
821 122 note Temporarily exempting license* from maintaining 
physical security fc safeguards contingency plans did not 
increase risk of radio! agi cal sabotage 

BURNETT, R F. Division of Safeguards 83/12/08. EISENHUT.D 8. 
Division of Licensing. 3pp 22383 084 24X Flche 50-275, 

84/03/02,8403000405 


— 8403080421 Requests assistance in addressing improper design activltlei 
re use of U-bolte & code break <coda boundary) design, per 
affidavit re allegation* 

BISHOP, T W Division of Re sidant. Reactor Project fc Engineering 
Programs 83/H/29 EISENHUT.D 8 Division of Licensing 15pp 
22583 093 24X Fiche 50-275,84/03/02,8403080405 


— 8403000422 Forwards input on Allegations 51 fc 52 Fuel loading addressed 
in 031100 Memorandum fc Order CLI-B3-27 No significant safety 
concerns matl to fuel loading fc preeri tical 1 ty tasting 
warrant continuation or suspension of activities 
BURNS, 8 Office of the Executive Legal Director CLI-03-27 
83/12/09 KNIOHTON, 0 Office of Nuclear Reactor Regulation, 

Director 3pp 225B3 108 24X Fiche 50-275,84/03/02,0403080403 


— 8403090426 Forwards safety evaluations for Allegations 8,10,11,14,15, 
16,17,27.28,29,31,32,33,35,36,55,85 & 86 Licensee approach 
for determining containment stability against tilting 
accep table 

VOLLMER, R H Division of Engineering IEB-BO-11 83/12/09 
EISENHUT.D Q Division of Licensing 31pp 22583 1 32 24X 

Flche 50-275, B4/03/02, 8403080405 


— -8403080431 Forwards SBER input re Allegation 68 Programmatic breakdown 
in Pullman Power Products OA program not indicated Installed 
hardware safety concerns not identified 

LIEBERMANjJ Office of the Executive Legel Director B3/12/27 
EISENHUT.D Division of Licensing 4pp 22583- 163. 24X 

Fiche 50-273,84/03/02, B40308040 5 


B4030B040B FOIA request for repts of insp carried out under Condition 2 
of Nuclear Energy Liability policies for facilities 
CALSOYAB, C D Affiliation Not Assigned 84/02/07 Region 5, 
Office of Director 4pp 22567 341. 24X Fiche- 50-000, 84/02/07, 

8403080409 


□403080419 Responds to FOIA request for rept* of imp carried out under 
Condition 2 to Nuclear Energy Liability policies for 
facilities NRC does not have repts 

FELTON, J M Division of Rules and Records B4/02/22 CALSOYAB, C D. 

Affiliation Not Assigned. lp 22567 345 24X 

Fiche 50-000,84/02/22,8403080419 


B403090006 Further response to FOIA request for all 1962 SECY papers to 
be made available SECY-82-37 fc BECY-B2-37A placed in PDR 
FELTON, J M Division of Rules and Records 84/02/22 WE 188, E R 
Union of Concerned Scientists lp 22591 218. 


— 8203050065 SECY-B2-037 

Informs of receipt of Executive Branch final draft rept 
to Congress per Section 601 of Nuclear Non-proliferation 
Act of 1978 Rept generally accurate No areae warrant 
formal NRC Lomment 

DIRCKS, W J Office of the Executive Director for Operations. 
82/01/27 lOOpp 22591.220 


— 0204160230 6ECY-B2-037A 

Informs Commission of receipt of final version of rapt to 
congress re Section 601 of Nuclear Nonproliferation Act 
DIRCKS. W J Office of the Executive Director for Operations 
82/03/29. 64pp 22591.317. 


B403Q9001 5 FOIA request for SECY-S3-445 to be placed in PDR 

BUCKLES, R NUB Corp. CD-LIB-B3-058. 84/01/26 Division of Rules 

and Record* lp 22592 311 


8403090016 FOIA request far documents re background radiation survey at 
BNL. 

GROSSMAN, K Island Closeop News Service, Sag Harbor, NY 84/02/15 
FELTON NRC - No Detailed Affiliation Oiven lp 22592,-343 


8403090017 Responds to FOIA request for SECY-83-445 to be placed in 
PDR Forwards SECY-03-445 Document also in FDR 

FELTON, JM Division of Rules and Records. 84/02/28 BUCKLES, R. 
NUS Corp lp. 22592: 312, 


— 0403090019 SEC Y-B3-44S 

Respond* to Commission request for human factors program 
plan quarterly repts cited in Chilk 830216 staff 
requirements memo 

DIRCKS, W J Office of th* Executive Director for Operations. 
83/ 10/28 16pp 22592.313 


8403090018 Responds to FOIA rsquest for documents re BNL background 
radiation survey DOE preparing Shoreham fc BNL sit* rapts, 

Whan printed, Shortham rept will b# available from NRC fc BNL 
rept will be available from DOE 

FELTON, J M Division of Rules and Records 84/03/02. OR08BMAN. K 
Island Cloeeup News Service, Sag Harbor, NY. lp. 22592:344. 24X 

Fiche: 50-322, 84/03/02, 8403090018 
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6403090020 FOIA request for Nov 1903 document re resolution of 1 Qeneric 
Issue 90* "Reactor Vessel Level Instrumentation in DWfts, " 

CHAPMAN, N.Q Bechtel Corp B4/O2/01 FELTON, J M Division of 
Rules and Records Ip 22992 340 


6403090021 Responds to FQIA request for documents proposing resolution 
of Generic Issue 90, "Reactor Vessel Level Instrumentation 
In BWRs, " Documents entirely withheld (ref FOIA 
Exemption 9> 

FELTON, J (1 Division of Rules and Records 64/03/02 CHAPMAN, N 0 
Bechtel Corp 2pp 22992 341 


B403090027 FQIA request for records re 1977 Nuclear Bvcs Corp audit of 
Pullman Power Products, 

REYNOLDS, J Center Por Law in the Public Interest B4/O1/20 
□ffice of Administration, 2pp 22992 329 24X 

Fi che. 90-279, B4/01/20, 8403090027 


B403090028 Partial response to FOIA requsst for records re 1977 Nuclear 
Bvcs Corp audit of Pullman Power Products Documents entirely 
withheld (ref FOIA Exemption 9>. Review of remaining 
documents subj to requsst in prepress 

FELTON, J M Division of Rules and Records B4/03/01 REYNOLDS, J 
Center far Lew In the Public Interest 2pp. 22992 331 24X 

Fiche: 90-279,84/03/01, 8403090026 


8403090032 Final response to FOIA request for five categories of 
documents re faci lity, Forwards addl documents listed on App 
A. 

FELTON, J M Division of Rules and Records 84/03/02. LYON, V F 
Lyon b Kur i 2pp 22992.333 24X Fiche . 90-3B2, 64/09/02, 8403090032 


— 6403090038 Lists artas of concern at facility requiring Investigation. 
Ebesco l< util failed to address It Tesolvs deficiencies 
Identified by many personnel, Including OA documentation 
reviewars, 

» Louisiana Power It Light Co 84/03/02. NRC - No Detailed 
Affiliation Qiven 2pp. 22992,33*. 24X Fiche 90-362,84/03/02, 

€403090032, 


64032*0116 FDIA requeefc for five categories of documents re facilities 
BARNEB.C Affiliation Not Assigned 83/12/02. FELTON, J N 
Division of Rules and Records Ip 227*3 333 


6403260123 Partial response to FOIA request for five categories of 
documents rs Kerr-McOee Qil Industrl »s> Inc Forwards 
documents listed on app, Review of addl documents subj to 
request continuing. 

FELTON, J. M Division of Rules and Rscords 84/03/02 BARNEB.C, 
Affiliation Not Assigned 2pp 227*3 334. 


— B403260129 Repts 6*0207 explosion due to accumulation of hydrogen gas, 
killing operator I, injuring two other ernpl oyees. Opera tion of 
thorium process line terminated 

DULLER, 0. E. Kerr-McOee Corp. *6/03/03 PRICE, ER Atomic Energy 
Commission 2pp 227*3.33* 


— 64032*013* Forwards investigation rept re 6*0207 explosion at facility 
Licensee evaluation of haierds involved in processing source 
isatl should be reviewed. W/o stated ends. 

DVBINSKI.L Atomic Energy Commission *6/06/02 PACE. R 0 
Atomic Energy Commission 4pp 227*3 340 


— 8403260141 Confirm# that Enforcement Branch will not communicata 
w/licensee re compliance investigation rept concerning 
•Xplosion on 6*0207. No Items of noncompliance noted during 
investigation 

PAOE, R, 0. Atomic Energy Commission *6/00/17 Atomic Energy 
Commission lp 22763:344 


— 6403260140 Forward* Raglon IV *60729 memo r# results of survey of 
licensee facility at Cush ing, OK. Licensee measurements, a* 
reported in *60609 1 tr, aub stant lated by Region IV flndlnga 
ROY, W Atomic Energy Commission, 66/06/08 NUBSBAUMEfi.D A 
Atomic Energy Commission, lp 227*3 949. 


— 64032*0193 Discusses certification of *6042* T«pt re disposition of 
6NH, per 0 Mailer *60*02 telcon Rept should indicate that 
contamination limits met in order for Commission to 
authorize transfer of facility. 

NOfiBBAUMER, D A Atomic Energy Commission. 66/06/10 LAMBERTU8, H 
Kerr-heOee Corp. 2pp 227*3: 34B. 


— 0403260158 Confirms 660207 chemical explosion at Cushing, OK thor ium 
processing plant, per 660207 telcon Investigation complete 
LA/1BERTUB, H, Kerr-McOee Corp, 66/02/08 WALKER, N I. Atomic 
Energy Commission. 3pp. 22763.392 


B4 0328007 6 FOIA request for seven categories of documents 
HIATT, 8 L Ohio Citlxen* for Responsible Energy, 83/11/30 
FELTON, J. M. Division of Rule* and Records lp, 22608:243. 


B4038800BO Partial response to FOIA request for seven categories of 
documents Forwards App A documents responsive to Items 1,2, 

3,6 I 7 of request NUREG-0386, "NRC Practice b Procedures 
Manual, " presently being updated 

FELTON, J M Division of Rules and Records 04/01/17 HIATT, S 
Ohio Citizens for Responsible Energy 2pp 2280B 244 


— 8107200104 Responds to NRC request For legality -of providing Free 
transcripts of adjudicatory proceedings NRC may use funds 
appropriated by Energy & Water Development Appropriation 
Act 1*781 tD provide free hearing transcript to all parties 
VAN CLEVE, H D General Accounting Office B-2009SS 81/09/11 

Commissioners 4pp 22808 266 


— 8403280081 Discusses costs of intervention It legal authority to provid 
financial assistance to interveners in NRC proceedings 
KELLER, R F Oeneral Accounting Office 76/02/19 Qeneral 
Accounting OPPlCe 16pp 2260B 246 


8403280163 Second partial response to FOIA request for documents re 
NRC internal procedures or guidance for evaluating new 
generic requirements Forwards App A document App B document* 
available In PDR. Search for addl documents continuing 
FELTON, J M Division of Rules and Records 84/02/17 WEISS, E R 
Union of Concerned Scientists 3pp 22789' 391 


— 8312190232 Outlines formal NRR procedures to ensure timely feedback b 
closure on CRGR reviews of generic issues developed by NRR 
Director's ofc will distribute meeting minutes to dlv 
directors 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
83/12/06 EI8ENHUT, D. 0. Division of Licensing Spp 227S9.399 


84032B0166 FOIA request for radiation source or device registration 
certificates Issued to JL Bheperd b Assoc Si Alpha Omega 4, 
application for device registration from JL Bheperd 
HAMM ITT < H. A F01 Service* 3469 04/02/07 FELTON, J M Division 

of Rules and Records ip. 22B07 203 


6403200167 Responds to FOIA request for radiation source or device 
registration certificates Issued to JL Bheperd It Assoc t< 

Alpha Omega Forwards certificates Application for device 
registration available Prom State of CA Dept of Health Bvcs 
FELTON, J M Division of Rules and Records B4/02/22 HAMMITT, H A 
FOX Services lp. 22807:204 


— 8403280170 Registry of radioactive sealed sources & device s, safety 
evaluation of calibrator mfg by JL Shepard b Assoc using 
13,500 mCl Cs-137 in Mark IV TL dosimeter irradiator 
* NRC - No Detailed Affiliation Given CA993D105S 80/09/07 

3pp. 22007 205. 


— 8403280174 Registry of radioactive sealed sourcel b device s, safety 
(■valuation of Instrument calibrator li gamma lrTadiator mfg 
by JL Shepard 8, Assoc using various sealed source model 
designations containing 300 Ci Cs-137 * 33 Cl Co-60 
« NRC - No Detailed Affiliation Given CA99BD106U B0/06/23 
4pp. 22807 208. 


— 8403280177 Amended registry of radioactive sealed sourcei 6 devices, 
safety evaluation of instrument calibrator St gamma 
irradiator mfg by JL Shepard b Assoc using various sealed 
source model designations containing Cs-137 I, Co-60 
* NRC - No Detailed Affiliation Given CA99SD107U 83/01/31 
4pp. 22807 212 


— 0403280182 Amended registry of radioactive sealed sources b devices, 
safety evaluation of callbr range mfg by JL Bheperd b Assoc 
using sources in 78 or 28 series calibrators containing 
440 Cl Cs-137 

a NRC - No Detailed Affiliation Given CA99BD106U 83/01/31 
3pp P2B07-H16. 


— 8403280105 Registry of radioactive sealed sources b devices, safety 
evaluation of neutron detector calibrator mfg by vL Sheperd 
b Assoc using Monsanto 2722B - 29B, 2727B b 2769 containing 
Pu-236/Be, Am-24 1 /Be b Cf-292 

* NRC - No Detailed Affiliation Oiven CA99B0109U 80/10/06 

3pp 22807:219. 


— 84032B018B Registry of radioactive sealed sources b devices, safety 
evaluation of portable calibrator mfg by JL Sheperd b Assoc 
using Industrial ReactoT Lab Series 2,3M Co 4P6E b Isotope 
Products Lab 193 containing 390 mCl Cs-137 
MONO, 0 J NRC - No Detailed Affiliation Oiven. CA998D1 108 
81/06/29. Spp 22607. 222 


— 8403200191 Registry of radioaetivs sealed sources b devices, safety 
evaluation of gamma irradiator mfg by JL Shaperd b Assoc 
using JL ahepord b Assoc Model 7810 b Gamma Industries Type 
VDHP (ANSI 46515) containing 4,011 Cl Co-60, 

ECKBERO, 8 R. NRC - No Detailed Affiliation Given CA998D11D8. 
83/09/21 6pp 22807 227 
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— 84032B0197 Registry of radioactive sealed sources l< de vi ce s. safety 
evaluation of dosimeter calibrator mfg by JL Shepfird tt Assoc 
using Isotope Reactor Lab Series 2, Isotope Products Lab 
Model 225 U 3M Co Model 4F6E containing 25 mCl Cs-137 
WON 0.0 NRC - No Detailed Affiliation Given CA59BDH2S 

02/12/02 bpp 22B07 233 


0403280211 F01A request For documents re Falsification of QA/QC records 
by M Annas at Facility 

BELL.N Nuclear Information b Resource Service BA/01 /OB Office 

of Administration Bpp 22799 326 24X Fiche 50-482,04/01/05, 

6403200213 


0403330216 Partial response to FOIA request for documents re 
falsification of QA/QC records by M Annas at facility 
Forwards App A documents Documentation also available in 
PDF! 

FELTON, J M Division of Rules and Records 04/03/07 SELL, N 
Nuclear Information !< Resource Service 2pj» 22799 320 24X 

Fiche 50-402, B4/03/07, 0403200216 


— B4032B0225 Discusses review of closed b open Files re alleged 
falsification of traveler records A Gauthier ‘'spread sheet" 
shows Files B2-10 U 0B-13 as closed K assigned to 
J Sinclair Region IV had nothing in files. 

BOWERS, H Office of Inspector 8 * Auditor B3/03/16 CUMMINGS, 0 J 
Office of Inspector It Auditor Ip 22799 330 24X 

Fichu 5Q-4B2, 04/03/07, 3403260216 


— 0403280229 Forwards IE investigation rept re f sell l fcy. p er telcqn 
request W/o end. 

CUMMINGS, J J Office of Inspector b Auditor 02/01/13 
MORRISSETTE, K Justice, Dept of Ip 22799 331 24X 

Fiche 50-402, B4/03/07, B4032B02I6 


— B4032B0235 Responds to Region IV 010722 b IE 011016 memos re improper 
duplication of sa f e ty— r s 1 a ted pipe banger DOJ contacted l< 
advised that no objection raised to IE issuing investigation 
rept 

SCHMt-DELEN. A Office of Inspector i, Auditor Bi/12/23 
THOMPSON. 0 Enforcement b Investigation Staff (Pre B202OU ip 
22/79 332 24X Fiche 50-402,84/03/07,0403200216 


— B403260240 Ducusces improper duplication of safety-related pipe 
hanger K Horr i s s e tte, DDJ, a ppr i sed on 011200 of contents of 
Region IV investigation rept re fabrication of safety- 
related pipe hanger OCIJ had no objections to rept issuance 
SINCLAIR, JR Office of Inspector I, Auditor BI/12/23 Office 

of Inspector 6 Auditor lp 22799 333 24 X Fiche 50-402, 

04/03/07, 8403200216 


B4 032900 02 Final response to F01A request for Four categories of 
documents. tests. studi es tt analyses referencing or pertaining 
to NURC0-OIO3, "BIS for Q&U PWR “ App A documents end 
FELTON, J M Division of Rules and Records B4/01/13 MADDEN, T J 
Kaye, bcholer, Fierman* Hays 6 Handler bpp 22B16 127 24X 

Fiche 50-000, 04/01/13. B403290002 


— B 403290004 Speech BntitlBd “RCPD Leakage Detection Sy s " 

POHERGV.D L Atomic Energy Commission, Directorate of Regulatory 

Operations B4/01/13 5pp 22B17 003 24X Fiche 50-000, 

B4/0J / 1 3. ,0403290002 


— 8403290006 Discusses 730115 Draft B at proposed safety guide entitled, 
"RCPD Leakage Detection Sy s " 

ROGERS, L Atomic Energy Commission - Directorate of Regulatory 
Standards 73/01/17 SHAW, M Atomic Energy Commission Ip 
22017 000 


— 8403290007 Forwards draft safety guide re leakage detection sys Guide 
suitable for publication 

PAWL1CKI.S 0 Atomic Energy Commission - Directorate of Regulatory 
Standards 72/03/16 MINOGUE, R Atomic Energy Commission - 
Directorate of Regulatory Standards ip 22816 135 


— B403390009 Discusses Reg Guide 1 45 re RCPB leakage detection sys It 
rept on leakage observed at plant in Germany 

PORSh.L Atomic Energy Commission - Directorate of Regulatory 
Standards 73/05/17 MURLEY, T E Atomic Energy Commission lp 
22017 009 


— 8403290010 Draft safety guide, "RCPB Leakage Detection " 

* Atomic Energy Commission 72/03/15 9pp 22616 136. 


-- 04032.90011 Requests comments on encl Draft 2 of safety guide re RCPD 
leakage detection sys by 730119 

PORSE.L Atomic Energy Commission. 73/01/15 PAWLICK1 , S a. , 
KLECKER, R W , KAASB.W P Atomic Energy Commission 2pp 
7 n] t> 


— 8403290012 Forwards Surveillance 6 Noise Diagnostics Program Planning 
760607 meeting minutes 

FARMER, W S NRC - No Detailed Affiliation Given 79/06/26 
CROWN, E , JAQ DOUR , K NRC - No Detailed Affiliation Given 

HENDERSON, J Office of Inspection 6 Enforcement, Office of the . 
Director S 6 pp 22816 145 


— 0403290014 Draft 2 to safety guide, "RCPD Leakage Detection Sys " 
* Atomic Energy Commission 73/01/15 llpp 22017 012 


— 8403290016 Forwards Draft 1 to 721219 proposed safety guide entitled, 
"RCPB Leakage Detection Sys “ W/o encl 

ROGERS. L Atomic Energy Commission - Directorate of Regulatory 
Standards 72/12/20 FRALEY.R F Atomic Energy Commission. lp 
22317 023 


— 040339001 B Notification of 730110 meeting u/ACRS Subcommittee on Defety 
Guides in Washington, DC to discuss Draft 1 of 721219 
proposed rBg guides re RCPB leakage detection sys 

ARLOTTO, G A Atomic Energy Commission - Directorate of Regulatory 
Standards 73/01/04 ROGERB.L Atomic Energy Commission - 
Directorate of Regulatory Standards ip 22817 024 


— 8403290020 Discusses draft safety guide re RCPB leakage detection sys 
Editorial changes suggested 

PORSE.L Atomic Energy Commission - Directorate of Regulatory 
Standards 72/12/04. ARLOTTO, 0 A Atomic Energy Commission. 

4 p p 22817- 025, 


— 8403290021 Task II B. Draft 3 to proposed rule requiring inerting of 
Nark I l II containment structures 6 hydrogen control 
measures to deal w/accident conditions involving large 
amounts of hydrogen generation in BWR containment vessels 
* NRC - No Detailed Affiliation Given 80/03/05 12pp. 

22816 201 


— 8403290022 Summariies comments on seismic qual 1 f ic a tion for leakage 
detection instruments tt equipment 

POflSEiL Atomic Energy Commission - Directorate of Regulatory 
Standards 72/ll/iO ARLOTTO, 0 A Atomic Energy Commission 
bpp 22817.029 


— 8403290023 Forwards ballot change re ISA draft Std 67 03, Rev N, 
"Std for Light Water Power RCPD Leak Detection " 
WEN2IN0ER.EC Office of Standards Development, Director. 
80/12/10 Instrument Society of America lp 22B16' 213 


— B40329C024 Requests assistance in reviewing draft safety guide, 
"Leakage Detection Sys, " 

MINOCUEr R, B Atomic Energy Commission - Directorate of Regulatory 
Standards 72/09/28 HANAUER, 8 H , KRUE9I.F, E, HENDRIX, JM 
Atomic Energy Commission lp 22817-035. 


— 0403290023 Forwards positive ballot re draft Std 67 03, R*v N, "Btd 
for Light Water Power RCPD Leak Detection " 

WENZ1NQER, E C Office of Standards Development, Director 
80/11/03 Instrument Society of America lp. 22B16. 214. 


---0403290058 Discusses proposed safety guide, "RCPB Leakage Detection “ 
Comments J, decision on whether to proceed w/gulde requested 
PORSE.L Atomic Energy Commission - Directorate of Regulatory 
Standards 72/04/25 ARLOTTO*® A Atomic Energy Commission 
2pp 22817 036 


-—8403290031 Advisee that draft safety guide forwarded to 8 Paulicki, 

R Kleckar tt D Pomeroy to enlist preliminary comments prior 
to formal request for review fc comments, 

PORSE.L Atomic Energy Commission - Directorate of Regulatory 
Standards 72/09/25 Atomic Energy Commiesion - Directorate of 
Regulatory Standards lp 22817 038 


— 8403290034 Discusses Reg Guide 1 43, ISA draft Std 867,03 *< ANSI draft 
Std N 41 21 Suggested items clarifying reg guide listed. 

MCOUEEN, N M Affiliation Not Assigned 79/07/23 Atomic Energy 
Commission - Directorate of Regulatory Standards, 13pp. 

22817 039 


— 840329D035 Requests comments re _I8A draft Std 67 03, Rev N, "Std for 
Light Water Power RCPB Leak Defection." Response requested 
by 901001 Related documents encl. 

MORRISON, WM Assistant Director for General Engineering 
Standards 80/08/22 MORLEY, T E, Office of Nuclear Regulatory 
Research, Director MOSELEY, N C Division of Reactor Operations 
Inspections THORNBURG, H D Division of Reactor Construction 
Inspection B2pp 22816 220 


— 8403290036 Discusses rev to Reg Ouidt I 43 re RCPB leakage detection 
sys 

PORSE.L NRC - No Detailed Affiliation Oiven, 79/02/26. 

ANDERSON, W F NRC - No Detailed Affiliation Oivan, 4pp. 

2281 7 054 
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—0403290040 Discusses Rbv 1 to Rag Guide 1 45. "RCPB Leak Detection 
By a *' Decision to revise reg guide not get made 
PORSE, L Atomic Energy Commission — Directorate of Regulatory 
Standards 74/10/07 Atomic Energy Commission - Directorate of 

Regulatory Standards Ip 22016 302 


— 0403290063 Discusses comments on reg 
sys 

PORSE, L Atomic Energy Commission 
Standards 73/04/04 HICKMAN, K R 
2281-6 334 


guide re RCPB leakage detection 

- Directorate of Regulatory 
Atomic Energy Commission lp 


— B403290041 Forwards ISA draft 8td S67 03. Rov Kill) t< ballot on std 
Recommends 867 03 be adopted as replacement far Reg Guide 
1 45 

RQSZTDCZY. Z R Analysis Branch 79/01/19 TEDESCO. R L 
Assistant Director for Reactor Safety 172pp 22S17 050 


—0403290044 Discusses study of primary sys leakage detection monitors 
Related info end 

FAIRTILE.M B Atomic Energy Commission 71/09/10 PAWt-ICKI.S 
Atomic Energy Commission 96pp 22017 230 


—8403290045 Discusses 0 Reed 730301 ltr to G Arlotto re RCPB leakage 
detection sys Method for detecting slow departure from 
normal indications of leakage detection sys provided in util 
monitoring charts 

PORSE, L Atomic Energy Commission - Directorate of Regulatory 
Standards. 73/03/09 WICHrtAN.K Atomic Energy Commission 2pp 
22816 303 24X Flche 30-000,04/01/13,8403290002 


— 8403290065 Comments on guides reviewed in Feb by ACRS Subcommittee on 
Leakage Detection Sys h Loading Combination Secondary 
effects ((thermal > from transients may cause valve body 
distortion !< impair operability 

WJCHMAM.K FI Atomic Energy Commission - Directorate of Regulatory 
Standards 73/03/20 ARLOTTO, G A Atomic Energy Commission 
2pp 22816 335 


— 0403290068 Lists proposed reg guides that Engineering Stds Branch plan 
to submit to ACRS Safety Guide Subcommittee for 
consideration at Feb meeting 

ARLOTTO, G A Atomic Energy Commission - Directorate of Regulatory 
Standards 73/01/26 BURNS, H ACRS - Advisory Committee on 
Reactor Safeguards lp 22916 337 


— 0403290070 Marked-up Draft 2 to safety guide. "RCPB Leakage Detection 
Sys " 

* Atomic Energy Commission 73/12/26 14pp 22816 330 


-8403290046 Submit* proposed response to BH Bush 730310 comments on 
guides reviewed at ACRS Subcommittee on Leakage Detection 
Sys & Loading Combinations Feb 1973 meeting 

WICHMAN, K R. Atomic Energy Commission - Directorate of Regulatory 
Standards 73/03/20 WICHMAN. Si R Atomic Energy Commission - 
Directorate of Regulatory Standards 4pp 22817 326 


-8403290040 Notifies Df ANSI-N274 committee meeting to include 
requirements of App J in ANSI Std N43 4 Related info enc 1 
ARLOTTO, G A Atomic Energy Commission ~ Directorate of Regulatory 
Standards 74/04/18 TEDESCO, R L Atomic Energy Commission, 
Directorate of Licensing MACCARY, R F? Atomic Energy Commission, 
Deputy Director for Technical Review (Pre-19751 GRIER, B H 
Atomic Energy Commission, Directorate of Regulatory Operations 
4pp 22016 303 


-3403290049 Forwards info describing RCS leakage monitor ing. Related info 

enc 1 

REED, 0 A Wisconsin Electric Power Co 73/03/01 ARLOTTO, G 
Atomic Energy Commission - Directorate of Regulatory Standards 
40pp. 22017 330 24 X Fiche 50-000,64/01/13,0403290002 


-8403290031 Forwards FR notice of issuance fc availability of six reg 
guidrs classified as power reactor guides 

ROGERS, L Atomic Energy Commission - Directorate of Regulatory 
Standards 73/03/21 KARAS, F W Atomic Energy Commission lp 
22816 313 


— 8403290073 Forwards Draft 1 to proposed safety guide entitled. 

'•RCPB Leakage Detection Sys," dtri 721219 

RQGCRBi L Atomic Energy Commission - Directorate of Regulatory 
Standards 72/12/20 FRALEY, fl F NRC - No Detailed Affiliation 
Given Ip 22B16 332 


— 0403290075 Draft 1 to safety guide, "RCPB Leakage Detection Sys 
* Atomic Energy Commission 72/12/19 12pp 22816 353 


8403290334 FQIA request far contract S< mods resulting from RFP 
R8-RES-83-023 

DAVI5.K L Trammell, Chase, Lambert S, Martindale 04/02/14 
Office of Administration lp 22018 273 


8403290338 Responds to FOIA request for contract & mods resulting 
from RFP RS-RES-83-023 Forwards documents listed on app 
Documents also available in PDR 

FELTON. J M Division of Rules and Records 04/03/03 DAVIS. K L 
Trammell, Chase, Lambert & Martindale 2pp 2201S 274 


— 8403290342 Advises that contract performance may eiceed current 
Funding, per Mod 13 to Contract NRC-04-82-102 ENSA unable to 
obtain firm price for disposal of radwaste 

HAASS, M Affiliation Not Assigned NRC-04-82-013 04/02/14 

GUSTAVE. R NRC - No Detailed Affiliation Given lp 22S10 276 


-8403290092 Forwards listed info re NUTEC moisture leak detection sys 
Sys applications considered at various facilities include 
piping of ECC8 k welds of main steam lines 

TELLOCK, H C Nutec, Inc 72/07/14 PORSE.L Atomic Energy 
Commission - Directorate of Regulatory Standards 229pp 
228 18 - 006, 


— 0403290343 Ltr Contract NRC-04-B4-I02, "Structural Integrity of LWR 
Boundary Components - II." awarded to Matls Engineering 
As sac , Inc 

MORTON, K V Technical Assistance Contracts Branch NRC-04-04-102 
84/02/10 GREENBLATT.M Materials Engineering Associates, Inc 
77pp 22010 279 


-8403290094 Notice of issuance it availability of six 
including Reg Guides 1 43 re stainless steel weld 
of low allay steel components St 1 44 re control St 
sensitized stainless steel 

ROOERB. L Atomic Energy Commission — Directorate 
Standards 73/03/10 3pp 22016 314 


reg guides, 
cladding 
use of 

of Regulatory 


0403290341 Responds to FOIA request for records re facility Ltr dtd 
840117 failed to meet criteria for waiver of reproduction 
costs Forwards App A documents Address of Phoenix LPDR 
listed 

FELTON. J M Division of Rules and Records E4/02/27 RYAN, J A 
Strelch, Lang, Weeks & Garden 3pp 22015 018 24X 

Fiche 50-328,84/02/27,0403290341 


■8403290053 Comments on Reg Guide 1 45, RCPB leakage detection sys 
Editorial changes suggested 

KEELEY, 0 8 Consumers Power Co HEEL 113-73 73/07/18 Atomic 

Energy Commission lp 22018' 237 


■0403290058 Forwards draft reg guide, "RCPB Leakage Detection 3ys, 
for comment Comments will be incorporated Into guide prior 
to issuance 

R0BER8, L Atomic Energy Commission - Directorate of Regulatory 
Standards 73/03/19 RAMEY Atomic Energy Commission lp 
22816 319 


0403290039 Comments on Reg Guide 1 45, "RCPB Leakage Detection Sys " 
Calibr of leakage detection sys during shutdown sufficient 
Related info end 

SALVATOR I, R, Westing house Electric Corp NB-RS-112 73/12/12 

MUNTZINO, L. M Atomic Energy Commission - Directorate of Regulatory 
Standards. 23pp 22B10 230, 


8403290061 Discusses issuance of sis reg guides cat eg or lied as power 
reactor guides Guides delineate techniques used to evaluate 
problsms or postulated accidents & provide guidance re info 
needed in review Documents end 

ROGERS, L Atomic Energy Commission - Directorate of Regulatory 
Standards. 73/03/21 BAUBER, E J Congress (Joint it Rotating 
Committees, etc 1. 14pp 22816 320 


— B403290344 NUREQ-7S/022 

DRAFT ENVIRONMENTAL STATEMENT RELATED TO CONSTRUCTION Or 
PALO VERDE NUCLEAR GENERATING STATION, UNITS 1.2 «< 3 Docket 
Nes 30-320,50-329 *. 90-330 

» Office of Nuclear Reactor Regulation, Director 75/04/30 
17 5pp 22815 301 24 X Fi che 30-528, 84/02/27, B40329034 i 


GEN TEC IB GENERIC TECHNICAL ISSUES 


8312070350 Notification of CRGR Meeting 31 on 831123 to review 
exemption from CRGR review of Unresolved Safety Issue A-l 
"Water Hammer" (< proposed rev to Reg Guide t 20, “GA Program 
Requirements (Design tc Const) " 

8TELL0, V Committee to Review Generic Requirements 03/11/10 
MATTSON, R J Office of Nuclear Reactor Regulation. Director 
JORDAN, E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety tt 
Safeguards, Director 2pp 22601 332 
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B4012SQ468 Forwards engineering evaluation rept, "Temporary Lass of 
All AC Power due to Relay Failure* in Diesel Generator Load 
Shedding Circuitry " Practice oP running emergency power 
sources in parallel w/offsite power syi may be prevalent 
HELTEMES.C J Director's Office 04/01/06 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 22437 349 24X 

Fiche 30 -267, 84/02/21, B402290004 


8403010279 Reeponds to FQIA request for BECY-83-208 to be placed in 
PDR Forwards SECY-83-2SB Document also available in POR 
FELTON, J M Division of Rules and Records B3/12/16 PEDRO, J NUS 
Corp lp 22449 138 


— 8403010283 Comments on SECY-B3-2SB re proposed rule on protsurlied 
thermal shock Proposed rule should address cP applicants in 
addition to OL applicants U operating reactors Schedule for 
preparation of p 1 ant-spec i P lc safety analyses acceptable 
ZFRDE, J E Office of Policy Evaluations B3/QB/01 PALLADINO, 
GJLINSKY. ROBERTS Commissioners 4pp 22449.222 


B403010477 Responds to 840113 Itr re release of radioactive matl into 
atmosphere l embrittlement of containment shells in older 
nuclear power plants 1< capability of containment structure 
to withstand pressurlied thermal shock 

DENTON, H fl Office of Nuclear Reactor Regulation, Director 
84/02/13 AMDOflD, D A Affiliation Not Assigned. 3pp 22438 300 


8403020313 Forwards addl comments to Guidelines 5a, 7a N 7b of technical 
evaluation rapt in response to NRC 620630 ltr re control of 
heavy loads, per Generic Ltr 81-07 

MILLS, L H Tennessee Valley Authority GL-Bi-07. B4/02/28 

ADEN8AM, E Licensing Branch 4 llpp 22439 190 24X 

Fiche: 30-327, 84/02/28,6403020313 


8403030020 Responds to FOIA request for documents re PASNY submittal on 
sys int er ac ti ons, r ep ts evaluating submittal It list of 
rap ts/analyses from LLL evaluating PASNY sys interaction 
program Forward* App A documents 

FELTON, 0 M Division of Rules and Records 83/12/07 8H0LLV, B 
Union of Cohcerned Scientist) 6PP 22525 096 24/ 

Fiche 50-000, 83/12/07, B4030S0020 


— S308C40003 Forwards proposed te»l for ltr to PASNY requesting info for 
sys Interaction methodology » tudi es, Timing for receipt of 
documents critical to plan for resolving Unresolved Safety 
Issue A-17 Eipodited transmittal requested 

THADANI. A C Reliability ft Risk Assessment Branch 83/06/14 
VARGA, 3 A Operating Reactors Branch 1 lp 22525 190 24X 

Fiche 50-000,03/12/07,0403050020 


— 0403050023 "Di agraph-Ma tr 1 x Application on Indian Point 3 for Sys 
Interactions, 1 " statement of work Related info end 
e NRG - No Detailed Affiliation Given FIN A-0449 
20-19-30-51-9 03/12/07 35pp 22525 111. 24X 

Fiche 30-000, B3/ 1 2/07* 8403030020 


— 0403050024 Draft "Evaluation of Indian Point 3 Sys Interaction 
Analysis Program " 

• NRC - No Detailed Affiliation Given 02/02/20 7pp 
22325 104 24X Fiche: 30-000, 83/ i 2/07 , 6403050020 


— 8403050034 Discusses 791115 meeting re ACRS ltr on Indian Point 3 sys 
intprai tions 

0CHWENCER, A Operating Reactors Branch 1 (Pre BQ0428). 79/12/05 

EISENHUT, D e Division of Operating Reactors. 2pp 22527 147 
24X Fiche 50-000,83/12/07,8403050020 


B403070I33 Brief on conflict posed by legal requirement of timeliness 
& equitable considerations ASLB should issue ruling allowing 
petitioners contentions that address new fuel core design, 
changes In Tech Specs & reduction in safety margins 
HODDER, hi H Center for Nuclear Responsibility OLA 84/03/03 
lipp 22338 265 24X Fiche 50-230, B4/03/03, 84030701 33. 


— 0403070143 Forwards applicant 830323 Itr w/encl re util preesuriitd 
thermal shock 6 flux reduction program per 840228 request. 

W/o ltr 

HODDER, M H Hoddsr, M H HODDER, M H Csnter for Nuclear 
Responsibility OLA 84/03/03 Atomic Safety and Licensing 
Doerd Panel. 7pp 22338’ 27B 24X Fiche 50-230, B4/03/03. 

0403070135 


B4030B0O20 Forwards integral neutron source data for evaluating It 
verifying flux reduction per 84117 request. Data for Cycle 9 
cure octant time averaged relative power dens i ty, critic al 
weld peaking factor It peripheral assembly pin power end 
WILLI AMD, J. W Florida Power It Light Co. L-04-54. 84/03/01 

VARGA, 8 A Operating Reactors Branch 1 IQpp 22539:229 24X 

Fiche 5-0-250,04/03/01.8403080020 


8403000179 Fourth partial response to FQIA request for six cetegories 
of documents re facilities Forwards App A documents. App 8 
document entirely withheld (ref FOIA Exemption 3) Review of 
addl documents oub j to requeet continuing 

FELTON, J M Division of Rules and Records S4/02/I3 ANDERSON, 8 I. 

Garvey, Schube-rt, Adams It Barer 7pp 22383 226 24X 

Fiche 30-000,84/02/13,8403080179 


— 9303100476 Forwards util 030223 submittal in response to telcon during 
which remaining Phase 1 open items of "Control of Heavy 
Loads - Case Reviews, " were discussed W/o end 

CLEMENSON, F Auxiliary Systems Branch N8C-2O-1B-30B, 83/02/28 

STICKLEY, T H E0&0. Inc If 22983 360 24X 

Fiche 30-000,04/02/13,0403080179 


8403120081 Forwards safety evaluation re Sections 5 1 1 t, 3 3 of 
NUREG-0612, "Control of Heavy Loads at Nuclear Power 
Plants " Guidelines satisfied phate I acceptable 
JOHNSON, E. H Region 4. Office of Director 04/03/06 LEE, O, R 
Public Service Co of Colorado 2pp 22590:168 24X 

Fie ho. 50-267, 84/03/06,8403120081 


— 8403120086 Safety evaluation re NUREQ-0612, "control of Heavy Loadi, " 
Phase I Guidelines satisfied 

* NRC - No Ds tailed Affiliation Given 84/03/06. 2pp. 

22590 170 24X Fiche 30-267,84/03/06,8403120001 


—0402200725 EOG-HS-6294 R03 

"Control of Heavy Load# at Nuclear Power Plants, Fart St 
Vrein Nuclear Generating Station, Phase I," technical 
evaluation rept 

STICKLEY. T H EQI<0, Inc FIN A-6437 84/01/31, NRC - No 

Detailed Affiliation Given 27pp. 22590.172 24X 

Fiche 30-267,84/03/06,0403120081 


8403130190 Forwards response to MIC 801222 request for review of 
controls for handling heavy loads, as committed to in B30S09 
ltr Response to ltemi in Section 2 1 of 801222 ltr also 
end 

DOOKER, J E Gulf States Utilities Co RSG-1716S 84/03/01. 

DENTON, H R Office of Nuclear Reactor Regulation, Director, 63pp. 
22606-063 24X Fiche 30-430.84/03/01,8403130190 


8403140019 Clarifies Sept 1983 draft technical evaluation rept of Phasa 
11 submittal of control of heavy loads, per B40109 telcon. 

Safe load paths for reactor bldg dosed loop cooling water 
pumps revised 

MCCAFFREY, 8 R Long Island Lighting Co BNRC-1012, B4/03/03 

DENTON, H R Office of Nuclear Reactor Regulation, Director. App 
22633 218 24X Fiche 30-322,84/03/09.8403140019 


B403140I91 Forwards technical guidelines required by MJRE0-0737, 
Suppl 1, Including guidance on station blackout conditions 
(Unresolved Safety Issue A-44),to be considered as response 
to Generic Ltr 01-04. 

CPDK.K W Louisiana Power S< Light Co. U3PB4-0494 84/03/03 

KNIGHTON. 0 W Licensing Branch 3 337pp 22621 001 24X 

Fiche 50-382, 84/03/03,8403140191 


8403140299 Forwards request for addl Info re control of heavy loads 
Response requested within 60 day* 

HILLER, JR Operating Reactors Branch 3 84/03/06, GRIFFIN, J. M. 

Arkansas Power & Light Co £pp 22635 327. 24X 

Fiche 50-313,04/03/06,6403140299. 


64031 60131 Forwards draft "Status of Vassal Fallura Mod# Analyses 
Feasibility Study b Preliminary Evaluations, ” to satisfy 
agreement reached during NRC 840112 meeting w/BNWL 
PEDERSON, L T Battelle Memorial Institute, Pacific Northwest 
Laboratories FIN B-2510. 84/02/24 WOODS, R. Generic Issues 

Branch 165pp. 22662 324 


0403190003 Notifies of CROR Meeting 45 on 830817 to discuss results 
of NRR study of electromagnetic pulse V proposed sxemptlons 
Prom regulations in* implementation of Multi-Plant Action 
D-10 (Unresolved Issue A-2) 

STELLD, V Committee to Review Generic Requirements 83/08/04 
MATTSON, R J Division of Systems Integration (post 011005). 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) CUNNINGHAM, R, E. Office of Nuclear Material 
Safety It Safeguards, Dlrec tor 3pp 22664:347. 


8403190031 Notifies of CRGR Meeting 44 on 030802 in Bethesda.MD to 
discuss NUREG-0978, r# behevior of BWR Mark III containment It 
commission paper ra integrated safety assessment progrem 
STELLO, V Committee to Revi ew Oenerlc Requirements. 03/07/22. 
MATTSON, R J Division of Systems Integration (post 011005). 

JORDAN, E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E Division of Fuel Cycle I, Material Safety. 2pp. 
22666- 1 13 
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8403190037 Notifies of CRQR Meeting 43 on 830727 In Gethesda.MD to 
discuss Unresolved Safety Issue A-12, "Steam Generator «, 

Reactor Coolant Pump Support Toughness" & Generic Issue 0-36 
re diesel generator requirements 

STELLO, V Committee to Review Generic Requirements 83/07/ IS 
MATTSONiR J Division of Systems Integration (post BttOOS) 

JORDAN* E L Director's Office* Office of Inspection and Enforcement 
CUNNINGHAM* R E Division of Fuel Cycle t* Material Safety 2pp 
32666, 333 


0403190081 Notifies of CROR Meeting 39 on S4033S in Oethesda.MD to 
discuss proposed resolution of Unresolved Safety Issue A-44 
re etation blackout t* Generic Issue B-36 re diesel 
generator reliability 

STELLO, V Committee to Review Generic Requirements B4/03/14 
MATTSON. R J Office of Nuclear Reactor Regulation. Director 
JORDAN* E L Director's Office* Office of Inspection and Enforcement 
CUNNINGHAM* R, E. Office of Nuclear Material Safety t< 

Safeguards* Director ip 33669 362 


0403190103 Notifies of CROR Meeting 60 on B40411 to discuss 
activities of NRC Piping Review Committee & proposed 
resolution of Oenerlc Issue A-30. "Adequacy of 
Sa f ety -Related DC Power Supply " 

STELLO* V Committee to Review Generic Requirements 84/03/14 
MATTSON* R J Office of Nuclear Reactor Regulation* Director 
JORDAN* E, L Director's Office* Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety & 

Safeguards. Director. 2pp. 22669 310 


04031 90146 Notifies of CROR Meeting 47 on B30923 in Bethesda.MD to 
discuss proposed exemptions to regulations in implementation 
of Multi-Plant Action D-10 (Unresolved Safety Issue A-2) s< 

Rev 2 to Reg Guide 1. 103 

STELLO. V Committee to Review Generic Requirements 83/09/13 
MATTSON* R J Office of Nuclear Reactor Regulation. Director 
JORDAN. E L. Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety t, 

Safeguards* Director Spp 32666 3 39. 


8403190171 Response to petitioners 840303 brief re consolidating two 
sets of license amends Issued in late 1983 In support of 
nitt fuel assemblies ASLB should confine proceeding to 
841007 amends. 

BAUSER, M A Florida Power Si Light Co. BAUS6R, M. A Newman Si 

Holtiinger DLA 84/03/14 Atomic Safety and Licensing Board 

Panel. 13pp 22670 263 24X Fiche- S0-230, S4/03/14, 8403190171 


— 64031 90179 Affidavit of DC Poteralski on petitioners B40303 brief re 
conflict posed by legal requirement of timeliness Si 
equitable considerations Util 830730 amends not part of 
pressurized thermal shock program W/Cer fcl f l ca to of 8ve 
PQTER ALSKIi D C Florida Power Si Light Co A-49 04/03/07 17pp 

22670:380, 24X Fiche 30-350i 84/03/14, 8403190171 


0403200003 Responds to 840329 request for addl action to verify aspects 
of overhead crane design at facility, per NUHEG-0A12 
guidelines. Crane safety Si reliability satisfactory 
GUCWAiL.T. Georgia Power Co NED-B4-129 84/03/12. STOLZ, J F 

Operating Reactors Branch 4 2pp 22683 209 24X 

F 1 e he ■ 50-321. 84/03/ 12, 8403200003 


8403200099 Forwards schedule for implementation of activities for 
control of heavy loads* per NRC request# re NUREC-0612 Cask 
pit gate listing lugs will be modified by 841013 
HUKILL* H D General Public Utilities - GPU Service Corp 
3211-84-2072 84/03/13 EIBEM4UT.DG Division of Licensing Opp 

B26B5- 313, 24X Flche. 30-289, 84/03/15, 8403200099 


B403200223 Advises that similarity of Unit 1 & 2 173-ton polar crane 
verified by noting that cranes purchased under same contract 
w/st»e vendor, using identical procurement specs, per NUREG- 
0612 t, 840223 tel con 

niLLB.L M, Tennessee Volley Authority. 84/03/14 ADENSAM, E 
Licensing Branch 4. 2 pp 22699' 361 24X Flche 30-390,84/03/14. 

8403200233 


840321 0029 Comments on proposed rule 10CFR50 re elimination of thermal 
annealing requirement* of App G, Section IV B re pressurized 
thermal shock Support* rule Requirements not needed 
FAY. C. W HI tconsin Electric Power Co 49FR44V8 002 84/03/13 

CHILKiB.J, Office of the Secretary OF the Commission Spp, 

92706' 338. 


8403210116 Forwards addl info re power distributions as part of 
pressurized thermal shock program to effect flux reduction* 
per 830930 submittal, in response to 840301 telcon 
ZIMMERMAN. 8 R Carolina Power fc Light Co NL8-84-113 04/03/12 

VAROA, 8. A Operetlng Reactors Branch 1 Spp 22703 064 24X 

Fiche; 50-261. 84/03/12. B40321OU6 


8403220192 Forwards "Control of Heavy Loads. Phase II " Rept result of 
review of crane opera tian, design S. maint, inc luding analysis 
of load drop risk to safety-related equipment beneath travel 
paths Confirms defense-in depth* per NUREQ-0612 

WHITTIER, Q D Maine Yankee Atomic Power Co GOW-04-33 84 /03/19 

MILLER, J R Operating Reactors Branch 3 2pp 22717 048 24X 

Flche 50-309,34/03/19,8403220192 


— 8403220199 "Control of Heavy Loads. Phase II " 

» Maine Yankee Atomic Power Co 2763L-SEN 84/03/19 !24pp 

22717 030 24 X Fiche 30-309,84/03/19.8403220192 


8403220326 NUREB-Q970 FC 

MARK III LQCA-RELATED HYDRODYNAMIC LOAD DEFINITION Generic 
Technical Activity 8-10 

* Division of Systems Integration (post 811005) 84/02/29. 75pp 

22721 1 12 


040 326021 2 Forwards revised info re monorail paths* updat i ng util 840206 
J tr responding to Generic Ltr 81-07 concerning NUREG-061B* 

“Control of Heavy Loads at Nuclear Power Plants " Field 
investigation will be provided 1 month prior to fuel load. 

MILLS. L M Tennessee Valley Authority GL-B1-07 84/03/20 

ADENSAM, E Licensing Branch 4 2pp 22736 164 24X 

Fiche 30-390, 04/03/20, 8403260212. 


6403290083 Responds to 840221 request for addl info re control of heavy 
loads Initial load testing performed for head strongback, 
dryer separator sling & spent fuel cask yoke 

ZIMMERMAN. 8 R Carolina Power 8, Light Co NLB-B4-094 8 4/03/20 
VA8SALL0, D D Operating Reactors Branch 2 2pp 22806-325 24X 

Fiche 50-324. 84/03/20, 84032900B3 


8403290110 Forwards J Preston 830104 memo re generic safety issues 
prioritization methodology for placement in PDR 
ROBERTS* U J ACRS — Advisory Committee on Reactor Safeguards 
84/03/14 MCKNIGHT, J Distribution Services Branch lp 
22822. 214 


— 0403290113 Advises of review of generic safety Issues prioritization 
methodology described In NUREG-0933 Inherent limitation* 
of value impact score formula discussed Use of structured Si 
iterative consensus judgement methodology recommended 
PRESTON, J ACRB - Advisory Committee on Reactor Safeguards 
83/01/04 DENDER, M ACRS - Advisory Committee on Reactor 
Safeguards 3pp 22022 215 


G403290295 Provides justification why limiting use of 6-inch 
containment vent sya considered unnecessary Dased on info 
provi ded, vent sys demonstrated capable of performing 
Intended isolation function under transient conditions 
MEDFORD, M O Southern California Edison Co 04/03/27 
CRUTCHFIELD, D Operating Reactors Branch 3 3pp 22000:037. 24X 

Fiche 50-206,04/03/27,8403290295 


8403300288 Requests remittance of fee for review of 040210 rept 
summarizing available reactor vessel matls data in response 
to pressurized thermal shock concerns 

DIG03, R M License Fee Management Branch 84/03/15 UHRIG. R E 
Florida Power *, Light Co lp 22B44 329 24X Fiche 50-230, 

84/03/1 5* 8403300280 


IRE INSPECT I DN AND ENFORCEMENT 


8401190072 IE Info Notice 04-13* "Potential Deficiency in Motor 
Operated Valve Control circuits t, Annunciation “ Bvc list 
end 

JORDAN. E L Division of Emergency Preparedness & Engineering 
Response (Post 030103) 84/02/20 Consolidated Edison Co of New 

York, Inc tl3pp 22909 239 24X Flche 50-000, 84/02/28. 04OJ 190072 


8401230630 Partial response to F01A request for IE Q00103 rept re 
review of matl false statement at faci 11 ties, assoc late d 8, 
supporting records to rept 6 repts prepared In response 
Forwards App A documents Review of addl records in progress 
FELTON, J M Division of Rules and Records 83/11/01 WINSLOW, R 
Hal) Street Journal 2pp. 21905 337 


— 8401230660 PN0-79-039 on 790305, investigation concluded that QA program 
for obtaining proper loll compaction of facility deficient 
excessive settlement observed w/diatel generator bldg & 

Incorrect info re soil foundation contained in FSAR 

SHEWMAKER, R, E Office of Inspection Si Enforcement, Office of the 

Director 79/03/06 Bpp 21905 332 


840 2090007 IE Tnfo Notice 84-14, "Highlights of Recent Transport 
Regulatory Revs by DOT L NRC," Svc list end 

GRACE, J N Division of OA, Safeguards & Inspection Programs (Post 
830103). 84/03/02 Consolidated Edison Co of New York, Inc 

1 30p p 22552:329 24X Fiche 50-000,04/03/02,8402090007. 
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6402070000 3E lr»fo Notice 84—16, "Failure of Automatic Sprinkler Sys 
Valves to Operate *’ Svc list encl 

JORDAN, E L Division of Emergency Preparedness 4 Engineering 
Response (Post 030103) 04/03/02 Consolidated Edison Co of New 

York, Inc I22pp 22553 090 24 X Fiche 80-000,84/03/03,8402090008 


0402090009 IE Info Notice 04-13, "Reporting of Radiological Releases " 
Svc list encl 

JORDAN,E l Division nf Emergency Preparedness & Engineering 
Response (Post 030103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22533217 24X Fiche 50-000,04/03/02,0402070009 


0402070011 IE Info Notice 04-17, "Problems W/Liquld Nitrogen Cooling 
Components Below Nil Ductility Temp " Svc list encl 
JORDAN, E {. Division of Emergency Preparedness 4 Engineering 
Response (Post 030103) 04/03/05 Consolidated Edison Co of New 

York. Inc Il7pp 22553 336 24X Pic he 50-000,04/03/03,8402070011 


B402Q9OO24 IE Info Notice 84-04, Rev 1, “Lessons Learned From Insps of 
Fire Protectifln Safa Shutdown Sys “ Svc list encl 
JORDAN, £ L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 94/03/07 Consolidated Edison Co of New 

York, loc ilBpp 22633 047 24X Fiche 50-000,04/03/07,0402040024 


0402040020 IE Info Notice 84 — 10, "Stress Corrosion Cracking in PWR 
Sys " Svc list encl 

JORDAN, E L Division of Emergency Prepar edrtes * S< Engineering 
Response (post 030X03) 04/03/07 Consolidated Edison Co of New 

York, Inc IlBpp 22534 106 24X Fiche 30-000, 04/03/07, 9402090026 


0402090031 IE Bulletin 04—02, "Failures of OE Type HFA Relays in Use in 
Class IE Safety Sys " Svc list encl 

DEYOUNG, R C Director's Office, OFfice of Inspection and 
Enforcement B4/03/I2 Consol 1 dated Edison Co of New York, Inc 

134pp 67245 275 24X Fiche 50-000, 04/03/ 1 2, B40 209003 1 


0402090043 IE Info Notice B4-17, "Two Events Involving Unauthorized 
Entries into PWR Reactor Cavities “ Svc list encl 
JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 830103) 04/03/21 Consolidated Edison Co of New 

York. Inc 123PP 22023 229 24X Fiche 50-000,04/03/21,0402070043 


0402090044 IE Info Notice 04-20, "5vc Life of Relays in Safety-Related 
Sys 0vc list end 

JORDAN, E L Division of Emergency Preparedness Sr Engineering 
Response CPoit 030103) B4/03/21 Consolidated Edison Ca of New 

York, Inc 135pp 22933 ODl 24X Fi che- 30-000, 04/03/21 , 8402070044 


6402210133 PNO- 1 — 04-014 on 040111, New England Nuclear truck carrying 
radiophares t research products ran off Interstate 90 No 
breakage or leakage of radioactive contents found 6 
radiation levels within DOT requirements 

FRIEDMAN, OLENN, J , JOYNER, J Region 1, Office of Director 
04/02/13 lp 22314 310 


0403010363 EN-04-OO5 on 840229, nft i ce pf violation b proposed 
imposition of civil penalties to he issued in amount of 
440,000 Action based on five violations re open containment 
isolation va Ives 

CRAIG, J , AXELRAD, J Director's Office, Office Of Inspection and 
enforcement 04/02/24. 2pp 22433 013 24X Fiche. 50-B09, 04/02/24, 

8403010363 t 


B403010375 EN-B3-Q65A on B4 022B, susp ension {< order modifying license 
rescinded Action based on licensee responses to order to 
shew cause Licensee 6 State of WY will be notified 
FLACK, F j AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement 04/02/28 ip E2434 003 


8403020196 PNCl-n-94-017 on B40327, power to plant lost due to power 
outage caused by high winds Licensee declared unusual 
event b initiated plant radiological contingency plan Backup 
power continued to function 

KAHLE.J 8 , MCALPINE, £ J Region 2, Office of Director, 04/02/27 
2pp 22437 001 


1403020235 PNO— J 1-04— OH 9 on 040220, trip o c curved, in terf up tin g electric 
svc Caused by lightening arrestor failing on 230-lrV line due 
to voltage transient sensed fcy reactor coolant pump power 
monitors Svc restored within 30 minutes 

ROGGE, J. F , PANCtERA, V Region 2, Office of Director B4/02/2B 
2 pp P2440 079 B4X Fiche 50-302, 84/02/28, B 4 03020235 


403020230 PNQ-II-04-O2O labor contract w/lntl Brotherhood of 
Electrical Norkes aspires at midnight on 640229 Possibility 
exists that workers will reject contract & not rept to work 
on 840302 Supervisory personnel will continue operations 
QHECNMAN, E Region 2, Office of Director LIPINSKJ, D Region 1, 
Office of Director 84/02/29 ip 22440-093 24X 

Fiche- 60-213, 84/02/29, 040302 0230 


8403020240 PNO-I J-B4-01 B on 040227, Units shut down following failure 
of aiemens-AIlis breaker to trip during functional test of 
4-kV electrical breakers for nonsa fety-re lated electrical 
bus 3C Insp & repair underway 

DANCE, H C , LEWIS, R C Region 2, Office Of Director 04/02/28 
2pp 22440-101 24X Fiche 50-250, 04/O2/2B, B40302024B 


0403020311 PNO-I— B4-019 on 040220, Reg 1 on 2 advised of contamination at 
facility Decontamination activities halted until approved 
plan developed 

JOYNER, J Region I. Office of Director 84/02/27 Spp 22439 IS8 


0403050094 EN-04-006 on 040302, notic e of violation b proposed 
imposition of civil penalty in amount of *0, 000 to be 
i sewed. Action based on failure to equip two radiography 
rooms w/audible 6 visible alarms 

FLACK.E , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 04/02/28 ip 22408 066 


0403060103 PNO— TNI -04-002 licensee pleaded guilty to one count of 
using incorrect procedure to determine RCS water inventory b 
nolo contendere on six of remaining 10 counts, subj to final 
acceptance by court on B4Q229 

FA3ANO, A , BARRETT, L TM1 Program Office 84/02/29 lp. 

22517 018 24X Fiche 50-320, B4/02/29, B403060I03 


84030601 JO PNO— TMI-84-003 on 840229, load test of reactor bldg polar 
crane scheduled Load test will qualify crane to lift 170 
ton reactor vessel head NRC plane to continue monitoring 
events 

MDSLAK, T , GASANO, A , BARRETT. L TNI Program Office 84/02/29 lp 
22518 310 24X Fiche 50-320.84/02/29,8403060110 


8403060119 EN-B4— 008 on 040302, order to show cause b order 
temporarily suspending license issued Action based on 040223 
contamination incident resulting from employee repackaging 
radwaste 

FLACK, E , flXELRAD, J Director's Office, Office of Inspection and 
Enforcement 84/03/02 Ip 22516(327 


B403060144 PNO-TM1-04-QO2A on 840229, court accepted licenses plea of 
guilty to one count of using incorrect procedure to 
determine RCS water inventory b plea of nolo contendere on 
six of remaining 10 counts 

FASANO, A , BARRETT, L TM1 Program Office 04/02/29 lp 
22513 390 24X Fiche 50-320, 84/02/29, B403060144 


6403060215 PND-V-B4-011 on 040221, raac tor trip breaker B undervolteg* 
device inoperable Caused by metal shavings in one control 
room manual reactor trip pushbutton Dn 840220, four leads in 
plant protection sys cabinets found disconnected 

CANTER, H Region 5, Office of Director 94/02/29 lp 22917-230 
24X Fiche 50-361,94/02/29,0400060215 


8403060435 PN0-TMI-B4-003A on B40227, qualification load test of reactor 
bldg polar crane completed Load test qualified crane to lift 
170 ton reactor vessel head scheduled for summer 

MDSLAK. T , FASANO, A . BARRETT, L TMI Program Office 04/03/01. lp 
22511 362 24X Fiche 50-320, 04/03/01, 8403060439 


B403070263 PNO-I 1-B4-020 on B4Q30I, radioagraphic tests confirmed 
feedwater noule crack indications on all three steam 
generators Component replacements under active 
consideration IE b NRR informed 

BLAKE, J J , BUTCHER, R C Region 2, Office of Director IEB-79-13. 
84/03/02 2pp, 22547 290, 24X Fiche 90-340,04/03/02,0403070263, 


8403070203 PNO-I— 04— 021 . on B4030), rad i ogrephtr working at field sit* 
could not fully retract 24 1 Cl Ir-172 to safe shielded 
position Caused by improperly connecting pigtail to 
guidetube Whole body dose read 40 mrsm 

ROUE.C, , GLENN, J Region 1, Office of Director 04/03/02, lp 
22546 359 24X Fiche 50-293,64/03/02,8403070283 


8403080016 Further reepdnse to FOIA request for lists b records re 
Co-60 licensees Forwards App A docummti, per Item 3 of 
request Portion* of Documents 2 through 5 of App B deleted 
(ref FOIA Exemptions 6 b 7) 

FELTON, J M Division of Rules and Records. 84/01/11 CQW1E.D J 
Bouck, Holloway, Klornan b Casey 5pp 22976,294 


— 0403080170 PNA-B1-006 on 810714. Loui si ana Nuclear Energy Div notified 
NRC pf radiography incident occurring on barge located less 
than 3 miles offshore Barge captain b radiographer exposed 
tp 11 Ci Co- 60 , Medical attention obtained 

D0DA,R. J Region 4, Dellas, Office of the Director <81/03/01). 
81/07/21 2pp. 22977 130 
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— — 8403080162 PNO— I-Bl — 03 3 A on B 10307, sp ec la 1 lnsp conducted to determine 
extent of Co-60 contamination resulting Prom leaking 
radiography source Contaminated clothing Pound at employee 
residence will be treated as rarfwaste 

COBTELLD, F Director's Office, CJPPice oP Inspection and 
Enforcement KINNEMAN, J Region 1> Philadelphia, Of pice oP the 
Director <01/03/011 81/03709 Ip. 23377 129 


--BOO 501 0203 PNO— 1 1 1 -00—60 on 000310,25 mCI Co—60 sealed source under 
License 12-13720-01 fell into coke hopper Source believed to 
be in pile of coke In facility yard, on barge heading for 
Chicago or in freight car bound for Shaulni gan, Quebec 
SCHULTZ, W H , DAVIS, A B Region 3, Chicago, Office of the 
Director 00/03/23 ip 32376 299 


34030H0213 EN-B4-0O7 on 040307, notic e of violation t< proposed 
imposition of civil penalties in amount of *40,000 to be 
issued Action based on failure to control access into vital 
area due to guard leaving post 

ROBANO, R , AXELRAD. J Director's Office, Office of Inspection and 
Enforcement, 84/03/03 ip 22360 031 34X Fiche 50-239,84/03/02, 

8403080213 


8403000233 PNCJ-1 II-B4-01 7A several cracks discovered in stainless steel 
piping sections in LPCI sys h jet pump instrument seal 
Stainless steel lections & jet pump Instrument saal lines 
siill be replaced. 

DEFAYETTE. R , CHRIS80TIM0S, N , SHAFER. W Region 3, Office of 
Director IEB-03-02 84/03/01 ip 22360 129, 24X 

Fiche, 50-263, 04/03/01, 8403080S33 


0403000237 PNO— 1 1 1-04-01 2, on 040129, Campbe 1 1 Pacific moisture/density 
gauge containing 10 mCi Cs-137 & 30 mCI Am-241 sealed 
sources stolen from back of pickup truck in Norwood, OH 
Suspect in custody 

LASUK, S R , AXELSON, W L Rig ion 3. Office of Director 84/01/30 
ip, 22337. 092 


B403090224 PN0-I-B4-022 on 040303, reac tor scrammed Prom 74% power 
Caused by fast closure of main turbine control valve during 
surveillance on hydraulic detector. Suspect relays in 
detector test ins trument* ti on replaced 

JACOBS, R , KELLY, E, Region 1. Office of Director B4/03/05 Ip 
23573 077 24X Fiche- 30-307, 84/03/03, B403090224 


0403120063 Updated PNQ-V-S4-01 1 A discovered manual pushbutton not 
inoperable as result of metal shavings in contacts Only 
operability of undervoltage trip on RTB-8 affected Source of 
metal flakes undetermined 

DODDS, R T Region 3, Office of Director 84/03/03 ip 22386 280 
S4X Fiche- 30-361,84/03/03,0403120063 


B40312007B Updated PND-I 1 I-84-020A three reactor depressuri i at i on sys 
valves f el 1 ed. Caused by binding of disc in seat resulting 
from increase in closing air pressure Reactor restarted S< 
in situ tasting conducted 

DEFAYETTE, R. Region 3, Office of Director B4/03/06 lp 
22506- 303 24 X Fiche 50-159,84/03/06,0403120070 


5403130200 PN0-I-B4-O23- on B40306. uor k er repairing lights in turbine 
bldg sustained radioactive contamination on waist t< head 
Incident investigated & cri tigued. Corrective actions being 
reviewed by specialist, 

NIMITZ, R. L , 8HANBAKY, M. , BELLAMY, R. Region 1, Office of Director 
84/03/07 lp. '22603-056. 24X Fiche 50-219.84/03/07,8403130200, 


8403130239 PNO-1 11-84-023. on B40305, HPCI sys declared Inoperable uhen 
surveillance teat revealed excessive leakage on main pump 
outboard baaring. During test of automatic depressuriiation 
sy s, e 1 ec tromat i c relief valve E failed to open. 

CHR ISSOTIMOS, N , SHAFER, W Region 3, Office of Director 04/03/06 
lp. 22617-278. 24X Fiche 50-254,84/03/06.0403130233 


B403130273 PN0-m-B4-02l i on 040302, MBIV cloeura tripped reactor Cause 
unknown Safety valve stuck open fallowing pressure 
reduction Incident response ctr in etandby mode 

JACKIN, I. > BOYD, D Region 3, Office of Director 84/03/02 lp. 
22607:139 24 X Fiche: 50-346, 84/03/02, 8403130275 


8403130310 PNO-I I I-B4-024: from 040 130-0305. pat i ent administered 8,700 
rads to midi lne-brain rather than prescribed 6,000 rads 
Treatment stopped upon discovery of ml eadminl atratiDn NRC 
medical consultant will review case. 

SIMMONS, T , BRENIANKSI, D. Region 3. Office op Director. 84/03/07. 
lp. 22613 335 


8403130336 PNO-U 1-84-021 A- on 840303. MSI V replaced * steam generator 2 
refilled following 840302 reactor trip Qenerator isolated 
during refilling to protect against release oP radioactivity 
in event of steam generator tube failure, 

JACKIN, 1., BOYD, D, Regions, Office of Director 84/03/05. 2pp. 
22607:243. 24X Fiche 50-346, 84/03/05, 8403130336 


8403130379 PND-J 1 1-04-022 in response to IE Info Notice 82-29, exam 
identified 67 of 74 control rod drive support pins w/crack 
Indications Licensee U Westinghouse evaluating exam findings 
to determine required action 

JORDAN. H , JACKIN. I , SHAFER. N Region 3, Office of Director 
IEIN-B2-29 04/03/02 lp 22616 092 24X Fiche 30-266, S4/03/02. 

8403130379 


8403130400 EN-84-010 notice of violation & proposed Imposition of 
civil penalties in amount of *2,000 will be issued on 
040313 Action based on multiple failures to comply w/NRC 
requirements re radiation safety 

FLACK, C . AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 84/03/07 lp 22616 050 


0403130423 PNO-I 1 1-04-0 1 7B on 840308. during visual lnsp, four Jnonles 
on feedwater spargers of reactor vessel found cracked 
Decision on repair (, replacement pending more detailed exam 
State of MN notified 

DEFAYETTE, ft , WALKER, R , SHAFER, U Region 3, Office of Director 
S4/O3/O0 lp 22613 090 24X Fiche 50-263, 04/03/00, 0403 130423 


6403130445 EN-04-OO9 on 040312, notice of violation 6 proposed 
Imposition of civil penalty in amount of 430.000 will be 
Issued based on failure of Tech Specs procedures re entry 
Into locked high radiation area 

FLACK, r . AXELRAD. J Director's Office, Office of Inspection and 
Enforcement EA-B4-009 B4/03/O7 2pp 22613 130 24X 

Fiche 50-261, 04/03/07, B4O3130445 


6403 1 30456 PN0-1-84-024 on 840306. during resin replacement operation, 
unplanned release of gaseous radioactivity occured Several 
workers slightly contaminated w/Rb-83 No activity detected 
State of ME informed 

BICEHOUSE, H . 8HANBAKY, M , BELLAMY, R Region 1. Office of Director 
04/03/07 lp 22613 329 24X Fiche 50-309, 04/03/07, 0403130456 


B403150073 EN-84-QI2 on 8403 1 3, not i c e of violation & proposed 
Imposition of civil penalty in amount of 440,000 will be 
issued to license Action based on violation of Tech Specs 
re containment spray sys Inoperability 

CRAIG, J , AXELRAD. J Director's Office. Office Of Inspection and 
Enforcement 84/03/08 lp 22641 340 24X Fiche 30-247. B4/O3/O0, 

8403150093 


640315012k PN0-V-B4-O13* on 840307, Bechtel laborer suffered heart 
attack while working in auxiliary bldg Medical attention 
provided to individual at site Individual pronounced dead 
upon arrival at Sierra Vista Hosp 

DDDDS, R T Region 5, Office of Director 84/03/07 lp 22640 2L0 
24X Fiche 50-275.84/03/07,8403150121 


6403160001 EN-84-013 notice Of violation It proposed imposition of 
civil penalty in amount of 43,000 will be Issued by 840315 
re thiee violations concerning loss of well logging source 
FLACK, E , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 04/03/ 12 lp 22655 209 


8403160039 PN0-II-B4-021 crack indications Identified in all 14 12-inch 
riser elbows in replacement recirculation piping scheduled 
to be Installed Caused by improper farming temps used during 
bending process, 

BLAKE, J J , ROGGE. J F Region 2. Office of Director 84/03/12 
2pp 22655 134 24X Fiche 50-366,84/03/12,3403160039 


8403 1 60051 EN-04-Oii - notice of violation it proposed imposition of civil 
penalty in amount of 420.000 to be issued Action based on 
failure to control access to vital area 

R03AN0, R , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement B4/03/OB lp 22652 019 24X Fiche 50-331 , 04/03/00, 

8403160051 


6403190013 AND- 1 1 1—04-025 on 840310, unit achieved initial criticality 
Agreement observed between actual conditions & predicted 
conditi on# 

WALKER, R , SHAFER, M Region 3, Office of Director 84/03/12 lp. 
22 665-3 3 3 24X Fi c h e; 50-374, 04/03/ 12, 040319001 3 


6403190091 PNO-1 11-84-026 on 840313, during insp to verify support plate 
integrity after tube-pulling activities, damage observed to 
auxiliary feedwater sparger piping in both steam generators 
Damage may delay May 1964 startup 

DEFAYETTE, ft , BOYD, D. Region 3, Office of Director 94/03/13 lp 
22669 227 24X Fi che: 30-233, 84/03/13, 8403190091 


6403 1 90135 PNB-1-B4-O02 on 840312, bomb threat received from 
unidentified caller. Site emergency 6 safeguards contingency 
plan requirements implemented Public areas S< site protected 
area searched w/negetlve findings. 

MADDEN, a , JOYNER, J Region 1. Office of Director 04/03/12 lp 
22674 332 24X Fi C h e; 50-220, 84/03/12, S4031 90 133 
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0403190284 PN0~n-B4-022 circumferential crack found on one of four 
feedwater noules during exam of feedwater noxiles P*r 
NUREQ-0691 Corrective action being evaluated Inspectors 
monitoring licensee work on regular basis 

CROWLEY. B R > PANCIERA, V Region 2. Office of Director 84/03/14 
Ip 22672 279 24 X Fiche 30-366.84/03/14,8403190384 


6403190235 PN0-I-B4-O23 on 3403 1 3, I ic ensee found crack in emergency 
diesel generator 103 engine block between cylinders A fa 5 
Crack bein9 investigated through use of eddy currant ln»j> 
techniques 

PETRONE. C , ESELGROTH. P Region 1. Office of Director B4/03/14 
Ip 22672 278 24X Fiche 30-322. B4/03/14, 8403190235 


8403190335 EN-B4-014 on 840316. noti e# of violation fa proposed 
imposition of civil penalty in amount of *6.000 Issued to 
licensee Action based on violations involving radiological 
occurrence u/potentlal for radiation exposures 

FLACK. E , AXElRAD.J Director's Office, Office of Inspection and 
Enforcement 34/03/13 2pp 22675 027 


8403190376 PNS-V-04-OO4 on 8403 1 4, 1 i censee notified that result# of 
chemical tests performed on contractor employees suspected 
of possession or use of controlled substances while onsite 
indicated positive In two of four testB. 

5CHWAM. C A , NORDERHAUO. L R Region 5. Office of Director 
34/03/1 S ip 22673 216 24 X F Sc h e 30-206. 84/03/ 13, 0403 1 90376 


8403200132 Updated PN0-V-B4 -012A on 640304. rad i ogra pher received 
estimated 3 6 rems to whole body 6 72 rims to left hand 
Caused by radiographer negligence Independent evaluation of 
incident In progress 

THOMAS, R D , PAN9.J F Region 5. Office of Director 84/03/16 lp 
2268 5 354 


0403200286 PNO-I H-B4-024A on 8401 30-0303. pa 1 1 »nt undergoing Co-60 
teletherapy treatments received therapeutic radiation 
exposure to head 45/i in excess of prescribed dose New 
procedure Instituted Region III reviewing case 

SRENAHHK1.D . AXEL30N, W Region 3, Office of Director 34/03/13 
2pp 22696 174 


3403210040 Updated PN0-J-B4-021A on 840301, Tad log raph er working at 
Pilgrim site received Tadlatlon overexposure of 330 
millirems Caused by recaupling of source guide tube 
Enforcement action being evaluated 

ROWE.C , KINNeMAN,J Region 1. Office of Director 34/03/03 ip 
20707 015 


0403210133 PND-11-B4-023 dp B40312. State of BC advised of possible 
overexposure of radiographer 4. assistant radiographer 
Caused by assistant radiographer performing duties aa 
radiographer Exposures of 3,000 to 10,000 rem possible 
TR0JAN0W9KI. R , WOODRUFF. R L Region 2, Office of Director 
34/03/16 2pp 22707’ 236 


8403220073 EN-B4-013:on 040320, noti c* of violation 6 proposed 
imposition of civil penalties in amount of *130.000 will be 
issued to licensee Action based on failure to maintain 
containment integrity t failure to conduct surveillance 
CRAIO.J- . AXELRAD.J Director's Dfflce, Office of Inspection and 
Enforcement B4/03/13 2pp 22712 303 24X Fic he: 30-220, 04/03/15. 

8403220073 


8403230023 PNQ-II 1-34-027: on 340318, diver working on fuel assembly 
upender received radiation dose to right thigh of 4 5 rems 
Caused by licensee failure to Identify localiied high 
radiation field near upender 

GREQER, L R , PAPEH1 ELLtl, C Region 3, Office of Director. 04/03/19 
lp 22726 31B 24X Fiche 30-233,84/03/19.8403230023 


8403230044 PNO-l-04-026 on 840313. cTack discovered in emergency 
diesel generator engine. Ultraeonic & eddy current exam 
Indicated crack depth of 1 Inch & length of 2 inch es- State 
of NY Informed 

PETRONE, C , ESELQROTH.P Region 1, Office of Director 84/03/20 
lp 22724 343 24X Fiche 30-322,84/03/20.0403230094 


3403230117 PNO-V— 04— 016' on B403J9, h y drog an explosion occurred in main 
generator Caused by circuit breaker trip shutting down 
hydrogen seal oil pump, resul ting in hydrogen leak Manual 
safety lnjettlon to seal oil tank initiated 

NARBUT, P , ECKHAHDT, J. Region 3, Office of Director. B4/03/20 lp 
22730 335 24 X Fiche, 30-312, 84/ 03/20, 0403230117 


8403270114 EN-63-076A; on 640323, order Imposing civil monetery penalties 
In amount of *30, 000. Ac t ion based on failure to classify 
torus-to-drywe 1 1 vacuum breaker actuation arm shaft seals 
under App B. Mi t ig at ion of 83H13 penalty unwarranted, 

KL1NGLFR, 0, , AXELRAD.J Director's Office, Dfflce of Inspection and 
eJ,/03/a3 ’ »P 22774-031 24X Fi che’ 30-237, 04/03/23. 


0403290003 PNO— I -34—027 on 340323, through-wa 1 1 crack discovered on 
weld on condensate return line from south isolation 
condenser. No repair or replacement plans formulated Facility 
currently shut down for refueling 1. mod 

TRIPP, L , KE1MI0, R Region i, Office of Director. 34/03/23. lp 
28803:282 24 X Fiche 30-219,84/03/23,0403290008 


8403300045 PNO— 1 1 1 -34 —028 on 040322, Cs-137 source, part of industrial 
gauge, tost Inspector dispatched to Waste treatment plant to 
review gauge removal fa shipment circumstances State 
personnel sent to facility to search far missing source 
SRENIAWSKI.D , AX EL SON, W Region 3. Office of Director 34/03/23. 

Ip 22821 102 


8403300074 FNS-1-04-003 on 840324, male phoned Jersey Central Power 
fa Light Customer Svc Ctr 8. notified that FFA will start 
demolishing plants Oyster Creek implemented emergency 
contingency plan fa TMI increased security awareness 
MADDEN, W , JOYNER, J Region 1. Office of Director B4/03/26. lp 
22022 OBB 24X Fiche 30-000.34/03/26,3403300074 


8403300112 PNO-I 1-04-024 on 04O326,8tate of TN informed Region JI that 
s tate 1 ic ensee, Quad rex Co, suspected as source of sewer line 
C ontamina tlon detected by DOE State investigation undsrway 
TRDJANOWSKI.R Region 2. Office Of Director B4/03/27 lp 
22021 230 


MI SC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8310060076 Forwards AEOD engineering evaluation repti "Review of Events 
Involving Failures of Power Supply in Instrumentation fa 
Control 8ys " Rapt should be forwarded to Regions II fa III 
CHIRANAL, M Reactor Operations Analysis Branch AE0D/E324 
33/09/21 9EYFRIT, K V Reactor Operations Analysis Branch lp, 
22773 172 


—3310060077 AE0D/E3H4 

"Review of Events Involving Failures of Power Supply in 
Instrumentation fa Control Byt, " engineering evaluation rapt 
CHIRAMAL, M Director's Office AE0D/E324 83/09/21, 32pp. 

22775 173 


8403020424 Responds to 840123 ltr re original Issuance fa subsequent 
revs tu SRP 9 3 1 fa associated branch technical position 
Matrix of SRP fire protection chronology fa SRP revs sncl,psr 
tele on W/o SRP revs. 

BPEISiT P Division of Safety Technology B4/02/17, FLORA, J, H. 
Flora, J W 3pp 22491 264 


8403030330 Forwards A Lakner 840214 differing prof opinion on 
reliability matters for transmittal to PDR 

FL0RV.8 Office of Nuclear Regulatory Research. Director 34/02/27, 
Record Services Branch (Document Control Desk). lp 22301:316, 


— 8403050338 Requests NRC reconsider differing prof opinion on 
reliability matters by appointing peer raview group composed 
of competent fa impartial members Reasons for request 
provi dad 

LAKNER, A A Lakner Associates 84/02/14 MINOOUE.fi.B Office of 
Nuclear Regulatory Research, Director, 2pp 22301.317 


B403060329 Responds to 840214 memo re 8100 series of insp procedures 
applicable to power reactor fa fuel facility security insp 
programs Review indicated procedures provide satisfactory 
working tool por NRC inspectors 

EISENHUT, DO Division of Licensing 84/02/17. PART LOU, J. 0 
Division of OA, Safeguards fa Inspection Programs (Past 830103) lp 
22349 3 53. 


— 8402030933 Forwards index of 8100 series insp procedures applicable to 
power reactor fa fuel facility security insp programs 
previously developed by LLL Review fa comments requested by 
840224 

PARTLCJW, J 0 Division of OA, Safeguards fa Inspection Programs 
(Post B30103) B4/01/24 MARTIN, T T Division of Engineering fa 

Technical Programs 3T0HR,JP. Division of Emergency Preparedness 
fa Materials Safety. HIND, J A Division of Emergency Preparedness 
fa Operational Support. 3pp 22349.336. 


3403070103 Responds to B4Q130 request for NRR assistance In defining 
components subsys fa ays subj to NPRD8 reporting under 
general description of reactor protective sys/ESF actuation 
sys 

DENTON, H R Office of Nuclear Reactor Regulation, Director. 
84/02/23 HELTEMES.C.J Director's Office. lp 22961:164 



NONDOCKETED ITEMS 


469 


— B4C52160020 Informs of review of NPRDS data collection for reactor 
protection sys/ESF actuation ays instrumentation IEEE Btd 
603, "IEEE gtd for Safety Sys for Nuclear Power Generating 
Station," should be used to establish boundaries 
ROSA, F Instrumentation & Control Systems Branch 84/02/0B 
MOLAHAN, 0 M Operating Reactors Assessment Branch 2pp 
22361' 163 


— 0402240307 Forwards response to Feb memo re NPRDS data collection for 
ESF actuation sys 

SPEIBiT P Division of Safety Technology B4/02/13 
EIBENHUT. DO. Division of Licensing 3pp 22361 167 


0403270200 Ac k receipt of 840227 1 tr re leak rate testing proposal 
Requests meeting w/technical evaluators of "Containment Sys 
Leakage Testing Requirements" on 840312 Decision an four 
other proposals should be made as soon as possible 

HEYTBLATT. Z Extran, Inc 84/03/02 THOMPSON, R D Administrative 
Contracts Branch 3pp 22789 263 


8403260270 Forwards preliminary case study rept re breaching of 
encapsulation of sealed well logging sources Comments re 
technical accuracy requested within 30 days of ltr receipt 
HELTEMES, C J Director's Office 04/03/07 LEE, J Dresser Atlas 
Export Sales lp 28808 068 


— 8402130042 Requests assistance in defining reportable components for 
use by licensees In reporting engineering 8< failure data for 
reactor protection sys/E8F actuation sys instrumentation 
to NPRDS 

HELTEMES, C J. Director's Office 84/01/30 DENTON, H R Office 
of Nuclear Reactor Regulation, Director MINOQUEiR D Office of 
Nuclear Regulatory Research, Director DEYOUNO, R C Director's 
Office, Office of Inspection and Enforcement 2pp 22961 170 


8403080106 Requests NRC prepare proposed rule on use of high enriched 
LI it plan t< schedule for development of steps to Improve 
security measures at domestic nonpower reactors using high 
enriched U fuel, by 840330 for Commission consideration 
CHILK, 8 J. Office of the Secretary of the Commission 84/02/23 
D1RCKB, W. J Office of the Executive Director for Operations 4pp 
22334. 091, 


0403080271 Recommends that backfttting of anticipatory trips in custom 
Tech Specs, per JA Olshinski 830727 memo tD DO Eisenhut, be 
treated as unique generic issue In accordance w/NRR Ofc Ltr 
40 Supporting Info for anticipatory trip Issue end 
MIRAOLIAiF, J Assistant Director for Safety Assessment 84/02/23 
MINNERSiW. Safety Program Evaluation Branch 8pp 22584 066 


— 8403280273 Forward* preliminary case study rept re breaching of 
encapsulation of sealed well lagging sources Comments re 
technical accuracy requested within 30 days of ltr receipt 
HELTEMES, C J Director's Office 04/03/07 ACREE, E H Qulf 
Nuclear, tnc lp 22808 069 


— B4032B027B Forwards preliminary case study rept re breaching of 
encapsulation of sealed well logging sources Comments re 
technical accuracy requested within 30 days of ltr receipt 
HELTEMES, C J Director's Office 84/03/07 SHELTON, C D 
Shelwel 1 Services, Inc Ip 22808 070 


— 8403280282 Forwards preliminary case study rept re breaphing of 
encapsulation of sealed well logging sources Comments re 
technical accuracy requested within 30 days of ltr receipt 
HELTEMES. C J Director's Office 84/03/07 SELF, D M 
Consolidation Coal Co lp 22808 071 


— 8403280288 Forwards preliminary case study rept re breaching of 
encapsulation of sealed well logging sources Comments re 
technical accuracy requested within 30 days of ltr receipt 
HELTEMES, C J Director's Office B4/03/07 SMITH, D A 
Professional Logging Services, Inc lp 22S0S 072 


0433130300 Responds to questions in 831125 ltr to State of NJ Dept of 
Environ Protection re former Meetinghouse facility In 
Dloomf i eld, NJ, Contamination removed. 

MARTIN, T. T Division of Engineering 8, Technical Programs 04/02/23 

PENN, J Affiliation Not Assigned. 2pp 22607 124 


— 0403130312 Requests response to end 831125 ltr to State of NJ Dept of 
Environ Protection re use of former Meetinghouse facility in 
Bloomfield, NJ 

PENNiJ. Affiliation Not Assigned 84/02/11 ALLAN, J M Region 
1, Office of Director 3pp 22607-126. 


S403140233 Comments on proposed revs to 10CFR73 71 re safeguards 
reporting requirements Requirements can be relaxed w/o 
changing NRC ability to respond to Incidents on possible 
generic safeguards problems 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
04/03/05 DAVIS, J. 0 Office of Nuclear Material Bafety & 
Safeguards, Director 2pp. 22638,021, 


-“0403140240 Forwards draPt rule package proposing revs to 10CFR73 71 re 
safeguards event reporting requirements Revs make 
requirements more reasonable L improve NRC data base of 
safeguards events for more effective generic analysis 
DAVIS, J 0 Office of Nuclear Material Safety t, 

Safaguards, Director 84 / 02 / 16 . DENTON, H R Office of Nuclear 
Reactor Regulation, Director DEYOUNO, R C Director's Office, 
Office of Inspection and Enforcement M1NDGUE, R B Office of 
Nuclear Regulatory Research, Director 49pp 22638 023 


0403150160 Forwards "Trends t< Patterns Program Plan, FYB4-86 " Analysis 
of responses yielded listed conclusioni from 830802 request 
for comments on draft version of plan 

HELTEMES, C J. Director's Office, AE0D/P402 04/03/02 DENTON, H R 

Office of Nuclear Reactor Regulation, Director DEYOUNO, R. C. 
Director's Office, Office of inspection and Enforcement 
MINOOUE.fi, B, Office of Nuclear Regulatory Research, Director. 2pp 
32640 307. 


— 0403150164 "Trends fc Patterns Program Plan,FYB4-B6 " 

a Director's Office AE0D/P402. 84/03/31. 25pp. 22640 309 


0403260134 Requests deletion of C Bedky name from mailing list 
HAMILTON, P Kirkpatrick, Lockhart, Hill, Christopher J, Phillips 
84/03/22, NRC - No Detailed Affiliation Given. lp. 2275B 149 


— 8403280294 Forwards preliminary case study rapt re breaching of 
encapsulation of sealed well logging sources Preliminary 
find ings, cone lusions Si recommendations provided to give 
complete picture of rept Comments requested within 30 days 
HELTEMES, C J Director's Office 84/03/07 DAV1B, J 0 Office of 
Nuclear Material Safety Si Safeguards, Director DEYOUNO, R C 
Director's Office, Office of Inspection and Enforcement 
MINOOUE, R B Office of Nuclear Regulatory Research, Director 
3pp 22808 073 


— 8403260296 Forwards preliminary case study rept re breaching of 
encapsulation of well logging sources Requests rept be 
forwarded to States of KY. CO, TX i, other states w/large 
number of well logging licenses 

HELTEMES, C J Director's Office 84/03/07 KERR, Q W Office of 
Btate Programs, Director lp 2280B 076 


— 8403280301 "Preliminary Case Btudy Rept on Breaching ef Encapsulation 
of Sealed Ulell Logging Sources " 

PETTI JOHN, S L Director's Office 04/03/31 47pp 22000 124 


NUREO NUREG REPORTS AND RELATED CORRESPONDENCE 


8402090302 Notifies that Rev 2 to "Rept of Independent Review of 
Environ Qualification Programs to NUREG-0588" not complete 
reissue, per 840201 ltr Several rept apps had no changes 
PETRICK,N A, Standardized Nuclear Unit Power Plant System BLNRC 
84-OOP5 84/02/07 DENTON, H R Office of Nuclear Reactor 

Regulation, Director lp 22160 174 24X Fiche 50-000,84/02/07- 

8402090302 


0403010016 Further response to FOIA request for 16 categories of 
documents Forwards WJ Dircks 811219 ltr re 810606 sabotage 
event 8, special rept to Commonwealth of PA Info partially 
withheld (ref FOIA Exemption 3) 

FELTON, J M Division of Rules and Records 84/01/04 SHQLLYiS C 
Union of Concerned Scientists 2pp 22479 076 24X 

Fithe 50-334,84/01/04,0403010016 


0403010017 Forwards 8SER 4 (NUREG-O0B71 re operation of facilities 
W/o end 

YOUNGBLOOD, B J Licensing Branch 1 04/02/17 EDELMAN, M P 

Cleveland Electric Illuminating Co 3pp 22479 34i 24X 

Fiche 50-440,84/02/17,8403010017 


04032701 55 Informs that as result of review, of 520 Items identified in 
040215 ltr re products furnished by Bonney Forge, Carl lnvi 1 le 
Plant, 510 are »ock-o-lets or nip-o-lets, 2-lnch nominal pipe 
• lie fc Chemical Analysis NC A 3067. 4 doe* not apply 
GERW1N, E F. Pullman, Inc. 84/03/21 JORDAN, E L. Division of 
Emergency Preparedness l> Engineering Response (Post 930103) 4pp. 
22769. 151. 


B4030 10024 Responds to FOIA request for documents re petition for 
rulemaking PRM-50-31 from Citizens Task Force of Chapel 
HllliNC Forwards App A documents App B documents completely 
withheld (ref FDIA Exemption 5) 

FELTON, J M Division of Rules and Records 84/01/18 8H0LLY, S C 
Union of Concerned Scientists 4pp 22446 035 
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— 8403010074 Forwards review comments on draft RES denial af petition for 
rulemaking on emergency planning rone at nuclear power 
p lastsi per reguest General comments end 

HULMAN, L G Accident Evaluation Branch 03/01/07 COTA.P C 
Research t, Standards Coordination Branch 7pp 2244* 0 49 


040301002* Responds to FOIA request for 1902 NURE0/CR-2B1 5, "NRC, Natl 
Reliability Evaluation Program (NREP1 Procedures Ooide " 

Forwards NDREG 

FELTON. J M Division of Rules and Record's 84/01/04 DETCHEH. J L 
Northern States Power Co lp 22477 003 


— 8403010041 NUnCG/Cn-281 5 DR FT 

Draft PROBABILISTIC SAFETV ANALYSIS PROCEDURES GUIDE 
BAR! . R A - BUSLIK. A J Draokhaven National Laboratory 
EL-BASSIONI, A Office of Nuclear Reactor Regulation, Director 
FIN A-3382 BNL-NUREQ-51 559 83/09/01 NRC -No Detailed 

Affiliation Given 23lpp 22477 003 


B403010050 Third partial response to FOTA request for six categories 
of documents re facility Forwards Ap p A documents App A 
documents also placed in PDR App B documents will be placed 
in PDR upon request Review continuing 

FELTON. J M Division oP Rules and Records 84/01/17 ANDERSON, S I 
Garvey. Schubert. Adams S, Barer 4pjj 2244* 293 24X 

FI c he 50-0C0, 84/01/17.8403010030 


— 0112020204 Forwards new format for nuclear 
rept. NUREG-0030 (yellow book) New format 
provide next update info for planned Nov 
(data as of Sept 30.191)1) due 811120 W/o 
HABTriELD, R A Office of Management and 
81/10/30 BUNN, C N Duquesne Light Co 
Fiche 30-000, B4/01/i7. 0403010030 


power plants — const status 
should be used to 
1 90 1 pub 1 1 c a t i on 
enc 1 

Program Analysis 
9pp 22446-305 24X 


840301006* Forwards safety evaluation re B21233 response to Generic Ltr 
82-16 concerning NUREQ-0737 Tech Specs Two items closed 
Items IA1 1 3 6 1 1 E 4 1 under consideration Response 
acceptable 

VARGA. S A Operating Reactors Branch 1, GL-02-16 E4/02/I0 

GIESLER.C W Wisconsin Public Service Dorp 7pp 224B0 t>01 24X 

Fiche 50-303. 04/02/10. 840301006* 


8403010092 Final response to FQIA request for comparative evaluation 
of nuclear facilities compliance w/NUREG-0578 &, NUREG-0737 
requirements Forwards App A documents App B document 
entirely withheld (ref FOIA Exemption 5) 

FELTON. J M Division of Rules and Records 84/02/09 WE IBS. E R 
Union of Concerned Scientists 4pp 2244B 390 


8403010317 Partial response to FOIA request for documents by named 
individuals re rep ts. ana lyse s. studies, proc edures U sys for 
measurement of RCS leakage App 9 documents placed in PDR 
App A documents already available in PDR Search continuing 
FELTON. J M Division Of Rules and Records 84/01/23 MADDEN. T U 
Kaye, SchoJer, Fierman, Hays J. Handler 7pp 22480 026 24X 

Fiche SO-OOO, B4/01/2S, 34030101 17 


— 0403010193 Informs that portable computers obtained for regional ofcs 
for use in independent measurement of leak rates from PWR 
cooling sys Draft module S. user guide (NUREG-09S6) end W/o 
ends 

JORDAN, E*L Division of Emergency Preparedness b Engineering 
Response {Post 830103} B3/03/31 TAYLOR. J H Division of OA, 

Safeguards T inspection Programs (Post 830103} 4pp 23481(238 


8403010120 Forwards addl info to B3I230 submittal re fWRE0-O737, 1 tem 
1 11. D 1 1, “Primary Coolant Outside Containment " Rev 

identifies portions of sys not to be tested & responds to 
NRC comments Info should close SER Confirmatory Issue 28 
TRAMM.T R Commonwealth Edison Co B177N 84/02/22 DENTON, H R 

Office of Nuclear Reactor Regulation. Director 8pp 22432 002 
24X Fiche 50-000,84/02/22.8403010120 


B403010173 Forwards order confirming licensee commitments to implement 
post— TMI related items per Suppl 1 to NUREG-0737 Schedular 
commitments r easonab le, achle vabl e b will provide timely 
upgrading of emergency response capability 

VARGA, 3 A Operating Reactors Branch 1 GL-02— 33 B4/02/B3 

WILLIAMS, J J Florida Power b Light Co 4pp 22479 209 24X 

Fiche 50-230. B4/02/23, 8403010173 


— B403010180 Drder confirming licensee commitment* tt» upgrade emergency 
response capability , fbt Suppl 1 to NUfiEO-0737 
(Generic Ltr B2-33) 

EJSfeNHUT.DG Division of Licensing GL-B2-33 84/02/23, 

FIot i da Power b Light Co App 22479 213 24X 

Fiche 50-230,84/02/23,0403010173 


B4030I0203 Forwards licensee 840120 b 24 ltrs on Chri sta-Mar la 
Bub content i on 9(6) which questions adherence to guidance of 
NUREG-0737 re radiation monitoring sys Related 
cor re sp ond one e 

GALLO. J Isham, Lincoln b Beale 0ALL8, J Consumers Power Co 
ISSUANCES OLA 84/02/27 BLOCH. P B , PARIS, Q H , SHON, F J Atonic 
Safety and Licensing Board Panel 4pp 22435 203 24X 

Fiche 50-155,04/02/27,8403010203 


0403010235 Submits info re NUREG-0737, Item* 1 1 E I 2. "Safety Grade 
Auxiliary Feedwater Sys Initiation & Flaw Indication' 1 b 
1 1 K 3 3 , “Reporting of Safety b Relief Valve Failures i. 

Chal lenget, “ per util 821230 ltr b Generic Ltr 82-16 
COUNSIL, W G Northeast Nuclear Energy Co isubs of Northeast 
Utilities) COUNSIL, W G Northeast Utilities A03A16 84/02/21. 

MILLER, J R Operating Reactor* Branch 3 3pp 22434 IBS 24X 

Fiche 50-336, B4/02/31. B403010235 


0403010262 Further response to FOIA request for document* re Sandia 
Contract A-1123 b bibliography used by R Bernero Forward* 

App A document* 

FELTON, J M Division of Rules and Records FIN A-U23 83/12/20 

RUTLEDGE, P Carolina Environmental Study Group 2pp 22444.069 
24X Fiche 50-000,83/12/20.8403010262 


—8403010274 Discusses research rep t, NUREG/CR-2239 (8and0I-l 549>, 
"Technical Guidance For Biting Criteria Development “ 
mrwards NUREO/CR-2723 S< NUREG/CR-2899 for ref use only. W/o 
enc 1 s 

DIRCKS. W J Office of the Executive Director for Operations 
82/11/22 PALLADINO, QILIN9KY, AHEARNE Commissioners 2pp. 
224 44 076 24X Fiche 50-000,83/12/20.04030102*2 


8403010306 Application for amend to Licenses DPR-33, DPR-52 b DPR-60, 
changing Tech specs to lower Group 1 isolation setpoint for 
reactor lower water level W/propr i etary NEDE-30012, " MBIV 
Water Level Rept withheld (ref 10CFR2 790) 

HILLS, L M' Tennessee Valley Authority TVA BFNP TB 196 04/02/22 

DENTON, H fi Office of Nuclear Reactor Regulation, Director 3pp 
22433 042 24X Fiche 50-259,64/02/22,8403010306 


— 8403010313 Proposed changes to Tech Specs lowering Oroup i isolation 
setpoint for reactor lower water level W/affidavit 
* Tennessee Valley Authority 04/02/22 29pp 22433.045 24X 

Fiche 50-259,84/02/22,8403010306 


8403010347 Forwards status 6 justification for nine listed NUREG-0737 t 
Reg Guide 1 97 Items, per 840222 request Analysis of safety 
parameter display sys will be submitted by 840430 
HVK1LL, H D General Public Utilities - GPU Service Corp 
5211-84-2045 84/02/27 ElBEhHUT.D G Division of Licensing 

21pp 22433 01B 24X Fiche 50-289,84/02/27,0403010347. 


8403010351 Summary of 840209 meeting w/uti 1, Science App 1 i ca t i ons , Inc, 
MPR Assoc & HIT re NRC comments on detailed control room 
design review program plan, per requirements of Suppl 1 to 
NUREG-0737 Vieugraphs end 

PAUL80N.W A Operating Reactors Branch 5 LSD5-B4-02-057 

84/02/29 Operating Reactors Branch 5 36pp 22432' 329 24X 

Fiche: 50-255, 84/02/29, 8403010351 


8403010384 Forwards SER for SEP Topic 1 1-3 C, “UHB 11 Issue adequately 
resolved based on review of 831114 ltr Resolution will be 
incorporated in suppl to integrated plant safety assessment 
rept (NUREO-OB26) 

CRUTCHFIELD, D. Operating Reactors Branch 5 LBD5-84-02-O56 

B4/Q2/2B COUNSIL. W 0 Northeast Nucleer Energy Co (tubs of 
Northeast Utilities) 6pp 22434 061 24X Fiche 50-213,84/02/29, 

0403010384 


B403010391 Summarise* findings from audit of TM1 action items during wk 
of 031024 Item II B 3. “Post-Accident Sampling Sy* (PASS). “ 
findings are of most concern Corrective action* listed 
COUNSIL.W 0 . OPERA, J F Connecticut Yankee Atomic Power Co 
010959 83/11/23 HURLEY, T E Region 1, Office of Director 4pp 

22434 068 24X Fiche, 50-213, 03/11/23, 8403010391 


0403010400 Submits Info re pressurixer heater transformer barrier 
design, per License Condition 2 C. 9 Missile protection 
structure will be seismically anchored on concrete floor 
slab 

WILLIAMS, J W Florida Power b Light Co L-84-44 B4/Q2/27 
EI9ENMUT, D G Division of Licensing 3pp 22434 026 24X 
Fiche- 50-369,84/02/27, B4030I0400 


0403010516 Summary of 040130-31 meetings w/util at site In Dauphin 
County, PA re status, schedule b scope of implementation of 
selected NUREG-07^17 action itsm* Agenda b vieugraphs 
encl 

VAN VL1ET.J Operating Reactor* Branch 4, 84/02/22 Operating 

fleactcTt Branch 4 130pp 22443 303 24X Fiche 50-209,04/02/22, 

04030 105 I 6 
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□403020003 ForiwaT d s info requested in SSER 5 
performed for C-E on load limiting devices 
I ouie r Ik o v horizontal supports 
VAN BRUNT* E E Arizona Public Service Co 
04/02/10 KNIGHTON, Q Licensing Branch 3 
Flche 50—3201 84/02/10* 0403020005 


(NUREG-0B57) re testa 
in reactor vessel 

ANPP-28 B36— 1JFQ/ 

9pp 22442 201 24X 


0403020313 Forwards addl comments to Guidelines 5a* 7a & 7b of technical 
evaluation rept In response to NRC B20630 1 tr re control of 
heavy loads* per Generic Ltr 01-07 

HILLS* L tl Tennessee Galley Authority GL-01-07 B4/0S/2S 

ADEN9AH. E Licensing Branch 4 Llpp 22439 190 24X 

Fiche 50-327,04/02/20,94030203X3 


8403020014 Partial response to FOIA request for seven categories of 
documents re NRC regionalization program App A documents in 
PDR. Review of remaining document* incomplete 

FELTON, U M Division of Rules and Records 03/12/16 LCHJENTHAL. J* 
Nuclear Information fc Resource Service 3pp 22492 24B 24X 

Fiche 30-000* 83/12/16. B4030200 14 


0403020317 Forwards Rev 10 to "Analysis of Hydrogen Control Measures at 
HcGuiri Nuclear Station ** 1 per SSER 7 (NUREG-0422) 

TUCKER, H B Duke Power Co 04/02/29 BENTON, H R Office of 
Nuclear Reactor Regulation. Director 2pp 22441 216 24X 

Fiche 30-000* 04 /02/29 , 84030203 1 7 


— 5403020033 Forwards final draft program guidance for FV83-03, per 
NUREG— 0805, “NRC Policy t* Planning Guidance “ Rev of current 
oft operating p lan, Incorporating Commission Aug 1902 budget 
decision* Jc program guidance, expected by 021030 
DIRCKS* W U Office of the Executive Director for Operations 
82/09/20 NRC - No Detailed Affiliation Given 19pp 
22492 294 24X Fiche 50-000,83/12/16,0403020014 


—0403020032 Provide* program guidance for FYG3—B6* developed in support 
of NUREG-0BB5* Issue 2, “NRC Policy & Planning Guidance 
1903 " Correct ofc operating plan should be revised to 
incorporate end comments 

DIRCKS, W J Office of the Executive Director for Operations 
03/05/20, NRC - No Detailed Affiliation Given, 20pp 
22493 340 24X Fiche 30-000,83/12/16,0403020014, 


B 403 020 163 NUREG-0936 V02 N04 

NRC REGULATORY AGENDA Quarterly Report, Oc tobei — December 
1 933 

• Division of Rules and Records B4/02/2? lBOpp 22402 212 


8403020171 Forward* order confirming util commitments to implement 
requirement! Of Suppl 1 to NUREG-0737 Order based on 030418 
ii 0823 ltrs in response to Generic Ltr 82-33, 

VARGA, 8 A, Operating Reactors Branch 1 GL-02-33 84/02/21 

BAYNE* J P. Power Authority OF the State of New York 4pp 
22491:091 24X Fiche 50-206,04/02/21,0403020171* 


8403020173 Order confirming licensee 830418 6 0823 commitments on 
emergency response capabl llty, p ir requirements of Suppl 1 to 
NUREG-0737 & Generic Ltr 03-33 

EISENHUT.D G Division of Licensing GL-02-33 84/02/21 

Power Authority of the State of New York 6 pp 22491 095 24X 

Fiche* 30-206, 04/02/21, 8403020171 


— 8403020321 Rev 10 to "Analysis of Hydrogen Control Measures at McGuire 
Nuc 1 ear Station “ 

» Duke Power Co 04/02/29 SOpp 22441 2 1 8 24X 

Fiche 50-000,84/02/29,8403020317 


8403020327 Requests that completion date of emergency operations 
facility be extended from B30201 to 050620, per 830415 I* 0824 
ltrs tt NURE0-O737, Supp 1 1 Completion date does not cover 
safety parameter display sys Installation 

BAYNE, J P Power Authority of the State of New York JPN-S4-15 
04/02/29 VA9SALLO, O B Operating Reactors Branch 2 2pj> 

22439 205 24X Fiche 50-333,84/02/29,8403020327 


0403020343 Forwards 8 ALP rept for Oct 1982 - Sept 1903 Malnt of low 
personnel error rate merits continued attention 

MURLEY, T E Region 1, Office of Director 04/02/29 LUNDVALL, A E 
Baltimore Gas S, Electric Co 3pp 22439 217 24X 

Fiche 50-317.84/02/29,8403020343 


— 8403020345 SALP rept for Oct 1902 - Sept 1903 

* Region 1, Office of Director IED-83-04 83/12/12 57pp 

22439 220 24X Fiche 50-317,04/02/29,0403020343 


0403020392 FOIA request for Chilk 021019 memo to Dlrcks re post- 
accident sampling ays (NUREG-0737. 1 tem II D 3) to be placed 
In PDR 

PEDRO, J NU3 Corp CD-LI 3-03-040 04/01/26 Division of Rules 

and Records lp 22491 203 24X Fiche 50-209,84/01/26,8403020392 


8403020395 Responds to FOIA request for Chilk B21019 memo to Dircls 
re SEC Y-02-3B4 concerning status of TM1-1 NUREG-0737 Items 
Forwards document Document also available in PDR 

FELTON, J« Division of Rules and Records 04/02/19 PEDRO, U NUB 
Corp lp 22491 286 24X Fiche 30-209,84/02/15,8403020395 


B4O3O2OI04 Requests Identification of any potential problems or Items 
that cannot be met within time frame required to meet Sept 
1984 goal for completion of NUREG-0737 iteme 

VARGA, B. A Operating Reactors Branch 1. 04/02/22, WILLIAMS, J 

Florida Power tt Light Co 2pp 22475 005 24X 

Fiche: 50-250, 04/02/22, 8403020184 


□403020207 Forwards order confirming licensee commitments on emergency 
response capabl 1 lty, based on info provided in util 830414 h 
0825 response* to Generic Ltr B2-33, Suppl 1 to NUREG-0737 
SCHWENCER, A. Licensing Branch 2 GL-82-33 84/02/21 FARRAR, DL 

Commonwealth Edison Co, 2pp 22494 324 24X Fiche 50-373,04/02/21, 

8403020207 


— 8403020221 Order confirming licensee 030414 & 0025 commitments on 
emergency response capab 1 1 lty, per Generic Ltr 02-33, 8 up p 1 1 
to NURE0-07P7 

EI 8 ENHUT* D 0* Division of Licensing GL-82-33, 04/02/21 

Commonweal th Edison Co 7pp 22494 * 326 24X 

Fiche. 50-373, 84/02/21 , 8403020207 


8403020287 Forwards “Rept on Special Lifting Devices, " per 031111 
response to 8 ER Open Item 59 Rept covers design, fabrics tlon 
It initial acceptance testing of six special lifting devices 
listed In Table 3 of B10717 ltr. 

MCCAFFREY, B R. Long Island Lighting Co BNRC-1007 84/02/21 

DENTON, H R, Office of Nuclear Reactor Regulation, Director 3pp 
22441.268. 24X Fiche. 90-322, 84/02/21, 84030202B7 


8403020289 Forwards resolution of 8 ER Confirmatory Issue 11 re util 
B3021B & 0316 submittals concerning TMI Action Iteme I C 2 St 
I. C. 5, 

YOUNGBLOOD, B J, Licensing Branch 1 84/02/21 GARY. R.U Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co ) 
9pp. 22492:241. 24X Fi C he, 50-449, B4/02/21 , 8403020289 


B403020295 Notifias that proposed Tech Spec for certain NUREG-0737 
1 tests per Generic Ltr B3-37 will be submitted by 840401. 

01E8LER, C. M. Wisconsin Public BerVlce Corp NRC-84-33. 04/02/20 

EISENHUT, D. 0, Division of Licensing 2pp 22440 066 24X 

Fiche: 50-305, 84/02/28, 8403020293 


0403020460 NUREG —0072 R01 
EDO PROCEDURES MANUAL. 

# Office of the Executive Director for Operations 84/01/31 
155pp. 22491 200 


6403050009 Forwards request For addl info re NUREG-0737, Item II D D, 
"Post -Acc ident Sampling Sy», “ to complete review Requests 
response within 45 days of ltr receipt 

CRUTCHFIELD, D Operating Reactors Branch 5 LS09-84-O2-057 

84/02/29 LINDER, F Dairyland Power Cooperative 3pp 22490 107 
24 X Fiche 30-409,04/02/29,8403050009 


0403050016 Forwards Rev 7 to F 8 AR site addendum (filed In PDR Category 
K) & Rev 7 to radiological emergency response plan (filed in 
PDR Category F) 

SCHNELL, D F Union Electric Co ULNRC-751 B4/03/01 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 5pp 22483 304 
24X Fiche* 90-403, 84/03/01, 8403050016 


— 8403050019 Rev 7 to radiological emergency response plan 

* Union Electric Co 04/03/01 334pp 22486 238 24X 

Fiche 50-483* 04/03/01,0403050016 


8403050020 Responds to FQIA request for documents re PA 8 NY submittal on 
sys interactions, rep ts evaluating submittal & list of 
repts/analyses from LLL evaluating PASNY sys interaction 
program Forwards App A documents 

FELTON, J M Division of Rules and Records 03/12/07 SHCLLY, S 
Union of Concerned Scientists 6 pp, 22523 098 24X 

Fiche, 50-000, 83/12/07, 8403050020 


— 8403030029 NUHEG/CR-2030 

SYSTEMS INTERACTION EVALUATION PROCEDURE FOR APPLICATION TO 
INDIAN POINT-3 

LIN, U J , ALE0SD* H P , RICE, T R Lawrence Livermore Laboratory 
FIN A-0409, UCRL-93024 81/04/30 NRC - No Detailed 

Affiliation Given SOpp 22326 OB? 24X Fi c he. 50-000, 83/ 1 2/07, 
8403030020 


0403050053 Summary of 840203 meeting w/util at site re review of 
NUREG-0737 items Ag ends, at tendance list t< handouts end 
VISS1NG, Q S, Operating Reactors Branch 4 84/02/23 Operating 

Reactors Branch 4 24pp 22527 332 24X Fiche 50-346, 84/02/23, 

B403050053 
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8403050085 Discusses analyses on 22 safety relief valve i 5RV ) discharge 
lines per 821229 request to address questions re SRV test 
program per TMJ Item !t I I Analyses indicate supports & 
piping geometry adequate 

G-UCWA. L T Georgia Power Co NED-84-040 64/02/10 STDL2,JF 

Operating Reactors Branch A 2pp 22490 007 24X 

Fiche 50-321- 84/02/10,3403050063 


8403050098 Forwards “Rept on Task 090BB, Pres s ur i i er Relief Valve 
Discharge Piping Qualification for Calvert Cliffs, Unit 2.” 
p er TM) I tern II D j 

LUNOVALL.A E Baltimore Gas L Electric Co 64/02/29 MILLER, J H 
Operating Reactors Oratich 3 3pp 22404 l 67 24X 

Fiche S0-3JS, 34/02/29, B4O3O30O9B 


— 0403050100 "Rept on Task 05088* Pre s sur i i er Relief Valve Discharge 
Piping dual i ficat ion for Calvert Cliffs, Unit 2 " Appro* nine 
of 04 costing pipe supports may e*perience stress 
PATEL, R Q Bechtel Cor p 84/02/14 162pp 22484 170 24X 

Fi che 50-310,84/02/59,6403050090 


—8403050103 CeN-240lB> R08 

Rev 2 to "Fressuriier Safety Valve Operability Rept " 

» Combustion Engineering, Inc B4/C1/3J, 50pp 22484 332 24X 

Fiche 50-318,04/02/29,0403050096 


8403050105 Advises that operability testing op RC3 vent valves will be 
performed per requirements of ASME< Sec tiun XI, Subsection 
JHV-3410, for Category B valves, per NUREQ-0737, 1 tern II 0 1 
CQUNSliL.W 0 Connecticut Yankee Atomic Power Co CO-DNS I L, W 0 

Northeast Nuclear Energy Co (Bubs of Northeast Utilities! 
COUN01L.WG Northeast Util ities BH043 84/02/21 MILLER, JR 

Operating Reactors Branch 3 CRUTCHFIELD, D Operating Reactors 
Branch S 2pp 23488 043 24X Fiche 50-000,84/03/21,8403050105 


8403050107 Forwards “Abnormal Transient Operating Oui de 1 i nes , Part 1 
Procedural Guidelines," “ part IJ-Vo) l Fundamentals of 
Reactor Control " 1< " Part 13-Vol 2 » ” per 030415 

schedule for completing Suppl 1 to NUREG-0737 requirements 
CRDUSC, R P Toledo Edison Co 1030 84/03/01 EJSENHUT , D 0 

Division of Licensing 35pp 22523 221 24-X Fiche 50-34 6. 84/03/01, 

8403050107 


— 8403050t 10 Proced ur e 74-1125531-00. ‘Abnormal Transient Operating 
Ouidel ine s> Poi t I Procedural Guidelines ’• 

* Buhcock L yihoi Co 82/10/12 94>pp 22523 256 24X 

Fiche 30-346, 84/03/01, 8403050107 


--8403050114 Procedure 74-1123531-00, “Abnormal Transient Operating 
Guide 1 i nes, Part I I-Val I Fundamental of Reactor Control for 
Abnormal Transients " 

* Babcock If Hilcoi Co 82/07/06 24Spp 22523 342 24X 

Fiche 50-34&, Q4/O3>01, 6403050107 


— 8403050118 Procedure 74-1125531-00, “Abnormal Transient Operating 
Guidelines. Fart H-Vol 8 Discussion of Selected Transients “ 

* Babcock *, Mi 1 co i Co 82/07/06 230pp 22524 237 24X 

Fiche 50-346, 84/03/01.6403050107 


6403050121 Forwards notice of consideration of issuance of amend to 
License D?R-6, based on 811215 U revised 831216 applications 
Amend changes Tech Specs re stack gas monitoring sys 
CRUTCHFIELD, D Operating Reactors Branch 3 LBO5-04-O2-Q48 

B4/OP/S2 VANDEWALLE, D J Consumers Power Co 4pp 22488 032 
24 X riche 50-155,04/02/22,0403050121 


B403030161 Forwards "Structural Steel Survivability Evaluation," in 
response to 940209 request for addl info ( fl A I 280 26), 
per SCR Open Item 14 

KEMPER, J S Philadelphia Electric Co GOVT 1-1 84/02/29. 

SCKWENCER, A Licensing Branch 2 3pp 22403 037 24X 

Fiche 50-352.04/02/29.8403050161 


— B4D3050163 “Structural Steel Survivability Evaluation " Rev 1 to 
“Comparison of Philadelphia Electric Co Heat Balance 
Model w/NURCG/CR— 3i 92“ end 

* Philadelphia Electric Co 04/02/24 078pp 22403040 24X 

Fi c he 50-352, 84/02/29.8403050161 


8403050229 Submits review of post-accident sampling »ys, item II B 3 Ten 
of 11 criteria met Remaining criterion re procedure for 
estimating extent of core damage based on radionuclide 
evaluation, acceptable on interim basis 

MILLER, J R Operating Reactor* Branch 3 84/02/27 STEWART, W L 

Virginia Electric it Power Co 6pp 22326 OOi 24X 
Fiche 50-000,84/02/27,0403050229 


0403050233 Notifies that Class IV rather than Class III fee appropriate 
for review of 040127 application far amend to License 
DPR— 49, changing Tech Spec* re MJREG-0737 & min staffing 
requirements 

DIGGS, R M License Fee Management Branch 84/02/29 ARNOLD, 8, 

Iowa Electric Light it Power Co ip 22527 337 24X 

Fiche 50-331,84/02/29,3403050233 


8403050236 Forwards Amends 6Q 6 62 to Licenses DPR-42 it DPR-60, 
respectively it safety evaluation Amends revise Tech Specs r# 
emergency air treatment sys it electric hydrogen recombiners 
DI I ANN 1 , D C Operating Reactors Branch 3 84/02/21 MU80LF, D M 

Northern States Power Co 2pp 22327 188 24X 

Fiche 50-282,84/02/21.8403050238 


--0403030249 Safety evaluation supporting Amends 60 & 62 to License* 
DPR-42 it DP0-6O. respectively 

* Office of Nuclear Reactor Regulation, Director 84/02/21 7pp 
22527 2QB 24X Fiche 30-282,84/02/21,8403050238 


0403050273 Requests provision of alternative surveillance to replace 
requirement presently in Tech Specs re turbine overspetd 
protection Proposed alternative maint, calibr it tasting 
program should assure that protection sys operable 
YOUNGBLOOD. B J Licensing Branch 1 84/02/29 GARY, R J Texa* 

Utilities Electric Co iformerly Texas Utilities Generating Co.!. 
4pp 22901 109 24X riche 90-443,84/02/87,8403030273. 


3403050369 Summary of 040202 meeting w/util, HTI. Essex t, Bechtel in 
Bethesda.MD re control room design review, per Suppl 1 to 
NUREG-0737 Further clarification required in task analysis 
area Viewgraphs end 

WAGNER, D H Licensing Branch 2 B4/Q2/24 Licensing Branch 2 

25pp 22527 284 24X Fiche 30-394.84/02/84,8403050369 


8403060039 Board Notification 84-041 forwards util 840208 updated 
proposed resolutions & commitments per integrated assessment 
of plant Severs! issues under litigation before ASLB re 
proposed expansion of spent fuel pool storage capacity 
MIRAGL1A. F J Assistant Director for Safety Assessment 84/02/84 
BLOCH, P S . PARIS, 0 H , SHON, F J Atomic Safety and Licensing Board 
Panel Spp 28540 203 84X Fiche 50-133,84/02/24,0403060039 


8403060044 Forward* SER for NUREG-0737, Item II B 8 2 r* plant 
shielding Actions taken or planned for post-accident vital 
area access satisfy requirements of NUREG-0737 
VARGA, S A Operating Reactors Branch 1 84/02/2B BAYNE, J P 

Power Authority of the State of New York 6pp 23SBB' 318 24X 

Fi the 50-206,84/08/20,8403040044 


8403060085 FOIA request for documents re Equipment Qualification 
Branch request to OELD for clarification of I0CFR30 49, 

HOLZHAN, R M Engineering Planning 6 Management, Inc P 13503. 004 
83/i2/28 FELTON, J M Division of Rules and Records Ip 
23528 213 


B403060086 Approves state ft local plans 5, preparedness for alerting l< 
protecting public in event of radiological emergency 
Approval conditional on verification of alert b notification 
sys per criteria of App 3 of NURBG-0634/FEMA-REP-i , Rev 1. 

SPECK, 8 W Federal Emergency Management Agency 84/02/19 
DIRCK8,W J Office of the Executive Director for Operations ip 
82516 300 24 X Fiche 50-830,84/02/15,8403060086 


8403060091 Responds to FOIA request for record* prepared by NRC rm 
request to OELD for clarification of 10CFR50 49 Forwards App 
A document* No addl record* located subj to request 
FELTON, J M Division of Rules and Records 84/01/83 HOLZMAN.P H 
Engineering Planning R Management, Inc Spp 22928 214 


— 8309120356 Requests comments on interpretations of Section 90 49 af 
10CFRS0. “Environ Qualification of Electric Equipment 
Important to Safety for Nuclear Power Plants '• 

VOLLMER.R H Division of Engineering 83/08/31 0LM8TEAD, W J 
Regulations Division Spp 22528 216 


— 0403060095 Responds to specific questions raised In 830031 request t» 
legal interpretation of 10CFRS0 49, "Environ Qualification 
Rule. " 

0LM3TEAD, W J Office of the Executive Legal Director 83/10/04 
VOLLMER.R H Division of Engineering 3pp 88588.219 


— 8309120556 Requests comments on Interpretations of Section 90 49 of 
J0CFR50, "Environ Qualification of Electric Equipment 
Important to Safety for Nuclear Power Plants " 

VOLLMER.R H Division of Engineering 83/0B/31, OLMBTEAD, H J 
Regulation* Division Spp 28528 216 
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8403060112 Forwards "Safety Parameter Display Sys Parameter Selection 
Evaluation t Implementation Plan." per Generic Ltr 82-33. 

"Suppl 1 to NUREQ-Q737 Requirements for Emergency Response 
Capability " 

WILLIAMS, J W Florida Power t< Light Co L-B4-4B B4/03/01 

EIBENHUT, D 0 Division Df Licensing lp 22310 322 24X 

Fiche 50-333,84/03/01,8403060112 


— 64030601 16 "Safety Parameter Display Sy s Parameter Selection Evaluation 
S. Implementation Plan “ 

* Florida Power S. Light Co GL-82-33 84/03/01 lOpp 

225 IB 323 24X Flche 50-333.64/03/01,8403060112 


8403060125 Forwards summary of identified technical evaluation rapt 
deficiencies re environ qualification of safety-related 
electrical equipment, defined by IE Bulletin 79-018 6 
NUREQ-O5B0, respectively End withheld <ref I0CFR2 790) 

CLAYTON, F. L Alabama Power Co IEB-79-01B 84/02/29 VARGA. S A 

Office of Nuclear Reactor Regulation. Director 4pp 22519 036 
24X Fiche- 50-34B, B4/02/29, B403060125 


8403060160 Forwards results of chemical analysis techniques performed 
on ltd test matrix solution as required by NUREG-0-737, Act 1 on 
Item II. B. 3, per util 831122 ltr. Response to Criterion 10 of 
draft BER complete 

HUKILL, H 0 General Public Utilities - GPU Service Corp 

S21 1-84-2053 84/02/29 BTQLZ, J F Operating Reactors Branch 4 

Spp 22516 263 24X Fiche 30-209.04/02/29,8403060160 


8403060167 Advises that NUREG-0737. Action Items 1 1 K 3 30 St II K 3 31 
considered complete, based on 840104 telcon between hRC 6 GE 
Licensee need only identify to NRC ref on docket to GE 
Topical Ript NEDO-20366 or NEDQ-20366P 

ZIMMERMAN, 8 R. Carolina Power b Light Co NLB-B4-096 B4/02/29 

VASBALLC, D B Operating Reactors Branch 2. 2pp 22318 334 24X 

Fiche! 50-324,84/02/29, B403060167 


8403060186 Forwards safety parameter display sys Implementation plan 
It parameter selection rept.per 830413 commitment Rept meets 
requirements of Generic Ltr 02-33 re Buppl 1 to NUREG-0737 
WILLIAMS, J. W Florida Power fc Light Co L-84-47 84/03/01 

EI9ENHUT, D 0 Division of Licensing ilpp 22519 001 24X 

Fiche, 30-3B9, B4/03/01 , 84030601 86 


8403060233 Forwards design info, instrument accuracy & response times to 
assist in post-imp! emsntation review of containment water 
level monitoring (NUREG-0737, 1 tern I! F. 1 ), per 830719 
request 

HUKILL, H. D General Public Utilities - GPU Service Corp 
3211-B4-2043 84/03/01 BTOLZ, J F Operating Reactors Branch 4 

6pp 22317:317 24X Fiche' 30-289, 84/03/01, 0403060233 


8403060264 Forwards "Program Plan for Detailed Control Room Design 
Review," including proposed schedule for implementation, 
per NUREG-0737, Supp 1 1 requirements 

PILANT, J M Nebraska Public Power District NLBB400074 84/03/01 

E18ENHUT, D S Division of Licensing lp 22313 223 24X 

Fiche. 30-298, 84/03/01,8403060264 


— 8403060274 "Program Plan for Detailed Control Room Design Review ' 
« Nebraska Public Power District 84/02/29 65pp 22315 226 
24X Fiche' 50-298, 84/03/01, 8403060264 


0403060297 Lists concerns re operator license exam review process. 
Proper security measures can bs taken to prevent 
dissemination of questions to license applicants during 
exam Requests NRC Tecensider new guidance, per NUREG-1021 
CAREY, J J Ouquesne Light Co 84/02/24 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 22511 134 24X 

Fiche: 50-334, 04/02/24, 8403060297 


0403060313 Provides comments on DE8 (NUREG-1026) Just if icati on for not 
providing design analysis of seismic event requested 
ETCHISQN, D Illinois, State of, Dept, Nue Safety (formerly Dept 
Public Health) 84/02/22 Division of Licensing 3pp 
233i3. 330 24 X Fiche 30-436, 84/02/22, B4O306O313 


0403060323 Notification of CRQR Meeting 38 on 840313 to discuss 
proposed NUfiEO-0801, "Evaluation Criteria for Detailed 
Control Room Design Review " Requests ofc directors limit 
attendance of staff at CROR meetings. 

STELLO, V. Committee to Review Generic Requirements 04/03/02 
MATTSON, R J, Office of Nuclear Reactor Regulation, Director. 

JORDAN, E L, Director's Office, Office of Inspection and Enforcement, 
CUNN1N0HAM, R E Office of Nuclear Material Safety * 

Safeguards, Director ip, 22513 333 


8403060334 Forwards descriptions oP Reg Guide i 97 requirements 8, 
schedule for implementation of emergency response 
capability, per NURE0-0737, Supp 1 1 

PILANT,J.I1, Nebraska Public Power District NLSB4O0073 04/03/01 
EISENNUT, D, 0. Division of Licensing 19pp 22315 311 24X 

Fiche: 50-29B, 84/03/01, 8403060334 


8403060364 Revised application for amend to License DPR-72, c hang ing 
Tech Specs to reflect addition of two i ndep end ent. in-p 1 at e 
hydrogen monitors Certificate of Svc end 
WESTAFER. OR Florida Power Corp 3FO204-13 84/02/24 

DENTON, H R Office of Nuclear Reactor Regulation. Director 6pp 
22311 297 24X Fiche 30-302,84/02/24,8403060364 


— 8403060360 Proposed Tech Specs reflecting addition of two independent, 
in-place hydrogen monitors, in response to NUREG-0737, I tern 
II F I 

* Tlorida Power Carp 0L-S3-37 B4/02/24 9pp 22311 303 24X 

Fiche 30-302, B4/02/24, B403060364 


8403060399 Provides addl info re reactor coolant gas vent sys, per 
NUREG-0737. I tern II B ! By s used to purge nitrogen 
accumulated in reactor vessel head on 831118 RCS will bs 
vented periodically to reduce nitrogen pressure 
MEDFORD, M 0 Southern California Edison Co 84/03/02 
CRUTCHFIELD. D Operating Reactors Branch 3 3pp 22516,271 24X 

Fiche 50-206,04/03/02,8403060399 


8403060430 Provides preliminary estimates for emergency operations 
facility mods to raise radiation protection factor to 
greater than or equal to five, per NUREG-0696, in response to 
NRC 840214 request Util will not Implement mods 
MARSHALL, J R Arkansas Power *, Light Co 0CANO28413 B4/02/29 

8T0LZ.J F. Operating Reactors Branch 4 MILLER, J R Operating 
Reactors Branch 3 2pp 22318 192 24X Fiche. 50-313, 84/02/29, 

B403060430 


B403060439 Forwards marked-up procedure* generation package for 
implementing symptom-based emergency operating procedures, 
per Suppl 1 to NUREG-0737. for comment 

LEMPQL8, T E Niagara Mohawk Power Corp 84/03/01 VAS9ALL0, D B 
Operating Reactors Branch 2 i22pp 2230B 143 24X 

Fiche 50-220.04/03/01,0403060439 


8403060447 Forwards rev to 830314 order, changing completion dates 
for NUREG-0737, Items II F 1 1, "Noble Gas Effluent Monitors" 
k II F I Si "Iodine Monitors," from 031231 to startup for 
fuel Cycle 7 

MILLER, J R. Operating Reactors Branch 3 B4/02/21 WJTHER8. B D 

Portland General Electric Co 3pp 22552 023 24X 

Fiche 50-344.84/02/21,8403060447 


— B4O306O449 Rev to 830314 order extending completion date for Items 
II F 1 1 t, II F 1 2 from 831231 to startup for 1904 
refueling outage 

EIStNHUT, D G Division of Licensing 84/02/21 Portland 
General Electric Co 4pp 22332 026 24X Fiche 30-344,84/02/21, 

8403060447 


8403060470 Discusses negotiations w/licensee on NUREG-0737 items re 
emergency operating procedur es, per 830601 l< 0712 memos 
REGUA.G Operating Reactors Branch 1 83/09/09 E1BENHUT, D G 

Division oP Licensing lp 22549 326 24 X Fiche 50-261,63/09/09, 

0403060470 


8403060473 Requests expected completion dates for NUREG-0737 items 
justification for proposed schedule for items that will not 
be completed by June 1964 by 840227 

EIBENHUT, D G Division of Licensing 84/02/22 HUKILL, H 0 
General Public Utilities — GPU Service Corp, 4pp 22332 323 24X 

Fiche. 30-289. 84/02/22, 8403060473 


8403060476 Requests expected response date for each TMI action item 
listed in enc 1 within lo days 

E I 6ENHUT , D 0 Division of Licensing 84/02/21 HUKILL, H 0 

General Public Utilities - GPU Service Corp 5pp 22532 320 24X 

Fiche, 50-289. 84/02/21 . 8403060476 


B4Q30604/7 Notification of 840313 meeting w/utll in York County. BC to 
conduct confirmatory site visit per Section 13 6 of 8RP 
(NUREO-OBOO). 

JABB0UR, K N Licensing Branch 4 84/02/24 ADENBAM, E 0 Licensing 

Branch 4 3pp 22349 340 24X Fiche 30-413,84/02/24,8403060477 


B403060308 Forwards order confirming util commitments to implement 
requirements of Suppl 1 to NUREG-0737 Order based on 
commitments contained in util 840413 & 830824 responses to 
821217 Generic Ltr 02-33 

VARGA. 8 A Operating Reactors Branch 1 GL-B2-33 84/02/21 
UTLEY, E E Carolina Power 6 Light Co 3pp 22332 163 24X 
Fiche 30-261.84/02/21,8403060308 


— 8403060310 Order confirming licensee commitments on emergency response 
capability, per Generic Ltr 82-33. Suppl 1 to NUREG-0737 
EIBENHUT, DG Division of Licensing, GL-82-33 04/02/21. 

Carolina Power (, Light Co 6pp 22532,168 24X 

Fiche, 30-261,84/02/21, 0403060308 
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6403060333 NUREG/CR-3067 

CAL. JURAT I DM SOURCES FOR THE G~M COUNTER USED WITH TIE BNL 
AIR SAMPLER 

HUCHTOM-R L , BIRD, S K , TKACHYK, J W Exxon Nuclear Co , Inc (tub* 
of Exxon Corp ) F ltt A-6347 ENICG~1125 84/02/29 Division of 
Facility Operations 32pp 22522-064 


8403060534 Notification of B403I5-16 meetings u/utll in Sues twater, TN 
to conduct confirmatory site visit per Section 13 6 of SRP 
(NUREG-OBODl 

KENYON> T U Licensing Branch 4 04/02739 A DENHAM E 0 Licensing 

Branch 4 3pp 23553 317 24 X Fiche 50-390.94/02/28,8403060334 


04O3O7O&93 NUREG/CR-3607 

RADIONUCLIDE DISTRIBUTIONS AND MIGRATION MECHANISMS AT 
SHALLOW LAND BURIAL SITES 19B2 Annual Report of Research 
Investigations On The pi s tr i bu t i on, Migra t i an And Containment 
□ f Radionuclides At Maxey FI at s, Kent uc k y 

KIRBY. L J Battelle Memorial Institute, pacific NorthuiBst 
Laboratories FIN B-2291 B4/02/29 Division of Health. Siting ?< 

Waste Management SOpp Available at NRC 43 50 22563 229 


8403070098 FDI A request for V Stella 830B03 memo re task group to 
study surveillance testing in Tech Specs fc 830916 & 1004 
1 trs from UU Sheppard of Wes tlnghouse Owner* Croup to be 
placed In PER Documents referenced in NURE0-1024 

PEDRO. J NUS Corp CD-LIS-S3-073 84/02/02 Division of Rules 

and Records. Ip. 22561 132 


8403070104 NUREG-0675 B17 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON NUCLEAR POWER PLANT. UNI7S 1 AND 2 Docket Nos 50-275 
And 50-323 (Pacific Ga# And Electric Company) 

• Division of Licensing B4/02/29 23pp. Available at NRC 

*3 00 23561 214 24X Fiche 50-275,84/03/29,8403070104 


— 8403070221 Requests confirmation on lead responsibilities for 
finalising NRC position re steam erosion contention issue 
Responeib illty should be shared by Mechanical Engineering 
Branch l< Meteorology & Effluent Treatment Branch 
NOVAK, T M Assistant Director for Licensing 83/08/25 
KNIGHT, J P Assistant Director for Comp 6 Structures Engineering 
(Post B3Q201 1 2pp 22363 224 


B403070255 Application for amend to Licenses DPR-24 t, DPR-27 Amend 
incorporates changes to Tech Specs re accident monitoring 
instrumentation to be Installed per NUREG-0737 requirement 
FAY.C W Wisconsin Electric Power Co GL-B3-37 04/08/29 

DENTON. H R Office of Nuclear Reactor Regulation, Director 

MILLER. J R Operating Reactors Branch 3 4pp 22536 179 24X 

Fiche 50-266,84/02/29,0403070255 


— 8403070257 Proposed Tech Specs incorporating changes re accident 
monitoring instrumentation to bs Installed per NUREG-0737 
requirement 

* Wisconsin Electric Powor Co 84/02/29 lOpp 22536 183 24X 

Fiche 50-266,84/02/29,8403070335 


8403070282 Forwards IE Insp Rept 30-287/83-32 on 831101-840112 No 
violations noted 

STAROSTECKI. R Division of Project S, Resident Programs 04702/81. 
HUKILL, H D General Public Utilities - GPU Service Corp 4pp 
22347 079 24X Fiche 30-289.84/02/21,8403070282 


— B4030702B7 IE Insp Rept 50-287/83-32 on 831101-840112 No violation* 
noted Major areas inspected actions on previous insp 
f lnd i ngs, p lant operations (long-term shutdown) . Tech Spec 
surveillance test program 6 update to NURE0-0680, Supp 1 4 
YOUNG, F . BAUNACK, W , CONTE, R Region 1, Office of Director 
ALAB-72? 84/03/06, ISpp 22347 0B3 24X Fiche- 30-289, 04/02/21, 

8403070282 


8403070109 NUREG/CR-3601 

MANAQFMENT AND ORGANIZATIONAL ASSESSMENTS. A REVIEW OF 
SELECTED ORGANIZATIONS 

NADEL, M V , KERW1N , C M Dettelle Human Affairs Research Centers * 
Battelle Memorial Institute, Pacific Northwest Laboratories FIN 
0-2360 PNL-4B13 S4/02/29 Division of Human Factors Safety 
42pp Available at NRC. *3 75 22561 172 


84 03070 J I 4 NUREG/CR-3649 

DYNAMIC TESTING OF AS-BUILT CIVIL ENGINEERING STRUCTURES - 
A REVIEW AND EVALUATION 

SRINIVA3AN.M G , KOT, C A , HSIEH. B J Argonne National Laboratory 
FIN A -22 17 ANL-B3-2Q 94/01/33 Division of Engineering 

Technology 117pp 22562 055 


B403070307 Forwards IE Insp Repts 50-324/03-42 S. 50-325/83-42 on 
831215-0401 15 No violations or deviations noted 

VERRELLI, D M Division of Project & Resident Programs 04/02706 
UTLEY, E E Carolina Power & Light Co 2pp 02346-175 24X 

Fiche' 50-324, 84/02/06, 0403070307 


—8403070310 IE Insp Repts 50-324/83-42 S< 30-325/83-42 on 831215-840115 
No violations or deviations noted Major areas Inspected 
survel 1 lance, malnti operational safety ver 1 1 lcatl on, E8F sys 
wslkdoun.LER revi ew, ind ependent insp b plant transients 
MYERS, D 0 . GARNER, L W Region 2, Office of Director BEMI8, F R 
Division of Project t, Resident Program* 50-325/03-42 04/02/03 

8pp. 22546 177 24X Fiche 50-324,04/02/06,0403070307 


B403Q7O115 NVREG/CR-3091 V03 

REVIEW OF WASTE PACKAGE VERIFICATION TESTS Semiannual Report 

Covering The Period Aprll-September 19B3 

BPO,P Brookhaven National Laboratory FIN A-3167 

BNL— NUREG-51 630, 84/02/29 Division of Waste Management 164pp 

Available at NRC *5 50 22562 176 


8403070 116 NUREG/CR— 3449 

LABORATORY EVALUATION OF LIMESTONE AND LIME NEUTRALIZATION 
OF ACIDIC URANIUM HILL TAILING® SOLUTION Progress Report 
0P1TZ, B E ,, DODSON, M E , HERNE, R J Battelle Memorial Institute, 
Pacific Northwest Laboratories FIN B-2370 94/02/29 Division 

of Health, Siting 6 Waste Management SOpp Available at NRC 

44 00 22562 004 


0403070)21 NUREQ-1022 B01 

LICENSEE EVENT REPORT SYSTEM Description Of System And 
Guidelines Far Reporting 

HE BOON, F J. Director's Office 84/02/29 SSPP Available at NRC 
44 90. 22561 308 


8403070157 Application supplementing 820316,830623 & 0906 requests for 
amend to Licenses DPR-62 f, DPR— 71 > cons i st l ng of Tech Spec 
changes for Item 9 re Isolation of HPCI & RCIC mod (NUREG- 
0737, Action Item II K. 3 15) 6 Generic Ltr 03-02 
HOWE, P W Carolina Power St Light Co GL-03-02 84/02/28 

VAHBALLO, D B Operating Reactors Branch 2 2pp 22338 316 24X 

Fiche 50-324, B4/0P/2B, S4O30701 57. 


B4O3O7O305 NUREG-1039 

REVIEW AND EVALUATION OF THE NUCLEAR REGULATORY COMMISSION 
SAFETY RESEARCH PROGRAM FOR FISCAL YEAR 19S5 

♦ ACRS - Advisory Committee on Reactor Safeguards 84/02/29. 74pf 
Available at NRC «4 50 22561 234. 


0403070392 NUREC/CR-2000 V03 N1 

LICENSEE EVENT REPORT (LER) COMPILATION For Month Of 
January 1984 

» Oak Ridge National Laboratory FIN A-9135 DRNL/NSIC-200 
04/02/29 Director's Office 123pp 22554 092 


0403070397 NURE0/BR-OO59 ROl ER 

SMALL BUSINESS INNOVATION RESEARCH PROGRAM Program 
Solicitation FY 1904 

» office of Nuclear Regulatory Research, Director 84/02/21 ip 
22567 022 


8403070401 NUREG-0304 V08 N04 

REGULATORY AND TECHNICAL REPORT Compilation For 1983 
» Division of Technical Information l< Document Control B4/OH/29 
569pp 22554 217 


0403080003 F01A request for 10 contractor repts on generic modeling for 
vita) area 6 safeguards analysis referenced in 
NUREG/CR-312I 

SHDLLY, S C Union of Concerned Scientists 04/01/10, FELTW6U. M 
Division of Rules and Records 2pp 22578 001 


—8403070162 Proposed Tech Epee changes for Item 9 re Isolation of HPCI 
i, RCIC mod (NUREG-0737, Act ion Item It K 3 15) it Generic Ltr 
83-02 

* Carolina Power 6 Light Co GL-03-02 B4/02/2B 31pp 

2253B-3IS 24 X F i c he- 50-324, 84/02/28- 8403070137 


0403080039 Lists planned submittal dates for eight action items, per 
84 0221 request 

HUKILL, H D General Public Utilities - GPU Service Corp, 
5211-84-2054 84/03/02 EI8EhWUT, D G, Division of Licensing. 2p P 

22559 197 24X FI ch e • 50-2B9, 04/03/02, 8403080039 


8403070215 Responds to FOIA request for documents re 830919 meeting 
to discuss steam erosion issue in facility proceeding fc TM 
Novak 830025 memo on subj Forwards App A documents Documents 
( k 5 withheld (ref FOIA Exemption 51 

FELTON, J, M Division of Rules and Record* 84/01/23 HI ATT, S 
Ohio Cltiirns for Responsible Energy 3p p 22563 220 


&4030B0083 Forwards order modifying Implementation date for Ttll Action 
Item II F 1 1, "Noble Gas Steam Effluent Monitor," per 
NUREG-0737 Order provides new completion date of 841231 W/o 
exit 1 

MILLER, J K Operating Reactors Branch 3 84/03/02 LUNDVALL, A E 

Baltimore Gas 6 Electric Co 4pp 22504 095 24X 

Fiche 50-317, B4/03/02, 8403080083 
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84030BQ085 FOIA request for EER & SEER 21 (NUHEG— 0673) re operation of 
facilities 

GARDE, 8. P Government Accountability Project 84/01/09 Office 
of Administration 2pp 223B4 074 


B4030B0179 Fourth partial response to FOIA request for si i categories 
of documents re facilities Forwards App A documents App D 
document entirely withheld (ref FOIA Exemption 3) Review of 
add! documents subj to request continuing 

FELTON, U M Division of Rules and Records 84/02/13 ANDERSON, a I 
Garvey, Schubert, Adams *< Barer 7pp 223B3 226 24X 

Fiehe 30-000, B4/02/ 13, B4030B0179 


— 8107280171 Notification of B10729 meeting w/util S, B4.W in Bethesda.MD 
to discuss method util intends to use to fulfill requlrments 
of NUREG-0737 Item II F 2 (Inadequate core coaling 
instr umentation) 

HERMAN, R U Licensing Branch 4 81/07/21 ADENBAM, E 0 

Licensing Branch 4 2pp 223B3 303 24X Flche 30-000,84/02/13, 

B4030S0179 


— 8207280X63 Forwards Cycle 3 systematic appraisal of licensee 
performance input for B10701 through 820730 in response to 
Region 3 B20623 request Strang mgt evident Resolution of 
technical issues, responsiveness i, staffing satisfactory 
HERMAN, R W, Licensing Branch 4 82/09/13 EISENHUT, D. 0 

Division of Licensing 6pp. 22533 331 24X Flche 30-000, 

04/02/13, B403080179 


B4030B0227 Lists concerns on proposed water supply sys discussed in 
Dec 1983 DEB (NURE0-1026) , Inc lud ing degradation of water 
quality from cooling water discharge to Kankakee River 
GALLAGHER, J R Hill County. IL- B4/03/08 Division of Licensing 
lp 22361 ' 031, 24X Flche 90-456, B4/03/02, B4030B0227 


B 403090264 Forwards "Control Room Design Review Program plan for North 
Anna I, Burry Power Stations, " in response to Suppl 1 to 
NUREO-0737 Review expected to be completed by S50Q30 
BTEHART* W L Virginia Electric U Power Co 03 7 84/03/01. 

DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
22557' 299 24X Fiche 30-000,84/03/01,6403000264 


— B4O3O0O269 "Control Room Design Review Program Plan for North Anna J, 
Sorry Power (Stations, * in response to Suppl 1 to MJRE0-0737 
* Virginia Electric t, Power Co 84/03/01 llipp, 22537 279 
24X Fiche' 30-000, 84/03/01, 84030B0264 


6403080263 Forwards three repts re facility safety parameter display 
sys (SPDBl.per requirements of Suppl 1 to NUREG-0737 
BPD3 will be installed during upcoming recirculation piping 
replacement outage 

p ILANT, U M Nebraska Public Power District LQA8400069 B4/03/01 

EISENHUT, D G Division of Licensing 2pp 22338 030 24X 

Flche- 30-29B, 84/03/01, B4030B0263 


8403080405 Further response to FOIA request for documents re SER 
related to operation of facilities Forwards App D documents. 

App A li B documents available In PDR. Review of remaining 
documents subj to request in progress 

FELTON, V M Division of Rules and Records 84/03/02 OARDE, 8 P 
Government Accountability Project 4pp 223B3 073 


— B312230236 Forwards responses to Allegations 7, 9 it 48, per 831130 
request, 

8PEIS, T P Division of 8afety Technology, 83/12/09 KNIGHTON. O 
Office of Nuclear Reactor Regulation, Director 12pp 223B3 Hi 


— S40308Q426 Forwards safety evaluations for Allegations 8,10,11,14,15, 
16, 17, 27, 28, 29, 31, 32, 33, 33, 36, 33. 83 fc 66 Licensee approach 
for determining containment stability against tilting 
acceptable, 

VOLLMER, R, H Division of Engineering IEB-BO-11 83/12/09 
EISENHUT, D G. Division of Licensing 31pp 22983 1 32, 


B403090012 Forwards "High Pressure Safety Injection Pump," mechanical 
environ qualification rept.per S8ER 5 (NURE0-0B37). 

VAN BRUNT, E E. Aril one public Bervica Co ANPP-2B970-HFQ/, 
B4/02/B9. KNIGHTON, 0 W Licensing Branch 3 2pp 22368 001 24X 

Flche: 30-928, B4/02/29, 8403090012 


84030900B1 Forwards Suppl 4 to response to IE Bulletin 83-02, cons is t ing 
of rept, "Recirculation, RHR Shutdown Coaling, Head Spray Lina 
Reactor Info (Rev 2) " 

DALTROFF, SL. Philadelphia Electric Co, IEH-B3-02 84/02/21 

HURLEY, T. E. Region 1, Office of Director 3pp 22373 133 24X 

Fiehe 30-277, 84/02/21 , 8403090081. 


0403090093 Forwards application to amend License DPR— 26 consisting of 
proposed Tech Spec changes, incorporating requirements of 
Item II B 1 of NUREO-0737, "Reactor Coolant Vent Sys " 

O 'TOOLE, J, D Consolidated Edison Co, of New York, Inc 0L-B3-37 
04/O2/2B. VARGA, 8. A Operating Reactors Branch 1 2pp 22376 007 
24X Fiche 50-247, B4/0Z/28, 8403090093. 


— 8403090090 Application for amend to License DPR-26, revi 8 in g Tech Specs 
to incorporate requirement* for reactor coolant vent sys 
O'TOOLE, J D Consolidated Edison Co of New York. Inc 84/02/28 
2pp 22376 009 24X Fiche 30-247,04/02/20,8403090095 


— 8403090101 Proposed Tech Spec re RCS vents per NUHEG-0737, Item II B 1 
e Consolidated Edison Co. of New York, Inc 04/02/29 0pp 
22376 Oil 24 X Fiche 30-247,84/02/28,8403090095 


0403090100 Application for amend to License DPR-1 6. c hang i ng Tech Specs 
re fire detection instruments to comply w/NUREO-0737 
(Generic Ltr 03-36). Item* 1 1 B 1, 1 1 B 3, 1 1 F I i, 1 1 D 3 4 
KUNCL.L Q Nebraska Public Power District NLS 8400076 84/02/29 

VASSALLD, D E Operating Reactors Branch 2 6pp 22971 116 24X 

Fiche 50-298,84/02/29,0403090100 


— B403O90116 Proposed radiological Tech Bpecs per NUREG-0737 (Generic 
Ltr 03-36) re fire detection instrumentation 

e Nebraska Public Power District GL-B3-36 84/02/29 16pp 

22571 122 24 X Fiche 30-290,84/02/29,8403090100 


B40309O11B Forwards comments re DEB (NUREG-1033) for consideration in 
preparation of FES 

90REN9EN, 0 C. Washington Public Power Supply System G03-S4-131 
84/03/03 KNIGHTON, G W. Licensing Branch 3 5pp 22576 074 24X 

Flche. 50-308, 84/03/09, 8403090110 


B4030901 21 Advises that 24 h humidity test of three safety-related 
components per 8BER 4 (NUREG-0092) satisfactorily completed 
SORENSEN, G C Washington Public Power Supply System OQ2-S4-1O0 
84/03/01 SCHWENCER, A Licensing Branch 2 lp 22576 066 24X 

Fiche 50-397.84/03/01,8403090121 


8403090143 Requests submittal of documentation re NUREG-0737 items 
within 30 days to complete technical review* it 
implementation, excluding Suppl l,by Sept 1984 

VARQA, S A Operating Reactors Branch I 84/03/02 FARRAR, D L 
Commonwealth Edison Co 2pp 22592 309 24X Fiche 50-293,04/03/02. 

8403090145 


8403090133 Notifies that goal for completion of technical reviews & 
implementation of NUREG-0737 items . exc lud ing Suppl 1, is Sept 
1984 All required documents must be provided S< Tech Specs in 
place to meet goal 

VARGA, S A Operating Reactors Branch 1 B4/03/02 CAREY, J J 

Duquesne Light Co 3pp 22304 330 24X Fiche 30-334,84/03/02, 

8403090133 


B403090179 Forwards supplemental info re core exit thermocouples CCET) 
for inadequate core cooling interim operation, per 040210 
tejcon CET sys complies w/most NUREG-0737, Item II F 2 
requirements 

MARSHALL. J R Arkansas Power (< Light Co 1CAN03B401 B4/03/07 

STOLZ.U F Operating Reactors Branch 4 3pp 22373 267 24X 

Fiche 50-313,84/03/07,8403090179 


0403090210 Advises that util 840220 proposed variance for high-range 
stack gas monitors unacceptable Sys should be modified to 
meet display guidance of NUREG-0737, 1 tern II F ill), "Addl 
Accident Monitoring Instrumentation " 

CRUTCHTIELD, D Operating Reactors Branch 3 LSQS-84-03-007 

84/03/07 VANDEWALLEiD J Consumers Power Co Spp 22574 33B 
24 X Fiche 30-000,04 /03/07,84030902 10 


8403090232 Application to amend Licenses DPR-71 6 DPR-62, rev l s ing Tech 
Specs re accident monitoring instrumentation per NUREG-0737 
fc Generic Ltr 83-36 

HOWE, P W Carolina Power I, Light Co NLB-84-074 84/03/02 

VA83ALL0, D B Operating Reactors Branch 2 7pp 22571 192 24X 

Fiche 50-324,84/03/02,8403090232 


— 8403090260 Proposed Tech Specs re limiting conditions for operation 4< 
surveillance requirements for accident monitoring 
instrumentation per NUREG-0737 J< Generic Ltr 03-36 
* Carolina Power 6 Light Co OL-93-36 04/03/02 21pp 

22571,199 24X Fiche 30-324,84/03/02,0403090252 


0403090272 Notifies that submittal date for STS addressing NUREO-0737 
items, per Generic Ltr 03-37, rescheduled for 840305 
C0UNS1L.W G Connecticut Yankee Atomic Power Co C0UN81L.W G 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

CDUN3IL.W G Northeast Utilities A03610 04/02/24 EISENHUT, DG 

Division of Licensing, 2pp 22372 196 24X Fiche 30-336,84/02/24, 

B403090272 


04O312OOO4 Reevaluates response to NUREG-0737, Item 111 D 3 4, "Control 
Room Habitability." based on PRA technique for onsite it 
offsite source* App R mods will assure adequate smoke 
detection in control room 

HUK1LL.H D General Public Utilities - GPU Service Corp 
3211-84-103 6 84 /03/02 STOLZ.U F Operating Reactors Branch 4 

2p p 22306 306 24 X Fiche 50-209,84/03/02,8403120004 
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8403120042 "Annual Kept -of Facility Ch anges. T<* t &. Ex p cr 1 men t * t Safety 
& Relief Waive Failure* L Ch a 1 lens es , 1 9B3 " W/84030-1 ltr 
MINECK.D U Iowa Electric Light L Power Co DAEC-B4-129 83/12/31 

KEPPIER, J 0 Region 3, Office of Director 73pp 22591 149 24X 

Fiche 50-331. B3/1B/3I. B403120042 


340312005"? Forward* result* of safety evaluation of NLREQ-Q737, I tern 
II K 3 IB concluding that eliminating high drywell pressure 
permissive could increase severity of lost of feedwater 
transient by actuating automatic depressor 1 lati on sys 
MANGAN, C V Niagara Mohawk Power Corp 84/03/06 VASSALLO, D D 
Operating Reactors Branch 2 3pp 2.2586 2B5 24X 

Fiche 50-220.64703706, B 403 1 2 0059 


3403 1 2000 1 Forward* safety evaluation re Sections 5 1-1 S. 9 3 of 
NUREG-0612, "Control of Heavy Loads at Nuclear Power 
Plants “ Guidelines satisfied Phase 1 acceptable 
JOHNSON, E H Region 4, Office of Director 84703706 LEE, 0 11 
Public Service Co of Colorado Spp 22590 163 24X 

Fiche - 50-267. 64/03/06, B4 031 2008! 


— 8403120036 Safety evaluation re NUREG-0612, "Control of Heavy Loads, “ 
Phase I Guideline* satisfied 

* NRC - No Detailed Affiliation Given 34/03/06 2pp 
22390 170 24X Fiche 90-267,84/03/06,8403120031 


- -9402230725 EQG-HS-6294 R03 

"Control of Heavy Loads at Nuclear Power Plants, Fort St 
Vraln Nuclear Generating Station, Phase I, “ technical 
evaluation rept 

STICKLEY. T H EG6G, Inc FfN A-6457 84/01/31 NRC - No 

Detailed Affiliation Given 27pp 22590 172. BAH 
Fiche 50-267.64/03/06,8403120081 


B40312O1 30 Comments on NUREG-0737, Item II 3 1. "RCS Vent* “ Six listed 
items comp 1 eted. per 030903 9ER RCS vant sys solenoid valves 
not susceptible to common mode failure No corrective action 
necessary 

HE8TAFER, G rt Florida Power Corp 3F0334-O4 84/03/07 8TOLZ, J F 

Operating Reactors Branch 4 3pp 2253B 202 24X 

Fiche 50-302,84/03/07,8403120130 


0403120157 Advises that.dua to delays in delivery S< installation of 
auxiliary safety instrumentation panels (ASIPs ). instal lation 
of six accident monitors addressed in NUREG-0737, Items 
II F J 1 through II F i 6 Will not be completed by 340630 
FAY, C W Wisconsin Electric Power Co 84/03/09 DENTON, H R 

Office of Nuclear Reactor Regulation. Director MILLER. J R 
Operating Reactors Branch 3 3p p 225B6 250 24X 

Fiche 50-266,04/03/05, B4031201 57 


0403120179 Forwards info supporting util position that implementation 
of addl insp criteria provides no addl increase in safety, 
per SER (N0REO-0847I 

MILLS, L M Tennessee Valley Authority B4/03/07 ADENSAM, E 
Licensing Branch 4. 3pp 22590 205 24X Fiche 50-390,84/03/07. 

B403120 1 79 


3403120183 Forwards application for amend to License DPft-40, revising 
Tech Specs to add limiting conditions for operation, 
survei i 1 aqce requirements !< administrative requirements, per 
NUREG-0737 

a LeDoeuf, Lamb, Lelby U MacRae. * Omaha Public Power District 
04/03/09 DENTON, H Office of Nuclear Reactor Regulation. Director 
3pp 22365200 24X Fiche 50-285,84/03/09,8403120133 


— 8403120192 Application for amend to License DPR-40, revi sing Tech Specs 
to add limiting conditions for operation, survi i 1 lane e 
requirements 6 administrative requirements, per NUREG-0737 
JONES, W C Omaha Public Power District 04/03/OB Spp 
22585 203 24 X F 1 C h e: 50-28 3, B4/03/09. B403 1201B3 


— 8403120195 Proposed Tech Specs re limiting conditions for operation, 
surveillance requirements b administrative requirements 
* Omaha Public Power District 34/03/09. Hpp 22585 205 24X 

Fiche' 50-235.84/03/09,8403120183 


8403120106 Requests that NUREG-0737, 1 1 em 1 1 E 4 2 re containment 
pressure setpoint be closed in next SSER. Faci 1 1 ty will 
employ 17 i psia setpoint, per Tech Specs, 

COOK, K W Louisiana Power L Light Co W3P84-0602 84/03/03 

KNIGHTON, G W Licensing Branch 3 lp 22583 001 24X 

Fiche 50-3G2, B4/03/05, 8403120186 


8403120302 Requests remittal of Class III fee for review of 840123 
application for Tech Spec changes re NUREG-0737 
requirements 

DIGGS, R M License Fee Management Branch 84/03/01 RODRIGUEZ, R J 1 
Sacramento Municipal Utility District lp 22596 360 24X 

FI the 50-312,84/03/01.8403120302 


0403120339 Forwards order confirming util commitments to Implement 
post-TMI -related items set forth in Suppl 1 to NUREG-0737, 
"Requirements for Emergency Response Capability " Order 
based on util B21217 response to Qrneric Ltr 02-33 
3T0LZ, J F Operating Reactors Branch 4 GL -82-33. 04/02/21 

RODRIGUEZ, R J Sacramento Municipal Utility District Spp. 
22615 320 24X Fiche 50-312,04/02/21,8403120339 


— 0403120342 Order confirming licensee commitments on emergency response 
capab i 1 i ty i per Suppl i to NUREG-0737, 

EISENHUT, D 0. Division of Licensing 84/02/21 Sacramento 
Municipal Utility District 6pp 22615 323 24X 

Fiche 50-312.84/02/21,8403120339 


8403120354 Forward* order confirming licensee commitments to implement 
p ost-TMI-related item* set forth in Suppl 1 to NUREG-0737, 
"Requirements for Emergency Response Capability." Order 
based on util responses to 821213 Generic Ltr 02-33 
9T0LZ, J F, Operating Reactors Branch 4 OL-92-33 84/02/21. 

WTLCUS, W 8 Florida Power Corp 3pp 22619-329 24X 

Fiche 50-302, B4/02/21, 0403120354. 


— B403120359 Order confirming licensee commitments on emergency respam* 
capab 1 1 ity , per Buppl 1 to NUREO-0737, 

E18ENHUT, D. G. Division of Licensing 04/02/21 Florida Power 
Corp 6pp. 22615 332 24X Fi che: 50-302, 04/02/21, 04031 20354. 


8403120379 Forwards rept of results Df in-progress audit for facility 
detailed control room design review per Suppl 1 to 
NUREG-0737 conducted on 031212-16 

MILLER, JR Operating Reactor* Branch 3 04/02/29. WITHERS, B. D 

Portland General Electric Co 73pp. 22619' 006 24X 

Fiche 50-344.84/02/29,0403120379 


8403130007 Forwards response to Generic Ltr 83-36 re NUREO-0737 Tech 
Specs , 

MILLS, L M Tennessee Valley Authority OL-03-36 04/03/07 

DENTON, H R Office of Nuclear Raactor Regulation, Director SPP. 
22613. 349 24X Fiche. 50-259, 84/03/07, 0403130007 


8403130097 Comments on DE0 <NURE0-1026) for facility D£s does 
not completely describe fuel cycle impact It should contain 
statement re ran## of nonfatal cancer Injuries It birth 
defects induced by fuel cycle Rn-222 

DOHERTY, J F. Doherty, J F. 34/03/07 STEVENS, J A Division of 
Licensing 2pp 22601 117. 24X Fiche. 80-456, 04/03/07, 0403130057. 


8403130066 Advises that request to revise Tech Specs to provide 
requirements for overtime limits L reporting of relief l< 
safety valve failures will be submitted par Generic Ltr 
02-16 < NUREG-0737) by 040515 

WILLIAMS, J W Florida Power It Light Co. QL-02-I6 84/03/00 

MILLER, J R. Operating Reactors Branch 3. lp 22601' 252 24X 

Fiche 50-335,84/03/00,8403130066 


8403130155 Advises that state t< local plan* It preparedness for 
radiological emergencies adequate Approval conditional on 
FEMA verification of adequacy of alerting It notification 
sys, per App 3 of Rev 1 to NURE0-0654/FEMA-REP-1. 

SPECK, 8 W Federal Emergency Management Agency. 04/03/02 
DIRCK8, W J Office of the Executive Director for Operations 2pp 
22608 229 24X Fi ch e. 30-254, 84/03/02. 84031 301 55 


8403130185 Discusses evaluation of State of IL 6, local plans It 
preparedness for facilities Plant adequate to protect health 
>< safety of public Approval of public alert notification sys 
conditional on verification of criteria of NURE0-0654, 

SPECK, S W Federal Emergency Management Agency. 84/03/02 
D1RCKS, W, J Office of the Executive Director for Operations lp 
22613 316 24 X Fiche 50-295.84/03/02.8403130108 


8403130190 Forwards response to NRC 801222 request for review of 
control* f Dr handling heavy loads, a* committed to In 030009 
ltr, Response to items in Section 2 1 of 801222 ltr also 
end, 

BOOKER, j E Gulf Statas Utilities Co. RBO-17160. 04/03/01. 

DENTON, H R. Office of Nuclear Reactor Regulation, Director 63pp 
22606 063. 24X FI c he: 50-458, 04/03/01 . 04031301 90. 


8403130194 Responds to NRC comments on detailed control room design 
review program plan, per 831223 ltr Control room Inventory 
requirements will be satlsf 1 ed, per Suppl 1 to NUREO-0737 It 
Generic Ltr B3-10 during Apr 1904 task analysis review 
EDELMAN.M R Cleveland Electric Illuminating Co PV-cEI/NRR-0095. 
84/02/29 YOUNGBLOOD, B. J Licensing Branch 1. 7pp. 22617:300. 
24 X Firh# 50-440,04/02/29,0403130194. 


8403130199 Forwards info in response to NRC 020630 ltr re NUREG-0737, 
Item 11. B. 3, "Post-Accident Sampling Sys," M/three overall* 
drawings Aperture cards are available in FOR. 

FIEDLER, P, B. General Public Utilities - GPU Service Corp. 04/03/06 
CRUTCHFIELD, D Operating Reactor* Branch 9 35pp. 22600' 246 24X 

FI the' 30-219,84/03/06,8403130199. 
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840313022? Forwards Info re shift e xp er i *nc e, p er DF Schnell 040301 
ItT Si SER (NVREG-0892) Licensed tlassroom training S< exam 
conducted 

BDRENBEN, 0 C Washington Public Power Supply System 002-84-12? 
04/03/0? DENTON i H R Office of Nuclear Reactor Regulation! 

Director 7pp P260B 331 24X Fiche 30-397, 94/03/0?, 04031 30227 


9403130234 Disagrees w/util B40209 1 tr concluding that no Tech Spec 
revs required to finalize NUREG-0737 items presented in 
Generic Ltrs 03-36 6 83—37 Changes needed for conformance 
to NUREG-0737 end Commitments requested within 20 days 
JOHNSON, E H Region 4, Office of Director GL-83-36 B4/O3/O0 

LEEiO R Public Service Co of Colorado 3pp 22617 263 24X 

Fiche: 30-267.84/03/08, B403130234 


S4031302B7 Requests ezemption from 10CFR30 44< c ) < 1 i ) (B>, spec if y lng 
requirements for containment penetrations designated for use 
as poet-accident hydrogen rec omb iner , by 040405 
KAY, J A Yankee Atomic Electric Co FYR 04-31 84/03/06 

CRUTCHFIELD, D Operating Reactors Branch 3 3pp 22614 146 24X 

Fiche 30-02?, B4/03/06, 8403130207 


9403130290 Forwards response to Section 4.4 of NUREG -0827, SEP Topic 
n-3 C, "Safety-Related water Supply (UHS) “ Submittal of 
applicable Tech Spec changes rescheduled for 640401 
LINDER. F Dairyland Power Cooperative LAC-?627 B4/O3/O0 

CRUTCHFI ELD, D Operating Reactors Branch 5 Spp 22608 034 24X 

Fiche’ 30-40?, 04/O3/OB, 04O313O2?O 


0403130293 Provides implementation ltr rept for reactor vessel level 
instrumentation sys, per NRC B40U6 ltr & TMI Action Item 
II F 2. Requests NRC approve use of Installed reactor vessel 
level instrumentation based on previous acceptance 
STEWART. W L Virginia Electric J, Power Co 047A 84/03/07 

DENTON. H R. Office of Nuclear Reactor Regulation. Director 
EIBENHUT, D 0 Division of Licensing 3pp 22607 360 24X 

Fiche 30-330, B4/03/07, 04O313O29S 


9403130340 Forwards offsite dose calculation manual, per proposed 
radiological effluent Tech Spec dtd 940201 Response to 
Franklin Research Ctr comments re B30301 offsite dose 
calculation manual also end 

LEMPGES, T E Niagara Mohawk Power Corp 04/03/07 VAS5ALL0. D B 
Operating Reactors Branch 2 6pp 22607 134 24X 

Fiche 50-220, 04/03/07, B403130340 


— 8403130349 “Offsite Dose Calculation Manual " 

a Niagara Mohawk Power Corp 04/03/01 03pp 226Q7 160 24X 

Fiche’ 50-220, 04/03/07, 8403130340 


9403130353 Documents present resolution of SER open items t, 
deficiencies noted in Franklin Research Ctr technical 
evaluation rept re environ qualification of safety-related 
electrical equipment 

RYBAK, H Commonwealth Edison Co 6121N 04/02/29 DENTON, H R 

Office of Nuclear Reactor Regulation. Director 40pp 22617 000 
24 X Fiche 50-254,04/02/29,8403130333 


9403130306 Forward* response to 040112 request for addl info re 
NUREC-0737, Item II B 3r “Post-Accident Sampling Bys “ 

Emergency Procedure EPP-9. "Determination of CoTe Damage 
Under Accident Conditions" also end 

MANGA N, C. V Niagara Mohawk Power Corp 04/03/00 VABBALLQ, D B 

Operating Reactors Branch 2 13pp 22605 010 24X 

Fiche. 30-220, B4V03/OB, 0403130306 


8403130490 Advises Df effort to determine effect of dead leg piping 
extending into secondary containment, per NURE8-0737. Item 
II. B 2 fc util 030916 ltr re environ qualification of 
safety-related equipment. 

SORENSENiG C Washington Public Power Supply System QD2-B4-1 12 
04/03/05. 8CHWENCER.A Licensing Branch 2 2pp 22613.214 24X 

Fiche. 80-397, 04/03/05, B4031304BO 


0403130496 Forwards addl info re Generic Ltr 82-33. "Suppl 1 to NUREG- 
0737 - Requirement* for Emergency Response Capability “ 

Info suppls emergency operating procedures generation 
package submitted B30831. 

BOOKER, J.E, Gulf Stetes Utilities Co. RBG-17137 04/02/27 

DENTON, H R office of Nuclear Reactor Regulation, Director, 4pp 
22614’ 009. 24X Fiche: 50-458, B4/02/27. 0403130406 


0403130496 Forwards eommsnt* on 830930 detailed control room design 
review program plan per Buppl 1 to NUREG-0737 Specific areas 
of plan not dascribad in enough detail to ensure that plan 
will meet requirements In— progress audit suggested 
VAS9ALL0, DB. Operating Reactors Branch 2 84/02/22 RHODE, 0 K 

Niagara Mohawk Power Corp 13pp 2261? 34B. 24X 

Fiche 50-220,04/02/22,0403130496 


B403140001 Forwards comments on DES (NUREG-1026) Comments submitted for 
consideration by Commission per 10CFR51 

MCDONOUGH, C L Cpmmanwea J tb Edison Co 4342E 84/03/12? 

Division of Licensing 13pp 22633 2Si 24X Fiche 50-436,94/03/12. 
8403140001 


840314001? Clarifies Sept 1903 draft technical evaluation rept of Phase 
II submittal of control of heavy loads, per 840J09 telcon 
Safe load paths for reactor bldg closed loop cooling water 
pumps revised 

MCCAFFREY, B R Long Island Lighting Co SNRC-1012 04/03/05 

DENTON, H R Office of Nuclear Reactor Regulation, Director 4pp 
22633 218 24X Fiche 50-322,04/03/03,8403140019 


S403I40040 Comments of JF Doherty on 0E9 (NUREG-1026) Statement must 
clarify if, in analysis of environ impacts of postulated 
accidents, any credit given for applicant compliance u/any 
TMI-related requirements Related correspondence 
DOHERTY, J F Affiliation Not Assigned 04/03/07 STEVENS, J A 
Division of Licensing 2pp 22633 120 24X Fiche 50-456,84/03/07. 

0403140040 


0403140105 Forwards SER on NUREG-0737, Item II D 1 re performance 
testing of BWR relief b safety valves Item satisfactorily 
resolved 

VAS9ALL0, D B Operating Reactors Branch 2 84/02/24 MUSOLF, D M 

Northern States Power Co 17pp 22630 004 24X 

Fiche 50-263, 84/02/24. 8403140185 


8403140191 Forwards technical guidelines required by MIREG-0737. 
Suppl 1, including guidance on station blackout conditions 
(Unresolved Safety Issue A-44>,to be considered as response 
to Generic Ltr 81-04 

COOK, K W Louisiana Power It Light Co W3P04-O494 84/03/03 

KNIGHTON, 0 N Licensing Branch 3 337pp 22621 001 24 X 

Fiche 50-382,04/03/03,0403140191 


B40314O197 Forwards draft SER (NURE0-1057) re operation Proposed 
schedule for submittal of written response to open Items 
should be provided by 040330 

KNIGHTON, G W Licensing Branch 3 B4/03/01 WDdLEVER.E J 

Duquesre Light Co 3llpp 22636 001 34X Fiche 30-412, 04/03/01, 

8403140197 


0403140236 Forwards order confirming licensee commitments on emergency 
response capability 

VASSALLQ, D B Operating Reactors Branch 2 04/02/22 UTLEY, E E 

Carolina Power & Light Co 2pp 22636 333 24X 

Fiche 50-324,04/02/22,8403140236 


— B403140239 Order confirming licensee commitment on emergency response 
capability per Generic Ltr 82-33 (Buppl 1 to NUREG-0737) 

EISENHUT. D G Division oP Licensing GL-B2-33 04/02/22 

Carolina Power S, Light Co 5pp 22636 335 24X 

Fiche 30-324,84/02/22, 0403140236 


0403140246 Forwards comments on detailed control room design review 
program plan per Suppl j to NUREG-0737 specific areas of 
plan not described in enough detail to provide assurance 
that applicable requirements will be met 

VA5SALL0, □ D Operating Reactors Branch 2 34/02/22 BAYNC, J P 

Fower Authority of the State of New York 10pp 22636 3 4 3 24X 

Fiche 50-333,04/02/22.8403140246 


8403140252 Forwaids order confirming licensee 930415,0711 i, SB I, 1230 
commitments to comply w/Supp 1 1 to NUREG-0737 re emergency 
response capability 

VASSALLO.D B Operating Reactors Branch 2 04/02/22 PILANT. JM 

Nebraska Public Power District 2pp 22636 332 24X 

Fiche 50-290, B4/Q2/22, 0403140252 


— 8403140256 Order confirming licensee commitments to comply w/Suppl 1 
to NUREG-0737 (Generic Ltr 82-33) re emergency response 
capab il ity 

CJSCNHUT. D G Division of Licensing GL-02-33 84/02/22 

Nebraska public Power District 6pp 22636 334 24X 

Fiche 30-298, B4/02/22, 8403140252 


B40314O2B5 Informs that onsite it offsite emergency preparedness 
adequate & emergency plans upgraded per NUREG-0737, 

Item III A 2 I Reasonable assurance exists that prompt 
protective measures will be taken to protect public 
VASSALLO.D B Operating Reactors Branch 2 B4/02/22 SINCLAIR. J B 

Vermont Yankee Nuclear Power Corp 3pp 2263* 320 S4X 
Fiche 50-271.84/02/22,8403140203 


0403140288 Forwards SSER re Till Action Plan Items IClhl C 0 of SER 
Confirmatory Issue 5 concerning guidance for evaluation h 
development of procedures for transients !< accidents 
YOUNGBLOOD. B J Licensing Branch 1 GL-02-33 84/03/06 GARY, R J 

Texas Utilities electric Co (formerly Texas Utilities Generating 
Co > 6pp 22636 312 24X Fiche 30-445.04/03/06,9403140298 
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04031-40293 Pro vjd«t clarification of NRC favorable findings re SER 
Confirmatory Issue 11 for THI Action Plan Item I G 1 Util 
should either commit to perform natura 1 circulation boron 
ailing test or ref boron Mining test at Diablo Canyon 
YOUNCELOOD B U Licensing Branch 1 84/03/06 GARY, R J Texas 

Utilities Electric Co {formerly Teias Utilities Generating Co > 
3pp 22635 3J3 24X Flche 50-445.84/03/06,8403140273 


84031S0243 Forwards order confirming commitment* to implement 
pnst-THI-related item* set forth in Suppl 1 to NI/RE8-0737, 
"Requirement* for Emergency Response Capability," based on 
util 821217 response to Generic Ltr 82-33 

STPLZ, JF Operating Reactors Branch 4 QL-B2-33 84/02/31 

CROUSE, R P Toledo Edison Co lp 2264? 001 24X 

Flche 50-346,04/02/21,8403150243 


0403140299 Foruards request for add! info re control of heavy loads 
Response requested within 60 days 

MILLER, J R Operating Reactors Branch 3 84/03/06 GRIFFIN, J M 

Arlansas Power i, Light Co 2pp 22635 327 24X 

Flche 50-313 84/03/06.840314029? 


— 8403150246 Forwards order confirming licensee commitments re amergn 
response capability for transmittal to Ofc of FR for 
publ icatlon 

* Operating Reactors Branch 4 0L-B2-33 84/02/21 Docketir 

it Services Branch Bpp 2264? 002 24X Fiche 50-346,04/03/31, 

0403)50243 


□403150040 Forwards request for add! info to support conclusions re 
current design codes 6 criteria b load combinations in 
020002 ltr per Integrated plant safety assessment rept 
{NUREO-O023) 

CRUTCHFIELD. D Operating Reactor* Branch 5 LS05-S4-03-010 

B4/03/09 FARRAR, 0 L Commonwealth Edison Co Bpp 22643 004 
24X Fiche 50-237, 64/03/0?, 8403150040 


— 0403150250 Order confirming licensee commitments on emergency respt 
capability, per requirements set forth in Suppl 1 to 
NUREG-0737, "Requirements for Emergency Response 
Capability " 

E I SENHUT , 0 0 Division of Licensing 0L-B2-33 84/02/21 

Toledo Edison Co 6pp 2264? 003 24X Fiche 50-346, 84/02/31, 

8403150243 


□403150050 UUREC -0020 VO0 NOI 

LICENSED OPERATING REACTORS STATUS SUMMARY REPORT Data As Of 
December 31,1903 IGrey Bool) 

♦ Management Information Branch 84/02/2? 3?6pp 22647 001 


84031500?2 Foruards results of in-progress audit of detailed control 
rooa design review Util pursuing course of review which NRC 
believes will satisfy requirements of Suppl 1 to NUREG-0737 
CRUTCHFIELD. D Operating Reactors Branch 5 L 50 5-84 -03-0 1 6 
04/03/14 FARRAR, D L Commonwealth Edison Co 1 i p p 22643 002 

24X Flche 50-237. 04/03/ 14. 8403150072 


8403150146 Forwards IE lnsp Rept 50-2B6/B4-02 on 840116-0215 t, notice 
of violation 

5TARDSTECKI. R Division of Project i Resident Programs 84/03/01 
BRONS. J C Power Authority of the State of New York 2pp 
22643 027 24X Flche 50-286,84/03/01,0403150146 


■8403150166 IE lnsp Rept 50-2B6/S4-02 on 040116-0215 Violation noted RHR 
sys changes not delineated on sy* print or sys checkoff lilt 
b safety evaluation not performed 

KENNY, T J , HOSSBACH, L W Region 1. Office of Director 
NQRRHDLM, L Division of Engineering b Technical Programs 
1EB-79-15 84/02/22 13pp 22643 030 24X Fiche 50-286, 

□4/03/01, 8403150146 


0403150175 R1L-139 

Research Info Ltr 13? provides appraisal of U dioxide fuel 
oildation phenomena 6 potential impacts on transportati on of 
irradiated power reactor fuel assemblies Potential for 
occupational exposures during unloading major impact 
NINQGUE.R B Office of Nuclear Regulatory Research. Director 
84/03/05 DAVIS, J 0 Office of Nuclear Material Safety 4, 
Safeguards. Director 31pp 22646 311 


B40315017S Forwards FR notice of eitension of comment period for DES 
(NUREG-1033) to B40312. per B40I30 ltr 

KNIGHTON, G w Licensing Branch 3 84/02/27 HIR5CH, A 
Environmental Protection Agency 7pp 22662 02B 24X 
Fiche 50-508, 84/02/27. B403I 50198 


•-B402290440 Notice of eitension of comment period 
to 040312 

KNIGHTON. 0 W Licensing Branch 3 84/02/24 

Fiche 50-508.84/02/27,8403150198 


for DEB (NUREG-1033) 
lp 22662 035 24X 


B40315021 1 NUREG-0BB5 103 

US NUCLEAR REGULATORY COMMISSION POLICY AND PLANNING 
GUIDANCE 1984 

22662*?39’ ,0ner * B4/0l/3 ‘ 23 PP Available at NRC «3 00 


B403160020 Informs that facility will employ 17 1 psld setpoint for 
containment Isolation as reflected In current draft Tech 
Specs, per Item II E 4 2 of NUREO-0737 Item should be closed 
in nest SEER 

COOKrK W Louisiana Power 6 Light Co W3PS4-0619. 04/03/12, 

KNIGHTON, 0 W Licensing Branch 3 2pp 22653 391 24X 

Fiche 50-382, B4/03/12, B403160020 


B4031600B6 Notifies that Natl Ctr for Devices 8, Radiological Health h 
no comment re postulated plant accidents described in DES 
(NUREO-0974) 

V1LLF0RTH, J C Food b Drug Administration 84/02/10. BCHWENCERxA 
Licensing Branch 2 ip 22694 346 24X Flche: 90-352, 04/02/10, 

8403160026 


B4031600BO Submits addl Info on Generic Ltr 82-33 schedule requlremen 
for emergency response capab i 1 it i e *. Vendor of new computer 
sys requested 1-yr delay to dune 19B5 for de J ivery. affecting 
scheduler commitments made to MIC 

FAY, C W Wisconsin Electric Power Co GL-B2-33. 84/03/OB 

DENTON, H R Office of Nuclear Reactor Regulation, Director 4pp. 
22692 327 24X Fiche 50-266, 84/03/08, B4031 600B0 


8403160214 Forwards IE lnsp Rapt* 50-390/83-56 Si 50-371/B3-44 on 
B31 225-8401 20 No violations or deviations identified 
VERREl L I , D M Division of Project S, Resident Programs 84/02/17 
PARRIS, H G Tennessee Valley Authority 2pp 22661 067 24X 

Fiche 50-390, B4/02/17, 8403160214 


-8403160222 IE lnsp Flepts 50-390/83-56 S< 50-391/B3-44 on 831225-B401! 
Nn violation or deviations identified Major areas inspected' 
action on previous enforcement matters t< lnsp i terns, f ol 1 owup 
on licensee Identified Items b verification of as-built*. 
BHYMLOCK.M B , SWAN, W 8 , HOLLAND, W E, Region 2, Office of 
Director 50-391/83-44 B4/02/16 ?p p 22661-069. B4X 

Fiche 50-390, 84/02/17, 0403160214 


uTUiiiovcg/ r u rwarfl 6 1 b 




MTUX WVI Vf KVW , 


VERRELLI,d M Division of Project b Resident Program*. 84/02/27. 
PARRIS, H Q Tennessee Valley Authority 2pp 22 660' 315 24X 

Fiche 50-390, 04/02/27, B403160237 


” 7 , r ”«■ u-ruiju-ueuu NO ’ 

deviations noted. Major areas inspected const status b 
as-built conf Iguration for radioactive resin transfir 
preop era t Iona 1 testing of radwaste sys 
HQSEY, C M Region 2, Office of Director BARR, K P. 
Engineering b Operational Program*. 84/02/23 Bpp 
24X Tiche 50-390, B4/02/ 27, 8403160237 


sys Si 

Division of 
22660: 317. 


B403ISD2J-4 NUREG/CR-3605 

EVALUATION OF NUCLEAR FACILITY DECOMMISSIONING PROJECTS 

Summary Report - Plum Brool Reactor Facility 

“25Sw;S M ’ ” ILLER ’ R L t «»“•* Nuclear C D % FIN B-756B 

NRC 25 2«49°S52 Available at 

jo 22649 052 24X Fiche 50-030,84/02/29,6403130214 

0403150219 NUREG/CR-3422 V02 

F t? D -° 121 

52»t 22662 067 ivision of Accident Evaluation 


7 V I H,w “ 4 f • , 'TMim»ni Hriva or it 

correct violation* not*d in IE Inap Rapt 50^261 /BI3-35, 

Implementation of corrective action* will be examined during 
future insps. * 

utmIv'p E E ivl ?) on “ f f’T'ojtct b Resident Programs 04/02/29. 

UTLEY# E E Carolina Power & Light Co lp 2 36 AO* 29? 24X 

Fiche 50-261,04/02/2918403160249 

-8403160262 Responds to NRC B4011B ltr re violations noted In IE lnsp 

PE? .oS'wtn^' 33 C ? pr ”* lv « action * Procure E lF " f 

, revised to implement recommendation* of IE 

Info Notice 83-20 It NURE0-0654 

E Carolina Power b Light Co, 1EIN-83-2B B4/02/17 

0 REILLY, J P Region 2, Office of Director 3pp. 22660 300 24 

Fiche 50-261,84/02/29, 8403160249 PP 0 300 24 
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— 84031*0300 IE Insp Rept 50-261/B3-35 on 831205-09 Violation noted IE 
Info Notice 83-28 guidance not incorporated into Emergency 
Procedure PEP-105. "Emergency Control - General Emergency " 
8T0DDART, P G Region 2. Office of Director JENKINS. 0 R 
Division of Emergency Preparedness h Materials Safety IEIN-83-2B 
04/01/11 7pp 226*0 303 24X Flche 50-261,04/02/29,84031*0249 


84031602*4 Forwards IE Insp Repts 50-335/03-42 t, 30-3B9/B3-70 on 
831101-1210 No violations or deviations noted 

DANCE, H C Division of Project b Resident Programs B4/02/24 
WILLIAMS, J W Florida Power & Light Co 2pp 22**0 335 24X 

Fiche 50-335,84/02/24,0403160264 


— 0403160260 IE Insp Repts 50-335/83-42 & 50-309/03-70 on 031111-1210 No 
violations or deviations noted Major areas inspected maint & 
surveillance ob servat ion, p lant operations, LERs fc IE info 
notic e« 

BIBB, H E Region 2, Office of Director ELROD, S A Division of 
Project !< Resident Programs 50-309/83-70 84/02/23 lOpp 

226*0 337 24X Flche 30-335.04/02/24.84031*02*4 


84031*0338 Ack receipt of 840206 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/B3-32 I. 
50-366/83-34 

DANCE, H. C Division of Project 6 Resident Programs 84/03/09 

KELLY. R J Georgia Power Co ip 22*60 015 24X 

Fiche 50-321,84/03/09.8403160338 


— 84031*0365 Notice of deviation from insp on 831114-18 

* Region 2, Office of Director 50-366/83-34 84/01/0* lp 

22**0 020 24X Fiche 50-321,04/03/09.84031*0338 


--84031 60372 IE Insp Repts 50-321/83-32 6 50-366/83-34 on 831114-18 
Deviation noted failure to electronically calibr high range 
dryuell radiation monitors, per NUREG-0737, I tern II F 1 
WRAY, J R Region 2, Office of Director BARR, K P Division of 
Engineering t, Operational Programs 30-366/83-34 84/01/04 7pp 

22*60 021 24X Flche 50-321, B4/03/09, B40316033B 


8403190008 Submits mod to agenda for CRGR Meeting 45 on 630817 in 
Betheeda.HD to discuss NURE0-0737, Supp 1 1 control roam 
design review fc NRR study of electromagnetic pulse 
BTELLO, V Committee to Review Generic Requirements 03/00/15 
MATTSON, R J Division of Systems Integration (post 811005) 

JORDAN. E. L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety 6 
Be feguard s. Director 2pp 22*64 3*1 


0403190009 Notifies of CROR Meeting 58 on 840315 to discuss 
proposed NUREG-0801, “Evaluation Criteria for Detailed 
Control Room Design Review “ 

8TELL0. V. Committee to Review Generic Requirements B4/03/02 
MATTSON. R J Division of Systems Integration (post 81 10051, 

JORDAN. E L Director's Office, Dffice of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety & 

8a feguard*. Director lp 22665' 352 


0403 1 9001 B Forwards Calvert Cliffs Instruction CCI-310, “Emergency 
Operating Procedure Writers Guide. " Implementation 
sch edul », val idation verification plan 6 training plan pBr 
Supp I 1 to NURE0-0737 

LUNDVALL, A E Baltimore Gas 6 Electric Co B4/03/14 MILLER, J R 
Operating Reactors Branch 3 5pp 22**6 001 24X 

Fiche- 50—317, S4/03/14, 8403190018 


0403190029 Notifies of CROR Meeting 37 on 640213 to discuss 
proposed NUREG-0801, “Evaluation Criteria for Detailed 
Control Room Design Review" (, NUREG-0B33, “Human FaetDrB 
Review Guidelines for Safety Parameter Display Sys “ 

STELLD, V Committee to Review Oeneric Requirements B4/02/07 
MATTSON, R J Division of Systems Integration (post 0110051. 

JORDAN. E. L Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety 6 
Safeguard*, Director lp 22**5 3*2 


0403190031 Notifies of CROR Meeting 44 on B30B02 in Bethesda.MD to 
discuss NUREO-0978, re behavior of BWR Mark III containment 6 
commission paper re integrated safety assessment program 
BTELLO, V Committee to Review Generic Requirements 83/07/22 
MATTSON, R, J. Division of Systems Integration (post 811005) 

JORDAN, E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R, E. Division of Fuel Cycle 6 Material Safety Spp 
226*6. 1 13 


0403190046 Informs that util postponed ultrasonic test/lnsp of safe- 
endinoiili bore (. blend regions of feedwater noztle per 
NUREO-061 9, due to installation of law flaw feedwater 
c ontr ol lsr 

COUNSIL.R, 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities). C0UN8IL, W 0 Northeast Utilities DUOS* B4/03/05 
CRUTCHFIELD, D Operating Reactors Branch 5 2 pp 22666 251 24X 

Fiche: 50-245, 84/03/05, B403190048 


8403190052 Informs that local emergency operations facilities at North 
Anna tc Surry Power Stations will be functiona 1 , except far 
data c ommun l c ot i ons & display, by 850731, per NUF1EG-0737. Sup p 1 
1 

STEWART, W L Virginia Electric J. Power Co 137 84/03/14 

DENTON. H R Office of Nuclear Reactor Regulation, Director 2pp 
22666 173 24X Fiche 50-000, 84/03/ 1 4, 04031 90052 


8403190055 NUREG/CR-364 5 

A GUIDE TO LITERATURE RELEVANT TO THE ORGANIZATION AND 
ADMINISTRATION OF NUCLEAR POWER PLANTS 

SOMMERS, P Battel le Human Affairs Research Center* * Battel le 
Memorial Institute, Pacific Northwest Laboratories FIN B-2360 
PNL-49G6 84/02/29 Division of Health. Siting & Waste 

Management 656pp 3 2670 001 


8403190056 Responds to constituent RE Burk* 840123 request for info r* 
accident Forwards "Population Dose fc Health Impact of 
Accident at TMI Station," (NUREG-O5S0) W/o end 
D1RCKS, W J Office of the Executive Director for Operations 
04/03/05 HEFLIN, H Senate 3pp 22681 317 24X 

Fiche 50-320,64/03/05,8403190056 


8403190073 Forwards questions for FEMA witnesses to asiist in 
preparation of testimony on offsite emergency planning 
contentions All testimony will be required to be Filed 
on 84040* & 09 Hearing will commence on 840424 W/o end 
MCGURREN.H J Hearing Branch 3 04/03/15 PERRY. S Federal 

Emergency Management Agency ip 22*6* 135 24X 

Fiche 50-413,04/03/15.8403190073 


8403190170 Forwards safety evaluation approving util response to 
NUREG-0737, Item II K 3 44, “Evaluation of Anticipated 
Transients W/Binglo Failure to Verify No Fuel Failure " 

Issue resolved 

CRUTCHF IELD, D Operating Reactors Branch 5 L6O5-B4-03-OB0 

84/03/15 VANDEWALLE. D J Consumers Power Co App 22*71 1*7 
24X Fiche 50-155.84/03/15,0403190178 


8403190251 Submits agenda mod* For CRGR Meeting 55 on B40125 re 
proposed IE bulletin on GE HFA relays !< NUREG-OBOi on 
criteria for detailed control room design 

STELLO, V Regional Operations t< Generic Requirements B4/01/31 
MATTSON, R J Office of Nuclear Reactor Regulation, Director 
JORDAN. E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety h 
Safeguards, Director ip 22672 270 


— 840319025* Notifies of CRGR Meeting 55 on 940125 In Bethesda.MD to 
discuss draft IE bulletin, “Failure of GE Type HFA Relays in 
Use in Class IE Safety 8y*. “ NUREG-0801 & NUREG-0835 
STELLO. V Regional Operations Si Generic Requirements 04/01/09 
MATTSON. R J Office of Nuclear Reactor Regulation, Director 
JORDAN, E L Director's Office, Office of Inspection and 
Enforcement CUNNINGHAM. R E Office of Nuclear Material Safety l< 
9a Peg uard*. Di fbc tor 2pp 22672 271 


8403190250 Ack receipt of 040214 ltr informing NRC of itep* taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Rept 50-286/81-05 

MARTIN, T T Division of Engineering t< Technical Programs 04/03/13 

BR0N3, J C Power Authority of the State of New York 2pp 

22672 221 24X Fiche 50-206,04/03/13,8403190250 


— 8403190265 Responds to NRC 011119 ltr re violations noted in IE 
Emergency Preparedness Appraisal Rept 50-206/81-05 
Corrective ac tions. post-acc ldent instrumentation b sampling 
requirements per NUREG-0737 ti Reg Guide i 97 implemented 
DRDN3, J C Fewer Authority of the State of New York B4/02/14 
MARTIN, T T Division of Engineering & Technical Program* 2pp 
22672 223 24X Fiche 50-286,04/03/13,8403190238 


8403190296 Responds to 040208 request far info re emergency operations 
Facility (EOF), spec i f leal 1 y preliminary cost estimate far 
upgrade to overall radiation protection factor of five 
Existing EOF meets Sup pi 1 to NUREG-0737 requirement* 

BAYNE, J. P Consolidated Edison Co of New York, Inc INP-B4-10 
04/03/14 VARGA, S A Operating Reactors Branch 1 2p p 22674 354 
24 X Fiche 30-286,84/03/14,8403190296, 


0403190314 Forwards IE Insp Repts 50-293/03-27 & 30-304/33-20 on 
831122-1228 fc 040202 I< notice of violation Concerns re mgt 
control inadequacies, per TMI Action Plan Item II F 1 1, 

“Noble Ga* Effluent Monitor," expressed 

HIND, J A Division of Radiological & Materials Safety Programs 
84/03/01 REED, C Commonwealth Edison Co 2pp 22*73 196 24X 

Fiche 50-293,04/03/01,0403190314 


— 8403190334 IE Insp Repts 30-295/83-27 te 5Q-3O4/03-2B on 831122-040202 
Violation noted failure to follow plant procedures re 
source handling, to evaluate radiological haiards h to 
control access to high radiation area 

LOVENDALE, P C Region 3, Office of Director 50-304/B3-2B 
04/02/29 14pp 22673 201 24X Fiche 30-293,84/03/01,0403190314 
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04O319O3P5 Informs that requested info re core eilt thermocouples 6 
subcooiinq margin monitors per NUREQ-0737 6 Generic Ltr 
02-83 in iU be provided by 041231 

WITHERS. D D Portland General ClectTic Co GL-B2-28 04/03/12 

FISEWHUT.D G Division of Licensing Ip 22673 23V 24X 

Fiche 50-344, 04/D3/ 12, 8403190325 


B403J70345 Forward® clarification of previous responses to NRC 
Questions 6.?, 12 & 13 re discharge piping sys & "EPR I PMR 
Safety !i Relief Valve Test Program Guide " info satisfies 
requirements of TUI Item II D I 

MEDFGRU, M 0 Southern California Edison Co 04/03/14 
KNIGHTON, G U Licensing Branch 3 Upp 22679 079 24X 

Fiche 50-361, 04/03/14, B403190345 


B403190355 Forwards revisedi schedule re safety assessment sys/safety 
par amt ter display sys per Suppl 1 to NUREG-0737 Assessment 
indicates contractor capable of completing job 

□ 'TOOLE, J D Consolidated Edison Cu of Neu York. Inc 04/03/12 

1 1 SENKUT i D Q Division of Licensing 4pp 22673 176 24X 

Flche 50-247, 04/03/12, 0403190355 


04 03190363 Forwards evaluation of LILCD transition plan per NUREG-0634/ 
f EMA-RLP-t. Rev 1 Deficiencies noted 

SPECK. S W Federal Emergency Management Agency 04/03/ 15 
DIRCK6, M J Office of the Executive Director for Operations 7lpp 
82673 OBI 24 X Fiche 30-322,04/03/15.8403190363 


B403190379 Forwards IE Insp Rept 50-303/03-17 on B3I216-04O213 No 
n one omp 1 lance noted 

CHAFER, W D Region 3, Office of Director 84/02/27 H1ESLER.C W 
Wisconsin Public Service Corp 2pp 22679 209 24X 

Fiche 50-303. 04/02/27, B40319O379 


— 0403190304 IE Insp Rept 50-303/03-17 on 031219-040513 No noncospl lance 
noted Major areas inspected ma i n t, survei 1 1 ane e. indep end ent 
insp. regional requests 6 operational safety 

NEL&ON, R L , jACHIW, 3 hi Region 3. Office of Director 04/02/24 
5pp 22673 211 24X Fiche 50-303.04/02/27,6403190379 


0403190397 Provides updated info re mods required by WJREQ-0737. Item 
II » | 2 re safety U relief valve performance Unit 1 piping 
6 supports will be Installed during neit refueling outage 
scheduled for 050105 

MUSOLF.D Northern States Power Co 34/03/14 Office of Nuclear 

Reactui Regulation. Director lp 22675 192 24X 

Fiche 50-202. 04/03/14. 64031 90397 


0403190437 NUHEG/CR-3666 

ASSESSMENT OF THE IMPLICATIONS OF CONVERSION OF UNIVERSITY 
RESEARCH AND TRAINING REACTORS TO LOW ENRICHMENT URANIUM 
FUEL 

HARRIS. D R . DURN.R R . CLARK, L Rensselaer Polytechnic Institute, 
Troy, NY FIN Q-1126 04/02/29 Division of Accident Evaluation 

165pp Available at NRC *3 30 22600 001 


0403190444 NUREG/CH-3300 

STANDARD SETTING STANDARDS A SYSTEMATIC APPROACH TO 
MANAGING PUBLIC HEALTH AND SAFETY RISKS 

F I SHCHOFF, 0 Decision Research. Inc * Oak Ridge National 

l abut a lory FIND-0424 ORNL/SUB-7576/3 B4/02/29 Division of 

Risk AnaLysis 66pp 226BI 004 


0403190449 NUREO/CR-3573 

PERSONNEL EXPOSURE FROM RIGHT CYLINDRICAL SOURCES CPERCS) 

Thp Throry.The Code And Examples 

REECE. W D , HADLEY. R T , HARDTY, R Battel le Memorial Institute, 
Pacific Northwest Laboratories FIN E-2412 PNL— 4923 B4/01/31 

Division of Engineering Technology 173pp Available at NRC 
45 50 22600 170 


04 03 200005 Responds to 040-229 request for addl action to verify aspects 
of overhead crane design at facility.per NUREB-0612 
guidelines Cmne safety (< reliability satisfactory 
GUCWA, L T Georgia Power Co NED-B4-129 84/03/12 3T0LZ, J F 

Operating Reactors Branch 4 2pp 22683 209 24X 

Fiche 50-321, 84/03/12, 0403200003 


8403200053 Forwards monthly operating repts for Feb 1904 6 revised 
monthly operating repts for Aug 1983 - Jan 1984 Revs reflect 
values reieroed from beginning of commercial opera t Lon. p er 

NUREG-0020 

HAYNES. J Q Southern California Edison Co 84/03/15 Office of 

Resource Management, Director lp 22685 OOT 24X 
Tichc 50-361, 94/03/13. B403200053 


8403200099 Forwards schedule for Implementation of ’ctivlties For 
control of heavy loads. per NRC requests re NIHF0-0612 Cast 
pit gate listing lugs will be modified by 04 015 
HUKHL.H D General Public Utilities - GPU 1 irvitt Corp 
3211-04-2072 B4/03/15 EIEEIWUT. D G Division of Licensing 3pp 

22605 313 84 X Fiche 50-209, B4/03/ 13. B4O320OO79 


84032001/7 Forwards comparison of proposed radiological effluent Tech 
Sp ec s (RETS) u/model flWR RETS h comparison of proposed 
offsite dose calculation manual w/NRC generic guidelines 
6 NUREG-0133 

CRUTCHriELD. D Operating Reactors Branch 3 LS03-B4-03-02I 

04/03/15 VANDEWALLE, D J Consumers Power Co 137pp, 22697 206 

24X Fiche 30-133,04/03/13,0403200177 


0403200109 Affirms resolution of TMI Action Plan Item II, K 3 31 re 
small break LOCA analysis No further action necessary 
JENS. W H Detroit Edison Co GL-03-35 04/03/14 YOUNGBLOOD, 0, J 

Licensing Branch 1 2pp 226B6 338 24X Fiche 30-341,04/03/14, 

0403200105 


0403200223 Application for amend to Licenses DPR-50 & DPR-74 . revising 
Tech Specs re reactor coolant vent sys per TMI Item II B 1 
Justification for NSHC provided in 840120 ltr still 
appl i cable 

ALEX ICH, M P Indiana 6 Michigan Electric Cd AEP «?C- 0384C 
B4/03/15 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22690 190 24X Fiche 30-313,84/03/13,0403200223 


— 8403200220 Revised proposed Tech Specs for reactor coolant vent sys 
per TMI Item II B 1 

* Indiana 6 Michigan Electric Co 84/03/13 7pp 22690 192 
24X Fiche 30-313,84/03/15,8403200223 


8403200225 Advises that similarity of Unit 1 ti 2 173-ton polar crane 
verified by noting that cranes purchased under same contract 
oi/same vendor, using identical procurement specs, per NUREG- 
0612 & 040223 telcon 

MILLS, L M Tennessee Valley Authority 04/03/14 ADENSAM, E 
Licensing Branch 4 2pp 22699 361 24X Fiche 30-390.04/03/14, 

0403200223 


8403200230 Comments on DES (NUREQ-1033) Assertions re socioeconomic 
impacts Fpom station operation demonstrate low level of 
expertise among study team or refusal to consider relevant 
research findings on social impacts 

FREUDENBURO. W Washington State Univ , Pullman, WA 04/03/12, 
V1ETT1.A Division of Licensing 2pp 28691 111 24X 

Fiche 50-308,84/03/12,8403200238 


8403200261 Advises that control equipment for air operators CBP-AD-5. 
CSP— AO-6 6 CBP-AD-9, listed on Table B of 10CFR30 49 
justification for interim operation revised to not 
qualified Status to he upgraded by 030331 commitment date 
SDRENSEN. G C Washington Public Power Supply System 002-04—131, 
84/03/14 3CHWENC ER, A Licensing Branch 2 Zpp 22690 199. 24X 

Fiche: 50-397, 04/03/14, 0403200261 


0403200358 NUREG/CR-3301 

THE EFFECTS OF DELAYING THE OPERATION QF A NUCLEAR POWER 
PLANT 

HILL, L J , RAINEY, J A , TEPEL, R C Oak Ridge National Laboratory, 

FIN 0-0472 OR NL/TM-0604 84/01/31 Division of Health, Siting 6 

Wa6te Management 47pp 22709 010 


0403210030 Forwards justification for exemption from Type C leak 
testing, list of isolation valves within essential sys 6 
penetration Isometric drawings re f inal iia t Ion of Tech Specs 
In preparation for OL 

CDOK.K W Louisiana Power 6 Light Co W3P84-0377 84/03/16. 

KNIQHTDN.Q W Licensing Branch 3 17pp 22707 016 24X 

Fiche 50-302, 04 /03/ 1 6, 0403210030 


8403210061 Forwards response to B40202 request for addl info re 
NUREG-0737, Items 11 F 1 4, “Containment Pressure Monitor 
Sys," II F 1 3. "Containment Water Level Monitor Sys" 6 
II F 1 6, "Containment Hydrogen Monitor Sys “ 

ZIMHERMAN.S R Carolina Power 6 Light Co NL0-84-1U 84/03/09. 

VASSALLO, D B Operating Reactors Branch 2 20pp 22705 001. 24X 

Fiche 50-324,84/03/09,0403210061 


04032100*8 "1903 Annual Rept " W/040301 ltr 

HEIDER, L, H Yankee Atomic Electric Co FYR 04-27 83/12/31. 

MURLEY, T E Region 1, Office of Director 9pp, 22703-043 24X 

Fiche 50-029,83/12/31,8403210060 


0403210129 Responds to 040202 request re TMI Action Item II. K. 3. 10 
concerning automatic depressur liation sys (AOS) logic mods 
High drywell pressure permissive eliminated fc manual inhibit 
switches to ADB logic added 

HOWE, P W Carolina Power U Light Co NL3-04-IO2 04/03/09 

VASBALLO, D B Operating Reactors Branch 2 lp 22707.233 24X 

Fiche 50-324,04/03/09,0403210129 


0403210175 Forwards HD Hukill B40222 6 27 ltrs re emergency feedwater 
sys Plow instrumentation & NUREO-0737 selective item status, 
respectively Svc list enc 1 

QAXTER.T A Shaw, Pittman, Potts 6 Trowbridge BAXTER, T, A. 
Metropolitan Edison Co DSB 003 04/03/20 CHILK, B. J Office of 

the Secretary of the Commission 27pp 22710 106 C4X 
Fiche 50-209,84/03/20,8403210175 
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8403210193 Requests identification of any potential problems in 
completing NUREG-0737 items by Sept 19B4 Response requested 
within 30 days of 1 tr receipt 

VARGA, 8 A Operating Reactors Branch 1 84/03/02 CLAYTON. F L 

Alabama Power Co 2pp 22709 176 24X Flche 50-348,64/03/02. 

8403210193 


0403220012 Forwards responses to listed B31207 requests for info re 
environ qualification of electrical equipment. inc luding 
resolution of deficiencies b ThtI action plan items 
(NUREG-0737) to be Installed at end of Cycle 10 outage 
FIEDLER. P D General Public Utilities - GPU Service Corp 84/03/16 
CRUTCHFIELD. D Operating Reactors Branch 3 lBpp 22712 343 24X 

Fiehe 50-219. B4/03/ 16. B403220012 


840322Q093 Ac k receipt of B40306 1 tr informing NRC of corrective 
actions re deviation from commitment b resolution of revised 
emergency plan SER clarification items noted In IE Insp 
Repts 50-266/83-23 b 30-301/83-23 

PAPER IELLD. C J Region 3, Office of Director 84/03/19 

BUR STEIN. S Wisconsin Electric Power Co Ip 22716 324 24 X 

Fiche 50-266, B4/03/ 19. B403220093 


— 0403220099 Responds to NRC 040202 1 tr forwarding revised emergency plan 
BER b request for clarification of listed items b deviation 
from commitment Corrective actions Procedure EP 5 0, 

'•Organi rational Control of Emergencies." revised 

FAY, C W Wisconsin Electric Power Co 04/03/06 KEPPLER. J 0 

Region 3, Office of Director 9pp 23716 323 24X 

Fiche 30-266,04/03/19,8403220093 


8403220094 Forwards IE Insp Repts 30-434/84-10 b 50-433/84-08 on 
B40131, 0201-03 b 07-10 No noncompl lance noted 

PAPERIELLO, C J Region 3, Office of Director 84/03/07 REED, C 
Commonwealth Edison Co 2pp 22716 311 124 X Fiche 30-434. B4/03/07. 

8403220094 


— 8403220097 IE Insp Repts 30-434/B4-I0 b 30-435/84-08 on 040131.0201-03 
b 07-10 No noncomp 1 lane e noted Major areas inspected 
preoperational radiation protection program, including 
organi lation. staff ing. training b NUREG-0737 items 
HUETER.L J , GREGER.L R Region 3, Office of Director 

5O-453/S4-0B 84/03/07 llpp 22716 313 24X 

Fiche 50-454,84/03/07.8403220094 


B4032201 07 Forwards safety evaluation re TMI Item II K 2 17. 
"Potential for Voiding in RC8 During Transients " Safety 
evaluation documenting completion of item end 

0TOLZ.J F Operating Reactors Branch 4 B4/03/03 HUK ILL. H D 

Oeneral Public Utilities - GPU Service Corp 4pp 22723, 28B 24X 

Fiche- 50-269, 84/03/03, 8403220107 


8403220143 Forwards IE Insp Rept 50-322/84-02 on 840123-0226 No 
violations found 

STAROSTECKI , R Division of Project b Resident Programs 84/03/06 
POLLOCK, M B Long Island Lighting Co 2pp 22714.317 24X 

Fiche: 50-322, B4/03/06, B403220143 


— 6403220160 IE Insp Rept 50-322/B4-02 on 840123-0226 No violations 
found Major areas inspected IE Bulletin 00-07 (Detail 3), TMI 
action itamsi reviaw of emergency diesel generator testing b 
previously identified insp findings 

PETRONE. C, . SHEDLOSKY, T , MCCABE. E C Region t. Office of 
Director IEB-80-07 B4/02/2B lOpp 22714 319 24X 

Fiche 90-322, B4/03/06, 8403220143 


0403220162 Application to amend Licenses DPR-24 It DPR-27. changing Tech 
Specs to add addl restrictions on heavy loads over spent 
fuel pool b making additions b deletions re safety-related 
snubbers. per IE Bulletin 79-i4 b Item II D 1 
FAY. C, W. Wisconsin Electric Power Cd IEB-79-14 84/03/16 

DENTON. H R Office of Nuclear Reactor Regulation, Director 
MILLER, T R Operating Reactors Branch 3 4pp 2271B 037 24X 

Fiche, 50-266, 84/03/16,8403220162 


0403220109 NUREO-0430 V04 N01 

LICENSED FUEL FACILITY STATUS REPORT Inventory Difference 
Data, January 1903 - June 19B3 (Drey Book) 

a Director's OfPice, Office of Inspection and Enforcement 
B4/03/31 1 4pp 22721.097 


B403220192 Forwards "Control of Heavy Loads, Phase II " Rept result of 
review of crane operation. design It maint, inc lud ing analysis 
of load drop risk to safety-relatad equipment beneath travel 
paths Confirms dePente-in depth, per NUREQ-06i2, 

WHITTIER, 0 D. Maine Yankee Atomic Power Co GDW-B4-33. 04/03/19 

MILLER, J R operating Reactors Branch 3 2pp 22717 048 24X 

Fiche. 30-309. 04/03/19.8403220192 


— 0403220 1 99 "Control of Heavy Loads, Phase II » 

a Maine Yankee Atomic Power Co 2763L-SEN B4/03/19 124pp 

22717-030, 24X Fiche 30-309,04/03/19.8403220192. 


8403220215 Notification of B40329 meeting u/Ues t i ngh ouse b Westinghouse 
Owners Group Procedures Subcommittee in Bethesda.MD to 
discuss how EPG task analysis addressed operator info b 
control needs. per NUREG-0737, Supp 1 1 

CLAYTON, H D Procedures b Systems Review Branch GL-02-33 
□4/03/05 ZIEMANN. D L Procedures b Systems Review Branch 2pp 
22721 361 


0403220301 Forwards interim draft BER (NUREQ-1047) identifying 
unresolved Issues as open items Complete draft SER expected 
to be reissued in May 1984 Detailed agenda aimed at 
resolving open items requested 

SCHWENCER, A Licensing Branch 2 84/03/0B RHODE. 0 K Niagara 

Mohawk Power Corp 456pp 22720 001 24X Fiche 50-4 1 0, Q4/03/0B, 

□403220301 


B403220326 NUREG-097B FC 

MARK III LOCA-RELATED HYDRODYNAMIC LOAD DEFINITION Generic 
Technical Activity D-10 

a Division of Systems Integration (post 011005) 84/02/29 75pp 

22721 I 12 


B403230009 Ack receipt of 040221 order confirming commitments to 
implement p ost-TMl-r e 1 at e-d items in Suppl I to NUREG-0737 
re emergency response capability status for completing each 
basis requirement submitted 

CROUSE, R P Toledo Edison Co 1033 84/03/20 EISENHUT.D G 

Division of Licensing 4pp 22730 133 24X Fiche 50-346, B4/03/20, 

0403230009 


0403230029 Forwards response to request for addl info concerning 
Suppl 1 to NUREG-0737 re procedures generation package b 
Rev 1 to emergency procedures guidelines 

COUNSIL, W G , 0EARS, C F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL, W 0 Northeast Utilities A03666 
84/03/09 CRUTCHFIELD, D Operating Reactors Branch 5 46pp 
2272B 210 24X Fiche 50 - 245,84/03/09,8403230029 


8403230040 Responds to NUREG-0737, 1 tom II D 1 re relief b safety valve 
testing. per 840213 Jtr Facility adequately represented by 
EPR1 valve tests Precaution of 1.000 psig overly 
c onservafelve 

HUK ILL, H D General Public Utilities - GPU Service Corp 

521 1 -04-2073 04/03/20 STOLZ. J F Operating Reactors Branch 4 

lp 22724 331 24 X Fiche 30-209,84/03/20,8403230040 


84 03230037 NUR EG/CR-3622 

A PROBABILISTIC MODEL OF ANNULAR-D1 SPERSED FLOW IN A REACTOR 
SUBCHANNEL AS BEEN BY CYLINDRICAL GEOMETRY IMPEDANCE PROBES 
ALLGOOD, G O , ROBERTS, M J Oak Ridge National Laboratory FIN 
B-04 1 4 0RNL/TM-BS41 B4/02/29 Division of Accident Evaluation 
65pp 22742 300 


0403230066 LER 84-001-00 on B40223, pipe snubber ID 2H3-M75 removed for 
NUREG-0737 mod prior to obtaining Tech Spec change allowing 
removal Snubber reinstalled within 72 h Tech Spec change to 
delete snubber initiated W/S40315 Itr 

FAY, C W Wisconsin Electric Power Co B4/03/15 KEPPLER, J G 
Region 3, Office Of Director 3pp 22726 324 24X 

Fiche 50-301,04/03/13.8403230068 


0403230085 Forwards safety evaluation of BWR Owners Group generic 
response to NUREG-0737, Item II K 3 43 re depressur 1 la t i on 
u/other than automatic depressuri ration sys (ADS) No mods to 
plant design b operation required 

CRUTCHFIELD, D Operating Reactors Branch 3 LB03-B4-03-027 

84/03/20 COUNSIL, W 0 Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 6pp 22726 335 24X Fiche 30-243,84/03/20, 

8403230035 


0403230131 NUREG/CR-3143 VO 2 

GEOPHYSICAL INVESTIGATION OF THE WESTERN OHIO - INDIANA 
REGION Annual Rep ort, Qc tober 1982 - September 1903 
POLLACK, HN , CHRISTENSEN, D Michigan, Univ of, Ann Arbor, MI 
84/03/30 Division of Health, Siting b Waste Management. 64pp 
22739 232 


0403230133 NUREG/CR-3529 

REVIEW OF THE ARKANSAS NUCLEAR ONE GENERATING STATION UNI I 
NO 1 EMERGENCY FEEDWATER SYSTEM RELIABILITY ANALYSIS 
YOUNGBLOOD, R , PAPAZOGLOU.I A Broakhaven National Laboratory 
BNL-NUREG-51721 84/02/29 Division of Safety Technology 102, 
22739 130 24 X Fiche 50 -313,84/02/29,8403230133 


B403230I43 Foruards corrected safety evaluation re NUREG-0737, 

Item 11 K 3 44, "Evaluation of Anticipated Transients 
u/Bingle Failure to Verify No Fuel Failure " Item resolved 
f or fat i 1 ity 

CRUTCHriELD, D Operating Reactors Branch 5 LS03-B4-03-03] 

04/03/22 VANDCWALLE, D J Consumers Power Co 5pp 22730 142 
24X Fithe 30-155,84/03/22.8403230143 
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0-403230173 NUREG/CR-3360 

EVALUATION METHODS FOR THE CONSEQUENCES OF BELOW WATER TABLE 
KINO DISPOSAL OF URANIUM MILL TAILINGS 

MCKEDN, T J i NELSON. R M Battel le Memorial Institute. Pact FI c 
Northwest Laboratories FIN B-2370 PNL-4904 84/01/31 

Division Of Health. Siting It Masts Management 90pp 22742 217 


0403230177 MUREG/CR-3104 

AQUIFER RESTORATION TECHNIQUES FOR IN-SITU LEACH URANIUM 
MINES 

DEUTSCH.W J . BELL. N E , MERCER. B M Dattelle Memorial Institute. 
Pacific Northwest Laboratories FIN B-2379 PNL-4563 04/02/29 

Division Of Health. Siting S. Haste Management 9Bpp Available at 
NRC »4 so 22757 121 


0403230183 NUREG-0750 V1B N04 

NUCLEAR REGULATORY COMMISSION ISSUANCES October 1983 Pages 
743-1, 137 

e Division of Technical Information *< Document Control 03/10/31 
400pp 22B13 040 


0403230190 NUREG-1015 

STATE SURVEILLANCE OF RADIOACTIVE MATERIAL TRANSPORTATION 
Final Report 

SALOMON, S N Office of State Programs. Director B4/02/29 72pp 
Available at NRC *4 50 22759 040 


0403230197 WRE0/CR-339Q 

DOCUMENTATION AND USER'S GUIDE UNSAT2 - VARIABLY SATURATED 
FLOW MODEL (Including 4 Example Problems) 

DAVIS, L A , NEUMANN. S P Mater. Waste 8. Land. Inc FIN B-7361 
WWL/TM- 1791-1 83/12/31 Division of Haste Management 2IBpp 

22742 001 


0403230200 NUREG/CR-3621 

SAFETY SYSTEM STATUS MONITORING 

LEWIS, J R . MORCENSTERN.fi , RIDEOUT, T B Battelle Memorial 
Institute, Pacific Northwest Laboratories FIN B-2360 PNL-4B32 
84/03/31 Division of Human Factors Safety !29pp Available at 
NRC *5 50 22741 077 


9403230207 NUREG/CR-3674 

DESIGNING VEGETATION COVERS FOR LONG-TERM STABILIZATION 
OF URANIUM MILL TAILINGS 

BEEDLOW.F A Dattelle Memorial Institute. Pacific Northwest 
Laboratories FIN 0-2370 PNL-4906 04/03/31 Division of 

Health, Siting it Waste Management 103pp 22741 207 


B403230208 NUREG/CR-3661 

PROTOTYPICAL STEAM GENERATOR (KB-21 TRANSIENT TESTING 
PROGRAM Task Plan/Scaling Analysis Report 

YOUNG. M , TAKEUCHI.K , MENOLER.U Westinghouse Electric Corp FIN 
B-E252 EPRI NP-3494 04/03/31 Division of Accident Evaluation 

190pp Available at NRC *6 00 22743 096 


8403260051 Application to amend Licenses DPR-3I *< NPF-6, changing Tech 
Specs re RCS vents, post-accident sampl Ing. long-term 
auxiliary feedwater sys evaluation, nob le gas monitor l 
Iodine particulate sampling, per NURE0-0737 Item*. 

0RIFF1N, J M Arkansas Power it Light Co OL-83-37 84/03/14. 

9T0LZ. J F Operating Reactore Branch -4 MILLER, J R, Operating • 
Reactors Branch 3 9pp 22730 293 24X Flefie 30-313.04/03/14, 

8403260031 


— 0403260137 Proposed Tech Spec change* re RC8 vent post-accident 
samp ling, long-term auxiliary feedwater »y» evaluation, nob 1 e 
gas monitors, iodine particulate sampling L containment water 
level monitor 

* Arkansas Power & Light Co 04/03/14 27pp 122730:302. 24X 

Fiche 50-313,84/03/16,0403260031 


B403260056 NUREG/BR-0031 VOS N3 

POWER REACTOR EVENTS Sept emb er-Oc tob er 1983. 

MAS9AR0, 6 A Director 'e Of flee B4/02/29 37pp 22743-190, 


0403240069 Forwards evaluation of 030718 request for deletion of 
steam electric station license condition re low-pressure 
turbine disc insp NRC maintains position in 8ER (NURE0-0797) 
that insp must be conducted 

YOUNGBLOOD, B j Licensing Branch 1 B4/O2/20 GARY, R J. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co ). 
2pp 22763 233 24X Fi c h e- 30-443, 04/02/28, B40326OO69 


8403260070 Forwards IE Insp Rept 50-302/84-05 on 040123-27. No 
violations or deviations identified Status of action* taken 
re previously identified Insp findings examined 

JOHNSON. E H Region 4, Office of Director B4/02/27. LEDDICK.fl 8 
Louisiana Power it Light Co 2pp, 22738:274. 24X 

Fiche 50-382,84/02/27.0403260078 


—0403260087 IE Insp Rept 30-382/04-05 on 040123-27 No violations or 
deviations Identified Major areas Inspected, radla tion 
protection program it implementing action* for NURE0-Q737 
action items 

CHANEY. H D , MURRAY, B , CROSSMAN, W A Region 4, Office of 

Director B4/02/27 13pp 22738-276, 24X Fiche 30-302,04/02/27, 

0403260078 


0403260113 Forwards FEMA review of Rev 3 to util transition plan for 
offsite emergency preparedness, per NURE0-06S4. 

MARTIN, T T Division of Engineering fc Technical Programs. 04/03/20 
POLLOCK, M S Long Island Lighting Co 3pp 22730:001 24X 

FlchB 50-322,84/03/20,0403260113 


— 8403260117 Review of Rev 3 to util transition plan for offslti 
emergency preparedness, per NUREG-0634. 

* Federal Emergency Management Agency, 84/02/10 66pp 
22758 004 24X Fiche 30-322,84/03/20,0403260113, 


0403230212 NUREG-0406 V06 NO! 

UNRESCX VED SAFETY ISSUES SUMMARY Data As of 
February 17,1984 (Aqua Book) 

• Management Information Branch 64/02/29 5Spp 22743 294 


0403230216 NVSEC/CR-3224 

AN ASSESSMENT OF CRBR CORE DISRUPTIVE ACCIDENT ENERGETICS 
THEOFANQUS.T G , BELL, C R Lbs Alamos Scientific Laboratory FIN 
A -7271 LA-9716-MS 04/03/31 Clinch River Breeder Reactor 

Program Office 436pp Available at NRC «B 50 22740 001 24) 

Fiche 50-337, B4/03/31. 0403230216 


8403230238 Advises that, based on review of 831123 submittal of detailed 
control room design, spec i f 1 c areas of program plan do not 
meet requirements of Sup pi 1 to NUREG-0737 Meeting 
requested to resolve deficiencies 

ST0L2.J F Operating Reactors Branch 4 84/03/06 GRIFFIN, J M 

Arkansas Power h Light Co 2pp 22739 27B 24X 

Fiche 50-313,04/03/06.0403230230 


0403260006 Informs that functional training for personnel necessary i 
staff requirements per Table 8-1 of NUREG-0654 S, staff key 
emergency program positions not included in Table B-l 
complete, per License Condition 24 & SSER 4 

SORENSEN, G C Washington Public Power Supply Sustem. G02-B4— 1S4 
84/03/19 SCHWENCER, A Licensing Branch 2 ip 22747 357 24X 

Fiche 50-397,04/03/19.8403260006 * 


0403260050 Requests identification of any potential problems or items 
re completion of NUREG-0737 item* by Sept 1984 Response 
requested within 30 days of Itr receipt 

VARGA, S A Operating Reactors Branch 1 84/03/02 UDERIT7.R A 

v Electric & Gas Co of New Jersey 3pp 22763 281 

24X Fiche 30-272. B4/03/02, 0403260050 W PP 01 


0403260143 Forwards general position statement on Reg Guide 1 97, R*v 2 
re justification of significant generic deviations, per 
NUREG-0737, Sup pi 1 

COUNSIL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) SEARS, C F Connecticut Yankee Atomic Power Co, 

COUNSIL, W G Northeast Utilities. A029S9 04/02/29 HILLER, J R. 

Operating Reactors Branch 3 3pp 22738-162 24X 

Fiche 50-000.04/02/29,0403260143 


0403260102 Clarifies NUREG-0737, Item it, K 3 31, in response to Generic 
Ltr 03-35 Westinghouse Owner* Group authorlied program to 
demonstrate conservatism of WFLABH small break LOCA 
analyses, per Item 1 1 K 3 30 

BARNES, P L Commonwealth Edison Co, GL-03-33, 84/03/21, 

EIBENHUT.D G Division of Licensing ip, 22736,170 24X 

Fiche 50-000,04/03/21,8403260182 


oiujiCQUkiuu uomm&nts on I bsu V 


uuuj) nnw r U44CU m r 
Guidance, 1904 " Seven themes identified represent important 




objective* for industry 
COUNSIL, W 0 Northeast Utilities B11O40, 04/03/12, 

Office of the Executive Director for Operation*. 4pp 
24 X Fiche 30-000,04/03/12,8403260200. 


DIRCK8. W J. 
22736- 204. 


B403260208 Correct* erroneous statement from 830423 response to Oaneric 
Ltr 03-02. NUREG-0737 Tech Specs, '• re Action Item II E. 4 1, 

"Dedicated Hydrogen Penetration " Purge/reprts sur i zat i on iut 
used as backup for combustibla gas control 

MCGAUQHY, R W Iowa Electric Light !< Power Co 0L-83-02 04/03/20 

DENTON, H Office of Nuclear Reactor Regulation, Director lo 

227 56 1 66 24X F i c h . 30-33 1 , B4/03/20, 840326020B ° ‘ r * C * 1 P 1 


4 3260212 Forwards revised info re monorail paths, updating util 040206 
ltr responding to Generic Ltr 81-07 concerning NUREO-0612, 

Control of Heavy Loads at Nuclear Power Plants. " Field 
i™!*! 1 ;* 111 ; win b ’ provided l month prior to fuel load. 

AdfnIah c Tennessee Valley Authority 0L-B1-O7. 04/03/20 

ADENSAn* E Licensing Branch 4 2pp S273i‘ 1A4. oay 
Fiche 50-390* B4/03/20 i 8403260512, 
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B403260261 Forwards order c on P 1 rmi rig licgiues commitment to implement 
post-TMl-relatod itmes in NUREG-0737, Supp 1 I (Generic Ltr 
02-33). "Requirements for Emergency Response Capability " 

STOLZ.J F Operating Reactors Branch 4 GL-B2-33 04/03/21 

BECKHAM. J T Georgia PowBr Co 3pp 22763 179 24X 

Fit he 50-321, 84/02/21, B403260261 


— 8403260263 Order confirming licensee commitments on emergency response 
capability requirements set Forth in NUREG-0737, Suppl 1 
(Generic Ltr 02-33) 

EIBENHUT, D, G Division of Licensing GL-B2-33 04/02/21 

Georgia Power Co 6pp 22763 182 24X Flche 50-321.84/02/21, 

8403260261 


B4O326O20O NUREG/BR-0025 VI 0 N2 

INFORMATION REPORT ON 8TATE LEGISLATION 

LANDAU. M Office of State Programs. Director 84/03/10 9pp 
22761 307 


■84032701 88 Proposed change to Tech Spec 4 6 5 1 re combustible gas 
conti ol hydrogen monitors 

* South Carolina Electric t, Gas Co GL-B3-37 84/03/22 lp 

22771 125 24X Flche 50-395,84/03/22,0403270163 


040)3270193 Notifies that util will provide addl info t< performance 
testing of relief & safety valves, per Item II 0 1 of NUREG- 
0737, by 840615, per B40308 agreement 

Cl'TODLC.vJ D Consolidated Edison Co of Neui York, Inc 34/03/16 
VARGA, 8 A Operating Reactors Branch 1 lp 22771 102 24X 

Fiche 50-247,34/03/16,8403270193 


3403270209 Forwards Rev 4 to util response to NUREG-0737. Sup p 1 1, 
including control room review implementation priority 
schedule 

TUCKER, H B Duke Power Co 64/03/23 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 9pp 22772 088 24X 

Fiche 50-269,84/03/23,0403270209 


8403260206 NUREG/CR-31 33 

CALCULATION OF FLUID CIRCULATION PATTERNS IN THE VICINITY OF 
SUBMERGED JETB USING ORBMAC 

PARK, J E , CROSS, K E Oak Ridge National Laboratory FIN B-0168 
DRNL/TM-8633 33/12/31 Division of Health, Siting 6 Haste 

Management 130pp Available at NRC 46 50 22761 176 


S40327021S Provides foliouiup to 840228 telcon re Suppl 1 to NUREG-0737. 
"Development of Emergency Operating Procedures," from 
generic Wostinghouse emergency response guidelines 
Development will continue as described 

CAREY, U J Duquesne Light Co GL-82-33 34/03/14 VARGA, S A 

Operating Reactors Branch 1 3pp 22770 270 24X 

Fiche 50-334,34/03/14, 8403270213 


8403260209 NUREQ-0540 VOS N12 

TITLE LIST QF DOCUMENTS MADE PUBLICLY AVAILABLE December 
1—31, 1983 

• Division of Technical Information i Document Control 84/03/31 
938pp 22762 001 


8403260305 Forwards draft NUHEG-1042, "Tech Specs, Susquehanna Steam 
Electric Station ■ 

CURTIS, N W Pennsylvania Power ti Light Co PLA-3114 84/03/20 

DENTON, H R Office of NoclBar Reactor Regulation, Director 4BQpp 
22753 150 24 X Flche 50-366,84/03/20,8403560305 


B4D3270003 Responds to open item identified in util Integrated 
assessment (NUREG-0B25), SEP Topic III-5. A Analysis performed 
per AN9I/ANS 50 2 to determine Porce imparted on electrical 
penetration Blister 12E from break on Steam Oenerator 2 
KAY, J, A Yankee Atomic Electric Co FYR 84-36 84/03/23 

CRUTCHFIELD, D Operating Reactors Branch 3 3pp 22769 346 24X 
Fiche 50-029,84/03/23,8403270003 


8403270007 Responds to open itBm identified in util Integrated 
assessment (NUREG-0623), Top i c ITI-lOAUtil established 
criterion per Rag Guide 1 106 for thermal overload 
protection for motor operated valves 

KAY, J A Yankee Atomic Electric Co FYR 84-37 04/03/22 

CRUTCHFIELD, D Operating Reactors Branch 5 3pp 22769 330 24X 

Fiche - 30-029, 04/03/22, 6403270007 


3403270220 Advises that equipment qualification program St RCIC sys 
reviewed, per NUREG-0B92, SER Outstanding Issue 1 7(9), mods to 
automatic depressor i la tion sys RCIC valves required for 
containment isolation remain in qualification program 
SORENSEN, G C Washington Public Power Supply System GD2-S4-160 
B4/Q3/P2 SCHUENCER, A Licensing Branch 2 lp 22770 269 24X 

Fiche 50-397,04/03/22. 8403270220 


0403370267 NUREG-1049 

ENVIRONMENTAL IMPACT APPRAISAL FOR RENEWAL OF SPECIAL 
NUCLEAR MATERIAL LICENSE NO SW1-42 Docket No 70-27 
(Babcock i Wilcoi Company, Naval Nuclear Fuel Division) 
tf Division of Fuel Cycle 6 Material Safety 84/03/31 B7pp 
Available at NRC *4 50 227B7 233 


34032/0269 NUREG -0748 V04 NOl 

OPERATING REACTORS LICENSING ACTIONS SUMMARY Data As Of 
January 31,1984 (Orange Book) 

* Office of Resource Management, Director 84/03/31 332pp. 

22708 001 


B403270315 Advises that emergency p 1 an, document ed in NUREQ-0746, 
“Emergency Preparedness Evaluation for TMI-1" Si Suppl 1, 

NUREG-0737 , Item III A 2 1, complete for facility 
STOLZ.J F Operating Reactors Branch 4 04/03/09 HUKILL.H D 

General Public Utilities — GPU Service Corp 5pp 22709 241 24X 

Fiche 50-239,84/03/09,3403270315 


G40327000B Informs that util will provide info re planned deviations 
from Suppl 1 to NUREG-0737 by 040301 Delay has no effect on 
schedules for implementation of Suppl 1 to NUREG-0737 
COUNBIL, U G Connecticut Yankee Atomic Power Co SEARS, C F 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 

CQUNSIL, W 0, Northeast Utilities A02939 04/03/16 EISENHUT. D G 

Division of Licensing 2pp 22770 011 24 X Fiche 30-000,04/03/16, 

8403270008 


G4O320OO40 Forwards response to 831205 request for addl info re 
NUREG-0737 Item II D 1, “Per f ormanc e Testing of Relief t 
Safety Valves ■' Microfiche of F1ELAP5/ADLP 1PE computer 
analyses end 

G1ESLER.C W Wisconsin Public Service Corp NRC-84-4B 84/03/23 

VARGA, 8 A Operating Reactors Branch 1 36pp 22776 202 24X 

Fiche 50-305,84/03/23,8403280048 


8403270043 Informs that ultrasonic test exams of blend radii area E, 
magnetic particle exam conducted by vessel mfg to determine 
degree of conformance to NUREQ-0619 No recordable 
indications found utilising either technique 
JENS. H H Detroit Edison Co EF2-67, 713 84/03/21 

YOUNGBLOOD, 8 J Licensing Branch 1 lp 22769 - 3i3 24X 

Fiche 50-341,04/03/21,8403270043 


B403280066 Forwards safety evaluation re NUREG-0737, TMI Action I tom 
II K 3 44, “Evaluation of Anticipated Transients W/Single 
Failures " Facility in conformance w/NUREG-0737 position h 
evaluation acceptable 

CRUTCHriELD, D Operating Reactors Branch 3 LSQ-04-03-033 

B4/03/P6 LINDER. F Dairyland Power Cooperative Spp 22776 349 
24 X Flche 50-409.84/03/26,8403280066 


0403270103 Forwards test exemptions required to perform NUREG-0737, 

Item I 0 1, “Natural Circulation Testing “ Exemptions need 
to be included In Tech Specs 

TUCKER, H B, Duke Power Co, 04/03/21 DENTON. H R Office of 

Nuclear Reactor Regulation, Director ADEN0AM, E 0 Licensing Branch 

4, 5pp, 82766 341 24X Fiche 90-413,04/03/21,0403270103 


8403270106 Forwards BER for SEP outstanding hydrologic issues 
identified during review of Integrated plant safety 
assessment rept (NUREG-0828) Issues Includs local plant 
flooding from PMP & flood emergency plan 

CRUTCHFIELD, D Operating Reactors Branch 9 LGD3-84-03-032 

04/03/22 VANDEWALLE, D J Consumers Power Co 3p p 22774:032 
B4X Fiche 50-153,84/03/22,8403270106 


B403270183 Forwards portion of combustible gas control Tech Spec 
surveillance requirement inadvertently omitted from util 
B4011B response to Generic Ltr 83-37, "NUREG-0737 Tech 
Specs " 

DIXON, 0 W South Carolina Electric * Gas Co GL-B3-37. 04/03/22 

DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
22771 123 24 X Fiche 50-393,84/03/22,8403270103 


84Q320QO76 FOIA request for seven cetegories of documents 
HIATT, 8 L Ohio Citizens for Responsible Energy 83/11/30 
FELT0N. J M Division of Rules and Records lp 22S0B 243 


8403200080 Partial response to FP1A request for seven categories of 
documents Forwards App A documents responsive to Items 1.2, 

5, 6 & 7 of request, NJREG-03B6. "NRC Practice I, Procedures 
Manual," presently being updated 

FELTON. J M Division of Rules and Records 04/01/17 HIATT, 8 
Ohio Citizens for Responsible Energy 2pp 22809 244 


0403200329 Forwards comments on detailed control room design rrviaw 
program plan, per B3J031 submittal Plan does not comply 
fully w/Suppl 1 to NUREG-0737 requirements Recommends 
meeting in ITar or Apr 1984 

VARGA, S A Operating Reactors Branch 1 64/03/09 CLAYTON, F L 

Alabama Power Co 17pp 22BQ7 2B8 24X Fiche 50-348,04/03/09, 

0403280329 
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6403290002 Final response to FQIA -request for Four categories of 
i ocuments, tests, st ud ie* & analyse* referencing or pertaining 
to NUREG-0103, -B19 for B&W PWFi “ App A documents end 

FELTON, J M Division of Rules and Records 04/01/13 MADDEN* T J 
Kaye* Seholer* Fiermsn, Hays t* Handler 6pp 2-3616 127 24X 

Fiche 50-000*84/01/13.6403290002 


8403290033 Forwards revised responses to B31123 S* 040109 ltrs re 
approval of proposed license amend re post-accident 
sampling far Fact 1 1 ties. TMI Item II 1 3 

MILLS, L (1 Tennessee Valley Authority B4/Q3/23 ADEN9AM, E 
Licensing Branch 4 9pp 22 B 0 & 237 24X Fiche 50-327,84/03/23, 

B40329003S 


040329006? Act receipt of Q40208 1 tr informing NRC of steps talmn to 
correct violations noted in IE Insp Repfcs 30-269/83-36, 
50-270/83-37 t, 50-267/63-36 Implementation of corrective 
actions will b e examined during future insp. 

DANCE. H C Division of Project It Resident Programs 84/03/50 
TUCKER, H B Duke Power Co lp 22007 011 24X 

Fithe 50-269,04/03/20*6403590069 


— 6403290106 IE Insp Repts 30-269/83-36.50-270/83-37 it 30-287/B3-36 on 
831111-1210 Violation noted Failure to follow Maint 
Procedure 270/03-37-01 re quality performed on Reactor 
Coolant Pump 2B2 

BRYANT , <7 Region 2, Office of Director 30-2B7/B3-36 64/01/09 

lOpp 22B07 017 24X Fiche 30-269.04/03/20,6403290069 


8403290070 Ack receipt of 84030B ltr informing NRC of steps taken to 
correct violations noted in IE Insp Septs 3O-34B/04-O3 4* 
50-364/84-03 

VERRELL1.D M Division of Project It Resident Programs. 84/03/14 
MCDONALD, H P Alabama Power Co tp 22806-311 24X 

Fiche 50-346- 64/03/14* 6403290079 


— 8403290103 IE Insp Repts 30-34B/B4-03 St 30-364/84-03 on B40U 1-0203 
Violation found failure to implement procedures for control 
of maint activities* 

BRADFORD, W, H Region 2. Office of Director 50-364/84-03 
04/02/15 Qpp 22806 317 24X Fiche 50-348,04/03/14,8403290078 


0403290083 Responds to 640221 request for add! info re control of heavy 
loads Initial load testing performed for head strongback, 
dryer separator sling Sr spent fuel cask yoke 

2 IMMERMAN, S R Carolina Power tr Light Co NLE-64-09 4 84/03/20 

VASSALLO. D B Operating Reactors Branch 2 2p p 22806 325 24X 

Fitbe 50-324,84/03/20,0403290063 


B403290100 Informs that util expects to complete commitment on 
NUREG-0737. Item 11 B 3 re post-accident sampling sys by 
June 1983 

HAYNE.J P Power Authority of the State of New York. 1PN-84-11 
04/03/23 VARQA.S A Operating Reactors Branch 1 lp 22606 336 
24 X Fiche 30-266,04/03/23*0403290100 


0403290110 Forwards J Preston B301O4 memo re generic safety issues 
prioritization methodology for placement in POR 
ROBERTS* B J ACRS - Advisory Committee on Reactor Safeguards 
04/03/14 MCKNIGHT, J Distribution Services Branch lp, 

22822- B I 4 


—0403290113 Advises of review of generic safety issues prioritization 
methodology described in WREG-0733 Inherent limitations 
of value Impact score formula discussed Use of structured & 
iterative consensus judgement methodology recommended 
PRESTON* J ACRS - Advisory Committee on Reactor Safeguards 
B3/0I/04 BENDER* M ACRS - Advisory Committee on Reactor 
Safeguards 3pp 25822 213 


6403290250 Ack receipt of B40306 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-330/B3-31 & 
30-339/03-3! 

LEWIS* R. C Division of Project & Resident Program* 84/03/16 
STEWART, W L Virginia Electric tr Power Co ip 22802 032 24X 

Fiche 50-338,64/03/16,8403290230 


— B403290291 IE Insp Repts 30-338/83-31 t, 50-339/83-31 on 031506-040105 
None omp 1 1 ance noted failure to maintain procedures re insp 
of wall it failure to inspect fire barriers 
LUEHMAN. J 0 Region 2, Office of Director 30-339/83-31 

S4/02/06 9pp 22002.040 24X Fiche 30-330, B4/03/ 14, 0 40 32902 50 


0403290289 Forwards IE ln*sp Repts 30-338/64-01 & 50-339/84-01 on 
B40106-0205 No violations or deviations identified 
DANCE* H C Division of Project <c Resident Programs. 04/03/03 
STEWART* W. L Virginia Electric 4 Power Co 2pp. 22 BOO. 040 24X 

Fiche 50-338,04/03/03*0403290289. 


— B4O3290294 IE Insp Ropts 30-33B/84-01 l< 50-339/84-01 on 840106-0203 No 
violations or deviations identified Major areas inspected 
onsite areas of surveillance U maint ac ti vi tl es, prevl ous 
insp findings identified items & safety sys uaikdouns 
BRANCH, M W , LUEHMAN, J 0 Region 2, Office of Director ELRCfyS 
Division of project S, Resident Programs 50-339/84-01 84/03/02 

lOpp 52000050 24 X Fiche 30-336,84/03/03,8403290289 


8403290296 Comments on proposed rule 10CFRA0 6 NUREG-1046 r* disposal 
of high level raduastes in unsaturated zona 

WILLIAMB* R E williams & Assocletes NHC-02-62-046 49FR9934 003 

04/03/15 POHLE* J Division of Waste Management 2pp. 22800 196 


B403290317 Forward* IE Insp Repts 50-333/84-03 Si 30-369/84-07 on 
040206-10 No violations or deviations noted 

DANCE, H C Division of Project 8< Resident Programs 04/02/2? 
WILLIAMS, J W Florida Power !, Light Co 2pp 22S02 082 24X 

Fiche 50-333,84/02/29,8403290317 


—8403270320 IE Insp Repts 50-333/04-03 4 30-389/B4-07 oil 840206-10 No 
violations or deviations noted Major areas inspected health 
physics instrumentation, action on NURE0-0737 items, ALARA 
activities & followup on previous items 

WRAY. J R Region 2, Office of Director, BARR, K P Division of 
Engineering & Operational Programs 30-389/64-07 64/02/22 Spp 

22302 034 24X Fiche 30-333,64/02/29,8403290317 


0403290331 Informs that NUREO-0737. Item II K 2 17, "Voiding In RGB 
During Transients” complete, based on util endorsement of 
CEN-199, "Effects of Vessel Head Voiding During " 

KNIGHTON, G W Licensing Branch 3 84/03/0B BASKIN, K P Southern 

California Edison Co. HOLCOMBE, J C San Diego Gas 6 Electric Co. 
9pp 22822 220 24X Fiche 30-361, 84/03/08, B403290331 


8403290341 Responds to FOIA request for records re facility Ltr dtd 
840117 failed to meet criteria for waiver of reproduction 
costs Forwards App A documents Address of Phoenix LPDR 
1 i sted 

FELTON, J M Division op Rules and Records 84/02/27 RYAN. J, A 
Streich, Lang, Weeks It Cardon 3pp 22813'01B 


—0403290344 NUREG-75/022 

DRAFT ENVIRONMENTAL STATEMENT RELATED TO CONSTRUCTION OF 
PALO VERDE NUCLEAR GENERATING STATION, UNITS 1,2 & 3 Docket 
Nob 30-520, 30-329 6 50-330 

* Office of Nuclear Reactor Regulation, Director 73/04/30 
1 75pp 22813 301 


B40330003S Forwards responses to NRC 040214-16 audit finding* re util 
equipment qualification program, per NUREQ-0047 <BER) W/84 
oversize drawings Aperture cards are available in PDR 
MILLS, L M Tennessee Valley Authority. 84/03/20 ADENSAM, E 
Licensing Branch 4 IBBpp 22624 146 24X Fiche 30-390.84/03/80, 

B40330003B 


840330014? Forwards application for amend to License hFF-3, revising 
Tech Specs to reflect changes in post-accident sampling *ys 
4 post-accident instrumentation for in-core thermocoup 1 e, p er 
NUREO-0737 4 Generic Ltr 03-37 

CROUSE, R P Toledo Edison Co GL-03-37 S4/03/22 BTOLZ, J F 

Operating Reactors Branch 4 3pp 22021 002. 24X 

Fiche 30-346,04/03/22,8403300149 


— 04033001 36 Application for amend to License NPF-3, revising Tech Specs 
to reflect changes in post-accident sampling *y* it post- 
accident instrumentation for in-cora thermocouple it reactor 
coolant hot leg level 

CROUSE, R P Toledo Edison Cd GL-83-37 64/03/22. 7pp 

22B21 ' 004 24X Fiche. 30-346. 84/03/22, 8403300149 


8403300192 Forward* draft Rev 3 to Procedure OP-3838 re low voltage on 
Emergency Bus 1 or 6—3 460-volt bus, draft Rev 3 to OP-3844 
re low voltage on Emergency Bus 2 or 4-1 480-volt bus 4 
draft Rev 3 to OP-3843, per SEP Topic VHI-l.a, 

KAY. J A Yankee Atomic Electric Co FYR 84-39. 04/03/28. 

CRUTCHFIELD, 0 Operating Reactors Branch 3 12pp 22B19-231 24X 

Fiche 50-029,84/03/20,0403300172 


840330023 J Advises that goal for completion of technical reviews it 
implementation of all NUREO-0737 items, excluding Suppl 1,1s 
Sept 1984 Requests to be advised of potential problems 
within 30 days. 

VARGA, S A Operating Reactor* Branch 1 84/03/13 O'TOOLE, J, D, 

Consolidated Edison Co of New York, Inc 2pp 22844.230, 24X 

Fiche 50-247,84/03/13,8403300231 


0403300232 Forward*, itaff comment* on detailed control room design 
review program plan, per NUREO-0737, Suppl 1 Some areas of 
plan require further description 

VASSALLO. D B Operating Reactors Branch 2 84/03/06 

HARRINGTON, U D Boston Edison Co. lBpp 22044 264, 24X 

riche 50— 2°3, 84/03/06, 840330023° 
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8403300233 Forward* comments on detailed control room design review 
Plan demonstrates commitment to meet requirements of Suppl 1 
to NUREQ-0737, however, add 1 info required Meeting should be 
held in Apr or Mag 19B4 to discuss comments 

VARGA, S A Operating Reactors Branch t 84/03/13 DOLAN, J 
Indiana fc Michigan Electric Co 12pp 22842 3S0 24X 

Fiche: 50-313, B4/03/13, B403300233 


0403300240 Summary of ACR8 Subcommittee on Human Factor* 831207 
meeting In Wash ing ton, DC re status of ongoing activities in 
NRC human factors program plan, human reliability data base & 
uses fc review of program budget for FY83-86 

* ACflS - Advisory Committee on Reactor Safeguards 83/12/07 
ACRB - Advisory Committee on Reactor Safeguards 24pp 22842 320 


B403300261 NUREQ/CR— 2096 V01 

C0MMIX-1A A THREE-DIMENSIONAL TRANSIENT S1NQLE-PHASE 

COMPUTER PR08RAM FOR THERMAL HYDRAULIC ANALYSIS OF SINOLE 

AND MULTICOMPONET SYSTEMS Volume I User's Manual 

DOMANUS, H M . SCHMITT, R C . SHA, W T Argonne National Laboratory 

FIN A-2043 ANL-B2-23 V01 B4/03/31 Division of Accident 

Evaluation 327pp 22839,217 


9403300205 NUREG/CR-2896 VOS 

CDMMIX-1A A THREE-DIMENSIONAL TRANSIENT SINGLE-PHASE 
COMPUTER PROGRAM FOR THERMAL HYDRAULIC ANALYSIS OF SINOLE 
AND MULTICOMPONENT SYSTEMS Volume II Assessment And 
Verif ic ation 

DOMANUS, H M . SCHMITT, R C , SHA, W T Argonne National Laboratory 
FIN A-2045 ANL-B2-25 V02 84/02/29 Division of Accident 

Evaluation 93pp 22840 182, 


0403300294 NUREG/CR-3427 V03 

LONG-TERM PERFORMANCE OF MATERIALS USED FOR HIQH-LEVEL WASTE 
PACKAGING Third Quarterly Report, Oc tober- December 1983 
STAHL, D , MILLER, N E Battelle Memorial Institute, Columbus 
Laboratories FIN B-6764, 04/03/31 Division of Health, Siting & 

Waste Management 90pp Available at NRC *4.75 22026 203 


8403300296 Advises that goal for completion of technical reviews t< 
implementation of all NUREG-0737 i terns, ex c lud ing Suppl 1,1s 
Sept 1984 Requests to be advised of potential problems 
within 30 days 

VARGA, B A Operating Reactors Branch 1 >04/03/13 DOLAN, U 

Indiana It Michigan Electric Co. DOLAN, J American Electric Power 
Service Corp 2pp 22844.316 24X Fiche 50-315,84/03/13, 

0403300296 


0403300300 NUREG-0675 022 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON NUCLEAR POWER PLANT, Units 1 AND 2 Docket Nos 50-275 
And 90-323 (Pacific Oas and Electric Company! 

» Division of Licensing 84/03/31 400pp Available at NRC 

*11 00, 22043 001, 24X Fiche 50-275,84/03/31,0403300300 


0403300303 Notification of 840327 meeting w/utik in Bethesda.MD to 
discuss detailed control room design review items relative 
to requirements of NUREG-0737. Supp 1 1 

SILVER, H. Operating Reactor* Assessment Branch 84/03/20 
STOLZ , J. F. Operating Reactors Branch 4 2pp 22844 307 24X 

Fiche: 50-209, B4/03/20, 0403300303 


8403300306 NUREG/CR-3523 

A RANKINO SCHEME FOR MAKING DECISIONS ON THE RELATIVE 
TRAINING IMPORTANCE DF POTENTIAL NUCLEAR POWER PLANT 
MALFUNCTIONS 

SELBY, D L , HENBLEY, W T. Oak Ridge National Laboratory FIN B-0466 
ORNL/TM-093O 04/02/29 Division of Facility Operations 121pp 
22842’ 190 


8403300308 Board Notification 04-054’ forwards NRC evaluation it 
conclusion re util variance from NUREG-0737 guidance 
concerning high range stack gas monitor 
( TMI Item II.F. 1. 1) 

MIRAGLIA, F. U, Assistant Director for Safety Assesement. 84/03/14 
BLOCH, P. B. , PARIS, 0 H , SHON, F. J Atomic Safety and Licensing Board 
Panel. 7pp 22844.282, 24X FI Ch e . 50-1 55, 64/03/1 4, 8403300308 


0403300317 NURE0/CR-3334 VOS 

HEAVY-SECTION STEEL TECHNOLOGY PROGRAM QUARTERLY PROGRESS 
REPORT FOR JULY-8EP TEMBER 1993. 

RUOH.C. E. Oak Ridge National Laboratory FIN 0-0119. 
ORNL/TM-9707/V3. 94/03/31 Division of Engineering Technology 

120pp. 22826-067 


B4 033003 IB NUREO/CR-3549 

EVALUATION OF CONTAINMENT LEAK RATE TESTING CRITERIA 
DOUG AN. U. R. Dak Ridge National Laboratory. FIN B-0489 
OR NL/T M -8909. 84/03/31. Division of Engineering Technology 

56pp. 22B26, 303 


8403300325 NUREG/CR-3275 

JOB ANALYSIS OF THE ELECTRICIAN POSITION FOR THE NUCLEAR 
POWER PLANT MAINTENANCE PERSONNEL RELIABILITY MODEL 

FEDERMAN, P J „ DART TER, W D . SIEGEL, A I Applied Science Associates, 
Inc FIN B— 0461 ORNL/TM-H755 04/02/27 Division of Facility 

Operations 19)pp 22B42 007 


B403300342 NURE0/CR-3309 

A SIMULATOR -BASED STUDY OF HUMAN ERRORS IN NUCLEAR POWER 
PLANT CONTROL ROOM TASKS 

IIEARE, A N , DORRIS, R E , DOVELL. C R General Physics Corp FIN 
A— I IBB 6AND83-7093 84/01/31 Division of Facility Operations 

1 70pp. 22844 070 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


8401190072 IE Info Notice 04-13, "Potential Deficiency in Motor 
Operated Valve Control Circuits b Annunciation ” Svc list 
end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103) 04/02/20 Consolidated Edison Co of New 

York, Ific 1 1 5pp 22707 239 24X Fiche 90-000,04/02/20,0401190072 


8402090007 IE Info Notice B4-14, "Highlights of Recent Transport 
Regulatory Revs by DOT it NRC " Svc list end 

GRACE, J N Division of QA, Safeguards b Inspection Programs (Post 
030103 ) 04/03/02 Consolidated Edison Co of New York, Inc 

130pp. 22552 329 24X Fiche 50-000,04/03/02,8402090007 


8402090008 IE Info Notice 84-16, "Failure of Automatic Sprinkler Sys 
Valves to Operate " Svc list end 

JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 830103). 84/03/02 Consolidated Edison Co of New 

York, Inc 122pp 22553-098 24X Fiche 30-000,84/03/02,8402090000 


84 02090009 IE Info Notice 84-15, "Reporting of Radiological Releases " 
Svc list end 

JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103) 84/03/02 Consolidated Edison Co of New 

York, Inc 119pp 22553 217 24X Fiche 30-000, B4/03/02, 0402090009 


040209001 i IE Info Notice 84-17, "Problems W/Liqutd Nitrogen Cooling 
Components Below Nil Ductility Temp 11 Bvc list end 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Past 830103) 04/03/05 Consolidated Edison Co of New 

York, Inc 117pp 22553 336 24X Fiche 90-000,84/03/05,8402090011 


8402090024 IE Info Notice 04-09, Rev 1, "Lessons Learned From Insps of 
Fire Protection Safe Shutdown SyB " Svc list enc 1 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Past 030103) 04/03/07 Consolidated Edison Co of New 

York, Inc llOpp 22635 049 24X Fiche 90-000,04/03/07,0402090024 


8402090020 IE Info Notice 84-10, "Stress Corrosion Cracking in PWR 
Sys " Bvc list end. 

JORDAN, E L Division of Emergency Preparedness Si Engineering 
Response (Post 030103) 84/03/07 Consolidated Edison Co of New 

York, Inc ll8pp 22584 196 24X Fiche 50-000,84/03/07,0402090020 


0402090031 IE Bulletin 84-02, "Failures of GE Type HFA Relays In Use in 
Class IE Safety Sys » Eve list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 84/03/12 Consolidated Edison Co of New York, Inc 

134pp 82023:094 24X Fiche 90-000,84/03/12,8402090031. 


8402090043 IE Info Notice 84-19, "Two Events Involving Unauthori led 
Entries into PWR Reactor Cavities 11 Svc list and 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 030103). 84/03/21 Consolidated Edison Co of New 

York, Inc. 123pp 22023.229 24X Fiche 50-000,84/03/01,8402090043 


0402090044 IE Info Notice S4-20, "Bvc Life of Relay* in Safety-Related 
Sys " Svc list end. 

JORDAN, E. L Division of Emergency Preparedness S< Engineering 
Response (Post 030103). 04/03/21 Consol idated Edison Co of New 

York, Inc 135pp 22933 001 24X Fiche 50-000, 04/03/01, 8402090044 


8403020378 Forwards request for OMB review & supporting statement re 
10CFR1I0 concerning export fe Import of nuclear equipment b 
matl s 

HORRY, P 0 Office of Administration 84/02/20. MACRAE, J B Office 
of Management S< Budget lp 22492 181 


8403020380 Responds tD approval request for Info collection re physical 
inventory listing Request approved through B50331 under OMB 
3 190-0050, P er Paperwork Reduction Act 

MACRAE, J B Office of Management & Budget OMB 3150-0050 
B4/02/27 SCOTT, 8 Document Management Branch 2pp 22492’ 092 
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8403020381 Responds to approval request foT Info collection re J0CFR93 
concerning operator licenses Request approved through 070227 
under OMB 31 30-0018, p er Paperwork Reduction Act 
MACRAE, J C Office pf Management *< Budget DMB 3150-0010. 

84702/19 SCDTTr S Document Management Branch 2pp 22472 074 


8403020303 Responds to approval request for info collection re 
registration certificate For in vitro testing w/byproduct 
inatl under general license Request approved through B70131 
under DUE 3 1 50-0038, per Paperwork Reduction Act 
MACRAE, J B Office of Management & Budget. OMB 3150-0030 
84/02/27 SCOTT'S Document Management Branch. 2pp, 22492 096 


8403020263 Responds to approval request for Info collection re 10CFR75 
concerning security facility approval & safeguarding of natl 
security info b restricted data Request approved through 
B60229 under DMB 3 1 50-0047, p er Paperwork Reduction Act, 

MACRAE. J B Office of Management It Budget OMB 3150-0047 
84/02/17 SCDTT > 8 Document Management Branch 2pp. 22472 078 


84Q30203B7 Responds to approval request for Info collection re 10CFR7S 
concerning safeguards on nuclear matl-imp 1 ©mentation of US/ 

IAEA agreement Request approved through B70I31 under OHH 
3150-0055, p or Paperwork Redaction Act 

MACRAE, J 33 Office of Management *t Budget OMB 3150-0055 
34/02/27 SCOTT, S Document Management Branch 2pp 22472,100 


B403Q202B8 Responds to approval request for info collection re data 
effort on spouse contamina t i on. R equos t approved through 
870227 under OMB 31 50-0026, p er Paperwork Reduction Act 
MACRAE, J & Office of Management & Budget OMB 3150-0026 
04/02/27 SCOTT, S Document Management Branch 2pp 2247 2 102 


8403050004 Forwards FEMA 840206 ttr 6 final exercise evaluations on 
030714 offsite emergency preparedness exercise. 

Recommendations from rept do not affect approval of plan 
PAPERIELLD, C 0 Region 3, Office of Director 84/02/29 REED, C 
Commonwealth Edison Co 2pp 22470:240 24X Fiche 50-237,84/02/27, 

8403050004 


B403050125 Ac k receipt of FEMA B4013D Itr S< associated final exercise 
evaluations of 831101 emergency preparedness exercise No 
deficiencies affecting public health & safety Identified 
based on performance of offsite agencies 

PAPERIELLD. C J Region 3, Office of Director 84/02/27. 

GIESLERiC W Wisconsin Public Service Corp 2pp 22487. 109 24X 

Fichd 50-305,04/02/27,8403090125 


B403050128 Forwards "Perry Nuclear Power Station Offsite Radiological 
Emergency Planning," interim rept Exercise to test plans 
scheduled for 841128 

KRIMM, R W Federal Emergency Management Agency 84/03/01. 

JORDAN, E L Division of Emergency Preparedness 4. Engineering 
Response (Post 030103) ip 22408 223 24X Fiche 50-440.84/03/01, 

840305012a 


— 0403050131 "Perry Nuclear Power Station Radiological Emergency 
Planning," interim rept 

* Federal Emergency Management Agency 84/01/10. 192pp. 

22488 224 24 X Fiche 50-440,84/03/01,8403050128 


B403050J48 Forwards "Evaulation of Southern California Edison 
31 ts-Speclfle Offsite Radiological Emergency Preparedness 
Prompt Alert t< Notification Sys Evaluation." Sys adequate to 
alert & notify public in event of accident 
SPECK, S W Federal Emergency Management Agency. B4/01/31 
DIRCKS, W J Office of the Executive Director for Operations lp 
22407 314 24 X Fiche 50-206,84/01/31,8403050148 


— 8403050172 "Evaluation of Southern California Edison El te-Ep eci fic 
Offsite Radiological Emergency Preparedness Prompt Alert 8 
Notification By s " 

a Federal Emergency Management Agency 84/01/05, Alpp 
22487 315 24 X Fiche 50-204, 84/01 /31, 8403030148 


8403050142 Forwards FEMA B4D201 Itr, final exercise evaluations on 
031115 offsite emergency preparedness exercise S, interim 
finding recommendat ions re offsite emergency response plan 
For area around facility No if of lc 1 anci es identified. 

PAPERIELLD, C J Region 3, Office of Director 84/02/27 REED, C 
Commonwealth Edison Co 2pp 22405.061, 24X Fiche 50-494,84/02/29, 

8403050 1 62 


8403060086 Approves state b local plans &• preparedness for alerting b 
protecting public in event of radiological emergency. 

Approval conditional on verl f icati on of alert b notification 
sys per criteria of App 3 of NURE0-0654/FEMA-REP-1 , Rev 1 
SPECK, 8 W Federal Emergency Management Agency. 84/02/15 
D1RCK8, W J Office of the Executive Director for Operations tp, 
22516 300 24X Fiche 30-230,84/02/15,8403060084. 


B 4 030604 58 Responds to approval request for info collection re Salem 
ATW9 pvent* Request approved through 850730 under OMB 
3130-01 17, per Paperwork Reduction, Act 

MACRAE, J B Office of Management b Budget OMB 3150-0119. 
B4/02/27 6C0TT, 8 Document Management Branch. 2pp 22547' 319. 


8403040440 Responds to approval request for info collection re 1OCFR70 
concerning domestic licensing of BNM Request approved 
through 870229 under OMB 3150-0007, per Paperwork Reduction 
Act 

MACRAE, J B Office of Management b Budget OMB 3150-0007. 

84/02/27 BCOTT, 8 Document Management Branch 2pp 22547 336 


8403060463 Responds to approval request for info collection re 10CFR3I 
concerning domestic licensees for byproduct matl Request 
approved through 87022? under OMB 3150-0016, per Paperwork 
Reduction Act 

MACRAE, J B Office of Management b Budget OMB 3150-0016 
84/02/17. SCOTT, 8 Document Management Branch 2pp, 22547:338 


8403070363 Forwards FEMA comments on Draft 2 of public info brochure, 
for review & consideration 

YQUNOBLOOD, B J Licensing Branch 1 84/02/29 EDELMAN, M R, 

Cleveland Electric Illuminating Co 3pp 22567' 205, 24X 

Fi che. 50-440, 84/02/29, B403070363 


0403080238 Forwards "Monticello Nucltar Power Plant Blte-Speclfic 
Offsite Radiological Emergency Preparedness Evaluation" It 
"Monticello Nuclear Power Plant Full-Scala Joint Emergency 
Exercise on 830223," final rapt 

KRIMN, Ri W Federal Emergency Management Agency 84/03/05, 
Federal Emergency Management Agency, 3pp 22960. 127 24X 

Fiche. 50-263,84/03/05, B403080238 


— B4O3080242 "Monticello Nuclear Power Plant Blte-Speciflc Offsite 
Radiological Emergency Preparedness, Stote of MN It Sherburne 
It Wright Counties," regional directors evaluation 
a Federal Emergency Management Agency 84/01/26 32pp. 

22360 130 24 X Fiche 90-263, 84/03/05, 840308023B 


— 0403080244 "Monticello Nuclear Power Plant Full-Scale Joint Emergency 
Exercise on 030223," final rept 

a Federal Emergency Management Agency 04/03/09 110pp. 

22560 255 24X Fiche 50-263,84/03/05,8403080238 


8403090218 Forwards evaluation rept of offsite radiological amsrgsncy 
preparedness exercise conducted an 830726 Deficiencies 
observed did not detract from overall demonetrated 
capability to protect public 

KRIMM, R W Federal Emergency Management Agency B4/03/06 
JORDAN, E L Division of Emergency Preparedness b Engineering 
Response (Post 830103). 7pp 22971'142 24X Fiche: 90-1SB. 84/03/0*. 

0403090218 


— B403070221 Evaluation of State of Ml, Charlevol x It Emmet Counties 
offsite radiological emergency preparedness exercise for 
Big Rock Point Nuclear Power Station 

* Federal Emergency Management Agency 83/07/26 43pp 
22571 149 24X Fiche 50-1 55, 84/03/06, 840309021B 


8403090219 Forwards applicant responses to Comeiission 811224 order, on 
behalf of Project Mgt Corp & TVA 

CHIPMAN, 0 L Energy, Dept of 82/01/18. PALLADINQ, N. J. , 

0 IL INSKY, V , ROBERTS, T F Commissioners. lOlpp 22974:168 24X 

Fiche 50-537, 82/01/18, 8403090219. 


8403130199 Advises that state & local plans b preparedness for 
radiological emergencies adequate Approval conditional on 
FEMA verification of adequacy of alerting b notification 
sys, per App 3 of Rev 1 to NURE8-Q654/FEHA-REP-1, 

SPECK, S. W, Federal Emergency Management Agency. B4/03/02 
D1RCK9, W J Office of the Executive Director for Operations. 2pp. 
22608 229 24 X Fiche 50-254,84/03/02,8403130199 


8403130163 Forwards final rept re small-scale offsite radiological 
emergency preparedness exercise on 821014 No deficiencies 
noted 

KRIMM, R W, Federal Emergency Management Agency. 84/03/09, 

JORDAN, E L Division of Emergency Preparedness It Engineering 
Response (Post 830103) 6pp 22999.307. 24X Fiche 90-282.84/03/05, 

8403130163 


— 8403130172 Final rept of small-scale joint emergency exercise on 
B210J4 

* Federal Emergency Management Agency, 02/12/17. 82pp 
22597.313 24X Fi che, 90-282, 04/03/09, 8403130163. 


8403130171 Forwards FEMA post-exercise assessment for 831026 joint 
exercise of State of DE b local radiological emergency 
preparedness plans for facility. 

MARTIN, T T Division of Engineering b Technical Programs. 04/03/07 
UDERITZ.R A Public Service Electric b See Co of New Jersey. 3pp 
22577.223 24X Fi c h e- 50-272, 04/03/07, 8403130171 , 
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— 8403I3017B Evaluation at 631026 joint exercise of 9tat» of DE t local 
radiological emergency preparedness plans for facility 
* Federal Emergency Management Agency 93/11/23 72pp 
22577 226 24X Fiche 50-272,04/03/07,8403130171 


B40313Q1BS Discusses evaluation of State of IL S, local plans S, 
preparedness for facilities Plans adequate to protect health 
& safety of public Approval of public alert notification lys 
conditional on verification Df criteria of NURE0-0654 
SPECK, 8 W Federal Emergency Management Agency 84/03/02 
DIRCKS, W, J Office of th* Executive Director for Operations ip 
22613:316. 24X FI c he • 50-295, B4/03/02, B4031 30185 


8403 1 30190 Forwards evaluation of State of MN & Shelburne 6 Wright 
Counties emergency preparedness plan for 830223 full-scale 
exercise Identified deficiencies corrected 
KRIMM, R W Federal Emergency Management Agency 84/03/05 
JORDAN, E L Division of Emergency Preparedness S, Engineering 
Response (Post B30103). 7pp 22613 256 24X Fiche 50-263, B4/03/05, 

0403130 198 


--B403130209 Evaluation of State of MN S< Shelburne t< Ifright Counties 
emergency preparedness plan for B30223 full-scale exercise 
• Federal Emergency Management Agency 84/03/05 63pp 
22613 263 24X Fiche 50-263,84/03/05,8403130190 


8403130419 Forwards Rev 1 of Outdance Memo 17 Rev addresses concerns of 
NRC U FEMA regional staff re conducting preexercise 6 
poet-ex erclse activities 

KRIMM, R.W, Federal Emergency Management Agency 84/03/05 
JORDAN, E L Division of Emergency Preparedness S< Engineering 
Response (Post 830103) lOpp 2260B 293 


B40315OO1B Informs that FEMA will transmit, on or before 840402, proposal 
re further review of lnuei concerning evacuation time 
estimates for populat ion, Inc 1 uding work program, estimate of 
resources 6 schedule for completion of major components. 

KRIMM, R. W Federal Emergency Management Agency 84/03/09 
JORDAN, E L Division of Emergency Preparedness l* Engineering 
Response (Post B30103) lp 22640 330. 24X Fiche 50-293,84/03/09, 

84031 3001 8 


8403150052 Forwards State of LA 831227 request for exemption from full 
participation at 040410 annual radiological emergency 
preparedness exercise FEMA supports ex emptton, based on State 
of LA full participation in Waterford exercise 
KRIMM, R W Federal Emergency Management Agency. 84/03/09. 

JORDAN, E L Division of Emergency Preparedness it Engineering 
Response (Post 830103) 3pp 22641 335 24X Fiche 50-416,84/03/09, 

0403150052 


8403150106 Forwards FEMA final exercise rept for B20319 joint exercise 
of state tt local radiological emergency preparedness plans 
for facility Rept of 931003 exercise will be forwarded 
MARTIN, T. T Division of Engineering U Technical Programs 84/03/09 
C01M8IL, W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) Spp 22640* 1 42 24X Fiche 30-336, 84/03/09, 8403150106 


8403130113 Forwards exercise repts of 820319 6 830316 joint exercises 
of offsite radiological emergency preparedness plans for 
Arkansas Nuclear One Power Station Deficiencies observed at 
both exercises, Approval under FEMA Rule 44CFR330 in effect. 

KRIMM, R W. Federal Emergency Management Agency 84/03/09 
JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post B30103) 2pp. 22640*001 24X Fiche 50-313,84/03/09, 

8403130113 


— 8403150119 Exercise repts of 820519 6 830316 joint txerclies of offsite 
radiological emergency preparedness plan for Arkansas 
Nuclear One Power Station 

KRIMM, R W Federal Emergency Management Agency. B4/O3/0? 43pp 
22640*003 24X Fiche. 30-313, 84/03/09, 84031501 13 


8403150200 Forwards draft final exercise rept for 840123 joint 
radiological emergency preparedness exerc ise. Btet e of MI 6 
Berrien County demonstrated capability to protect public In 
event of radiological emergancy 

KRIMM, R. W Federal Emergency Management Agency B4/03/09 
JORDAN, E. L Division of Emergency Preparedness & Engineering 
Response (Post B30103). 2pp 22642.001 24X Fiche 50-315,84/03/09. 

0403150200 


— 8403150203 Draft evaluation of util, State of MI & Berrien County 040125 
joint exercise 

e Federal Emergency Management Agency. B4/02/22 42pp 
22642:003. 24X Fiche, 50-315, 84/03/09, 84031 50200 


6403190131 Discusses findings 6 determinations on L1LCO transition 
plan. Key to Regional Assistance Committee (RAC) B40210 
review 6 consolidated RAC review end 

SPECK, 8. W Federal Emergency Management Agency 0L-3, B4/03/15 

DIRCKSi W. J Office of the Executive Director for Operations 70pp 
22668: 238. 24X Fiche 50-322,84/03/15,8403170131 


8403190363 Forwards evaluation of LILCO transition plan per NURE0-06S4/ 
FEMA-RCP— 1 , Rev 1 Deficiencies noted 

SPECK, S W Federal Emergency Management Agency 84/03/15 
DIRCKS, W J Office of the Executive Director for Operations 71pp 
22673- OBI 24 X Fiche 30-322,84/03/15.0403190363 


8403200029 Forwards FEMA evaluation of Town of Lus b y, Ca 1 vsr t County, MD 
poet— e x ere i so radiological emergency preparedness plans for 
facilities Schedule for corrective actions r* offsite 
emergency preparedness deficiencies requested 

MARTIN, T T Division of Engineering it Technical Programs S4/03/i5 
LUNDVALL.A E Baltimore fiat & Electric Co Spp 22699-234 24X 

Fiche 50-317,84/03/13,0403200029 


— B403200035 Evaluation of Town of Lus b y , C a 1 ver t County, MD post-exercise 
radiological emergency preparedness plans far facilities 
* Federal Emergency Management Agency 03/10/13 36pp 
23699 237 24X Fiche 50-3 17. B4 /03/ 1 5. 8403200029 


B40320009B Forwards final exercise rept prepared by FEMA Par 830629 
joint exercise of state Sc local radiological emergency 
preparedness plans 

MARTIN, T T Division of Engineering 5< Technical Programs 04/03/15 

HARRINGTON, U D Boston Edison Co 3pp 22699 099 24X 

Fiche 50-293,34/03/15,0403200098 


8403200166 Forwards FEMA 020609 final post-exercise assessment for 
020210 joint radiological emergency preparedness exercise 
Rept for 830921 exercise will be issued shortly 

MARTIN, T T. Division of Engineering 6 Technical Programs. 84/03/15 
MURPHY, W P Vermont Yankee Nuclear Power Corp 3pp 2269B 041 
24X Fiche 30-271,84/03/15,8403200166 


B403230079 Responds to approval request for info collection re 10CFR7O 
concerning domestic licensing of SNM Request approved 
through B70331 under OMB 31 50-0009, per Paperwork Reduction 
Act 

MACRAE, J B Office of Management S< Budget OMB 3150-0009 
84/03/14 SCOTT, B Document Management Branch 2pp 22759.046 


8403230000 Responds to approval request for info collection re JOCFR32 
concerning specific domestic licenses to mfg or transfer 
certain items containing byproduct matl Request approved 
through 070331 under OMB 3130-0001 

MACRAE, J B Office of Management 6 Budget OMD 3150-0 001 
04/03/15 SCOTT, B Document Management Branch 2pp 22739 044 


8403230120 Notifies that State of FA eligible for biennial frequency 
for participation in radiological emergency preparedness 
exercise Change from annual exercise requirement would be 
supported if requested by util 

KRIMM, R N Federal Emergency Management Agency 84/03/15 
JORDAN, E L Division of Emergency Preparedness 6 Engineering 
Response (Post 030103) lp, 22730-336 24X Fiche 30-397,84/03/15, 

0403230120 


8403260039 Responds to approval request far info collection re 10CFR110 
concerning export it Import of nuclear equipment & matl 
Request approved through 961231 under OMO 3150-0036, per 
Paperwork Reduction Act 

MACRAE, J B Office of Management tt Budget OMO 3150-0 036 
04/03/14 SCOTT, 9 Document Management Branch 2pp. 22763 299 


B403260113 Forwards FEMA review of Rev 3 to util transition plan for 
offsite emergency preparedn# is, per NURE0-0634 

MARTIN, T T Division of Engineering & Technical Programs 94/03/20 
POLLOCK, M S Long Island Lighting Co 3pp. 2273B 001 24X 

Fiche 50-322,04/03/20,8403260113 


- — 0403260117 Review of Rev 3 to util transition plan For offsite 
emergency preparedness, p er NUREG-0634 

* Federal Emergency Management Agency 84/02/10 66pp 
22750 004 24X Fi c h e- 50-322, 84 /03/20, B4032601 13 


8403270104 Requests extension until Dct 1984 for annual emergency 
preparedness exercise Extension would allow inclusion of 
offsite plans &< use of proposed alternate emergency facility 
locati on 

DALTRDFF, 8 L Philadelphia Electric Co 84/03/20 EI9ENHUT, D 0 

Division of Licensing 6pp 22769:217 24X Fiche 30-277,04/03/2 Oi 

0403270 104 


8403290117 Forwards FEMA final rept for B31015-16 emergency exercise 
VERRELLI, D M Division of Project & Resident Program* 84/03/20 
PARRIS, H 0 Tennessee Valley Authority lp. 22807 027 24X 

Fiche 50-259,84/03/20,8403290117 


8403290104 Forwards FEMA final rept for B30618 emergency exercise 
DANCE, H C Division of Project fc Resident Programs 84/03/19 
STEWAR Ti H L Virginia Electric *< Power Co lp 22002 17 4 24X 

Fiche. 50-330.84/03/19, 0403290104 
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8403300265 Forwards request for OMti review {< supporting statement re 
NfiC Form 313. “Application For Matl Licemej '' concerning 
10CFB30. 33-35 & 40 

NCRRV.P ff Office of Administration 34/03/20 MACRAE. J 8 Office 
of Management tr Budget ip 22044 336 


PR PROPOSED RULE 


5403090105 Comments on proposed rule 10CFR20 re accreditation of 
personnel dosimetry processors Requirement should provide 
degree of consistency & accuracy in personnel exposure 
dosimetry Supports rule 

MOBLEY. M H Tennessee, State of 49FR1E0S 025 04/02/16 

CHILK. S J Office of the Secretary of the Commission ip 
22576 170 


0403090106 Package of four comments supporting proposed rule 10CPR20 re 
improved personnel dosimetry processing 

HARD, J D California, State of JERRETT , L E Florida, State of 

VILLFORTH, U C Maryland. State of 49FR1205 B4/03/05 CHILK. S J 

Office of the Secretary of the Commission 5pp 22576 069 


0403090159 Comments on proposed rule 1OCFR20 re accredited dosimeter 
processors Supports rule 

PARIS, R D Oregon. State of 49FR1203 029 84/02/24 Docketing 

■fr Services Branch Ip 2257S 072 


S403090176 Comments on proposed rules 10CFH2 L 72 re hybrid hearing 
procedures for expansion of onsite spent fuel itorage 
capacity at civilian nuclear power reactors Recommends NRC 
establish stringent threshold for new contentions 

ZIMMERMAN, S R Carolina Power 6 Light Co 40FR54499 017 04/03/05 

CHILK, S J Office of the Secretary of the Commission 2pp 
22573.310 


9403090176 Forwards comments on proposed rule 10CFR20 re improving 
personnel dosimetry processing Personnel & area monitoring 
of exposures tc ionizing radiation principal foundation for 
control of radiation 

RUMMERFJELD, P. Applied Radiation Protection Services. 49FHIBOS 033 
04/03/02 PALLADINO, N Commissioners lp 22573 312 


— B4O3O9O103 Comments on proposed rule IOCFR20 re improvement of 
personnel dosimetry processing Vendor among best providers 
of accurate readouts for persons exposed to low energy 
photons in diagnostic radiology. 

RVKMEHFJELD.P Applied Radiation Protection Services 49FR120S 
84/03/02 Docketing 6 Services Branch 6pp 22573 313 


□403090199 Advises recipients of comments on proposed rule 10CFR2 that 
Comment 12 miscoded Number 12 will not be used again 

* Docketing & Services Branch 4BFR50590 04/02/23 Docketing & 

Services Branch. ip 22573 115 


□403090201 Comments on proposed rules 10CFR2 L 72 re hybrid hearing 
procedures for expansions of onsite spent fuel storage 
capacity at civilian nuclear power reactors Suggests 
procedures as alternative to Commission options 

RAHE. E P Meetinghouse Electric Corp 4BFR54499 016 04/02/21 

Docketing & Services Branch 4pp 22975 073 


8403090208 Comments an proposed: rule 10CFR20 re improving personnel 
d-oslmetry processing Extending accreditation to Feb 1996 
questioned 

JACOBSON, N League Against Nuclear Dangers 49FRI205 026 
B4/02/25 Docketing & Services Branch 2pp 22574 356 


B403090212 Comments on proposed rule 1OCFR20 re improved dosimetry 
processing Opposes rule. Rule allows no differentiation 
between performance testing requirements for large 
commercial processor 4, iu-houss programs 

MASSE, F X Massachusetts Institute of Technology, Cambridge, MA 
49FR1205 027. 84/02/27 Docketing 6 Services Branch 2pp 

22574 292 


B4Q3O90214 Package of two comments supporting proposed rule 10CFR20 re 
improving personnel dosimetry processing 

TAPERT, A C Delaware, State of E l SENHOWER, E H Commerce. Dept 
of. National Bureau of Standards 49FR12Q5 84/03/06 Docketing 

L Services Branch 4pp 22575 005 


8403130203 Comments on proposed rule 1OCFRB0 re improved personnel 
dosimetry processing Opposes rule 

SORENSEN, 0 C Washington Public Power Supply System 49FR1205 040 
84/03/07 Docketing 6, Services Branch 2pp. 22617 317 


8403130218 Comments on proposed rule 1OCFR20 re improved dosimetry 
processing Opposes rule 

EVDdKlrtQFF, V N Boston Univ Medical Center. Boston, MA 49FR1205 
037 04/03/05 Docketing L Services Branch lp 22617:291 


8403130236 package of four comments supporting proposed rule 10CFR20 
re improved personnel dosimetry processing 

HEBhhD L Maryland, State of 1 BRADLEY, F J. New York, State of 
BRICH, R South Dakota, State of 49FR1205 84/03/09 Docketing 

t< Services Branch 5pp 22617 260 


B403i302S2 Comments on proposed rules 10CFR2 6 72 re hybrid hearing 
procedures for expansions of onsite spent fuel storage 
capacity at civilian nuclear power reactors Supports Option 
2, w/mod 

SHERWOOD, 0,0 General Electric Co 49FR54499 017. 04/03/02 

Docketing U Services Branch 3pp 22614 160 


B403130327 Package of three comments supporting proposed rule 10CPRW 
re Improved personnel dosimetry processing 

SHIERKOWSK1. P Oklahoma, Univ, of, Norman, OK THOM AD BEN, B R. 
Wisconsin Clinic Cancer Center, Madison, W1 OOLLNICK. D, A. Pacific 
Radiation Corp 49FR1205 84/03/08 Docketing l< Services Branch 

Bpp 22617 122 


B40313036B Comments on proposed rule 10CFR20 re improved personnel 
dosimetry processing Supports rule 

KEARNEY, J J Edison Electric Institute. 49FR1205 043 B4/03/06 

CHILK, S J Office of the Secretary dP the Commission 3pp. 
22616-244 


8403130370 comments on proposed rule 10CFR20 r> licensee requi ramint 
to utilize only personnel monitoring eve certified by natl 
callbr sve Rule unnecessarily complicated Si overly 
restrictive 

TANNER, R L, Nurnberger Radiation Protection Service 49FR12Q5 044 
04/02/06 Docketing 6 Bervicet Branch 2pp 22616 274, 


8403140137 Comments on proposed rule 10CFR2Q re Improved personnel 
dosimetry processing Addl dosimetry processor accreditation 
guidance required before implementation of rule 

WITHERS, B D Portland General Electric Co 49FR1209 056 04/03/09 

Docketing S, Services Branch 2 pp 22624 111 


8403140144 Comments on proposed rule 10CFR20 re improved personnel 
dosimetry processing Request*. under FOZ A, c ontract between 
NB0 & Univ of Michigan re 810717 interagency agreement to 
administer dosimeter program 

SCHUTZ, D F Teledyne Isotope*. 49FRJ205 053 84/03/09 

Docketing & Services Branch 3PP 22623 360 


0403140147 Comments on proposed rule 10CFR20 re improved personnel 
dosimetry processing Supports Alternatives 2 or 3, Option A 
as acceptable approach for obtaining competent results from 
dose measurements 

CLEMENTS, B R Texas Utilities Electric Co (formerly Texas Utilities 
Generating Co ) 49FR1205 055 84/03/07 Docketing !i Services 

Branch lp 22620 332 


8403140149 Comments on proposed rule 10CFRS0 re improved personnel 
dosimetry processing Prefers Alternative 2 re uie of 
dosimetry provider in QA program Alternative 3 B else 
acceptable although somewhat restrictive 

WILSON, EF Arkansas, State of. 49FR1205 050. B4/03/07, 

Docketing & Services Branch ip 22620.263 


8403140151 Package of four comments supporting proposed rule 1OCFR20 T* 
improved personnel dosimetry processing 

FARRAR, D L Commonwealth Edison Co WISENBURO, M, R. Houston 
Lighting 6 Power Co PLATO, P Mlchigen, Univ of, Ann Arbor. Ml. 
49FRI305 84/03/12 Docketing h Service* Branch ?pp 

22624 026 


8403140153 Package of two comment* supporting Alternative 3, Option B 
in Natl Voluntary Lab Accreditation Program on proposed 
role 10CFR20 re improved personnel dosimetry processing, 

BAYNE, J P Power Authority of the State of New York. SCHUYLER, JO 
Pacific Gas 6 Electric Co. 49FR1205 84/03/12 CHILK, 8. U. Offic* 

of the Becretaru of the Commission 4pp 22620,-334. 


0403140156 Forwards Frontier Airlines comments on proposed rule 
10CFR20 re personnel dosimetry processing. Frontier Airlines 
does not favor change in current requirement*. 

BALLENGER, V. W Air Transport Association 49FR 1205 062. 84/03/08 

Docketing & Bervicet Branch 2pp. 22620:233, 


8403140160 Comments on proposed rule 10CFR60 re high level rmdwaste* 
in unsaturated zone Application of taate std of measure to 
ell rock types i, all sites essential 

DOVER, B Affiliation Not Assigned 4BFR3934 001 84/03/06. 

Office of the Secretary of the Commission. lp 22620-362. 


6403140166 Comments on proposed rule 10CFR20 re improved pereonnel 
dosimetry processing Dosimetry accreditation will impact 
on dosimetry research 6 upgrade. BNWL "Guideline* for Calibr 
of Personnel Dosimeter*" enql for review, 

DEAL.L J Energy, Dept, of 49FR120S 047. 84/03/09 Docketing * 

Services Branch. 5pp 22624, 113. 
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—8403140170 PNL-4313 

"Guidelines for Callbr of Personnel Dosimeter* " 

RDBERSONrP L , HOLBROOK. K L Battelie Memorial Institute. Pacific 
Northwest Laboratories UC-41 04/01/31 45pp 22624 11H 


B40314017S Package of four comment* on proposed rule 10CFR20 re 
Improved dosimetry processing Oppose* rule in present form 
BAKANAUSKA8, J Massachusetts. Univ of, Medical School DRISCOLL, F 
Tufts Univ , School of Medicine, Medford, MA JOHNSON, R U Harvard 

Univ, , Cambridge. MA 49FR1203 04/03/12, bocketing It Services 

Branch. Bpp 22620 244 


8403190280 Comment* on proposed rule 10CFR20 re improved personnel 
dosimetry processing Subj should be addressed by reg guide 
CDUNSIL, W 0 Connecticut Yankee Atomic Power Co COUNBIL.W 0 
(forth east Nuclear Energy Co Isubs of Northeast Utilities!, 
COUNBIL.W 0 Northeast Utilities Service Co isubs of Northeast 
Utilities! 49FR1203 064 84/03/12 CHILK, B J Docketing t. 

Services Brench. 2pp 22672 273 


84031 902B9 Peck age of three comments supporting proposed rule 10CFR20 
re improved personnel dosimetry processing 

TUCKER, H B Duke Power Co WIBENBURO, M R Houston Lighting *i Power 
Co 3J0BL0M, 0 L Environmental Protection Agency 49FR12D3 
B4/03/14 Docketing l< Services Branch llpp 22673 244 


8403190293 Package of two comment* opposing proposed rule 10CFR20 re 
improved personnel dosimetry processing 

HCOAUOHY, R. W, Iowa Electric Light & Power Co PRICE. K. W. Yale 
Univ, . New Haven, CT 49FR1203. 84/03/14 CHILK, 3 J Docketing & 

Services Branch 6pp 22673 312. 


B4O31903i7 Package of four comments supporting Alternative 3, Option B 
of proposed rule 10CFR20 re Improved personnel dosimetry 
processing. 

BZALAY, R, Atomic Industrial Forum DOLECEK, E H , WYNVEEN, R A, 
Argonne National Laboratory 49FR12D3 34/03/16 Docketing Si 

Services Branch 6pp 22673 OOl 


B40319D326 Comments on proposed rule 10CFR20- re improved personnel 
dosimetry processing Supports Alternative 3, Option B NOS 
logical ad mini stretive unit to establish stds For 
processing 

DELAND, F. H Vet Admin Hasp Lexington. KY 49FR1205 063 
84/02/24 CUNNINGHAM, R, E Division of Fuel Cycle U Material Safaty 
ip. 22673' 163 


8403190369 Comments ori^propossd tuIb 10CFR2O re improved personnel 
dosimetry processing Recommends further consideration be 
given to other methods of certifying dosimetry processors 
MILLS, L. M Tennessee Valley Authority 49FR1203 016 84/03/12 

Docketing l Services Branch. 2pp 22673,307 


B4031903B7 Package of three comments supporting proposed rule 10CFR20 
re improved personnel dosimetry processing 

VAN BRUNT, E E Ariione Public Service Co THORPE, J R, General 
Public Utilities - GPU Service Corp EURE. J. A Iowa, State of 
49FR1209, 84/03/13 Docketing 6 Service* Branch 3pp 

22675. 309. 


B 403190403 Comment* an proposed rule 10CFR2O re improved personnel 
dosimetry processing. Supports rule. 

KENYON, B D. Pennsylvania Power (• Light Co. 49FR120S 063 34/03/12 

CHILK, 8 J. Docketing fc Service* Branch lp 22674 336 


0403210004 Comment* on proposed rule 10CFH2O re improved personnel 
doeinetry processing Supports Alternative 3, Option B re NBs 
lab accreditation programs, 

BROWN, R. W Mallinckrodt. Inc. 49FR 1203 080 84/03/14 Docketing 

k Services Branch 2pp 22706.334 


840321000? Package of three comments supporting proposed rule 1OCFR20 
re improved personnel dosimetry processing 

OIEBLER , C. Id Wisconsin Public Service Corp. DIXON, 0 W. Southern 
California Edison Co. REED, J D Btandard Oil Co of Indiana {see 
•1*0 AMOCO). 49FR1209, 84/03/1? Docketing k Services Branch. 
3pp. 22706:336 


8403210012 Comments on proposed rule 1OCFR20 re improved personnel 
dosimetry processing. Recommends range of SOX plus or minus 
for dosimeters. 

LINTON, 0. W. American Collage of Radiology 49FR1203 083 84/03/19. 

Docketing k Services Branch. 2pp, 22706-344. 


8403210018 Comments on proposed rule 10CFR60 re Waste burial in 
saturated k unsaturated zones. Suggests containment be shaped 
like pyramid to withstand earthquakes, tornadoes k concussion 
from bomb blasts, 

NEMETHY , E Affiliation Not Assigned. 49FR3934 002, 

Docketing k Services Branch, tp. 22706-349, 


3403210022 Comments on proposed rule 10CFR110 re e xp or t/ imp ort of 
nuclear matl Questions why Soviet Union is not on list of 
embargoed or restricted destinations 

NEMETHY, E Affiliation Not Assigned 49FR7372 OOl 04/03/19 
Docketing L Services Branch lp 22709 006 


3403210029 Comments on proposed rule 1OCFR30 ra elimination of thermal 
anneal ing requ 1 remen ts of App 0, Section IV, B re pressurized 
th ermal shock Supports rule Requirements not needed 
FAY, C W Wisconsin Electric Power Co 49FR4490 002 S4/03/13 

CHILK, 3 J Office of the Secretary of the Commi ssion 2p p 
22706 350 


8403230058 Comments on proposed rule 10CFR20 re improved personnel 
dosimetry processing Supports Alternative 3, Option B re 
utllliation of NP3 lab accreditation program 
THRON.H W Minnesota. 3tate of 49FR1205 OB4 04/03/16 
Docketing I, Services Branch ip 22724 362 


3403290002 Final response to FOIA request for Pout categories of 
doc uroents. testa, studies & analyses referencing or pertaining 
to NUREQ-01O3, -'STS for DkU PWR " App A documents end 
FELTON, J. M Division of Rules and Records 84/01/13 MADDEN, T J 
Kaye, Hcholer, Fierman, Hays *c Handler 6pp 22016 127. 24X 

Flche 90-000,84/01/13.8403290003 


—0403290034 Discusses Reg Guide l 45, ISA draft Std B67 03 k AN3I draft 
Bfcd N 41 21 Suggested items clarifying reg guide listed 
MCQUEEN, M M. Affiliation Not Assigned 79/07/23 Atomic Energy 
Commission - Directorate of Regulatory Standards 15pp 
22817, 039 


8403290242 Comments on proposed rule 10CFR20 re improved personnel 
dosimetry processing Seriously questions need for change 
Prefers current sys 

SDRENSEN.G C Washington Public Power Supply System 49FR1205 087 
04/03/07 Docketing k Services Branch 2pp. 22800. 227 


0403290252 Advises recipients of comments on proposed rule 
I0CFR20 that Comment *9 duplicate of Comment 60 Number 69 
will not be used again 

* Docketing k Services Branch 49FR1203 B4/03/26 Docketing 6 

Services Branch lp 22BOO 064 


8403290255 Comments on proposed rules 10-CFR2 !< 72 re hybrid hearing 
procedures for expansions of onsite spent fuel storage 
Capacity at civilian nuclear power reactors Prefer* Option 
2 u/mod. 

SHERWOOD, 0 0 General Electric Co 49FK34499 01B B4/03/O2 

Docketing 6 BorYices Branch 3pp 2280D 072 


0403290263 Comments on proposed rule 10CFRSO re specifying residual 
radioactive contamination limits for decommissioning 
Adoption of 30 mrem per yr effective dose equivalent for 
limiting value acceptable 

TEDFOnD, C F Arizona, State of 49FR1205 OSB 04/03/21 
CHILK, 0 J Office of the Secretary of the Commissi on Ip 
22B00 07 B 


8403290277 Comments on proposed rule 1OCFR20 re improved personnel 
dosimetry processing. Cone urs w/EEl comments to minimize 
unnecessary paper work k to provide suggested definition of 
dosimetry processor 

MlTTL.R.L Public Service Electric tr Gas Co of New Jersey 
49FR1203 003 04/03/12 CHILK, J Office of the Secretary of the 

CsMilt ion lp 22814 000 


8403290296 Comments on proposed rule JOCFR60 & NUREG-1046 re dispose l 
of high level raduastes In unsaturated Zone 

WILLIAMS, R E Williams fc Associate* NRC-0B-82-04& 49FH5934 003 

84/03/19 PDHLE, J Division of Waste Management a f p 22800 198 


B4O3290297 Comments on proposed rule 1OCFR20 re improved personnel 
d os ime try processing Concur* w/actlem to improve act ur acy 
k reliability of dosimetry sy*. Suggests NRC clarify intent 
of rule to license* 

HUQHE8. T J Navy, Ddpt Of 49FRI205 006 B4/03/B2 Docketing k 

Services Branch lp 22800 03* 


8403290321 Advises that encl 840309 1 tr commenting on proposed rule 
10CFR20 re improved dosimetry processing not comments by 
J Bekanauskas signature forged Comments should be withdrawn 
from consideration Forged 1 tr dtd B4030Y end. 

BAKANAU8KA8, J Massachusetts, Univ of. Medical School. 49FR1203 
84/03/20, Docketing fc Services Branch 2pp. 22002 06S 


B4/03/14. 
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pan petition for rulemaxino 


0403010024 Responds to FOIA request for document! re petition for 
rulemaking PRM-50-50-31, from Citiiens Task Force of Chapel 
Hlll-NC Forwards App A documents App B documents completely 
withheld Iref FOIA Eaemptlon 5K 

FELTON. J M Division of Rules and Records 84/01/10 aH0LLY.BC. 
Union of Concerned Scientists 4pp 22-446 033 


— G 301060420 Requests review & comments re end draft FR notice to deny 
Citiiens Task Force of Chapel Hlll.NC petition for 
rulemaking (PRM-50-31) U/a end 

NORBERO. J Human Factors t> Safeguards Branch 03/12/27. 

BASSETT, 0 E Division of Accident Evaluation iPre 840101 ) 2pp. 
22446 041 


— 8403010038 Requests documents re petition for rulemaking PRM-50-31 
filed by Citiiens Task Force fc R Bernero 830916 memo to 
fJRC div directors re draft rulemaking on emergency 
preparedness 

MARKEY.E J House of Rep . Interior fc Insular Affairs 03/09/22 
PALLADINO, N J Commissioners Ip 22446' 040. 


0403090075 Comments on petition for rulemaking PRM-20-14 re disposal 
of short-lived radionuclides No comment* offered. 

BZ YMCZAK, 0. Fire* Corp 49FR3667. 84/02/27 FELTON. J H. Division 

of Rules and Record's lp. 22579 293 


6403090173 Comments on petition for rulemaking PRM-20-14 re disposal of 
very low level radwaste Supports rulemaking 

MARTIN. J B Affiliation Not Assigned 49FR3667 009. 04/02/20 

CH1L-K. s J Office of the Secretary of the Commission 6pp, 

22575 137 


B4 032 90230 Package of two comment* on petition for rulemaking PRM-20-14 
re dlspoeeJ of short-lived radionuclides by burial 
0URKDSH.E D Pittsburgh. Univ of. Pittsburgh. PA ORUNEWAU3, R, 
Wisconsin, Univ, of, Milwaukee. HI, 49FR3667 04/03/26 

Docketing h Services Branch 10pp 22800:176 


B40 3290253 Comments on petition for rulemaking PRM-39-9 re restricting 
use of bone mineral analyser to qualified t> trained 
physic lan. Suggests increase in min number of hour* from 8 to 
16 Supports petition 

KRIBHNAMUHTHY Vet P\Smln. Hasp, Portland. OR 49FR8621. S4/03/20, 

Office of the Secretary of the Commission Ip 22800.179. 


84 032 902 s 9 Package of three coaiments opposing petition for rulemaking 
PRM-35-5 submitted by Nucl*ar Radiation Consultant* on use 
of Od-193 bone mineral analyzer. 

9ILBERSTEIN, E. Cincinnati. Univ of. Hnsp, . Cincinnati, OH 
LLAURAD0. J 0 Vet. Admin Hoep Lome Linda, CA Z1EX.0NKA, J. fl 
Veterans Admin Medical Center. Wood. WJ 49FR6S21 04/03/26 

CHILE. 8. J Office of the Secretary of the Cossmisslan. 9pp. 

22000. 009 


8403290272 Comment* on petition for rulsmeklng PRM-20-14 re burial of 
certain radioactive matl in hazardous waste landfills. 

Opposes rulemaking 

BALZMAN.L Friends of the Earth, 49FR3667 029. 84/03/19. 

Docksting & Service* Branch lp 22914' 070, 


8403290301 Package of two comments on petition for rulsmaking 
PRM-20-14 re disposal of short-lived radionuclides, 

KANE, M 8 Brand* is Univ Waltham, MA COERCES, J. E, Wyoming. Univ 
of, Laramie, WY 49FR3667. 84/03/23 Docketing fc Services 

Branch 9pp. 22000:043. 


04O3O9O1SO Comments on petition For -rulemaking PRM-20-14 re short-lived 
radionuclides Company does not use short-lived 
radionuclides 

JOHNSON, S ,M Sangamo Weston, Inc 49FR3667. 84/02/16 FELTON. J H 

Division of Rules and Records lp. 22574 272 


B403290311 Package of two comments on petition for rulemaking PRM-20-14 
re disposal of short-lived radionuclides. Supports petition, 
w/rev, • 

HOLLEMAN, D Alaska, Univ of, Fairbanks. TUTTLE, W. K. Vet. Admin 
Hosp. Portland, OR. 49FR3667. 84/03/23 Office of the Secretary 

of the Commission 3pp. 22802.096 


B4030901B4 Comments on petition for rulemaking PRM-20-14 re 
deregulation of radionuclides w/less than 100 days physical 
half-life Supports petition Waste would be tonic & should be 
burned 

CABTRONOVO, F Massachusetts General Hosp,, Boston, MA 49FR3&67 
007 04/02/27 Docketing 6 Services Branch. lp 22573:309 


B4O3O90196 Comments on petition for rulemaking PRM-20-14 re dispose! of 
short-lived low level radwaste Supports rule Change would 
resolve low level waste disposal problem since airborne 
radiation hazard will be negligible 

OUT, M Worcester Foundation for Experimental Biology 49FR3667 OOB 
84/03/01 Docketing 6 Services Branch Ip. 22973:279 


8403130249 Comments on petition for rulemaking PRM-20-14 re disposal of 
very low concentrations of short-lived radioactive matl 
Supports amend proposed by Univ -of Utah 

WIEN, OO Wien Laboratories, Inc 49FR3667 010 83/03/05 

Docketing 1< Services Branch 2pp 22617:299 


8403140189 Comments on petition For rulemaking PRM-20-14 re disposal of 
very low concentrations of short-lived radioactive matl. 

Emphasis should be placed on disposal of truly hazardous 
chemical waste 

WADE. L Tejas, Univ of, Austin, TX 49FR3667 Oil B4/03/09 
Docketing L Services Branch. lp 22620 215. 


B403140221 Comments on petition for rulemaking PRM-20-14 re proposed 
extension of scintillation vial exemption to include 
short-lived isotopes Supports proposed rule 

GLAS9, DJ Biotechnica International, Inc 4VFR3667 012 84/03/09 

Docketing y Services Branch. 3pp. 82631.052 


84-03190362 Comments on petition for rulemaking PRM-20-14 re disposal 
of short-lived radionucl ides. Suppor t* rulemaking 

JOHNSON, R U Harvard Univ , Cambridge, MA. 49FR36&7 013 04/03/05 

Docketing t, Services Branch 2pp 22679 235. 


PROJ PROJECTS - PREDOCKET LICENSING 


0403010123 Respond* to FOIA request for studies performed by USGS 
h State of CA Div of Mines 4 Geology re facility seismic 
design. Forwards App A document* Info also available in PDR, 

FELTON. J. M Division of Rules and Records. 83/12/20 CALSOYAS.C.D 
Affiliation Not Assigned 3pp 22444.349. 24X 

Flche. 50-312, 83/12/20, 8403010123 


— 791 1120370 Requests addl Info to complete review of initial site 
examination info data form 

DEYOUNG, R C Atomic Energy Commission, Directorate of Licensing. 
74/12/13 DAVIS, E. K Sacramento Municipal Utility District, 2pp 
22445 028 24X Flche' 50-318, 83/12/20, 0403010123, 


— 7911 120403 Requests initial site examination info. 

01 AMBUSSO, A Atomic Energy commission, Directorate of Licensing 
74/08/14. DAVIS, E K Sacramento Municipal Utility District 9pp. 
22449 034 


—7911120413 Responds to 760113 ltr re DL Kelleker 791217 concern about 
nuclear plant in Orville, CA vicinity. No plant planned for 
area Discusses DBE re plant design 

DIRCKS, W J. NRC - No Detailed Affiliation Given. 76/02/06 
CRANSTON, A Senate 3pp. 22445,041. 24X Flche. 90-312. 03/12/20, 

8403010123 


--B403010150 Forwards evaluation of Unit 2 initial site exam info data 
review Site safety member* participating in review listed, 

DENTON, H. R Atomic Energy Commission. Directorate of Licensing 
74/10/10 DEYOpNO, R, C, Atomic Energy Commission, Directorate of 
Licensing 4pp 22449:046 24X Flche: 90-312, 03/12/20, 8403010123 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


0403210107 Package of four comments supporting petition for rulemaking 
PRM-20-14 r» disposal of very low level concentrations oP 
short-lived radionucl ides. 

MILES, H L, Army, Dept of LIETO, R. P Henry Ford Hosp , Detroit, 
MI LANCIONE, 0 Mlllipore Corp. 49FR3667. 04/03/19 Docketing 

W Services Branch. 5pp 22706' 135 


B 4 020900 20 Board Notification 04-044: forwards Part 21 rapt re 
Transamerlca Deiaval, Ioc turbocharger thrust bearing 
lubrication defect resulting in engine nonavailability. 
EISENMUT. D. 0 Division of Licensing. 04/02/29. PALLAD1N0 
Commissioner*. 4pf 22941,263 24X Fiche: 50-000. 84/02/29- 

8402090020. 


8403230069 Comment* on petition for rulemaking PRM-20-14 submitted by 
Univ of Utah re current restrictions on waste disposal. 

Support* rulemaking 

WADE, L Health Physic* Society 49FR3667 Ola. 04/03/09. 

Docketing t, Services Branch lp 22726 327. 


8402270274 Third interim deficiency rept, Item 111 re seisailc 
qualification test failure of Transamerlca Deiaval, Inc 
starting air check for emergency diesel engine generator 
sets Also reportable per Part 21. Next rept by 040939 
PARSONS, R M, Carolina Power 8, Light Co NRC-1B1 84/02/19 

O'REILLY, J P Region 2. Office of Director. 4pp 22391:304 24X 

Flche: 30-400,84/02/13, 8402270274. 
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3402270274 Interim deficiency rept re loose flexible coupling drive 
hubs on components supplied by Transamerica Delaval.Inc 
Initially reported on B40120 Next rept by B40S31 Also 
reported per Part 21 

EDELMAN.M R Cleveland Electric Illuminating Co B4/02/17 

KEPPLER, J 0 Region 3. Office of Director 2pp 22426 279 24X 

Fiche- 30-440. 84/02/ 17. 8402290274 


8403010330 Interim deficiency rept. Item 138 re Pullman Const 
Industr ies/Ebasco design interface HVAC ductwork. Different es 
impacting seismic qualification may exist between design b 
fabrication documents Alto reportable per Part 21 
PARSONS, R M Carolina Power b Light Co 130 04/02/17 

O'REILLY, J P Region 2, Office of Director ip 22432-320. 24X 

Fiche. 30-400. B4/02/17. 8403010330 


8403010394 Deficiency (< Part 21 rept*. Item 137 re Ruskin Mfg Co 
supplied actuators failing to meet functional test 
requirements of OH Bettis Co. Initially reported on 831221 
Next rept will be submitted by B40323 

PARSONS, R M, Carolina Power b Light Co. NHC-I82 B4/02/17. 
O'REILLY, J P. Region 2, Office of Director Ip 22434 046 24X 

Fiche, 30-400. B4/02/17, 8403010394 


8403030120 Responds to NRC 840126 Itr re deviation noted in OA Program 
Tnsp Rept 99900330/83-02, Corrective action* specified max 
value reevaluated, Exceeding value did not adversely affect 
performance of UVTD Condition not reportable per Part 21. 

SAUTER, D M Meetinghouse Electric Corp 84/02/23 PQTAPOVB. U 
Vendor Program Branch. 2pp. 22488 030 


8403030170 Part 21 rept re potential degradation of actuator stroking 
times re elapsed time from original mfg Caused by ethylene 
propolene seal absorbing hydrocarbons from grease 

UPTON, R T OH-Bettis Co 84/02/20 8 EYFRIT 1 C Region 4. Office of 
Director iBpp 22405-210 


B403060311 Part 21 final design rept re Inadequacy of svc water b 
circulating water pump house structure Analysis completed 
Repair const activities in progress. 

KREIDER.H. O, United Engineer* 1 Constructors. Inc (subs, of 
Raytheon Co. I. 04/02/20, Director's Office, Office of Inspection 
■ nd Enforcement. 3pp 22313 333 24X Fiche 30-443,04/02/26, 

8403060311 


8403070236 Followup Part 21 rept re defective mechanical snubber 
capstan springs supplied by Pacific Scientific Affected 
utils 1 isted. Purchasers have baen notified b advised to work 
directly u/Paclfic Scientific in disposition. 

HOVI.L. NPB Industries, Inc NPSI-01-382S. 84/02/24 DEYOUNQ, R C 

Director's Office. Office of Inspection and Enforcement 2 pp 
22536-279 24X Fiche 30-000,84/02/24,8403070236 


8403070203 Fifth interim deficiency b Part 21 rept*. Item 117 re welding 
defects on Class IE 6 9 kV circuit breakers Initially 
reported on 830211, Alt Class IE breakers at site returned to 
Siemens-All i» Final rapt expected by 040331. 

PARSONS, fl H. Carolina Power b Light Co NRC-188. 84/02/29 
O'REILLY, J P Region 3, Office of Director 4pp. 22347- 073 24X 

Fiche- 30-400, B4/02/29, 8403070283 


0403070286 Final deficiency rept re Parsons-Peeb lei emergency diesel 
generator 2B-B rear bearing problem Initially reported on 
830627 Generator, repaired to be used as spare Also reported 
par Part 21 

HILLS. L, M, Tenneese* Valley Authority 84/02/29. O'REILLY, JP 

Region 2, Office Df Director 4pp 22346 224. 24X 

Fiche: 30-390, 84/02/29, 0403070286 


8403070290 Fourth interim deficiency rept. Item 77 re seismic Class 1 
cable tray, conduit b HVAC hangers supplied by Peden Steal 
Initially reported on B20B02, Component relnsp In progress. 

Next rapt by 840701, Also reported per Pert 21 
PARSONS, R H Carolina Power l< Light Co 77 B4/02/24 

O'REILLY, J, P. Region 2, Office of Director. 4pp. 22347 067 24X 

Fiche- 30-400, B4/02/24, 8403070290 


B 40 3070297 First interim deficiency rapt re numerous deficiencies on 
E-max panels Initially reported on B40131, Incorrect 
connected wire* will be repaired. Next rept by 840607 Also 
reportable per Part 21 

HILLS, L. 14, Tennessee Valley Authority, 84/02/29. O'REILLY, J P. 
Region 2, Office of Director. 2pp. 22946-337. 24X 

Fiche: 30-438. 84/02/29, 8403070297 


B403070329 First interim deficiency rept re adaptor keyway on B-inch 
Borg-Warner globe valves, Ini tlal ly reported on B40131, Vend or 
will provide corrective action It identify eddl valve* 
requiring mods. Also reportabla per Part 21. 

HILLS, L H Tennessee Valley Authority. NCR 2787 04/02/29, 

O'REILLY, J. P, Region 2, Office of Director. 2pp, 22546.313 24X 
Fiche: 30-438, 84/02/29, B403070329 


0403080240 Part 21 rept re falluTp of Pacific Air Products linear 
converter Initially reported on 840117 Failure duo to 
excessive wear of brass shaft guides an input & output 
shafts Investigation underway 

HALL, D P Illinois Power Co U-10I32 84/02/29 KEPPLER, J Q 

Region 3. Office of Director 2pp 22336 209 24X 

Fiche 30-461.04/02/29,8403080240 


B4030900B2 Fourth interim tc Part 21 repts. Item 101 re defective 
governor drive coupling supplied by Transamerica Delaval 
Initially reported on 820909 Couplings to be replaced Final 
rept by 840323 

PAR80N9. R H Carolina Power b Light Co NRC-1S3 84/02/24 

O'REILLY, J P Region 2, Office of Director 4pp 22373 299 24X 

Fiche 50-400,04/02/24,8403090082 


8403090181 Twelfth interim deficiency rept re main steam line failure 
due to main feedwater overf 1 11. Ini t 1 al ly reported on BO0319 
Field change package submitted by BbW Next rept by B40622 
Also reportable per Part 21. 

MILLS, L M Tennessee Valley Authority 84/02/27 O'REILLY, JP 
Region 2, Office of Director, 3pp 22373 272 24X 

Fiche 30-438,04/02/27,8403090181 


B40309019B Forwards two ltrs referenced in 330916 Itr. representing 
entire dialogue w/NRC r« QC breakdown All future 
correspondence will be forwarded to IE b will be routed 
through author ofc 

KALE. D L Oulf b Western Industries. Inc B4/01/17 ANDERSON, W F 
Director's Office. Office of Inspection and Enforcement lp 
22574 273. 


— 0403090200 Potential Part 21 rept reviewing documentation re all 
nuclear component shipments Based on review, quail ty problem 
nonexistent b Part 21 inapplicable 

KALC.D L. Oulf b Western Industries, Inc 03/09/16 
O'REILLY, J P Region 2, Office of Director 2pp 23574 274 


— 8403090202 Advises of potential quality program breakdown re metallic 
pipe fittings Thorough internal investigation underway 
KALE, D L Oulf & Western Industries, Inc 83/03/11 
O'REILLY, J P Region 2, Office of Director lp 22374 277 


— B403090203 Submits followup rept to 830011 Initial notification of 
potential quality program breakdown Areas of concern 
Include traceability of matl through mfg mill test repts b 
heat treatment of matl 

KALE, D L Oulf b Western Industries, me. 83/04/11 
O'REILLY, J P Region 2, Office of Director 12pp 22374 270 


8403090265 Final Deficiency Rept PRD 83/00 re inability to maintain 
pressurixed water supply to HMR pumps & discharge piping 
supplied by Bech tel. Ini 1 1 al 1 y reported on 830413. Hardware 
mods implemented Alto reportable per Pert 21 

MCOAUOHY, J P Mississippi Power b Light Co PRD 03/00 04/03/02 

O'REILLY, J P Region 2. Office of Director. 4pp 22372.144 24X 

Fiche 30-416,04/03/02,8403090265 


B403120032 Final Deficiency Rept DER 83-70 rs wiring in emergency 
response facility cabinets supplied by Energy, Inc not In 
conformancB w/IEEE— 384 criteria Initially reported on 
8310-11 Drawings resubmitted Also reported per Part 21 
VAN BRUNT. E E Arizona Public Service Co DER 00-70 84/02/SB 

BISHOP, T W Division of Res i d eh t> Reac tor Project U Engineering 
Programs 4pp 22388 023. 24X Fiche 30-328,84/02/2010400120032 


B4O012O1O5 First interim deficiency rept re loose drive hubs an 
overspeed governor drive shaft on TTansamerlca Delaval, Inc 
diesels Initially reported on 840203 Svc info memo being 
reviewed for approval Also reportable per Part 21. 

MILLS, L M, Tennessee Valley Authority 84/03/01 O'REILLY, JP 
Region 2, Office of Director Spp. 22303.22? 24X 

Fiche. 30-000, 04/03/01, 8403120105 


8403120136 Part 21 rept r* We « t lnghouse Type SA-1 DSR or D9RV standby 
diesel generator differential relay defect Relay problem 
reported in 840215 Buppl 1 to IE Info Notice 83-63 RTE Delta 
requested to review defect & recommend correction. 

DOVER, R E Transamerica Delaval, Inc IEIN-B3-63 84/03/07 
Director's Office, Office of Inspection and Enforcement 2pp 
22565-219 K4X Fiche 30-416.84/03/07,8403120136 


8403120163 First interim deficiency rept re setting of shutdown voltage 
for vital inverters by tnt) Power Machines Initially 
reported on B40209. Corrective action requested- f -ram vendor 
Next rept by 840522. Also reported per Part 21 

MILLS, L M Tennessee Valley Authority 84/03/01 O'REILLY, J P 
Region 2, Office of Director 2pp 223B? 207. 24X 

Fiche 50-438,84/03/01,8403120163 
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B403130237 Interim deficiency (< Part 21 rept-sjltem. 139 re Flexible 
coupling drive shaft in overspend governor U fuel transfer 
pump drive of standby diesel generator Initially reported on 
B40206 Final rBpt will be submitted by 840416 
PARSONS, R M Carolina Power *• Light Co NFtC-190 04/03/02 
O'REILLY, J P Region 2. Office of Director ip 22617 2 77 24X 

Fiche 50-400,84/03/02,0403130237 


B4Q313Q3B7 Part 21 rept re stop tab breakage in 9BM type control 
switches Replacement front plates will be furnished to 
affected customers 

MANKOTF.L L General Electric Co 04/03/02 DEYOUNG, R Director's 
Office, Office of Inspection and Enforcement 3pp 22613 323 


B40313D398 Fifth interim deficiency rept, Item 53 re potential for 
Hestlnghouse mfg gate valves failing to Fully close/open 
under design conditions Also reportable per Part 21 
Hardware changes completed Final rept expected by B40415 
PARSONS. R M Carolina Power 6 Light Co NRC-1B7 84/03/01 
O'REILLY, JP Region 2. Office of Director. 10pp 236J6 2B3 24X 

Fiche 50-400, 04 /03/0i , 04031303TB 


B403140I22 Part 21 rept re status update concerning abnormal wear on 
linear converters Test program underway Results of 
investigation indicate excessive wear caused by hunting of 
control circuitry 

DODSON, J P Pacific Air Products Co 04/03/09. Director's 
Office, Office of Inspection and Enforcement 7pp 22624 060 24X 

Fiche 50-000, B4/03/09, B403140122 


0403140130 Part 21 rept re metis shipped from Carlinvllle plant lacking 
chemical overcheck requirement Affected items listed Ltrs 
sent to affected vendors end 

KALE, D L Gulf 6 Western Industries, Inc PT21-B4-I33-000 
04/02/17 DEYOUNG i R Director's Office, Office of Inspection and 

Enforcement 33pp 22620 29(3 


0403160042 First interim deficiency rept re ITT Gririnel pipe supports 
designed ui/sway struts Instead of required gaps. Ini tia 1 ly 
reported on 840108 Alternate analysis load tables will be 
revised Also reportable per PdTt 21 Next rept by 940S28 
MILLS, L M Tennessee Valley Authority S4/03/O6 a'REILLY.J P 
Region 2, Office of Director 2pp 25653 126 24X 

Fiche 50-43B, B4/03/06, B4D3 160042 


040319Q036 Interim deficiency tt Part 21 repts re status on open items 
K0E3TER, G L Kansas Gas 6 Electric Co KMLNRC B4-02S 84/03/03 

GACL1ARD0, J E Region 4, Office of Director IBpp 22666 213 24X 

Fiche 50-403, 04/O3/OS, S40319D036 


0403190051 Interim deficiency rept re failure of linear converters on 
multi-blade dampers supplied by Pacific Air Products, Co 
utillied in safety-related HVAC sys Initially reported on 
040216 Final rept by B40710 Also reported per Pbt t 21 
EDELMAN, M R Cleveland Electric Illuminating Co ROC 94(04) 
B4/03/09 KEPPLER, J G Region 3, Office of Director 2pp 
22666 106 24X Fiche 50-440, 94/03/09, S4D31 90051 


0403190101 Part 21 rept re apparent design deficiency in Siemens Allis 
Model MA-205B stored energy circuit breaker Breaker insp 1, 
hold down device orientation will be complete by B4040I 
Determination of permanent fi* 8< implementation by 840601 
JOHNSON, B D , VANDE HALLE, D J Consumers Power Co 84/02/29 

KEPPLER, J G Region 3, Office of Director 5pp 22669 305 24X 

Fiche 80-255, B4/02/29, B40319CUQ1 


B4Q3190248 Supplemental Part 21 rept re Palled engine thrust bearing 
Plugs properly installed In both units Units free of 
potential defect 

MDR I ARTY, J M Colt Industries, Inc 84/03/00 KEPPLER, J G Region 
3, Office of PiTector Ip 22675 045 E4X Fiche. 50-000, 84/03/08, 
8403190248 


B4O319O207 Third interim Deficiency Rept NCR 2393 re 0 i ngham-Wi 1 lame t te 
makeup/HPI pump vibration Initially reported on 830622 Next 
rept expected by 840723 Item also reportable under Part 21 
MILLS, L M Tennessee Valley Authority NCR 2393 B4/03/I2 

O'REILLY, J P Region 2. Office of Director. 3pp 22672 275 24X 

Fiche 50-430,04/03/12, S4031902S7 


0403190329 Forwards Vendor Program insp Repts 99900231/83-01 8. 
99900231/04-01 on B31 115-17 & B40 1 1 6-20, resp ec t i ve 1 y, 
closing out Part 21 rept re seepage of oil from Bkonite 
cables 

POTAPOUS.U Region 4, Office of Director 84/03/15 NDRELHJ 3 , C E 
Division of Project !< Resident Programs lp 22675 026 24X 

Fiche 50-461,04/03/15,8403190329 


0403190374 Part ai rapt re failed engine thrust bearing Initially 
repurted on 800502 Field insp of Colt-Pielstick Type PC-2 
diesel generator sets completed using revised drawings Unit 
In compliance w/lnsp procedure & free of potential defect 
HDR I ARTY, J M Celt Industries, Inc 84/03/00 KEPPLER, J 0 Region 
3, Office of Director lp 22674 333 24X Fiche 30-443,84/03/09, 

B403 190374 


0403200203 Interim deficiency rept, Item 101 S< Part 21 rept re 
defective governor drive coupling Correct 1 tr date is 
040224, not 030224 

PARSONS, R M Carolina Power It Light Co NRC-192 84/03/09 

O'REILLY, J P Region 2, Office of Director ip 22699 347 24X 

Fiche- 50-400, 84/03/09,6403200203 


8403210032 Part 21 rept re failure of auxiliary feedwater pump drive 
turbi nes, Olmpel NPB-4 TfcT valve, to close Enel ltr dtd 040203 
sent to listed utils OE notified of affected units in BWR 
plants 

THEROUX, R R Terry Corp PT21 84-140-000 B4/02/22 WOODRUFF, R W 

Director's Office, Office of Inspection end Enforcement 6pp 
22706 327 24X Fiche 50-000,04/02/22.0403210032 


8403210041 Final deficiency rept re incorrect operation of Dlv X t< 11 
diesel generator load shedding sequencing sys panels 
Initially reported on 030921 Circuit card* It card racks 
returned for mad Reinstallation expected by 040427 
MCQAUGHY. J P Mississippi Power «i Light Co AECM-B4/014B 
04/03/1 5 O'REILLY. J, P, Region 2, Office of Director 9pp 
22707 032 24X Ft eh 0 • 50-417. 84/03/1 3, 840321004 1 


8403210046 First interim deficiency rept re ITT Orinnel pipe supports 
designed w/sway struts instead of required cap s, Ini tial ly 
reported on 840216 Next rept by 830213 Also reportable per 
Part HI 

MILLS, L M Tennessee Valley Authority 84/03/13 Region 3, 
Office of Director 2pp. 22704 328 24X Fiche. 30-430, 04/03/13, 

8403210046 


0403210095 Part 21 rept re nonconformance of metal hole assemblies 
For AEME, Section III, Class 2 It 3 ivc. Status of nonconforming 
items shipped end All customers notified 
LALIK03, J M Titef lex Corp PT21 03-141-000, 03/12/16. 

Director's Office, Office of Inspection and Enforcement 4pp 
22704 324 24X Fiche 50-000,83/12/16,8403210093 


8403210125 Final deficiency rapt re cavitation of jat pumps due to 
induction heating stress improvement cool ing, Ini tia lly 
reported on 831206 No erosion found Also reportable per 
Part 21 Item not reportable per 10CFR30 35(e) 

CURTIS, N U Pennsylvania Power It Light Co, PLA-2103 64/03/06 

MURLEY, T E Region it Office of Director 4pp. 22707, 22 B 24X 
Fiche: 50-308, 64/03/06,8403210123 


0403210136 Interim deficiency rept re Anchor Darling hPC9 sys valve 
vibration loosening anti— rotational set screws. Ini tlal ly 
reported on 840127 It reported by OE per Part 21 
Investigation in progress, Final rapt by 840723 
MANOAN, C V Niagara Mohawk Power Corp B113 64/02/27 

BTAROSTECKI, R, Division of Project It Resident Programs. 2 pp 
22707 272 24X Fiche* 30-410, 64/02/27, 8403210136 


8403210145 Final deficiency It Part Hi repts re safety parameter display 
sys Technology Energy Corp Model 1S6 isolators Initially 
reported on B4O106. Non-IE power supply will be provided for 
isolator prior to end of first refueling 

CURTIS, N U Pennsylvania Power It Light Co. PLA-20B9 04/02/27 
MURLEY. T E Region 1, Office of Director 4pp. 22707-281. 24X 

Fiche 50-388, 84/02/27,8403210143. 


8403210192 Final deficiency rapt re anti-rotetional setscrews in Anchor 
Darling glove valves. Init ial ly reported on 840213, 8etscreu 
tightened It stem collar threads staked using ctr punch. 

Also reported per Part 21 for Unit 1. 

MCGAUOHY, J P. Mississippi Power It Light Co AECM-B4/0139 
84/03/14 O'REILLY, J P Region 2, Office of Director. Spp 
22707 237 24X Fiche: 30-416, 84/03/14, 8403210192 


B4O3230019 Final Deficiency Rapt DER 82-46 re ITT Barton pressure 
transmitters supplied by C-E not meeting overpressure 
requirements Caused by leakage of metallic washers It 
methodology error during calibr Also reported per Part 21, 

VAN BRUNT , E E Arixona Public Service Co. DER 82-46. 04/03/13. 

BISHOP, T kl Division of Res i dent, Reac tor Project It Engineering 
Program. 7pp 22724 393 24X Fi e he. 30-328, 84/03/13, 8403230019 


8403230020 Followup Part 21 rapt re nuclear velve/actuator stroking 
time possibly lengthened beyond 13 s when using 
hydrocarban-basad lubricants Ltrs to affected utile end 
WILSON, A K Henry Pratt Co CAR 0023 84/03/08 KEPPLER, J, 0 

Region 3, Office of Director 6pp. 22730:306, 24X 

Fiche: 30-000,84/03/00, 8403230028, 
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840323Q096 Part 21 rapt re Wsitlnghouse mechanically interlocked full 
voltage ravening etarter* not maintaining required relative 
poeitioni. Cauaed by assembler* Incorrectly removing backing 
p late*. 

RODRIQUEZ, R J, Sacramento Municipal Utility District RJR 84-054 
84/02/19. MARTIN, J B Region 3 , Office of Director 3pp 
22726. 349 24X Flche 90-312,04/02/13,8403230056 


B4O3230095 Second interim deficiency rept re improper relief valve 
setting, design pressures It design temp ulthin several tys 
Initially reported on 031 11B Spec M-199 revised fc code date 
rept* amended, Also reported per Part 21 

CURTIS, N, W, Pennsylvania Power k Light Co, PLA-2079 04/03/02 

HURLEY, T E Region 1, Office of Dirsctor 14pp 22726 277 24X 

Flche 90-380,04/03/02,0403230093 


0403230100 Part 21 rept r« design deficiency In field-run cable* to 
Velcer solenoid valve* Initially reported on 840319 Approx 
90 valves affected at each facility Mgt corrective action 
rapt* issued 

MEYERS, B. L Bechtel Corp. 04/03/19 DEYOUNO. R Director's Office, 
Office of Inspection end Enforcement, 2pp 22730 234 24X 

Flche: 90-000, 04/03/19, 8403230100. 


8403230113 Rev 1 to final Deficiency Rept B2-50 re possible damaged 
flexible conduit couplings between auxiliary l control bldgs 
in event of seismic event* exceeding 3/4 inch movement. Rev 
changes final rspt disposition to reportable under 10CFR21. 

VAN BRUNT, E E Ariiona Public Service Co. HER 02-30 84/03/09 

BISHOP, T. W Division of Re* ldsnt, Reactor Project i< Engineering 
Programs. 4pp. 22730-218. 24X Flche 30-320104/03/07,8403230113 


8403230119 Final Deficiency It Part 21 Rept U-62 re failure of stator 
winding on NE02B emergency diesel generator mfg by Beloit 
Power Sye Initially reported on B30B12 Stator replaced. 

Emergency generator installed It load tested 

3CHNELL, D. F. Union Electric Co ULfflC-766 04/03/15 KEPPLER. J. Q 
Region 3, Office of Director 4pp. 22730,211. 24X 

Flche- 90-483, B4/03/13. 8403230113 


8403260233 Forwards summary list of deficiencies identified per 
10CFR90, 33(e), Part 21 fc potential generic Itr rept* for 
c omments 

BTAROBTECKI, R Divlelon of Project fc Resident Programs. 04/02/20 
Region 1, Office of Director 7pp. 22736.063. 24X 

Flche- 90-000, 04/02/28, 0403260233 


840327003? Interim significant const deficiency rapt, Item 100 re 
terminations to Knox fuss blocks, BE 4,160 kV switchgear All 
Knox fuse block terminations reinspected Next rapt will be 
submitted by 840406 Also reported per Part 21 
OERRETS, T. F. Louisiana Power fc Light Co 100. 04/03/12. 

COLLINS, J. T. Region 4, Office of Director. 3pp 22766 1 99 . 24X 
Flche- 90-382, 84/03/12,840327003? 


8403270102 Final Deficiency k Part 21 Rept U-64 ra Llmltorqu* valve 
actuators BN-HV-B012A fc B Initially reported on 031017 Valve 
failure due to Improper installation of motor pinion gear. 

All SB -2 -SO actuators vtrifiad for proper gear Installation 
8CHNELL, D. F. Union Electric Co. ULNRC-769. 04/03/20. KEPPLER, J O 
Region 3, Office of Director 4pp 22771:331. 24X 

Flche: 90-483, B4/03/20, B403270182 


8403270219 Part 21 rept re brohen contact carrier in control device of 
7.3 kV-19 kV, 300-730 MV A, 5 kV 330-3,000 k all HKV circuit 
breakers. Ini tially reported on 830223 Addenda to 
installation k maint procedures sent to affected unit* 

DUVALL, D. D. Brown Boveri Corp. tsubo. of Brown Boverl k Co , Ltd I. 
84/03/19. Record Services Branch (Document Control Desk! 3pp 
22772:114, 24 X Fiche- 90-000, 84/03/19. B403270219 


6403300020 Rav 1 to final Deficiency Rept DER 82-46 ra ITT-Barton 
pressure transmitters supplied by C-E failing to meat 
overpressure requirements. Initially reported an B20B24.A1SO 
reported per Pert 21 

VAN BRUNT, B. E. Aritone Public Service Co. ANPP-29099-BBK/. 
84/03/19. BISHOP, T. M. Divlelon of Rseident, Reactor Project k 
Engineering Programs. 7pp. 22822-171. 24X Fiche- 90-52B, 84/03/19, 

8403300020. 


8403300034 Interim deficiency rapt. Item 137 re QH Bettis operators on 
Buskin-supplied HVAC dampers failing to meet functional test 
Requirement*, Initially reported on 831221, Required info 
unavailable. Next rept by 840321. Aleo reported per Part 21. 

PARSONS, R. M. Carolina Poutr k Light Co, NRC-190 B4/03/23. 

□ 'REILLY, J, P. Region 2, Office of Director lp, 22821-311. 24X 

Flche: 30-400, 84/03/23, 8403300034. 


8+03300043 Third interim deficiency rapt, Item 99 re shop welding 
defect* in Seismic I pips hangars supplisd by Bergen- 
Patterson k Item 72 re undersixed skewed tea fillet weld on 
hangars. Final rept by 841201 Also reported per Part 21 
PAHBQNB, R, H. Caroline Power k Light Co NRC-196. 84/03/21. 

O'REILLY, J. P. Region 2, Office of Director. 9pp 22819-319 24X 

Fiche; 90-400, 84/03/21, 8403300043 


0403300054 Fifth interim deficiency rept re defects in raw cooling 
water chiller unit flaw control valves mfg by Metres Valve 
Carp Initially reported on 821126 Investigation in progress 
Next rept by 850421 Also reportable per Part 21 

MILLS, L M Tennessee Valley Authority 84/03/22 O'REILLY, JP 
Region 2. Office of Director 2pp 22S21 264 24X 

Fiche 50-438,04/03/22,0403300054 


0403300079 Suppl to Qould 830926 Part 21 rept re potential defects in 
molded case for 100 ampere frame, multi -pole E k HE series 
circuit breakers, clarifying part distribution h affiliation 
arrangement 

BRADLEY, R D 8 i eman s-A 1 1 I s, Inc 03/11/17 HURLEY, T E Region 1. 
Office of Director lp 22821.360. 


B40330010? First interim deficiency rept re new defects in Barton 
pressure transmitters supplied by Westinghouse Initially 
reported 1 on 840223 Westinghouse will define corrective 
action by 040331 Also reportable under Part 21 

MILLS, L M Tennessee Valley Authority 04/03/22 O'REILLY. J P 
Region 2, Office of Director 2p p 22B21 223 24X 

Fiche 50-390,04/03/22.0403300109 


0A999 (QUALITY ASSURANCE INSPECTIONS 


B40201017B Ack receipt of 031223 Itr informing NRC of steps taken to 
correct nonconformance noted In OA Program tnsp Rept 
99900743/03-01 

POTAPOVS, U Region 4, Office of Director 84/01/29 DUVALL, D D 

Brown Boveri Corp (sub*, of Drown Boverl k Co , Ltd 1 lp 
22038: 33S 


— 0402010185 Responds to NRC B31202 Itr re nonconformance noted in QA 
Program Insp Rapt 99900743/83-01 Corrective actions 
Engineering Drawing 605143 revised w/appropriate dates k 
signatures 

DUVALL, D. D Brown Oov-eri Corp. (subs of Brown Dover 1 fc Co , 

Ltd ) 03/12/23 POTAPOVS, U Region 4. Office of Director Ip 

22030 336 


04021 5021 1 Forwards GA Program Insp Rept 99900519/83-03 on 031031-1104 
Implementation of QA program failed to meet certain NRC 
requirements, 

POTAPOVS, U Region 4, Office of Director B3/12/B0 HOMES, Jh 
Bechtel Corp 2pp 22244 121 


— 8402190216 Notice of nonconformance from insp on 031031-1104 
« Region 4, Office of Director 63/1B/2B lp 22244 123 


—0402150226 QA Program Insp Rept 99900519/S3-03 on 031031-1104 
Noneomp 1 lance noted eight pipe whip restraints requested by 
mechanclal group to civil group , spec if led in F8AR but not 
insta lied. 

COSTCLLO. 0 R , MADSEN, 0 L Region 4, Office Of Director 
03/ 12/23, 12pp 22244 124 


8403010075 Responds to NRC 040126 Itr re nonconformance noted in QA 
Program Insp Rept 99900239/83-01 Corrective actions 
suppliers of code exempt Items will be evaluated on basis of 
quality sys questionnaire fc performance review 
THOMSEN, E R Pacific Scientific 6000-08-52-84, 84/02/14 

POTAPOVS, U, Region 4, Office of Director 13pp. 2243 6 0 98 


B40301007? Responds to 840123 Itr informing of nonconformances noted in 
□A Program Insp Rept 99900378/83-01. Insp Procedures 
NSPBO- 0003-0000 r ev 1 led, 1 ssu ed fc implemented. 

SWANSON, NE Acme-C 1 eve 1 and Co B4/02/17, POTAPOVS, U Vendor 

Program Branch. lp. 22436 114 


84030100B2 Advises that proposed engineering QA manual will be revised 
within 60 day* to comply w/Crltarlon V of App 0 to 10CFR50, 
per 840123 request 

WILKINS, H D Anaconda Co (subs, of Atlantic-Rich Field Co.) 
84/02/14 POTAPOVS. U Vendor Program Branch lp 22439:278 


0403010122 Respond* to NRC 030921 fc 1205 Itrs r* violation* k 
nonconformances noted in GA Program Insp Repts 
99900277/03-01.99900277/83-02 k 999OO277/63-04 Corrsetive 
actions- tests will be performed on Class IE cable type* 
LITTLEHALEB, 0, Rockbestos Co, 04/02/14. POTAPOVS, U Region 4, 
Office of Director 29pp, 22439:253 


B4 030 3000 6 Confirm# OA program tnsp at Ph 1 ladelphta, PA facility nn 
040309-09, per 840216 telcon. 

P3TAP0V8, U, Vendor Program Branch 84/02/23 CURNANE, R. A United 
Engineer* fc Constructors, Inc (subs of Raytheon Co ). 1 p. 

224 90, 006. 
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B4030500B9 Confirms OA program insp at Grove City, PA plant on 840312- 
16. per B4Q2S7 telcon 

POTAPOVS.U Vendor Program Branch 04/02/24 STOLBA, F 0 Cooper 
Industries. Inc Ip 32490 013 


8403050102 Clarifies Items mentioned in QA Program ln*p Rept 
99900820/83-01 Formal training conducted in Nov 1733 
Included personnel performing quality affecting activities 
Omega Engineering certified calibr of equipment performed 
MCCRONE.J Fluorocarbon Co B4/02/17 POTAPOVS. U Vendor Program 
Branch 3pp 22403 230 


8403050120 Responds to NRC B40IEA ltr re deviation noted in QA Program 
Insp Rept 99900330/B3-02 Corrective action# specified max 
value reevaluated Exceeding value did not adversely effect 
performance of UVTD Condition not reportable per Part 21 
SAUTER, D M Meetinghouse Electric Carp 04/02/23 POTAPOVS.U 
Vendor Program Branch 2pp 2340B 030 


B403050126 Confirms OA program Insp at Wi 1 1 lmant ic« CT plant on 
B40312- 1 6. pe r B40213 telcon 

POTAPOVS.U Vendor Program Branch 84/02/27 ROBERTS, L B 
Brand-Re* Co Ip 224B9 15B 


B4030501 30 Confirms QA program insp at Lynchburg. VA plant on 040312-16. 
per 040224 telcon 

POTAPOVS. U Vendor Program Branch 04/02/27 QUJLSERT, D> E 
Babcock & Wilcox Co ip 22489 171 


0403030176 Confirms OA program insp at State of DR ofe on B40309-Q9, 
per 840216 telcon 

POTAPOVS, U Vendor Program Branch 04/02/24 WALTERS. C H Oregon, 
State of ip 22407 065 


B403060006 Confirms OA program insp at Colorado Springs. CD plant on 
040312-16, per 040224 telcon 

POTAPOVS.U Vendor Program Branch Bd/03/Ol PIRAIMD, D Kaman Co 
Ip 22513 362 


8403060092 Act receipt of B310I3 6 B40I31 ltrs informing NRC of steps 
taken to correct violation h nonconformance noted in OA 
Program Insp Rept 79900330/83-01 

POTAPOVS.U Region 4. Office of Director 84/03/01 SAUTER, D M 
Meetinghouse Electric Corp Ip 22516 309 


— 0403060096 Responds to NRC 840109 ltr re none 0 n f ormanc e noted in OA 
Program Insp Rept 99900330/63-01 Corrective actions each 
undervoltage trip device assigned unique serial number 
JONES, D D . SAUTER. D N Meetinghouse Electric Corp 04/01/31 
POTAPOVS.U Region 4, Office of Director lp 22316 310 


— 04O3O6OO9B Act receipt of B31D13 ltr informing NRC of steps taken to 
cornet nonconformance noted In OA Program Inop Rept 
99900330/63-01 Add! info required for Item C of notice of 
nonconformance re undervol tage trip devices 

POTAPOVS.U Region 4, Office of Director 94/01/09 SAUTER, D H 
Westjnghouse Electric Corp lp 22316 311 


— B4Q3060101 Responds to NRC 830913 ltr re violation (c non e onf ormanc e 
noted in QA Program Insp Rept 99900330/83-01 Corrective 
actions revised poster u/revs promulgated up to 830110 
completed 6 revised poster will be posted promptly 
JDNE3, D B . SAUTER, D M Mestinghouse Electric Corp 83/10/13 
POTAPOVS.U Region 4. Office of Director 3pp 22516 312 


6403060157 Aclt receipt of 640202 ltr informing NRC steps taken to 
correct nonconformance noted in OA Program Insp Rept 
99900002/83-02 

POTAPOVS.U Region 4, Office of Director B4/G3/0J LICHTENBERGER 
Combustion Engineering, Inc lp 22523 210 


— 0403060161 Responds to NRC 840109 ltr re nonconformance noted in OA 
Progi am Insp Rept 99900002/83-02 Corrective actions 
individuals responsible for review 6 approval of 
certification data alerted to discrepancies observed 
LICIHENBERGER Combustion Engineering, Inc NOA 84-003 84/02/02 

POTAPOVS, U Region 4. Office of Director. 2pp 22520 211 


84030601B7 Responds to NRC 840124 ltr re noncon P ormance noted in OA 
Program Insp Rept 99900231/83-01 Corrective actions 810922 
ltr from Isomedi* confirmed applicability of Parts 21 & 50 
for prior work 

ERODEUR, R I Oionite Co 84/02/14. POTAPOVS. U Region 4. Office 
of Director lp 22318 361 


B 4030602 1 9 Ac k receipt of B40J2S ltr informing NRC of steps taken to 
correct nonconformance noted In OA Program Insp Rept 
99900519/03-03 

POTAPOVS.U Vendor Program Branch B4/02/16 HOMES, J M Bechtel 
Corp ip 22 3 OB 264 


— 8403060220 Responds to NRC 831228 ltr re nonconformance noted in OA 
Program Tnip Rapt 99900519/83-93 Corrective actions 
Engineering Dept Procedure EDP 3 1 revised to require 
interdiscipline communications of significant nature 
KOMES, J fl Bechtel Corp. DA8-84/030 04/01/23 POTAPOVS.U.. 

Vendor Program Branch 3pp 22308 265 


8403060231 Confirms OA program Insp at Tulsa, OK plant on 840326-30, p ar 
840228 telcon 

POTAPOVS.U Vendor Program Branch 84/03/01 DUVALL, D D, Broun 
Boveri Corp (sub# of Drown Boverl & Co , Ltd ) Ip 22513 194 


8403060262 Responds to NRC 831220 ltr re nonconformances noted in OA 
Program Insp Rept 99900277/83-03 Corrective actions QC 
supervisor responsible for follouiup to assure irradiation 
unit calibr completed on schedule 6 stickers In order 
LITTLEHALES.Q Rockbestos Co 84/02/27 POTAPOVS.U. Region 4. 
Office of Diroctor 3pp 22917 129 


0403060262 Confirms OA program insp at ASHE administration ofc 
on 840326-30, per 840227 telcon 

POTAPOVS, U Region 4, Office of Director 84/03/02 GREEN, M R 
American Society of Mechanical Engineers lp. 22319,070. 


0403060287 Confirms OA program insp at Beloit. Ml plant on 840326-30, par 
040301 telcon 

POTAPOVB. U Vendor Program Branch 84/03/02 MOflIARTY.J M Colt 
Industries, Inc lp 22318 362 


8403060348 Ac k receipt of 831123 & 840217 ltrs informing NRC of step# 
taken to correct deviation# t, nonconformance noted in QA 
Program Insp Rept 99900820/83-01, 

POTAPOVS.U Vendor Program Branch. 84/03/02 MCCRONE.J 
Fluorocarbon Co ip 22308 054 


— 0403060352 Ack receipt of 831106 S, 23 ltrs Informing NRC of steps taken 
to correct nonconformance noted In QA Program Insp Rept 
99900820/83-01 Addl info re training & surveys requested 
within 25 days of ltr date 

POTAPOVS.U Vendor Program Branch B4/01/23 MCCRQNE, J 
Fluorocarbon Co lp 22308 035 


— 8403060333 Requests delay in submitting response to 031012 ltr ra 
nonconformance noted in QA Program Insp Rept 99900820/B3-01 
Response expected by 831118 

MCCRQNE, J Fluorocarbon Co 83/11/08 CONWAY, J T Region 4. 
Office of Director lp 22S08 056 


— 8403060361 Responds to NRC 831012 ltr re nonconformance noted in OA 
Program Insp Rept 99900820/03-01 Corrective actions Section 
206. FCD QA Procedure C0CP-O13 *< 030831 10CFR21 notice 
posted 

MCCRONE.J, Fluorocarbon Co 03/11/23 POTAPOVS.U Region 4, 
Office of Director 4pp 22S0B 037 


— 8403060363 Rev O to Procedure CQCF-013, "Procedure for Reporting 
DePects L Noncompliance " 

SHISLER.E Fluorocarbon Co 83/11/17 Spp 22500 061, 


— 840J060369 Rev O to Procedure QCP-014, "Indoctrination t< Training 
Procedure for QC personnel " 

SHISLER.E Fluorocarbon Co 83/09/28 4pp 22508 06? 


— 8403060372 Rev Q to Procedure QCP-017, "Qualification of Personnel for 
ND7 

SHISLER.E Fluorocarbon Co 83/U/17 24pp 22508:073 


— 8403060374 Rbv O to Procedure CMP-047, “Weld Removal Procidure “ 
SHISLER.E Fluorocarbon Co 83/11/17 30pp 2250B 097. 


— 8403060376 Rev 1 to. Procedure CPS-023, "Held Aging Procedure for 
Nuclear O-Ringe " 

PRINT!, M Fluorocarbon Co 83/11/17 7pp 22300127 


— 8403060379 Rev 1 tD Procedure QCP-020, "Training Procedures for 
Radiographers " 

SHISLER.E Fluorocarbon Co. 83/11/17, 9pp 22508.134. 


8403120036 Ack receipt of 840217 ltr Informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900378/83-01 Implementation of corrective actions will be 
reviewed during future insp 

POTAPOVS.U Vendor Program Branch, 84/03/05 SWANSON, N. E. 

Acme-C ) tv e land Co lp 22589:270 


\ 
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0403120043 RespandB to NRC 840124 1 tT re none on formanc b noted In QA 
Program Insp Rept 99900702/83-01 Corrective actions 
Engineering Change Proposal £717 instigated to activate 
Engineering Change NotlcB 0712 voided 020702 

JQNEB, W F Morrison-Knudsen Co . Inc 84/02/28 POTAPOVS. U 
Vendor Program Branch 7pp 22509 279 


0403130169 Responds to NRC 831206 ) tr re nonconformance noted in GA 
Program Insp Rept 99900224 / B3-02 Correc t i ve actions 
Instruction 1766-03-01 re contact for unknown customers 
revised Related liifo enc 1 

HOWE. H Bailey Controls Co I suit of Babcock 4 Wilcox Co > 
84/02/29 POTAPOVS. U Vendor Program Branch 31pp 22600 116 


0403120100 Act receipt of B40203 ltr informing NRC of notification to 
customer* re potential loosening of globe valve anti~ 
rotation collar set screws & recommended corrective action 
per OA Program Insp Rept 99900053/03-03 

POTAPOVS, U Vendor Program Branch 84/03/05 CARON, A E 
Anchor/Darling Valve Co isubs of Anchor/Dar 1 ing Industries, Inc > 
lp 22500 122 


--04O312O114 Forwards sample 1 tr. w/attachments & cover Itrs dtd 831017- 
840130, sent to customers having Anchor /Dari ing globe valves 
w/nonrotating stems per QA Program Insp Rept 99900053/03-03 
KNIE8ER, 0 U Anc h or/Dar 1 i ng Valve Co (subs of Anchor/Darling 

Industries. Inc ) 04/02/03 KELLEY, W Vendor Program Branch 

37pp 225B0 123 


0403120117 Responds to NRC ltr re nonconformance noted in OA Program 
Insp Rept 99900394/03-02 on B31213 Corrective actions 
Rejection Rept 06660 paperwork corrected 4 memo issued re 
requirements for recording rejection rept numbers 
SHAFER, U C Metal Bellows Corp 04/02/24 POTAPOVS, U Vendor 
Program Branch 4pp 22589 214 


0403130026 Responds to NRC 840131 ltr re nonconformance noted in OA 
Program Insp Rept 999007861/03-02 Corrective actions annual 
OA audit will confirm documentation for sot-up 4 operator 
training I, qualification, per QA manual requirements 
DIXON, D J General Electric Co 04/03/01 POTAPOVS, U Vendor 
Program Branch 9pp 22615 114 


B403130032 Forwards QA Program Insp Rept 99900273/83-02 on 831205-09 
& notice of nonconformance 

POTAPOVS, U Vendor Program Branch 04/02/02 SCHMIDT, W T 
Westinghguse Electric Corp 2pp 22614. 308 


8403130244 Responds to NRC Q31223 ltr re nonconformance & violation 
noted in QA Program Insp Rept 99900539/B3-01 Corrective 
actions procedures for evaluating deviations reviewed 4 
Sec t ion 206 of On orgy Keorganiiation Act posted 

ALL EN, R D MATSCO (subs of Multi-Amp Corporation) B4/01/10 
POTAPOVS, U Region 4, Office of Director 3p p 22617 273 


B4031 30263 Forwards QA Program Insp Rept 99900616/84-01 on B4011&-1B 
No none amp 1 i anc e noted 

POTAPOVS, U Vendor Program Branch 84/02/17 GREEN, M American 
Society of Mechanical Engineers 2pp 22604 350 


— 0403130432 QA Program Insp Rept 99900616/B4-0 1 on 040116-10 No 
noncompliance noted Major areas Inspected program survey, 
manual review & acceptance cri t eri a, prog ram implementation 
& certificate of a uthor i la t i on status 

SUTTON, J W I HALE, C J Vendor Program Branch 04/02/17 3|ip 
22604 352 


B4031 30276 Forwards OA Program Insp Rept 999Q0522/B4-01 on B401 16-i9 
4 notice of nonconformance 

POTAPOVS, U Vendor Program Branch 04/O2/OB STRATTON, C 0 
Bechtel Corp 2pp 22617 167 


--84031302B1 Notice of nonconformance from insp on B4Q1I6-19 
-» Vendor Program Branch 04/02/00 2p p- 22617 169 


— B403130291 QA Program Insp Rept 99900522/04-01 on 640116-19 

Noncompliance noted failure to include preaudit i< post-audit 
conference w/project audit 4 incorporate all design chenges 
into design documents by required due date 

COSTELLO, J R , MADSEN, 0 Vendor Program Branch 34/02/07 33pp 
22617 17 1 


— 0403130036 Notice of none on f ormanc e from insp on 031205-09 
* Vendor Program Branch B4/02/02 ip 22614 310 


— 8403130042 OA Program Insp Rept 99900273/83-02 on 031205-09 
Noncompliance noted internal audits not performed prior to 
current NRC insp 4 correct suffi* not applied to style 
numbers on 6A-1 relay nameplates for current relay units 
BUTTON, V W , HALE, C, Vendor Program Branch 04/01/30 13pp 
22614 311 


8403130046 Ack receipt of undated ltr received on B40126 informing NRC 
of steps taken to correct nonconf ormanco noted In QA Program 
Insp Rept 99900400/63-02 

POTAPOVS, U Vendor Program Branch 04/02/16 0U1LDERT.D E 
Babcock & Wilcox Co tp 22613 247 


— 0403130058 Responds to NRC 031117 4 1223 ltrs re nonconformance noted 
In QA Program Insp Rept 99900400/03-02 Corrective actions 
BTALUM computer program users manual updated 4 B4U 
Calculation Document 32-437B-00 will be revised 

OUILBERT, D E Babcock & Wilcox Co 84/01/26 POTAPOVS, U Vendor 
Program Branch 6pp 22615 248 


— 840313006B Forwards correct ends to B31117 
of QA Program Insp Rept 99900400/03-02 on 
of nonconformance W/o ends 
POTAPOVS, U Region 4. Office of Director 
OUILBERT, D E Babcock 4 Wilcox Co lp 


tTansmittal 1 tr, consist i ng 
831004-07 6 notice 

03/12/23 
22615 254 


— 8403130076 Advises that NRC 031117 ltr forwarded QA program insp rept 
of another company Original ltr 4 rept end. 

K08IBA, R E Babcock & Wilcox Co B3/11/2B POTAPOVS, U Region 
4, Office of Director lp 22615 255 


— 0403130009 Forwards OA Program Insp Rept 99900400/03-02 on 031004-07 4 
notice of nonconf ormanc r. W/o correct ends 
POTAPOVS, U Region 4, Office of Director B3/11/17 
OUILBERT, 0 E. Babcock 4 Wilcox Co 2pp 22613 256 


8403130204 Responds to NRC B4O20B ltr re nonconformance notod In QA 
Program Insp Rept 9990O522/B‘r-0i Corrective actions senior 
person designated in each engineering discipline group to bo 
responsible to project engineer for document followup 
STATION , C D Bechtel Corp 04/03/01 POTAPOVS, U Vendor Program 
Drench 6p p 22614 140 


8403130309 Forwards QA Program Insp Ropt 99900616/84-02 on 040123-25 
No none ompl i anc e noted 

POTAPOVS. U Vendor Program Drench 84/02/16 GREEN, M American 
Botiety of Mechanical Engineers 2p p 22614 132 


— 0403130323 QA Program Insp Rapt 99900616/S4-02 on 040123-23 No 
noncompliance noted Major areas inspected program survey, 
manual review 4 acceptance cr 1 1 er i a, prog ram Implementation 
Si ceitiflcate of author i ia t ion status 

□LLER.R E , HALE, C J Vendor Program Branch 04/02/16 4pp 
22614 134 


0403130316 Responds to NRC 840117 ltr re nonconformances noted In QA 
Program Insp flepts 97900334/83-02 6 99900334/03-03 
Corrective actions QA manual 4 assembly route sheet revised 
6 training class for inspectors will be held 

DDYER, R E Transamerlca Del aval, Inc 84/03/02 POTAPQUS, U 
Vendor Program Branch lBpp 22608 063 


□403130317 Ack receipt of B40104 !< 0214 ltrs informing NRC of steps 
taken to correct none on f ormance noted in QA Program Insp 
Rept 99900255/03-01 

POTAPOVS. U Vendor Program Branch 81/03/05 HADNAGY, P A Pacific 
Scientific Ip 22614 120 


— 0403130329 Ack Teceipt of 040104 ltr in response to QA Program Insp 
Rept 99900253/83-01 Addl info requested re manner by which 
suppliers of non-ASME Code items qualified 4 approved 4 QA 
manual revised to exempt non-AEME vendors 

POTAPOVS. U Vendor Program Branch 84/01/26 HADNAGY, F A 
Pacific Scientific lp 22*14 121 


8403130055 Ack receipt of 840201 ltr informing NRC of steps taken to 
correct nonconformances noted in QA Program Insp Rapt 
99900403/83-04 

POTAPOVS, U, Vendor Program Branch B4/02/07. BRUQGEMAN. W H 
General Electric Co lp 22615 216 


— 9403130064 Responds to NRC 040109 ltr re nonconformances noted in QA 
Program Insp Rept 99900403/83-04 Corrective actions design 
change documentation in 1 blated, database updated 4 audit 
initiated to preclude recurrence 

BOHL, L 8 General Electric Co 04/02/01 POTAPOVS, U Vendor 
Progrem Branch. 2pp. 22615 217. 


— 840313033B Responds to NRC B31206 ltr re nonconformance noted in QA 
Program Insp Rept 99900255/03-01 Corrective action* calibr 
technician advised to exercise greater care In maintaining 
certi f lesbians 

THOMSEN, E R Pacific Scientific £000-03-43-04 84/01/04 

POTAPOVS, U Region 4, Office of Director 4pp 22614 122 


8403130407 Forwards OA Program Insp Rept 99900400/83-02 on 831004-Q7 
4 notice of nonconformance 

POTAPOVS, U Region 4, Office of Director 83/11/17 OUILBERT. D E 
Babcock 4 Wilcox Co 2pp 22600 276 
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— S40313Q414 Notice of nonconformance from Insp on 031004-07 

» Region 4, Office of Director 03/11/17. Hpp 22600 278 


— 8403130429 QA Program Insp Rept 99900400/83-02 on 031004-07 
Noncompliance noted full certified Version 17 O of 8TALUM 
computer program did not have controlled program manual It 
failure to identify incorrect values In stlPfness matrix 
RRICKLEY.R H . HALE.C J Region 4, OfficB of Director B3/11/17 
13pp 25608 2B0 


0403130441 forwards QA Program Insp Rept 99900930/84-01 on 040123-26 
6 notice of nonconformance 

POTAPOVS. U Vendor Program Branch 84/02/17 SHULMAN. M Cygna 
Enei gy Services 2pp 22614 Q31 


— G403130444 Notice of nonconformance from insp on B40123-26 
* Vendor Program Branch 84/02/17 Ip 22614 093 


— 0403130460 OA Program Insp Rept 99900530/04-01 on 040123-26 
Nonconformance noted quality std operating procedures In QA 
dept procedures manual did not indicate effective date & 
four procedures did not contain preparer signature or date 
BRICKLEY, R H , HALE. C J Vendor Program Branch 84/02/17 lOpp 
22614 054 


B4Q3I60119 forwards vendor Insp repts identifying concerns based on 
Vender Program Branch insps of vendor activities 
Significance of findings re quality 6 acceptability of 
product or sve provided by vendor should be evaluated 
SAQLI ANDDi J E Region 4. Office of Director 94/03/13 
KOESTER.C L Kansas Gas it Electric Co 2pj> 22639 116 24X 

Fiche, 50-4B2, BI/03/ 13, 8403160 119 


B4 031 60233 Forwards vendor Insp repts identifying concerns found by 
Vendor Program Branch during insp of vendor activities 
Evaluation of significance of findings re quality & 
acceptability of product or sve requested 

JOHNSON. E H Region 4, Opfice of Director 04/03/13 CAHILL, W 8 

Gulf States Utilities Co. 3pp 22661 043 24X 

Ifiche 90-458. 04/03/13, 0403160233 


8403160242 forwards vendor insp repts identifying concerns found by 
Vendor Program Branch during insp of vendor activities 
Evaluation of findings re quality J. acceptability of 
pTOdutt or sve by vendors requested 

JOHNSON, E H Region 4, Office Of Director 04/03/13 LEDDICK.R B 
Louisiana Power ti Light Co 3pp 22661 026 24X 

Fiche 90-3B2, 04/03/13, B403160242 


B403190041 Confirms QA program Insp at Ale xandrla. LA plant on 840326- 
30, per 040302 telcon 

POTAPOVB.U Region 4, Office of Director B4/O3/09. SCHAUS.R L. 
Dresser Industries. Inc lp 22666 245 


0403190046 Confirms OA program insp at Apex.NC leb on 840319-23. per 
040301 telcon 

POTAPOVS, U Region 4, Office of Director, S4/O3/0B YOU, J. R 
Corporate Consulting 6 Development Ca, Ltd lp 22666 249 


0403190070 Ac It receipt of B40224 ltr Informing NRC of steps taken to 
correct nonconformance noted in 0A Program Insp Rept 
99900394/83-02 

POTAPOVS. U Region 4, Office of Director 04/03/07. SCHAFER, J C 
Metal Bellows Corp lp 22666' 134 


B403190078 Ac k receipt of 840301 ltr informing NRC of steps taken to 
correct nonconformance noted in OA Program Insp Rept 
99900522/84-01 

POTAPOVB.U Region 4, Of Pice of Director B4/03/0S BTATTON, C. D 
Bechtel Corp lp 22669 361 


0403190112 Forwards Vendor Program Insp Rept 99900100/84-01 on 840130- 
0203 Insp rept closes out tack welding of motor shaft 
deflc i ency 

POTAPOVS. U Region 4, Office of Director 04/03/15. LEWIS, R C. 
Division of Project h Resident Programs lp 22669 218 


04031901 B3 Forwards QA Program Insp Rept 99900100/84-01 to 840130-0203 
6 notice of nonconformance 

POTAPOVS, U Region 4. Office of 'Director 84/03/02 MIGNOONA, T. 
Limi torque Corp 3pp 22670 323 


— 84031901 B3 Notice of nonconformance from insp on 840130-0203 
* Region 4, Office of Director 84/03/02. 2pp. 22670 326. 


— 8403190190 QA Program Insp Rept 99900100/84-01 on 840130-0203, 
Nonconformance noted; corrective action in training non-QC 
personnel Inadequate 

MCNEILL, W M , HALE. C J Region 4, Office of Director 84/03/01. 
26pp 22670 328. 


8403190203 Confirms 840309 telcon request to withhold info in NRC 
B 4 0229 ltr fc QA Program Insp Rapt 999000B40/83-01 
FIEDLER, D C Cardinal Industrial Products Corp B4/03/i2. 
POTAPOVB.U Region 4, Office of Director lp 22671 131 


8403 190206 Discusses closeout of AIT8 F02700410 re inadequate QA 
program at Limifcorque Corp, addressed in end Vendor Program 
Branch Insp Rept 99900100/84-01 on 040130-0203 TVA audit 
conclusions valid Limitorque QA program Inadequate, W/o end 
POTAPOVB.U Region 4, Office of Director 84/03/14 LEWIS, R. C. 
Division of Project I , Resident Programs. PARTLOW, J. 0, Division of 
QA, Safeguards 6 Inspection Programs <Post 930103), 2pp 22670:361 


8403190209 Forwards QA Program Insp Rept 99900231/84-01 on 840116-20 L 
notice of nonconformance 

POTAPOVB.U Region 4, Office of Director, 04/02/23 VIGOIANO. V. A 
OJtonl te Co 2pp 22670 297. 


— B403190210 Notice of nonconformance from insp on B40116-20. 

• Region 4, Office of Director 84/02/23 lp. 22670.299. 


— 8403190214 QA Program Insp Rept 99900231/84-01 on 040116-20 
Noncompliance noted qualification test results did not 
Include lack of 10 s rite time during accident environ 
simulation testing 

HUBBARD, 9 T . PHILLIPS, H 8 Region 4, Offlee of Director 
84/02/23 14pp. 22670.300 


8403190218 Forwards QA Program Insp Rept 99900904/B3-01 on 831213-16, 
No nontompl lance noted, 

POTAPOVB.U Region 4. Office of Director B4/02/24 MIONOONA, T 
Limitorque Corp 2pp 22670 248 


— 840319022 1 QA Program Insp Rept 99900904/83-01 on 031213-16, No 
noncompliance noted Major areas Inspected environ 
qualification test plan fc action on previously Identified 
findings re nuclear qualification facility QA manual 
JOHNSON. A R , PHILLIPS, H 8 Region 4, Office of Director 
84/02/23. 1 5pp 22670 250 


B403190254 Confirms QA program insps at Chal font, Horsham It Spring 
House, PA plants on 840416-19, per 840309 telcon 

POTAPOVS. U, Region 4, Office of Director B4/03/14 DUVALL, D D 
Drown Boveri Corp (subs of Brown Boverl It Co . Ltd. ). lp 
22671 29B 


0403190320 Forwards QA Program Insp Rept 99900781/84-01 on 840116-20 It 
notices of violation It nonconformance 

POTAPOVS, U Region 4, Office of Director. 84/02/24 JANDL, J. C. 
Lone Star Screw Co 3pp 22675*007 


— B403190330 Notice of violation from Insp on 840116-20. 

• Region 4, Office of Director. 84/02/24. lp. 22675' 010. 


— 8403190333 Notice of nonconformance from insp on 840116-20 

a Region 4, Office of Director 34/02/24 5pp, 22679.011. 


— 8403190340 QA Program Insp Rept 99900781/84-01 on 840116-20 Violations 
It noncompllance noted, lack of appropriate procedures to 
evaluate deviations It review of records revealed eye exam 
record missing for 1981 for Level II examiner. 

CONWAY, J T , BARNES. I, Region 4, Office of Director. 84/02/24. 

10pp. 2267 S 016, 


s NRC 840202 ltr re none onf Dmanc ■ noted in QA 
'900273/83-02 Corrective actions. 1983 d iv 
te,all audit repts an file In OA oft 6 
and uc ted 
- - " " <ctri 
Id 


B4O3190329 Forwards Vendor Program Insp Repts 99900231/83-01 ti 
: Corp 84/03/02. POTAPOVS, U 99900231/84-01 on 831 II 5-17 It 8401 16-20, respectively, 

22666.315. closing out Pert 2l rept re seepage of oil from Okonlte 

cables, 

POTAPOVS, U Region 4, Office of Director. 84/03/15. N0RELIU9. C E 
informing NRC of steps taksn to Division of Project I, Resident Programs, lp, 22675.026, 24X 

noted In QA Program Insp Fiche; 50-461, 84/03/15, 8403190329. 

of corrective actions 

i 

[rector B4/03/08 VIQQIANO.V A. B4O3190337 Confirms OA program insp at Los Angeles, CA plant on 

840326-30, per 840307 telcon. 

POTAPOVS, U. Region 4, Office of Director. B4/03/07. PATTERSON, R. L 
Bechtel Corp lp. 22675:029 
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8403190338 Discusses insp on 840130-0203 re failure of Limitorque 
spring compensator housings Results of insp documented in 
end Vendor Program Branch Insp RBpt 99700100/84-01 
Westlngbouse ovaluation continuing W/o enc 1 

POTAPOVS, U Region 4i Office of Director VIT8 84-031 84/03/19 

LEWIS, R C Division of Project *< Resident Programs tp 22673 233 


6403190342 Confirms QA program insp at Salem.MA plant on 840402-06, per 
640301 telcon 

POTAPOVS, U Region 4, Office of Director 84/03/19 COVEY, J 
AtuiDod S< Morrill Co , Inc (subs of Foster Wheeler Corp > Ip 
22679 044 


8403190364 Discusses insp Dn 840130-0203 re Limitorque cracked/broken 
limit switch rotors Results of insp documented In end 
Vendor Program Branch Insp Rept 99900100/84-01 Evaluation of 
condition continuing W/o end. 

POTAPOVS, U Region 4, Office of Director VITS 83-184 84/03/19 

N0RELIU8, C E Division of Project & Resident Programs Ip 
2267S 234 


8403190360 Ack receipt of 840214 ltr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rapt 
99900230/83-01 Implementation of corrective actions will be 
reviewed during future insp 

POTAPOVS, U Region 4, Office of Director 84/03/07 CARDELLO,F S 
Anaconda Co (subs of Atlantic-Ri chfield Co > Ip 22674 220 


B403200072 Ack receipt of 831219 *c 840229 itrs informing NRC of steps 
taken to correct nonconformance noted in QA Program Insp 
Rept 99900224/63-02 

POTAPOVS, U Region 4, Office of Director 84/03/19 KEYEB, M A 
Bailey Controls Co (subs of Babcock t< Wilcox Co ) lp 22685 031 


■8403200076 Respondt to NRC 831206 ltr re nonconformance nnted In QA 
Program Insp Rept 99900224/03-02 Requests 30-day extension 
of response time due to personnel on vacation 6 facility 
Closed 831223-840102, 

HOWE, H Bailey Controls Co (subs of Babcock 8, Wilcox Co ) 
83/12/19 PQTAPQVB, U Region 4, Office of Director lp 
22685 032 


0403200138 Ack receipt of 831017,1108 h 840228 ltrs informing NRC of 
steps taken to correct violations *< nonconformance noted in 
OA Program Insp Rept 99900702/83-01 Implementation of 
corrective actions will be reviewed during future insp 
POTAPOVS, U, Region 4, Office of Director B4/03/07 JONES, W F. 
liorri son-Knudsen Co , Inc lp, 22697 079. 


— 8403200142 Ack receipt of 831017 S< 1108 ltrs informing NRC of steps 
taken to correct nonconformance noted In QA Program Insp 
Rept 99900702/83-01 Addl Info rs seismic capability of valve 
requested within 29 days 

POTAPOVS, U Region 4. Office of Director 84/01/24 JONES, W F. 
Morn »on-Knuds»n Co , Inc lp 22697 076 


— 8403200190 Responds to NRC 830930 ltr re violations i, nonconformance 
noted in QA Program Insp Rspt 99900702/03-01 Corrective 
actions' personnel involved u/data acquisition & Part 21 
repts instructed on need for describing violations 
JONES, F Morrl son-Knudsen Co , Inc 83/10/17. Region 4, Office 
of Director 6pp 22697 077, 


— 8403200197 Forwards Morri son-Knudsen Co, Inc 831017 response to QA 
Program Insp Rapt 99900702/83-01. 

8TAUBER, R, H Horrison-Knudsen Co . Inc 83/11/08 POTAPOVS, U 
Region 4, Office of Director lp 22697 083 


8403260092 Confirms OA program Intp at Tempe,AZ plant on 840409-13, per 
840306 telcon. 

POTAPOVS, U. Region 4, Office of Director 84/00/19 SAYLOR. K 
Tobar, Inc Ip. 22748.362. 


6403270050 Ack receipt of 840111 ltr Informing NRC of corrections to QA 
Program Insp Rept 99900932/03-01 

POTAPOVS, U. Region 4, Office of Director 84/03/21 8EMMLER, R. W 
Eaton Corp. ip 22769:309 


— 8403270094 fleeponde to NRC 840103 ltr re QA Program Insp Rept 
99900932/83-01. Errors found in rept listed 

8EMMLER, R. W. Eaton Corp 84/01/11. POTAPOVS, U Region 4, Office 
of Director. 2pp. 22769-310 


84032700B7 Responds to NRC 840223 ltr re nonconformance noted in OA 
Program Inep Rept 99900231 /B4-0I, Corrective action* nuclear 
qualification repts revised re temp-preesur* profile t test 
vessel modified. 

BRODEUR, R. I. Okonit* Co 84/03/14 POTAPOVS, U Region 4, Office 
of Director, lp 22766:249. 


8403270072 Ack rerelpt of B40202 ltr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Ropt 
99900053/83-03 

POTAPOVS, U Region 4, Office of Director 84/03/21 CARON, A E 
Antfior/Dar 1 ing Valve Co (subs of Anc hor /Dari 1 ng Industries, Inc ) 
lp 22766 333 


— B403270097 Responds to NRC 840H2 ltr re nonconformance noted in QA 
Progi am Insp Rept 99900033/83-03 Corrective actions training 
session conducted on importance op checking radii for 
backface an valve bonnet flanges 

KNIFBERiO W Anchor/Darling Valve Co (subs of Anchor/Dari ing 
Industries, Inc > B4/02/02 POTAFOV8.V Region 4, Office of 

Director 2pp 22766 334 


6403270108 Responds to 840307 request for addl info re measures taken 
or to be taken to preclude recurrence of nonconformance 
w/ASME Code requirements Identified in QA Program Insp Rept 
99900843/83-01 Titeflex Corp nonconformance rept end 
LALIX03, JM Titeflex Corp 84/03/12 POTAPOVS. U Region 4, 
Office of Director 3pp B2774 029 


8403270113 Responds to NRC 840217 ltr re nonconformance identified in 
OA Program Insp Rept 99900530/B4-01 Corrective actions all 
quality ltd operating procedures reviewed fc corrections 
issued 

SHULMAN. M N Cygna Energy Services 84/03/12 POTAPOVS, U Region 
4, Office of Director 3pp 22774 092 


8403270142 Confirms OA program insp at Gan Diego, CA plant on 840402-06, 
per 840319 telcon 

POTAPOVS, U Region 4, Office of Director 84/03/22 COLANDRA, T R 
OA Technologies, Inc /Qeneral Atomic Co lp 22769 145 


8403370148 Responds to QA Program Insp Ropt 99900371/83-01 fc 840307 
ltr Bolt lists «Te no.t drawings !< do not require checking 
Bolt lists prepared as convenience For preparing summaries 
In procurement L for convenience of erector 

CDRRIN, R J Bristol Steel & Iron Works, Inc 04/03/14 POTAPOVS, U 
Region 4, Office of Director 2pp 2276? 146 


8403370163 Confirms QA program insp at Rich land, WA plant on 840403-05, 
per B40320 telcon Insp concerns implementation of QA program 
re control of computer codes SLQTRAX 8, PTWPWR2 

POTAPOVS, tl Region 4. Office of Director 84/03/22 VOLMER, C J 
Exxon Nuclear Co , Inc (subk of Exxon Corp ) lp 22772 1B1 


8403370174 Confirms QA program Insp survey at administrative ofc of 
Factory Mutual Engineering Assoc on 8404 1 6-80, per 840319 
telcon NRC representative will be JW Sutton 

POTAPOVB, U Region 4. Office of Director 84/03/21 WHELAN, M 
Factory Mutual Engineering Carp lp 23771 300 


8403370178 Forwards QA Program Insp Rept 99 9006 1 6/84-03 on 040213-15 
POTAPOVS, U Region 4, Office of Director B4/03/07 GREEN, M 
American. Society of Mechanical Engineers 2pp 22772 1 39 


— 8403270 1 84 QA Program Insp Rept 99900616/84-03 on 840213-15 Major areas 
insp ec ted . ASME audit activities during Newport News 
Shipbuilding t, Dry Dock Co QA program audit 

OILER, R. E - HALE, C J Region 4, Office of Director 04/03/06 
3pp. 22772 141 


B403370222 Respondk to NRC telcon request re nonconformance noted in a A 
Program Imp Rept 99900732/83-02 Corrective actions items 
rslnspected S, individually marked Preliminary stress 
analysis rept returned for correction of minor errors 
GIESLER, J V Robert Shaw Controls Co 84/03/13 POTAPOVS, U 
Region 4, Office of Director Ip 23772 0B6 


8403370220 Forwards QA Program Insp Rapt 99900884/83-01 on 831205-09 S, 
notice of nonconformance 

POTAPOVS, U. Region 4. Office of Director 84/03/02 ULANKLEY, W 

Ametekilnc. 2pp 33773’ 06 5 


— 8403270234 Notice of nonconformance Prom insp on 831205-09 

* Region 4, Office of Director 04/03/03 5pp 22772 067 


—3403270241 OA Program Insp Rept 99900884/83-01 on 831205-09 
Noneompl lance noted* ASHE Code requirements not certified on 
natl manufacturer certified matl test repts to vendor 
CONWAY, J T , HAMILTON, J , CARNES, I Region 4, Office of Director 
84/02/08 9pp 22772' 072 
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83I2O7035B Not i Pi c a 1 1 on oP CRGR Meeting 51 on 831123 to review 
exemption from CRGR nvleu of Unresolved Safety Issue A-£ 

"Hater Hammer' 1 & proposed rev to Refl Guide J 2B. "QA Program 
Requirements (Design 4, Const! " 

5TELLCI. V Committee to Review Generic Requirements B3/11/IO 
MATTSON, R J Office of NucleeT Reactor Regulation. Director 
JORDAN, £ L Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM. R E Office of Nuclear Material Safety 6 
SaFeg uurds. Direc t nr 2pp 226-91 352 


3403010347 Forwards status I. justification for nine listed NUREG—0737 I* 
fleo Guide 1 97 item*. per 340222 request Analysts of safety 
parameter display sys will be submitted by B4O430 
WUH1LL.H D General Public Utilities - GPU Service Corp 
5211-34-2045 34/02/27 EIEEfWUT.DG Di vi s i on of Li cons i ng 

21pp 22433 013 24X Fiche SO-2B9, 04/02/27- B403010347 


34031 *70260 Notifies of CRGR Meeting 54 on 040116 lo Bethesda.MD to 
discuss Rev I to Reg Guide 1 37. "(Environ Quali fieatlon of 
Electric Equipment Important to Safety for Nuclear Power 
Plants " 

STELLOr V Region**! Operations It Osneric Ri^uiT IEB— 79~0 B* 

03/12/27 MATTSON. R J Office of Nuclear Reactor Regulation, 

Director JORDAN, E L Director's Office. Office of Inspection and 

Enforcement CUNNINGHAM, R E Office of Nuclear Material Safety « 
Safeguard*. Director Ip 22672 053 


04 031*7037 2 Notifies of CRGR Meeting 53 on 040111 iti Bethesda.MD t« 
discuss rev* to 10CFR31 & 73 b Reg Guide 1 105 re instrument 
setpoints for sa Fe ty -r e l a ted syt _ 

3TELL0, V Regional Operations 4. Generic Requirement* BJ/ 12 / 1 T 
MATTSON. R J Office of Nuclear Reactor Regulation. Director 
JORDAN, £ L Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM. R E Office of Nuclear Material Safety S< 

Safeguard*. D irec tor 2 pp 22679 318 


B403020225 Reg Guide 5 S3. Rev l.Tast SG 049-4, "Qua li f 1 ca 1 1 on . Ca 1 i br *< 
Error Estimation Methods for Nondestructive Assay 11 

* Office of Nuclear Regulatory Research, Director 04/02/29 lipp 
22491 008 


0403020329 Responds to request for schedule for completion of Rag Guide 
1 97 requirements Fuceptson* to BU113 Itr re equipment 
replacement will be addressed in May 1904, in response to 
Generic Ltr 82-33 

CURTIS. N W Pennsylvania Power It Light Co FLA-2081 34/02/29 

SCHWENCER.A Licensing Branch 2 ip 22439 207 24X 

Fiche 00-307, B4/02/29, 8403020329 


B403220I3B Forwards revised schedule for supplying info re emergency 
response capabilities requested by Generic Ltr 82-33. per 
040223 telccn Reg Guide 1 97 rept will be completed by 
050220 

DREY, H L Public Service Co of Colorado CL-82— 33 04/03/09 

COLLINS. J T Region 4. Office of Director 3pp 22714 ' 285. 24X 

Fiche 50-267,04/03/09.0403220138 


0403280024 Forwards MA McDuffie B40216 response to S30U9 request For 
addl antitrust info to continue review of OL ap p 1 i cat i on. P er 
Reg Guide 9 3 Recipient inadvertently omitted from list 
ZIMMERMAN, S R Carolina Power 6 Light Co NLB-04-12S 04/03/19 

VOGLER. B NRC - No Detailed Affiliation Qiven Ip 22777:007 2 

Fiche 50—400, 84/03/ 1 9. 8403200024 


0403060354 Forwards descriptions of R«9 Guide 1.97 requirements tt 
schedule for implementation of emergency response 
capabil ity.per NURES-0737, Suppl 1 

PILANT, J M Nebraska Public Power District NLS8400073 64/03/01 

EISENHUT, D G Division of Licensing I9pp 22515 311 24X 

Fiche 50-296.84/03/01.8403060354 


B403060494 Reg Guide 5 23, Rev l.Task SG 045-4, "In Situ Assay of Pu 
Residual Holdup " 

* Office of Nuclear Regulatory Research. Director B4/02/29 lflpp 
22552 187 


— 840306049? Value/impact statement of Reg Guide 3 23, Rev l.Tasli 
SG 045-4, "In Situ Assay of Pu Residual Holdup '■ 

* Office of Nuclear Regulatory Research. Director 84/02/29 Ip 
22552 20S 


B4Q3O0D37B Forwards responses to NRC 840106 questions re FEAR revs, 
including info re training staff quali F Ication*. GA staff 
qualifications, fire protection training 8. conformance to 
Reg Guide 0 13 Proposed revs to FSAR also end 
BOOKER. J E Gulf States Utilities Co RBG-17. 082 04/02/17 

□ENION.H R Office of Nuclear Reactor Regulation, Director 42p p 
22556 200 24X Fiche 50-45B, 04/02/17, S4030B037B 


04031 50070 Responds to B31230 requests for response to items identified 
in EG6Q technical evaluation rept on conformance to Reg 
Guide 1 97 & comments on any assumptions that surpass util 
011)13 submittal 

CURTIS. N W Pennsylvania Power it Light Co PLA-2099 S4/03/I3 

BCHHENCER, A Licensing Branch 2 Bpp 22643 103 24X 

Fiche 50-307, B4/03/ 13, 840 3150070 


B403I90146 Notifies of CRGR Meeting 47 on 030923 in Bethesda.MD to 
discuss proposed exemptions to regulations in implementation 
of Multi-Plant Action D-10- (Unresolved Safety Issue A-2) it 
Rev P to Reg Guide i 105 

BTELLO, V Committee to Review, Generic Requirements 03/09/15 
MATTSON, R J Office of Nuclear Reactor Regulation, Director 
JORDAN, E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety 6 
Sa f eguards, Direc tor 2pp 22666 35? 


B403190176 Notifies of CRGR Meeting 48 on 031020 in Dethesda.MD to 
discuss eiemption of Category 2 personnel from 10CFR90 55a. 

"Codes 6 Stds," proposed rulemaking 6 proposed rev to Reg 
Guide 1 105 

STELLO, V Regional Operations 4< Generic Requirement* 83/10/14 
MATTSON, R J Office of Nuclear Reactor Regulation, Director 
JORDAN, E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, fl E Office of Nuclear Material Safety b 
Safeguards, Direc tor 2 pp 22671 163 


0403280241 Questions requirements of Reg Ouide 1.97 to insure 
instrumentation to follow course of ace id* n t. inc lud ing 
aevBre accidents Qualification requirements do not Include 
anything beyond DBA 

CATTON, I California. Univ of. Los Angeles. CA CATTDN. I. ACFtB 
Advisory Committee on Reactor Safeguards 84/02/17 CAPUCCI, A J 
ACRS — Advisory Committee on Reactor Safeguards lp 22008 209 


0403200308 Summary of ACRS Subcommittee on Human Factor* 831130 
meeting w/Hes tinghou se, BNL, Interlock Group 6 DDE in 
Nash i ng t an, DC re proposed revs to Reg Guides 1. 149, 1 B. 1 134 
4c 1 1 1 4 It proposed mod to 1OCFR30, App A 

* ACRS - Advisory Committee on Reactor Safeguard* 84/02/E4 
ACRS - Advisory Committee on Reactor Safeguards 33pp 22000:007 


8403290002 Final response to FOIA request for four categories of 
documents. tests, stud ies 4, analyses referencing or pertaining 
to NUREG-0103, “BTS for BfrW PHR " App A documents end 
FELTON, J M Division of Rule* and Records 04/01/13 MADDEN. T J. 
Kaye, Schuler, Fierman, Hays (. Handler 6pp 22016 127. 24X 

Fiche 50-000,84/01/13.0403290002 


— 8403290054 Notice of issuance & availability of Six rsg guides, 
including Reg Guides 1 43 re stainless steel weld cladding 
of low alloy steel components 4< 1 44 re control »< use of 
sensitiied stainless steel 

ROGERS. L Atomic Energy Commission - Directorate of Regulatory 
Standards 73/05/18 3pp 22816 314 


— 040329000? Discusses Reg fluid* 1 45 re RCPB leakage detection sya 4. 
rept on leakage observed at plant in Germany. 

PORSE. L Atomic Energy Commission - Directorate of Regulatory 
Standards 73/05/17 MURLEY.T E Atomic Energy Commission. Ip. 
22B17 009 


B4Q3290034 Discusses Reg Cuide 1 45, ISA draft Btd 867 03 4i ANSI draft 

Std N 41 21 Suggested items clarifying reg guide listed 

MCQUEEN, rl K Affiliation Not Assigned 79/07/23 Atonic Energy 

Commission - Directorate of Regulatory Standards 15pp 

22017.03? 


B 4 03290036 Discusses rev to Reg Ouide 1 45 re RCPB ltakege detection 

PORSE. L NRC - No Detailed Affiliation Oiven 79/02/26. 

ANDERSON, H F NRC - No Detailed Affiliation Given 4pp. 

22817-054 

— -0403290040 Discusses Rev 1 to Reg Ouide 1 45. "RCPB Leak Detection 
Bys " Decision to revise reg guide not yet made, 

POR8E.L Atomic Energy Commission - Directorate of Regulatory 
Mtmndards 74/10/07 Atomic Energy Commission - Directorate of 

Regulatory Standard. Ip 22016 302 


9403290055 Comments on Reg Ouide 1 49, RCPB leakage detection sya 

Editorial changes suggested 

^gELt-Y, O 8- Consumers Power Co KEEL 115-73 73/07/iB. Atomic 

Energy Commission Ip 2281B 237 



NONDOCKETED ITEMS 


499 


—640329005? Comments on Reg Quide 1 45, ”RCPD Leakage Detection Sys " 
Callin' of leakage detection sys during shutdown sufficient 
Related info end 

SALVATOR 1. R Wes t 1 nghouse Electric Corp NS-RS-112 73/12/12 

MUNTZ INQ.L M Atomic Energy Commission — Directorate of Regulatory 
Standards 23pp 2281 B 23B 


0403060323 Notification of CRGR Meeting 38 on B40313 to. discuss 
proposed NUREQ-OBOI, "Evaluation Criteria for Detailed 
Control Room Design Review " Requests ofc directors limit 
attendance of staff at CRGR meetings 

STELLD, V Committee to Review Generic Requirements 84/03/02 
MATTSDN, R 0 Office of Nuclear Reactor Regulation! Director 
JORDAN, E L Director's Office. Office of Inspection and Enforcement 
CUNNINGHAM. R E Office of Nuclear Material Safety tt 
Safeguards. Dlrec tor ) p 2251 3 335 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


8403050227 "Radionuclide Release Under Specific LUH Accident 
Condition*." Vol 111. "Mart 111 Design " 

QIE8EKE.J A , CYDULSKtS, P , DENNING. R S Battel le Memorial 
Inititute. Columbus Laboratories 04/03/29 Office of Nuclear 
Regulatory Research. Director lO&pp 23528' 007 


8403050230 "Radionuclide Release Under Specific LWR Accident 
Conditions." Vol V. "PWR-Largo, Dry Containment (Surry 
Recalculations) " 

OIEBEKE, J A . CYDULSKI8, P . DENNING, R 8 Battel te Memorial 
Institute, Columbus Laboratories 84/01/12 Office of Nuclear 
Regulatory Research. Director 2i2pp 22502 001 24X 

Fieh# 50-280,84/01/12,8403050230 


8403050242 "Radionuclide Release Under Specific LWR Accident 
Conditions," Vol II, "BUR, Mark I Design " 

OIEBEKE, J A, , CYBULSKI9, P , DENYING, R S Batt B lle Memorial 
Institute, Columbus Laboratories. 84/02/29 Office of Nuclear 
Regulatory Research, Director 222pp 22503 079 


8403120255 "Generic Study of Recycle of Contaminated Metis, " monthly 
progress rept for Jan 1984 

O'DONNELL, F R Oak Ridgs National Laboratory FIN B-0824. 

NRC-60- 10-01-05 84/02/15 80LBER0, D E Transportation & Materials 

Risk Branch. 4pp. 22613 33B 


8403120257 "Severe Accident Research Program," quarterly rept for Feb 
1984, 

e Battelle Memorial Institute, Columbus Laboratories B4/02/2? 
NRC - No Detailed Affiliation Qlven 51pp 22619 156 


8403150175 RIL-139 

Research Info Ltr 139 provides appraisal of U dioxide fuel 
oxidation phenomena Jt potential impacts on transportation of 
irradiated power reactor fuel assemblies Potential for 
occupational exposure* during unloading major impact 
MINOQUE. R, B. Office of Nuclear Regulatory Research, Director 
B4/03/O5, DAVI9, J. 8. Office of Nuclear Material Safety fc 
Safeguards, Director. 31pp. 22646 311 


8403270329 "FRAP-T6 Calculations for Inti Btd Program 14 11 

WAGONER, S.R , LAATS. E T EQfcO, Inc FIN A-6D46 E00-BAAM-6499 

63/12/31 NRC - No Detailed Affiliation Oiuen 30pp. 2278B 333 


8403300120 Procedure "Chemtron Users Manual " 

MILLER, C, W, Laurence Berkeley Laboratory FIN B-3D40 LBL-16152 
83/03/31 Division Of Health, Siting t< Haste Management 150pp 
22022' 294 


REVIEW ORP NRC RESEARCH REVIEW GROUPS 


0312070358 Notification of CROP Meeting 91 on 031123 to review 
exemption from CR6R review of Unresolved Safety Issue A— 1 
"Water Hammer" t, proposed rev to Reg Guide 1 28, ”GA Program 
Requirements (Design k Const) 11 

9TELL0, V Committee to Revisw Generic Requirements 93/11/10 
MATT90N. R, J Office of Nuclear Reactor Regulation, Director 
JORDAN, E. L Director's Office, Office of Inspection and Enforcement 
CUNNINONAM, R E Office of Nuclear Material Safety it 
Safeguards, Director 2pp 22681 352 


B40301010? Forward* revised CRQR charter, Rsv reflects Commission 
directions contained in 840106 memo 

DIRCKB, W. J Office of the Executive Director for Operations 
84/02/24. PALLAD1N0, QILIN8KY, ROBERTS Comml is loners i6pp 
22436:063 


0403010329 Forwards Rev 1 to CRQR charter dtd 840131. 

DIRCKB, W. J. Office of the Executive Director for Operations 
04/02/24. DENTON, H R , DAVIS, J 0 , DEYOUNG, R. C NRC - No Detailed 
Affiliation Given. 3pp 22432' 056 


— 6403010334 Rev 1 of CHOR charter 

# Committee to Review Generic Requirements 94/01/06. 14pp 
22432: 059. 


0403170003 Notifies of CRGn Meeting 45 on 830817 to discuss results 
of NRR study of electromagnetic pulse t, proposed exemptions 
from regulations in implementation of Multi-Plant Action 
D-10 (Unresolved Eases A-21 

STELLD, V Committee to Review Generic Requirements B3/0S/04 
MATTSON, R J Division of Systems Integration (post SHOOS) 

JORDAN, E L Division af Emergency Preparedness I < Engineering 
Response (Post BSOlOai CUNNINGHAM, R E Office of Nuclear Material 
Safety l» Sa f eguards, Dircc tor 3pp 22664 347 


B403190005 Notifies of CRQR Meeting 49 on 1331024 in Bethesda.MD to 
discuss proposed requirements Por reinap of BWR piping *< 
repair of CTacked piping 

STELLO, V Committee to Review Generic Requ Irements 83/10/19 
MATTSON, R J Office of Nuclear Reactor Regulation, Director 
JORDAN, E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E. Office of Nuclear Material Safety 6 
Oafeguards. Director 2pp 22664 330 


0403190008 Submits mod to agenda for CRGR Meeting 45 on 830917 in 
Bethesda.MD to discuss NUREG-0737. Supp 1 l control room 
design review 6 NRR study of electromagnetic pulse 
BTELLO, V Committee to Review Generic Requirements 03/08/15 
MATTSON. R J Division of Systems Integration (post 611005) 

JORDAN, E L Director's Office, Office of Inspection and Enforcsment 
CUNNINGHAM, R E Office of Nuclear Material Safety & 

Safeguards, Di rector 2pp 22664 361. 


040319000? Notifies of CRCR Meeting 5B on B40315 to discuss 
proposed NUREO-OSOl, "Evaluation Criteria for Detailed 
Control Room Design Review " 

STELLD, V Committee to Revi bu Generic Requirements 04/03/02 
MATTSON, R J Division of Systems Integration (post 811005) 

JORDAN, E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety 6 
Safeguards, Director lp, 22665:352 


8403190012 Notifies that CRGR Meeting 52 on 031209 In Bethesde,M0 
rescheduled far 831207 Mod to agenda discussed 
STELLD, V Committee to Review Generic Requirement? 03/11/25 
MATTSON, R J Office of Nuclear Reactor Regulation, Director 
JORDAN, E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM. R Office of Nuclear Material Safety 6 
Safeguards, Director Sp p 22665 335 


040319001? Notifies of CRGR Meeting 56 on 040203 to discuss 
evaluation & conclusions re need for FORVs for C-E plants 
9TELLO, V Committee to Review Generic Requirements 04/01/23 
MATTSON, R J Division of Systems Integration (post SHOOS) 

JORDAN, E L, Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety St 
Safeguards, Director. Ip, 22666 052 


0403190029 Notifies of CRGR Meeting 57 on 840213 to discuss 
proposed NUREG-0801, "Evaluation Criteria for Detailed 
Control Room Design Review" it NUREQ-0B33, "Human Factors 
Review Guidelines for Safety Parameter Display Sys " 

BTELLO, V Committee to Review Generic Requirements 04/02/07 
MATTSON, R J Division of Systems Integration (post 811005) 

JORDAN. E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety L 
Safeguards, Director lp. 22665.362 


8403190031 Notifies of CRGR Meeting 44 on 830802 in Bethesda.MD to 
discuss NUREG-0978, re behavior of DWR Mark III containment It 
commission paper re integrated safety assessment program 
STELLO, V Committee to Review Generic Requirements 03/07/22 
MATTSON, R J Division of Systems Integration (post 811005) 

JORDAN, E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E Division of Fuel Cycle b Material Safety 2pp 
22666 113 


0403190037 Notifies of CRGR Meeting 43 on 830727 in Bethesda.MD to 
discuss Unresolved Safety Issue A-12, "Steam Generator & 

Reactor Coolant Pump Support Toughness" & Generic Issue B-36 
re diesel generator requirements 

STELLO, V Committee to Review Generic Requirements 83/07/18 
MATTSON, R J. Division of Bystems Integration (post 811005) 

JORDAN, E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM. R, E Division of Fuel Cycle & Material Safety 2pp 
22666 233 
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0403190081 Notified of CRQR Meeting 39 on 840323 In Bethesda.MD to 
discus* proposed resolution of Unresolved Safety Issue A-44 
re station blackout 6 Generic Issue B-36 re diesel 
generator reliability 

9TELLO, V Committee to Review Generic Requirement* 04/03/14. 
MATTSON, R J Office of Nuclear Reactor Regulation Director 
JDRDANtE L Director's Office* Office of Inspection and Enforcement 
CUNNINGHAM, R E Office Df Nuclear Material Safety &> 

Sa f eg yards, Di rector Ip 3266*? 362 


84D3I90J03 Notifies of CRGR Meeting 60 on B404I 1 to discuss 
activities of NRC Piping Review Committee it proposed 
resolution of Generic Issue A-30, "Adequacy of 
Safety-Related DC Power Supply " 

STELLO.V Committee to Review Generic Requirement* 04/03/14. 
MATT90N, R J Office of Nuclear Reactor Regulation, Director 
JORDAN, E L Director's Office* Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety S, 

Sa feguard s, Director 2pp 22669 310 


0403190146 Notifies of CRGR Meeting 47 on B30923 in Betheeda.MD to 
discus* proposed exemptions to regulations In implementation 
of Multi-Plant Action D-10 (Unresolved Safety Issue A-2 1 Si 
Rev 2 to Reg Quide 1 105 

BTELLD, V Committee tD Review Generic Requirement* 03/09/13 
MATTSON, R J Office of Nuclear Reactor Regulation) Director 
JORDAN. E L Director's Office* Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety U 
Sa feguar d s> Di rector 2pp 22666 35? 


0403190176 Notifies of CROR Meeting 40 on 831020 in Betheeda.MD to 
discuss exemption of Category 2 personnel from I0CFR30. 35a. 

"Codes lr Stdi/" proposed rulemaking tr proposed rev to Reg 
Guide 1 105 

5TELL0, V Regional Operations b Generic Requirements 83/10/14 
MATTSON, R J Office of Nuclear Reactor Regulation) Director 
JORDAN. E L Director’s Office. Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety t< 

Sa f eguerds, Director 2pp 22671 163 


8403190251 Submits agenda mods For CROR Meeting 33 on 840125 re 
proposed IE bulletin on BE HFA relays J* NUREG-0B01 on 
criteria for detailed control room design 

STELLO.V Regional Operations It Generic Requirements 84/01/31 
MATTSON , R J OFFice of Nuclear Reactor Regulation. Director 
JORDAN.E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety U 
Ba feguar d s, Dir ec tor Ip 22672 270 


— 8403190256 Notifies of CRGR Meeting 53 on 840125 in Bethesda,MD to 
discuss draft IE bulletin. "Failure of GE Type HFA Relays in 
Use in Class IE Safety Sys, '• NUREQ-O0O1 J* NUREG-0035 
STELLO.V Regional Operations I* Generic Requirements. 04/01/0? 
MATTQON, R J Office of Nuclear Reactor Regulation, Director 
JORDAN, E L Director'* Office, Office of Inspection and 
Enforcement CUNNINGHAM, R E Office of Nuclear Material Safety 6 
Saf eg uards. Ill rector 2pp 22672 271 


8403170260 Notifies of CRGR Meeting 54 on 840118 in Betheeda.MD to 
discuss Rev 1 to Reg Quide 1 09. "Environ Dual 1 f ica t i on of 
Electric Equipment Important to Safety For Nuclear Power 
Plants " 

STELLO.V Regional Operations L Generic Requirements IE0-79-O1B 
83/12/27 MATTSON, R J Office of Nuclear Reactor Regulation, 

Director JORDAN.E L Director's Office. Office of Inspection and 

Enforcement CUNN1NGHAM.R E Office of Nuclear Material Safety I* 
Safeguard s, Dir ector lp 22675 058 


8403190266 Forward* proposed rev to 10CFR72. "Licensing Requirement* 
for Storage of Spent Fuel in 1SFS1," for review, comment 1> 
recommendation* CAG should participate in review for 
listed item* W/o encl 

SN1EZEK.J 1 H Regional Operations 6 Generic Requirements 84/01712 
TRINES, E G Division of Budget & Analysis Ip 22672 225 


8403190372 Notifies of CRGR Meeting 53 on 040111 in Be t hesda , MD to 
discuss rev* to 10CFR51 6 73 It Reg Quide I 105 re instrument 
setpoint* for safety-related sys 

5TELL0, V Regional Operations I) Generic Requirements 03/12/19 
MATTSON, R J OFPice of Nuclear Reactor Regulation, Director 
JORDAN, E L Director's Office, Office of Inspection and Enforcement 
CUNNINGHAM, R E Office of Nuclear Material Safety & 

Sa feguard s, Dir ec tor 2pp 22679 218 


SECY POSITION PAPERS BEFORE THE COMMISSION 


B4 02220-0 50 BECY-84-067 

Provide* Commission u/draft preliminary documant tD focus on 
whether to grant or withhold concurrence in DOE general 
guideline* for recommendation* of sites for nuclear waste 
r epos 1 tor ies 

DIRCKS. N, J Of ficB of the Executive Director for Operations 
04/02/09 43pp 22646. 183 


0403010279 Respond* to FOIA request for 8ECY-B3-280 to be placed in 
PDR Forward* SECY-83-288 Document* also aval lab la in PDR 
FELTON. J M Division of Rule* and Record* 83/12/16 PEDRO, J NUS 
Corp Ip 22449 130 


— 0403010203 Comments on SECY-B3-200 re proposed rule on pressurixed 
thermal shock Proposed rule should address CP applicants in 
addition to OL applicants *c operating reactors Schedule for 
preparation of plant-specific safety analyses acceptable 
ZERBE, J E Office of Policy Evaluations B3/0B/0I PALLADIA, 
GILINRRY) ROBERTS Commissioners 4pp 22449 222 


S40301O45I SECY-S3-034 

Informs Commission of problems u/emergency diesel generators 
mfg by Transamerica Delaval, Inc 

DJRCK.3, W J Office of the Executive Director for Operations 
B4/01/25 4pp 2243S 347 24X Flehe 50-000,04/01/25,0403010451. 


B403Q2QQ6B Responds to appeal re denial of FOIA request for 
SECY— S3- 4 54 Forward* document Info partially withheld 
(ref FOIA Exemption 5), 

CHILK, S J Office of the Secretary of the Commission 84/02/19 
BEECAL. J Union of Concerned Scientist* 2pp 22495.00? 


— B403O20D94 SECY-B3-494 

Approves release of substantive info In Chairmans logs, 
calendars It notes, per UCS request info deleted & withheld, 
F1T70ERALD, J A Office of the General Counsel B3/11/04 2pp. 
22495 011 


8403060469 Responds to appeal re denial Of FOIA request for SECY-B2— 
340 Document placed in PDR 

FELTON. J M Division of Rules and Record* 04/02/17 HICKEY, J P. 
Shaw, Pittman, Pott* L Trowbridge lp 22552 056 


—820920036^ SECY-B2-340 

Inform* of procedure* to process board notifications 
involving allegation* which may fall within investigative 
purview of Ofc of investigations 

DIRCKB, U J Office Df the Executive Director for Operations 
S2/0B/17 7pp 22552 057 


0403000041 SECY-84-099 

Requests Commission review of proposed Issuance of License 
XU-B306, approving export of natural U to EURATOM countries, 
to Oraunkohle Transport UBA 

DIRCKB, U J Office of the Executive Director for Operations 
04/02/24 15pp 22584 099 


0403090436 SECY-84-067A 

Provides update to preliminary draft document re DOE general 
guidelines for recommendation of sites for nuclear waste 
repositories, dtd 831118, to assist Commission in deciding 
whether to grant or withhold concurrence 

DIRCKS, W J Office of the Executive Director for Operations 
04/02/22 49p p 22646 134 


0403090006 Further response to FOIA request for all 1982 SECY papers to 
be made available SECY-02-37 & SECY-62-37A placed In PDR 
FELTON, J M Division of Rules and Records 84/02/22 WEISS, E. R, 
Union of Concerned Scientists lp 22591 210 


— 0203050063 BECY-02-037 

Informs of receipt of Executive Branch final draft rept 
to Congreis per Section 601 of Nuclear Non-proliferation 
Act of 1978 Rept generally accurate No areas warrant 
formal NRC Lomment 

DIRCKS, W J Office of the Executive Director for Operations 
03/01/29 lOOpp 22991 220 


— 0204160230 SECY-82— 037A 

Informs Commission of raceipt of final version of rapt to 
congress re Section 601 of Nuclear Nonproliferation Act 
DIRCKS, W J Office of the Executive Director for Operations. 
82/03/29 64pp 22591 317 


0403090-017 Responds to FOIA request for 8ECY-83-445 to be placed in 
PDR Forwards SECY-83-445 Document also in PDR 

FELTON, J M Division of Rules and Racordt 84/02/28 BUCKLEB* R. 
NUS Corp lp 22592 312 


— 8403090019 BECY-B3-445 

Responds to Commission request for human factors program 
plan quarterly repts cited in Chilk 830216 staff 
requirements memo 

DIRCKS, W J office of the Executive Director for Operations 
03/10/20 16pp. 22592 313 



NONDOCKETED ITEMS 


B403M0244 Board Notification B4-066 forward* SECY-B4-104 re NRC in»p 
Of Nuclear Svc* Corp audit of Pullman Power Product* at 
lite, including draft IE In*p R»pt DO-273/B3-37 U 840227 
final rapt 

E18ENHUT. D 0 Civilian of Lie losing OL 84/03/28 BUCK. J H . 
MOORE. T a , JOHNSON, W R Atomic Safety and Licensing Appeal Panel 
3pp. 22947 070 24X Fiche 30-273, 84/03/28, B403140244 


— 0403200301 Provide* info to Commissioner* re e ircumstancoo surrounding 
documentation of NRC inep of 1777 Nuclear Svc* Corp audit 
of Pullman Power Product* Co 

DIRCK8, U J Office of the Executive Director for Operations 
S4/03/02 124pp 22747 073 24X Fiche 30-273, H4/O3/B0, 

B403140244 


STATE PROO STATE PROQRAMB 


8403070007 State- of MO nuclear accident plan 

# ttiteourt, State of 83/03/31 400pp 22940 070 24X 

Fiche 30-403,03/03/31.8403070087 


840300001* Further response to FQIA request for list* !< records re 
Co-60 licensees Forwards App A documents, per Item 3 of 
request Portions of Documents 2 through 3 of App B deleted 
(ref FOIA Exemptions 6 6 7) 

FELTON, J M Division OP Rules and Records B4/01/11 COWIE. D J 
Douck, Holloway, Hlernan & Casey 9pp 22976 274 


•8403000170 PNA-S1-OOA on 810714, Loui slana Nuclear Energy Div notified 
NRC of radiography incident occurring on barge located less 
than 3 miles offshore Barge captain & radiographer exposed 
to 11 Ci Co~60 Medical attention obtained. 

DDDA, R J Region 4, Dallas, Office of the Director (81/03/01) 
81/07/21 2pp. 22377 130 


8402230176 Forwards revised State of CA nuclear power plant emergency 
response plan 

MEDFORD, M 0 Southern California Edison Co B4/02/16 
EISENHUT, D 0 Division of Licensing 3S3pp 22333001 24X 

Fiche* 90-000. B4/02/16, 8402230176 


0403090068 Further Tesponse to FDIA request for documents re Lixi,Inc, 
Lixiscope of Amer 1c a, Inc t, SA Huber Consultants, Inc Forward* 

App B documents Documents also available in PDR 

FELTON, J M Division of Rules and Record* S4/01/17 CAULK, 0 H 
Radiation Service Qrgantiat ion. 2pp 223B4. 001 


— S403020 117 Revised State of CA nuclear power plant emergency response 
p lan. 

* California, State of 83/04/30 2901pp 22393 003 24X 

Fiche 50-000,84/02/16,8402230176 


8403020174 Notifies of upcoming meetings List will be updated weekly 
TAYLOR, T. J Environmental Protection Agency S4/02/17 MILLER, H 
NRC - No Detailed Affiliation Qlven tp 22471 070 


8403020206 Request* list of watte mgt documents from 831014 to present 
re Nevada Test 81te project 6 Info concerning process by 
which future documents can be received 

JDHNBDN.C A Nevada, State of. 84/02/03 RUSSELL. C F Division of 
Haste Management. 27pp 22474 333 


8403020332 Forwards H Bhealy 830210 ltr containing State of BC comments 
on Chem-Nuclear topical rept, "Polyethylene High Integrity 
Containers " 

NUSSDAUMER.D A Assistant Director for State Agreements Programs 
84/02/16. HIGGINBOTHAM, L Low-Level Haste 8. Uranium Recovery 
Projects Branch. Ip 22472.238 


— 8403020337 Comments on Chem-Nuclear topical rept, "Polyethylene High 
Integrity Containers," per NRC 831227 t, 840123 requests. 

Container acceptable for use at Barnwell site. 

BHEALY, H 0. South Carolina. State of 84/02/10 NU68BAUMER, D A 

Aseistant Director for State Agreements Programs 2pp 22492 237 


8403050107 Forwards responses to technical comments from NRC review of 
Stata of NM U licensing program, par 831216 ltr Addl 
personnel unavailable for U licensing & liesnsing St 
registration section* due to budgetary restriction* 

BUHL, T New Mexico, State of 84/02/13. COLLINS, J T. Region 4, 
Office of Director 14pp 224QB 043 


B403030176 Requests to bp notified if HO Bell will continue to be state 
liaison officer or if new liaison officsr will be appointed 
PALLADINO.N J Commissioner s. 84/02/22 *'IA1N,W.A Mississippi, 

State of 2pp >22328* 183 


— 8403080117 Forwards, to Agreement Sta tea, p rop o * ed rule establishing ne 
category to Group VI of 10CFR3S IDO foT 1-123 as sealed 
source in portable device for bone imaging Sc foreign body 
detection Change peTcnit* use of Li x iscope. W/o end 
NUSSDAUMER.D A Assistant Director for State Agreement* Program* 
03/04/07 Affiliation Not Assigned ip. 22SB4 0i4. 


— 8403080128 Forwards, to Agreement Btates.ltr to Lixi re d emonitrat i on 
industrial training in use of Lixiscope device Ltr request* 
clarifying info, not final licensing action. W/o encl 
NUSSnAUMER. D A Assistant Director for State Agreement* Program* 
83/06/20 Affiliation Not Assigned ip. 22SB4013 


— 84030-80138 Forwards NM9S policy to Agreement State* re licensing hum* 
use of Lixiscope & bone matl ana ly x tr. Byproduct metl 
autharlied for human use by nonphysicians (podiatrists U 
den tl s til 

NUSSDAUMER.D A Assistant Director fnr Btato Agreement* Program* 
B3/11/1B Affiliation Not Assigned Ip 22984016 


— 8403080131 Requests Info re Lixiscope licensing concerning number of 
hours 4, which topics to be covered in training of physicians 
not meeting Group VI criteria 

NUSSDAUMER.D A Astietant Director for State Agreement* Program* 
83/07/07 MILLER, V L Division of Fuel Cycle & Material Safety 
lp 22SB4 060 


—0403080078 Ac k 
agreement 
BOLLING, L A 
SAVINI, R J. 


receipt of 830222 ltr re State of NV reciprocity 


Office of 3tate Programs, Director 83/03/03 
LIXI, Inc Ip 223B4: 013. 


B4O312024B Responds to request for technical assistance In svaluatlng 
Nuclear Pac kag Ing , Inc FL90 high integrity container (HIC1. 

HIC design can. be approved for continued use provided vendor 
submits further info. 

NUSSBAUMER, D. Assistant Director far State Agreements Programs 
84/02/27 STRONG. T R. Washington, State of, Dept of Social h 
Health Services 3pp 22618 397. 


B403050362 Forwards responses to B3110B questions far inclusion in 
record of 030706 hearing re Southeast Interstate Lou Level 
Reduaste Mgt Compact 

PALLADINO, N. J Commissioner*. 84/02/08. THURMOND, 8 Senate, 
Judiciary 16pp 2291? 267. 


8403050377 Requeet* to be notified if RL Banders will continue as state 
liaison officer or if new liaison will be appointed. 

PALLADINO.N J Commissioner*. 84/02/22 COLLINS, M L. Kentucky, 
Commonwealth of,. 2pp 22927.296. 


8403130129 Discusses IE inap on 831220-21 U forwards notice of 
violation 

MARTIN. T T Division of Engineering & Technical Programs B4/02/2B, 

EI8ENBUD, M. Neu York Univ Medical Center, New York. NY 2pp. 

22640*317 24 X Fiche 90-320. B4/02/28, 84031 90129 


— 8403 1 SO 1 32 Notice of violation from inap on 831220-21. Violation noted 
5,0 mCi Ce— 144 source transported to Si possessed at facility 
not authoriiod by specific or general license 

e Region 1, Office of Director. 84/02/28 lp. 22640 317 24X 

Fiche 30-320,04/02/28,8403130129 


6403070027 Notification of grant execution, Mod 2, to " Investigation of 
Recent Crustal Movement* in Btate of ME." Orantee* State of 
ME. 

UMBEL, D. Technical Assistance Contract! Branch FIN 0-1041. 
NRC-0-04-82-007. 04/02/27. BATSON, W. Office of Nuclear Regulatory 

Research. Director. SCHMITT, T NRC - No Detailed Affiliation Oiven. 
ip. 22563 174 


— B4 03070032 Mod 2, providing addl funding, to "Investigation of Recant 
Crustal Movements in Btate of ME 11 

ANDERSON, R B , ANDERBON, W. A Maine, State of. MORTON, K V 
Technical Assistance Contract* Branch, FIN 0-1041 
NRC— 0-04“ B2— 007 84/02/27 ip. 22S63. 179. 


8403190221 Forwards study of soil samples collected during drilling 
of well located 100 ft south of Beatty site Requests any 
comment* on study be submitted to Btate of NY 

NUS9BAUMER, D A Assistant DiTaetor for State Agreements Programs 
84/03/07 HIOOINBOTHAM, L Lou, Laval Haste Cleansing Branch ip 
2264B. BB7. 


— 0403150222 Forwards study mode on soil samples collected during ' 
drilling of well 100 ft south of Beatty si te. Accord ing to 
data, sorption of selected Ions decreases below 290 ft. 

VADEN, J. Nevada, State of. 84/02/21, NUBBBAUMER, D A. Assistant 
Director for Btate Agreements Program* lp 22648 288 
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B4Q3190-063 Forwards State of NC *< Chath am, Ha rne 1 1, Le n U Wake Counties 
emergency -response plan Plan forwarded to ASLAB for use In 
hearings by separate ltr dtd 040220 

MCDUFFIE, M A Carolina Power 6 Light Co NL5-04-1O4 04/03/12 

DENTON. H R Office of Nuclear Reactor Regulation, Director lp 
22663 130 24 X Fiche 50-400,04/03/12,0403190063 


— B403190067 Emergency response plan 

* North Carolina, State flf B4/02/29 434pp 22663 131 24X 

Fiche SO-400, 64/03/12, 8403190063 


6403190420 Reviews responses to NRC comments on high integrity 
container design for TMI EPICOR-II prefilter wastes Approval 
of design recommended following resolution Df listed 
c omments 

NUSSBAUMER, D A Assistant Director for State Agreements Programs 
B4/02/01 KIRNEB.N Washington, State of Bpp 22681.342 


8403190447 Forwards trip rept of B40130-0203 visit to Golden t< Fort 
Collins, CO to attend NRC Agreement States meeting, quarterly 
meeting of UMTHAF participants h sixth symposium on mgt of 
U tailings, low level waste & hazardous waste 

WEBER, H F Geotechnical Branch (Post B31001) 84/02/15 KNAPP, M R 

Geotechnical Drench (Post B31001) 40pp 22677-297 


0403210133 PNQ-I 1-84-023 on 340312 . State of SC advised of possible 
overexposure of radiographer St assistant radiographer 
Caused by assistant radiographer performing duties as 
radiographer Exposures of 3,000 to 10,000 res possible 
TROJAN DWSKI , R . WOODRUFF, R L Region 2, Office of Director. 
B4/03/16 2pp 22707 236 


B403230023 Comments on petition for rulemaking re DDE guidelines for 
recommendation of sites for nuclear waste repositories 
Concurs w/seven points in preliminary decision 

FRISHHAN, 9 Texas, State of 49FR9630 004 84/03/19 CH1LK.B J 

Office of the Secretary of the Commission ip 22728:349. 


840323D188 List of State of WA Dept of Ecology high level nuclear waste 
mgt legislative proposals, as of B40302 

* Washington, State of 00695 B4/03/02 Bpp 22757 119 


0403230190 NUREQ-I0I9 

STATE SURVEILLANCE OF RADIOACTIVE MATERIAL TRANSPORTATION 
Flnol Report 

SALOMON, S N Office of State Programs, Director 84/02/29 72pp 
Available at NRC «4 SO 22759 04B 


B40323025O Bummary of State of WA High Level Nuclear Waste Advisory 
Council B40120 meeting w/llsted attendees re forthcoming 
public info program w/Ofc of High LbvbI Nuclear Waste Mgt 
« Washington, State of 00686 84/01/20 Washington, State of, 

3 5pp 22737 327 


B403260203 Advises that proposed license amend re spent fuel storage 
expansion submitted on 840314 forwarded to state designee 
for State of FL, in accordance w/lOCFRSO 91 (hi ( 1 ) 

WILLIAMS, JW Florida Power 6 Light Co L -84-74 84/03/16 

EISENHUT, 0 0 Division of Licensing lp 22756 209 24 X 

Fiche: 50-250, 04/03/16,6403260203 


8403260200 NURE0/DR-OO29 VI 0 N2 

INFORMATION REPORT ON STATE LEGISLATION 

LANDAU, ft Office of State Programs, Director 84/03/10 9pp 
22761 307 


8403270286 Notification of contract execution. Mod 1, to "Radiation 
Monitoring Program Requirements “ Contractor State of ME. 

UMBEL, 0 Technical Assistance Contracts Branch FIN B-S357. 
NRC-28-03-603 84/03/07 MCOSCAR, J Office of Resource Management, 

Director KOTTAN. J NRC - No Detailed Affiliation Given lp 
22769. 2 52 


— B403270B90 Mod I, providing funds for CVB4 8, changing 16R number !< NRC 
authorized representative,^ "Radiation Monitoring Program 
Requirements " 

* Maine, State of SMITH, P A Division of Contracts FIN 
B-B357 NRC— 28-8 3-603 84/03/07 lp 22789 253. 


0403280221 Requests response to author 840201 ltr re sources of funding 
In 1984 for cleanup of facility Svc list and 

SALTZMAN, J Assistant Director for State St Licensee Relations 
B4/03/12 graham, j 0 General Public Utilities — QFU Service Corp 
2pp 22709. 344 24X Fiche 30-320,64/03/12,8403200221 


0403280254 Forwards draft ltr incorporating conclusions k 
recommendation re technical assistance to State Of WA on 
NUPAC high, integrity container deeign Addl info required re 
corrosion performance of F259 welds & pitting corrosion 
HIGGINBOTHAM, L Low-Level Waste & Uranium Recovery Projects Branch 
B4/02/16. NUSSBAUMER , D Assistant Director for State Agreements 

Programs 7pp 22800 182 


8403290316 Comments on petition for rulemaking re DDE general 
guidelines for recommendation of sitae for nuclear wasta 
repositories NRC concurrence decision offers some 
improvement to DOE guidelines 

KALITOWSKI, T Minnesota, State of 49FR9650 006 84/03/20. 

PALLADINO, N S Commissioners 3pp 22802 062 


0403300112 PNO-1 1-04-024 on B40326, State of TN Informed Region II that 
state 1 IcenseB. Ouadrex Co, suspected as source of sewer line 
contamination detected by DOE State investigation underway. 
TRQJANOWEKI , R Region 2, Office of Director, 84/03/27 lp 
22021 230 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


8305190492 Forwards technical review rept on undetecteble feilure in 
Westinghouse solid-state protection sys, 

CHIRAMAL. M Reactor Operations Analysis Branch. AE0D/T30B, 
33/04/20 SEYFRITiK V Reactor Operations Analysis Branch lp 
22709 209 


— B 309190497 AE0D/T30B 

"Undetectah le Failure In Westinghouse Solid Stete Protection 
Sys <SSPS), " technical review rept 

CHIRAMAL, M Reactor Operations Analysis Branch, B3/04/20. 6pp 
227B9 206. 


8401120525 Forwards nonproprietary version of topical rapt," 

“Title 10CFR61, Waste Form Certification - Cement." 

BTAEHR, J P , POPPE, L K Chem-Nuclear Bystems, Inc, 83/11/30, 
JOHNSON, T NRC - No Detailed Affiliation Given. lp, 21603' 111 


—0401120550 CNSI-WF-C-01-NP 

Nonproprietary version of "Title 10CFR61, Waste Form 
Certification - Cemsnt, " 

* Chem-Nuclear Systems, Inc 63/11/30 lOSpp 21903-113 


8401130363 Comments on proposed new SRP 5 3 4 re fracture toughness of 
steam generator St reactor coolant supports No addl 
regulatory guidance necessary 

CAHN, A L Bechtel Corp, 84/01/09 DENTON. H R Office of Nuclear 
Reactor Regulation, Director 2pp 21799 360. 


8401190219 Notification of rescheduled 840130 meeting w/West ing house In 
Bethesda, MD to discuss nine topical repts to be published in 
CYB4 re BWR fuel reloads Meeting originally scheduled on 
840113 

MORAN, D M Standardization 5, Special Projects Branch. 83/12/22, 
THOMAS, C 0 Standardization I < Special Projects Branch. lp 
21870-228 


8402090020 Board Notification 64-044. forwards Part 21 rept re 
Transamirica Delaval, Inc turbocharger thrust bearing 
lubrication defect resulting in engine nonavailability. 
EIBENHUT, D Q. Division of Licensing 84/02/29. PALLADINO 
Commissioner* 4pp. 22541 263 24X Fiche- 50-000, 64/02/29. 

8402090020 


8402090021 Board Notification 84-039- d itcustet NRC 640210 It 16 meeting! 
w/Transamerlca Delaval, Inc Emergency Diesel Generators 
Owners Group Meeting scheduled on 04O3OB for finalization of 
generic program plan prior to hRC review. 

EIBENHUT, D O Division of Licensing. B4/02/2B PALLADINO 
Commissioners 5pp 22546,003 24X Fiche i 90-000, 84/02/26, 

B402Q900B1 


0402090033 Board Notification 84— 047: forwards Transamerica Delaval, Inc 
Owners Group piston skirt rept fc task description* 

EISENHUT. D Q Division of Licensing, 84/03/07 PALLADINO 
Commissioners 4pp. 22674.221. 24X Fiche: 90-000, 64/03/07, 
8402090033. 


8402090039 Board Notification 84-093 forwards “Emergency Diesel 
Generator Component Tracking Sys," facility component data 
base for design raview It quality revalidation effort of 
Transamerica Delaval Ownars Oroup program plan. 

EISENHUT, D Q Division of Llcanslng. 04/03/12 PALLADINO, 
OILINSKY, ROBERTS Commissioners. 4pp, 67216-079. 24X 

Fiche: 50-322, 84/03/ IS, 8402090035 


— B4031903B5 "Emergency Diesel Generator Component Tracking 8y* " 
• TDI (Transamerica Delaval, Inc ) Owner* Oroup. 84/02/29. 
915pp 22679-322. 24 X FI Che: 50-322, 84/03/12, 6402090035. 


8402090030 Board Notification 84-051- forward • "Transamariea Dalaval, Inc 
(TDD Dlesal Generator* Owner* Oroup Program Plan. " 

EISENHUT, D D Division of Licensing. 84/03/12 PALLADINO 
Commissioners 5pp 2268B. 214 24X Fiche 50-000,04/03/12, 
6402090038 
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—8403200143 "Transamerira Delaval (TDI) Diesel Generators Dinners Group 
Program Plan " 

* TDI (TranBamerica Delaval, Inc ) Owners Group 04/03/13 
261 pp 22680 219 24X Fiche 30-332. B4/Q3/1 2, 8402090038 


0402090039 Board Notification 04-032 forwards meeting siimcoar left 
containing transcript* of 040210 b 16 meeting* between Nile b 
Transamerica Delaval, Inc (TDI) Owner* Oroup Distribution 
list encl 

EIBENHUT, D 0 Division of Licensing 04/03/12 RALLADINO 
Commissioners 3pp 2270B 001 B4X Ficha 30-000,84/03/12, 
8402090039 


— 8403060336 Forwards summary of 840210 meeting w/Traniamer i c a Delaval, 
Inc Owners Oroup in Beth es da, MD re problems w/e m ergency 
diesel generators 

CARUSO, R Licensing Branch 2 04/02/27 □ 'REILLY, J. P NRC - No 

Detailed Affiliation Oiven 6pp 22708 006 24X / 

Fiehe 30-000,84/03/12.8402090039 


—0403060554 Transcript of 840210 meeting w/Transamerica Delaval, Inc 
Owners Group in Betheada, MD re problems u/emergency diesel 
generators 

# NRC - No Detailed Affiliation Given 84/02/10 147pp 

67201 008 24X Fi c he • 30-000. 84/03/ 12. 8402090039 


— 8403070409 Bumroary of 840216 meeting w/Transamerica Delaval, Inc Owners 
Oroup In Wading River. NY re program plan to establish 
reliability of diesel generators Agenda, meeting transcript ft 
attendance list encl 

MILLER, K A Licensing Branch 4 04/02/27 Licensing Branch 4 

0pp 22708-161 24X Fichu 30-000, B4 /03/12, 8402090039 


— 8403070433 Transcript of 840316 conference in Wading River. NY re 
Transamerica Delaval, Inc diesel generator* Fp 1-02 
* Commissioner* 04/02/16 B4pp 22708 169 24X 

Fiche. 50-000, 04/03/12. 8402090039 


8402100239 Forwards proprietary "Probability of Missile Generation In 
OE Nuclear Turbines," per B30428 commitment Rapt will be 
presented at B40207 meeting In Bethesda.MD Affidavit encl 
Rept withheld (ref 10CFR2. 790) 

TIMO. D P General Electric Co 84/02/06 IPPOLITO, T A Operating 
Reactors Branch 2 9pp 22181 266 


8403010103 Bummary of 820209 meeting w/Westlnghouse b Wetting house 
Owner* Oroup re generic emergency operating procedure 
technical guideline* Vieugraphs encl 

CLAYTON, H B Procedures b System* Review Branch 82/02/24 

ZIEMANN.D L. Procedures & System* Review Branch 36pp 22479 301 


8403010113 Forward* rev* to organ! iatlon for QA dept, ref 1 ect ing listed 
changes 

KELLY, R 0 Stone h Webster Engineering Corp 84/02/10 POTAPOVS, U 
Vendor Program Branch. 6pp 22436 022 


8403010207 Forward* '"Investigation of Type* AF !< AE Piston Skirt*," per 
Transamerica Delaval, Inc Owner* Group program commitment* 

Rept evaluate* crack* in AF piston skirt* in Shoreham & 

Grand Oulf Nuclear Powar Station* 

MU8ELER, W J TDI ITransemer lea Delaval, Inc 1 Owner* Oroup IDt-2 
B4/02/27. DENTON, H R Office of Nuclear Reactor Regulation, 
Director. 3pp 23434-090. 24X Fiehe. 30-000. 04/02/27, 040-3010207 


—8403010446 FAAA-S4-2-14 

"Investigation of Type* AF b AE Piston Skirt* " 

• Failure Analysis As* Delate*. FfE-R-6/7396 84/02/27. 83pp. 

22434-093 24X Fiehe: 30-000, 84/02/27, 8403010207. 


8403010218 Forward* task descriptions for 16 known problem* r* 
Transamerica Delaval, Inc emergency diesel generators. 

MU8ELER, W J TDI ( Transamer i ea Delaval, Inc > Owner* Oroup TDI-1 
84/02/28. DENTON. H R Office Df Nuclear Reactor Regulation, 
Director 42pp. 32433.177 24X Fiehe, 30-000, 84/02/2B, 0403010218 


B4030 10306 Application for amend to Licenses DPR -33, DPR -52 b DPR— 68, 
changing Tech Space to lower Group 1 isolation setpoint for 
reactor lower water level W/prnpri etary NEDE-30012, " ,.M8IV 
Water Level , , , " Rept withheld (ref 10CFR2 790) 

MILLS, L M. ■ Tennessee Valley Authority. TVA BFNP TS 196, 84/02/22 

DENTON, H R Office of Nuclear Reactor Regulation, Director, 3pp 
22433' 042 24X Fiehe 30-239,84/02/22, 0403010306. 


8403010431 BEC Y— 83-034 

Inform* Commission of problem* w/ emergency distal generator* 
mfg by Trantamerlce Delaval, Inc. 

DIRCK8, W, J. Office of the Executive Director For Operation* 
84/01/23. 4pp 22430:347. 24X F 1 Che . 30-000, 84/01 /23, 8403010431 . 


8403020193 Forwards a-ddl info to complete review of Topical Rept 
VEP-FHD-41, "VEPCO Reactor Sys Transient Analysis Using 
RETRAN Computer Code." in response to NRC 19B2 informal 
request 

STEWART, H L Virginia Electric b Power Cd 060 04/02/27 

DENTON, M I) Office of Nuclear Reactor Regulation, Director 16pp 
22443237 24X Fiche 30-000,84/02/27,8403020193 


8403020226 Request* that CRGR Consider merits of NRC position re 
containment isolation requirements for post-LOCA hydrogen 
recomblner lines, per 830900 appeal meeting NRC position 
extends beyond clarification of intent of SRP 624 
HELW1Q. D H DWR Owners Group BWR0G-B403 84/02/27 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 22439 218 


0403020273 Reipo-nda to reliability survey quostions re diesel generator 
startup it operation Response* to NRC request for addl info 
ro Transamerica Delaval emergency diesel generators will be 
submitted by 84000] 

MEDFORD, M D Southern California Edison Co 04/02/29 
CRUTCHFIELD, D Operating Reactors Branch 3 3pp 22440.074 24X 

Fiche 50-206,04/02/29,8403020275 


04O3O2O4OA Advise* that draft "Final Rept on Dlv 1 b II Transamerica 
Delaval, Inc Diesel Generator*, 1 * forwarded to NRC on B40216 
will he submitted In final form an B40221 

HOUSTON, M D Licensing Branch 2 04/02/21. Licensing Branch 2 

3pp 22492 104 24X Fiehe 30-416,04/02/21,8403020406 


— -8403020410 Draft "Final Rept an Div I *, 1 1 Transamerica Delaval, Inc 
Diesel Generators " 

» Mississippi Power it Light Co 84/02/13 74pp 22492 107 24X 

Fiche 30-416,04/02/21,0403020406 


8403050098 Forwards "Rept on Task 05000. Pressuri ier Relief Valve 
Discharge Piping Qualification for Calvert Cliffs.Unlt 2, 41 
per TM1 Item II D 1 

LUNDVALL.AE Baltimore Ga* b Electric Co 84/02/29 HILLER, JR. 
Operating Reactors Branch 3 3pp 22484 167 24X 

Fiche 50-318,04/02/29,8403050090 


—8403050103 CEN-24H1B) R02 

Rev 2 to "Pressuri ter Safety Valve Operability Rept " 

# Combustion Engineering. Inc 84/01/31 SOpp 22484 332 24X 

Fiche 30-310, 04 /02 / 29. B 403050090 


B4 0303021 5 Notifies of fee due for review af NEDO-24934. "Emergency 
Procedure Guideline* Rept, Rev 2 " 

MILLER, W O Licence Fee Management Branch CL-03-03 84/02/22 

QUIRK , 0 F. General Electric Co lp 22320 143 


0403030222 Informs of fee due Pdf review of 011130 Westlnghouse Owner* 
Group emergency response guideline* rept. 

MILLER, W 0 License Fee Management Branch 84/02/22 RAHE.E P 
Meetinghouse Electric Carp lp 22537 36L 


B4O303O223 Advise* af fee due Par Tevieui of CEN-15Z, "C-E Emergency 
Prpcedure Guideline* Rept " 

MILLER, W a License Fee Management Branch 84/02/22 SCHERER, A E 
Combustion Engineering, Inc Ip 22327 360 


0403060011 Inform* that NRR completed Ttvleu of BbW Owner! Group rept 
□n emergency procedures b response guideline* Div of Finance 
b Accounting will forward bill 

MILLER, W C License Fee Management Branch 84/02/22 TAYLOR, JH 
Babcock it Wilcox Co ip 22328 333 


8403060167 Advise* that NUREQ-0737, Ac t i on Item* II K 3 30 b II K. 3 31 
considered compl ete, based on 040104 telcon between hRC fc GE 
Licensee need only Identify to NRC ref on docket to GE 
Topical Rept NED0-2O366 or NEDD-20366P 

Z IMHERMAN, 3. R. Carolina Power & Light Co NLS-04-096 04/03/29 

VASSALLO. D B Operating Reactor* Branch 2 2pp 22310.334 24X 

Fiche. 50-324. 04/02/29.0403060167 


8403060174 Confirms CASE QA program in*p at Ariiona Public Bvc Co in 
Phoenix, AZ b Aerojet Mfg Co in Sacramento, CA on B30303-07 b 
08-09, respectively, per 040216 telcon 

POTAPOVS, U Vendor Program Branch. 84/02/29 MARSH. R N Florida 
Power it Light Co Lp. 223iB:344 


8403060323 Forward* WCAP-10433, "Determination of Copper Content of 
Longitudinal Held Beam* In Intermediate Shell Region of 
Kaddam Neck Reactor Vessel," confirming past estimates of 
c op per content b through-well distribution 

COUNSIL.N G. Connecticut Yankee Atomic Power Co 811040 04/02/17 

CRUTCHFIELD, D Operating Reactor* Branch 3. lp 22313' 320. 24X 

Fiche. 50-213,84/02/17, 8403060323 
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— B403Q60326 WCAP-10433 

"Determination of Copper Content of Longitudinal Held Seams 
in Intermediate Shell Region of Haddam Neck Reactor Vessel " 
BDQGSj R b . YANICHKOi B E Westlnghouse Electric Corp. 83/11/30 
llpp 22913 331 24X Fiche 50-313,84/02/17. 8403060329 


8403060338 Advises of problem compromising integrity of design review/ 
qua 1 i ty revalidation of emergency diesel generators mfj by 
Transamerica Dtlaval. fnc Util involvement in review 
represents conflict of interest 

BROWN, H. H Kirkpatrick. Lockhart. Hill. Chr i stop her & Ph i 1 1 ip s 
BROWN. H H Suffolk County. NY 84/03/01 DENTON. H R Office of 

Nuclear Reactor Regulation. Director 6pp- 2251*? 060 24X 

Fiche 00-322.84/03/01,0403060338 


0403060367 Forwards Endorsement 127 to NEL1A Policy NF-34 

ASHflURN.D J Marsh it McLennan, Inc 04/02/28 .SALTZMAN. J 
Assistant Director for State b Licensee Relations 2pp 22311 397 


0403060370 Forwards Endorsements 63 & 63 to NELIA Policy NF-193 8. 
Endorsement 33 to MAELU Policy MF-94 

ASHDURW, D J Marsh $< McLennan, Inc 84/02/23 SALTZMAN. U. 
Assistant Director for State 6 Licensee Relatione. 4pp. 22S1B, 203 


0403060409 Transmits Rev 0 to Rept 84-3, ''Mark 1 Wstwall to Jlrywell 
Vacuum Breaker Load Methodology," per Mark I/NRC B31215 
meeting Affidavit end Rept withheld 

PFEFFERLEN.H C General Electric Co MFN-025-84. 84/03/02 

VASSALLO. D B Operating Reactors arench 2 3pp 22518 215 


8403060453 Discusses deficiencies discovered In Delaval emergency 
diesel generators Written submittal requested giving details 
of enhancement program to justify interim operation 
EISENHUT, D 8 Division of Licensing 84/02/24 RICHARD. JB 
Mississippi Power 6 Light Co 4pp 23950 003 34X 

Fiche 50-416,84/02/24,0403060453 


—8403090259 WCAP-10474 

“Analysis of Capsule U From Alabama Power Co JM Farley Unit 
i Reactor Vassal Radiation Surveillance Program," 

BOGGS, R 8 , YANICHKO, 8 E , ChENEY, C A Westlnghouse Electric Corp. 

84/02/29 9Qpp 22968 204 24X Fiche 90-34B, B4/03/0I , 

8403090255 


8403090314 Forwards repts re passive containment sys 6 comments on 
AL0-137, “Evaluation of Passive Containment Sys, “ by 
9andia Natl Labs 

FALLS, 0 0 NucleDyne Engineering Corp 03/09/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director THQMAB, C 0 
Btandardl la t ion S, Special Projects Branch 3pp 22560.349 


— 8403090315 NEC-6 

"Passive Containment Sys for Nuclear Power Plant “ 

* NucleDyne Engineering Corp 83/09/30 66pp. 22568’ 351, 


—8403090319 NEC-10 

"Response to Comments on Passive Containment Sys made at 
Meeting of ACRB Subcommittee on Fluid Dynamics " 
s NucleDyne Engineering Corp. 81/05/19. 3?pp 22568 352, 


—0403090322 NEC-9 

"Response to Comments on Passive Containment Bys made at 
Meeting of ACRS Subcommittee on Fluid Dynamics " 

• NucleDyne Engineering Corp Bl/01/30 16ipp 22569:055. 


— B403090324 "Presentation to ACRB Subcommittee on Improved Reactor 
Safety, " on 790626 

* NucleDyne Engineering Corp 79/06/26. 33pp 22569*116 


— B 4 030 903 IB NEC-B 

"Passive Containment By« Overtones Class 9 Accident* " 

• NucleDyne Engineering Corp. B3/09/30 34pp 22569,216 


8403070127 Forwards proprietary Rev 1. Amend 1 “Exxon Nuclear Analysis 
of power Distribution Measurement Uncertainty for 
Meetinghouse PWRs " Rept withheld (ref 10CFRB. 790) 

CHANDLER, J C. Exxon Nuclear Co . Inc (subs of Exxon Corp ), 
04/02/03 THOMAS, C □ Standardization 6 Special Projects Branch 
Ip. 22541 360 


8403080209 Forwards proprietary It nonproprietary Info supporting 
application for Tech Spec changes Par Cycle 5 reload 
Proprietary rept* withheld 

CHANDLER, J C Exxon Nuclear Co . Inc. (subs, of Exxon Corp ) 
JCC.O40 84 84/03/02 DENTON, H R Pffic# of Nuclear Reactor 

Regulation, Director Spp 22598 224. 24X Fiche 50-316. 84/0 3/02. 

8403080205 


— B103080210 XN-NF-B3-B5 801 

Suppl 1 to "DC Cook Unit 2, Cycle 5 BAR “ 

COPELAND, R A . STOUT, R B , WILLIAMSON, H E. Exxon Nuclear Co . Inc 
( subs of Exxon Corp I. 84/02/23 15pp 2295B 229 24 X 

Fiche 50-316, 84/03/02, 8403080205. 


—8403080216 XN-NF-84-21 (NP) 

Norpropr 1 e tar y "DC Cook Unit 2 Cycle 5 - 5X Steam Generator 
Tube Plugging Limiting Break LOCA/ECCS Analysis." 

ADES, M. J , BRAUN, D J , FAUSZ.N F. Exxon Nuclear Co , Inc (subs 
of Exxon Corp. 1 84/03/01 69pp. 22998 244 24X 

Fiche. 50-316, 84/03/02, 8403080205. 


— B 403080220 XN-NF-B3-S5 

"DC Cook Unit 2, Cycle 5 SAR “ 

WIMPY, P D , SKDOEN.F fl , WILLIAMSON, H E Exxon Nuclear Co,, Inc 

(subs of Exxon Corp 1 83/10/24 34pp 2255S 310 SAX 

Fiche, 50-316, B4/03/02- 0403000205 


— B4O30SO223 XN-NF-B2-32 (NP> R02 

Nonpr Dprietary Rev 2 to "Plant Transient Analysts for DC 
Cook Unit 2 Reactor at 3,425 MWT Operation W/SX Steam 
Generator Tube Plugging " 

ADAMS, F T , KAYBER, W V , CHANDLER, J, C Exxon Nuclear Cs.i Inc. 
(tubs of Exxon Corp, > 84/03/03 i!4pp 2S55B:345. 24X 

Fiche, 50-316, 84/03/02. B4O3C0O2OS 


— 8403090323 "Safety Improvements w/Pa ssive Containment Sys, " 

* NucleDyne Engineering Corp. 70/06/12 37pp 22969 256 


— 8403090328 Paper entitled "Passive Containment By* in High Earthquake 
Motion," presented at 770730-0804 meeting* In Sun Valley. ID, 
KLEJMOLA, F W , FALLS, 0. B NucleDyne Engineering Corp. 77/07/30 
IBpp 22569 290 


— 8403090330 "Accessibility Into Passive Containment Sys " 

KLEIMOLA.F W , FALLS, 0. B, NucleDyne Engineering Corp. 83/09/30 
35pp 22569 327 


--8403090316 "Inservice Intp 6 Plant Surveillance w/Passiva Containment 
Sys " 

KLEIMDLA, F W , FALLS, 0. B NucleDyne Engineering Corp. 7B/01/23 
53pp 22569.345, 


— 0403090321 Speech entitled "Recommissioning - an Alternate to 
Decommissioning." presented at ANS winter meeting in 
Washington. DC 

KLETMOLA, F W > FALLS. 0, B, NucleDyne Engineering Corp 7B/11/30 
2Bpp 22570.019 


— 8403090325 Speech entitled "Passive Containment Bys, New Concept to 
Solve Safety Concerns. " presented at American Power 
conference on 790424 in Chicago. IL 

FALLS, 0,B, , KLEIMDLA. F W NucleDyne Engineering Corp. 79/04/24. 
33pp. 22570 072 


— 8403090327 Speech entitled "ALMA Considerations w/Passivs Containment 
Bys," presented at ANS 830613 annual meeting in Detroit, MI 
FALLS, OB , KLEIMOLA, F. W NucleDyne Engineering Corp. B3/06/13 
17pp. 22570- 100. 


--B403090329 ALO-137 

“Evaluation of Nuciedyne Passive Containment Sys," 

« Gilbert Associates, Inc. * Wsstinghouss Electric Corp. 
81/04/30, llpp. 22570-133. 


8403090196 Forwards two ltrs raPeranetd in B309L& 1 tr.repre s anting 
entire dialogue w/NRC re 00 breakdown. All future 
correspondence will be forwarded to IE 6 will be routed 
through author afc. 

KALE, D L. Gulf 6 Western Industries, Inc 84/01/17 ANDERBON. W F 
Director's Office, Office of Inspection and Enforcamant. Ip 
22574, 273 


8403090295 Forward* "Analysis of Capsule U From Alabama Power Co JM 
Farley Unit 1 Reactor Vestel Radiation Surveillance 
Program " 

CLAYTON, F.L Alabama Power Co. B4/03/01. VAROA, 8 A Office of 
Nuclear Reactor Regulation. Director 2pp 22568-201 24X 

Fiche i 50-340, B4/O3/01, 8403090255 


— 8403090332 "Evaluation of Festive Containment Bys Concspt as Applied to 
PWR Nuclear Power Plant. " 

LEININOERr W j , COLEMAN, J H , MERRELL, W W, Ebasco Services, Inc. 
(tub*, of Enesrch Corp. ) 00/01/29 206pp. 22970:160 


8403120105 First interim deficiency rept re loose drive hubs on 
ovsrspeed governor drive shaft on Traneamsrica Delaval. Inc 
diesels. Initially reported on S40203, 8ve info msmo being 
reviewed for approval, A1 so reportable per Part 21. 

MILLB/L M, Tenneaee# Valley Authority, 84/03/01, 0 'REILLY, J. P. 

Region 2, Office of Director 2pp 22505,229 24X 

Fiche: 50-000, 04/03/01. 8403120105, 
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8403120127 Inform* of cooperation of BWR Owner* Group on intergranular 
•tress corroilon cracking iisu* & w/EPRI & LLL on NHC- 
supported studies on double-edged guillotine break 
CURTIS, N W BUR Owner* Qroup, CURTIS, N W Penn* y Ivan la Power 
Light Co 84/03706 DENTON. H R, Office of Nuclear Reactor 
Regulation. Director ip 22388 205 


8403120136 Part 21 rept re Wietinghouae Typo BA-1 DBR or D3RV standby 
dieiel generator differential relag defact.Relay problem 
reported in 840213 Suppl 1 to IE Info Notice 03-63 RTE Delta 
requested to review defect it recommend correction 
BOVER. R E Traneamerica Delaval. Inc 1EIN-S3-63 84/03/07 

Director'* Office. Office of Inspection and Enforcement 2pp 
22983 219 24 X Fiche, 30-416. 84/03/07, 8403120136 


0403 1201 BO Responds to NRC 840214 request for Info re Traneamcrlca 
Delaval diesel engines Response to Items 1 k S will be 
provided within required 30 dags Owners group working to 
develop info to satisfy Items 3. 4 fc S 

BIXBY.D T Transamerlca Delaval. Inc, 84/03/02 EISENHUT,D. G 
Division of Licensing Spp 22389 173 


8403130112 Forwards tantativs schedule for responding to NRO questions 
re Transamerlca Deleval diesel generator!, per B40131 itr. 

Delags or changes In owners group qualification program 
could change schedule, 

RQDRigUEZ. R. J, Sacramento Municipal Utility District. RJR B4-0B4 
84/03/03 STOLZ,J. F Operating Reactors Branch 4 3 pp 2261 3' 292 
24X Fich*. 30-312, 84/03/03, 8403130112 


B403130173 Interim Oeficiencg Rept DR-163 re set screw over key on 
drive hub for overtpeed governor fuel transfer pump drive in 
etandby diesel generator A supplied by Transamerlca Delaval, 

Inc, Investigation incomplete Next rept by B40430 
BOOKER, J. E Oulf States Utilities Co DR-163 B4/03/02, 

COLLINS, J. T Region 4, Office of Director. Ip 22613, 29B, 24X 

Fiche* 30-438, S4/03/02, 8403130173 


8403130237 Interim deficiency !< Part 21 repts. Item 139 re flexible 
coupling drive shaft in avsrspeed governor It fuel transfer 
pump drive of standby diesel generator Initially reported on 
840206, Final rapt will be submitted by B40416 
PARSONS, R.M, Carolina power 6 Light Co. NHC-190. 84/03/02, 

O'REILLY, d.P Region 2, Office of Director. ip. 22617 277 B4X 
Fiche* 30-400, 84/03/02, 8403130237 


8403130277 Forward* proprietary l< nonproprietary "Response to NRC 
Request Numbsr 1 for Addl Info on C-E Rept CEN-203-W>, Rev 
1-NP, 'Further Responie to NRC Action Plan Item 
II. K 3 30 '" Proprietary rept withheld (ref 10CFR2, 790) 

HELLB, R, W, C-E Operating Plant* Owners Oroup WELLS, R W. Northeast 
Utilities. RWW-04-12 84/02/28 THOMAS, C 0 Standardization s. 

Special Projects Branch 2pp, 52604*002 


—8403130293 CEN-203-NP R01 801 

Rev J to Suppl 1 to nonproprietary "Response to NRC Request 
Number 1 for Addl Info on C-E Rept CEN-203-NP , Rev i-NP 
'Further Response to NRC Action Plan Item II K 3 30, 
Justification of Small Break LOCA Method*. '“ 

* Combustion Engineering, Inc 84/02/29 32ipp, 22603 246 


8403130283 Forwards proprietary draft Rev 1 to "OEBTR-Ldca h SAFER 
Model* for Evaluation of LOCA, " Vol 3, "9AFER/8EBTR 
Application Methodology, 1 ' Affidavit and. Rapt withheld 
(ref 10CFR2 790) 

QUIRK, J.F Oenerai Elactric Co. MFN-023, 84/02/27. THOMAS, C.Q 

Standardization *, Special Projects Branch 6pp. 52614.182, 


B403130342 Forward* justification for interim operation (JIO> for 
listed program* t< draft Westinghouse Class 3 topical rapt*. 

Final resolution of issues for listed JXQ* expected by 
830331, 

PETRICK, N, A. Standardized Nuclear Unit Power Plant Systam. SLNRC 
84-0040. 84/03/06. DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director. 4pp 22616*149. 24X Fiche,* 30-000, S4/03/06, 

8403130342. 


—8403130338 WCAP-83B7 R4EBE-1 3D 

Draft "Equipment Qualification Data Package," Rev 4 to 
EQDP-ESE-13, "Process Protection By*. * 

RAHEiE, P Westing house Electric Corp, E0DP-E8E-I3. B3/06/30 
22pp. 25616:133. 24X Fiche 30-482, B4/03/06. 8400130345. 


—8403130373 WCAP-B3B7 ROEBE-47AD 

Draft "Equipment Qualification Data Package, “ Rev 0 to 
EQDP-ESE-47A, “Boron Dilution Fix - Sourc e /Interned iata 
Range Neutron Dataetor. " 

RAHE, E, P, Westinghousa Elactric Carp, EDDP-ESE-47A 83/03/31. 
20pp. 22616:173 24X Fich*: 30-4B2, 84/03/06, 8403130342, 


—8403130389 WCAP-B5B7 ROHE-lOB D 

Draft "Equipment Qualification Data Package, " Rev O to 
EODP-HE-lOH, "Head Vent Sys - Electronic Control Module 
(HE-l-OB) ” 

RAHE, £ P. Westinghouse Electric Corp EQDP-HE-lOB 83/10/31 
20pp 22616*195 24X Fiche 30-402, 84/03/06, B403130342 


84031 40006 Forwards Rev 5 to NEDE-240|l-p-A-2, “OE Qanairic Reload Fuel 
Application," issued in Jul 1931 W/o encl 
ENGEL, R E General Electric Co, MFN-022-B2 82/02/17 

BERGGREN, J 8 Standardization S, Special Project* Branch lp 
22632 159 


8403140D4B Forwards “Grand Oulf Component Tracking Sys, " "Bhoreham 
Component Tracking Sys” & "Transamerlca Delaval, Inc 
Diesel Generators Owners Oroup Program Plan. “ to resolve 
concerns w/amergency diesel generators 

MU8ELER , W J. Long Island Lighting Co TDI-3 84/03/02 
DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 
22626 062 24X Fiche 30-000, 84/03/02, B403140048 


— 04O3I4OOBO "Grand Oulf Component Tracking By* " 

* Long Island Lighting Co. 84/02/29 879pp. 22626' 064 24X 

Fiche* 30-000, 04/03/02, 0403 140048 


— 84031400-91 "Bhoreham Component Tracking By* " 

* Long Island Lighting Co. 84/02/29 SI6pp 22657.06? 24X 

Fiche 30-000,04/03/02,8403140048 


— 8403140099 "Transamar 1 ca Delaval, Inc Diesel Generator* Owners Oroup 
Program Plan •' 

* TDI (Transamerlca Delaval, Inc 9 Owners Group, 84/03/02 
561pp. 22628:223 24X Fiche* 50-000, 84/03/02, 04O314OO4B 


8403140030 Forwards "Design Review of Connecting Rod Hearing Shell* for 
Transemer ica Delaval Enterprise Engines" for ShoTebam & 

Grand Oulf diesel generators. 

MUSELER, W J. Long Island Lighting Co 84/03/12. DENT DN, H. fi, 

Office of Nuclear Reactor Regulation, Director 2pp 52632 074 
24X Fiche. 30-000. 84/03/15, 8403140030 


—8403140086 PAO 7396 

"Design Review of Connecting Rod Scaring Shells for 
Transamerlca Delaval Enterprise Engines " 

# Failure Analysis Associates FAAA-84-3-1 S4/03/12 91 pp 

32632 076. B4X Fit ho: 30-000, B4/03/12, 8403140030 


8403140075 Documents Bi,W Owner* Group Leak-EJefore-Break Task Force 
840119 meeting w/NRC in D cthes da, MD. Own ere group 
intention to apply 1 iah-b e Par e-br ea k concept to reactor 
vessel core flood nozzles dl scussetf. Agenda k handouts encl 
DAYKIN, H W Babcock U Wilcox Operating Plants Owners Oroup 
DAYK1N. H W Consumer* Power Co 84/03/06 KADAM 0 I, p NRC - No 
Detailed Affiliation Given. 30pp 52634:170, 


8403140128 Forward* comment* on PNL drafts, "Proposed Guidelines for 
Util Organization Plan" 6 "Proposed Workbook for Assessment 
of Organ ixati on t, Administration of Utils Braking OL far 
Nuclear Power Plant " Drafts well prepared I, thorough. 

EI8ENHUT, D 0 Division of Licensing. 84/03/05 THOrtPBPN, H 
Division of Human Factors Safety. 141pp 22637 001 


8403140131 Forward* "Justification of Trip Two/Leave Two Reactor 
Coolant Pump Strategy During Transient, 1 ' to assist NRO & 
owners group utils in resolution of TMI Action Item 
II. K, 3, 9 per Generic Ltr 03-1OA 

HELLS, R W C-E Operating Plants Owners Group HELL8, H. W. Northeast 
Utilities RHW-04-13 84/05/20 EI6ENHUT, D. 0 Division of 

Licensing 2pp. 52650 OOl. 


—8403140140 CEN-568 

"Justification of Trip Two/Leave Two Reactor Coolant Pump I 

Trip Strategy During Transients,' 1 

• Combustion Engineering, Inc. 84/03/30 B6pp 52620,003 


B403140203 Forward* "Operating History Overview for Diesel Generator* 
in Nuclear Bvc. " comparing Transamerlca Delaval, Inc 
generators w/generator* mfg by other vendors 

HEBDON, F, J. Program Technology Branch, AEOD/P401 84/02/27 
BERLINOER, C.H NRC - No Detailed Affiliation Oiven lp 2263831? 
24 X Fiche: 30-000, B4/ 02/27, 8403140203 j 


— B4O3140203 "Operating History Overview for Diesel Generators in Nuclear 
Svc, " 

# Director'* Office, AE0D/P4O1 84/02/29. 65pp. 22638*320 

H4X Fich*. 30-000, B4/02/S7, 8403140203, 


i 



506 


NONDOCKETED ITEMS 


0403140340 Summary of 031215 meeting w/GE & Hark I Owners Group in 
Dethesda, MD ra Mark I containment we twell-dryue 1 1 vacuum 
breaker design methodology 

SIEGEL, B L Operating Reactors Branch 2 BA/02/21 Operating 

Reactors Branch 2 Slpp 22633 19B 34 X Fiche 50-000104/02/21, 

8403140340 


0403150020 Responds to 840105 QeneTle Ltr B4-01 re NRC use of terms 
Important to safety & safety-related Meeting to discuss 
important to safety issue reguested after 840401 Definition 
of Important to safety unresolved 

CUTTER, A B Carolina Power b Light Co GL-B4-01 04/03/ 12 

TAYLOR, J M Director's Office. Office of Inspection and Enforcement 
1 p 22640 331 


B4Q313OO05 Forwards “BbW 177 Fuel Assembly Owners Group Safe End Task 
Force Rept on Generic Investigation of HP I /MU Nozzle 
Cracking." summarizing util Involvement in cracking program 
CROUSE, R P TolBdo Edison Co 1029. 84/03/09 STOLZ.J F 

Operating Reactors Branch 4 2pp 22639 035 24X 

Fiche 50-346. 84/03/09. B4031500B5 


8403150097 Forwards nonpToprl e tary version of XN-NF-82-90 <NP ) , Suppl 1. 
"Potential Radiological Consequences oP Incidents Involving 
High Exposure Fuel," which supports application for Tech 
Spec changes for Cycle 5 reload 

CHANDLER, J C Exxon Nuclear Co , Inc {subs of Exxon Corp 1 
JCC- 048 84 B4/03/13 DENTON. H R Office of Nuclear Reactor 

Regulation, Director 6pp 22639 024 24X Flche: 50—316, 04/03/13, 

04031 50097 


— B4031 50104 XN-NF-B2-90 (NP) SOI 

■'Potential Radiological Consequences of Incidents Involving 
High Exposure Tuel.DC Cook, Unit 2 ■■ 

COPELAND, R A . KAYSER.W V , STOUT. R B Exxon Nuclear Co , Inc 
(subs of Exxoli Corp > XN-fF -82-90 C NP ) 84/03/31 24pp 

2263 9 030 24 X FichB 30-316, B4/03/ 1 3. B4031 50097. 


8403150107 Buppls addl info submitted in 040137 ltr r* fuel 
surveillance program, per request Insp of nonleakers not 
performed on routine basis unless info of special interest 
can be obtained 

CHARNLEY, J B General Electric Co MFN-O24-04 84/02/39 

RUDENSTEIN, L 0 Assistant Director for Core & Plant Systems 2pp 
22639 303 


B403150133 Forwards "Transamerica Delaval,Inc Diesel Generator Rocker 
Arm Capscrew Stress Analysis Rept “ Capscrew design adequate 
for applicable engines t, svc conditions 

MUSELER.WJ TDI (TransameT 1 ca Delsval, Inc ) OuneTS Group TDI-5 
84/03/13 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 22639270 34 X Fiche 30-000.84/03/13,0403150133 


— 0403150154 “Emergency Diesel Generator Rocker Arm Capscrew Stress 
Analysis,” prepared for Transamerica De 1 aval, Inc Owners 
Group 

* Stone 6 Webster, Inc 34/03/31. 27pp 23639 272. 24X 

Fiche 50-000, 04/03/13.3403130133 


840316005 5 Notification of B40314 meeting w/West 1 nghous e, BHNL b ANL in 
Bethesda,MD to discuss Westinghouse research program re 
ultrasonic testing of cast stainless steel pipe 

LIAWiD D Material* Engineering Branch 64/03/06 JOHNSTON, W V 
Assistant Director for Matls. Chem b Environ Technology (Post 
030201) 2pp 22663 12B 


0403160090 Forwards SWECO 7703, ”M 1 ssi 1* -Barr 1 er Interaction," 
submitted per 840227 response to Action Item 18 of 
structural design audit 

WPOLEVCRiE J Duquasne Light Co. 2NRC-4-024 B4/03/07 

KNIGHTON, GW Licensing Branch 3 lp 22653.001 24X 

Fiche 50-412,84/03/09,6403160090 


—0403160096 SWECO 7703 

"Mitt i la-Barr ier Interaction." 

JANKDV, l V , SHANAHAN, J A , WHITE, M P Stone b Webster Engineering 
Corp EMTfl-801. 77/09/30 223pp. 22653 002 24X 

Fiche 50-412,04/03/09,6403160090 


B403160369 Advises that B31209 description of proposed techniques for 
inerting 6 packaging Zlrcaloy matls reviewed b found 
acceptable Restrictions contained in confirmation action ltr 
dtd 630917 withdrawn 

BTOHRiU.P. Division of Emergency Preparedness & Materials Safety, 
CAL B 4/01 /SO BRITTON, W H Westinghouse Electric Corp. ip. 
22660 002 


0403190241 Forwards Rev 2 to BAW-1543, "Integrated Reactor Vessel Matl 
Surveillance Program " Rev reflects modified capsule 
withdrawal schedule 

TAYLOR. J H Babcock & Wilcox Co EBC-164. 04/03/14 MORAN. D 

Office of Nuclear Reactor Regulation, Director 2pp 22672 321 


— B403190246 BAW-1543 R02 

Rev 2 to "Integrated Reactor Vessel Matl Surveillance 
Program " 

LOWE, A L , MOORE, K E , AADLAND, J D Babcock b Wilcox Co 
04/02/29 63pp 22672 323 


8403190257 Forwards “Steam Pressure Suppression Character ist ic s of 
Water-Soluble Plastic Membrane Shielded Ice for Ice 
Condenser Containment Nuclear Power Plants " 

TUCKER, H □ Duke Power Co 04/03/07 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 7pp 22672 102 24X 

Fiche 50-000, 84/03/07, 0403 1 90257 


— 0403190261 “Steam Pressure Suppression Characteristics of Water-Boiubl * 
Plastic Membrane Shielded Ice far Ice Condenser Containment 
Nuclear Power Plants " Supporting documentation enel 
SCRABISiC M Westinghouse Electric Corp 03/06/30 i29pp 
22672 109 24 X Fiche 50-000,84/03/07,8403190297 


8403190394 Forwards nonpropr 1 etary b proprietary "Technical Basis for 
Eliminating Fressurizer Burge Line Ruptures as Structural 
Design Basis for Catawba, Units 1 b 2 " Revised FSAR pages 
also end Proprietary rept withheld (raf 10CFR2 790) 

TUCKER, H B Duke Power Co 04/02/2? DENTON, H R Office of 
Nuclear Reactor Regulation, Director. ADEN8AM, E Q Licensing Branch 
4 3pp 22674 089 24X Fiche 50-413, 84/02/29, B403190394 


— 0403170399 Application for withholding proprietary rept WCAP-1Q407, 
"Technical Basis for Eliminating Pressurlzer Surge Line 
Ruptures as Structural Design Basis “ 

UIESEMANNpR A Westinghouse Electric Carp CAW-84-13 04/02/15 

DENTON, HR Office of Nuclear Reactor Regulation, Director 9pp 
22674 092 24X Fiche 50-413,04/02/29,8403170394 


—0403190404 WCAP- 10489 (NP) 

Nonproprietary “Technical Basis for Eliminating Pressurlzer 
Burge Line Ruptures 39 Structural Design Basis for Catawba 
Units 1 b 2 " 

SWAMY.8 A , YANQ, C Y , SANE, A D Westinghouse Electric Corp 
94/02/10 107pp 22674 101 24X Fiche 50-413, B4/02/29, 

0403190394 


0403200)00 Forwards Rev 1 to XN-NF-B3-B5, Bupp 1 1, "DC Cook Unit 2, 
Cycle 5 9 AR ” 

CHANDLER, J C Exxon Nuclear Co , Inc (subs of Exxon Corp ) 

JCC 052 04 84/03/16 DENTON, H R Office of Nuclear Reactor 

Regulation, Director lp 22699 1B6 24 X Fiche 50-316,84/03/16, 

0403200100 


—8403200101 XN-NF -83-85 R01 801 

Rev 1, Suppl l,to “DC Cook Unit 2, Cycle 9 SAR " 

COPELAND, R A , WILLIAMSON, H E . STOUT, R B Exxon Nuclear Co , Inc 
(subs of Exxon Corp ) 84/03/15. IBpp 22699 187 24X 

Fiche 50-316,04/03/16,8403200100 


B4032001E9 Advises that GE control rod drive (CRD) tests indicated 
unanalyzed load in design b analysis of CRD sys Newly 
Identified load does not represent condition reportable 
under Part 21 

HELWIG.D R BWR Owners Group BWROG-04O5 04/03/13 EI8ENHUT, D 0 
Division of Licensing 2pp 22699 041, 


B403200182 Forwards Topical Rept 7703 on missile barrier Interaction 
W/o rept 

EMERSON, W. F atone b Webster Engineering Corp 84/03/06. 
DOOLITTLE, E L Licensing Branch 1 lp 226B6- 340 24X 
Fiche 50-423,84/03/06,8403200182 


8403200184 Forwards procurement spec to which Transamerica Delaval 
standby diesel generators ordered, in response to NRC B40131 
request 

RODRIGUEZ, R.J Sacramento Municipal Utility District RJR 04-99 
B4/03/15 STOLZ, J F. Operating Reactors Branch 4 337pp 

22606 001 24 X Fiche 50-312,84/03/15,8403200104 


8403200222 Responds to 040214 Requests for Info 1 b 2 re R-4 series 
engine* Li*t indicating engine number. model b svc number, 
customer name b address, rating, date shipped b date started 
end 

MATHEWS, C 8 Transamerica Delaval, Inc 84/03/16 EI8ENHUT, D 0. 
Division of Licensing 20pp 22691.179 24X Fiche- 50-000, 84/03/16, 

0403200222 


840320027 1 Affidavit of 0 Bherwood requesting NEDE-20592-6P. "8TR 
Bundle Submittal, Mi 1 it tone-1 Segmented Test Rod Bundle. Suppl 
6." dtd Jul 1982 , be withheld from public disclosure 

SHERWOOD, 0 G Genera 1 El ec tri c Co 83/06/02, 3pp. 22696,171 24X 

Fiche 50-245, B3/06/02, 8403200271 , 
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*0015 Forwards proprietary response to 840233 telion request for 
* info on WCAP-10107 (P>, "CONQDR-A Thermal-Hydraulic 
Formance Code for BWRs 11 Rsspense withheld Cref 
fFRS 790) 

jg.E F MestlnghDUie Electric Corp N3-EPR-2894 84/03/09 

|HAS, C 0 Standard! xat l on & Special Projects Branch 2pp 
0b 346 


84032602 1 9 Corrects Suppl 1 to Rev 2 to XN-NF-79-7 UP ), "Me t hodo 1 og y 
for Including Code Uncertainties in Determining Operating 
Limits for Rapid Preseuri rat i on. " to indicate broken line 
curves as C0TRAN5A I. solid line curves as DATA 
CHANDLER. J C Exxon Nuclear Co . Inc Cstibs of Exxon Corp ) 

JCC 054 84 84/03/19 THOMAS, C O Btandard 1 xa t i on A Special 

Projects Branch Ip 32756 153 


£321 0020 Requests that response to request for addl info on MCAP- 
£>107 (P>. "CONDOR-A Thermal-Hydraulic Performance Code 
gyr BWRs," per EP Rahe B40307 ltr.be withheld per 
0CFR2 790 & 9 3 

*TE8EMANN, R A Meetinghouse Electric Corp AM-84-19 84/03/09 

\\ DMAS < C 0 Standard 1 1 a tion It Special Projects Branch Ip 

^706 348 


8403270010 Application for amend to License DPR-35, c ons i s t in g of 
Proposed Tech Spec Change 84-02 allowing increased core 
flow 

HARRINGTON. W D Boston Edison Co DECO 84-045 84/03/20 

VASSALLOl D B Operating Reactors Branch 2 3pp 22769 165 24X 

Fiche 50-293, 84/03/20, 8403270010 


*0053 Endorses 8H Hobbs Feb 1984 Ltr HGN-013 to m Denton in 
fjonse to NRC 831208 request for addl info re Hydrogen! 

4 srol Owners Group (HC0G> test program Ouestions to be 
Leered by HCOG & ot i 1 , re spec tlve ly, 1 1 sted 

g.L F Mississippi Power !< Light Co AECH-B4/0091 84/03/09 

•fON, H R Office of Nuclear Reactor Regulation, Director 2pp 
04-344 24X Fiche 50-416.84/03/09,8403210033 


*0075 Forwards addl Info re BWR steady-state analysis methods. per 
640117 request Answers provided to 12 of 13 questions 
&ad by NRC GE will provide input to Ouestions 4,0 & 13 
* responses will be submitted by 840S21 

HERMAN, S R Car ol ina Power «, Light Co NL8-B4-112 84/03/13. 

3ALL0, D B Operating Reactors Branch 2 2pp 22703-122 24X 

r»e 50-324, B4/03/1S, 8403210073. 


3210080 NF— 1883 04-1 A01 

*t>nd 1 to "Verification of Carolina Power tc Light Ref BWR 
M erma 1 -Hy drau 1 1 c Methods Using FIBHR Coda " 

0N1TA.R K Carolina Power it Light Co B4/03/31 4lpp 
3705 124 24X Fiche 30-324, 84/03/13, 8403210073 


30213 Notification of 840329 meeting ui/Wes t i ngh ousn t Westinghouse 
#r« Group Procedures Subcommittee in Bethe-stfa, MD to 
cuss how ERG task analysis addressed operator info St 
b toI neods, per NUREG-0737, 8upp! i 

s/TDN, H B Procedures St Systems Review Branch GL -82-33 

DZ3/ 05. ZIEMANN, D L Procedures 8, Systems Review Branch 2pp 

31-361 


30093 Application for amend to License DPR-20, consisting of 
posed Tech Spec change request to revise accident 8< 

-» sient analyses due tb steam generator tube plugging 
sh 111 amend fee encl, Heatup scheduled for 840508 
■4 BON, B D Consumers Power Co 04/03/16 CRUTCHFIELD, D. 
■-mting Reactors Branch 3 lBpp 22731 099 24X 

-ib 50-253,04/03/16,8403230093. 


3B30102 XN-NF-B4— 14 

^nllsades Cycle 6 Setpoint Verification H/50X Bteam 
unerator Tube Plugging " 

INDQUISTiT R ■ NUTTiH T. Exxon Nuclear Co . Inc. Nobs, of Exxon 
a-pp ) 84/03/09 43pp 22731 15B 24X Fiche 30-233,84/03/16, 

*03230093 


3 £330106 XN-NF-B4-18 

3 lant Transient Analysis for Palisades Nuclear Power Plant 
-"aoX Bteam Generator Plugging " 

EMDOU38T, T R , NUTT, W T Exxon Nuclear Co., Inc (subs, of Exxon 
» r-p ) 84/03/09 l&Opp 22731.202 24X Fiche 30-233, 84/03/16, 

103230093 


31230111 XN-NF-84-24 

*ali sades LOCA-ECCB Analysis Pot 2123 Mbit Operation S, 30% 
t*am Generator Tube Plugging." 

^HVJLI.T, Exxon Nuclear Co > Inc (subs of Exxon Corp. ). 

4/03/09 34pp 22731 3 53 24X Fiche: 30-233, 84/03/16, B403230093 


aO024 Forwards "Justification of Manual RCP Trip for Small BreaX 
h Events," Meetinghouse Owners Group response to Generic 
6 83 — IOC S, D 

*FARD, J J. Meetinghouse Operating Plants Owners Group 
* PARD, J J. Carolina Power 8< Light Co. OL-83-10C 84/03/09 

l~SON» R J Division of Systems Integration (post 811005), I34pp 
S-O, 017 


>0093 Summary of 840214 meeting u/GE, Meetinghouse St Bechtel re 
power uprating program Attendee list 8< agenda end 
fEY, V. L Operating Reactors Branch 2. 84/02/29, VAS8ALLO, D. B. 

"mting Reactors Branch 2. 20pp. 22761:317. 


— B4O3270022 NED0-30242 

"Safety Review of Pilgrim Nuclear Power Station, Unit 1 at 
Coro Flow Conditions Above Rated Flow Throughout Cycle 6 " 
FISCHER, D L , GRIOLEY.R L General Electric Co 83/08/31 34pp 
22769 170 24 X Fiche 30-293, 84 / 03/20, B40 3 2700 1 0 


— 8403270024 NED0-30242 SOI 

Suppl 1 to "Safety Review of Pilgrim Nuclear Power Station 
Unit 1 at Core Flow Conditions Above Rated Flow for End-of- 
Cycle 6 " 

FISCHER. D L , OR ID LEV. K L General Electric Co 83/09/30 15pp 
22769 201 24 X Fiche 30-293, B4/03/20, B4032700 10 


8403270130 Application for amend to License DPR-25, c hang i ng Tech Specs 
to extend certain MAPLHGR curves to 40,000 MWd/8T 
RYBAK. D Commonwealth Edison Co 0282N 84/03/19 DENTON, H R 

Office of Nuclear Reactor Regulation, Director 2pp , 22774 129 
24X Fiche 50-000,84/03/19,8403270130 


— B403270 1 36 NED0-2414AA ERR 09 

Errata & Addenda Sheet 9, replacing Page 4-14 to "LOCA 
Analysis Rep t fur Dresden Units 2 Si 3 6 Quad Cities 1 h 2 
Nuclear Power Stations ” 

X Genera I Electric Co 79NED273 83/01/31 2p p 22774 133 

24X Fiche. 30-000. B4/03/ 19, 8403270130 


8403270132 Forwards "Emergency Diesel Generator Air Start Valve 
Capscrew Dimension 6 Stress Analysis,' 1 prepared by S&W for 
Transamerlea Delaval,Inc (TDI) Diesel Generator Owners 
Group 

MUSELERiM J TDI ( Transamer 1 c a Delaval, Inc > Owners Group TDI-6 
84/03/23 DENTON. H. R Office of Nuclear ReactoT Regulation, 
Director 2pp. 22774 001 24X Fiche 50-000.84/03/23,8403270132 


— 8403270137 "Emergency Diesel Generator Air Btart Valve Capscrew 
Dimension St Stress Analysis, " prepared for Transamerlcs 
Delaval, Inc (TDI) Diesel Generator Owners Group 

* Stone & Webster Engineering Corp 84/0-3/31 23pp 22774 003 
24X F i che- 50-000, 84/03/23, 8403270132 


8403270134 Requests meeting on 840418 to discuss short-term it long- 
term corrective actions & investigations re Transamerica 
Delaval diesel generators List of suggested meeting topics 
enc 1. 

MCGAUGHY, J P TDI (Trans amer 1 ca Delaval, Inc ) Owners Group AECM 
84/0187 84/03/23, DENTON, H R Office of Nuclear Reactor 

Regulation, Director 4pp 22769 133 24X Fiche 50-000,84/03/23, 

8403270134 


8403280043 Notification of 840320 meeting u/utll St C-E In Be thesda, MD 
to discuss proposed testing program to demonstrete adequacy 
of modB to RC0 pumps, thermowells, thermal sleeves U control 
element assembly shrouds 

LICITRA, E A Licensing Branch 3 84/02/29 KNIGHTON, G W 

Licensing Branch 3. 3pp 22812.361 24X Fi che- 30-520, 84/02/29, 

8403280043 


8403280122 Summary of 840224 meeting w/We stir g hous » Owners Group in 
Bethesda, MD re proposed Meetinghouse steam generator tube 
rupture generic program Attendee list *, agenda end 
NERSES. V Licensing Branch 3 84/03/07 Llcmstng Branch 3 

3Spp 22011 131. 24X Fiche: 50-000, 84/03/07, 0403280122 


8403280242 Summarises 840222 meeting w/We st 1 n gh ouse re evaluetlon 
methodology for ECC6 i< convolution of LOCA -uncertainties 
Meetinghouse presented HCAP-10393(P) , "Statistical 
Evaluation of LOCA Heat Source Uncertainties " 

MORAN, D H Standard 1 latl on t< Special Projects Branch B4/03/16 
THOMAS. C 0 Standard 1 xat ion & Special Projects Branch. 3pp 
2280B: 206 


‘0170 Forwards Endorsement 127 to NEL1A Policy NF-1, 

* INS, JO Marsh *< McLennan, Inc 84/03/07. SALTZHAN, J. 

*tant Director for State 6 Licensee Relations. 2pp, 22750:357 


8403280248 Requests Info re lack of issuance of revised proposed tuIb 
on diverse scram sys for Meetinghouse reactors approved on 
831103 

0ILIN3KY, V Commissioner* 84/03/06 Commissi oners. Ip 
22800: 1 89. 
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B40329O267 Rev to 831212 application for amend to License* NPF-9 (■ 
NPF-J2, changing listed Tech 9poe base*! per Y Hail t> 

MS Dunenfeld 940315 U 16 tel c on*, rupee ti va ly Mestinghouse 
proprietary Info withheld (ref 10CFR2 7901 

TUCKER. H D Duke Power Co 04/03/23 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENBArt, E 0 Licensing Branch 
4 3pp 22000 092 24 X Fiche 50-369. 84/03/23, 6403270267. 


— 64 03290279 Requests withholding of proprietary info requested by util 
from public disclosure (ref 10CFR2 7901 Affidavit AM— 76— 60 
dtd 761202 end 

HIESEHANN.R a Meetinghouse Electric Corp CAM-84-1 0 84/03/14 

DENTON. H R Office of Nuclear Reactor Regulation. Director tOpp 
22000 1 00 24 K Fiche 50-369.04/03/23,0403290267 


— 0403290292 Nonproprietary Info reflecting use of Rogemount resistance 
temp detector 

e West inghouse Electric Corp B4/03/23 59pp 22SOO 110 24X 

Fiche 50-369, 04/O3/23.B4O329O267 


8403300066 Advises that fee reluctantly paid to Dlv of Accounting & 
Finance for review of Topical Rept NEDE-23703-1-P, Vol s 1-3 
NRC incorrectly termed Vol 3 as separate rept 

QUIRK, J F General Electric Co MFN-033-94. 04/03/23. MILLER. W O 

License Fee Management Branch 2pp 22821 361 


B403300107 Forwards proprietary & nonproprietary versions of, 
"Methodology for Addressing Superheated Steam Releases to 
Ice Condenser Containment* “ Proprietary version withheld 
(ref I0CFP2 7901. 

TUCKER, H B Duke Power Co 84/03/20 DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADEN S AM. E Q Licensing Branch 

4 2pp 22019-001 24X Fiche 50-413, 04/O3/2B, 8403300107 


—8403300116 Requests proprietary “Methodology for Addressing Superheated 
Steam Releases to lee Condenser Contj lnmtn ts, “ be withheld 
from public disclosure per 10CFR2 790 

HIESEMANN.R. A Meetinghouse Electric Corp CAM-84-24 04/03/26 

DENTON, H R Office of Nuclear Reactor Regulation, Director Opp 
22BI9 003' 24X Fiche 50-413, 04/03/26, B403300 107, 


— 04033001 1 9 NonpTopri e tary , "Methodology for Addreieing Superheated 
Steam Releases to Ice Condenser Containments " 

e Meetinghouse Electric Corp 84/03/23 240pp 22819.011 24X 

Fiche 30-413,64/03/20, B403300107 


8403300170 Requests that Transamerlca Delavel.lnc diesel review program 
be stopped promptly due to improper role of util in 
directing review New Independent review should be 
established, in consultation u/Buffolk County 

JONES, F F. Suffolk County, NY 64/03/23 DENTON, H R Office of 

Nuclear Reactor Regulation, Director. 2pp 22820.047 24X 

Fiche 50-322, 04/03/23, 0403300170 


6403300179 Requests that Issues Mgt Program document, transmi tted on 
3402001 be classified pTOpr le tary. Affidavit util he submitted 
separately. Updated list of cognltant contacts between BfcW 
Owners Group h NRC end 

TAYLOR, J H Babcock h Ullcox Co B4/03/19 DENTON, H R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 22620 331, 


8403300235 Responds to request for review of addl info re NucloDyne 
passive containment sys design Review must he preceded by 
application for etd design approval 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
04/03/13 FALLS, O B NucleDyne Engineering Corp. 2pp 82042; 346 


— 8403300237 Forwards response to rept re Tevlew of NucleDyne Engineering 
Corp containment sys design. W/o end. 

FALLS, 0 B NucleDyne Engineering Corp. 84/02/17. DENTON, H R. 

Office of Nuclear Reactor Regulation. Director, 2pp 28842*348 


3403300251 Summary of 040221 meeting u/util In Bethesda.MD re details 
of util proposed ons 1 te/o f fs it* electrical power reliability 
program for TransameTlCo Delaval.Inc diesel generators 
Attendance list L vieugraphs end 

HOUSTON, M 0, Licensing Branch 2 64/03/06 Licensing Branch 2 

Slpp 82845*001 24X Fiche 50-416,64/03/06,8403300251, 


HASH REGULATORY PUBLICATIONS - PflE-NUREO SERIES 


8403010024 Responds to FBIA request for documents re petition for 
rulemaking PRM-90-31 from Citiiens Task Force of Chapel 
HUIjNC Fot wards App A documents. App 6 documents completely 
withheld (ref FOIA Exemption 51. 

FELTON, J.M- Division of Rules and Records. B4/OJ/10. BHOLLY.S.C. 
Union of Concerned Scientists 4pp. 82446*035. 


— 0403010074 Forwards review comments on draft RES denial of petition for 
rulemaking on emergency planning tone at nuclear power 
plants, per request General comments end 

HULMAN, L G Accident Evaluation Branch B3/01/07 CQTA, P C 
Research 6 Standards Coordination Branch 7pp 22446.049, 


MAS TE MOT NUCLEAR HASTE MANAOEfENT 


8401120525 Forward* nonproprietary verelon of topical rapt," 

"Title 10CFR61 > Haste Form Certification - Cement " 

STAEHR, J P , PDPPE.L K Chem-Nuclear Systems, Inc, 83/11/30, 
JOHNSON, T NRC - No Detailed Affiliation Given Ip 21B03, ill 


—0401120330 CNS1-HF-C— 01-NP 

Nonpraprietary version of "Title 10CFR61, Haste Form 
Certification - Cement " 

a Chem-Nuclear Systems, Inc 83/11/30 105pp. 21803: 113. 


8402170325 Forwards UMTRA project E10 S> environ assessment revised 
schedules 

ARTHUR. J Energy, Dept, of. 04/01/26. PENNFILL.R NRC - No 
Detailed Affiliation Olvan Spp 22313 190 


8402270471 Forwards evaluation requested by 040127 memo re Shiprock, fW 
site seismicity assessment as part of remedial action plan 
far stab ilixatlon of Inactive Umill tel lings. Level of 
conservatism for assessment not specified, per request 
JACKSON, R. E Geosciences Branch. 04/02/16. JUSTUS, P. 0 
Geotechnical Branch (Post 8310011 4pp 67189.211 


0403010356 Requests re tul ts /coiflmenti on review of end analysis of 
water samples OA program by 040229 

WHITE, M O Energy, Dept of 04/02/16 KNAPP, M NRC - No Detailed 
Affiliation Oiven 12pp 22449.336 


B403Q20174 Notifies of upcoming meet ings. Li s t will be updated weekly 
TAYLOR, T J. Environmental Protection Agency. 34/02/17. MILLER, H. 
NRC - No Detailed Affiliation Given C HR I STOPFER SUN Utah, State of 

FRISHNAN, S Texas, State of lp 22491*090. 


8403020185 Lists Dlv of Masts Mgt representatives chosen to be located 
at sites undsr Investigation by DOE *s potential 
repositories for gsologic disposal of high level waits, per 
JO Davis 030729 memo. 

BROWNING, R. E Division of Masts Management 84/01/16. KEPPLER, J. 0 
Region 3, Office of Director MARTIN, J B. Region 5, Office of 
Director 2pp, 22495 003. 


B403020206 Requests list of waste mgt documents from 831014 to prssent 
re Nevada Test Site project It info concerning process by 
which future documents can be received 

JOHNSON, C A Nevada, State of 84/02/03, RUSSELL, C. F. Division of 
Waste Management B7pp 22494.333 


B4 0302021 6 Forwards records of PM- radiological surveys at EdgamDnt, BD, 
Addl detailed evaluation of van "missus" t, "false hits" 
needed by DDE Addl DOE funding for activities necsssery. 

JACKSON. P □ fiattelle Memorial Institute, Pacific Northwast 
Laboratories 04/02/00 FLORY, C. A Low Level Waste Licensing 
Branch 76pp 22482,132 


6403020332 Forwards H Shealy B3O210 ltr containing State of 80 comments 
on Chem-Nuclear topical rapt, "Polyathylene High Intagrlty 
Containers, " 

WUSSBAUMER. D a Assistant Director for State Agreements Programs 
04/02/16 HIGGINBOTHAM, L Low-Level Maste 6 Uranium Recovery 
Projects Branch, Ip 22492*238. 


— 8403020339 Comments on Chem-Nuclear topical rapt, "Polyethylene High 
Integrity Containers," per NRC 031227 L 840123 requests. 

Container acceptable for use at Barnwell site. 

SHEALY, H 0 South Carolina, Btate of 04/02/10 NUSBBAUfER, D A 
Assistant Director for State Agreements Programs, 2pp. 22492 239. 


6403020344 Forwards summary of 030627-20 mast logs W/DOE/NPO in Silvtr 
Spring, MD ra preparation of site characterixatlon plan for 
salt slteiper 030711 telcon. 

COPLAN, 9.M High Laval Hast# Technical Development Branch, 
fl 3/07/21 VIETH. D L. Energy, Dept of. 13pp. 22492:225. 


0403020374 "Procedural for Field Chemical Analysts of Hater Samples. » 
FORTE, N, , EALEY.D, Bendix Corp KDflTE, N. Energy, Dept, of, Idaho 
Operations Office UC-70A. 03/12/31, 32pp 22492*190. 


0403050319 Forwards "Data for Geochemical Investigation of UMTRAP 
Designated at Salt Lake City,UT " ", at Grand Junction, 

Co, " ". , . at Shiprock, NH" 6 " .*t Mexican Hat, UT ■ 

BUSH, K J. Geochemistry h Environmental Chemietry Research, Inc 
GEGR— 90/2-04/6, 04/02/00 HEBER, M NRC - No Detailed Affiliatlor 

Given. Ip. 22305:031 


NONDOCKETED ITEMS 
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—0403050318 R-0217 

"Data for Geochemical Investigation of UMTRAP Designated 
Site at Balt Lake City.UT 

MARKQ8, G i BUSH, K J Geochemistry b Environmental Chemistry 
Research, Inc D0E/UMT/0236 B4/O2/O0 63p p 22303 033 


— B403030319 R-B215 

"Data for Geochemical Investigation of UMTRAP Designated 
Bite at Grand Junction, CO “ 

MARKOS, 0 , BUSH, K J, Geochemistry b Environmental Chemistry 
Research, Inc DQE/UMT/0232 04/02/09 73pp 23305 093 


—0403030322 R-B216 

"Data for Geochemical Investigation of UMTRAP Designated 
Bite at Shiprock, NM " 

MARKOS, G , BUSH, K J Geochemistry & Environmental Chemistry 
Research, Inc DDE/UMT/0234 94/02/00 65pp 22503 l&B 


— B403050323 R-B212 

"Data for Oeochemlcal Investigation of UMTRAP Designated 
Site at Mexican Hot.UT 11 

MARKOS, G , BUSH, K J Geochemistry h Environmental Chemistry 
Research, Inc UMTRA-DQE/ ALO- B4/02/09. 12Bpp 2H303 233 


B403060432 Forwards Design Section comments on draft Site Technical 
Position NNWBI BTP-1 O, "Groundwater Issues far Nevada 
Nuclear Waste Storage Investigations '* Marked-up easy enc 1 
providing general b specific comments 

GREEVES.J T High Level Waste Technical Development Branch 
B3/0B/17 POHLE, J A High Level Waste Technical Development Branch 
17pp 22552' 030 


6403060450 Forwards current schedule of DOE/NRC technical meetings on 
repository l lcensing, Bchedul e being updated b distributed at 
least biweekly to reflect changes 

MILLER, H J Repository Projects Branch (Post 931001) 64/02/01 

BROWNING, R , BELL, M . BUNTING, J NRC - No Detailed Affiliation 
Given 4pp. 22332 019 


B403060S1 9 Forwards "Remedial Actions at Former Vitro Chemical Co Site 
South Salt Lake Preliminary FES," for review b comment 
MDRLEY, J A Energy, Dept of 84/02/24 HJGQINBOTHAM, L , MARTIN, D 
NRC - No Detailed Affiliation Given GROELBEMA, D Energy, Dept 
of 3pp 22330 012 


—0403060321 UMTRA-D0E/AL-Q099-F 

"Remedial Actions at Former Vitro Chemical Oo Site South 
Salt Lake. Preliminary FEB “ 

# Energy, Dept of 94/02/29 724pp. 22330 013 


8403120241 Draft annotated agenda for 040315-16 meetings w/OOE in 
RichlandiWA to discuss geology of BWIP 

* NRC - No Detailed Affiliation Given 00607 84/02/13 NRC - 

No Detailed Affiliation Olven Spp 22619232 


8403120240 Responds to request for technical assistance in evaluating 
Nuclear Packaging, Inc PL30 high integrity container (NIC) 

HIC design can be approved for continued use provided vendor 
submits further info 

NU8SBAUMER, D Assistant Director for Stats Agreemente Programs 
04/02/29, STRONG, TR. Washington, State of. Dept of Social I* 
Health Services. 3pp 22610.339 


8403140027 Forwards comments on NRC proceeding for concurrence In DDE 
guidelines for recommendation of sites of nuclear waste 
repositories & interpretation of available evidence 

MATHE80N, B (4 Utah, State of 46FR30432. 04/03/09. PALLADINO, N J 

Commissioners Bpp 22633. 301 


B403140132 Discusses B40227 telcon u/B Cook re Hovls Itr concerning 
data collection effort at HanPord that involved L Lehman Ir 
availability of data. 

DELL I GATT I , M Repository Project* Branch (Post 031001). 84/02/20, 

WRIGHT, R. Repository Projects Branch (Post 031001), ip 22637 335 


B403140312 Forwards monthly update detailing project activities 
covering contact* w/States of PA,UT> WY,b OR !< plan for 
implementing EPA Stds at UMTRAP sites 

MDRLEY, J. A Energy, Dept. of. 04/03/01 HIGGINBOTHAM, L Low Level 
Waste Licensing Branch. Spp 22633.309 


0403150221 Forwards study of soil samples collected during drilling 
of well located 100 ft south of Beatty site. Requests any 
comments on study be submitted to State of NV 

NVBSBAUMER, D A Assistant Director for State Agreements Programs. 
B4/03/07 HIGGINBOTHAM, L. Low Level Waste Licensing Branch ip. 
22640 207 


— 8403150222 Forwards study made on soil samples collected during 
drilling of well 100 ft south of Beatty site According to 
data, sorp t Ion of selected Ions decreases below 290 ft 
VADEN, J Nevada. State of 94/02/21 NUBSDAUMER, D A Assistant 
Director far -State Agreements Programs Ip 22648 2BB 


— B4031S0223 '“Sorption of Selected Ions in Alluvial Profile " 

HEJDKER.J C Nevada, Vniv of 94/02/21 ISpp 2264B 289 


8403130300 Suggests meeting of groundwater hydrologists re proposed 
exploration program at Lakevlew.CR UMTRAP site Exploratory 
program should provide groundwater info required for NRC 
concurrence in NEPA documents & radio) ogica 1 assessment 
HIGQINBOTHAM, L Low-Level Waste b Uranium Recovery Projects Branch 
94/02/14 MATHEWS. M Energy. Dept of !p 23649316 


B403150315 Forwards repts of telcons held w/NRC re 9WIP 

ASH, E B Rockwell International Corp 605 84/02/16 OLSON, 0 L 

Energy, Dopt of 3pp 2264? 30? 


6403 1600 5 6 Trip rept of 840201-03 visit to Fort Collins, CO to attend 
conference on mg t of U mill ta illngs, 1 ow level waste b 
haiardous waste 

QOODE. D Geotechnical Branch (Post 931001) 84/02/28 KNAPP, M R 

Geotechnical Branch (Post 8310011 2pp 22662 310 


8403160072 Requests written concurrence on DOE/State of MY b Navajo 
Indian Tribe cooperative agreements, to provide record of 
review process 

HIGGINBOTHAM, L Low-Leva 1 Haste b Uranium Recovery Projects Branch 
B4/O2/20 FONNER, R L Regulations Division Ip 22662 309 


8403160073 Forwards J Fields rept summarizing effects of two changes 
on ouput of NWFT/DVM graphics paciaga 

WISE, M J Repository Projects Branch (Post 031001) 04/02/16 

Repository Projects Branch (Post 831001) 2lpp 22662 2SB 


B4031904P0 Reviews responses to MIC comments on high integrity 
container design for TMI EPICOR-II prefilter wastes Approval 
of design recommended following resolution of listed 
comment s 

NUSSBAUMER, D A Assistant Director for State Agreements Programs 
04/02/0 1 HIRNER.N Washington. State of 2pp 22601 342 


8403190422 Notifies of 040306-07 meetings w/onsite licensing 
representatives in SilveT Spring. MD to discuss activities 
required to provide timely guidance to DOE Agenda enc 1 
BROWNING, R E Division of Haste Management 00393 04/02/24 

COOK, F R , PRE0THOLT , P T , VERMA. T R Division of Haste Management 
4pp 22601-332 


8403190447 Forwards trip rept of 040130-0203 visit to Golden b Fort 
Collins, CO to attend NRC Agreement States meeting, quarterly 
meeting of UMTRAP participants b sixth symposium an mgt of 
U tailings, lou, level waste b haiardous waste 

HECER.M F Geotechn leal Branch (Post 831001 ) 04/02/13 KNAPP, M R 

Geotechnical Branch (Past 931001) 60pp 2267? 297 


0403200312 Responds to 040130 mema requesting review of Bhiprock 
remedial action plan for UMTRAP Due to limited resources, 
assistance requested from Seismology Section In reviewing b 
commenting on plan Seismologist comments end 
JUBTU9.P.S Geotechnical Branch (Post 031001) 04/02/27 

HIGGINBOTHAM, L Low-Level Haste b Uranium Recovery Projects Branch 
lp 22709 1 68 


0403200314 Forwardi notice of upcoming meetings as result of 030719-20 
meetings Notice will be updated weekly 

TAYLOR. T J Energy. Dept of 00300 84/02/24 MILLER, H NRC - 

No Detailed Affiliation Given CHRI3T0FFER SON Utah, State of 
FRIBHMAN, S Texas, State of lp. 22709-167 


B403200331 Notification of U subcommittee b U administrative group 
organization 040207 meeting In Richmond, VA Resolution passed 
by State of VA Coal b Energy Commission end 

CATQN, D. J Virginia, Commonwealth of, 84/01/24 Virginia, 
Commonwealth of,. 7pp 22709 132 


8403200343 Forwards current list of technical meetings on repository 
licensing tentatively established w/DQE Several addl 
meetings being scheduled b organized 

MILLER, H. J Repository Projects Branch (Post 031001) 00693 

84/02/16 BROWNING. R , BELL, M , MILLER, H NRC - No Detailed 
Affiliation Given 4pp 22709 liO 


84 03200348 Announces fifth bimonthly salt states/NRC meeting In 
Columbus, OH Forwards draft agenda for next meeting scheduled 
for 840329-30 

NEFF, J. O Energy, Dept of 94/02/27 JOHNSON, R NRC - No 
Detailed Affiliation Given 3pp. 2270? 107 


I 
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640330033 1 Discusses DOE request for meeting to discuss draft 
comments on Durango preliminary DEB Comments should ba 
sent by 330213 List of attendees & handouts from 640214-39 
meetings attached 

PENNIF1LL.R Uranium Recovery Licensing Branch 04/02/21 
MARTIN. D E Uranium Recovery Licensing Branch 29pp 23709 073 


8403200354 Forwards environ assessment preparation schedule fulfilling 
□ PS Plan Commitments 93141211. 53141221 t- 33141231 t, 
reflecting current scheduling for site work shops, data review 
t» products 

KNAPP. M R Geotechnical Branch tpost B3100I) B4/02/17 

DROWNING. R E Division of Waste Management. 2pp 22700 361 


0403220277 Forwards Hydrology Team proposed action plan for reviewing 
data on salt hydrology prior to environ assessment release 
Comments requested by 830227 

CDDKE. D A Geotechnical Branch (Poet 031001) 00403 04/02/21 

JOHNSON. R L Repository Projects Branch (Post 031001) 2pp 
22723 311 


0403220303 Forwards description of hydrogeological exploration test 
program per 840323 telcon Meeting should be deferred until 
after exploration program Initiated In late Mar 
MATHEWS, M L Energy. Dept of 84/03/03 HIGGINBOTHAM, L 
Low-LbvbI Waste I< Uranium Recovery Projects Branch 14pp 
22730 346 


8403200356 "Ra-226 Analysts for Shiprock Site Tailings Samples *' 
• Bendix Corp. 03/08/09 lOpp 22709 065 


8403200370 Forwards questions !< comments re review of surface water 
hydrology, erosion & long-term stab 1 1 iiat 1 on aspects of 
draft remedial action plan 

JOHNSON. T L Geotechnical Branch (Post B31O01 ). 84/02/28 

PENMIFILL, R Lou-Level Waste J, Uranium Recovery Projects Branch 
5pp 22 70S 351 


8403210034 Comments on petition for rulemaking re DOE guidelines for 
recommendation of sites for nuclear waste repositories 
FINN, D F Affiliation Not Assigned 49FR9650 002 84/03/13 

Docketing 6 Services Branch 3pp. 22706 360 


0403210038 Forwards State of NV comments on petition for rulemaking re 
concun ence in DOE guidelines for recommendation of sites 
for nuclear waste repositories 

MURPHY. M R Murphy U Davenport 49FR9630 OOl 84/03/16 
PALLAD1NO, N Commissioners 4pp. 22707 011 


3403230112 Submits notice of upcoming meeting* of salt state 
representatives 6 onsite representatives 

TAYLOR. J J Energy. Dept nf 0039B 04/03/02. MILLER. H NRC - 

No Detailed Aff 11 la t ion Given FR ISHMAN. B Texas, State of 
FORSYTHE. R Mississippi, State of Ip 22723 287 


8403220122 Forwards schedule for review of Topical Rept 
CNST-HIC-l 4571-01. “Polythlene High Integrity Containers " 
JUNGLIND, T L. Engineering Branch (Post 031001). B4/02/27. 

POPPE.L.K Ch em-Nuc leer Systems. Inc 2pp. 22723 283 


0403220193 Trip rept of attendance at 64010? fc 13 class re geotechnical 
aspects tc reclamation of tailings Impoundments 
PENNIF-ILL, R Uranium Recovery Licensing Branch 84/02/21 
MARTIN. D E Uranium Recovery Licensing Branch Ip 22723 200 


B403220205 Provides process for dealing w/irr egularlties, both technical 
6 procedural, in hydrologic test methods 

WRIGHT. R J Repository Projects Branch (Post B31001) 00699 

04/02/23 MILLER. H J Repository Projects Branch (Post 031001) 

2pp 22723 275 


0403220225 QJ-04(B3) 

"Environ Assessment of Preliminary Cleanup Activities at 
□ ffslte Properties Contaminated by Tailings from Grand 
Junction Inactive U Ml 1 1 * 1 te, Grand June t ion, CO- 41 
* Bend It Corp B3/04/3O 2Bpp 22719 309 


0403320228 Informs of review of listed sections of Shlprock remedial 
action plan Plan acceptable upon receipt of adequate 
response to end comments it questions 

YOUNG* Y Division of Waste Management 84/03/02 PENNIF ILL, R 
Division of Waste Management Spp 22723 333, 


0403230023 Comments on petition for rulemaking re DOE guidelines for 
recommendation of sites for nuclear waste repositories 
Concur* w/seven points In preliminary decision 

FR ISHMAN. S Texas, State of 49FR9630 004 04/03/19. CHILK. 0 d 

Office of the Secretary of the Commission Ip. 22728' 349, 


8403230030 Suppls comments on petition for rulemsking re DDE guideline* 
for recommendation of site* for nuclear waste reposltor ie*. 

Request* serious action be taken on DOE failure to provide 
peer environ program 

FINN, D F Affiliation Not Assigned 49FR650 003 B4/03/17 

Docketing 6 Service* Branch 2pp 22724 333, 


8403230050 Comment* on petition for rulemaking re compliance w/DOE 
guidelines for recommendation of sites for nuclear waste 
repositories Generally supports Commission position. 

JIM. R Yakima Indian Nation 49FR9650 009 04/03/20. 

PALLAD1N0. N J Commissioners lp 22726 343. 


0403230108 List of State of WA Dept of Ecology high level nuclear waste 
mg t legislative proposal*, as of 040302 

« Washington, State of 00699 84/03/02 2pp 22759' 11? 


8403230193 Forwards documents re high level nuclear waste repository 
Issue, per 840206 request Clarification of some document* 

1 i sted W/o end 

MATTSON. D R Policy it Program Control Branch (Post 831001 ) 00394 

04/02/24 DRIVER.!) M Utah, State of 2pp. 22741 361 


□403230249 Forwards agenda for NRC/DGE 040313-15 briefing on gaologlcal 
sciences investigation In Richland, WA 

OLSON, 0 L Energy, Dept of 00694 84/03/01. WRIGHT, R J 

Repository Projects Branch (Post 031001) 4pp 22741 397. 


0403230290 Summary of State of WA High Level Nuclear Waste Advisory 
Council 040120 meeting u/llsted attendees re forthcoming 
public info program w/Ofc of High Level Nuclear Waste Mgt 
* Washington, State of 00606 84/01/20, Washington, State of 

35pp 22739' 327 


0403260043 Informs that preliminary version of NUS topical rept, 
"Qualifications of Cement Solidification Process for 
Stabilliing Waste Forms." cannot be processed for detailed 
review due to absence of incomplete Info 

HIGGINBOTHAM, L Low-Level Waste 6 Uranium Recovery Projects Branch. 
WM -84047 04/02/17 POWELL, R. NUS Corp lp 22763' 296. 


8403260344 Summaries 040123-26 data review visit at site Review 
process consisted of conveying preliminary observation*, 
review 6 analysis of data it performance of sensitivity 
analyse* Si analysis of test data 

NATARAJA, M 8 Engineering Branch (Post 831001). 04/02/27 

WRIGHT, R J Repository Project* Branch (Post 031001) 81pp. 

22775 315 


B403220231 Confirms verbal advice that ELD reviewed 6 approved 
cooperative agreements negotiated between DOE & State of WY 
6 Navajo Nation, for reclamation it cleanup op U mill 
tailings disposal sites 

FONNER, R L Regulations Division. B4/G3/07 HIGGINBOTHAM. L 
Low-Level Waite 6 Uranium Recovery Project* Branch lp. 2271? 399 


B4D322D23? Confirms info on NRC plans & preparations for review of 
draft environ assessments presented at 831115-16 meetings 
R Browning 031130 1 tr 6 8 Caplen 831116 ltr end 
LINEMAN, J Repository Projects Branch (Post B3100I) 00402 

04/02/24. NEFF, J O Energy, Dept of. 3pp 22719.360 


8403220274 Ack receipt of B401 1 1 response to 830619 ltr re exploratory 
shaft const it sealing. List of requested refs end. 

L1NEHAN,J J Repository Projects Branch (Post 031001). 00401, 

64/02/2? NEFF, J. 0 Energy, Dept of 4pp 22723 315 


—0403260347 RHO-BW-8A-206 P 

"Design 6 Const of Block Test in Closely Jointed Rock " 

BLACK, M T , CRAMER, ML Rockwell International Corp 83/06/30 
124pp 22776.034 


— 8403260350 Forward* date obtained or requested from DOE during 840124- 
26 data review visit 

RAJARAM, V Engineers International, Inc, 84/01/31. BEAMANS, T, 
Engineering Branch (Post 031001) l?pp 22776,161 


— 8403260393 Forwards draft rock mechanics data review ehee k 1 let, FORTRAN 
listing of algorithm to calculate displacements from 
extensometsr data it sample input data instruction for plots 
generated by data aqulsltion sys. 

WAHI.K, K Bandia Laboratories 84/01/31 NATARAJA. N. 8. 

Engineering Branch (Post 031001) 49pp 22776 ISO. 


0403280253 Trip rept of attendance at Third Workshop on Regi on-to-Ar#a 
Screening Methodology for Crystalline Repository Project on 
040221-24 In Atlanta, GA. R eg 1 strati on list end 

LOGSDON, M J Repository Project* Branch (Post B31001). MATT80N, D Ft. 

Policy & Program Control Branch (Post 831001) B4/03/07 

BROWNING, R E Division of Wasta Management 10pp. 22808' 190, 
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8403280254 Forward* draft Itr Incorporating conclusions A 
r ecommendatlon ra technical assistance to State Of MA on 
NUPAC Mgh Integrity container design Add! Info required re 
corrosion performance of F255 welds & pitting corrosion 
HIGGINBOTHAM. L Low-Level Waste & Uranium Recovery Projects Branch 
84/02/16 NUSBBAUMER.D Assistant Director for State Agreements 
Programs 7pp 2280B 1B2 


8403280257 Trip rept of attendance at Six tfs Symposium on Mgt of IF Hill 
Tal 1 lngsi Lou Level Hast* A Hslardous Uaste on B40201-Q3 in 
Fort Collins. CO Agenda end 

PEARRINO.J R Engineering Branch (Post 031001) B4/03/06 

0REEVE8. J T Engineering Branch (Post 831001), 7pp 22808 179 


843328023? Trip rept of participation at working session on DOE UliTRAP 
document. "Vicinity Properties Mgt A Implementation Manual “ 

FLORY. C. Low-Level Uaste A Uranium Recovery Project* Branch 
84/03/07 HIOOINBQTHAMj L. Low-Level Waste A Uranium. Rec 0 V*Ty 
Projects Branch, 4pp 82808: 173, 


8403280267 Forwards info ra gsotachnlcal engineering topics suggested 
for consideration in development of IMTRAP remedial action 
plans. Plan should Include sufficient info to indicate that 
bases for conclusions it findings are well founded 
OREEVES. J T Engineering Branch (Past 831001) 84/03/02 

HIGGINBOTHAM, L, Low-Levei Waste it Uranium Recovery Projects Branch. 
4pp 22809.077 


8403290316 Comments on petition far rulemaking re DOE general 
guidelines for recommendation of sitis for nuclear waste 
repositories, NRC concurrence decision offers some 
improvement to DOE guldel inss 

KALITOWSKI , T Minnesota. State of 49FR7630 006. 84/03/20 

PALLADINO. N 8, Comml sslonsrs, 3pp 22B02 062 


840330023? Forwards K Schmader 84011? Itr to prospective offerors re 
Amend 1 to RFP E512-0S400R A cover Itr it std order for 
work dtd 831230. U/o end. 

NEFF. J. 0. Energy. Dept of 00057 84/03/14 LlfCKAN.JL 

Repository Projscts Branch (Post 831001) 2pp. 22842,344 


B403300243 Requests listed documsnts re BUtP be forwarded to Yakima 
Indian Nation. 

TOU8LEY. DR, Harmon it Weiss 00703 84/03/08 BUNT I NO. J 

Division of Waste Management. 2pp 22840.39?. 


8403300248 Rev 0 to Procedure 8D-BWI-PWP-003, "Project Mgt Plan For 
Hydrothermal Testing of Waste-Barrier-Roc k Interactions 
Using Fully Radwaste Project '■ 

DEJU.R, A Rockwell International Corp EVANB.E, A Westlnghouse 
Electric Corp CHI KALLA. T. D Bsttell* Memorial Institute. Pacific 

Northwest Laboratories 0070? 82/10/31 67pp 22840 28i 


XPORTLIC EXPORT AND IMPORT LICENSES 


8402020431 Amend 2 to Edlow Inti Co export 1 icense. extending expiration 
date to 860101 

PETERBON.M R Assistant Director for Export/Import A International 
Safeguards. 84/01/16. ip 22062-182. 


8403010084 Application to amend export 1 icense. extend Ing expiration 
date to 870331. 

WILSON. B. D. General Electric Co BDW-13-84. B4/Q2/0A, HEMBY, E 0 

Office of International Programs. Director Ip 22477:356. 


8403010338 License for Mitsui A Co, Inc to export 1B9. 750 lbs Zr-2 ic 
Zr-4 trsx to Japan 

ZIMMERMAN. J, V. Assistant Director for Export/Import i < International 
Safeguards 803-236. 84/02/24. Ip. 22447 353 


8403010346 Lictnsa for Westlnghouse to export one proportional countsr. 
Typt 23744. to Franc# 

ZIMMERMAN. J V. Assistant Director for Export/Import A International 
Bafeguarda. ZE 40170. 84/02/21, lp 22449,332. 


8403010364 License for Sandvlk Special Metals Corp to export 
200.000 lbs Zlrcaloy 4 part pilgered cladding to Canada, 

ZIMfCRMAN. J. V Assistant Director for Export/Import I < International 
Safeguards. S8M-31016. 04/02/21 lp. 22479' 173, 


8403010369 License for Westlnghouse to export six compensated 
i anii at ion chambers. Type 23944. to Francs. 

ZIMMERMAN. J. V Assistant Director for Export/Import S< International 
Safeguards ZE 4018?. B4/02/21. lp 22447:362, 


8403010418 Amend 1 to Reactor Experiments. Inc export license. increat lng 
quantity of U-233 to 19 g A U to 16, B4 g 

ZIMMERMAN. J. V Assistant Director for Export/Import It International 
Safeguards 1464 84/02/24. lp 22449-339. 


B4O301O421 Forwards application for export license for minor nuclear 
export Ltr of assurance required W/o end 

ZIMMERMAN, J V Assistant Director for Ex por t /Imp or t A International 
Safeguards 84/02/23 STOIBER, C R Btate. Dept of. Bureau of 
Oceans A Inti Environ & Scientific Affairs Ip 22449 334 


8403010425 License Por Westlnghouse to export four xirconiu.it fuel 
tubes, top end plugs, bottom end plugs A stainless steel 
springs to Belgium 

ZIMHERHAN.J V Assistant Director for Ex port /Import & International 
Safeguards MMH-453 84/02/21 ip 22449 333 


8403010432 License for Mitsui A Co, Inc to export 164.430 lbs Zi — 2 
trex to Japan. 

ZIMMERMAN.J V Assistant Director for Ex por t/ I mpor t & International 
Safeguards 803-230 84/02/24 ip 22449 322 


B403010454 Forwards application to export 200 Zircaloy channel blank 
strips to Japan 

STREET. L L Edlow International Co UUi 64397 84/02/16 MOORE, N 

NRC - No Detailed Affiliation Oiven lp 22444 067 


— 8403010436 Application for license to export 200 ZiTcalay channel 
blank strips to Japan 

STREET , L L Edlow International Co A BE A B4/02/L5 lp 

22444 066 


B4O301O499 Application for license to export 10 kg thorium fluoride 
powder, containing 7 54 kg thorium, to Italy 

COLTON, E Cerac, Inc 84/02/15 HEMBY, E NRC -No Detailed 
Affiliation Given lp. 22444 066. 


8403010463 Application for license to export three BF3 proportional 
counters, two compensated ion chambers A two startup 
aiieabllit to Swl t J erl and. 

HEETHER.W H Westlnghouse Electric Corp ZE 10397 84/02/21 lp 

22438- 282 


8403010464 Ltr of assurance re export of 13 g U-235, contains d in 325 g 
U, to Japan 

9HIRAKAWA.T Japan. Govt of 04/02/08 RAYMOND. J F Energy. 
Dept, of lp. 22443 301. 


8403010465 Forwards application to export 971 kg U-233. enr i c hed to 
3 407. U h exafluar i d e, to Japan 

SHIMA. 3 Mitsubishi International Corp (subs of Mitsubishi Corp.) 

84/02/10, Assistant Director for Export/Import A International 
Safeguards 2pp 22443 298 


— S403010468 Application for license to export 751 kg il-238, enri chtd to 
3 40X l) hexafluoride, to Japan 

SHIMA, 6 Mitsubishi International Corp (subs of Mitsubishi 
Corp ) 84/02/21 ip 22443 300. 


8403010466 Forwards application to export 20 g Pu (metal) to Japan 
NAKAMURA, N Marubeni America Corp (subs of Marubeni Corp ) 
84/02/kS WRIGHT. B L Assistant Director for Export/Import A 
International Safeguards ip 22438 286 


— 8403010467 Application for license to export 20 g Pu (metal) to Japan 
End use statement end 

YAMADA. K. Marubeni America Corp (subs of Marubeni Carp ) 

ZH-Ol 19 84/02/13 3pp. 22438-287 


8403010470 Forwards application to export slightly enriched U 
hexafluoride to. Japan 

SHIMA. 8 Mitsubishi International Corp (subs, of Mitsubishi Corp.) 

H3A-S4B3-10, 04/02/10 Assistant Director for Export/Import & 

International Safeguards, 2pp, 22443-295 


— 8403010473 Application for license to export 583 kg U-235. enriched 
to 3. 401 U hexafluoride, to Japan 

SHINA. 8 Mitsubishi Internati anal Corp (subs, of Mitsubishi 
Corp.). HBA-34B3-10. B4/02/I0 lp 22443-297. 


840 3010471 Ltr of assurance re export of 302 kg U-233, c ante 1 ned in 
7,993 kg U, to Japan 

SHIRAKAWA.T Japan, Govt of. 04/02/22. RAYMOND. J. F Energy, 
Dept, of lp. 22438 362 


8403010470 Application to amend export 1 i cent e, e x tend ing expiration 
date to 870331. 

WILSON, B, D General Electric Co. BDW-12-84. 84/02/06 HEMBY. E O 

Office of International Programs. Director, lp. 22438:361 
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B403D10479 Requests Executi /e Drench position re Nlsaho luiel American 
Carp application for amends to licenses to eipart. increasing 
quantity of U authoriied for export to Japan 

ZIMMERMAN.J V Assistant Director for Ex p ort/ 1 mpor t & International 
Safeguard* B4/02/17 BTOI BER, C State, Dept of. Bureau of Oceans 
J< Inti Environ b Scientific Affairs Ip 22443 287. 


B4030104B4 Application to amend export 1 lcenm. i ncr easing quantity of 
Australian origin hexaf luorl de, conta ined in fuel rods/assys, 
for export to HoTts 

HERSCH.MM Kostinghouse Electric Corp. MMJH-460. 94/03/17 

ZIMMERMAN. J V Assistant Director for Export/Import & International 
Safeguards 3pp 2243B 304 


B4Q30104B7 Ltr of assurance re application for amend to license to 
export 16 84 g high enriched U me ta 1 , con t a in l ng 13 7 g 
U-235, to Japan 

SHIRAKAWA.T Japan. Govt. of B4/03/32 RAYMOND, J F. Energy. 
Dept of ip 2243B 360 


B403010490 Application for license to export 003 g Cf-232. to India 
BENSON. E C Isotope Products Laboratories W/O 10374 83/11/02 

Ip 2243B 359 


8403010491 Requests Executive Drench position re 840321 application for 
license to export I. ODD. 000 Ci tritium, in bulk gaseous form, 
to United Kingdom W/o enc 1 

Z IMMCRMAN, J V Assistant Director for Eipor t /Impor t it International 

Safeguards 84/02/33 9T0IBER, C R State. Dept, of. Bureau of 
□ceans & Inti Environ 1 Scientific Affairs. ip 32430,356 


9403010495 Forwards application for export license for minor nuclear 
export to Canada Ltr of assurance required W/o enc I 
ZIMMERMAN. J V Assistant Director for Ex por t/Import it International 
Safeguards 84/02/24 RAYMOND, J Energy. Dept of ip 
2243B 357 


B4030I0340 Application to amend export 1 1 c ense. e xtend ing expiration 
date to (370 331 

WILSON. B D General Electric Co BDW-U-B4 84/02/06 HEM8Y. E O 
Office of International Programs. Director Ip 22438 351. 


B403010545 Application for license to export fuel assembly tubes, 
ilrconlum p lugs, stalnl ess steel springs b Inconel, to Italy 
HERSCH, M M Westinghouse Electric Corp 84/03/23 lp 22443-302 


8403020015 Forwards Transnuc lear. Inc B40302 application for amend to 
export license Increasing quantity to 1.348 354 kg U-239. 
contained in 36.643 kg U 

ZIMMERMAN. J V Assistant Director for Export/Import It International 
Safeguards 04/02/09 RAYMOND, J Energy. Dept, of lp 
33491 084 


— 8403020024 Application to amend export 1 icenee, increasing quantity tc 
1,348 334 kg U-23S, C onta i n ed in 36,643 kg U 

HANNLTT > B A Transnuclear. Inc RBU-394. S4/02/02 MOORE, R. N. 

Office of International Program*. Director lp, 22491: OBB 


8403020079 Application for license to export miscellaneous designed 
primary pump components to Spain 

PEARSON, A Borg-Warner Corp 836-V-2338 B4/02/06 ip 

22491 188 


B4030200B9 Application to amend export 11 cense, extend ing expiration 
date to 870331. 

WILSON, D D Oeneral Electric Co BDW-17-84. B4/02/06 HEMBY.E 0 

Office of International Programs. Director ip 32491' 1B3 


0403020112 Forwards application to export spent nlckel/U catalyst 
NUA-21, containing 77. U It 111! nickel, to Canada 

VANDERSTEEG, F Parkans International. Inc. 04/02/14 MOORE, R. N, 
Office of International Programs, Director lp 22491 177 


9403010499 Application for license to export 25 pieces of xirconlum 
tubing mat! to Nest Germany 

WILSON, B D General Electric Co BDU-E9-B4. 84/02/16 lp 
2343B 336 


8403010502 Advises that Westinghouse 840221 application for license to 
export mi icellaneous fuel assembly components to Italy for 
weld qualification testa issued w/o normal 15-day waiting 
period 

ZIMMERMAN, J V Assistant Director for Export/tmport & International 
Safeguards 84/02/24 Assistant Director for Export/Import 4, 

International Safeguards. lp 22430:333 


0403010505 Application for license to export 150 kg U dioxide, as powder 
or pellets, to Taiwan 

* Oeneral Electric Co 8DW-27-B4 84/02/16 lp 22438 309 


8403010912 Forwards application to export 322 kg U-235, enriched to 
2 40/ U hexaf lunrid e, to Japan 

SHIMArS Mitsubishi International Corp (subs of Mitsubishi Corp > 
B4/02/IO Assistant Director for Export/Import & International 

Safeguards 2pp 22438 336 


— 8403010517 Application for license to export 322 kg U-235. enriched to 
2 407. U hex a f luor i de. t o Japan 

8HIMA. 5 Mitsubishi International Corp (subs of Mitsubishi 
Corp > HSA-54B3-0B B4/02/01. Ip 2243B 338 


B403O1OS22 Forwards newsletter on Omnibus sys describing BED AC plant 
monitoring b display sys per 040209 discussion l 840201 
application for export license W/o end 
WILBON. B D General Electric Co. BDW-21-B4 84/02/08 

PETERSON. M R Office of International Programs, Director lp 
22439 352 


— B403010546 Forwards application to export plant monitoring b display 
sys, consisting of three VAX t< two QEOAC sys, to Finland. 

WILSON. 8 D General Electric Co BDW-09-84 94/02/01 

WRIGHT, B. L Office of International Programs, Director lp. 

22430 353 


— 8403010550 Application for license to export plant monitoring k display 
sys, c onsi sting of three VAX Si two GEDAC ays, to Finland, 
a General Electric Co BDW-08-B4. B4/02/01 lp 22438 354 


B4D301O539 Application to amend export l i c ense, extending expiration 
date to S7093O, increasing quantity to 130 pieces 4, changing 
description of equipment. 

WILSON, B D General Electric Co. 84/02/17. HEMBY.E. o Office of 
International Programs, Director, lp 22439 343 


— 8403020115 Application for license to export spent nickel/U catalyst 
NUA-21, containing 77. U 6 il/. nickel, to Canada 
s Parkans International, Inc 84/02/10 lp 22491.178, 


8403020151 License for Westinghouse to export mi seel lanceous fuel 
assembly components to Italy 

ZIMMERMAN, J V Assistant Director for Export/Import b International 
Safeguards 84/02/24 lp 22491 '156 


0403020154 License for Teledyne Wah Chang Albany to export 60,000 
lb Zircaloy-2 trex to West Germany 

ZIMMERMAN. J. V Assistant Director for Export/Import l< International 
Safeguards 3350 <JFM) 84/02/21 lp 22491.155. 


84030201 57 Application to amend license to export, Increasing quantity 
by addl 250 kg & extending expiration date to 660901 
LUCENA, S Interactive Radiation, Inc B4/02/17 fEMBY, E □ NRG - 
No Detailed Affiliation Oiven lp 22491 149. 


0403020422 Application for license to export 164,490 lb Zr-2 TREX ta 
Japan End use statement encl 

* Mitsui b Co (USA), Inc (subs of Mitsui b Co , Ltd ) 803-205. 

04/02/03 2pp 22491 267 


8403020426 Application for license to export compounds, conta ining 
deuterium, equivalent to 5 kg deuterium liquid over 2-yr 
period, to India 

« Sigma Chemical Co. D-112 84/02/07 lp 22491.263 


8403020451 Forwards application for export license for minor nuclear 
export, Ltr of assurance required 

ZIMMERMAN. J V Assistant Director for Export/Import b International 
Safeguards. 84/02/10 STA1BER. C R State, Dept of. Bureau of 
Oceans b Inti Environ b Scientific Affairs lp, 22491. 197. 


— 8403020453 Application to amend export license, adding ATLAS, A8 as 
fabr i eator/manufaeturer of fuel elements. End use statement 
encl, 

HANNCTT , H A Transnuclear. Inc NUK-420. 94/02/02 MOORE, R. N. 

Office of International Programs. Director. 2pp 22491-198 


8403050026 Amend 3 to GE export 1 i c ense, extend ing expiration date to 
070331 

ZIMMERMAN, J V Assistant Director for Export/Import b International 
Safeguards DDW 14-84 94/02/10 Ip 22496-349 


8403050033 Application for license to export 189,750 lb Zr-2 b Zr-4 
trex to Japan. 

EJ1MA, M. Mitsui b Co. (USA), Inc (subs of Mitsui b Co., Ltd. ). 
803-236 84/02/03 2pp 22927- 330 
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8403050036 Application to amend license to export, e x tend! ng expiration 
data to 831231 

WOZNIAK, D R Carpenter Technology Corp. 04/02/01 KEMBY. E 
Assistant Director for Expor t/ Import & International Safeguards lp 
22527 329 


840303003? Application to amend license to export> extending expiration 
date to 070331 

WILSON, B D Oeneral Electric Co BDM-13-84 84/02/06 HEMBY, E 0 

Office of International Programs* Director lp 22327 328 


S4030S0044 Application for license to export two compensated Ionization 
chambers) Type 6377, to France 

HEETHER , 11 H Westlnghouse Electric Corp ZE40193 04/02/21 lp 

22327.323 


0403030043 Amtnd 2 to QE export 1 icense, extend Ing expiration date to 
070331 

ZIMMERMANiJ V Assistant Director for Export/Impart & International 
Safeguards BDW 17-84 84/02/10 Ip 22327 322 


0403030047 Application far license to export 3. 233 kg U-233, contained 
in ?7> 937 kg U, to Belgium 

HERBCHi M, M Westlnghouse Electric Corp MMH-435 B4/OI/31 Ip 

22327 321 


0403030030 Application for licensa to export 225 kg U-233# aa U oxide 
powder, to Belgium, 

HERSCHi M M Westlnghouse Electric Corp HMH-454 B4/01/31 Ip 

22327:320 


04O3O3O1BB Advises that Reuter-Stokes B40221 application for license to 
export two fission counters to Japan issued u/o normal 
13-day waiting period 

ZIMMERMAN, J V Assistant Director for Exp ort/Import Sc International 
Safeguards 84/02/24 Assistant Director for Expor t/ Import h 
International Safeguards lp 22S2B 192 


0403050190 License for BSiW to export 13 g U-233, contained in 325 g U. 
to Japan. 

ZIMMERMAN.J V Aseistant Director for Export/Import Si International 
Safeguards. B4/02/2B 2pp 22320 190 


0403030193 Licensa for Byron Jackson Pump Div to export miscellaneous 
specially designed primary pump components to Spain 
ZIMMERMAN, J. V Assistant Director for Export/Import Sc International 
Safeguards 836-9-2250 04/02/27 lp 22520' 1B9 


B4030S020? License fer Westlnghouse to export three proportional 
counters, Model 6990, to Italy 

ZIMMERMAN, J V. Assistant Director for Export/Impart Sc International 
Safeguards ZE-40193 B4/02/29 lp 22320 131 


6403030213 Amend 1 to licanie for OE to Import 17 kg U, contained in 
,230 kg U-233 S, 110 kg Pu motel clad fuel segments) from 
Norway, 

ZIMMERMAN* J. V Assistant Director for Export/Import Sc International 
Safeguards B4/02/24, lp 22320 144 


6403030261 Application to amend license to export, extend i ng expiration 
date to 870331. 

WILSON, B.D, General Electric Co BDW-I6-84 84/02/06, HEMBY.EO 

Office of International Programs, Director Ip 22327 184 


0403030276 Amend 2 to OE export license, extending expiration date to 
070331, 

ZIMMERMAN, J V, Assistant Director for Expor t/lmport Si International 
Safeguards. 8DW-16-04. B4/02/10, lp B230I'tB6 


6403090202 Amend 2 to OE export license, extending expiration date 
to 070331 

Z IMfffiRMAN, J. V Assietant Director for Export/Import b International 
Safeguards, BDW 12-04, 84/02/10 lp. 22301,107, 


8403030296 Amend 2 to OE export license, extending sxpiration date to 
Q7033I, 

Z I MMERNAN, J. V, Assistant Director for Export/Import Sc International 
Safeguards BDW 12-84. 64/02/10 ip. 22301- 206 


8403050320 Forwards application for export license for minor nuclear 
export, Ltr of assurance required, 

ZIMMERMAN, J V, Assistant Director 'for Export/Import Sc International 
Safeguards 04/02/28 RAYMOND, J Energy, Dept of, lp 
22301*273. 


— 0403030327 Forward# application for license to export 13,129 kg VI, 
contained in 322 kg 0-233, to Jepan. 

SHIMA, S. Mitsubishi In ternati one 1 Corp. (subs of Mitsubishi 
Corp. ) HBA-3483-08. 64/02/10 Assistant Director for 

Export/Import Sc International Safeguards, 2pp 22501*276 


— 8403030333 Application for license to export 13.129 kg U. contained in 
322 kg U-235, to Japan 

bHIMA.S Mitsubishi International Corp {subs of Mitsubishi 
Ccirp } B4/02/01 ip 22301 27B 


0403090350 Requests Executive Branch position re Marubeni America Co 
application far license to expart 20 g Fu to Japan 

ZIMMERMANiJ V Assistant Director for Export/Import & International 
Safeguards 84/02/20 ST01BER, C R Energy, Dept of lp 
2250 1 339 


— 8403050364 Forwards application to renew expired License XBNM-1617 to 
export 20 g I’u to Japan 

NAEAMURA.N Marubeni America Corp (subs of Marubeni Corp ) 
84/02/13 WHIQHT.O L Assistant Director for Expor t/ Import 6 
Internationa) Safeguards Ip 22501 340 


— 0403050366 Application for license to export 20 g Pu to Japan 
NAKAMURA, N Marubeni America Corp (subs of Marubeni Corp > 
ZH-Ql 19 B4/02/15 3pp 22501 341 


0403030359 Requests Executive Branch position re NRD Div application 
for license to export 60,000 Ci tritium in bulk gaseous form 
to SwS t 7 erl and W/o anc 1 

ZIMMERMANiJ V Assistant Director for Export/Import 5c International 
Safeguards 84/02/27 STD10ER, C R State, Dept of. Bureau of 
Oceans & Inti Environ b Scientific Affairs lp 22501 337 


Q40303Q36S Forwards application for export license for minor nuclear 
expolt Ltr of assurance required 

ZIMMERMANiJ V Assistant Director for Ex port/ Import {« International 
Safeguards B4/02/2B RAYMOND, J Energy, Dept of Ip 
22527 309 


— 04O3OSO373 Forwards application for license to export slightly enriched 
U hexafluoride to Japan 

SHIMA, 8 Mitsubishi International Corp (subs of Mitsubishi 
Corp ) H5A-3403-1O 84/02/10, Assistant Director for 

Export/Import 5c International Safeguards 2pp 22527 310 


— 04O3OSO376 Application for license to export 16,004 kg U, contained in 
583 kg U-235, to Japan 

SHIMA, 5 Mitsubishi International Corp (subs of Mitsubishi 
Carp ) HBA-5403-10 B4/02/IO lp 22327 312 


0403060033 License far Mitsui tc Co, Inc to export 302 kg U-233, conta ined 
in 9,993 kg U, to Japan 

ZIMMERMANiJ V Assistant Director for Export/Import Sc International 
Safeguards HBK.-2F1-S3 (B) B4/02/27 2p p 22530 029 


8403060038 License for Rsut er-Stok e s , Inc to export two fission 
counter s, Mode 1 R.8-F6-08G3-134, to Japan 

ZIMMERMANiJ V Assistant Director for Export/Import Sc International 
Safeguards 0-1053 84/02/24 lp 22349 343 


0403060075 Application, to amend license to e x port, increa s ing quantity 
to 22,560 kg U for expert to West Germany 

DUD0I3, D European Communities, Commission of RDU-42B 84/01/20 
RAYMOND, J Energy, Dapt of Ip 2232B 292 


□4030600B7 Forwards Westlnghouse 840221 ltr -withdrawing application for 
license to export four fission chambers to Argentina 
ZIMMERMANiJ V Assistant Director for Export/ Import 4c International 
Safeguards 04/02/27 BTOIBER, C R State, Dept of, Bureau of 
Oceans Sc Inti. Environ b Scientific Affairs lp £2328 BB7 


0403060369 Requests waiving 13-day waiting period to expedite issuance 
of export license as shipment scheduled for 840301 
P DWELL, C Reuter-Stokes, Inc 04/02/24 HEMBY, E. NRC - No 
Detailed Affiliation Given lp 22332 23? 


— B403Q60S73 Application for license to export 2 Model RB-P0-D903-134 
fission counters to Japan 

POWELLcC Reuter-Stokes, Inc B-0133 84/02/21 lp 2SSS2 260 


8403070004 Amend 2 to OE export litense, extend ing expiration date to 
870331 

ZIMMERMANiJ V Assistant Director for Export/Import 4c International 
Safeguards, ODW 13-04 64/02/10. lp, 22362 333 


8403070333 Appl lea tion to amend export 1 1 c ense, extending expiration 
date to 870331. 

WILSON, BD General Electric Co, DDW-14-B4 84/02/06 HEMBY.EO 

Office of International Programs, Director. Lp 82364 316, 


8403070377 Forwards Westlnghouse B40-217 application for amend to export 
license Assistance in obtaining required approvals per US/ 

Australian Agreement requested 

ZIMMERMAN,J V Assistant Director for Export/Import 4c International 
Safeguard*. 84/02/27, MART , T. Energy, Dept of ip 22367*194 
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— 3403070381 Requests assistance in obtaining ltr of assurance from 
Australis to reexport A u stra 1 i an-or i g i n matl 
HERBCH. M M general Electric Co MMH-460 84/03/17 

Z I MMLRMAN, J V Assistant Director for Export/Import 8. 

In t L rna t 1 onal Safeguards Ip 33367 173 


B40307C424 Forwards application for export license for minor nuclear 
export Ltr of assurance required 

ZIMMERMAN, 3 V Assistant Director for E« p Dr t / import & International 
Safeguards B4/03/2B RAYMOND. J Energy, Dept of Ip 
23366 295 


— 8403070435 Forwards application to export slightly enriched U 
heiaPluoride to Japan 

SHIMA, S Mitsubishi International Corp Isubs of Mitsubishi 
Cdtp > HSA-54B3-11 84/03/17 Assistant Director for 

Export/ Import b International Safeguards 2pp 22366 296 


8403150174 License for NL industries, Inc to export 10,302 3 kg depleted 
U to Canada 

ZIMMERMAN, J V Assistant Director for Ex p or t/Impor t t International 
Safeguards 04/03/01 3pp 32646 343 


0403150193 Requests discontinuation of further Investigation re export 
license Order canceled & export license no longer required 
TERHILLIQERi L Meetinghouse Electric Corp B4/02/21 Assistant 

Director for Export/Import b International Safeguards lp 
33646 365 


B403150197 FortuardB application to export 3 9 kg natural thorium b 
26 kg depleted U-238, as coated particles & oside 
particulates, to Meat Oermany 

MDWRY, W R GA Technologies, Inc /General Atomic Co IEL-S086 
04/03/29. ZIMMERMAN, J , HEMBY.E Assistant Director for 
Export/Import & International Safeguards lp 23646 263 


— 0403070436 Application foT license to export 34,409 kg U hexafluoride, 
contained in i>104 kg U-233. to Japan 

SHIMA, S Mitsubishi International Corp isubs of Mitsubishi 
Corp ) HSA-5483— 1 1 64/02/17 2pp 22566 290 


— B4O3150199 Application far license to export 3 9 kg natural thorium 6 
26 kg depleted U-238, as coated particles b oxide 
particulates, to West Germany 

MOWRY, W R OA Technologies, Inc /General Atomic Co IEL-S0B6 
04/03/29 lp 33646 364 


84030BD115 Forwards application for export license for minor nuclear 
export Ltr of assurance required 

ZIMMERMAN, J 9 Assistant Director for Export/Import St International 
Safeguards B4/02/3B RAYMOND, T Energy, Dept of lp 
235BJ 338 


8403150341 License for CERAC, Inc to export 7 540 kg thorium, contained 
in 10 00 kg thorium fluoride powder, to Italy 

ZIMMERMAN, J V Assistant Director for Export/Import S< International 
Safeguards TLX 8439 84/03/07 2pp, 22649 352 


840314022? Forward! application for export license for minor nuclear 
export Ltr of assurance required 

21MMERMAN.J 9 Assistant Director for Export/Import & International 
Safeguards 84/03/06 STOIBER,C JR- State, Dept, of. Bureau of 
□ roans b Inti Environ b Scientific Affairs lp 22637 350 


8403140307 forwards Trans nuc 1 ear, I nc B40224 application to amend export 
license to include CERCA, Romano-sur-I sere, France, a s 
Intermediate consignee for fabrication of fuel elements 
ZIMMERMAN, J 9 Assistant Director for Export/Import b International 
Safeguards 84/03/07 STOIEER.C State, Dept of, Bureau of Oceans 
6 Inti Environ b Scientific AffaiTS lp 22635 313 


— 8403140308 Application to amend license to include CERCA, Romano-sur- 
1 sere, Franc e, as intermediate consignee for fabrication of 
fuel elements 

HANNLTT , 0 A Tra nsnuc 1 ear , Inc NUK-408 84/02/24 MOORE, R N 

Office of International Programs, Director lp 22635 314 


B403140315 Forwards Marubeni America Corp application to export 24,355 
kg U he xaf luoride, c ontalning 717 kg U-335, to Japan 
Assistance in obtaining required approvals per US-Australia 
Agreement requested 

ZIMMERMAN.J V Assistant Director for Export/Import b International 
Safeguards B4/O3/06 HART , T Energy, Dept of lp 22635 298 


B403150129 Informs that license for Nt, 1 ndus tries, Inc to aiport 
10,582 3 kg depleted U to C a nada , i ssue d u/o 15-day waiting 
p erlod 

ZIMMERMAN.J 9 Assistant Director for Export/Import b International 
Safeguards 84/03/01 Assistant Director for Export/Import & 

International Safeguards lp 22646 353 


04031 50134 Forwards application to export 15 kg U, enriched to 57. U 
h a xaf luoride, to Nest Germany 

HARMDN, D W Braunkohle Transport 6 Storage, Inc rt-X-EX-4 
84/02/28 WRIGHT, B Assistant Director for Export/Import & 
International Safeguards lp 22646 349 


— 8403150142 Application for license to export 15 kg U, enriched to 5 X 
U hejafluoTide, to West Germany. 

HARMDN, O W Braunkohle Transport b Storage, Inc HEX-EX-4. 
84/02/20 lp 22646 350. 


8403150153 Application to amend export 1 1 cense, extending expiration 
date foT 2 arf-d I yrs 

MORGENSTERM, A Sigma Chemical Co 84/03/01 HEMBY.E Assistant 
Director for Export/Import & International Safeguards lp 
22646 352 


B4031501S8 Application to amend export 1 icons t, adding miscellaneous 
special designed primary pump components for export to 
Spain 

PEARSON, A Borg-Warner Corp. B4/03/01 HEMDY NRC - No Detailed 
Affiliation Given ip 22646 351 


8403150169 Application to amend export license, dtd 820713, to include 
CERCA, Romans-sui — Isere, as possible intermed late consignee 
for fabrication of fuel elements 

HANNETT.B A Transnuclear, Inc NUK-400, 84/02/24 MOORE, R. N 

Office of International Programs, Direc tor, 1 p 22646 344, 


0403160169 Forwards application to export 2,002 mCl Cf-252 in cermet 
wire to France 

HANNETT, B A Transnuclear, Inc TNP-443 04/02/29 MOORE, N 

Office of international Programs, Director lp 22662 263 


— 0403160184 Application for license to export 2,002 roCi Cf-252 in 
cermet wire to France 

HANNETT, B A Transnuclear, Inc TNP-443 84/02/29 lp 

22662 264 


8403200303 Ltr of assurance notifying that employer name changed from 
Elsinore Shipyard to Atlas AS Installation b personnel 
identical 

DJB0I9, D European Communities, Commission Of 84/03/03 NEAL, fl 
Assistant Director for Export/Import 6 International Safeguards lp 
22709 169 


8403200371 Withdraws application for licenss t 0 export 29.33 g 
deuterium to South Africa 

NQVAKOV ICH, D Air Products 6 Chemicals, Inc 84/02/28, MARTIN. N 
Assistant Director for Export/Import 6 International Safeguards, lp 
22708 350 


0403200373 Application for license to export 31,000 lb depleted U 
tetraf luoride, containing 23,281 lb depleted 11, to Canada 
POTTER, A NL Industries, Inc 84/02/29 MOORE, N Assistant 
Director for Export/Import & International Safeguards lp 
2270B 344 


B403200392 Informs that License X8NM-2098 may be issued. No matl 
changed circumstances since issuance of License XSNM-2097 
MOORE, R N Assistant Director for Export/Import b International 
Safeguards 84/02/22 Assistant Director for Export/Import b 
International Safeguards Ip 22708*309, 


9403200395 Executive Branch position re Meetinghouse application to 
export 10 g U-233, contained in 220 g U, to Spain License 
Bhould be issued 

DEVINE, J B State, Dept of. Bureau of Oceans b Inti, Environ b 
Scientific Affairs 84/03/06 SHEA, J R Office of International 
Programs, Director 4pp 22708 303 


8403200396 License for Natl Nuclear Corp to import 20 230 kg U, enriched 
to 4X U-233, from United Kingdom 

ZIMMERMAN, J Assistant Director for Export/Import b International 
Safeguards 84/03/09 lp 227QB 304 


B403200378 License for Braunkohle Transport USA to export 13 kg 
U-233, contained in 307 kg U, to West Germany. 

ZIMMERMAN, J 9 Assistant Director for Export/Import b Int ernat 1 one 1 
Safeguard* HEX-EX-4 04/02/29. 2pp 22707 339. 


B403220197 Ltr of assurance re export of 737 kg U-233, eon tai nad in 
21,932 kg U to Japan 

SHIRAKAWA, T Japan, Govt, of B4/02/28 RAYMOND, J. F Energy, 
Dept of lp. 22723 27B 


8403220201 License for Westlnghouse to export two compensated 
ionization chambers, Type 6377, to France 

Z IMMERMAN, J V. Assistant Director for Export/Import b International 
Safeguards, ZE40193 04/03/20 lp. 22723.277 
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8403220330 Ltr at assurance re export of is kg U-235, contai n ed in 307kg 
U, to the Netherlands! Uni ted Ki ng d om. Franc e h West Germany 
DUBOIS, D European Communities! Commission of HEX-EX-4 04/02/28 
RAYMOND, J Energy, Dept of Ip 22723 333 


640326001 1 Application to amend export 1 jc ease, add i n g NUKEM GmbH Si 
CER-CA as intermediate consignees 

DUDD13.0 European Communities, Commission of NUK-4C8 04/02/24 
RAYMOND, J Energy, Dapt of ip 22763 332 


B403220264 Consents to proposed retransfer of nuclear matl to Japan 
Questions whether matl Is of South African or Australian 
origin 

GORDON, R Australia, Govt of 04/01/03 NIELSEN, C Office of 
Nuclear Material Safety It Safeguards, Director HART, T Energy. 
Dept of ip 22723 322 


0403220279 Consents to proposed retransfer of nuclear matl to Japan 
Questions whether matl is of South African or Australian 
origin 

GORDON, R Australia, Govt of 34/01/03 NIELSEN, C Office of 
Nuclear Material Safety It Safeguards, Dir ector HART, T Energy, 
Dept of lp 22723 310 


B403220293 Amend 2 to GE export li c ense, increas ing quantity to 150 
pieces iirconium tub i ng, revi sing description of matl 6 
extending expiration date to B70930 

ZIMMERMAN, J Assistant Director for Export/ ImpoTt Si Internat iona 1 
Safeguards BDW-26-84 B4/03/03 lp 22723 309 


B4032202B4 Ltr of assurance re export of 3 9 kg natural thorium It 
0 26 kg depleted U-23B, to West Germany 

DUBOIS, D European Communities, Commission of IEL-0S94 64/03/07 
RAYMOND, J Energy, Dept of lp 22723 30B 


8403220286 Amend 1 to Interactive Radiation, Inc export license, 
increasing quantity to 250 kg deuterium oxide 

ZIMMERMAN, J Assistant Director for Export/ Import & International 
Safeguards BL-4-81 84/03/07 Ip 22723 307 


6403220289 Forwards application for amend to export licenses foT minor 
nuclear export Ltr of assurance required 

ZIMMERMAN, J Assistant Director for Export/ Import & International 
Safeguards 84/02/27 HART, T Energy, Dept of Ip 22723 303 


— 8403220294 Requests a utho r i » a t ion to reexport Australian origin U 
hexafluoride to permit export license amend request to 
increase quantity of matl tD be processed 

HER8CH, M M Meetinghouse Electric Corp MMM-460 34/02/17 

ZIMMERMAN, J Assistant Director for Expor t/Import St International 
Safeguards lp 22723 304 


8403220299 License for 5A Technolog ies, Inc to export 3 9 kg natural 
thorium 6 0 26 kg depleted U, to West Germany 

ZIMMERMAN, J Assistant Director for Export/ Import *t International 
Safeguards IEL-50B6 84/03/09 lp 22723 348 


8403220304 License for 3E to export 25 pieces iirconium tubing matl to 
West Germany 

ZIMMERMAN, J Assistant Director Pot Export/ Import & International 
Safeguards BDW-28-84 84/03/08 lp 22723 342 


8403220314 License for Parkans Inti, Inc to export 15,076 kg natural U, 
contained in mat! to be smelted for recovery of spent 
nickle content only, to Canada, 

ZIMMERMAN, J Assistant Director for Export/ Import & International 

Safeguards PlSC-Vll 84/03/08 lp 22723 339 


B40326D027 Forwards application to export 10 504 kg 0-235, contained in 
32 650 kg U, to various EURATOM countries 

HANNETT, a A Tran snu c 1 ear , Inc NOK-442 B4/03/05 MOORE, N 

Office of International Programs, Director Ip 22763 302 


— 84032600-30 Application for license to export 10 304 kg U-235, conta ined 
in 52 630 kg U, to various EURATOM countries End use 
statement sncl 

HANNETT, D A Tr ansnuc 1 ear . Inc NUH-442 84/03/03 3pp 

22763 303 


6403260037 Forwards application to Biport 24, SSO kg If, enTiched to 
3 80/ U -235. to Taiwan 

KIEL, G R Exxon Nuclear Co • Inc (subs of Exxon Corp > 84/02/23 

ZIMMER Assistant Director for Export/ Impart 6 International 
Safeguards lp 22763 300 


--B403260042 Application for license to export 24,830 kg U, enriched to 
3 607. U-233, to Taiwan 

KIEL, 0 R Exxon Nuclear Co , Inc (subs of Exxon Corp ) 

04/02/24 lp 22763 301 


C40326004 1 LtT of assurance re export of 1,109 kg U-233, c onta ined in 
32,123 kg U, to Japan 

8H1RAHAWA. T Japan. Govt of 64/02/28 RAYMOND. J F Energy, 
Dopt of lp 227*3 297 


6403260390 Ltr of assurance re export of 749 kg U-235, eon tai n ed in 
2I.6B8 k}-U. to Japan 

SHIRAKAWA, T Japan, Govt of B4/02/2B RAYMOND, J G Energy. 
Dept of lp 22779 235 


8403280050 Forwards application for export license for minor nuclear 
export Ltr of assurance required 

ZIMMERMAN, J V Assistant Director for Export/Import 6 International 
Safeguards 84/03/13 RAYMOND, J Energy, Dept of lp 
22B12: 346 


— B403280033 Application for license 
UF6, to EURATOM countries End Use 
HANNLTT, B A Tran s nuc 1 e ar , Inc 

22812 347 


to export 52 650 kg U, in Form of 
statement enc 1 
NUK-442 84/03/05 3pp 


B403280057 Application to amend license to reexport three 1 5 microgram 
sources of Cf-252 to Israel 

RAVENSCRDFT, N Edlow International Co 84/03/07 HEMDY. E 
Assistant Director for Ex por t/Import It International Safeguards lp 
22812 343 


8403280072 Executive Branch position re GE application to export U 
densitomBter, ui/Cs-137 source, for use in automatic 
measurement of fuel pellet density. to Spain License should 
be granted 

DEVINE, J D State, Dapt of. Bureau of Oceans & Inti. Environ 6 
Scientific Affairs 84/03/12 EHEA, J R Office of International 
Programs, Director ip 220)1 360 


0403220318 License for Westinghouse to export three proportional 
counters, two compensated ioniiatlon chambers U two startup 
assemblies to Switrerland 

ZIMMERMAN. J Assistant Director for Export/Import fc International 
Safeguards 84/03/09 ip 22723 343 


0403280147 Forwards Air Products 84022B ltr advising that export 
license for proposed shipment of deuterium of Booth Africa 
origin no longer required 

ZIMMERMAN. J V Assistant Director for Export/Import Ir International 
Safeguards 84/Q3/0B 8T0IBER.C R State, Dep t of, OUT eau of 
Oceans & Inti Environ 0 Scientific Affairs lp 22809 329 


B403220322 Forwards application to export Pu, e ontalnlng approx 
10-127 weight Pu-240. to Swltxerland 

CEJA, 8 N Energy, Dept of 84/03/02 Assistant Director for 
Export/Import 6 International Safeguards lp 22723 349 


— 8403220324 Application for license to export Pu, conta ining approx 
10-12% weight PU-240, to Swltxerland 

CEJA. B N Energy, Dept of. 79/12/20 lp 22723 350 

B40322032B Application for license to export five Model RB-C6-1 100-241 
local power range assemblies to Sweden 

POWELL, C Reuter-Stokas, Inc. B-0152 B4/03/02 lp 22723:351 


8403230179 Discusses OA Tee hnol ogi e». Inc 840229 application for export 
license to return small quanity of source matl to Nest 
Germany License issued w/o normal 13-day waiting period. 

ZIMMERMAN, J V Assistant Director for Export/Import U International 
Safeguards 84/03/07. Assistant Director for Export/Import & 
International Safeguards. lp 22743 347 


— 8403280151 Informs of withdrawal of export license application far 
shipment of 29 S3 g deuterium to South Africa. 

N0VAK0V1CH, D Air Products It Chemicols, Inc 84/02/28 MARTIN.N 
Assistant Director for Export/Import l< International Safeguards 
lp. 22809’ 330 


0403280k 30 License for Mitsubishi Inti Corp to export 749 kg lf-235, 
contained in P1.68B kg li, to Japan 

ZIMMERMAN. J V Assistant Director for Export/Impart U International 
Safeguards HBA-5403-04, 64/03/13 3pp 22709 357 


8403280252 License for Re u t er-Btok e a, Inc to export five Model 
RS-PQ-0B05-134 fission counters to Finland 

Z IMMERMAN, J V. Assistant Director for Export/Import it International 
Safeguards B-0O46 84/03/13 lp. 22BQB 201, 


B4O32B0272 License Por Mitsubishi Inti Corp to export 1 109 kg U-235, 
contained in 32,123 kg D, to Japan 

ZIMMERMAN, J V Assistant Director for Export/Import l< International 
Safeguards H8A-3483-05 04/03/13 3pp 22808 0*3 
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8403280327 Amend l to Trjmnu[lear< Inc export license. Intreasing 
quantity of U-235 to 793 3733 kg. contained in 23,560 kg U 
Z IMMERMAM, J V Assistant Director for Ex port/ - Imp ort *< International 
Safeguards RBU-429 84/03/12 Ip 32799 359 


8403290337 Informs that Amend i to License XENM-2O02 may be issued No 
mat! changed ci rcuras tanc es since issuance of License 
XSNH-2043 

MOORE, R N Assistant Director for Export/Import h Interna tl onol 
Safeguards 84/03/02 Assistant Director for Expox-t/import *< 

International Safeguards lp 22799 336 


04 03290 1 39 Discusses Natl NucleaT Corp 840217 application for license 
authorising import of up to 20 23B kg U, enriched to 4 OX 
U-239, from United Kingdom License should be issued 
MDDRE.H N Assistant Director fur Eiport/lmpor t 8< international 
Safeguards 84/03/00 Assistant Director for Export/Import t. 

International Safeguards lp 22822 210 


8403290325 Request# Executive Branch position re Exxon Nuclear Co, Inc 
application for license to export SNM to Taiwan 

ZIMMERMAN, J V Assistant Director for Export/Import 4. Internet iona I 
Safeguards 04/03/09 STOIBER.C R State, Dept of, Bureau of 
Oceans 4c Inti Environ 4. Scientific Affairs lp 32322 319 


9403290327 Application for license to export 2,133 pieces ZIrcalny-4 
thimble 4, instrument tubes to Japan 

DAMSERTER.DH Sandvlk Special Metals Corp SSM-4 1093 /41 09B 
84/03/06 2pp 23819 361 




B4O3290340 Forwards DOE ltr requesting amend to export license 
to increase quantity of Pu to be exported from 3 13 kg to 
3 5 kg U/o end 

ZrMMERMAN.J V Assistant Director for Export/Import 4c International 
Safeguards 84/03/09 STOIBER, C R State, Dept of, Bureau of 
Oceans & Inti Environ & Scientific Affairs Ip 22022 332 


8403290403 Forwards Mitsubishi Inti Corp B40317 application for license 
to export Australian origin matl to Japan Requests 
assistance in obtaining required approval s, per US-Australi* 

Agreement for Peaceful Uses of Nuclear Energy 

ZIMMERMAN, J V, Assistant Director for Export/Import t International 
Safeguards 84/03/12 HART, T Energy, Dept of Ip 22019 336 


0403290404 Forwards ltr of assurance re export of five fission counters 
to Finland 

9T0I0ER, C, R State, Dept of. Bureau of Oceans & Inti Environ 1 
Scientific Affairs 04/03/OB ZIMMERMAN, J V Assistant Director 
for Export/Import 8, International Safeguards 2pp 22822 IBS 


— 9403290409 Ack receipt of retransfer assurance from Oovt of Finland r* 
export license application Due to error in translation. word 
"re transfer" was replaced ui/ "retrans forma tl on " 

HEMHV. E 0 NRC - No Detailed Affiliation Given B4/03/09 NRC 
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8403210175 

50-289 

8 

BESS, J E 

B403260177* 

80-267 

a 

boitel.e c, 

8403060405 

50-30 

R 

BAXTER, T A 

0403210175 

50-269 

8 

BETCHER, J L, 

8403010018 

FOIA 


BOLCH, M E 

8403280102 

30-413 

F 

BAXTER. T A 

S4032I0193 

50-289 

0 

BETTE NHAU8EN. L. 

8403150034* 

S0-3B8 

a 

BOLLING, L A 

8403080098# 

FOIA 


BAXTER. T A 

84032 10193 

50-289 

0 

BETTEHHAUSEN. L. 

8403290191* 

50 -2 0 9 

a 

bqlqn, A. e 

8403190088# 

30-123 

0 

BAXTER, T A 

8403260320 

50-400 

G 

8EWLEY, E K 

0403200003 

90-317 

R 

HQMBYM H 

8403080370 

30-4 2 3 

a 

BAXTER, T A 

840326O32B 

50-400 

0 

8 IBB, H E 

8403160268* 

50-335 

a 

BOOKER, J. E 

8403010073 

30-438 

B 

BAXTER, T A 

0403260348 

50-400 

0 

BIBB.H E, 

8403290132* 

50-335 

0 

BOOKER, J E 

8403010228 

30-4 8 8 

5 

BAXTER. T A 

B40326034B 

50-400 

a 

BIBB, h e. 

8403290100* 

50-338 

a 

BOOKER, J. E 

8403010321 

30-4 3 0 

A 

BAXTER, T A 

8403260354* 

50-400 

<3 

B ICEHOUSE, H 

6403130456 

50-309 

8 

BOOKER, J E 

B403010379 

30-498 

S 

BAXTER, T A 

8403260354* 

50-400 

<3 

BICEHDU9E. H 

B403150017# 

50-219 

a 

BOOKER, J. E 

8403020294 

30-438 

A 

BAXTER, T. A 

0403270327 

50-400 

0 

UIDINGEfT, 0 H 

8403220249 

70-371 


booker, J e, 

B403030078 

30-438 

A 

BAXTER, T A 

0403270327 

50-400 

a 

0 JDIN9ER . 8 H 

6403260004* 

70-1237 


BOOKER, J E 

8403060320 

50-4 3 8 

9 

BAXTER, T A 

04O329O3S6 

50-209 

0 

UIDINGER, 0, H 

0403300297* 

70-1237 


BOOKER, J E 

8403070010 

30-436 

A 

BAXTER, T A 

8403290306 

50-809 

0 

BIELAW8IKI. A P 

8403020181 

30-434 

0 

BOOKER, J E 

0403070032 

50-43B 

A 

BAY. J. H 

0403200021 

50-142 

o 

BIELAWSKI, A P 

0403020181 

30-434 

G 

BOOKER, J, E 

8403070061 

90-438 

A 

BAY, J. H, 

8403200021 

50-142 

8 

BIEMILLER, S 

6403030065 

30-309 

R 

BOOKER, J E, 

8403070062 

90-438 

E 

BAYLESS, P D 

0403200117 

50-360 

8 

SrEMILLER, 8 A 

8403300162 

30-309 

R 

BOOKER, J E 

84030B0378 

90-43B 

A 

BAYLESS, P D. 

0403290124 

90-360 

8 

BIRD, 0 K 

0403060533 

NURES 


BOOKER, J. e 

8403130069 

90-438 

E 

BAYNE, J P 

0401200070 

90-2B6 

V 

B I SHOP, T. W 

0403060025 

90-206 

a 

booker, u. e 

8403130173 

90-439 

e 

BAYNE, J. P 

8403020327 

50-333 

F 

BISHOP, T W 

B403060131 

50-273 

a 

BOOKER, J E. 

8403130190 

90-4 38 

A 

BAYNE, J P. 

0403020351 

50-333 

P 

BISHOP, T W 

8403060138 

50-273 

a 

BOOKER, J E 

8403130264 

90-4 38 

B 

BAYNE, J. P 

8403090267 

50-206 

P 

BISHOP, T H 

B403060207 

50-273 

0 

BOOKER, J E. 

8403130486 

90-438 

F 

BAYNE, vL P. 

8403120024 

90-333 

P 

BISHOP, T W, 

8403060341 

90-344 

a 

BOOKER. J E 

8403160310 

go-430 

8 

BAYNE, J P. 

8403130162 

90 -BB 6 

F 

BISHOP, T W. 

B4O3Q60401 

50-318 

a 

HOOKER, J E 

B403190017 

50-439 

E 

BAYNE, J P 

0403130466 

50-333 

a 

BISHOP, T W. 

8403000254 

90-528 

a 

BOOKER. J E 

8403200034 

30-4 5 8 

A 

BAYNE, J P 

B4031401 53 

PR 


BISHOP, T W, 

8403080266 

90-397 

a 

BOOKER, J E. 

8403210069 

50-43 B 

A 

BAYNE, J P 

8403160009 

50-206 

p 

BISHOP, T. W. 

8403080274 

50-312 

0 

BOOKER, J. E 

8403220209 

30-4 S8 

A 

BAYNE, J P 

0403160017* 

50-286 

p 

BISHOP. T, W 

8403060421* 

50-273 

8 

BOOKER. J E. 

8403260291 

30-438 

A 



ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

BOOKER. J. E 

B403270026 

50-45B 

s 

BOOKER, J e 

040357003? 

30-490 

S 

BOOKER. J E 

040337004 S 

50 -4 5 0 

a 

booker, j e 

0403370301 

50-49B 

8 

BQRCHARDT. R 

0403150073* 

50-293 

a 

bordenick, b m 

040314003? 

90-322 

0 

BORDENICK, B H 

0403140100 

90-322 

0 

BORDENICK, b m 

B403I40114 

50-424 

0 

BORDENICK, B H 

0403140136 

50-322 

0 

bordenick. B M 

S403140199 

50-322 

0 

BORDENICK, B H 

0403140198 

50-322 

e 

BORDENICK. B M 

0403140161 

90-322 

0 

BORDENICK, B H 

0403190124 

50-322 

0 

BORDENICK, B M 

8403190169 

50-322 

0 

BORDENICK, B M 

8403210100 

90-322 

0 

BORDENICK, b h 

8403380340 

90-322 

0 

BORDENICK. B.M. 

8403300363 

90-322 

0 

BORST, F, J. 

B40301011B 

90-267 

R 

BORST i F J. 

040306030? 

90-267 

R 

B0R8T, f. j. 

0403130177 

90-267 

p 

BOSNAK, R. J. 

0104300030# 

50-397 

A 

B08NAK.R J. 

0403070390* 

90-319 

P 

BOUCHEY, 9 D. 

0301190297* 

90-3 9 7 

F 

BOUCHEY, 0. D 

0200130240* 

50 -3 97 

F 

bournia, A, 

0403140390 

90-374 

F 

BDURNIA. A, 

0403300226 

50-374 

P 

BOYELL, C R. 
BOWERS, h. 

8403300342 

0403260229# 

NUREQ 

50-4B2 

a 

bowman, c, e. 

0403120027 

90-293 

fi 

BOWMAN, D C 

BOKHAN, D. C. 

BOYD, D. 

0403210001 

0403300008 

0403130279 

40-6920 

40-69 20 
90-346 

s 

BOYD, D, 

0403130336 

90 -3 4 6 

s 

BOYD, D 

0403190091 

90-235 

8 

BOYD, D. C. 

0403220169# 

90-293 

0 

BOYER, L 

0403200033 

SO -32 4 

F 

BOYER, R E. 

0403120136 

90-416 

8 

BOYER, R. E. 

BOYER, V, S, 

0403130316 

0403010144 

GA997 
90-3 92 

E 

BOYER, V. B. 

0403020109# 

90-3 3 2 

0 

BOYER, V 9 

0403270017 

50-3 52 

0 

BOYER, U, J, 

0403270040# 

90-392 

T 

BRADFORD, W H. 

0403160204# 

90-34 0 

0 

BRADFORD, W H 

0403290103# 

90-340 

0 

DRADHAM, 0, 8 

0403130397 

90-3 9 9 

F 

BRAW.EY, E J 

0403020257 

90-392 

A 

BRADLEY, E. J 

0403150006 

50-3 9 2 

C 

BRADLEY, E, J. 

0403190140* 

50-277 

P 

BRADLEY, E J. 

0403210049 

50-277 

P 

BRADLEY, E J 

0403260094 

30-277 

J 

BRADLEY, E U. 

0403260333 

50-352 

0 

BRADLEY, F J 
BRADLEY, R, D 
BRADY, J, A, 

0403130236 

040330009? 

0403090191 

PR 

PT21 

30-320 

F 

BRADY, J A 

0403000178 

50-320 

F 

BRADY, J A, 

0403140000 

30-2B9 

F 

BRADY, J. A. 

0403270073 

50-320 

F 

BRAMLETT, L. S 

0403020001 

30-368 

R 

BRAHLETT, L 0, 

0403300164 

50-368 

R 

BRANCH. M. W. 

0403290294# 

50-338 

a 

BRANT, K. T. 

0403130295 

50-317 

s 

BRAUN, D J, 

0403000216* 

50-316 

p 

BREI8MEISTER, F, 

0403120010# 

30-273 

0 

BRENNER, L, 

0403060097 

30-352 

0 

BRENNER, L 

0403190040 

50-352 

0 

BRENNER, L. 

5403190153 

50-352 

a 

BRENNER, L. 

B403200070 

50-352 

0 

BRENNER, L, 

8403270069 

50-352 

0 

BRENNER, L, 

84032S0331 

50-352 

0 

BRENNER. L. 

8403200350 

50-322 

0 

BRENNER, L. 

B4032B0394 

50-392 

0 

BRENNER, L 

8403290373 

50-322 

0 

BRENNER, L. 

8403290393 

50-392 

0 

BRENNER, L 

8403300009 

50-392 

T 

BREWER, R, 

B40 3020241# 

50-290 

0 

BREY.H L, 

8403010304 

50-267 

0 

BREY, H, L. 

8403130396 

50-267 

R 

BfiEY.H L 

8403220138 

50-267 

F 

BREZINSKI, M. S. 

04O3I4OI03# 

50-373 

F 

BRtCH, R. 

BRICKLEY, R H. 

BR ICKLEY, R. H 
BRIOHT. 0. 0. 

8403130236 

8403130425* 

8403130460# 

8403190029 

PR 

04999 

0499? 

50-400 

e 

BRIOHT, 0. 0, 

8403210091 

50-400 

0 

BR IOHT, 0. O. 

8403260003 

50-142 

a 


PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

BRIOHT, 0 0 

8403300262 

50-440 

0 

BR INKHAN, 8 

04032001 1 3 

50-336 

8 

BRITT, L F 

0403010220 

50-322 

G 

BROCK, B L 

8403270221# 

70-1257 


BRODEUR, R I 

8403060187 

0A999 


BRODEUR, R 1 

84032700B7 

0A999 


BRONS, J C 

0403120152 

50-286 

3 

BRONS, J C 

0403130256 

90-206 

R 

BRONS, J C 

0403190047 

50-206 

3 

BRONS, J C. 

3403190030 

50-206 

B 

BRONS. J C 

04031 90265# 

50-206 

a 

BRONS, J C 

B40321004 9 

50-206 

s 

BRONS, J C 

8403210113 

50-286 

R 

BRONS, J C. 

0403260091 

50-286 

s 

BRONS. J. C. 

0403260297 

50-286 

8 

DR DNS, J C. 

8403300159 

50-206 

fi 

BRONS, 0. C r 

8403300175 

50-206 

0 

ORONSKI, D 

8403120038 

50-206 

H 

BRONZAN, fl 

8403S70392 

50-275 

0 

BROWN, C H. 

8403120145* 

50-263 

a 

BROUN, E. J. 

0303170014 

50-319 

8 

BROWN, E J 

8303170017# 

50-319 

5 

BROWN, H H. 

0403060338 

50-322 

8 

BROWN, H H 

8403060338 

50-322 

B 

BROWN. J M 

8403020095# 

FOIA 


BROWN, J M 

B403020101# 

FOIA 


BROWN, J. M 

8403020113* 

FOIA 


BROWN, J M 

0403020116# 

FOIA 


brown, J. m 

0403020137# 

FOIA 


BROWN, J M, 

B403020142* 

FOIA 


BROWN, J M 

8403020172# 

FOIA 


BROWN, U, M 

0403020176# 

FOIA 


BROWN, J M, 

B403020177# 

FOIA 


BROWN, J M 

8403020107# 

FOIA 


BROWN, J M 

0403020191# 

FOIA 


BROWN, J. M 

0403020199# 

FOIA 


BROWN. J M. 

8403020200# 

FOIA 


BROWN, J M 

0403020201# 

FOIA 


BROWN, J. M 

B40302020B# 

FOIA 


BROWN, J M 

8403020210* 

FOIA 


BRDWN, J. M, 

0403020227# 

FOIA 


BROWN, J. H 

0403020291* 

FOIA 


BROWN, R T 

8403080180* 

FOIA 


BROWN, R.W 

0403210004 

PR 


BROWN, W. 

0403050228 

70-920 


DROWN, W 

B40305O367 

70-29B8 


BROWN, W. B. 

8403080199 

70-27 


BROWN, W. B 

B4030B0205 

70-27 


BROWN, W. B, 

0403030220 

70-143 


BROWN, W B 

8403090361 

70-27 


DROWN, W B 

B4O309O363 

70-2955 


BRQWNINQ, R E. 

0403020109 

WASTE MOT 

BROWNING, R. E, 

8403190422 

WASTE MOT 

BROWN INO, R. E. 

8403220218 

27-3? 


BROWNLEE, V L 

0403080384# 

50-424 

a 

BROWNLEE, V L. 

0403290108* 

30-269 

a 

BRUNNER, E. J 

8403050241# 

50-271 

8 

BRUNNER, J E 

3403060093 

50-32? 

a 

BRUNNER, J. E 

040312003? 

50-32? 

0 

BRUNNER, J E 

0403190166 

50-32? 

Q 

BRURO, R L 

04O3O6O2B3 

50-263 

F 

BRU9UEN, A D 

8403290119 

50-263 

I 

BRYANT, J. 

B4O307O369# 

50-26? 

8 

BRYANT, J 

B40329010B* 

50-26? 

a 

BUCKLES, R. 

84 030900 19 

FOIA 


BUCKLEY, 8 C. 

B4 03020084 

50-400 

M 

BUCKLEY, B. C. 

8403020096 

50-400 

M 

BUCKLEY, B C. 

8403200070 

50-400 

A 

BUHL, T, 

84030501 09 

Statf Prog 

BURS, R, S. 

8403130180 

50-500 

D 

BURDOIN, J. 

8403270139* 

50-928 

a 

BURMIN, J F. 

8403060223* 

50-323 

Q 

BURDOIN- U. F. 

0403060406* 

90-312 

0 

burger, f. j. 

0403190006 

50-271 

R 

BUR6EBS, vf L. 

0403020132* 

FDIA 


BURGEES, J L 

B403020S19# 

FOIA 


BURDIN, R. E 

0102240066# 

FOIA 


BURDIN, R E. 

8403080100* 

FOIA 


BURG IN, R E. 

8403080202* 

FOIA 


BURKE, D J. 

B403070233# 

90-200 

a 

BURKE, w c 

8005130793* 

50-3B7 

E 

BURN, R. ft. 

8403170437 

NUREG 


BURNETT, P. T 

8408140193# 

90-261 

a 

DURNETT, P T. 

8403160105* 

90-416 

a 

BURNETT. R. F 

8403010029# 

acrb 



5 



ACCESSION 

SUBJECT 


AUTHOR 

HUMBER 

CATEtJDR 


BURNETT.fi F 

8403010033* 

ACR9 


BURNETT. R F 

B40301 0037# 

ACRB 


BURNETT, n F 

8403010042* 

ACRS 


DURNETT, R F 

8403050363 

70-143 


DURNETT.fi. F 

8403030420* 

50 -275 


BURNS, E M 

8403120029* 

90-275 


BURNS , a 

B4 03000422* 

50-275 


BUR8TE1N.C H 

8403080130 

50 - 302 


BURWELL, 8 r, 

0403300249 

50-449 


DUBH. K J 

840305031 5 

WA8TE MG 


BUBH, K J 

8403050310* 

WASTE MO 


DUBH, K J 

0403050319# 

WASTE MO 


DUBH, K J 

8403050322# 

WASTE MG 


BUSH, K J 

8403090323# 

WABTE MO 


BUSLIK, A J 

0403010041# 

FDIA 


BUTCHER, R C 

8403070136# 

50-395 


BUTCHER. R C 

8403070263 

50 -348 


BUTCHER, R C. 

8403160282# 

50-299 


BUTLER. B D 

B403070163# 

50-327 


BUTLER, 8 B 

8403160223# 

50-327 


BYRD, R. 

8403130192 

50-416 


BYRD, R 

8403130274 

50-416 


BYRD, R 

3403170033 

50-416 


BYRD. R 

8403200017 

50-416 


BYRD, R 

8403260244 

50-416 


BYRD, R 

8403300027 

90-416 


BYRD, R 

8403300037 

50-416 


BYRD. R 

8403300113 

90-416 


BYRD, R 

8403300117 

50-416 


BYRD, ft W 

8403070091 

50-416 


BYRD, R W 

B4 03200064 

50-416 


DYRON, p m. 

84032201 14* 

50-341 


CAHILL. W J. 

0403130393 

50-490 


CAHILL, W J 

S40313044B* 

50-43B 


CAHILL, W J 

8403270076* 

50-450 


CAHILL, W J. 

B4 03280032 

50 - 45B 


CAHN, A L 

0401 130363 

TOPREP 


CALDWELL. R A 

0403260167* 

50-267 


CALDWELL, R A 

040326021 4# 

50-4 45 


CALDWELL. R A 

8403260240* 

90-290 


CALLENDJNE. 0 W 

BIO 1300020# 

FOIA 


callendjne, g w 

8101 30002 5* 

FDIA 


CAL SOYAS, C S 

04030101 1 9 

50-312 

, 

CAL SOYA 3. C E 

8403000408 

50-206 

■ 

CAMPBELL, E J 

8403060249 

50-29 5 


CAMPBELL. R D 

B403200152# 

50 - 4 2 3 


CAMPBELL, R K 

B403270193 

50-307 


CAMPBELL, R M 

8403150034* 

50-3SB 

■ 

CANTER, H 

0403060219 

50-361 


CANTER, H L 

8403060029# 

50-206 

• 

CANTER, H L 

8403060142# 

50-27 5 

i 

CANTER, H L 

8403060143# 

50-275 

, 

CANTER, H L 

0403060146# 

50-279 

i 

CANTER, H. L 

8403060149# 

50-279 

• 

CANTER, H L 

3403000279# 

50-312 

' 

CANTRELL.F 8 

04O3O7OOBB* 

50-395 

r 

CANTRELL. F S 

8403070136* 

90-395 

c 

CANTRELL.F 8 

8403160186# 

50-299 

• 

CANTRELL.F S 

B403J 60202* 

50-299 

r 

CANTRELL.F S 

8403160284* 

30-348 

■ 

CANTRELL.F 0 

B4 032901 03# 

50 -34B 

<■ 

CAPHTON, D. L. 

0403050245* 

FOIA 


CAREY, J J 

8403020086 

50-334 

„ 

CAREY, J J. 

8403060297 

50-334 

V 

CAREY, J J 

8403070243 

50-334 

R 

CAREY. U, J. 

0403070269 

50-334 

R 

carev.u J 

0403070344* 

90-334 

li 

CAREY, U. J 

0403120172# 

50-334 

0 

CAREY. J J 

0403190276 

50-334 

R 

CAREY, J 1 J 

0403190319# 

50-334 

ft 

CAREY, J J 

8403260160 

50-334 

B 

CAREY, J J 

0403270219 

30-334 

F 

CAREY, J. U 

0403280017 

90-334 

F 

CAREY, J, vl 

0403300062 

50-412 

A 

CAREY, J. J, 

8403300181 

90-334 

fi 

CARLSON, D M 

8403010260# 

50-140 

G 

CARL BON, » M. 

0403010269# 

50-142 

G 

CARL30N. D, M. 

0403190014# 

90-140 

0 

CARL80N, R, A 

0403000149# 

paiA 


CARPENTER, J H 

8403190025 

90-400 

0 

CARPENTER, J H 

8403210091 

50-400 

9 

CARPENTER, T 0. 

8403190196# 

CONTRACT 


CARR, A, V. 

8403130071 

90-413 

0 

CARR, A V. 

8403130077* 

90-413 

Q 

CARR, A, V. 

0403200007 

50-413 

0 


PERSONAL AUTHOR INDEX 


520 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

author 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CARR; A V 

B4O32QOO07 

30-413 

0 

CHILK, 8 J 

8403230164* 

10CFR 


CLAYTON. F L 

8403130495 

50-348 

P 

CARROW, H 

04032001 17 

30-4 DO 

0 

CHILK, 8 J 

8403260001 

50-293 

0 

CLAYTON, F L 

8403140210 

50-348 

F 

CARRO Hi H 

B4032QOJ39 

30-400 

0 

CHILK, 3 J 

8403280343 

50-209 

0 

CLAYTON, F L 

8403150055 

90-34B 

Q 

C ARROW, H 

8403200135 

30-400 

0 

CHILK, 3 J 

8403280340 

50-329 

0 

CLAYTON, F L 

8403150084 

50-348 

s 

CARTER. fl R 

0403070045 

50-403 

M 

CHILK, 8 J 

□ 4 032903 91 

50-273 

a 

CLAYTON, F L 

8403160265# 

50-340 

a 

CARTER. R. E 

8403010255# 

30-142 

0 

CHILK, B J 

0403300002 

50-293 

0 

CLAYTON, F L 

6403230134 

50-340 

p 

CARTER. & 

0403200171 

30-260 

3 

CHILK, 3 J 

8403300019 

50-444 

0 

CLAYTON, F L 

B403260017 

50-340 

8 

CARTER. S D 

8403020325 

30-239 

s 

CHIN, R Y 

8403270203 

50-295 

B 

CLAYTON, F L 

8403260227 

50-34 B 

P 

CARUSO. R. 

840306053 A# 

50-322 

a 

CHI PHAN, 8 L 

B403090219 

50-537 

A 

CLAYTON, F L 

8403280037 

50-348 

P 

CASE, E 0, 

03GBO9QO7O# 

FOIA 


CHIRANAL.H 

8211120256 

50-311 

B 

CLAYTON, F L 

B4O329OO04* 

50-348 

0 

CA&SEUD u 

8403160019 

50-434 

© 

chiramal.m 

821 1220029 

50-882 

3 

CLAYTON, F. L 

8403290319 

50-340 

a 

CASSEL.D W 

0403160019 

30-434 


CHIRAMAL, M 

8302020109 

50-255 

8 

CLAYTON, F L 

8403300077 

50-340 

p 

CASSIDY, 0. P 

0403070020 

50-443 

o 

CHIRAMAL.M 

8303190492 

TOPREP 


CLAYTON, F L 

0403300134 

50-364 

« 

CASTICLIONE, L 

0403270066 

50-135 

8 

CHIRAMAL.M 

8305190497# 

TOPREP 


CLAYTON, F. L. 

8403300172 

50 -348 

R 

CASTRONDVO. F 

0 4030901 B4 

FRH 


CHIRAMAL, M 

8303200133 

50-219 

B 

CLAYTON. H B, 

0403010105 

TOPflEP 


CATON-B J 

840320033) 

HASTE MOT 

CHIRAMAL, h 

8303270031 

50-338 

8 

CLAYTON, H, 8 

8403220215 

TOPREP 


CATTCN, I 

0403160039 

ACRS 


CHIRAMAL.M 

0310060076 

MI8C 


CLEMENSON, F 

8303100476# 

50-397 

A 

CATTCN, J 

G403160076 

ACRS 


CHIRAMAL.M 

8310060077# 

MI SC 


CLEMENTS. B. ft 

0403000332# 

50-4 49 

a 

CATION, t 

8403280241 

ACRS 


CHIRAMAL, M 

8401250496# 

50-267 

P 

CLEMENTS, B R, 

8403130160 

50-449 

1 1 

cation, r 

B 40 3280241 

ACRS 


chiramal.m. 

8401250310# 

50-267 

P 

CLEMENTS, H R 

B403140147 

PR 


CATTON. 1 

0403300246 

ACR3 


CHOULES, N C 

8403060176# 

50-266 

a 

CLEMENTS, B, H 

8403230059 

50-4 4 9 

K 

CAVADAS, K. J 

0403120140 

30-233 

R 

CHQULES.N C 

B40308018B# 

50-461 

0 

CLEMENTS, W L, 

B403200195# 

50-289 

0 

CAYOT.R F 

84032301-4 £# 

30-273 

R 

CKRISSQTJMOB.N 

84030 B 0233 

50-263 

s 

CLEMONS, P 

8403010366# 

70-1 100 


CEARLE Y, J E 

8403190317 

PR 


CHRISB0TIM03, N 

B403120I 37# 

50-237 

0 

CLEWETT, J 

8403060303# 

50-275 

0 

CEJA, 8 ft 

8403220322 

XPORTLIC 


CHRISSQTIM08, N 

8403130233 

50-254 

s 

CLEHETT, J 

8403060303# 

50-275 

0 

CEJA, a N 

8403220324# 

XFORTLIC 


CHRISTENSEN. D 

8409230131 

hAJREO 


CLEWETT, J 

B403150010 

50-275 

0 

CELESTE, fl F 

8402130360# 

30-330 

U 

CHRISTMAN. J N 

8403010193 

90-322 

« 

CLEWETT, J, 

84031 50010 

50-275 

Q 

CELIA, N. S 

8403 070304 

30-249 

P 

CHRI8TMAN.J N 

8403010195 

50-322 

0 

CLEWETT, J, 

8403260364 

50-275 

0 

CERME, A C. 

8403020308# 

50-443 

0 

CHRISTMAN. J N 

8403060263 

90-322 

0 

CLINE, W 

0403160146* 

50-340 

a 

CESARE, J O 

8403020047 

50-416 

R 

CHRISTMAN, J. N 

8403130090# 

50-322 

0 

CLINE, W. E 

840316011 1* 

50-36? 

a 

CEBARE, 0. 0 

8403220147 

50-416 

R 

CHRISTMAN. J N 

8403130090# 

50-322 

0 

CLINE, W, E 

B40316014 1* 

50-269 

0 

CHAFFEE, A. E 

B 4 03060029# 

50-206 

a 

CHRISTMAN, J N 

8403130119* 

50-322 

0 

COBB, L I, 

8003240207# 

50 -900 

A 

chaille, c e 

8403220024# 

50-206 

F 

CHRISTMAN, J N 

0403130119# 

50-322 

0 

COFFMAN, F 

0305230119# 

50-206 

p 

chamberlain, d 

0403120072# 

50-430 

0 

CHRISTMAN, J. N 

8403200031 

50-322 

0 

COHEN, I. 

8403210016# 

50-317 

0 

chandler, J c 

84030701 27 

TOPREP 


CHRISTMAN, J N 

8403200031 

50-322 

0 

COLBURN, T 0. 

8403060575 

50-266 

p 

CHANDLER, j c 

8403080205 

30-316 

p 

CHRISTMAN, J N 

0403200037# 

50-322 

0 

COLBURN, T. 0 

8403220254 

50- 266 

p 

CHANDLER, J C 

B4030S0223* 

30-316 

p 

CHRISTMAN, J N 

8403200037* 

50-322 

0 

cole, fl, F 

8403060097 

50-352 

0 

CHANDLER, J. C 

B403IS0097 

30-316 

p 

CHRISTMAN, J N 

0403300236 

50-322 

0 

COLEMAN, J H. 

8403090332# 

TOPREP 


CHANDLER, J C 

0403200100 

30-316 

p 

CHRISTMAN, J N 

8403300236 

50-322 

0 

COLEY, J L 

B403160279# 

50-390 

0 

CHANDLER, J c 

8403260219 

TOP REF 


CHRIB7NQT, E 

8403080125* 

50-373 

a 

COLLINS, J T 

8402210338 

50-285 

a 

CHANDLER, L J 

0403190100 

30-273 

0 

CHR 1STN0T, E 

8403190076# 

50-373 

a 

COLLI N8,J T. 

8403050137 

50-302 

F 

CHANDLER, L J 

0403210033 

50-275 

0 

CHURCHILL, D W 

6403010009 

30-289 

0 

COLLINS, J, T. 

0403030130 

50-285 

F 

CHANDLER, L J. 

8403310114 

50-273 

<3 

CHURCHILL, D. W. 

0403010009 

50-289 

0 

COLLINS, J T 

B403050141 

50-298 

F 

CHANDLER, L J 

8403270290 

30-273 

0 

CHURCHILL, B W 

S4O301OI87 

50-382 

0 

COLLINS, J, T, 

8403050142 

50-313 

F 

CHANDDLA, V 

8403000009* 

50-29 

p 

CHURCHILL, B W 

0403010187 

30-382 

0 

COLLINS, J, T 

8403050145 

50 - 4 5 8 

F 

CHANEY, H D 

8403130148* 

50-267 

o 

CHURCHILL, 8 U 

8403060084 

50-289 

0 

COLLINS, J, T. 

8403050146 

50-445 

F 

CHANEY, H D 

84032600B7* 

50-382 

<3 

CHURCHILL, 0 U 

0403060004 

50-2B9 

0 

COLLINS, J T 

040305014? 

50-490 

F 

CHAPMAN, « 

8403020103 

50-239 

R 

CHURCHILL, B H, 

8403130443 

50-289 

0 

COLLINS, J. T 

8403050152 

50-4 82 

F 

CHAPMAN, M 

8403300139# 

50-239 

R 

CHURCHILL, B W 

8403130443 

50-269 

0 

COLLINB, J T, 

84032601 B7 

40-0681 


CHAPMAN. N 0 

8403090020 

FOIA 


CILIMffERO, R L 

840319020B# 

50-254 

0 

COLLINS, M. L. 

0402130395# 

50-398 

U 

CHARLTON, T R 

0403280332 

50-33B 

S 

CILIMBERG, R L 

8403190394# 

50-440 

a 

COLLINS, 8. J. 

8403010006 

90-410 

9 

CHARNLEY, J E 

0403070318# 

30-325 

a 

CINTULA, T C 

0210120303 

50-339 

s 

COLLINS, 8 J 

8403070316# 

50-333 

0 

CHARNLEY. J. S 

0403130107 

TOPREP 


cintula, t, c 

8212010501 

50-361 

8 

COLLINB, S, J 

8403130021# 

90-220 

a 

CHARNOFF, 0, 

0403070191 

50-445 

0 

CIPDLLA. A J 

8403230097 

40-3392 


COLLINS, 0 J 

8403150101# 

90-410 

0 

CHARNOFF, 0, 

0403070191 

50-445 

0 

CLARDY, L 8. 

0403120133# 

50-331 

0 

COLLINS, 8 J. 

8403190425 

50-244 

V 

CHARNOFF. 0. 

B4032903B3 

40-2061 


CLARK, 8. L 

0403010338 

30-277 

B 

COLOMBO, R. 

6403200045 

50-312 

R 

CHAUDHARY, 8 K 

8403070319# 

50-352 

a 

CLARK, B L 

8403 1200 I 9 

50-270 

B 

COLOMBO, R W 

8403060452 

90-312 

B 

CHENEY, C A 

0403090209# 

S0-34B 

p 

CLARK. B, L 

84031 20065 

50-277 

0 

COLOMBO, R W. 

6403060467 

50-312 

s 

CHEWS, T M 

B40316009B 

50-206 

p 

CLARK, B* L. 

0403120175 

50-278 

0 

COLOMBO, R M 

0403200001 

50-312 

p 

CHIKALLA, T, D 

0403300248 

HASTE MOT 

CLARK, B. L 

84031301 58 

50-270 

8 

COLTON, E. 

B4030104S9 

XPORTLIC 

CHILES, L 

S4032B0156* 

90-250 

H 

CLARK, B. L 

8403200019 

50-277 

8 

CON, V. 

8403120252# 

go-335 

0 

CHILK, & J 

04022203 37 

90-10 

« 

CLARK, D, 

8403120107 

50-263 

9 

CCNOEL, F J 

B2050700B8# 

90-460 

F 

CHILK, S, J 

8403010238 

90-10 

0 

CLARK, D, 

8403200106 

50-263 

S 

CONOEL.F J, 

0304070113# 

50-397 

A 

CHILK, 9, J 

8403020068 

FOIA 


CLARK, D, 0. 

8403160027 

50-263 

0 

CONLDN, T. E. 

0403160092# 

90-413 

a 

CHILK, S. J 

8403030066 

90-338 

0 

CLARK, J. R 

8403010226 

50-239 

8 

CONLON, T E, 

0403160212# 

90-424 

a 

CHILK, 8 J 

8403030246 

lOCFfi 


CLARK, L 

8402130347 

50-20 

F 

CONLON, T, E, 

8403290196* 

50-416 

a 

CHILK, S J 

8403030238 

10CFR 


CLARK -L. 

8403190437 

NUREO 


CONLON, T, E, 

0403290199* 

80-400 

a 

CHILK, B. J 

8*030701 1 6 

50-483 

c 

CLARK, P R. 

8403090264 

50-320 

F 

CONNER, E 

0403070287# 

90-209 

9 

CHILK, S J, 

8*03070370 

30-320 

Q 

CLARK. R A 

83071 004 I 4# 

30-344 

P 

CONNER, E, L 

8403070319* 

90-392 

a 

CHILK, S. J 

8403060106 

Hi SC 


CLARK, R. J. 

0403090051 

50-296 

8 

COWER. E L. 

8403130280# 

90-219 

a 

CHILK, S J 

B4030 90060 

50-919 

0 

CLAWSON, C A. 

0403070150* 

50-322 

T 

CONNER, T B. 

8403150020 

90-354 

» 

CHILK, a J. 

8403090062 

30-443 

Q 

CLAWSON, C A 

0403070154# 

30-322 

T 

CONNER, T. H 

0403 150020 

50-394 

9 

CHILK, 5 J. 

B403090069 

50-10 

0 

CLAWSON, C A. 

8403070204# 

50-322 

T 

COWER, T, B. 

8403150022# 

90-354 

$ 

CHILK, a J. 

8403090074 

30-10 

a 

CLAW80N, C, A. 

B40326037V# 

50-322 

T 

CONNER, T, B, 

8403150022* 

90-394 

9 

CHILK, a J. 

8403090113 

50-10 

a 

CLAY, E. L 

8403160340# 

70-1113 


CONNER, T. B. 

8403200018 

50-416 

4 

CHILK, 8 J. 

8403120028 

10CFR 


CLAYTON. F, L. 

0403010417 

50-364 

8 

CONNER, T. B. 

8403200018 

50-416 

0 

CHILK, a. J. 

8403120034 

50-416 

a 

CLAYTON, F L 

0403060123 

30-340 

a 

COWER, T. B 

8403200102 

50-3 94 

e 

CHILK, a J 

8403140028 

50-334 

« 

CLAYTON, F L 

04O3OBOO77 

50-340 

F 

CONNER, T. B. 

8403210092 

50-3 52 

« 

CHILK, 8 J 

8403140102 

30-400 

0 

CLAYTON, F L. 

8403080081 

30-348 

P 

CONNER, T. B, 

8403210092 

50-332 

s 

CHILK, B J 

8403160003 

50-320 

« 

CLAYTON, F L 

8403080146 

30—348 

P 

CONNER, T, B. 

8403210178 

50-398 

0 

CHILK, B. J. 

8403160014 

50-273 

e 

CLAYTON, F, L 

0403000156 

50-348 

P 

COWER, T. B. 

8403210178 

90-338 

a 

CHILK, S J. 

8403190144 

90-4B3 

0 

CLAYTON, F. L 

B403030272 

30-34B 

P 

CONNER, T B 

8403260349 

50-392 

a 

CHILK, S. J. 

8403210180 

50-382 

0 

CLAYTON, F, L. 

0403090243 

50-348 

8 

CONNER, T B 

8403260349 

90-392 

a 

CHILK, S. J. 

8403230003 

50-332 

0 

CLAYTON, F. L, 

0403090255 

30-348 

P 

CONNER, T, B, 

8403300270 

90-394 

a 

CHILK, a J 

8403230162 

lOCFH 


CLAYTON, F. L 

0403130031 

50-348 

P 

CONNER, T. B 

8403300270 

90-394 

a 


PERSONAL AUTHOR INDEX 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CONRAN. H 

8309220297* 

FOI A 


CONSTABLE, 0 L 

0403130140# 

30-302 

a 

CONTE. R. 

CONWAY, J, T 
CONWAY, J T 

0403070287# 

8403190340# 

0403270241# 

50-209 

QA999 

0A999 

a 

COOK, J 

0403130330 

50-333 

R 

COOK, J, W 

0403060104 

50-329 

8 

COOK, J W. 

B403060269 

50-329 

S 

COOK, J W 

0403060272 

50-329 

B 

COOK, J W, 

0403070000 

50-329 

R 

COOK, J. W 

0403000171 

50-329 

8 

COOK, J W, 

8403000222 

50-329 

S 

COOK. J W 

B403140021 

50-329 

A 

COOK, J, W 

0403140032 

50-329 

A 

COOK, J w 

0403220016 

50-329 

0 

COOK, J. W 

B403220067 

50-329 

8 

COOK, J H. 

0403220100 

50-329 

8 

COOK, K. W 

0403020205 

50-302 

A 

COOK, K. W 

0403020333 

50-302 

A 

COOK. K. W. 

COOK, K W, 

840305006 5 

S403060190 

50-302 

70-2946 

E 

COOK, K. W 

0403060293 

50-302 

E 

COOK, K W. 

0403060306 

50-3B2 

E 

COOK, K W, 

B403060337 

50-302 

E 

COOK, K. W. 

8403120168 

50-302 

A 

COOK, K. W 

0403120169 

50-302 

A 

COOK, K W. 

8403120186 

50-382 

E 

COOK, K. W 

8403130103 

50-302 

a 

COOK, K. W 

0403130170 

50-302 

A 

COOK, K W. 

0403130331 

50-3B2 

a 

COOK, K. W 

0403130446 

50-382 

A 

COOK, K W, 

0403140191 

50-302 

F 

COOK, K, W 

04031 5004 6 

50-382 

A 

COOK, K. W 

8403150075 

50-382 

F 

COOK, K W. 

8403160020 

50-302 

A 

CODK, K, W. 

8403200161 

50-382 

F 

COOK, K W 

8403300168 

50-382 

A 

COOK, K. W 

8403200209 

50-302 

A 

COOK, K W. 

8403210030 

50-302 

A 

COOK, K W 

B4032701 54 

50-302 

A 

COOK, K, W. 

8403300048 

50-382 

F 

COOK, ft, J 

8403230046* 

50-329 

R 

COOK, T L, 

0403070395# 

50-315 

P 

COOK, T. L, 

0403260333 

50-416 

P 

COOKE, B. A 

0403220277 

WASTE MOT 

CODNER, T B, 

8403200102 

50-354 

0 

COONEY, M, J 

0403090203 

50-277 

F 

COPELAND, ft. A 

8403000210# 

50-316 

P 

COPELAND, R. A 

8403130104* 

50-316 

P 

COPELAND, ft, A 

0403200101* 

50-316 

P 

COPELAND, V 

8403060192# 

50-155 

0 

COPELAND, V 

8403060192# 

50-155 

0 

COPLAN, 8, M 

8403020344 

WASTE NOT 

CORDARO, N C 

8403070130# 

50-322 

T 

CORDARO, M, C. 

0403070134# 

50-322 

T 

CORDARO, M. C 

B4030701 58# 

50-322 

T 

CORDARO, M C. 

B403070160* 

50-322 

T 

CORDARO, N, C 

0403070165* 

50-322 

T 

CORDARO, M. C. 

0403070171* 

50-322 

T 

CORDARO, H C 

84030701 78# 

50-322 

T 

CORDARO, M, C. 

B4O3O7O103# 

50-322 

T 

CORDARO, M C 

8403070190# 

50-322 

T 

CORDARD, M. C. 

8403070195# 

50-322 

T 

CORDARO, H. C 

0403070190# 

50-322 

T 

CORDARO, H. C. 

0403070201# 

50-322 

T 

CORDARO, M C, 

8403070204# 

50-322 

T 

CORDARO, M. C. 

8403070207* 

50-322 

T 

CORDARO, M. C. 

B403070211# 

50-322 

T 

CORDARO, N C 

8403070214* 

50-322 

T 

CORDARO, M C. 

0403070217# 

50-322 

T 

CORDARO, M, C 

0403070220* 

50-322 

T 

CORDARO, N. C, 

8403070222# 

50-322 

T 

CORDARO, M C. 

8403070227* 

50-322 

T 

CORDARO, M, C 

0403070231# 

50-322 

T 

CORDARO, M C. 

8403230016 

50-322 

T 

CORDARO, M. C. 

B4 032 30020 

50-322 

T 

CORDARO, M. C, 

0403230032 

50-322 

T 

CORDARO, M C. 

0403230030 

50-322 

T 

CORDARO, M. C. 

B40323004B 

50-322 

T 

CORDARO, H C 

8403230066 

50-322 

T 

CORDARO, M. C. 

0403230073 

50-322 

T 

CORDARO, M. C 

B403260379# 

50-322 

T 

CORNIER, W, H. 

8403140089 

50-142 

0 

CORMIER, W, H. 
CORRADINI. M 

8403260380 
040328031 4 

50-142 

ACRS 

0 


ACCESSION SUBJECT 
AUTHOR NUMBER CATEGORY 


CDHHADINI.M B4O32B0314 ACRB 

CORRADINI, M 0103200326 ACRS 

CORRADINI » H 0403200326 ACRS 

CORRADINI , M 040320034 5 ACRS 

CQRRIN, ft J 0403270148 0A999 

COSGROVE, P F 0403060322* 50-322 T 

COGSAR.A 0, 0403220119 50-309 H 

CO0TANTINO, C J 0403010217* 50-329 A 

COBTANTINO. C J 0403010231* 50-329 A 

COSTELLO I F 0403000109* FOtA 


CDBTELLO, F 
COSTELLO, F 
CDBTELLO, F 
COSTELLO, J R 
COSTELLO, J. ft 

COTTER, B. P 

04030001 33# 
0403000162* 
0403000166# 
0402150226* 
8403130291* 

0403210163 

FOI A 
FOTA 

FOI A 

QA999 

0A999 

50-354 

G 

COTTER, B P 

0403270027 

50-332 

0 

COTTER, B P 

B403300025 

50-458 

0 

COTTRELL. M. B 
COUNSIL. W 0 

8403010102# 

0403010233 

FOI A 
50-336 

P 

COUN0IL. w e 

B403010235 

50-336 

P 

COUNSIL, W 0 

0403010340 

50-213 

P 

COUNSIL, W 0 

8403010391 

50-213 

P 

COUNSIL, W. 0 

8403050001 

50-423 

D 

COUNSIL, W 0 

0403050001 

50-4 23 

D 

COUNSIL, W 0 

8403050103 

50-213 

P 

COUNSIL, W 0, 

0403030105 

50-213 

P 

COUNSIL, W. 0 

8403050105 

50-213 

P 

COUNSIL, w. e 

8403060325 

50-213 

P 

COUNSIL, W 0 

8403070273 

50-423 

C 

COUNSIL, W 0 

B403O70273 

50-423 

c 

COUNSIL, w c 

8403070299 

50-423 

A 

COUNSIL, w e 

8403070299 

50-423 

A 

COUNSIL, W 0 

8403070336# 

50-423 

a 

COUNSIL, W O 

0403070336# 

50-423 

a 

COUNBIL. W. G 

8403090137 

50-213 

0 

COUNSIL, M 0 

8403090257 

50-336 

p 

COUNSIL, W G 

8403090257 

50-336 

p 

COUNSIL, W. G 

8403090272 

50-336 

p 

COUNSIL, W 0 

8403090272 

50-336 

p 

COUNSIL, W G 

8403090272 

50-336 

p 

COUNSIL, W G 

8403120135 

50-24 5 

R 

COUNSIL, W. G 

B403120135 

50-245 

R 

COUNSIL, W G 

B4031 30027 

50-213 

P 

COUNSrL.W G 

8403130027 

50-213 

P 

COUNBIL, W G, 

0403130027 

50-213 

P 

COUNSIL, W. G 

8403130213 

50-423 

S 

COUNSIL, W 0 

0403130283 

30-213 

R 

COUNBIL, W. 0 

B4031 30360 

50-423 

C 

COUNSIL, W G 

0403130360 

50-423 

c 

COUNSIL, W G 

8403140014 

30-213 

p 

COUNSIL, W O 

0403140101 

50-423 

K 

COUNSIL. W. G 

840314010} 

50-423 

K 

COUNBIL, W. G 

B403160292 

50-423 

E 

COUNSIL, W. G 

0403160292 

50-423 

E 

COUNBIL, w a. 

0403190048 

50-245 

P 

COUNSIL, W. G 

8403190048 

30-243 

P 

COUNSIL, M 0 

0403190155# 

50-213 

a 

COUNSIL, W, 0 
COUNSIL, w e 

COUNSIL, W. 0 
COUNSIL, W 0 

8403190200 

8403190280 

B403 190280 
B403200149 

PR 

PR 

PR 

50-423 

A 

COUNSIL, U. 0 

8403200149 

50-423 

A 

COUNSIL, W. 0. 

840321001 1 

30-423 

a 

COUNBIL, W 0. 

840321001 1 

50-423 

a 

COUNBIL, W 0, 

8403210161 

50-423 

8 

COUNSIL, W 0, 

8403220148 

30-423 

F 

COUNSIL, W 0. 

8403220148 

50-423 

F 

COUNSIL, W 0 

8403230022 

50-213 

R 

COUNSIL, W, G 

8403230022 

50-213 

R 

COUNSIL, W. O 

8403230022 

90-213 

R 

COUNSIL, W. G. 

8403230029 

50-249 

F 

COUNSIL, W 0, 

8403230029 

50-243 

F 

COUNSIL, W, 0, 

8403230033 

30-4 23 

a 

COUNSIL, W. 0. 

8403230033 

50-423 

a 

COUNSIL, W. 9 

8403230136 

50-213 

a 

counsil, u. e. 

8403260143 

30-213 

F 

COUNSIL, W, 0. 

8403260143 

50-213 

F 

COUNBIL, W, G. 

8403260143 

30-213 

F 

COUNBIL, W. O 

8403260145 

50-336 

P 

COUNBIL, W 0. 

8403260145 

30-336 

P 

COUNSIL, W 0, 

8403260146 

30-213 

F 

COUNSIL, W 0. 

8403260)46 

50-213 

F 

COUNSIL, W 0, 

0403260146 

30-213 

F 

COUNSIL. W. O 

8403260149 

50-423 

E 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CAtEOORY 

COUNSIL, U G 

3403260149 

50-423 

E 

COUNSIL, VL a 

8403260162 

50-213 

P 

C OUNfl J L , W G 

84032601 Bi 

50-423 

A 

COUNSIL, W G 

8403260181 

50-423 

A 

COUNSIL, W 0 

8403260195 

50-245 

F 

COUNBIL, W Q 

8403260193 

50-245 

F 

COUNSIL, U <3 

8403260200 

50-313 

P 

COUNSIL, W 0 

8403260252 

50-213 

P 

COUNSIL, W 0 

B40327000B 

50-213 

F 

COUNSIL, W 0 

840327 OOOB 

50-213 

F 

COUNSIL, W 0 

0403270000 

50-213 

F 

COUNSIL, M 0 

B40327006B 

50-213 

F 

COUNSIL, W G 

0403270001 

50-336 

P 

COUNSIL, W 0 

84032700B1 

SO -336 

P 

COUNBIL, M 0 

84 032901 12 

50-423 

A 

COUNSIL, W 0, 

0403290112 

50-423 

A 

COUNSIL, W 0 

0403290230 

50-336 

P 

COUNSIL, W 0 

5403290230 

50-336 

P 

COUNSIL, W 0. 

B40329027B 

50-213 

P 

COUNSIL, M a 

8403300092* 

50-245 

a 

C0UN3IL, M G 

0403300092# 

30-243 

a 

COUNSIL, M 0 

0403300144 

50-213 

a 

COUNSIL, M G 

0403300144 

90-213 

a 

COUNSIL, M G. 

B4033001 44 

50-213 

a 

COUNSIL, M 0 

0403300166# 

50-213 

a 

COUNTS. M 

0403130397 

50-399 

F 

COWAN, K D 

B403020097 

50-397 

F 

COWAN, K. D 

0403300056 

50-397 

R 

CQWGILL, C 

B4031 30280# 

90-219 

a 

COHO ILL,, C 

04031 50060* 

50-307 

a 

COWLEY, P J 

COX, J w. 

8403230200 

8403280102 

NUREG 

30-413 

F 

COYLE, L. 

8403260223 

50-237 

S 

COYLE, L 

8403260260 

50-237 

8 

CRAIG, J 

8403010363 

50-289 

a 

CRAIG, J 

0403150093 

50-247 

8 

CRAIG, J 

8403220075 

50-220 

8 

CRAMER, M L 

8403260347# 

WABTE MOT 

CRANE, P A. 

8403060178 

50-133 

J 

CRANE, P A. 

B403270063 

50-275 

B 

CRANE, P A 

B4Q32B0033 

50-275 

J 

CRANE, P A 

6403200051 

50-133 

I 

CRAWLEY, D E 

8403260277 

50-327 

F 

CREED, J R 

840301 034 B* 

50-454 

0 

CREED, J 0 

0403190239* 

50-331 

a 

CREED, J R. 

0403260023* 

50-346 

a 

CREWS, U L. 

8403050250* 

50-312 

p 

CREWS, J. L. 

8403190126# 

50-275 

0 

CREWS , J L 

6403190130* 

50-275 

G 

CRLENJAK, R V 

8403290197* 

50-346 

a 

CROCKER, H. W 

8403020342* 

90-247 

G 

CROCKER, H. W 

8403020357* 

50 -206 

a 

CROCKER, H, W 

B40321 0016* 

50-317 

a 

CROCKER, H W 

B403210054* 

50-320 

a 

CROCKER, H. W 

8403210105* 

50-334 

a 

CROSS, K. E 
GROSSMAN, W A 

B4032602Q6 

8403050134* 

NUREG 

50-45B 

a 

CROSBMAN, W. A 

8403050106* 

50-402 

G 

CROSBMAN, W. A 

84031 20072* 

50-450 

a 

CROSSMAN, W A 

8403130140# 

50-302 

G 

CROSS MAN, W A 

B40326006B* 

50-450 

0 

CROSSMAN, W A 

B4O326OO07* 

50-302 

a 

CROSSMAN, W. A 

B403260220# 

50-45B 

a 

CROSBMAN, W A 

0403260232* 

50-313 

a 

CROSBMAN, W A 

8403260250* 

50-302 

a 

CROUSE, ft P 

B4O3030 107 

50-346 

F i 

CROUSE, ft P 

8403130133 

50-346 

P 

CROUSE, ft P 

S403130429 

50 -346 

P i 

CROUSE, A P 

8403190005 

50-346 

P , 

CROUSE. R P 

8403190349# 

50-346 

B 

r 

CROUSE. R P 

8403200000 

50-346 

a , 

CROUSE, R P 

0403200046 

50-344 

p ■ 

CROUSE, R P, 

8403230009 

50-346 

F , 

CROUSE, R P, 

0403300149 

50-346 

P 

CROUSE, R P 

8403300156# 

50-346 

p ! 

CROUSE, R P 

8403300163 

50-346 

p ; 

CROUSE. R. P 

0403300170 

90-346 

j > 

CROW, W. T, 

8403010513* 

40-8027 


CROW, W T 

CROW, W T. 

0403060490 

0403140217* 

40-4B1 

40-8027 

i 

CROW, W T. 

B403 230246# 

70-1359 

i 

i 

CROW, W T 

CROWE, D. S 

8403260084* 
0403 30034 2 

70-1257 

NUREG 

i 

CROWLEY, B. R 

8403160198# 

50-321 

a , 

CROWLEY, B. R 

0403190204 

50-364 

s 1 


! 


522 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CROWLEY. B R. 

0403290219# 

50-321 

a 

CROY, P A 

640203033B 

50-206 

F 

CftOYi P A 

B403 1 50031 

50-206 

F 

CRUTCHFIELD, 0 

3403010331 

50-29 

a 

CRUTCHFIELD, D, 

0403010372# 

50-25S 

p 

CRUTCHFIELD. D 

0403010384 

50-213 

p 

CRUTCHFIELD, D 

3403050005 

50-135 

p 

CRUTCHFIELD. D 

3403050006# 

50-133 

P 

CRUTCHFIELD, D 

3403030009 

50-409 

p 

CRUTCHFIELD, D 

3403030121 

50-133 

P 

CRUTCHFIELD, D 

3403060321 

50-133 

p 

CRUTCHFIELD, D 

3403060327 

50-219 

p 

CRUTCHFIELD. D 

3403060434 

30-245 

P 

CRUTCHFIELD, D 

34030604 3 9# 

50-243 

p 

CRUTCHFIELD, D 

3403000094 

30-219 

p 

CRUTCHFIELD, D 

3403090210 

50-133 

p 

CRUTCHFIELD, D 

3403090297 

50-219 

P 

CRUTCHFIELD, D. 

3403130216 

50-206 

p 

CRUTCHFIELD, D 

3403130223 

50-244 

p 

CRUTCHFIELD, D. 

8403140133 

50-249 

p 

CRUTCHFIELD, D. 

3403140143# 

50-249 

p 

CRUTCHFIELD, D. 

3403130040 

50-207 

P 

CRUTCHFIELD, D. 

3403130092 

50-237 

F 

CRUTCHFIELD, D 

3403190074 

50-249 

0 

CRUTCHFIELD, D 

3403190173 

50-183 

P 

CRUTCHFIELD, D 

3403200177 

50-135 

P 

CRUTCHFIELD, D 

3403210070 

50-243 

P 

CRUTCHFIELD, D 

3403210079* 

50-243 

P 

CRUTCHFIELD, D. 

340321 0133 

50-244 

P 

CRUTCHFIELD, D. 

3403210143# 

50-244 

P 

CRUTCHFIELD, D 

0403220021 

50-183 

F 

CRUTCHFIELD, D 

8403220047 

50-237 

P 

CRUTCHFIELD, D 

0403230003 

50-243 

P 

CRUTCHFIELD, D 

0403230143 

50-193 

P 

CRUTCHFIELD, D 

B403270I06 

50-183 

P 

CRUTCHFIELD, D 

0403200005 

50-219 

a 

CRUTCHFIELD, D 

0403260011 

50-219 

p 

CRUTCHFIELD, D 

0403260066 

30-409 

p 

CULVER, M W. 

0403160036 

50-302 

R 

CUMMINGS, J, J 

B4 03280229# 

50-482 

0 

CUNNINGHAM, A L 

8403160202# 

50-390 

a 

CUNNINGHAM, A L, 

3403290239# 

50-289 

a 

CUNNINGHAM, 0 £ 

3403180072 

60-73 

R 

CUNNINGHAM, 0 E 

8403200242 

50-70 

R 

CUNNINGHAM, 0 H 

8403140141 

90-322 

0 

CUNNINGHAM, 0 H 

8403140102 

50-322 

0 

CUNNINGHAM, L J 
CUNNINGHAM, R E 
CUNNINGHAM, R E 
CUOMO, rt 

8208240003# 
B4 030001 46# 
B4 03300307 

B4 03020 123 

FOrA 

FOIA 

70-2980 

50-322 

0 

CURRAN, D 

8403020173 

50-443 

0 

CURRAN, D, 

B4030201 73 

50-443 

0 

CURRAN, D 

B4 03070232 

90-443 

0 

CURRAN, D 

8403070232 

90-443 

0 

CURRAN, D 

B4 03300263 

90-443 

G 

CURTIS, D, J, 

0403120010# 

50-278 

0 

CURTIS, D. J 

84 03 120023# 

90-275 

0 

CURTIS, N W 

B4G30J0294 

50-3B8 

E 

CURTIS, N W 

B40 3020329 

50-367 

P 

CURTIS, M, W 

64030801 09 

60-337 

P 

CURTIS, N H 

6403080116 

50-307 

P 

CURTIS, N W. 

8403O8O122# 

50-367 

P 

CURTIS, N. W. 

8403060170 

50-367 

a 

CURTIS. N W. 

0403060437 

50-367 

J 

CURTIS, N W. 

CURTIS. M W. 
CURTIS. N H. 

8403120127 

0403120127 
84031301 11 

TOP REP 

TOP REP 
50-3 B7 

p 

CURTIS, N W- 

8403130190 

50-366 

V 

CURTIS. N W. 

8403180070 

50-367 

p 

CURTIS, M. H. 

8403190232 

50-3 B 7 

F 

CURTIS, W W 

B40 31 90395 

50-387 

P 

CURTIS, N W 

0403200006 

50-3B6 

A 

CURTIS, N H 

B4C 3200071 

50—389 

E 

CURTIS, N H, 

840 3200093 

90-387 

P 

CURTIS, W H 

6403200103 

50-367 

F 

CURTIS, N W, 

6403210072 

50-337 

ft 

CURTIS, N U 

8403210031# 

90-387 

ft 

CURTIS, N, W 

8403210125 

50-336 

8 

CURTIS, N. U 

8403210145 

50—380 

S 

CURTIS. N W 

6403220040 

90-338 

A 

CURTIS, N H 

0403220069 

90-337 

0 

CURTIS. N M. 

8403220102 

90-337 

P 

CURTIS. N W 

6403230073 

90-363 

8 

CURTIS, N W. 

6403260308 

90-333 

A 

CURTIS, N M 

6403270195 

90-387 

1 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

CUTTER, A B 

6403060140 

SO -324 

P 

CUTTER, A B 

B403 130093 

SO— 261 

P 

CUTTER, a. b 

6403150028 

TOP REP 


CUTTER, A B 

8403210093 

50-261 

P 

CUTTER, A B 

6403270235 

50-261 

P 

CYBULBKI8, P 

B4 03050227 

NEB 


CYBULSKIS, P 

6403030230 

30-280 

P 

CYBUL3KIB. P 

8403050242 

RES 


D'ANGELO, A 

8403060029# 

50-20* 

a 

DALE, L F, 

6403010121 

S0-4I* 

6 

DALE, L F 

B4 03020047 

50-416 

R 

DALE, L F 

B4 03070087 

50-416 

a 

dale,l f 

6403070173# 

50-416 

a 

dale.l f. 

8403070176# 

50-416 

0 

DALE, L F 

8403070130* 

50-416 

a 

dale.l f, 

B4O3O7O109# 

50-416 

0 

DALE, L F 

6403070266 

50-416 

□ 

DALE, l, f. 

B40 3090091 

90-416 

S 

DALE, L F 

B40 3090 192 

50-416 

B 

DALE, l, f. 

8403090218 

50-416 

P 

dale.l f 

6403120037 

50-416 

P 

DALE, L F. 

6403120148 

50-416 

S 

DALE.L f 

6403120159 

90-416 

B 

dale.l f, 

6403130095 

80-416 

B 

DALE.L F 

6403130192 

50-416 

3 

dale.l f 

6403130248 

50-416 

3 

dale.l f 

8403130233 

50-416 

B 

□ALE, L F. 

0403 130274 

50-416 

B 

dale.l f 

8403130464 

90-416 

8 

dale. l. f 

6403140121 

50-416 

J 

dale.l f 

3403190033 

50-416 

S 

dale.l f 

6403190043 

50-416 

s 

DALE.L F 

8403190059 

50-416 

8 

DALE, L. F 

3403190115 

50-416 

S 

DALE, L. F, 

3403190216 

50-416 

B 

DALE.L. F, 

8403190292 

50-416 

6 

DALE.L F 

6403190331 

50-416 

6 

DALE. l. f 

6403200014 

50-416 

8 

DALE.L F 

6403200017 

50-416 

B 

DALE. l. f 

6403200064 

90-416 

6 

DALE, L. F 

6403210053 

50-416 

P 

DALE » L. F . 

B 4032 101 09 

50-416 

P 

DALE, L. F 

0403210140 

50-416 

E 

DALE.L F 

6403220147 

90-416 

R 

DALE. L.F. 

8403220156 

90-416 

X 

DALE.L F. 

6403260244 

90-416 

0 

DALE, L F 

0403290094 

50-416 

P 

DALE.L f. 

B4 03290306 

80-416 

0 

DALE.L F. 

B4 03300 007 

50-416 

s 

DALE. L, F. 

84 03300027 

90-416 

0 

DALE.L F 

B403300037 

50-416 

s 

DALE.L F. 

B403300062 

50-416 

8 

DALE.L F. 

8403300097 

50-416 

P 

DALE.L F. 

8403300113 

50-416 

3 

DALE. L, F. 

0403300 114 

50-416 

S 

DALE. L. F 

B403300 117 

50-416 

B 

DALE.L f 

6403300 1 1 6 

50-416 

6 

DALE.L F 

6403300124 

90-416 

B 

DALTROFF, S L 

8403070361 

50-332 

F 

DALTROFF, s l 

0403090081 

50-277 

a 

DALTROFF, S. L 

8403090131 

50-277 

a 

DALTROFF, 8 L 

8403 090290 

50-332 

F 

DALTROFF. 9 L 

8403150005 

80-277 

P 

DALTROFF, S L 

8403150137 

50-277 

P 

DALTROFF, S L 

8403210020 

50-332 

F 

DALTROFF, 9 L 

8403270104 

50-277 

F 

DALTROFF, 6 L 

B403270250 

50-277 

O 

DANCE. H C 

6403 02024 B 

50-230 

s 

DANCE, If C 

8403050177 

30-413 

a 

DANCE, H C. 

8403070012 

50-413 

8 

DANCE, h. c 

840307001 B 

50-424 

Q 

DANCE. H C. 

8403070140 

50-339 

a 

DANCE, H C 

8403070205 

90-413 

a 

DANCE, h. c. 

8403070230 

90— 2 BO 

o 

dance, h e 

0403070327 

50-413 

a 

DANCE, H.C. 

B403070334# 

30-413 

Q 

DANCE, H C 

8403000304# 

foia 


DANCE, H. C. 

3403150099 

30-200 

0 

DANCE, H C. 

8403160OB6 

50-413 

o 

DANCE, H. C 

8403160101 

90-369 

a 

DANCE, H C. 

0403160110 

50-369 

a 

DANCE, H C. 

3403160134 

50-269 

a 

dance, h c. 

0403160196 

50-321 

a 

DANCE, H C 

0403160206 

50-339 

a 

DANCE, H. C 

0403160207 

50-424 

a 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

DANCE, H C 

B403160264 

50-335 

a 

DANCE, H C 

6403160306 

50-250 

a 

DANCE, H C 

6403160334 

90-302 

F 

DANCE, H C 

3403160330 

50-321 

a 

DANCE, H C 

6403160343 

50-413 

a 

DANCE. H C 

6403160356# 

50-413 

0 

DANCE, H C 

8403160359# 

50-321 

8 

DANCE, H C 

0403160360 

50-413 

a 

DANCE, H C 

B403290069 

50-269 

a 

DANCE, H C 

8403290090# 

50-269 

a 

DANCE. H C 

8403290109 

50-335 

a 

DANCE, H C 

3403290124# 

50-335 

o 

DANCE. H C 

8403290143 

50-413 

a 

DANCE, H C 

B403290174 

50-335 

o 

DANCE, H C 

3403290104 

50-338 

F 

DANCE, H C 

8403290203 

50-321 

8 

DANCE, H C 

8403290215* 

50-32 t 

a 

DANCE, H C 

8403290231 

50-302 

a 

DANCE. H C. 

B403290262 

50-302 

a 

DANCE, H C 

B40329027S 

50-369 

a 

DANCE. H C 

8403290209 

50-338 

a 

DANCE, H C. 

3403290317 

50-335 

a 

DANIEL, 3 L. 

B4C3080029* 

FOIA 


DANIELS, G W 

0403060126# 
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8403210177 

50-322 

G 

EARLEY, A F 

8403210177 

50-322 

G 

EARLEY, A F 

84032800*3 

50-322 

G 

EQERBOLE. J C 

8401300121 

50-400 

0 

EDNETER.S D 

8402140043# 

50-528 

Q 

EBNETER. S D 
ECKBERO.S R 
ECKERT. J P 
ECKERT. J P 
ECKERT, J P 

ECKERT, J P 

8403150034# 
8403280191 » 
84012403150 
6403070149# 
64030701530 

6403300015# 

50-368 

FOIA 

70-27 

70-27 

70-27 

70-27 

0 

ECKHARDT.J 

84032301 1 7 

50-312 

S 

ECONQMOS. N 

B403 1603*3# 

50-413 

0 

EDDINOB, M 0 

6403300154 

50-327 

R 

EDDLEMAN, M 

84030500*1 

50-400 

E 

eddlehan, w 

6403130001 

30-400 

G 

EDDLEMAN, W 

6403130166 

50-400 

0 

EDDLEMAN, H 

640313019*# 

30-400 

0 

EDDLEMAN, w. 

8403130220# 

50-400 

G 

EDDLEHAN, W 

8403130230# 

50-400 

G 

EDDLEHAN, W 

8403200040 

50-400 

G 

EDDLEHAN, W 

6403220222 

50-400 

0 

EDDLEHAN. W 

8403220227 

50-400 

0 

EDDLEMAN, U 

84032202*5 

50-400 

0 

EDDLEMAN. W 

8403220265 

50-400 

0 

EDDLEMAN, M 

8403220270 

50-400 

0 

EDDLEHAN, W 

8403220270 

50-400 

0 

EDDLEMAN, H 

B403280344 

50-400 

0 

EDDLEHAN, W 

B403260347 

50-400 

0 

EDDLEHAN, U 

B4032B0349 

50-400 

0 

EDDLEHAN, W 

B403280351 

50-400 

0 

EDDLEHAN, H 

04032603*0 

50-400 

0 

EDDLEMAN, H 

84032603*1 

50-400 

0 

EDDLEMAN. H 

04032303*1 

50-400 

0 

edelman, m R 

8402290274 

50-440 

a 

EDELMAN, M R 

84030*0161 

50-440 

A 

EDELMAN, M, R. 

8403120052 

50-440 

S 

EDELMAN, M R 

8403 12009* 

50-4 40 

s 

EDELMAN, M R 

B4031201 2*0 

30-440 

Q 

EDELMAN, M R 

04031 30092 

50-440 

A 

EDELMAN, M R 

8403130194 

50-440 

F 

EDELMAN, M R 

0403190051 

30-440 

8 

EDELMAN, M R 

B4031 90375 

30-440 

A 

EDELMAN, M R 

8403190391 

30-440 

A 

EDELMAN, li R. 

840323001 1 

50-440 

E 

EDELMAN, M R 

8403230045 

50-440 

S 

EDELMAN, M R 

8403230047 

50-440 

A 

EDELMAN, M, R. 

0403230063 

50-440 

6 

EDELMAN, M R. 

640323010 1 

50-440 

8 

EDELMAN, M, R. 

B4 032*024 7 

50-440 

8 
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EDELMAN, M R 

8403270224 

30-440 

0 

EDGAR, G L 

8403020100 

50-537 

0 

EDGAR, G L 

8403020100 

30-337 

0 

EDGAR, B L 

8403060082 

50-337 

0 

EDGAR, G L 

840309008* 

50-537 

G 

EDGAR, G L 

840309008* 

30-337 

Q 

EDGAR, Q L 

840323010* 

50-336 

G 

EDGAR, G L 

8403230186 

30-336 

0 

EDGEWORTH, P 

8403070339 

CONTRACT 


EDGEWORTH, P 

8403130206 

CONTRACT 


EDWARDS. D L 

0403130242 

40 -34 S3 


EDWARDS, D L 

B4031 30264 

40-3433 


EISENHOWER, E H 

8403090214 

PR 


EISENHUT, D 0 

7911120317# 

50-312 

P 

E1SENHUT, D 0 

6102200029* 

50-46* 

A 

EI8ENHUT, D 0 

B 110190026# 

50-300 

F 

EISENHUT, D G 

6309210434# 

50-322 

A 

EISENHUT, D G 

6312030*28# 

30-329 

A 

EISENHUT, D 0 

0401120423 

30-443 

A 

EISENHUT. D G 

0401 12042BO 

30-44 3 

A 

EISENHUT, D 0 

0402090004 

50-273 

P 

EISENHUT. D 0 

8402090006 

30-247 

F 

EISENHUT, D G 

0402090012 

50-273 

0 

EISENHUT, D G 

8402090017 

50-273 

P 

EISENHUT, D G 

8402090020 

30-322 

8 

El BENHUT , D G 

0402090021 

30-322 

S 

EISENHUT, D G 

8402090022 

30-273 

Q 

EISENHUT, D G 

8402090030 

50-273 

E 

EISENHUT, 0 C 

8402090032 

50-273 

T 

EISENHUT, D G 

6402090033 

30-322 

S 

El BENHUT. D G 

6402090035 

50-322 

S 

EISENHUT, D G 

8402090038 

30-322 

6 

EISENHUT. D G 

8402090039 

30-322 

a 

EISENHUT. 0 0 

G40S090041 

30-247 

p 

EISENHUT. D O 

0402140527 

30-331 

p 

EISENHUT, D G 

B40214053fa» 

30-331 

p 

EISENHUT, D G 

6403010020# 

30-269 

p 

EISENHUT, D G 

8403010180# 

30-230 

F 

EISENHUT, D G 

8403010204# 

30-329 

A 

EISENHUT, D O 

8403010211# 

30-329 

A 

EISENHUT, D G 

8403010223# 

30-329 

A 

EISENHUT. 0 G 

8403010245# 

30-329 

A 

EISENHUT. D 0 

8403010273# 

30-329 

A 

EISENHUT, D G 

8403010301 

50-273 

P 

EISENHUT, D G 

8403020021# 

FOIA 


EISENHUT, D G 

6403020175# 

50-286 

F 

EISENHUT, D 0 

8403020221# 

30-373 

F 

EISENHUT. D G 

0403030127 

50-206 

F 

EISENHUT, D G 

0403030341* 

30-263 

P 

EISENHUT, D G 

8403060009# 

30-261 

P 

EISENHUT. D 0 

6403060449# 

50-344 

P 

EISENHUT, D 0 

B4030604S3 

30-416 

0 

ErSENHUT, D 0 

64030*04*6# 

30-338 

F 

El BENHUT, D 0 

6403060473 

50-289 

P 

EISENHUT, D G 

640306047* 

50-209 

P 

EISENHUT, D 0 

B40306031 0* 

50-261 

F 

EISENHUT, D, G 

B403060529 

MI SC 


EISENHUT, D 0 

6403070334 

30-416 

P 

EISENHUT, D 0 

B4O3O7O360 

30-313 

P 

EISENHUT, D G 

B403120342# 

30-312 

F 

EISENHUT, D G 

8403120359* 

30-302 

F 

EISENHUT, D. G 

B403140128 

TOPHEP 


EISENHUT, D 0 

0403140239* 

30-324 

F 

EISENHUT, D 0 

6403140244 

30-273 

0 

EISENHUT, D G 

B4031402S*# 

50-29B 

F 

EISENHUT, D G 

8403140290 

30-271 

F 

El BENHUT. D. G 

840314030** 

50-230 

a 

EISENHUT, D Q 

8403130230# 

30-346 

F 

EISENHUT, D G 

8403130268 

30-380 

A 

E I BENHUT, D, O 

0403130273 

30-10 

P 

EISENHUT, D 0 

0403130293* 

50-346 

P 

EISENHUT, D. 0 

0403130343 

50-303 

F 

EISENHUT, D. G 

0403170433 

30-272 

F 

EISENHUT, D G 

0403220023# 

30-133 

F 

EISENHUT, D. 0 

6403260265* 

30-321 

F 

EISENHUT, D G 

8403260300* 

50-344 

F 

EISENHUT, D G 

B4032 80129 

50-403 

A 

EIBENHUTi D. O 

84032B02B3 

30-397 

P 

ET BENHUT. D, G 

8403260267 

30-374 

P 

EJIMA.M 

8403030033 

XPORTLIC 


EL— DAB910N1 , A 

0403010041# 

FOIA 


ELDER, M L 

8403290314 

30-270 

P 

ELLIOTT, C W 

8403270060 

30-332 

0 

ELLIOTT, C W. 

8403270069# 

30-332 

G 

ELLIOTT, C W 

8403300129 

30-332 

0 


AUTHOR 

ACCESSION 

NUMBER 
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ELLIS, J 

0403070177 

50-445 

0 

ELLIS, J 

0403070185* 

30-443 

0 

ELLIS, J 

0403090104 

50-443 

T 

ELLIS, J 

0403090128 

50-4 45 

0 

ELLIS, J 

0403140034 

50-449 

0 

ELLIS, J 

B40319000* 

50-445 

a 

ELLIS, J 

0403190024 

50-449 

0 

ELLIS, J 

0403190032 

50-445 

a 

ELLIS, J 

0403200009 

80-449 

a 

ELLIB, J 

0403200012 

50-4 45 

a 

ELLIB, J 

0403200029 

30-445 

a 

ELLIS, J 

8403200026 

50-445 

a 

ELLIS, J, 

8403200049 

50-445 

0 

ELLIS, J 

8403200073 

50-445 

0 

ELLIS, J 

8403200114 

50-445 

0 

ELLIB, J 

8403200118 

50-445 

a 

ELLIS, J 

B40320012* 

50-445 

a 

ELLIB, J 

8403200147 

50-445 

a 

ELLIS, T S 

8403010242 

50-322 

a 

ELLIS, T S 

8403010242 

50-322 

a 

ELLIB, T, S 

8403010249 

50-322 

a 

ELLIS, T S 

8403010249 

50- 322 

a 

ELROD, S 

6403070233* 

50-200 

a 

ELROD, 8 

8403290132# 

50 - 333 

a 

ELROD, S 

0403290291* 

50 - 333 

a 

ELROD, 0. 

8403290294# 

50 - 330 

a 

ELROD, 9 A 

04031*0268# 

50-333 

a 

ELROD. S A 

8403290180# 

50-335 

0 

ELBA80ER, T C 

8403010404* 

50-213 

a 

EL8ABSER, T C 

8403020303# 

50-54 

a 

EMCH, R, L 

8403160122 

50-155 

p 

ehch, r l. 

8403280034 

50-133 

p 

EMER80N, W F 

8403200182 

50-423 

A 

EMERY, R 3 

8403190409# 

30-317 

0 

ENGEL, R E 

ENGLE, L B 

840314000* 

B4Q305019B 

TOPflEP 

50-330 

P 

ENGLE, L D 

8403210203 

80-330 

P 

ENGLE, L B 

8403220208 

30-330 

P 

ENGLE, L B 

84032*0273 

50-330 

P 

ENNIS, J D 

8403130109# 

50-200 

a 

ENNIS, J D 

ENNIS, J 0 

ENOS, B 

EPSTEIN. E 

EPSTEIN, E 

EPSTEIN. E. 

EPSTEIN, E 
ERICKSON. J. 
ERICKSON, R W 
ERNST, M L. 

E8ELGR0TH, P 

B4032601G3* 
8403300044# 
840308040 1 
840300003*# 
8403080043# 

8403000049# 

8403000038# 

8403130210 

8403090141# 

8201220170* 

8403190285 

70-27 

70-27 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

40-299 

CONTRACT 

FOIA 

50 -322 

9 

ESELGROTH, P 

8403230094 

50 -322 

9 

ESKELMAN, E. M 

8403130299 

50-317 

a 

ETCHISON, D 

8403060313 

50-436 

D 

ETZLER.R D 

8403120018# 

50-273 

9 

ETZLER, R. D, 

8403120029# 

50-273 

9 

EURE. J A 

EVANS, C A 

8403190387 

8403260220# 

PR 

50-438 

a 

EVANS, C. D. 

8403120148* 

50-263 

a 

EVANS, C. D 

8403190076# 

50 -373 

9 

EVANS, E A 

0403300248 

WASTE MAT 

EV DDK I HOFF, V, N 
EVERETT. R R 
FAILLA, C. V. 

8403130218 

84032*0109# 

8403260342# 

PR 

40-1341 

50-322 

T 

FAIR. d. R 

8403190116# 

50-273 

9 

FA1RTILE, M B 
FAKLER, J. L. 

8403290044# 

8403060322* 

FOIA 

50-322 

T 

FALCONER. D 

8403070369* 

50-269 

a 

FALCONER, D 

0403290108* 

50-269 

a 

F ALEV ITS , l 

8403190076* 

90-373 

a 

FALLS. 0, D, 

FALLS, 0 0. 

FALLS, 0. B 

FALLS, 0. B. 

FALLS. 0 B 

FALLS, 0. B. 

FALLS, 0. B. 

FALLS, 0, B 

FALZONE, R R 

8403090314 

8403090316* 

8403090321* 

8403090325* 

8403090327* 

8403090328* 

8403090330* 

8403300237* 

8403130012 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

50-322 

9 

FALZONE.fi, r 

8403130012 

50-322 

9 

FALZONE, R. R. 

8403130109* 

90-322 

9 

FALZONE, R. R 

0403130109* 

50-322 

S 

FALZONE, R. R. 

8403260377 

50-382 

I 

FALZONE, R. R 

8403260377 

50-322 

1 

FARBER, M J, 

8403080261* 

90-403 

0 


I 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

FARMER) W. S 

6403290012* 

FOIA 


FARRAR, D 

0403020131 

50-293 

P 

FARRAR, D. L 

B4030 50171* 

30-373 

Q 

FARRAR, D L 

8403030174* 

30-373 

Q 

FARRAR, D L 

0403140131 

PR 


FARRAR, D. L 

B403190090* 

30-373 

a 

FARRAR, P L 

0403200041 

30-373 

F 

FARRAR, D. L. 

B403260237* 

30-434 

a 

FARRAR. J, P 

B403010397 

30-62 

R 

FARRELL. E V 

0403130426 

30-317 

b 

FARRELL. R E 

6403030134* 

30-4 3B 

a 

FASANO, A. 

0403060103 

30-320 

s 

FAS AND, A 

0403060144 

30-320 

3 

FABANO, A 

0403060433 

30-320 

9 

FA BOND, A, 

B4O3130471* 

30-320 

a 

FAUBZ.N P. 

0403080216* 

30-316 

p 

FAHELL, T. W. 

0403020130 

40-2061 


FAY, C. W 

B40306033B 

30-266 

r 

FAY, C. W 

0403070233 

30-266 

p 

FAY, C W. 

8403120066 

50-266 

R 

FAY, C. W 

8403120137 

30-266 

P 

FAY, C. W. 

040313000 3 

30-266 

P 

FAY, C, U 

8403140139 

30-266 

ft 

FAY, C. W 

8403160034 

30-266 

P 

FAY, C W. 

B403160OB0 

30-266 

F 

FAY, C. W 

8403210029 

PR 


FAY, C H. 

8403210077 

30-266 

P 

FAY, C. W. 

0403220099* 

30-266 

a 

FAY, C. W 

8403220162 

30-266 

p 

FAY, C W, 

S403230068 

30-301 

a 



ACCESSION 

SUBJECT 


ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEODRV 

AUTHOR 

NUMBER 

CATEGORY 

FELTON, J M 

B4 03060 46 9 

FOIA 


FINN, 8 

0403000010* 

FOIA 


FELTON. J M 

9403060406 

30-329 

A 

FINN, 0 

8403060012* 

FOIA 


FELTON. J N 

9403070101 

FOIA 


FINN, B 

9403090017* 

FOIA 


FELTON, J, M 

34030701 10 

FOIA 


FINN, S 

8403000019* 

FOIA 


FELTON, J. M 

9403070213 

30-440 

A 

FINN, 0 

94030B0023* 

FOIA 


FELTON, J M 

B4Q307Q229 

30-329 

8 

FIORELH. 0 

0403070340* 

80 -329 


FELTON, J. M 

0403000003 

FOIA 


FIORELLI.0 

0403070343* 

30-329 

C 

FELTON, J. H 

0403000016 

FOIA 


FIORE LLI.O 

0403090263* 

30-320 

a 

FELTON, J N 

8403080027 

FOIA 


FIORELLI, 0 

0403270139* 

30-328 

a 

FELTON, J M 

8403000030 

FOIA 


FISCHER, D L 

8403270022* 

30-293 

p 

FELTON, J M 

8403000068 

FOIA 


FISCHER, D L 

0403270024* 

50-293 

p 

FELTON, J. N 

8403080096 

30-273 

E 

FISH, R F 

0403080132* 

30- 529 

( 

FELTON, J H 

8403080126 

FOIA 


FISHCHOFF, B 

B403190444 

NUREO 


FELTON, J M 

8403080179 

30-309 

A 

FISHER, R 

8403130340* 

40-8829 


FELTON, J M 

8403080203 

30-413 

<1 

FISHER, W L 

0102240038* 

FOIA 


FELTON, J M. 

8403080207 

FOIA 


FITCH, W L. 

B403120174 

50-500 

D 

FELTON, J. M 

04030802 1 9 

FOIA 


FITTI.C V, 

8003240219* 

30-300 

A 

FELTON, J M 

0403080323 

30-44 3 

a 

FITZOEflALD, J A 

0403020094* 

FOIA 


FELTON, J M. 

04O3OBO339 

50-280 

a 

FITZPATRICK, B 

8403130023* 

30-266 

0 

FELTON, J. H 

0403000347 

30-336 

p 

FLACK. E 

8403010373 

I&E 


FELTON, J H. 

8403000337 

FOIA 


FLACK, E. 

8403030094 

I&E 


FELTON, J. M 

8403080367 

30-322 

A 

FLACK, E 

B4D30601 1 9 

I&E 


FELTON, J M 

0403000372 

30-424 

a 

FLACK, E 

8403130409 

I&E 


FELTON. J. M 

B403080373 

FOIA 


FLACK, E 

0403130443 

30-261 

B 

FELTON, J M. 

9403080390 

30-32B 

p 

FLACK, E. 

B4031 60001 

I&E 


FELTON, J, M 

940308039 1 

FOIA 


FLACK, E 

0403190333 

40-S6B1 


FELTON, J. M. 

8403090390 

FOIA 


FLEENDR, C 

B403290049 

CONTRACT 


FELTON. J, M. 

9403090404 

FOIA 


FLEIBCHMANN, R 

8403230012 

30-171 

n 

FELTON, J. M. 

9403090403 

30-273 

E 

FLIPPO, T A 

0403130140* 

30-302 

0 

FELTON, J. M 

04O3OSO419 

30-206 

a 

FLORY, C. 

0403290239 

WASTE MOT 


FAY, C. W 

8403260072 

90-266 

0 

FAY, C W. 

8403270098 

30-266 

P 

FAY, C. W 

8403270123 

30-266 

P 

FAY, C. W 

B403870237 

30-266 

P 

FEDERNAN, P J 

8403300323 

NUREO 


FEHRINOER, J. M 

9403260333 

30-416 

P 

FEIEfiABEND, C 

9403290190* 

30-333 

a 

FE1ERABEN0, C, D 

8403190042* 

30-292 

a 

FEITKNECHT, C. 

8403010126 

30-334 

R 

FELPER, R. 

8403070267* 

70-474 


FELTON, J M, 

B40 1230630 

30-329 

a 

FELTON, J, H 

8401260161 

30-264 

F 

FELTON. J M, 

0402090003 

30-332 

A 

FELTON, J M 

8402140018 

30-329 

a 

FELTON. J. M. 

8402230207 

30-400 

A 

FELTON. J H, 

B402270263 

30-321 

0 

FELTON, J M 

8403010013 

50-447 

A 

FELTON, J. M. 

0403010014 

30-299 

P 

FELTON, J, M. 

B403010016 

30-334 

0 

FELTON, J. M. 

8403010024 

FOIA 


FELTON, J N. 

8403010026 

FOIA 


FELTON, J. M 

0403010030 

30-309 

A 

FELTON, J, M. 

840301 006B 

FOIA 


FELTON, U, M. 

8403010092 

FOIA 


FELTON, J M, 

B403010094 

FOIA 


FELTON, J H, 

8403010100 

FOIA 


FELTON, J M 

£14030101 13 

30-300 

T 

FELTON, J. M. 

0403010117 

30-34B 

P 

FELTON. J. Mi 

8403010123 

30-312 

P 

FELTON, J. M. 

8403010123 

S0-49S 

a 

FELTON. J. M. 

B40301016B 

FOIA 


FELTON, J M 

0403010199 

30-329 

A 

FELTON, J. M. 

8403010262 

30-247 

P 

FELTON, J M. 

8403010279 

FOIA 


FELTON, J. M 

B4030103S3 

FOIA 


FELTON, J. H 

S403010407 

FOIA 


FELTON, J H, 

B403010410 

FOIA 


FELTON, J. M, 

0403010480 

FOIA 


FELTON, J. M, 

8403020011 

FOIA 


FELTON, J. M. 
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8403270203 

90-295 

B 

B4032B024B 

COMMISSION 

QRAEBBER, K L. 

8403270265 

50-295 

a 

8403200372 

40-8029 


GRAHAM, D 

8403060283 

50-302 

R 

8403020007 

50-316 

R 

GRAHAM, d 

8403160036 

90-302 

ft 

B403020044 

50-315 

R 

GRAHAM, J 0 

8403220195 

90-320 

P 

8403300155 

50-316 

R 

GRAMM, R. A, 

8403150101* 

50-410 

a 

8403300157 

50-315 

R 

ORANOE, 0 

8403270073 

90-320 

F 

8403020146* 

50-295 

0 

ORANOE, 0. J 

8403140088 

50-28? 

F 

8403020146* 

50-295 

0 

ORANOE, 0 J 

8403150118 

90-320 

F 

840320001 1 

50-329 

G 

GRANT, N W 

8403020033 

50-250 

N 

640320001 1 

50-329 

0 

GRANT, N W. 

8403300185* 

50-250 

R 

8403270020 

50-329 

0 

GRANT, N H, 

8403300193* 

50-250 

R 

0403270020 

50-329 

0 

GRANT, W B, 

8403200291* 

50-263 

a 

8403120029* 

50-275 

0 

GRAVES, R. H, 

8403020093 

50-213 

ft 

8403140221 

PRM 


CRAVES, R. H 

8403300176 

50-213 

ft 

8403190449 

NUREO 


GRAY, E. H 

8403020399* 

90-293 

a 

0403230038 

30-322 

T 

GRAY, E. H. 

B4031 50034* 

50-368 

0 

8403060257 

50-440 

0 

GRAY, E H 

8403290062* 

50-334 

0 

8403060237 

50-440 

0 

GRAY, E, H, 

8403290104* 

50-219 

0 

8403060275 

50-440 

0 

CRAY, E H. 

8403290191* 

50-28? 

a 

0403060275 

50-440 

0 

GRAY, E H 

8403290292* 

50-2? 

0 



ACCESSION 
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AUTHOR 

NUMBER 

CATEGORY 

CRAY. J, R 

8403190022# 

30-142 

0 

CRAY* J R 

B4O327O30O 

30-209 

0 

QREENMAN, E, 

0403020230 

30-213 

8 

QREENMAN, E 0 

8403220103# 

30-309 

a 

QREEVE8, J. T 

8403060432 

WASTE MOT 

OR EE V LG j J T 

8403280267 

WASTE MOT 

OREOER.L R 

5403130094# 

40-3392 

OREOER.L R 

0403190334# 

30-293 

a 

OREOER.L. R 

B40320029 1 # 

30-263 

0 

OREOER.L R. 

0403220097* 

30-434 

a 

OREOER.L R. 

B403230023 

30-233 

3 

OREOER. L. R. 

0403270242# 

30-409 

a 

OR IDLE Y, K L 

8403270034# 

30-293 

p 

0R1DLEY, R. L 

8403270022# 

50-293 

p 

ORIER. B H. 

B4030B0032# 

FOIA 


CRIER, B. H 

5403000043* 

FOIA 


CRIER, B H. 

84030B0089* 

FOIA 


CRIER, B H 

8403080072* 

FOIA 


CRIER, B. H 

5403050079* 

FOIA 


CRIER, B H. 

84030S0107* 

FOIA 


ORIFFIN, J M 

0403060199 

30-313 

p 

ORIFFIN, J M. 

84031 50037 

30-313 

p 

ORIFFIN, J. M 

5403260051 

50-313 

p 

CRIMES, C. I. 

0403160074 

50-40? 

p 

CRIM8LEY, D H 

B304060552# 

50-397 

0 

CROBE.J A. 

8403120145# 

50 -260 

0 

CROSS, P. J 

8403080090 

50 -537 

A 

QR0B8MAN, H 

5403060102 

30-41* 

o 

0R0S8MAN, K. 

5403010474 

FOIA 


CRO90MAN, K 

8403090016 

FOIA 


OROTENHUIS, M 

8403150124 

50-324 

p 

ORQTCNHUX0, M 

8403300254 

50-324 

p 

GRUNEWALD, R 

5403290236 

PRM 


GUADAQNO, V 

0403220173* 

40-0824 


OUCWA, L T 

8403050085 

50-321 

p 

OUCWA, L T. 

5403070251 

50-321 

p 

OUCWA, L. T 

8403160349# 

50-321 

0 

OUCWA, L T 

B4 03 20000 5 

30-321 

P 

OUCWA. L T. 

0403200262 

50-366 

P 

OUCWA, L. T 

5403290212# 

50-321 

a 

OUCWA, L T. 

0403300104 

50-321 

3 

GUEHRINQ, J S, 

B403Q501 56* 

40-672 


QUERRY, J E, 

0403050111 

30-238 

R 

OUILBERT, D. £ 

6403130058* 

QA999 


OUILD, R. 

5403070037* 

30-413 

0 

GUILD, R. 

8403070037* 

30-413 

Q 

OUILD, R 

B4O3O901 12 

30-413 

« 

OUILD, R 

5403090112 

30-413 

O 

OUILD, R 

B4030901 1 5# 

30-413 

c 

OUILD, R. 

0403090113# 

30-413 

0 

OUILD, R 

8403220233 

30-413 

0 

OUILD, R. 

5403220233 

30-413 

0 

OUILD, R 

0403320233 

30-413 

0 

OUILD, R, 

8403290379 

30-413 

D 

OUILD, R, 

5403290379 

30-413 

c 

OUILD, R 

8403290302 

30-413 

0 

OUILD, R, 

B40329038B 

30-413 

0 

OUILD, R. 

B40329038S 

30-413 

0 

OUILD, R 

8403290388 

30-413 

0 

QUINN, P. R. 

B40302040B# 

FOIA 


QUINN, F. R. 

5403020412* 

FOIA 


OULBRANSEN, E A. 

S403 160041 

30-320 

p 

OULDEMOND, W. 0. 

5403190076* 

30-373 

a 

OUMBLE, F. U 

B403120152 

30-286 

8 

OUMBLE, F. W 

8403150047 

30-206 

9 

OUMBLE, F. W 

B4031 50050 

30-286 

B 

OUMBLE, F. W 

8403310049 

30-286 

B 

OURLEY, M, K, 

8403060366# 

30-302 

P 

0U8TAVE, R P. 

6403010004# 

CONTRACT 


GUSTAVE, R P. 

B403010027# 

CONTRACT 


OUBTAVE, R P. 

8403010070# 

CONTRACT 


CUSTAVE, R. P. 

8403010462# 

CONTRACT 


CUSTAVE, R P 

8403070046# 

CONTRACT 


OUBTAVE, R P. 

0403090141# 

CONTRACT 


OUBTAVE, R, P. 

04031 4032B# 

CONTRACT 


OUBTAVE, R P. 

B403 150196# 

CONTRACT 


OUBTAVE, R. P 

8403230160# 

CONTRACT 


OUBTAVE, R, P. 

8403270362* 

CONTRACT 


OUT, N 

8403090156 

PRM 


GUTHRIE, B, C 

8403190076* 

30-373 

a 

QUTHRIE, U, L. 

B403290304* 

30-230 

0 

OUTTMAN, D. 

8403290176 

30-438 

M 

OWYNN, T, P. 

B403 190323# 

50-338 

Q 

HA ABB. M. 

0403290342# 

FOIA 


HAASS, W P. 

7906190142# 

30-460 

F 
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HAASS, U P 

7903010232# 

30-397 

A 

HAABS, W P 

0011120101# 

FOIA 


HAASS, H P 

8110190031# 

30-397 

A 

HAABS, W P 

8110210316* 

30-460 

A 

HAASS, M P 

8111020378# 

50-509 

A 

HAASS, W P 

8201300236* 

30-397 

A 

HACKNEY, C A 

8403130402# 

30-313 

0 

HACKNEY, C A 

04O319O2SS# 

50-313 

a 

HADLEY.fi T 

04031904 49 

MJREO 


HAEHL. J, 0 

0403290177 

50-220 

I 

HAFNER.H 

0403000363 

50-322 

A 

HAOAN, T. 

8403010334# 

CONTRACT 

HAGAN, T. F 

0403010044# 

CONTRACT 

HAGAN, T. F 

0403010043# 

CONTRACT 

HACAN, T F 

840 3010060# 

CONTRACT 

HAOAN, T. F 

0403010437* 

CONTRACT 

HACAN, T. F 

8403070373# 

CONTRACT 

HAOAN, T F 

B403120314# 

CONTRACT 

HAOAN, T F, 

840312034 3* 

CONTRACT 

HAOAN, T, F, 

8403130278# 

CONTRACT 

HAOAN, T F, 

B403 260322# 

CONTRACT 

HAOEN, E, W 

8403010102* 

FOIA 


HABER, 0 U 

0403 130139 

30-320 

P 

HAGUE, R L. 

8403130023# 

30-266 

Q 

HAIRSTON. W 0 

5403010422* 

50-364 

s 

HAIRSTON, W 0 

8403010458* 

50-364 

s 

HAIRSTON, W 0. 

8403090243 

50-348 

S 

HAIRSTON, W. 0 

8403130084 

50-348 

B 

HAIRBTON, U 0 

8403260026# 

50-34B 

s 

HAIRSTON, W 0 

8403260032* 

50-349 

8 

HAIRSTON, W 0 

0403260040* 

50-349 

B 

HAIRSTON, W. 0. 

0403260046* 

30-348 

S 

HAIRSTON, W 0 

8403300134 

30-364 

R 

HAIRSTON, W 0 

8403300172 

50-340 

R 

HALE, C. 

5403130042* 

0A999 


HALE, C J 

B403 13032 5* 

QA999 


HALE, C J 

8403130425# 

OA-99? 


HALE, C. J 

8403130432* 

0A999 


HALE, C J 

0403130460* 

0A999 


HALE, C J 

B403190190# 

04999 


HALE, C J 

0403270154* 

QA999 


HALL, B. L. 

8403160300# 

50-302 

a 

HALL, D P, 

6403080240 

50-461 

3 

HALL, D P 

B4031901 73# 

50-461 

a 

HALL, D. P. 

8403 19039B 

50-461 

A 

HALL, D P. 

8403200193# 

50-461 

A 

HALL, D. P 

B403260233 

50-461 

5 

HALL, R E 

8402 140323 

40-B102 


HALL, H. E 

B403010041* 

FOIA 


HALL, R E. 

8403260065# 

50-439 

o 

HALL, R E 

B403260099* 

30-313 

0 

HALL, fl, E 

8403260102 

40-1341 


HALL, R E. 

8403260138 

40-9102 


HALLER, R. E 

8403090014# 

50-328 

E 

HAMEL, D E. 

8403120139 

50-331 

0 

HAMID, A A 

8403120244# 

50-335 

Q 

HAMID, A. A. 

8403120252* 

50-333 

a 

HAMILTON, 0. W 

8403 1201 82 

50-403 

A 

HAMILTON, J. 

8403270241* 

0A999 


HAMILTON, P 

8403200164 

30-293 

R 

HAMILTON, P. 

B403260134 

MI3C 


HAMMER, M F 

8403130363 

50-263 

9 

HAMMITT. H. A. 

8403020009 

FOrA 


HAHMITT. H A 

S4032B0166 

FOIA 


HAMMOND, E. 

9403130487# 

50-4 59 

F 

HANCOCK, J A 

B403300I 1 3* 

50-302 

B 

HANNETT, B A 

B403020024# 

XPORTLIC 


HAMNETT, B A. 

8403020453# 

XPQRTLIC 


HANNETT, B A 

9403140309# 

XPORTLIC 


HANNETT, B A 

9403130169 

XP0RTL1C 


HANNETT, B, A. 

9403160169 

XPORTLIC 


HANNETT, B A. 

84031601S4# 

XPORTLIC 


HANNETT, B, A 

8403260027 

XPORTLIC 


HANNETT, B. A 

8403260030# 

XPORTLIC 


HANNETT, B. A 

9403290033* 

XPORTLIC 


HARAM. S. A. 

8403090064* 

FOIA 


HA RAM, S, A. 

8403090111# 

FOIA 


HARAM, S A. 

9403080134# 

FOIA 


HARD, J. E. 

9403190042* 

30-2B2 

a 

HARDEN, K. C, 

8403150340# 

40-9029 


HARDCRDVE.T W 

9403130342 

40-22 39 


HARDTY, R 

9403190449 

MJREO 


HARMON, D W 

9403130134 

XPORTLIC 


HARMON, 0. W. 

0403150142# 

XPORTLIC 


HARRAN, 0. 

9403020053 

30-243 

R 
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HARRAN. 0 


9403300135 

30-245 


HARRELL. E W 


9403060133 

30-3 39 


HARRELL. E W 


9403140010 

30-33Q 


HARR I GAN, N F 


9403060110 

40-2061 

HARRINGTON, T 

e 

8403150009 

50-293 


HARRINGTON, W 

D 

9403010324 

50-293 


HARRINGTON, W 

D 

9403070341* 

50-293 


HARR 1 NGTON, W 

D 

B403090047 

50-293 


HARRINGTON, W 

D 

9403090147 

50-293 


HARRINGTON, W 

D 

3403090152 

50-293 


HARRINGTON, W 

D 

B403130255 

50 -2 93 


HARRINGTON, W 

D, 

0403140107 

50-293 


HARRINGTON, W 

D 

0403130117* 

50-293 


HARRINGTON, W 

B 

8403150177 

50-293 


HARRINGTON, W 

D 

9403200164 

50-293 


HARRINGTON, W 

D 

8403260317* 

50-293 


HARRINGTON, U 

D. 

9403270010 

50-293 


HARRINGTON, W 

D 

9403270035 

50-293 


HARRIS, D 


8403060204 

50-223 


HARRIS. 0 


9403060310# 

50-322 


HARRIS, D 


8403220310* 

50-322 

1 

HARRIS, D R 


8403190437 

MJREO 


HARRIS, D R 


9403200229 

30-223 


HARRIS, D R, 


9403260136 

50-225 


HARRIS, H 0. 


9403120244# 

50-335 

1 

HARRIS, H Q 


8403120252# 

50-335 

f 

HARRIS, J, D 


0403010102# 

FOIA 


HARRIS, J R 


9403290199# 

50 - 4 00 

Cl 

HARRIS, R H 


9403130034# 

50-0 0 9 

(1 

HARRISON, F 


D40 309001 1# 

30-299 

11 

HARRISON, F 


9403130333 

50-324 

R 

HARR r SON, S 


9403290346 

50 - 461 

E 

HARRISON, G 


B40 330028 9 

50 - 461 

!* 

HARR I SON, J J 


S403010296 

50-329 

m 

HARRISON, J J. 


9403060383 

30-329 

1 

HARRISON, J J 


940306039 9# 

50 - 3 2 7 

n 

HARRISON, J J 


9403130153 

50-329 

A 

HARRISON. J J 


8403130492 

50-329 

A 

HARRISON, J J 


B403200084 

50-329 

A 

HARR I SON. J J 


B4032Z0QB3 

30-32? 

A 

HARRISON. B F 


0403130209 

50-350 

A 

HARTFIELD, R A 


5112020204# 

50-410 

A 

HARTOEN, D T 


5403130091# 

50-322 

0 

HART! GAN. N F 


9403070027 

40-2061 


HARTMAN, 9 L 


9403090324 

50 - 443 

a 

HARTMAN, S L 


0403210170 

50-500 

0 

HARTMAN, 9 L 


8403210170 

50-500 

G 

HARTMAN, 9 L 


0403210172 

50-500 

a 

HARTMAN, 9 L 


0403210172 

50-500 

0 

HARTMAN, S L 


04G321Q1B? 

50-30B 

0 

HARTMAN, B. L 


9403210189 

5O-30B 

0 

HARTMANN, P L 


9403190042* 

50-202 

0 

HARTZMAN, M 


6403190106* 

50 -2 7 5 

G 

HARVEY, R C. 


9403200290# 

50-29 

P 

HA8HIMOTO, P B 


B4032001 52* 

50-423 

A 

hasbe.r a, 


9403060176# 

50-266 

Q 

HASBELL, D F 


9403140073 

50-329 

0 

HATHAWAY, Q H 


5403130009 

50 -341 

A 

HATHAWAY, 0. H 


B4033001 38 

50-341 

A 

HAUGHEY, M F 


B40301O29B 

50-410 

A 

HAUGHEY.M F. 


9403090371* 

50-410 

A 

HAUOHEY, M F. 


9403060339 

50-410 

A 

HAUGHEY, M. F 


9403290394 

30-410 

A 

HAVERKAMP, D 


B4 03070257# 

50-289 

a 

HAWKINS, a. A 


5403010040 

CONTRACT 


HAWKINS, D A 


9403130270 

CONTRACT 


HAWKINS, E 


9403200320 

40-0929 


HAWKINS, E F 


940319041 5 

40-0929 


HAWKINS, E F 


9403190419 

40-6929 


HAWKINS, E F 


9403200333# 

40-1341 


HAWKINS, E F. 


B403200333 

40-0769 


HAWKINS, E F. 


9403200360 

40-6691 


HAWKIN9.E F. 


9403200363 

40-6691 

, 

HAWK I N9, E F 


B40 3300373 

40-9768 


HAWK I NS, E. F 


84032201 B2 

40-6502 


HAWK I NS. E F 


9403220190 

40-0029 


HAWKINB.E. F. 


8403220196 

40-6302 


HAWKINB. E. F 


94032301 87# 

40-9745 


HAWXHURBT. J. J 


9403210016# 

50-317 

a 

HAYDEN, T. 


9403270366 

50-875 

p 1 

HAYES, 0. B 


9403290339 

50-44 5 

Q 

HAVES, D. W. 


94O3130430# 

50-461 

0, 

HAYNES, J G, 


9403020010 

50-361 

R, 

HAYNES, J. 0 


940302021 9 

50-206 

r! 

HAYNES, J. 0 


9403090003 

50-361 

s 
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AUTHOR 

NUMBER 

CATEOOftY 

AUTHOR 

HAYNES t J 0 

BA 03060 1 PA 

30-204 

a 

HIOGINBDTNAMiL 

HAY NEB, J. 9 

B4 030603 78 

30-361 

8 

HIGGINBOTHAM. L 

HAYNES, J 0 

8403040403 

30-361 

B 

HIGGINBOTHAM, L, 

HAYNES, J. 0 

0403040408 

80-206 

R 

HIGGINS, B J 

HAYNES, J 0. 

0403 120044 

30-341 

8 

HIG01NS, T 

HAYNES, J 0. 

B4031 50033 

30-341 

a 

HILDENBRAND, P 

HAYNES, J 0. 

B4031 30037 

30-341 

S 

hildenbrand, p 

HAYNES, J 9 

0403130074 

30-341 

s 

HILDENBRAND, P. 

HAYNES, J 0. 

8403300033 

30-341 

R 

HILDENBRAND, p 

HAYNES, J 0 

8403300173 

30-342 

8 

HILL, C, Z, 

HAYNES, J 0 

8403200194 

30-341 

S 

HILL, E E, 

HAYNES, J 0 

8403210043 

30-204 

B 

HILL, L. J 

HAYNES, J 0. 

8403270144 

50-342 

S 

HILL, M B 

HAYNES, J 0 

0403370234 

30-204 

F 

HILL, W.H 

HAYNES, J. 9 

0403280002 

30-341 

S 

HILLMAN, ft E 

HAYNES, J 9 

B4 03300003 

30-204 

R 

HILLY, C. f 

HEALD, A F 

0403210107 

PRM 


HINCKLEY, D. 0 

HEATON, T. H 

B4O324OOS0* 

30-344 

P 

HIND, j, a 

HE BOON, F. J 

0403070121 

NUftEQ 


HIND, d A. 

HEBDON, F. J 1 

84 031 40303 

30-206 

S 

hind, J. A 

HEDGLON. M 

0403310019 

40-2061 


HIND, J A 

HEDOLON, h 

8403290389* 

40-206 1 


HIND, d A. 

HEETHER, H H 

04 030 104 6 3 

XPORTLIC 


hind, j a. 

HEETHER, H. II 

B40305O04 4 

XPORTLIC 


HIND, d, A 

HEFLIN, H 

8403190040* 

30-320 

H 

HIND. J A 

HEHL.C. W, 

04030701 3 A* 

50-399 

a 

HIRBCH, B 

HEIDER, L. H 

8403020072 

30-29 

R 

HOBBS. N A. 

HEIDER.L, H. 

0403020292 

30-29 

R 

HOBBS, N. A 

HEIDER, L H 

8403210048 

30-29 

R 

HOBBS, N, A 

HEIDER, L H 

8403300OB3 

30-29 

ft 

HOBBB.N A, 

HEIDKER, J C 

B4031 30223* 

HASTE MOT 

HOCH, J. B 

HEINZ, J. 

04022 202BB 

30-2 B 9 

V 

HODDER.M H 

HEINZ, J 

8402220303* 

30-209 

V 

HOPOER, M H 

HEIBHMAN, R, F 

6212070302* 

90-460 

A 

HODDER, M. H 

NEITHER, K L 

B40321020B 

90-309 

0 

HODDER.M H 

HELTEMES, C, J, 

04O125O46B* 

30-247 

r 

HODDER.M. H 

HELTEMEB, C J 

B4 02 13004 2* 

Ml SC 


HODDER, M H 

HELTEMES, C J 

B4 03 130140 

MI SC 


HODDER, M. H. 

HELTEMES, C, J 

0403280270 

MISC 


HODDER, M H 

HELTEMEB, C J 

8403200273* 

Ml SC 


HODGDDN, A P 

HELTEMES, C, J 

0403200270* 

MISC 


HODGDON, A. P 

HELTEMES, C. J 

0403200292* 

MISC 


HODGDDN, A, P 

HELTEMES, C. J 

04O32BO2BB* 

MISC 


HODGDDN, A P 

HELTEMEB, C. J 

B4 03 200294* 

MISC 


HODGDDN, A P 
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90-320 

30-300 

T 

MARTIN. T T, 

8403290206 

30-272 

PRM 


MARTIN, T T 

0403290251 

90-3 

30-397 

R 

MARTIN,! T 

8403290286 

50-29 

30-397 

B 

MART I N, T. T, 

□403300063 

90-387 

30-397 

S 

MARTIN, T T 

8403300065 

90-271 

30-397 

s 

MARTIN, T. T 

B40 3300072 

50-322 

30-397 

s 

MARTIN,! T 

0403300084 

90-345 

50-397 

8 

MARTIN, T. T 

0403300086 

50-243 

30-397 

3 

MARTIN, T T 

8403300098 

90-354 

50-397 

R 

MARTIN, T T 

6403300121 

50-354 

50-397 

B 

MARTIN, T T. 

8403300142 

50-271 

30-272 

a 

MARTIN, T T. 

8403300161 

50-213 

30-354 

a 

MABCIANT0N1D. A 

6403270296 

50-392 

50-334 

0 

MASON. 0 C 

B4030B0002 

50-327 

30-334 

a 

MASON. C C. 

0403020147 

50-327 

90-354 

a 

MASON. C, C 

B4 03020244 

50-327 

70-1 100 


MASON. C C. 

B4030500S0 

50-327 

50-317 

F 

MASON, c. c 

B403060276 

50-327 

30-332 

Q 

MASON, C, C 

B403150079 

50-327 

70-1100 


MASON. C C 

6403190121 

50-327 

30-308 

a 

MASON. C C 

6403190365 

50-327 

90-293 

a 

MASON. C C 

B 403260 164 

50-327 

50-277 

a 

MASON, C C 

6403300073 

50-327 i 

30-293 

a 

MASON. C C 

6403300154 

50-327 

40-6920 


MASON, C. C. 

B 403300204 

50-328 

SO- 24 7 

a 

MASSARO, 8 A 

6403260056 

NUREG 

50-206 

a 

MASBE.F X, 

6403090212 

FR 

50-247 

a 

MATHENY, K A 

6403130106* 

50-440 

40-672 


MATHENY. k. A 

8403130118* 

50-440 

FOIA 


MATHENY, K. A. 

6403130128* 

50-440 

50-387 

Q 

MATHENY, K. A 

8403130138* 

50 -440 

70-1100 


MATHE80N. B M 

B403140027 

WASTE MO 

50-332 

G 

MATHEWS, C. B 

B403200222 

50-206 

30-309 

F 

MATHEW8, M. 1. 

6403220303 

UABTE MS 

30-307 

Q 

MATHEW8, T. P. 

6403200176 

50-260 

30-277 

Q 

MATTHEHB. D. B 

6312120445# 

50-400 

50-423 

0 

MATT I A , M J. 

6403130493# 

CONTRACT 

FOIA 


MATTIA, M J, 

6403220240 

CONTRACT 

30-334 

Q 

MATTIA, M -J. 

8403280263# 

CONTRACT 

90-443 

F 

MATTIMOE, J J 

B403060452 

50-312 

30-307 

F 

MATTIKOE, J J 

8403060467 

50-3 IB 

50-320 

0 

MATTIMOE, J. J, 

8403260124 

50-312 

50-334 

Q 

MATTSON, D R 

6403230193 

WASTE Mo 

50-272 

F 

MATTSON, D R 

8403280253 

WASTE M 

70-2199 


MATTSON, R. J 

8402010508# 

90-279 ' 

M18C 


MATUSEWIC, 8 M. 

8403200020 

50-156 

40-6329 


MAURA, F. A 

8403190299# 

50-373 I 

SO-219 

0 

MAUSSHARDT, d. b 

8403010019* 

ACR8 

50-300 

0 

MAUBBHARDT. D. B 

8403010057# 

ACR9 j 

30-272 

0 

MAXWELL. 0, 

0402230246# 

90-400 ' 
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MAXWELL- 0 F 

8402230248* 

50-400 

A 

mcgaughy, j p 

0403090269 

90-416 

s 

MEDFORD, M 0 

8403230074 

50-361 

R 

MAXW£LLrG F 

6403070! 99* 

50-400 

a 

MCGAUGHY, J. P 

84032 1 004 1 

50-417 

8 

MEDFORD, M 0 

04O32BOO3O 

50-206 

F 

MAXWELL- J C 

B4031 40302 

50-400 

a 

MCGAUGHY. J. p 

8403210057 

50-416 

P 

MEDFORD. M 0 

8403290122 

50-206 

F 

MAXWELL- J C 

8403140302 

50-400 

a 

mcgaughy.j p 

8403210192 

50-416 

9 

MEDFORD, M 0 

8403290102 


P 

MAXWELL. R 

D 40306033 5 

50-239 

F 

MCGAUGHY, J P 

8 4 032 30084 

50-416 

P 

MEDFORD, M O 

8403290217 

50-361 


MAYER , M 

6403060310* 

50-322 

T 

MCOAUOHY, J P 

040323 OOB9* 

50-416 

P 

MEDFORD, M 0 

0403290295 

50-206 

p 

MAYER, M 

B4 032 20 310* 

50-322 

T 

MCOAUQHY, J P 

8403270134 

30-206 

B 

ME0LOCK.R L 

8403150235 

40-8452 


NAZURj D W 

B4 0326027 4 

50-397 

P 

MCGAUGHY, J P. 

8403270134 

50-206 

B 

MEOLOCK, r l 

8403190245 

40-8452 


MCALPINE, E J 

8403030 1 96 

70-143 


MCOAUOHY, J P. 

8403290030 

50-416 

a 

MEDLOCK, R L 

8403190436 

40-8452 


MCALPINE, E J 

8403070333* 

70-27 


MCOAUOHY. R W 

8403020100 

50-331 

P 

MENDELE, D J 

8403090270 

90-282 

F 

MCALPINE, E J 

8403160370* 

70-143 


MCOAUOHY, R W 

0403060136 

50-331 

F 

MENDEL80N. I N 

8403010044* 

CONTRACT 


MC ALP I ME, E J 

S403I6034B* 

70-1113 


MCGAUGHY, R W. 

0403090088 

50-331 

P 

MENDEZ, R 

8403200300* 

50-454 

3 

MCALPINE, E J 

6403160393* 

70-143 


MCOAUOHY, R W 

8403090262 

50-331 

P 

MENDLER. J, 

6403230208 

NURE0 


MCALPINE, E J 

B4031A03BO* 

70-1113 


MCOAUOHY, R W 

8403130144 

50-331 

P 

MENOE. R C 

8403200216 

50-315 

d 

MCALPINE- E J 

B4031603B6* 

70-143 


MCGAUGHY, R W 

8403150087 

50-331 

P 

MERCER, B W 

B403230177 

NUREG 


HCALPINE, E J 

0403160339* 

70-143 


MCOAUOHY, R W 

8403190295 

PR 


merrell, w, h 

8403090332* 

TOPREP 


MCALPINE, C J 

04033101 96* 

70-143 


MCGAUQHY.R w 

0403190300 

50-331 

P 

MERRI WEATHER, N 

8403160212# 

50-424 

a 

MCBAY.L 0 

B4030901B9 

50-424 

C 

MCOAUOHY, R W. 

0403200192 

50-331 

P 

HER SC HOFF, E W 

B403010430* 

50-423 

a 

MCBREARTY.R 

B403020399* 

50-293 

a 

MCOAUOHY. R W 

8403230004 

50-331 

P 

METZENBAUK. H M 

S402130392# 

50-35B 

u 

MCBREARTY, R A 

6403020373* 

50-293 

o 

MCOAUOHY, R W. 

8403230103 

50-331 

a 

MEYERS, 8 L 

8403230108 

90 - 402 

9 

MCDREARTY, R A 

B403 150034* 

30-388 

0 

MCOAUOHY, R W 

8403260208 

50-331 

p 

MICHEL, E J 

84030602B9* 

50-322 

T 

MCBREARTY.R. A 

8403220062* 

50-309 

Q 

MCGOVERN, J J 

8403220043 

50-54 

i 

MICHEL, E J 

0403060295* 

50-322 

1 

MCBREARTY, R. A 

B403290062* 

90-334 

0 

MCGOVERN, J J 

8403300140* 

70-607 


MICHEL, E J 

8403060307# 

50-322 

T 

MCBRIDE, L M 

840301 01 55# 

50-267 

s 

MCGOWAN, J W 

8403140210 

50-340 

F 

MICHELSQN, C 

8104320046 

50-335 

8 

MCBRIDE, L H 

8403010167* 

50-267 

s 

MCCRACKEN, K W 

8403010141* 

90-340 

P 

MIDURA, H J 

B403070305 

50-272 

R 

MCE RIDE, M 

0403 I 50073* 

50-293 

Q 

MCGUIRE, D R 

8402130404* 

50-348 

a 

MIELE.M. L 

8403070 183* 

50-322 

T 

MCCABE, E C 

B4 030 10390* 

50-322 

0 

MC QUIRE, D n 

8403020241* 

50-230 

0 

MJELE, M L, 

8403070217# 

50-322 

T 

MCCABE. E C 

B403 130060* 

5Q-3B7 

Q 

MCGUIRE, D H 

0403050178* 

30-413 

a 

M1ELE.M l 

0403070231# 

50-322 

T 

MCCABE, E C 

84032200B9# 

50-334 

0 

MCGUIRE, D R 

8403! 50109* 

50-28 0 

0 

miele.m l 

8403230016 

50-322 

T 

MCCABE, E C 

0403220160* 

50-322 

G 

MCGUIRE, D R 

8403160016* 

50-390 

Q 

miele.m l 

8403230020 

50-322 

T 

MCCABE, E C 

0403290153* 

50-387 

Q 

MCGUIRE, D R 

8403160300* 

50-302 

a 

miele.m l 

8403230032 

50-322 

T 

MCCAFFREY, D R. 

8403020139 

50-322 

A 

MCGUIRE, D R 

8403190188* 

50-259 

a 

miele.m l 

S40323003B 

50-322 

T 

MCCAFFREY, B R 

8403020207 

50-322 

E 

MCGUIRE, D R 

8403260103* 

70-27 


miele.m l, 

840323004 8 

50-322 

T 

MCCAFFREY, B R 

8403140019 

50-322 

A 

MCGUIRE, D R 

0403300044* 

70-27 


miele.m l 

8403230073 

50-322 

T 

MCCAFFREY, B R 

8403190127 

50-322 

S 

MCGUIRE, P 

B4030602B9* 

30-322 

T 

MIELKE, F, W 

8403280051 

50-133 

I 

MCCAFFREY, B R 

0403200327 

50-322 

A 

MCGUIRE, P 

8403060295* 

50-322 

T 

MIKLOS, J 

8403140191 

PR 


MCCAFFREY. B R 

B 4 03200302 

50-322 

A 

MCGURREN, H J 

8403190073 

50-413 

0 

MIKOWSKI, J 

8403070113 

FOIA 


MCCAFFREY, D R 

B4032701 19 

50-322 

R 

MCGURREN.H J 

0403190100 

50-275 

0 

MILES, H L 

8403210107 

PRM 


MCCAFFREY. B R 

B40327O197 

50-322 

9 

MCKAY. L. R 

8403280018* 

50-416 

p 

MI LET I, D S 

0403010244 

50-322 

T 

MCCAFFREY. B R 

B4032S0 029 

50-322 

F 

MCKAY, L R 

8403280025* 

50-41 6 

p 

MILETI , D B 

8403230032 

90-322 

T 

MCCARTHY. L T 

B4 033601 1 1* 

50-275 

U 

MCKEE, P F 

8403130499* 

50-312 

a 

mill, s 

S40308038B 

FOIA 


MCCLESKEY. K E 

0403010103 

50-322 

0 

MCKENNA, E 

8403060196 

30-206 

p 

miller, A 

8403080 178 

50-320 

F 

MCCLESKEY, K E 

84030101 03 

50-322 

9 

MCKENNA, E 

8403220Q01 

50-206 

p 

MILLER, C A 

8403010217# 

50-329 

A 

MCCLESKEY, K E 

B403070147 

50-322 

T 

MCKENNA, E M 

8403230070 

50-206 

p 

MILLER, C A 

8403010231* 

50-329 

A 

MCCLESKEY, K E 

8403070 I 47 

50-322 

T 

MCKEON. T J 

0403230173 

NUREG 


miller, C w 

8403300120 

RES 


MCCLESKEY, K E 

0403130030* 

50-322 

9 

MCLAUGHLIN, L. 

8403060390 

50-389 

B 

MILLER. D. E. 

B403130094* 

40-3392 


MCCLESKEY, K E 

8403130030* 

50-322 

a 

MCLEAREN. T 

8403010051 

CONTRACT 


MILLER, D J 

8403200040 

50-334 

F 

MCCLESKEY, K E 

8403230013 

50-322 

0 

MCLEAREN. T 

8403010435 

CONTRACT 


MILLER, d w. 

B403050090 

50-387 

F 

MCCLESKEY, K E 

8403230013 

50-322 

0 

MC MUR RAY, C M 

B403I50026 

50-322 

0 

miller, h. J 

8403060490 

WASTE MOT 

MCCLESKEY, K E 

8403300277 

50-322 

a 

MCMURRAY, C M 

8403150026 

50-322 

0 

MILLER, H J. 

8403200345 

HASTE MOT 

MCCLESKEY, K E 

B403300277 

50-322 

0 

HCMURRAY.C M 

8403200131 

50-322 

G 

MILLER, J. L 

8403140125# 

50-400 

F 

MCCLINTOCK, R 

8403080070* 

FOIA 


MCMURRAY, C M 

8403200131 

50-322 

0 

MILLER, J R. 

0402210294 

50-335 

P 

MCCLINTOCK, R O 

8403080067* 

FOIA 


MCMURRAY. C M 

8403200134* 

30-322 

0 

MILLER, J R 

8403010112 

50-344 

P 

MCCLINTOCK, R 0 

8403000099* 

FOIA 


MCMURRAY. C M. 

0403200134* 

50-322 

0 

MILLER, J. r. 

6403010253# 

50-142 

0 

1CCLINTOCK, R □ 

8403080102* 

FOIA 


MCMURRAY, C M 

8403200151* 

50-322 

0 

MILLER, J R 

8403020203 

50-309 

P 

MCCOLLOM, K A 

8403190003 

50-449 

0 

MCMURRAY, C M 

84032001 51* 

50-322 

0 

MILLER. J R. 

8403050203 

50-317 

0 

MCCONNELL. T 

0403070352 

50-369 

F 

MCMURRAY. C M 

6403200 1 55* 

50-322 

0 

MILLER, J, R 

8403050208 

50-266 

F 

1CCOHKLE, 0 U 

B4O30BO41 1* 

50-275 

F 

MCMURRAY, C M 

B40320O155* 

50 -322 

G 

MILLER, J R. 

8403050226 

50-344 

P 

MCCORKLE, 0 W 

8403000417* 

50-275 

F 

MCNAMARA, A E 

0403020202 

50-244 

R 

MILLER, J R 

6403050229 

50-280 

P 

MCCRACKEN, C E 

0403190189* 

50-289 

0 

MCNEILL, C A 

8403010241 

30 -333 

S 

MILLER, J R. 

8403050243# 

50-282 

P 

MCCRACKEN, C E 

8403210173* 

50-289 

0 

MCNEILL, C A 

8403010365 

50-333 

S 

MILLER, J R, 

S40305O352 

90-336 

a 

1CCRONE, J 

8403090103 

QA999 


MCNEILL, C A 

0403010413 

50-333 

R 

MILLER, J R 

8403050384 

90-335 

p 

JCCRONE, J 

0403060335* 

QA999 


MCNEILL, C A 

8403010420 

50-333 

R 

miller, j, r. 

8403050359 

50-309 

p 

ICC RONE, J 

0403060361 * 

0A999 


MCNEILL, C A 

8403060193 

50-333 

S 

miller, J R, 

8403050380 

50-309 

p 

ICCUMBER, J T 

S 40302 006 5 

50-309 

R 

MCNEILL, C A 

B403090029 

50-333 

s 

MILLER, J, R 

6403060080# 

50-335 

p 

ICCUMBER.J T 

0403300162 

50-309 

R 

MCNEILL, C A 

8403130137 

90-333 

R 

miller, j. r 

8403060447 

50-344 

p 

ICDONALD, B A 

0403060 1 06 

50-369 

F 

MCNEILL, C A 

0403130390 

50-333 

R 

miller, j r. 

8403060496 

50-344 

a 

MCDONALD. D C 

0403010160 

50-250 

P 

MCNEILL, C A 

0403200231 

30-333 

0 

miller, j. r 

S403060462 

50-338 

F 

ICDONALD, D, 0 

0403050055 

FOIA 


MCNEILL, C A 

0403220081* 

90-333 

a 

miller, j r. 

8403060512 

50-285 

F 

ICDONALD, J. E 

0403120030 

50-206 

H 

MCNEILL. C A 

0403290246 

50-333 

s 

miller, j. r 

8403060551 

50-368 

P 

.CDONDUSH, C, L 

0403140001 

50-456 

D 

MCNEILL, W M 

B4O319O190* 

0A999 


HILLER, J R 

8403080083 

50-317 

P 

CDUFFIE.M A 

0403130062 

50-400 

E 

MCQUEEN, M M 

8403290034* 

FOIA 


HILLER. J R. 

84030B0191# 

FOIA 


CDUFFIE, M A 

0403140120 

50-400 

F 

MEDFORD, M 0, 

84022301 76 

50-133 

F 

MILLER, J. r 

8403120082 

50-368 

P 

CDUFF 1 E, N. A 

B4 03140174 

50-400 

0 

MEDFORD, M 0. 

8403020040 

50-361 

R 

MILLER, J R, 

8403120214 

50-335 

P 

CDUFFIE.M A 

8403190065 

50-400 

F 

MEDFORD, M. 0 

8403020092 

50-361 

P 

MILLER, J. R, 

8403120217# 

50-335 

P 

CDUFFIE.M A 

B403210131 

50-400 

A 

MEDFORD, M 0 

B40302O273 

50-206 

8 

MILLER, J R. 

8403120240 

50-335 

a 

CDUFFIE, M A 

8403260009 

50-400 

M 

MEDFORD, M 0 

8403050140 

30-206 

S 

MILLER, J. r. 

0403120379 

50-344 

F 

CDUFFIE, M A 

8403290134 

50-400 

E 

MEDFORD. M 0 

8403060363 

50-206 

X 

miller, J r. 

8403140299 

50-313 

p 

C BARRY, J M 

8403070048 

90-413 

0 

MEDFORD, K 0 

6403060399 

50-206 

s 

MILLER, J R, 

8403150290 

50-282 

F 

COARRY. J M 

0403070048 

90-413 

0 

MEDFORD, M 0 

8403060424 

50-361 

p 

miller, J r. 

8403150333 

90-309 

P 

CGARRY.J N 

8403160029 

50-413 

0 

MEDFORD, M. D 

8403090127 

50-361 

Q 

miller, j. r 

8403190419 

50-266 

P 

COARRY, J M 

B403160029 

50-413 

G 

MEDFORD, M 0 

8403130134 

50-361 

P 

MILLER, J R, 

8403210206# 

50-338 

P 

COARRY, J M 

B4032A0367 

50-413 

c 

MEDFORD, M. 0 

0403190345 

50-361 

P 

MILLER, J. R 

8403220212# 

50-338 

P 

COARRY, J M 

8403260367 

50-413 

9 

MEDFORD, M. 0 

0403200097 

50-206 

F 

MILLER, J. R 

84 032202 59# 

50-266 

P 

COAUOHY, J P 

8403070325 

50-416 

P 

MEDFORD, M 0 

8403220121 

30-206 

P 

MILLER, J R 

B403260071 

90-344 

P 
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MILLER, J R 

8403260302 

50-344 

F 

MILLER, J R 

8403200163 

SO-2B5 

p 

MILLER, L K 

8403220142 

50-311 

R 

MILLER, L K 

0403220174 

50-272 

R 

MILLER, M A 

840303031 1 

50-424 

A 

MILLER, M A 

B403070409* 

50-322 

S 

MILLER, M E 

B 4032001 00# 

50-354 

0 

MILLER, M E 

8403210087 

50-354 

0 

MILLER. M 1 

B40320O122 

50-454 

0 

MILLER, M I 

8403200122 

50-454 

Q 

MILLER, M L 

8403010316 

50-263 

Ej 

MILLER, M S 

8403 1 30174 

50-322 

0 

MILLER, M 9 

6403130174 

50-322 

0 

MILLER, M 9 

8403200140# 

50-322 

0 

MILLER, M 9 

8403200140# 

50-322 

Q 

MILLER, M 5 

84032 00143# 

50-322 

0 

MILLER, M B 

8403200143# 

50-322 

o 

MILLER, M B 

S403200146# 

50-322 

0 

MILLER, M 5 
MILLER, N E 

0403200146* 

0403300294 

50-322 

tWREB 

0 

MILLER, R L 
MILLER, V. L. 

6403130214 
04030 S0133# 

50-30 

FOIA 

u 

MILLER, W A 

04O2O9O3B4* 

50-390 

F 

MILLER, W H 

S4031 60092# 

50-413 

a 

MILLER, W 0 

B003240199# 

50-508 

A 

MILLER, H □ 

821 1090018# 

50-356 

0 

MILLER, g 0 

830509030 6# 

50-5 09 

0 

MILLER, W 0 
MILLER, W 0 
MILLER, U 0 

MILLER, W. D 
MILLER, W 0 

8300100403* 

8403050213 

8403050222 

8403030223 
840306001 1 

50-397 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

A 

MILLER, W 0, 

8403070001 

50-338 

P 

MILLER, W. 0 

8403120237 

50-266 

P 

HILLER, U D 

8403200391 

50-277 

F 

MILLER, U □ 

6403270338 

50-206 

P 

MILLER, g □ 

8403270371 

50-309 

P 

MILLER, W 0 

0403300223 

50-261 

P 

MILLER, g 0 

8403300279 

50-331 

P 

MILLER, W, 0. 

0403300299 

50-324 

P 

MILLER, W 0 

8403300304 

50-219 

P 

MILLS, L. M 

8402090330 

50-390 

F 

MILLS, L M 

8403010093 

50-438 

8 

MILLS, L M 

8403010306 

50-257 

P 

MILLS, L, M, 

8403010339 

50-390 

S 

MILLS, L M, 

6403010376 

50-430 

8 

MILLS, L M 

B40302O236 

50-390 

F 

MILLS, L M 

8403020313 

50-327 

P 

MILLS, L M 

8403020334 

50-390 

F 

MILLS, L M 

8403060147 

50-239 

F 

MILLS, L M 

8403060238 

50-259 

F 

MILLS, L M 

0403060391 

50-327 

F 

MILLS, L, M, 

0403070023 

50-259 

a 

MILLS, L, M, 

B4030700S4 

50-259 

0 

MILLS, L M. 

8403070066 

50-430 

a 

MILLS, L M 

B4030700B9 

50-438 

a 

MILLS, L M 

04030701 S3* 

50-327 

a 

MILLS, L M 

8403070174 

50-390 

s 

MILLS, L M 

8403070224# 

50-430 

a 

MILLS, L, M 

8403070230 

50-390 

a 

MILLS, L M. 

8403070235 

50-390 

a 

MILLS, L, M 

0403070237 

50-259 

a 

MILLS, L M. 

8403070241 

50-438 

a 

MILLS, L. M. 

8403070245 

50-390 

a 

MILLS, L M 

8403070206 

90-390 

s 

MILLS, L, M, 

8403070294 

50-438 

3 

MILLS, L. M 

8403070297 

50-438 

8 

MILLS, l. m. 

0403070329 

50-430 

s 

MILLS, L. M. 

8403090024 

50-438 

s 

MILLS, L M 

8403090050 

50-390 

8 

MILLS, L, M 

B403090163 

50-438 

3 

MILLS, L M 

8403090101 

50-438 

3 

MILLS, l, h, 

8403090206 

50-390 

S 

MILLS, L, M 

B4031 20105 

50-438 

9 

MILLS, L H, 

0403120163 

50-430 

B 

MILLS, L h 

B4031 20179 

50-390 

E 

MILLS, L M 

04031 30007 

50-259 

P 

MILLS, L M, 

8403130025 

50-259 

P 

mills, L, m 

B4O313OOB0 

50-327 

Q 

mills, l M. 

0403150007 

50-439 

8 

HILLS, L M 

8403150059 

SO-43B 

B 

MILLS, L M. 

MILLS, L, M 

8403150127 

8403150229 

50-390 

40-1341 

0 

MILLS, L. M. 

8403160042 

50-438 

0 

MILLS, l. m 

0403160171# 

50-259 

a 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

MILLS, L M 

8403160223# 

30-259 

a 

MILLS, L M 

040316031 S» 

30-259 

a 

MILLS, L M 

0403160364* 

50-390 

a 

MILLS, L M 

8403160373 

50-257 

p 

MILLS, L M 

8403190054 

50-390 

8 

MILLS, L M 

8403190099 

50-390 

9 

MILLS, L M 

8403190149* 

50-259 

a 

M ILLS, L M 

8403190161# 

50-259 

a 

MILLS, L M 

84 031 90287 

30-43B 

s 

M ILLS, L N 

8403190350 

50-390 

8 

MILLS, L M 

0403190369 

PR 


MILLS, L M 

0403190370 

50-327 

F 

MILLS, L M 

0403200170 

50-2 59 

P 

MILLS, L M 

0403200225 

50-390 

A 

MILLS, L M 

0403210037 

50-390 

S 

MILLS, L M 

04 032 10042 

50-430 

S 

MILLS, L M 

04032 10046 

50-438 

S 

MILLS, L M 

0403210066 

50-390 

8 

MILLS, L M 

84032 100B6 

50-390 

8 

MILLS, L M 

8403210132 

50-43B 

B 

MILLS, L M 

0403220220 

40-1341 


MILLS. L M 

0403260212 

50-390 

A 

MILLS, L M 

040326021 B 

50-390 

A 

MILLS, L M 

0403260229 

50-239 

P 

MILLS, L M 

□403260277 

50-327 

F 

MILLS, L M 

0403270145 

50-390 

F 

MILLS, L M 

B40 32702 IQ 

50-390 

E 

MILLS, L M 

0403290026 

50-327 

P 

MILLS, L M 

840329003B 

50-327 

P 

MILLB, L M 

8403290183# 

50-259 

a 

MILLS, L M 

0403290207* 

50-259 

a 

MILLS, L M 

8403300004 

50-438 

s 

MILLS, L M 

040330002 I 

50-438 

B 

MILLS, L M 

0403300030 

50-390 

E 

MILLS, L M 

0403300039 

50-430 

B 

MILLB, L M 

B403300034 

SO-43B 

S 

MILLS, L M 

0403300109 

50-390 

8 

MINARICK, J g 

8403010102* 

FOTA 


MI NECK, D L 

8403060143 

50-331 

S 

MI NECK, D L 

0403120042 

50-331 

R 

MINECK. D L 

0403120091 

50-331 

S 

MINECK, 0 L 

8403120139 

50-331 

S 

MINECK. D L 

B4031304BB# 

50-331 

F 

MINECK, D L 

B403220017 

50-331 

R 

MINER, 8 

8403010374 

50-312 

P 

MINER, B 

8403150350 

50-213 

P 

MINOOUE, R B. 

7910360122# 

50-312 

P 

MINOGUE.fi B. 

8403150175 

RES 


MINOOUE, R B, 

0403270024* 

FOIA 


MINOR, G C 

8403220305# 

50-322 

T 

MINOR, Q C 

0403220313* 

50-322 

T 

MIRAOLI A, F. J 

61061 70138* 

FOIA 


MIRAOLIA, F J 

0106220066# 

50-300 

a 

MIRAOLIA, F J 

0203180118* 

50-500 

A 

MIRAOLIA. F J 

0403020049# 

FOIA 


MIRAOLIA. F J 

B4O3O50132# 

50-206 

F 

MIRAOLIA, F J 

B4O30 60039 

50-155 

P 

MIRAOLIA, F J 

84030 B0271 

MISC 


MIRAOLIA, F J 

8403090195 

50-206 

P 

MIRAOLIA, F J 

8403270245 

50-322 

F 

MIRAOLIA. F J 

B40330030B 

50-155 

P 

MIRDCHNA.R, 

8403230096 

50-237 

8 

MIBAK, A 

0403130302 

50-234 

Ft 

MITTENBEROER, S 

8403 1 6024 6 

50-403 

F 

MITTL.R L, 

B403 1 4011 3 

50-334 

A 

MITTL.R L, 

B4032 10036 

30-354 

A 

MITTL, R L 

040323004 1 

30-334 

C 

MITTL.R L 

0403290277 

PR 


MITTL.R L 

8403290302 

50-334 

A 

MIZUNO.O- 8 

6403 1 4005 5 

30-445 

0 

MOBLEY. M. H 

B4O30 90103 

PR 


MONAGHAN, J A 

B40313001S# 

50-322 

0 

MONAOHAN, J. A 

8403130018* 

50-322 

o 

MONAOHAN, J, A 

B403 130041# 

30-322 

o 

MONAOHAN, J A 

8403130041# 

50-322 

0 

MONAOHAN, J A 

B4OD130O53# 

30-322 

0 

MONAOHAN, J. A. 

0403130053# 

50-322 

0 

MONAOHAN. J A 

0403130063* 

50-322 

0 

MONAOHAN. J A 

0403130063* 

50-322 

0 

MONAOHAN, J. A 

0403130073# 

50-322 

0 

MONAOHAN. J A 

8403130073* 

50-322 

Q 

MONTE I TH. J. L 

04O3O6O2B9# 

50-322 

T 

MONTE I TH. J L 

8403060293# 

50-322 

r 

MONTOOMERY, D 

8403290030# 

50-390 

a 

MONTOOMERY, D, M 

8403160202* 

50-390 

a 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATE DORY 

MONTGOMERY, D M 

0403160309# 

50-395 

MONTGOMERY, 5 M 

0403160329* 

50-369 

MONTGOMERY, D M 

8403290147# 

50-413 

MONTGOMERY, D M 

8403290239* 

80-259 

MOONEY, J A 

8403060426 

50-320 

MOONEY. J A 

84031 SO 003 

50 -329 

MOONEY, J A 

0403200027 

50-329 

MOONEY. J A 

8403200039 

50-3 29 

MOORE, D E 

0402130404* 

50-3 4 □ 

MOORE. D E 

8403030170# 

50-413 

MOORE. Q H 

8403120010* 

50-275 

MOORE, J E 

B402070054 

50 - 400 

MOORE, J E 

8403140159 

50-400 

MOORE, J E 

8403140163* 

50-400 

MOOIIE, J E 

8403270319 

50 - 400 

MOORE, K € 

0403190246* 

TOPREP 

MOORE, R N 

0403200392 

XPORTLIC 

MOORE, R N 

0403200337 

XPDRTL1C 

MOORC, R N 

0403290129 

XPORTLIC 

MORAN, D Jl 

0401190219 

TOPREP 

MORAN, □ H 

8403200242 

TOPREP 

MORELAND, P E 

8403210005* 

40-6920 

MORELAND, P E 

84032100 1 0* 

40-692 0 

MORGAN, R E 

8403000135 

90-261 

MORGAN. R E 

04O3O6O25B 

50 -261 

MORGAN, R, E 

84031 SOO90 

50-261 

MORGAN, R. E 

0403160262* 

50-261 

MORGAN, R. E 

040320024 S 

50- 261 

MORGAN. R. E 

0403230127 

50-261 

HORDE N8TERN. A 

0403150153 

XPORTLIC 

MORGEHBTERNj M 

8403230200 

MJREG 

MOH I ARTY, J M 

B40319024B 

50-3 9 5 

MGRIAFtTY, J M 

B403190374 

50-443 

MORE IN, K 14 

B4G306024 4 

50 -2 99 

MOflKIN, K tl 

B4032201 59 

50 -26 0 

MQRLEY, J A 

8403060919 

WASTE MOT 

MORLEY, j A 

8403140312 

WABTE MOT 

MORRILL, P 

B3091 50401# 

FOIA 

MORRILL, P J 

8403010233# 

50-312 

MORRILL, P J 

0403210! 1 9* 

50- 2 7 5 

MORRIS, A E 

B4Q30B04 1 2* 

50-320 

MORRIS, C 

B31 01707 12* 

50-20 6 

MORRIS, C 

8403050025* 

50-20 6 

MORRIS, C A 

B403020010 

50-361 

MORRIS, C A 

8403020218 

50-20 6 

MORRIS, C A 

B403200037* 

50-361 

MORRIS, C A 

8403200074* 

50-361 

MORRIS, C. A 

B403200077* 

50- 361 

MORRIS, C A 

840320000 2* 

50-361 

MORRIS, C A 

B4 03200 08 6* 

50-361 

MORRIS, C. A 

8403200080* 

50-361 

MORRIS. C. A 

840320009 1 * 

50-361 

MORRIS. C. A 

8403300003 

50-206 

MORRIS, P. A 

8403060097 

50-3 52 

MORRIS, P A 

0403200070 

50-3 52 

MORRIS, P A 

8403200354 

50-3 52 

MORN I SDN, g M 

040329003 5* 

pa I A 

MORTON 

8403010098# 

CONTRACT 

MORTON, K L 

0403020075 

50-313 

MORTON, K L 

840330006 B 

50-313 

MORTON, K. V 

8403020043* 

50-10 , 

MORTON, K. V 

0403030237# 

CONTRACT 

MORTON, K. V, 

8403060493* 

CONTRACT 

MORTON, K. V 

8403060502* 

CONTRACT 

MORTON, K, V 

8403070009* 

CONTRACT 

MORTON, H V, 

8403070032* 

CONTRACT 

MORTON, K V. 

B40307016 1 * 

CONTRACT 

MORTON, K V 

8403070172* 

CONTRACT 

MORTON, K V. 

8403070346# 

CONTRACT , 

MORTON. K V, 

8403090135* 

CONTRACT 

MORTON. K V. 

84 03150209* 

CONTRACT 

MORTON, K V. 

B4 03230076* 

CONTRACT 

MORTON, K V. 

B4 03230 130* 

CONTRACT 

MORTON, K V. 

B4 0329034 3* 

ForA 

MOSLAK, T. 

6403060110 

50-320 

MOSLAK, T 

8403060439 

50-320 

MOSLAK, T. 

0403130471# 

50-320 « 

MOTES, b. g, 

8403060533 

WREQ 

MOUSY. W R 

8403150197 

XPORTLIC 

MOWRY, W R. 

84 03150199# 

XPORTLIC , 

MROCZKA, E J 

8403010219 

50-336 

MROCZKA, E. J 

B4030I02I9 

50-336 

MROCZKA, E, J 

8403020055 

50-245 „ 

MROCZKA, E. J 

8403020133 

50-336 

MROCZKA, E J 

8403020133 

50-336 ,, 


536 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

■NUMBER 

BUBJECT 

CATEGORY 

MROCZKA, E J 

BA 032001 13 

50-336 

S 

MROCZKA, E J 

BA 032*0284 

50-245 

S 

MROCZKA, E. J 

BA 03300080 

50-336 

H 

MROCZKA, E. J 

BA 03300080 

50-336 

R 

MROCZKA, E. J 

B4033O0133 

50-245 

R 

MROCZKA, E. J 

BA 03300 135 

50-245 

R 

MUDD, C H 

84032B010? 

50-34B 

F 

MUELLER, C. J 
MUELLER, C J 
MUFFETT. J 

840314033? 

8403140337 

B4030B030B* 

ACR3 

ACR3 

50-315 

a 

HULLAUER.J R 
MULLER, D. R 

84 030 0021 3* 
83010*0211* 

FOIA 

50-400 

E 

MULLER, D. R 

B307270413* 

50-400 

E 

MULLER, D. R 

B312OB01BB* 

50-400 

E 

MULLER, K. 

MULLER, K. 

MUNSON, L. F 
MURLEY, T. E 
HURLEY. T. E 
HURLEY, T. E 

0403130233 

B4 03 1502*0 
8403170447 

B 4 03010472 

8403010483* 

8403020343 

40-878* 

40-B7B6 

nureo 

40-6720 

40-6920 

50-317 

a 

MURLEY, T E 

B4030SC403 

50-2B7 

a 

HURLEY, T E 

B 4 030804 07* 

50-2B7 

a 

MURLEY, T E 

B40313021 2 

50-293 

a 

MURLEY. T E 

BA 031 301 1 1 

50-293 

p 

MURLEY, T. E 

BA 03170243 

50-3 

F 

MURLEY, T E 

BA 03520 1 3* 

50-213 

a 

MURPHY, A d 

BA 0307001 3* 

50-287 

u 

MURPHY, C E 

BA 022302 37* 

50-400 

A 

MURPHY, C E 

B4030B0212* 

50-413 

a 

MURPHY, L, E 

MURPHY, L. 0 
MURPHY, M R 

BA 03220 307 

BA 032*02 9* 
8403210038 

CONTRACT 

CONTRACT 
WASTE MOT 

MURPHY, U P 

8403020247 

50-271 

p 

MURPHY, W F. 

840317008* 

50-271 

R 

MURPHY, W P- 

840320015* 

50-271 

a 

MURPHY, W P 

8403230063 

50-271 

F 

MURPHY. W P 

B40 3270 170 

50-271 

P 

MURPHY, W P. 

8403300071* 

50-271 

a 

MURPHY, W P. 

8403300146* 

50-271 

a 

MURPHY, U P. 

8403300153 

50-271 

a 

MURRAY, B 

B403060184* 

50-443 

a 

MURRAY, B 

84031301 48* 

50-267 

Q 

MURRAY, B 

8403260087* 

50-382 

a 

MURRAY, □ 

84032*0107* 

50-2*7 

a 

MURRAY, B 

8403260172* 

50-285 

a 

MURRAY, D 

B403B6O21 1* 

50-2*7 

o 

MURRAY, B 

84032*0250* 

50-382 

a 

MURRAY, B 

8403300050* 

50-313 

<t 

MURRAY, T D 

B401 160250 

50-34 6 

s 

MURRAY, T D 

B403020078 

50-34 6 

R 

MURRAY, T. D 

B4 03 0702 51 

50-34* 

R 

MURRAY, T 0 

8403130276 

50-34* 

f 

MURRAY, T D 

B40317010? 

50-34* 

s 

MURRAY, T D 

B4 03 1702 1 3 

50-34* 

R 

MURRAY, T D 

B403 2901*7 

50-34* 

F 

MURRAY, T D. 

84033001B4 

50-34* 

R 

MU3ELER, W J 

8403010207 

50-322 

S 

MUBELER.H J 

8403010207 

50-322 

8 

MUBELER, W J 

8403010218 

50-20* 

S 

MUBELER, U J. 

B403D1O21B 

50-20* 

8 

MUBELER, W J. 

84031 4004 B 

50-322 

8 

MUBELER, W. J. 

8403 140050 

50-322 

8 

MUBELER, W J. 

8403150133 

50-20* 

S 

MUBELER, W. J. 

B4031 50133 

50-20* 

8 

MUBELER, W J. 

8403270132 

50-322 

S 

MUBELER, W J. 

8403270132 

50-322 

B 

MUSOLF, D 

B403O103! * 

50-2*3 

8 

MUSOLF.D 

B403O20177 

50-2*3 

R 

MUBOLF, D, 

8403060425 

50-282 

P 

MUBOLF. D 

8403 1 20033 

50-2*3 

8 

MUBOLF, D 

B4031200B8 

50-2*3 

8 

MUBOLF, D, 

84031303*5 

50-2*3 

8 

MUBOLF. D 

8403 190388 

50-282 

a 

MUBOLF. D, 

8403190377 

50-282 

p 

MUBOLF. D 

8403200255 

50-2*3 

s 

MUBOLF. D. 

B403220003 

50-2*3 

8 

MUSOLF.D 

9403230051 

50-282 

P 

MUSOLF. D 

8403270049 

50-2*3 

P 

MUSOLF.D 

8403270170 

50-282 

a 

MUSOLF. D 

8403300087 

50-263 

R 

MUBOLF. D, 

B 4033 0007 5 

50-282 

R 

KUTO, N. J 

8403220302* 

30-322 

T 

MYERS, D. 

8403160383* 

30-261 

a 

MYERS, D. D 

8403070310* 

50-324 

a 

MYERS, D. 0, 

8403290072* 

30-324 

a 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MYRABO, A L, 

8403020197 

50-263 

R 

MYRABO, A. L 

8403300087 

30-2*3 

R 

NADEL. h V 

8403070109 

NUREO 


NAIDU. K. 

8403190076* 

50-373 

a 

NAKAHURA, n 

840301046* 

XPORTLIC 


NAKAMURA, N 

84030 50364* 

XPORTLIC 


NAKAMURA, N 

840305036** 

XPORTLIC 


NAPTER, J J. 

B403300100 

50-317 

8 

NAPUDA. 0 

8403020220* 

30-380 

0 

NARBUT. P 

8402 140031* 

50-328 

a 

NARBUT.P, 

8403230117 

50-312 

8 

NARBUT. P P 

8403270139* 

50-528 

a 

NARDOC I, P B 

8403060232 

50-370 

s 

nardqci.p h 

8403120130 

50-370 

S 

NARDOC I, P H 

8403120173 

50-370 

8 

NARDOC 1, P B 

8403130167 

50-370 

8 

NARDOC I, P B 

84031 30332 

50-3*9 

S 

NARDOC I, P B 

84031 901 3B 

50-370 

8 

NARROW, L 

8403020272* 

50-273 

a 

NARROW. L 

8403070322* 

50-277 

a 

NARVER.R. 0 

8403140026* 

50-329 

A 

NATARAJA.M 8 

84032*0344 

WASTE MOT 

NEFF, J. 0 

8403200348 

WASTE MOT 

NEFF, J. 0 

8403300239 

WA8TE MOT 

NEICHALFEN, A F 

8403120104 

50-483 

A 

NEIGHBORS, J D 

8403020054 

50-280 

P 

NELSON, 0. B 

8403010266* 

50-142 

0 

NELSON, 0 B 

B4 0306 0331 * 

70-734 


NELSON. P R 

8403080049* 

FOIA 


NELSON. P R. 

8403080050* 

FOIA 


NELBON, P. R 

B403080099* 

FOIA 


NELSON, P R 

8403 080102* 

FOIA 


NELSON, P. R 

8403080109* 

FOIA 


NELBON, P R 

8403080123* 

FOIA 


NELBON, P R 

8403080139* 

FOIA 


NELBON, P R. 

B403OBOI44* 

FOIA 


NELBON, P R 

8403080157* 

FOIA 


NELSON, P R 

B403OBO177* 

FOIA 


NELSON, R 

840330 0030* 

50-454 

a 

NELBON, R L 

8403170394* 

50-305 

a 

NELSON, R W 

6403230173 

NUREO 


NEMETHY, E 

8403210018 

FR 


NEMETHY. E 

B4032 10022 

FR 


NERSES, V 

8403280122 

50-244 

p 

NEUMANN, S P 

8403230177 

NUREO 


NEWMAN, J R 

B403O701 17 

SO-49B 

0 

NEWMAN. T C 

8403080281* 

50-275 

E 

NICHOLAS, J. B 

84030*0184* 

50-4 45 

a 

NICHOLS, N. N 

8403150024 

50-352 

0 

NICHOLS, N N 

8403150024 

50-392 

0 

NICHOLSON, N 

8403170334* 

50-295 

0 

NICHOLSON, W 0 

8403020050 

50-344 

R 

NIOHriNOALE, E 

6403190323* 

50-358 

0 

NTMITZ, R. L, 

8403070306* 

50-3B7 

a 

NIM1TZ, R L 

8403130208 

50-219 

3 

NIMIT1, R L. 

8403270210* 

50-272 

a 

NIX, H C 

8403010330 

50-321 

B 

NIX, H C. 

8403090228 

50-321 

6 

NIX, H C 

8403090282 

50-321 

F 

NIX, H C. 

0403 120031 

50-3*6 

8 

NIX, H C 

8403190071 

50-321 

R 

NIX, H, C. 

84031*0031 

50-36* 

S 

NIX.H C 

84031*0044 

50-321 

8 

NIX, H, C 

840319002* 

50-3*6 

8 

NIX, H, C 

8403260086 

50-366 

8 

NIX.H C. 

8403260117 

50-366 

8 

NIX.H. C 

8403260191 

50-366 

8 

NIX.H C 

8403300339 

50-321 

F 

NOBLES, L M. 

8403260277 

50-327 

F 

NOLAN, F J 

7908010102* 

90-509 

A 

NORBERO, J 

S30 1060420* 

FOIA 


NORDERHAUO, L. 

84031201 05* 

50-361 

a 

NORDERHAUO, L. R. 

840306032? 

70-734 


NORDERHAUO, L. R 

8403060331* 

70-734 


NORDERHAUO, L. R 

9403080145 

50-520 

a 

NORDERHAUO, L R, 

8403120184 

50-361 

a 

NORDERHAUO, L F 

B40319O 1 59 

70-984 


NORDERHAUO, L R. 

8403190224 

70-1257 


NORDERHAUO, L R. 

8403190376 

50-206 

s 

NORELIUB, C E 

8403010380 

50-373 

8 

NORELIUB, C. E 

8403050232* 

FOIA 


NORELIUB, C. E. 

8403050235* 

50-305 

P 

NORELIUB, C. E 

8403050256* 

50-255 

0 

NORELIUB, C E 

04 030 602 50 

50-374 

P 

NORELIUB, C. E. 

B4030BO207* 

FOIA 



AUTHOR 

ACCESSION 

NUMBER 

BUBJECT 

CATEGORY 

NQREL TUB, C E 

040308021 1# 

FOIA 


NORELIUB, C E 

8403120070 

50-237 

0 

NORELIUB, C. E 

8403120073* 

90-237 

a 

NORELIUB, C. E 

8403120120 

90-331 

0 

NORELIUB, C E 

8403120124* 

90-315 

a 

NORELIUB, C. E 

8403120125* 

50-331 

a 

NQREL 1 US, C E 

8403130204 

90-4 4 0 

a 

NORELIUB, C. E 

8403190089 

90-123 

a 

NQREL I US, C E 

8403190094# 

50-123 

0 

NORELIUB, C E 

8403230137 

50-319 

a 

NORMAN, D 

B403010430* 

50-42 3 

Q 

NORRHOLM. L, 

8403150166* 

50-286 

a 

NORRHOLM, L J 

8403220115* 

90-272 

o 

NORRHOLM, L J 

8403290139* 

50-272 

a 

NORRIS, H, R 

8403080135 

50-261 

R 

NORRIS, H R. 

8403000298 

50-261 

n 

NORRIB, J 

8403200090 

90-275 

p 

NORRIS, J. A. 

8403120326 

50-275 

F 

NOHRY. P, 0, 

8403020378 

ORO 


NORRY. P 0 

8403300265 

ORO 


NORTH. H B. 

8403080075# 

50-312 

0 

NORTON, B. 

8403070044 

50-275 

0 

NORTON, S 

8403070044 

50-279 

0 

NORTON, B 

8403120006 

50-275 

0 

NORTON, B. 

0403120006 

50-275 

0 

NOTARO, J A 

B403270U* 

50-322 

A 

NOVACHEK, F. 

84030101 16 

50-267 

8 

NOVACHEK, F 

8403010159# 

50-267 

S 

NOVACHEK, F 

8403010167* 

50-267 

e 

NOVACHEK, F 

84032200*3 

50-267 

8 

NOVAK. T, M. 

0402070016 

50-413 

A 

NOVAK. T M 

8403070221* 

50-44 0 

A 

NOVAK. T. M, 

8403170186* 

90-327 

A 

NOVAKOVICH, D 

8403200371 

XPORTLIC 


NOVAKOVICH, D 

8403280151* 

XPORTLIC 


NUGENT > E L 

8403120291 

40-2259 


NUSBBAUMER, D 

8403120248 

WASTE MOT 

NUSBBAUMER. D A 

8403020332 

WASTE MOT 

NUSBBAUMER, D A 

8403000117# 

FOIA 


NUSBBAUMER, D. A. 

0403080128* 

FOIA 


NU88BAUMER, D A 

84030B013B# 

FOIA 


NUSBBAUMER, D A 

8403000181* 

FOIA 


NUSBBAUMER, D A 

8403150221 

WASTE MOT 

NUBBBAUMER, D, A 

0403170420 

WASTE MOT 

NUSBBAUMER, D A. 

0403260153* 

40-1+78 


NUTT, U. T. 

0403230102* 

50-255 

P 

NUTT, M T 

0403230106* 

50-255 

P 

NYKIRK, J, W, 

8403140082 

50-275 

F 

O'CONNELL, J 

8403270347 

90-275 

0 

0 'CONNOR, P. W. 

0403270240 

90-482 

A 

O'CONNOR, P. W. 

0403270283 

50-482 

A 

O'CONNOR, P W 

0403290351 

90-482 

A 

O'DONNELL, F.R 

0403120255 

RES 


O'NEILL, J. 

0403260360 

90-195 

0 

O'NEILL, J H 

0403010263 

90-400 

0 

O'NEILL, J. H 

8403010263 

90-400 

0 

0 'NEILL, J H 

8403130447 

50-400 

0 

O'NEILL, J H 

8403130447 

90-400 

0 

O'NEILL, J H 

8403130457# 

50-400 

0 

O'NEILL, J.H 

8403130457* 

50-400 

0 

O'NEILL, J H. 

8403220261 

50-400 

0 

O'NEILL, J. H. 

8403220261 

90-400 

0 

O'REILLY, J. P 

8401240304 

70-27 


O'REILLY, J. P 

8403070067 

90-299 

a 

O'REILLY, J P 

0403070191 

90-327 

a 

O'REILLY. J. P 

8403070156* 

90-327 

0 

O'REILLY. J, P 

8403070279 

90-280 

a 

O'REILLY, J. P. 

0403080051* 

FOIA 


O'REILLY, d. P 

8403080056* 

FOIA 


O'REILLY. J. P. 

0403080066* 

FOIA 


O'REILLY. J. P. 

8403080074* 

FOIA 


O'REILLY, J P 

8403080121* 

FOIA 


O'REILLY, J P. 

84031*0105 

70-1 1 13 


O'REILLY, J. P 

84031*0267 

90-261 

a 

O'REILLY, J P 

8403160273 

90-297 

a 

O'REILLY, J P. 

8403160325 

70-143 


O'REILLY. J. P. 

8403160377 

70-1 43 


O'REILLY. J, P 

8403290047 

90-299 

a 

O'REILLY. J P. 

8403290097 

90-2 90 

a 

O'REILLY. J, P. 

0403290181 

90-339 

F 

O'REILLY. J, P. 

8403270190* 

90-299 

a 

O'REILLY. J. P. 

0403290274 

30-280 

a 

O'REILLY. U. P. 

8403290315 

90-290 

a 

O'REILLY, J. P. 

B403300324 

90-261 

a 

O'REILLY. J.P 

8403300327* 

90-261 

a 


PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEODRY 

O'TOOLE. J D 

0403020133 

30-247 

R 

O'TOOLE. J, D 

0403030013* 

30-247 

0 

O'TOOLE. J D 

0403090093 

30-247 

P 

O'TOOLE. J, D 

0403090090* 

30-247 

P 

O'TOOLE, J D 

8403090208 

30-3 

F 

O'TOOLE. J.D 

0403 130403 

30-247 

8 

O'TOOLE, J 0 

6403130029 

30-247 

0 

O'TOOLE. J. D. 

0403190069 

30-3 

F 

O'TOOLE. J.D, 

B403190399 

30-247 

F 

O'TOOLE. J D 

8403200124 

30-247 

P 

O'TOOLE, J D 

8403210194 

30-247 

S 

O'TOOLE, J. D. 

B403230133 

30-3 

R 

O'TOOLE. J.D. 

B403260120 

30-3 

R 

O'TOOLE, J D 

8403270106 

30-247 

R 

O'TOOLE, J D. 

B403270193 

30-247 

P 

O' TOOLE, J D 

0403270204 

30-247 

S 

O'TOOLE, J. D. 

B40 32 90170 

30-247 

P 

O'TOOLE, J. D 

0403290172 

30-247 

a 

0 'TOOLE, J D. 

B40329026S 

30-247 

a 

OBERO, C. R. 

B403060373* 

30-443 

a 

OBERO, C. T. 

0403060210* 

40-8B30 


OBERLANDER.P L 

0403300132* 

30-498 

A 

ODEOAARDEN, R. H 

B403160164 

71-9173 


ODELL, W, H. 

0403260100 

30-4 30 

A 

DE8TMANN, H J 

0403190313* 

30-341 

a 

OESTMANN, M, J. 

8403300033* 

30-436 

a 

0E8TMANN, M. J 

8403300040* 

30-282 

a 

DLIVEIRA, W, 

0403290130* 

30-332 

a 

OLLER, R E 

0403130323* 

OA999 


OLLER.R E 

0403270164* 

0A999 


QLHBTEAD, W. J 

B4 0306009 3* 

FOIA 


OLHOTEAD, W. J 

B4O3O0O223* 

FOIA 


OLSON, 0. L. 

8403230243 

WASTE HQT 

OMAN, R, 

0403120012* 

30-273 

0 

OMAN. R 0. 

B403120010* 

30-273 

0 

OPEKA, J, F 

B40301 0391 

30-213 

p 

DPEKA, J. F. 

B403090137 

30-213 

a 

OPEKA, J, F. 

B403090237 

30-336 

p 

OPEKA, J F. 

B403070297 

30-336 

p 

OPEKA, J F. 

0403090272 

30-336 

p 

OPEKA, J F 

B403090272 

50-336 

p 

OPEKA, J, F. 

B403120133 

30-243 

R 

OPEKA, J. F 

B403I2013S 

30-243 

R 

OPITZ.B E 

84030701 IB 

NUREO 


DP REA. 0 W. 

B403130325 

30-498 

s 

OPREA, 0 VI 

B403 130477 

S0-49B 

B 

□PEER, C, E. 

B4O3O5OO01* 

30-43B 

A 

PADEN, R, C 

B40306013S 

FOIA 


PAGE, M. 

040301 0019 

CONTRACT 


PAGE. tt. 

B403060300 

CONTRACT 


PAGE. h 

B4030703B0 

27-39 


PAGE. It 

B40307041 1 

CONTRACT 


PAQE. H 

0403090133 

CONTRACT 


PAGE, M 

B40309013B 

CONTRACT 


page, R. 0. 

B40301 0307 

40-B027 


PAGE. R 0. 

6403070015 

70-1201 


PAQE, R. 0 

,8403070107 

70-824 


PAGE, R G. 

0403070348 

40-BB20 


PAGE, R 0. 

B40314021 3 

40-B027 


PAQE, R. 0 

B4 03200 32 7 

40-2061 


PAGE, R. 0. 

S40323024 1 

70-1339 


PAOE, R. 0 

B403230244* 

70-1339 


PAGE, R 0. 

9403260002 

70-1237 


PAGE, R. 0. 

8403260141* 

40-1470 


PAOE, R. e. 

0403270273 

70-3* 


PAOE, R. 0, 

B40 330029 3 

70-1237 


palladino.n J 

0402130393* 

90-39B 

U 

P ALLADINQ, N, J. 

B4021 30390* 

30-39B 

U 

PALLADIUM, J 

B4021 30393 

90-39B 

u 

P ALLADINQ, N J 

8402 130399* 

50-330 

u 

P ALLADINQ, N. J. 

8402220291 

S0-2B9 

u 

P ALLADINQ, N. J 

B403050194 

30-346 

M 

PALLADINO, N. J. 

8403030196 

COrlMISSION 

PALLADINO, N. J. 

B403090200 

COMMISSION 

PALLADINO, N, J. 

8403090204* 

COMMISSION 

PALLADINO, N J. 

8403030346 

COMMISSION 

PALLADINO, N. J. 

8103030348 

COMMISSION 

PALLADINO, N. J. 

B40303O362 

COMMISSION 

PALLADINO, N, J. 

0403030379 

COMMISSION 

PALLADINO, N. J 

B4030600 1 4 

COMMISSION 

PALLADINO, N. J. 

B403060018 

COMMISSION 

PALLADINO, N, J. 

0403060023* 

COMMISSION 

PALLADINO, N, J. 

B4 03060030* 

COMMISSION 

PALLADINO, N. J. 

B4 0306003 1 * 

COMMISSION 

PALLADINO, N, J, 

0403060046* 

COMMISSION 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

PALLADINO, N J 

84030600614 

COMMISSION 

PALLADINO, N J 

S4 0306006 3* 

COMMISSION 

PALLADINO, N J 

0403060071* 

COMMISSION 

PALLADINO, Nl J 

0403060074* 

COMMISSION 

PALLADINO, M J 

0403070033 

30-209 

P 

PALLADINO, N J 

B403070060* 

50-209 

U 

PALLADINO, N J 

04 03 0700 69* 

30-209 

u 

PALLADINO, W J 

04030900 03* 

50-209 

u 

PALLADINO, N J 

B4 03 09000 4* 

30-209 

u 

PALLADINO, N J 

0403090003* 

30-209 

u 

PALLADINO, W J 

0403090007* 

30-209 

u 

PALLADINO, N J 

0403090008* 

30-209 

u 

PALLADINO. N J 

0403090009* 

30-209 

u 

PALLADINO, N J 

04030900 10* 

30-289 

u 

PALLADINO, N J 

0403120376 

COMMISSION 

PALLADINO. N J 

B403 1*0032 

30-209 

0 

PALLADINO, N J 

0403200191 

50-209 

0 

PALLADINO, N J 

0403200190* 

30-209 

0 

PALLADINO, N J 

0403290007 

COMM I B9 ION 

PALMER, 0 

0403270014 

30-329 

A 

PALMER, 0 

B403300090 

30-329 

A 

PALOMINO, F. 0. 

0403230010 

30-322 

0 

FANCIER A, V. 

B4 03 03023 3 

30-302 

s 

PANCIERA, V. 

0403070024* 

30-424 

Q 

PANCIERA, V, 

S4031902B4 

30-366 

S 

PANCIERA, V. U. 

B403290197* 

50-366 

a 

panetta, l e 

PANO. J F, 

PANG, J F. 

PANCBURN, 0 C 

PANODURN, 0 C 

B3122B0 1 02* 
0403200132 
0403200224 
0403200390 

B403200 300 

50-273 

HE 

70-1339 
40-04 32 

40-0102 

E 

PAQLINO, R. J, 

0403130034* 

30-380 

a 

PAPAZQSLOU, I A. 

0403230133 

30-313 

p 

PAPER IELLO, C 

PAPER IELLO, C, J 

0403230023 
BOO 3200 990* 

30-233 

FOIA 

s 

PAPER IELLO, C J. 

0403050004 

30-237 

F 

PAPER IELLO, C, J. 

8403030067 

50-346 

a 

PAPER IELLO, C J 

0403090072 

30-234 

Q 

PAPER IELLO, C J 

0403030123 

30-303 

F 

PAPER IELLO, C J 

B4O303O 1 62 

50-434 

F 

PAPER IELLO, C J. 
PAPEHIELLO, c J 
PAPER IELLO, C J. 

8403060305 

04 03 100003 
0403130101 

50-313 

40-3392 

40-2061 

0 

PAPER IELLO, C J. 

04031 30 47S 

50-331 

F 

PAPER IELLO, C J 

0403190309 

30-341 

0 

PAPER IELLO, C, J, 

8403200109 

50-409 

F 

paperiello, c j 

0403200111 

50-463 

0 

PAPER IELLO, C J 

0403200119* 

S0-4B3 

a 

PAPERIELLO, C J. 

0403200207 

30-263 

a 

PAPERIELLO, C. J. 

0403220030 

30-313 

a 

paperiello, c J. 

0403220093 

50-266 

a 

PAPERIELLO, C J. 

04O322OO94 

30-434 

a 

PAPERIELLO, C J. 

0403220134 

50-303 

a 

PAPERIELLO, C J, 

8403270177 

30-461 

a 

PAPERIELLO, C. J, 

8403300026 

30-436 

a 

PAPERIELLO, C J. 

8403300036 

30-2B2 

a 

PAPERIELLO, C J. 

8403300042 

30-313 

a 

PAPERIELLO, C J. 

8403300047* 

30-313 

Q 

PARIS, 0 H. 

8403080 1 1 0 

50-133 

0 

PARIS, 0 H 

8403090132 

30-133 

0 

PARIS, 0. H 

PARIS, R D. 

PARK, J, E, 

B40313O394 

0403090139 

0403260206 

30-424 

PR 

NUREO 

0 

PARKER, J 

0403010121 

30-416 

S 

PARKER, J 

8403120140 

30-416 

6 

PARKER, J. 

8403130464 

50-416 

8 

PARKER, J. 

B403190039 

30-41* 

0 

PARKER, J. 

94033001 10 

30-416 

S 

PARKER, M E 
PARKINSON, T. F. 

0403220114* 

0403190437 

50-341 

NUREO 

a 

PARKS, B 

0403130033 

30-339 

8 

PARR, □. 0 

0306220210* 

30-440 

A 

PARRISH, 8 G 

0403230279 

30-424 

0 

PARRY, 0, w. 

8403260233* 

30-332 

E 

PARSONS, C, H 

8403290314 

30-270 

P 

PARBONB, R. M. 

8402270274 

30-400 

8 

PARSONS, R M 

8403010390 

30-400 

3 

parsons, r N 

8403010394 

30-400 

S 

PARSONS, R. M 

8403070093* 

30-400 

a 

PARSONS, R M. 

8403070096* 

30-400 

a 

PARSONS, R. M. 

8403070104* 

30-400 

a 

PAR80NS, R. M, 

B4 0307 020 3 

30-400 

8 

PARSONS, R. M 

04 0307 0290 

30-400 

s 

PARSONS.fi M 

B4030900BB 

30-400 

8 

PARSONS, R. M. 

0403120004 

30-400 

0 


AUTHOR 

ACCESSION 

number 

SUBJECT 

CATEODRY 

PARSONS, R M- 

0403130237 

90-400 

9 

PAR0DNS.fi M. 

0403130393 

50-400 

a 

PARSONS, r m. 

0403200203 

30 -400 

a 

PARSONS. R M 

0403270091 

90-400 

a 

PAR0ONS.fi M 

0403290166* 

30-400 

a 

PARSONS. R M 

0403300034 

90-400 

8 

PARBONB.fi M 

0403300043 

30-400 

8 

PARTLOW.J q 

031 1 160367* 

30-400 

E 

partlqw.j g 

0402030333* 

M1SC 


PARTLOW.J O 

0403010427 

30-423 

0 

PARTLOW.J G 

B4O3130498 

30-312 

a 

pabciak.w 

0403010366* 

70-1100 


PASCIAK.W J 

0403010314* 

30-332 

a 

pasciak.w j 

04O315OO7B* 

50-272 

0 

PABCIAK.W. J 

04031 6024 B* 

30-332 

a 

PASCIAK.W J 

0403290120* 

30-307 

a 

pabtva, m. J 

0403010133 

30-323 

8 

PASTVA, M. J 

0403010202 

90-323 

s 

PABTVA, M. J 

0403130049 

30-323 

3 

PASTVA. M. J 

0403130132 

30 - 324 

B 

PABTVA, M, J 

0403130323 

90 -323 

3 

PASTVA, M J 

0403130033 

30 -323 

3 

PABTVA, M. J 

0403190302 

50-323 

3 

PASTVA, M J 

0403200273 

90-324 

S 

PASTVA, M. J 

0403210123 

90-324 

8 

PABTVA, M. J 

0403270266 

90-324 

8 

PATEL, R B 

04O3O5O1OO* 

90-310 

P 

PATRICK, D P 

0403020132* 

FOIA 


PATRICK, D P. 

0403020219* 

FOIA 


PATH I SB J, 0 A 

0402030344* 

90-206 

F 

PATTER BON, C. 

B4O319O100* 

50-239 

0 

PATTERBON, C 

0403290092* 

50-324 

a 

PATTERBON, J. 

0403200119* 

90-403 

a 

PATTERSON, R. 

0403120029* 

50-273 

e 

PATTERBON, W. F 

B403140032 

50-443 

o 

PATTERBON, W. F 

04O32BO333 

50-199 

a 

PATTI BON, R B 

B4031 50274 

4O-BO04 


PAUL, R A 

0403270242* 

90-409 

a 

PAULEB, J 

B4O314OOS0 

BO-209 

F 

PAULITZ.F 

8403090043* 

90 -334 

a 

PAULK, 0 L 

8403160 1S6* 

50-239 

a 

PAULSON, W A 

0403010331 

50-233 

F 

PAULSON. W A. 

0403010368 

90-233 

P 

PAUL BON, W A. 

B4030S0232 

90-299 

P 

PAULSON, M A 

0403270166 

90-299 

P 

PAULSON, W, A 

0403300064 

90-235 

P 

PAWL I CK I,S S 

0403290007* 

FCHA 


PAYNE, M T 

0403120002 

90-400 

V 

PAYNC, M T, 

0403120002 

50-400 

K 

PAYNE, M T 

0403120002 

90-4 00 

1 

PEACOR.D H. 

B403150031 

50-206 

F 

PEAK, 0. J. 

0403020007 

90-316 

R 

PEAHR INC, J R 

0403280237 

WASTE MOT 

PEAR8DN, A. 

0403020079 

XPORTLIC 


PEARSON, A 

04031501 SS 

XPDRTLIC 


PEARSON, R 0, 

B403090340 

ACRS 


PEARSON. R. O 

0403090340 

ACRS 


PEARSON, R. 0 

0403160003 

50-400 

(1 

PEARSON, R 0 

B4O316OO03 

50-400 

1J 

PEDERSEN, 0. R 

B 4 031 40339 

ACRS 


PEDERSEN, D. R 

0403140339 

ACRS 


PEDERSEN, R. L. 

0403010106 

50-247 

I 

PEDERSEN, R. L. 

0403070394 

90-247 

r 

PEDERSON, L. T 

B40316013J 

GEN TEC 

IS 

PEDRO, J 

0403010270 

FOIA 


PEDRO, 0, 

0403020392 

90-2B9 

4 

PEDRO, J, 

0403070090 

F3IA 


PELLET, J. 

0403280079* 

30-366 

r _ 

PELLET, J L. 

0304270367 

50-366 


PELLET, J L. 

0303040149 

90-293 


PELLETIER, J P 

0403020322 

50-271 

1 

PELLETIER. J P, 

8403020326* 

30-271 


PELLETIER. J P, 

6403020320* 

50-271 


PENN, J 

0403130312* 

MI SC 

! 

PENNIFILL.R 

0403200351 

WASTE MOT 

PENNIF1LL.R, 

0403220193 

WASTE HOT 

PERCH.fi, 

B403O1O234 

90-307 

r 

PERCH.fi L. 

0403130232 

30-307 

, 

PERCH. R L. 

0403130321 

30-388 


PEREZ, 0. P. 

0403000279* 

30-312 


PERLI8, R. 0 

0403140091 

30-443 

\ 

PERLIB. R, 0, 

0403140134 

30-293 


FERLI0, R. 0 

0403190124 

90-322 


PERLIB, H. C, 

0403210196 

90-443 


PERLMAN, J. 

B403010033 

CONTRACT 
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PERLMAN. J 

8403070371 

CONTRACT 


PGLK, P J 

0307290506* 

50 -206 

P 

POTERALBKI.D C 

B403190179* 

50-250 0 

PERLMAN* J 

8403 1 20006 

CONTRACT 


POLK. P J 

8403020064 

80-286 

P 

POTTER, A. 

8403200373 

XPORTLIC 

PERLMAN. J 

8403120340 

CONTRACT 


POLK. P J 

0403020352 

50-206 

F 

POULK, R M 

0403010299 

90-324 6 

PERLMAN. J 

8403260316 

CONTRACT 


POLK.P J. 

0403050027* 

50-286 

P 

POWELL, C 

B403060369 

XPORTLIC 

PERRY, P- A 

8403190071 

50-195 

1 

POLK. P J 

0403050041 

50 -206 

P 

POWELL, C, 

8403060573* 

XPORTLIC 

PERBINKO, D 

8403160156 

50-244 

P 

POLK. P J 

6403090290 

50-286 

P 

POWELL, C 

8403220328 

XPORTLIC 

PERSON, R T 

8403270192 

50-2*7 

I 

POLLACK. H 61 

0403200131 

MlflEO 


FOWERB, d A 

8403010076* 

FOIA 

PETER B, M A 

84031 20095 

50-373 

S 

POLLARD, R. B 

0310200141 

Ft) I A 


PRELL, J 

8403020220* 

30-3SB a 

PETERSON, L S 

6403300106 

50-344 

R 

POLLARD, R 0 

0403060334 

FDIA 


PRELL, J A 

8403290150* 

50-352 a 

PETERSON. M R 

8402020431 

XPORTLIC 


POMEROY, D. L 

0403290004* 

50 -24 7 

P 

PRESLEY. K E 

8403120000 

50-373 S 

PETRICK, N A 

8402090302 

50-402 

A 

POOLE. D L 

0403010137* 

50- 34 8 

P 

PRESTON, J, 

8403290113* 

ACR0 

PETR] CM. N A 

8403010270 

90-482 

F 

POP PE. L K 

0401 120525 

WASTE MOT 

PREVATTE, R L 

B403070199* 

50-400 a 

PETRICK, N A 

8403010406 

50-492 

A 

PORSE.L 

0403290009* 

FOIA 


PR ICE, K W. 

8403190295 

PR 

PETRICK, N A 

6403060296 

50 -402 

A 

PORSE.L 

040329001 1* 

FOIA 


PRINTZ. M 

8403060376* 

0A997 

PETRICK, N A 

6403130342 

50-402 

A 

PORBE.L 

0403290020* 

FOIA 


PUDLICK.L 

640312008B 

50-263 8 

PETRICK, N A 

□403200090 

50-482 

E 

PORSE, L 

0403290022* 

FBI A 


PULLANI, S 

B4031601 57* 

50-272 G 

PETRICK, N A 

0403200107 

50-482 

K 

PDRSE.L 

0403290020* 

FOIA 


PULLANI, S V 

8403220091* 

50-277 G 

PETRICK, N A 

8403200293 

50-402 

F 

pause , l 

0403290031* 

FOIA 


PULLANI, S, V 

0403290071* 

50-271 0 

PETRICK, N A 

8403220019 

5Q-4B2 

A 

pause, L 

8403290036* 

FOIA 


PURDOM. P W 

6403200042 

50-413 0 

PETRICK, N A 

8403220026 

50-432 

A 

PORBE. L 

8403290040* 

FOIA 


PURPLE, R A 

B4031 90077# 

50-249 0 

PETRICK, N A 

8403220029 

50-402 

A 

PORSE.L 

0403290045* 

50 -0 6 6 

P 

PUTNAM, K. 0 

6403220017 

50-331 R 

PETRICK, N A 

8403220184 

50-4B2 

A 

PORBe, L 

0403290063* 

FDIA 


PYRIH.L B 

04O316O1B7# 

50-352 0 

PETRICK, N A 

8403260282 

50-402 

A 

PORTER. 9 W 

8403230048 

50-322 

T 

QtlAMME, D L 

B40308024S 

90-329 S 

PETRILAK-R W 

6403220297* 

50-322 

T 

POTAPOVS. U. 

0402010170 

GA999 


allAMME, D, L 

84030S0248 

50-329 A 

PETRONE, C, 

B403010390* 

50-322 

a 

POTAPOVS, U, 

040213021 1 

QA999 


GUAMME, D L 

840313016B* 

90-329 A 

PETRONE, C 

8403190289 

50-332 

s 

PDTAPOVS.U 

8403010430* 

50 - 4 23 

a 

QllAMKE. D. L 

0403130261 

90-329 A 

PETRONE, C 

8403220160* 

50-322 

0 

POTAPOVS, U 

0403050006 

GA999 


GUAMME, D L 

8403190090 

50-329 A 

PETRONE, C 

8403230094 

50-322 

s 

POTAPOVS, U 

0403050089 

0A999 


GUAMME, D, L 

8403220007 

50-329 A 

pettenoill, h 

B4 03 20032 3 

40-4492 


POTAPOVS, U 

8403050126 

0A999 


GUAMME, D L, 

8403230031 

90-32? 0 

PET TENS ILL. H. J 

0403060469 

40-3453 


POTAPOVS, U 

0403050130 

04999 


GUAMME, D L 

84032301 14 

50-329 A 

PEtTENCILL, H J 

8403190413 

4O-B0B4 


PQTAPOVB, U. 

0403050176 

0A999 


GUAMME, D L 

B403270199 

50-32? Q 

PET TENOJ LL, H J 

B403 19041* 

40-6622 


PDTAPOVS.U 

04 030*0006 

GA999 


QUIRK, U F. 

0403130205 

TQPREP 

PETTENOILL, H. J 

04031 9043 I 

40-3453 


POTAPOVS, U 

0403060092 

0A999 


QUIRK, J F 

0403300090 

TOFREP 

pettenoill, h j 

8403190440 

40-2259 


POTAPOVS, U. 

04O3O6OO9B* 

04999 


RADER, R M 

0403300129 

50-352 0 

PETTENGILL, H J 

9403200340 

40-1162 


PDTAPOVS.U. 

8403060157 

04999 


RADER, R. M. 

8403300129 

50-352 0 

PETTENOILL, H J 

S403200350 

40-0492 


POTAPOVS, U 

B403O6O174 

TDPREP 


RADFORD, E, P 

0403220305* 

50-322 T 

PETTENOILL, H J 

8403200377 

40-6699 


PDTAPOVS.U 

8403060219 

OA999 


RAFEEDIE, D. P 

0403190071 

50-321 R 

PETTENOILL, H J 

8403200380 

40-8102 


PDTAPOVS.U. 

840306025! 

QA999 


RAHE, E. P. 

6403090201 

PR 

PETTENOILL, H J 

8403200397 

40-6622 


PDTAPOVS.U. 

8403060202 

04999 


RAHE, E. P 

0403130358* 

50-462 A 

PETTENOILL, H J 

8403200399 

40-3453 


POTAPOVS, U 

0403060207 

QA999 


RAHE. E P 

0403130373* 

50-482 A 

PETTENOILL, H J 

8403220210 

40-8605 


POTAPOVS, U. 

B4030 60343 

QA999 


RAHE, E P 

64031303B9* 

50-402 A 

PETTIUOHN, S L 

8403280301* 

MI EC 


POTAPOVS, U 

B40306D352* 

0A999 


RAHE, E P, 

8403210015 

TOPREP 

PFAFF, S J 

8403260242 

40-6659 


POTAPOVS, U 

8403120036 

OA999 


RAINEY, J 4. 

8403200358 

NUREQ 

PFEFFERLEN.H C 

8403060409 

TOP REP 


POTAPOVS, U 

8403120100 

QA999 


RAJARAM, V 

0403260390* 

WASTE MOT 

PHILCRICK, S S 

8403160G53 

ACRS 


POTAPOVS, U 

S403J 30032 

0A79? 


RAMAS. S, L 

0403130499* 

50-312 a 

PHILHR3CK, S 3 

B403160053 

ACRS 


POTAPOVS, U 

B4Q3130046 

QA999 


RAPKIN, A 

8403060124* 

40-2061 

PHILLIPS, H S 

040319021 4* 

0A999 


PDTAPOVS.U 

8403130055 

04999 


RAPKIN, 4 

8403070030* 

40-2061 

PHILLIPS, H 6 

8403190221* 

0A999 


PDTAPOVB.U. 

8403130068* 

0A999 


RAPKIN, A. 

8403200083 

40-2061 

PHILLIPS, d D 

630 9040013* 

FOIA 


POTAPOVS, U 

8403130009* 

■04999 


RAPKIN, A 

8403200089* 

40-2061 

PHILLIPS, H P 

8403200119* 

50-403 

a 

PDTAPOVS.U 

Q40313026B 

04999 


RAPKIN, A. 

8403300250 

40-2061 

PHILLIPS, M P 

84032701B 0* 

50-461 

a 

POTAPOVS, U 

0403130276 

QA999 


RATH8AM, R 

0403270035 

50-295 S 

PHILLIPS, M P. 

8403300091* 

90-319 

a 

PDTAPOVS.U 

8403130309 

OA999 


RAVENBCROFT.N 

0403200057 

XPORTLIC 

PIERCE, d W 

8403140012* 

90-450 

0 

POTAPOVS, U 

840313031 7 

QA999 


RAWSDN, R V 

0403140060 

50-454 0 

PIERCE, R L 

8403 02004 3* 

50-10 

p 

POTAPOVS, U 

S40313O329* 

0A999 


RAWSDN, R, J 

0403140001 

50-322 0 

FIQOTT, D. 

8403090126 

50-44 5 

Q 

POTAPOVS, U 

8403130407 

GA999 


RAWBON.R j. 

0403140129 

50-454 0 

PIOOTT, D 

8403090126 

50-445 

0 

POTAPOVS, U 

B403130441 

04999 


RAWSDN, R. J 

0403140146 

50-454 0 

PILANT, J M 

B4030 50099* 

50-290 

0 

PDTAPOVS.U 

8403190041 

QA999 


RAWSDN, R, J 

0403140140 

50-454 0 

PILANT. J 11 

8403060239 

50-298 

F 

PDTAPOVS.U 

0403190046 

OA999 


RAWBON-R J 

8403190124 

50-322 0 

PILANT, J.M 

0403060264 

50-298 

F 

PDTAPOVS.U 

0403190070 

QA999 


RAW80N, R. J. 

0403210024 

50-269 0 

PILANT, J. M 

8403060346 

50-298 

F 

POTAPOVS, U 

0403190070 

OA999 


READ, J. J. 

8403060301* 

50-322 T 

PILANT, J M 

6403060354 

50 -298 

F 

POTAPOVS, U 

9403190112 

04999 


REAVIS, J. A 

8402210150 

50-369 R 

PILANT, J M 

8403060392 

50 -29B 

0 

PDTAPOVS.U 

0403190145 

04999 


REAVIS, J. A 

8403200010 

50-269 fi 

PILANT, d M, 

B4 03060265 

50-298 

F 

POTAPOVS, U 

0403190103 

04999 


REAVIS. T A. 

0403200123 

50-369 fi 

PILANT, J M 

64031501*8 

50-298 

P 

POTAPDVS, U 

0403190206 

04999 


REBELLO. J. E 

0403020073* 

CONTRACT 

PILANT, J M 

84031*0260* 

50-290 

Q 

POTAPOVS, g 

8403 1 90209 

04999 


REBELLO, U. E 

8403220219* 

CONTRACT 

PJLANT, J M 

B4 03190009 

50-298 

F 

POTAPOVS, U 

B4031 9021 0 

04999 


REBELLO, J E 

8403220280* 

CONTRACT 

PILANT. J M 

84032001 67 

50-29B 

F 

POTAPOVS, U 

8403190294 

04999 


REBELLO, J E 

8403220312* 

CONTRACT 

PILANT.J M 

8403200294 

50-298 

P 

POTAPOVS, U 

8403190328 

04999 


REBELLO, J. E 

0403220319* 

CONTRACT 

P I LANT, J, M 

8403220042* 

50-290 

Q 

POTAPOVS, U 

8403190329 

50-4*1 

a 

REBELLO, d. E. 

0403220327* 

CONTRACT 

PILANT, J M 

8403220099 

50-29B 

F 

POTAPOVS, U 

8403190337 

8A999 


REBELLO, J E. 

B4 032300 52* 

CONTRACT 

PILANT. J M 

8403270013 

50-298 

F 

POTAPOVS, U. 

B403190P3B 

04999 


REBELLO, J E. 

6403230134# 

CONTRACT 

PIRTLE.O L 

8403190239* 

50-331 

a 

POTAPOVS. U 

0403190342 

04999 


REBELLO, J. E 

6403260307* 

CONTRACT 

FJRTLE, G L 

8403260023* 

50-346 

a 

PDTAPOVS.U, 

8403190364 

0A999 


REBELLO, J. E. 

0403260356* 

CONTRACT 

PLAINE, H H, 

6403200205* 

50-209 

0 

PDTAPOVS.U 

04031 7O3B0 

04999 


REBELLO, U. E 

0403260370* 

CONTRACT 

PLATO, E D 

8403070226 

50-329 

s 

POTAPOVS. U 

8403200072 

04999 


REBELLO, d E, 

8403270204* 

CONTRACT 

PLATO, P 

8403140151 

PR 


PDTAPOVS.U 

8403200 L3B 

0A999 


REBELLO, J. E 

6403270306* 

contract 

PLIML.G 

0403140082 

50-293 

F 

POTAPOVS. U 

0403200142* 

04999 


REBELLO, d E. 

6403260107* 

CONTRACT 

PLINLi a 

0403210089 

50-295 

F 

POTAPOVS. 11. 

84032*0052 

04999 


REECE, VI. D. 

0403190449 

KIUREO 

PLIML, S 

0403230124 

50-295 

F 

POTAPOVS. U 

8403270090 

0499? 


REED, C, 

6403060394 

50-454 A 

PLIHL, 0 

940320011? 

50-295 

F 

PDTAPOVS.U. 

8403270092 

0499? 


REED, C, 

0403130359# 

50-373 0 

PL1BCD, L. 

84 03 130060* 

50-387 

a 

pdtapdvb, U 

8403270142 

OA999 


REED, C. 

8403260194 

50-374 A 

PLIEC0, L, 

84032 90155* 

50-387 

0 

POTAPOVS. U 

B403270168 

QA99? 


REED, 0. A. 

6403290049* 

50-266 P 

PLOSKI, T 

84032001 19* 

50-483 

0 

POTAPOVS, U 

8403270174 

0A999 


REED, J D 

B403210009 

PR 

POIDHURST, B. W 

8403270094* 

40-8760 


POTAPOVS, U 

8403270170 

04999 


REED, L. 0. 

6403200104 

50-456 D 

POL I CM, T. 

8403060146* 

50-275 

Q 

POTAPOVS, U, 

8403270220 

0499? 


REED, l. l. 

0403150072 

50-73 R 
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SUBJECT 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

REEVES, E 

04O3OIO21O 

50-348 

P 

RILEY, J 

B403070033 

90-413 

G 

ROSA, F 

84031901 22# 

90-275 

Q 

REEVES, E 

8403020440 

50-34B 

P 

nr ley, j t. 

8403070037* 

50-413 

0 

ROSANO, R 

0403080213 

50-299 

0 

REEVES, E 

8403070339 

50-348 

P 

RILEY, J L 

0403220237 

90-413 

0 

ROSANO, r 

8403160091 

50-331 

S 

REEVES, E A 

S40 1120394 

510-348 

P 

(UNO, H 

0403300030* 

50-494 

a 

ROSENTHAL, A 8 

8402230237* 

50-400 

G 

REEVES, E A 

6403070379 

50-348 

P 

RITBHER.J A 

B4O31900B0 

30-443 

A 

ROBS, D F 

8103090710* 

FOIA 


REEVES, E, A 

8403260326 

50-34B 

P 

RITSHER, J A 

S4031300B0 

50-443 

A 

R0B8, T. M 

B403Q60149# 

90-275 

a 

REGAN, W H 

6203100370* 

30-397 

C 

R] VENOANK, 9 

8403010110 

50-321 

P 

ROSS, W J 

B1O4220B81* 

90-206 

p 

RE0AN.W H 

8403080278 

30-413 

M 

RIVENBARK, 9 

0403060436 

50-321 

P 

HOBS, W J 

8403160120* 

90-369 

Q 

REGAN. W H 

0403080283# 

50-413 

M 

RIVENBARK, 0 W 

0401120436 

50-321 

P 

RQ8SBACH. L H 

8403150166# 

50-2B6 

a 

REGAN, W H 

040322027 1 

30-438 

M 

RIVKIN, W fl. 

7704030132* 

FOIA 


ROSSI, A R 

8403220292* 

50-322 

T 

REGAN, W H 

8403260161 

3O-4S0 

M 

R1VKIN, W B 

7904030133# 

FOI A 


ROSZTOCZY, Z R 

B4 03290041* 

FOIA 


REGENSBURG, K J 

8403060266* 

30-322 

T 

ROACH. P. A 

8403160030 

50 -231 

S 

ROTELLA, T S 

8403220070 

50-335 

S 

REGENSBURG, K J 

6403060270* 

50-322 

T 

ROACH, P A, 

8403160030 

50-250 

s 

ROTH, W V 

8403190341* 

50-272 

U 

REGENSBURG, K J 

B403Q6027S* 

30-322 

T 

ROBBINS, J Q 

8403140003 

50-322 

J 

ROTHSCHILD, M U 

8403060352* 

90-336 

p 

REHM, T A 

B4030604B7 

COMMISSION 

ROBB IN9, J 0 

8403140037 

SO-413 

J 

ROUSE. L C 

8403020231 

70-687 


REICH. M, 

6403010227* 

50-329 

A 

RQDB1N8.J G 

0403260170 

TOPREP 


ROUSE, L C 

8403290332 

70-6B7 


REICHEL, N 1 

8403130334 

50-329 

s 

ROBERSON, P L 

S403 1 401 70# 

FR 


ROHE, C 

8403070283 

50-293 

6 

REICHEL, N. I 

B403130362 

30-329 

S 

ROBERTS, B J 

84032901 10 

ACRE 


ROHE, C 

8403080166* 

FOIA 


REICHEL, N I 

B403130491 

30-329 

s 

ROBERTS, M J 
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P 

SPECK, 8. W 

84030301 48 

50-206 

F. 

8403130300* 

70-2199 


SPECK. S M 

8403060086 

50-230 


8403290160 

50-322 

F 

SPECK, S. W. 

8403130135 

50-234 

F 

9403220302* 

90-322 

T 

SPECK, S W 

84031301 83 

50-293 


B403O7O383* 

27-39 


SPECK, S W. 

9403190131 

30-322 

0 

8403070414* 

CONTRACT 


SPECK, 8. W. 

8403190363 

30-322 

F 

8403120226* 

CONTRACT 


SPECTER, A. 

8403200200* 

30-289 

a 
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AUTHDR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ECTERj A 

BA 0320021 1 * 

50-2B9 

0 

'EI8.T 

8010070260* 

50-460 

A 

EIS.T P 

EIB.T P 

EI8.T P 

931)140170* 

aai2iaooos* 

8312330296* 

ACRS 

ACRS 

50-275 

P 

El Si 7. P 

E1S< T. P 
'ENCER. D A 

B40224O3B7* 
B403Q2Q424 
04031 20094 

Hi BC 

HI SC 
30-373 

S 

ESSARD. R L 
ESSARD, R L 

B4Q3050279* 
34030601 91 

FOIA 

30-266 

a 

ESSARD. R L 

0403060162* 

30-266 

0 

ESSARD. R L 

B40312000B 

50-436 

F 

ESSARD. R L. 

B403120021 

30-313 

F 

ESSARD, R L 

0403120023 

30-373 

F 

ESSARD, R L 

B4031 2004S 

30-266 

F 

ESSARD, R L 

B4031 20046 

30-483 

P 

ESSARD, R U 

B403120048 

30-309 

F 

ESSARD, R L 

040312004? 

30-341 

F 

ESSARD, R L 

B4031 20051 

50-293 

F 

ESSARD, rr L. 

Q4031200S3 

50-10 

F 

ESSARD, R U 

0403120057 

50-331 

F 

EBSARD, R L 

S40312005B 

30-346 

F 

ESSARD, R L 

8403120060 

50-263 

F 

EBSARD, fl L 

8403120D74 

50-409 

F 

ESSARD, R L 

3403120077 

50-461 

F 

ESSARD, R L 

8403120093 

50-35B 

F 

EBSARD, fl L 

S 403120097 

50-133 

F 

EBSARD, R L 

0403120100 

50-346 

F 

EBSARD, R L 

6403120103 

50-329 

F 

EBSARD, R L 

9403120106 

50-202 

F 

ESSARD, R L 

0403120109 

50-434 

F 

ESSARD, fl L 

84031201 1 2 

50-440 

F 

ESSARD, R. L 

8403120115 

50-233 

F 

ESSARD, R L 

8403120149 

50-254 

F 

ESSARD, R L 

B40313O348 

50-373 

0 

EBSARD. R L 

B4Q3190 1 70 

50-461 

Q 

ESSARD, R L 

8403200295 

50-434 

0 

EBSARD. R L 

B 403200297* 

50-454 

a 

ESSARD. R L 

8403230079 

50-373 

<3 

IT! HERO, D B 

ROAT, E F 

04 03260109* 

8403270 04 B* 

40-1341 

50-332 

T 

ENAHSKI, D 
ENIAWKBI, D 
ENIAWSKI, D 

ENI AW3K I , D J 

EN1AMSK7.D J 
ENSSQN, 8. A 

B4 032002B6 

B4 03130310 

B4 0330004 5 

B4 03080202* 

S4030B0219* 
8403' 30259 

I&E 

l&E 

I&E 

FOIA 

FOIA 

50-315 

ft 

1NIVABAN, M 

B312140429* 

5Q-400 

e 

INI VASAN, M D 
LAURENT, N 

84030701 14 

S4 03020292 

NURES 

30-29 

R 

LAURENT, N N 

0403090)79 

50-29 

9 

LAURENT, N N 

0403300215 

50-29 

S 

TEHR, J P 

0401120 925 

haste MOT 

THL, D 

AMIRTS.D 

B4 03300294 
040314011? 

NUREO 

50-329 

0 

AMIRIS, B 

B403200 1 39 

50-329 

0 

‘NLEY, L. 

84O3270C4S* 

50-332 

T 

ANSSUSY.P S 

0403160160* 

50-3 32 

0 

ARLINO, J 

840320000? 

50-416 

p 

4ROSTECKJ 

0403300100 

50-311 

0 

AROSTECKI , R 

8403010020* 

50-289 

p 

AR08TECKJ , R 

8403010310 

50-277 

0 

AROBTECKI, R 

0403010331 

50-322 

a 

ARQSTECKJ.fi 

8403010399 

50-213 

0 

AROBTECKI , ft 

8403020232 

50-443 

a 

AROBTECKI > R 

B40 3020290 

50-34 

0 

AROBTECKI, fi 

8403020347* 

50-317 

0 

AROBTECKI, R 

0403020348 

30-3 32 

0 

AROBTECKI >R 

8403070262 

30-289 

0 

AROBTECKI. R 

8403070303 

50-412 

Q 

AROBTECKI, R 

B40 30703 12 

30-333 

a 

AROBTECKI, R 

B40307031 4 

30-332 

0 

AROBTECKI, R 

B40 3070330 

50-293 

o 

AROBTECKI, R 

6403070342 

50-334 

<9 

AROBTECKI, fl 

B403120170 

50-334 

0 

AROBTECKI ,R 

8403130006 

50-220 

0 

AROBTECKI. R 

04031302*9 

50-219 

0 

AROBTECKI, R 

8403130353 

50-334 

O 

AROBTECKI* R 
AROBTECKI, R 

B403130472 

B4031900S3 

70-1100 

50-307 

0 

.ROBTECKI, R 

8403130054 

50-277 

0 

AROBTECKI, R 

84031300*7 

50-293 

a 

AROBTECKI. R 

8403130096 

50-410 

a 

.ROBTECKI, R 

8403130105 

50-309 

p 

AROBTECKI, R 

8403130146 

50-2B6 

0 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8TAROSTECKI.FI 
STAROSTECKI, fi 

0403190231 

0403190267 

70-371 

50-29 

P 

STAROSTECKI, R 

0403220014 

50-317 

P 

8TAR0 9TECK I , R 

0403220033 

50-337 

G 

BTARdBTECKI.fi 

B403220079 

50-333 

a 

9TAR09TECKI.fi 

0403220006 

50-354 

a 

HTAR09TECKI.fi 

0403220093 

50-309 

0 

9TAR0STECK I , K 

0403220105 

50-272 

G 

aTAR09TECKI.fi 

040322013) 

50-412 

a 

8TAR0 STECKI.fi 

0403220143 

50-322 

G 

BTAR08TECKI, R. 

8403260166 

50-334 

0 

STAROSTECKI, K- 

8403260233 

50-3 

s 

BTAR03TECKI, Ft. 

8403260313 

50-293 

a 

8TAR0 3TECKI » R. 

8403290135 

50-272 

a 

STAR03TECKI, R. 

0403290140 

50-387 

a 

STAROSTECKI, R 

0403290200 

50-412 

a 

ST AROBTECKI . R 
STAR09TECKI, R. 

0403300137 

0403300165 

70-687 

50-223 

G 

ST AROBTECKI, R. 

0403300171 

50-272 

a 

ST AROBTECKI , R 

0403300187 

50-423 

A 

BTAROSTECKI. R 

B4033001B9 

50-24 4 

a 

STABEK, S 

8403120079* 

50-237 

G 

STATI ON, C. D 
8TAUB, M P 
BTAUBER, R H 

STEARNS. C F 
8TEFAN0, J. J 

8403130284 
8403150205 
84032001 57* 

0403300167 

8403010246 

OA999 

40-0781 

0A999 

70-1717 

50-440 

A 

BTEFANO, J J 

B403030350 

50-440 

H 

STEIN. B S 

BTELLO, V 

04 030204 00 
8001140316* 

FOIA 

50-460 

A 

9TELL0. V 

0304260013* 

50-267 

P 

STELLQ. V 

S7ELLQ. V. 

8300130440* 

8312070350 

FOIA 

REVIEW GRP 

STELLO, V 

0403060323 

REVIEW 

GRP 

STELLO. V 

8403190003 

REVIEW 

GRP 

BTELLO, V 

04031 90005 

REVIEW 

GRP 

STELLO, U 

84031 9000B 

REVIEW GRP 

9TELLQ. V 

84031 90009 

REVIEW 

GRP 

STELLO, V 

8403190012 

REVIEW GRP 

STELLO, V 

8403190019 

REVIEW GRP 

BTELLO, V 

0403190029 

REVIEW 

GRP 

STELLO, V 

0403190031 

REVIEW GRP 

BTELLO, V 

0403190037 

REVIEW 

GRP 

STELLO, V 

B4031 90001 

REVIEW 

GRP 

STELLO, V 

0403190103 

REVIEW 

ORP 

STELLO, V 

8403190146 

REVIEW 

GRP 

BTELLO, V 

0403190176 

REVIEW GRP 

STELLO. V 

0403190251 

REVIEW GRP 

BTELLO. V 

0403190256* 

REVIEW GRP 

BTELLO. V 

0403190260 

REVIEW GRP 

STELLO. V, 

8403190372 

REVIEW 

GRP 

BTEPTOE, P P 

8403020134 

50-293 

0 

9TEPT0E, P. P 

0403020134 

50-293 

Q 

STEPTOE, P P 

0403020140 

50-293 

0 

STEP TOE, P P 

0403020140 

50-293 

0 

STEWART, J P 

0403060029* 

50-206 

a 

BTEWART, <1. 

B4032 00269* 

50-482 

A 

STEWART, W L 

8401130314 

50-280 

p 

BTEWART. W, L 

8403020001 

50-330 

a 

STEWART. W L 

0403020042 

50-33S 

p 

BTEWART. W L 

0403020053 

50-200 

R 

STEWART. W L 

0403020122 

50-330 

R 

STEWART, W. L 

0403020195 

50-200 

P 

BTEWART. U L 

04 0308007 1 

50-339 

P 

STEWART. W L 

0403080091 

50—200 

F 

STEWART, W L 

0403000264 

50-280 

F 

STEWART. W. L 

B4 03090242 

50-2BO 

F 

BTEWART, W L 

S40313O298 

50-338 

P 

BTEWART. W. L 

84031601 34 

50-280 

a 

STEWART. W L, 

8403190032 

50-280 

F 

BTEWART. W. L 

0403190201 

50-339 

P 

BTEWART. W L 

0403190263 

50-200 

F 

BTEWART. W. L 

0403190377 

50-330 

P 

BTEWART, W L, 

0403200116 

50-200 

F 

BTEWART. W L 

0403220028 

50-33B 

P 

8TEWART, W, L 

8403220077 

50-338 

P 

STEWART, W L 

B4O326O105 

50-200 

P 

STEWART. W, L 

8403270021 

90-200 

G 

STEWART, W L 

8403270200 

50—338 

P 

STEWART, W L. 

0403270240 

50-339 

P 

STEWART, W L 

8403260125 

50-200 

F 

STEWART, W, L 

0403290137 

50-200 

a 

STEWART, W L 

8403290260* 

50-338 

a 

STEWART, W L 

8403300003 

50—330 

p 

STEWART, W L 

0403300020 

50-330 

p 


AUTHOR 

ACCESSION 

NUMBER 
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CATEOORY 

0TEWART, W L 

8403300055 

50-338 

fi 

STEWART, W L 

8403300060 

50-200 

R 

0TICKLEY, T H 

8402280725* 

50-267 

P 

0TIETZEL. J F 

S4031 30259 

50-315 

fi 

STILE, V R 

0403060266* 

50-322 

T 

STILE, V R 

0403060270* 

90-322 

T 

STILE, V R 

8403060270* 

90-322 

T 

still, j 

84031 5031 6 

37-4-7 


8TILWELL, T C 

8403150045* 

90-237 

P 

BTITES, S J 

8403140060* 

90-461 

0 

STODDART, P 0 

B403070013* 

50-395 

a 

STODDART.P 0 

B403160244* 

90-25? 

a 

STODDART, P. G 

8403160300* 

90-261 

a 

STODDART.P 0. 

B4032 90290* 

90-369 

a 

BTOHR, J P 

0403070146 

70-27 


BTOHR, J P 

8403070326 

70-27 


STOHR.J P, 

0403160043 

70-1151 


STOHR.J P 

0403160130 

70-143 


STOHR.J P 

64031 601 73* 

70-143 


BTOHR, J. P 

0403160250 

70-143 


STOHR, J. P 

8403160286 

70-27 


STOHR, J, P 

0403160337 

70-1 43 


STOHR.J P 

B403 160340 

70-1 1 13 


STOHR, J, P 

0403160369 

TOPREP 


STOHR.J P 

0403160375 

70-1113 


BTOHR, J, P 

0403210151 

70-143 


STOHR.J P 

0403260179 

70-27 


STOHR.J P, 

8403290205 

70-143 


STOHR.J P. 

8403300011 

70-27 


btdhr.j p 

B403300041 

70-27 


STOIBER.C, R 

8403290404 

XPORTLIC 


STORES, C 

0403190021* 

50-275 

4 

BTOLZiJ F, 

8403010124* 

50-321 

F 

STDLZ, J F, 

8403010377* 

50-312 

P 

STOLZ.J F. 

0403010494 

50-312 

P 

BTOLZ.J F. 

B403020169 

50-209 

P 

STOLZ.J F 

0403090037* 

50-286 

P 

STOLZ.J f. 

0403060440* 

90-321 

P 

BTOLZ.J F. 

0403070137 

90-277 

P 

STOLZ.J f 

0403070141# 

90-277 

P 

STOLZ.J F 

B403070357 

50-321 

P 

STOLZ.J F 

0403120310 

90-20? 

P 

8T0LZ, J, F 

8403120339 

50-312 

F 

STOLZ.J F 

0403120354 

90-302 

F 

STOLZ.J F 

B4031 50243 

90-346 

F 

STOLZ.J F 

B4031 50263 

50-346 

P 

STOLZ.J. F. 

B40315032B 

50-26? 

P 

STOLZ.J F 

8403150339# 

50-26? 

P 

BTDLZiJ f 

8403220107 

50 - 20 ? 

P 

STOLZ.J F 

B403230238 

90-313 

F 

STOLZ.J. F. 

0403260049 

50-321 

P 

BTOLZ.J F 

0403260040# 

90-321 

P 

BTOLZ.J, F. 

0403260261 

50-321 

F 

STDLZ. J F 

8403270315 

50-289 

F 

STOUT, 0 M 

8403150319 

40-0829 


STOUT, R B 

0403000210* 

50-316 

F 

STOUT, R, B. 

8403150104* 

50-316 

P 

STOUT. R B 

B403200101* 

90-31* 

P 

STRACK.R. A 

0403270190 

50-84 

R 

STREET, L L 

8403010494 

XPORTLrC 

STREET, L. L 

0403010496* 

XPDfiTLtC 

STREETER. J F. 

0403050160 

50-373 

Q 

STREETER, J F 

B403DB010Q* 

FOIA 


STREETER. J F 

6403030176 

50-461 

a 

STREETER. J F 

0403000291 

50-4B3 

a 

STREETER, J F 

B4030B0296* 

50-403 

0 

STREETER, J. F 

0403130351 

50-305 

V 

BTREETER, J F. 

0403190290 

90-373 

a 

STREETER, J F 

0403190293* 

90-373 

Q 

BTREETER, J F 

0403200279 

90-483 

a 

STREETER, J.F 

8403300017 

50-484 

Q 

STREETER, J F 

0403300023* 

90-484 

a 

BTREETER, J. F 

0403300093 

90-341 

a 

BTRUCKMEYER, r, 

8403160248* 

90-352 

a 

btrumwasser.m 

8403060260 

50—279 

0 

SUBUDHI, M, 

8403260022* 

90-484 

A 

SUBUDHI, M 

8403260061* 

90-454 

A 

8UGARMAN.fi J 

0403130411 

90-382 

a 

8UGARMAN.fi J 

0403130411 

90-382 

0 

SUMMERS, fi. J. 

0403220119* 

50-272 

0 

BUND, H J. 

040307031 0* 

50-328 

a 

SUNSER.J J. 

8403090063 

50-220 

F 

SUTTON, J. W 

B403 130042# 

0A999 


SUTTON, J. U. 

0403130432# 

0A999 


SVENS0DN. B A. 

8403020007 

90-316 

R 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

SHAKY, 8 A 

0403190404* 

50-413 

A 

THOMAS, C 0 

0403290387 

50—322 

a 

TRIPP, L 

8403290000 

50-219 

S 

SHAN. H 0. 

84031*0222* 

50-390 

a 

THOMAS, E B 

8403130106# 

30-440 

A 

TRIPP, L E- 

B4030 10322* 

50-277 

a 

BW ANSON. N. E 

B403010079 

QA999 


THOMAS, E B 

0403130110* 

50-440 

A 

TRIPP, L E 

8403130063* 

50-277 

Q 

SWARTS, D J 

8403080136 

50-410 

o 

THOMAS, E B 

0403130128* 

50-440 

A 

TRIPP. L E. 

04O322O139* 

50-412 

0 

SWARTZ, E D 

8403120013 

50-456 

8 

TH0MA9. E. B 

B403I 30136* 

30-440 

A 

TROJANOWSKI, R 

6403210133 

I&E 


SWARTZ, E. D 

8403190193 

50-456 

8 

THOMA0, J 

6403010132* 

50-34 B 

P 

TRDJANOWSK1, R 

8403300112 

IfcE 


SWARTZ. E D. 

B403 190274* 

50 -454 

a 

THOMAB, J 

0403010136# 

50-348 

P 

TROSKOSKI, W M 

8403260 173# 

50-334 

a 

SWEENEY, M 

B4Q30B0393 

50-289 

p 

THOMAS, M. 

0403290209# 

90-390 

a 

TROUP, O. L 

B4O316O309* 

50-395 

a 

SHETLAND, P. 

B40322O1O3* 

50-309 

a 

THOMAB, N 

B40 3000273* 

30-290 

F 

TROUP, 0 L 

0403290090* 

50-390 

a 

bweh-and, p d 

8403010404* 

50-213 

a 

THOMAS, R D 

8403200132 

I&E 


THOWBRIDOE, 0 F 

0403060090 

50-424 

a 

SWIOER, K. A. 

0403130010 

50-440 

0 

THOMAS- R D 

8403270217* 

70-1237 


TROWBRIPOE, 0 F 

0403060090 

50-424 

0 

BWIOER, M. A 

8403130010 

50-440 

0 

THOMAS, R D, 

8403270221* 

70-1237 


TROWBRIDGE, 0 F, 

B403080103 

50-209 

0 

SWIOER, M A. 

B40313O139 

50-44 0 

e 

THOMAS, W M 

63121 40331 # 

30-273 

E 

TROWBRIPOE, 0 F, 

0403090105 

50-209 

0 

SWIOER, M. A 

8403130139 

50-440 

0 

THOMAS, W M 

8403270367 

30-275 

U 

TROWBRIPOE, 0. F 

8403200053 

50-209 

0 

BWIOER, N A. 

0403130403 

50-44 0 

0 

THOMASON, P V 

8403020083 

30-290 

R 

TROWBRIPOE, a F 

B403200O33 

50-289 

9 

SWIOER, M. A 

8403130403 

50-440 

0 

THOMASON, P. V 

84031900B9 

50-29B 

F 

TROWBRIPOE, 0. F 

0403200120 

80-2B9 

9 

SWIOER, K A. 

8403150001 

50-440 

0 

THOMASON. P V 

8403300130 

50-298 

R 

TROWBRIPOE, 0 F 

8403200120 

50-289 

9 

BWIOER, M, A 

B4O315O0O1 

50-440 

s 

THUMB EHO.R, C 

8403070335 

90-275 

F 

TUCKER, H B. 

8402210130 

50-369 

R 

SWIOER, M. A 

8403150009 

50-440 

0 

THOMBER0, R C 

S4032S0114 

50-273 

F 

TUCKER, h b. 

0403010140 

50-413 

B 

SWIOER, K. A. 

B403 190009 

50-440 

0 

THOMPSON, D 

0403080120# 

FOIA 


TUCKER, H. B 

S4O3O1O3O0 

50-269 

0 

SWIOER, H. A, 

B403260327 

50-400 

0 

THOMPBON, D J 

0403270048* 

90-332 

T 

TUCKER, H. D 

8403010335 

50-413 

p 

SWIOER, M. A 

8403260327 

50-400 

0 

THOMPSON, H. L 

0300040378# 

ACRS 


TUCKER. H. B. 

840302031 7 

50-369 

E 

BWIREN, B J. 

8403070022* 

50-443 

0 

THOMPSON, T 

0401160250 

30-346 

3 

TUCKER, H. B. 

0403060106 

50-369 

F 

8VDN0R, R. B 

0403130081 

50-310 

0 

THOMPBON, V J 

8403070J61# 

CONTRACT 


TUCKER, H. B 

040306022 5 

50-269 

P 

BYDNOR, R. B. 

B40313009B 

50-317 

0 

THOMSEN, E. R 

0403010073 

04999 


TUCKER, H B. 

8403060232 

50-370 

S 

BYDNOR, R. B 

8403130252 

50-317 

8 

THOMSEN, E. R 

8403130338# 

9A999 


TUCKER, H. B. 

B4 03060292 

50-269 

P 

BYDNOR, R. B. 

8403130279 

50-317 

S 

THONUB, L 

8403130471* 

90-320 

0 

TUCKER, H B 

8403060336 

50-413 

F 

BYDNOR, R. B 

8403 J 3041 3 

50-318 

S 

ThONUS, L. 

0403130135* 

90-320 

a 

TUCKER, H B. 

B4 030604 19 

50-413 

F 

BYDNOR, R. B 

8403130450 

50-310 

s 

THORNBERRY, R C 

8403020004 

90-275 

R 

TUCKER. H B. 

0403060422 

50-413 

A 

BZALAY, R, 

B403190317 

PR 


THORNBERRY, R C 

0403120029* 

90-273 

0 

TUCKER, H. B 

84030701 B 9 

50-413 

A 

BZYMCZAK, 0. 

8403090075 

PHM 


THORNBERRY, R. C 

0403300141 

30-273 

R 

TUCKER, H B, 

0403070210* 

50-413 

a 

TAHVILI, T. 

8403230111* 

30-255 

p 

THORNBURO, H D. 

0401230660* 

50-329 

a 

TUCKER, H. B 

8403070338 

50-369 

F 

TAKEUCHI, K, 

8403230208 

NUREO 


THORPE, J R 

8403030070 

30-219 

p 

TUCKER, H. B 

8403080239 

50-269 

V 

TALBDT, R. 

B4 030 10004* 

CONTRACT 


THORPE, J. R 

B403I903B7 

PR 


TUCKER, H B 

8403090222 

50-269 

F 

TAN, P. 

B403070387 

50-334 

p 

THORPE, J ft. 

8403290013 

50-219 

H 

TUCKER, H. D 

0403090226 

50-413 

9 

TAM.P 8, 

B403 160061 

50-334 

p 

THRDN, R. W 

8403230058 

PR 


TUCKER, H. B 

840309024 1 

50-413 

S 

TAHBLIN0, T. N 

8403190096* 

50-123 

a 

TIDABACK, A J. 

8403080204* 

FOIA 


TUCKER, H B. 

8403090254 

50-269 

F 

TAN, C. P. 

8310310475* 

50-329 

A 

TIETZ, 0. 

8403090294 

50-234 

F 

TUCKER, H 0 

8403090276 

50-369 

F 

TANNER, J. E. 

8403190449 

NUREO 


TILLMAN. A, 

8403020241* 

90-230 

0 

TUCKER, H. D 

84031201 50 

50-370 

B 

TANNER, R. L 

8403130378 

PR 


TILLMAN, A. 

8403190103# 

30-259 

a 

TUCKER, H, It 

0403120153 

50-413 

E 

TAPERT, A, C. 

B403090214 

PR 


TIMO, D P. 

8402100299 

TOPREP 


TUCKER, H. B 

0403120173 

50-370 

8 

TAUZINi B. 

8403140208* 

50-302 

U 

TIPPS, 8 D. 

0403120031 

50-366 

s 

TUCKER, H, B. 

B4C3130QB6 

50-413 

A 

TAYLOR. D. F. 

84031 90346 

50-3B7 

F 

TIPPS, 8 B. 

8403160031 

50-366 

s 

TUCKER, H. B 

B4031301O4 

50-413 

A 

TAYLOR, J. A. 

8403090213 

30-338 

s 

TIPPH, S B. 

8403160044 

50-321 

9 

TUCKER, H, B, 

B403130167 

50-370 

S 

TAYLOR, J. A 

8403120176 

30-330 

p 

TIPPS, 8 B, 

0403190086 

30-366 

a 

TUCKER, H B 

8403 130332 

50-369 

8 

TAYLOR. J A. 

8403190080 

30-338 

B 

TIPPS, B. B 

0403260006 

30-366 

B 

TUCKER, H, B 

0403130341 

50-370 

P 

TAYLOR, J A 

B4031 90396 

50-338 

B 

TIPPS, B. B 

0403260119 

50-366 

S 

TUCKER, H. B 

8403140231 

50-369 

F 

TAYLOR. J. H 

8403190241 

TOPREP 


TIPPS, B, B 

8403260191 

30-366 

S 

tucker, h b. 

840315006 5 

50-413 

8 

TAYLOR. J. H 

B4033 00179 

TOPREP 


TISON, J, C. 

7911130366* 

50-312 

P 

TUCKER, H. B , 

0403130128 

50-413 

8 

TAYLOR, J. J 

8403220112 

WASTE MOT 

TKACHVK, J. W. 

8403060933 

NUREO 


TUCKER, H B 

8403150130 

50-370 

S 

TAYLOR, P, A. 

8403160224* 

50-413 

a 

TOBIAS, H L, 

8403150219 

NUflEO 


TUCKER. H B 

8403150156 

50-369 

P 

TAYLOR, P. A 

8403160370* 

50-413 

0 

TOBIN, W 

8403160016* 

50-390 

o 

TUCKER. H. B. 

0403160028 

50-413 

A 

TAYLOR, R. O. 

040313021 9* 

50-44 5 

a 

TOLL, J. S. 

04032 10 124 

50-166 

p 

TUCKER, H B. 

8403160143 

50-413 

0 

TAYLOR. T. J. 

8403020174 

WASTE MOT 

TOL80N, V. 

8403070192 

CONTRACT 


tucker, h. b 

0403160197 

50-413 

A 

TAYLOR, T. J. 

8403200314 

WASTE MOT 

TOMPKINS, B. A. 

8403030060 

50-337 

0 

TUCKER, H B 

840316021 6* 

50-413 

a 

TEDE8C0, R, L. 

B1 10080612* 

50-460 

A 

TOMPKINS, B. A 

8403060179 

30-273 

0 

TUCKER. H, B. 

0403160253 

50-413 

a 

TEDEBCO, R. L, 

Bit 1200219* 

50-397 

A 

TONQUE, T. 

8403120137# 

30-237 

a 

TUCKER, H B. 

0403160299# 

50-413 

a 

TEDFORD, C. F. 

84d30 90106 

PR 


TONCUE, t. M. 

6403 120079* 

30-237 

a 

TUCKER, H B 

0403160313* 

50-369 

0 

TEDFORD, C. F. 

8403290263 

PR 


TOTH, A D 

04030 B0270# 

30-397 

a 

TUCKER, H B, 

8403190257 

50-369 

p 

TEICHMANN, T 

840301004 1 * 

FOIA 


TOUSLEY, D, R 

B4033O0243 

WASTE MOT 

TUCKER, H B 

8403190289 

PR 


TELLOCK. H, C 

0403290052* 

FOIA 


TOWNSEND, B 

B403220216 

CONTRACT 


TUCKER, H B 

8403190303 

50-370 

s 

TEMPLE, 0. M. 

04030801 52-* 

50-520 

a 

TOWNSEND, D, 

0403220256 

CONTRACT 


TUCKER, H. B. 

8403190394 

50-413 

A 

TEPEL, R, C. 

0403200358 

NUREO 


TOWNSEND, B. 

B40322O275 

CONTRACT 


TUCKER, H B 

840320001 O 

50-269 

H 

TEPER, D. C, 

8403020126 

50-424 

0 

TOWNSEND, B. 

0403230132 

CONTRACT 


TUCKER, H B 

8403200078 

50-413 

E 

TERC, N. N. 

8403210054* 

50-320 

a 

TOWNSEND, D. L 

8403020069 

CONTRACT 


TUCKER, H B 

8403200123 

50-369 

R 

TERWILLIOER, L, 

8403130195 

XP0RTL1C 


trahm.t.r. 

0403010106 

30-454 

A 

TUCKER, h. b 

0403200165 

50-413 

A 

THADANI, A. C, 

0308040003* 

50-286 

p 

TRANM, T. R. 

8403010120 

50-4 9 4 

E 

TUCKER, H B 

0403200221 

50-413 

F 

THEOFANOUB, T. 0. 

0403230216 

10-537 

A 

TRAMM, T. r. 

B4030 10130 

50-434 

a 

TUCKER, H B 

8403220038 

50-369 

P 

THEROUX, R. R, 

8403210032 

BO-280 

s 

tramm, T. r 

8403010206 

30-4 54 

e 

tucker, h. b 

B40 3220074 

50-413 

A 

THIE8, a. c. 

0403070331* 

90-413 

a 

TRAMM, T, R. 

8403060245 

50-454 

a 

TUCKER, H. B 

8403260034 

50-413 

A 

THOM, T. 

0403020103 

90-239 

R 

TRAMM, T. R. 

0403060349 

30-454 

E 

TUCKER, H n 

0403260073 

50-413 

A 

THOH, T, 

0403300136* 

90-239 

R 

TRAMM, T. R. 

0403220133 

50-454 

A 

TUCKER, H. B, 

0403270103 

50-413 

A 

THOHAD0EN, B. R. 

0403130327 

PR 


tramm, t. r 

8403260138 

50-454 

e 

tucker, h b 

8403270209 

50-269 

F 

THOMAS, B 

0403050002 

50-234 

a 

TRAMMELL, C, 

0307 180403# 

50-344 

p 

TUCKER, H. 0 

0403270213 

50-413 

A 

THOMAS, B. 

0403050043 

90-10 

a 

treby, s. A. 

0403190047 

30-337 

0 

TUCKER, H. B. 

8403270230 

50-369 

F 

THOMAS, B. 

8403230107* 

30-10 

a 

treby, a r A 

0403190110 

50-443 

a 

TUCKER, H B, 

B4 0327 024 3 

50-369 

P 

THOMAB, B, P. 

0403220240 

CONTRACT 


TREBY, b. a 

8403190140 

50-443 

Q 

tucker, H. 0. 

8403280102 

50-413 

F 

THOMAS, C. 0. 

8312150241* 

ACRS 


treby, 8. A. 

8403210102 

30-443 

0 

TUCKER, H B, 

8403290002# 

50-269 

a 

THOMAB, C. 0. 

8403020162 

90-13 

p 

TREKAN, n 

0403280121# 

50-281 

B 

TUCKER, H B 

840329014 9 

30-369 

P 

THOMAB, C, 0. 

8403070360 

90-5 

F 

trehan, n k 

8303160260 

50-281 

B 

TUCKER, H. B. 

840329024 4 

50-413 

a 

THOMAB, C. 0. 

8403120294 

30-54 

P 

TREHAN, N K. 

0309260310* 

30-311 

B 

TUCKER, H 0, 

8403290267 

50-369 

p 

THOMAB, C. 0. 

B40315017S 

SO-84 

P 

TREHAN, n k. 

B30926O313 

30-311 

8 

TUCKER, H 0 

B4032 90276# 

50-413 

a 

THOMAS, C. 0. 

8403260340 

90-139 

F 

TREMBLAY, P. 

0403030284 

30-366 

S 

TUCKER, H 0 

8403300079 

50-413 

E 

THOMAS. C. □. 

84O32BO065 

90-03 

P 

TRE8LER, m. 

8403120012* 

30-273 

0 

TUCKER, H 0 

8403300107 

50-413 

A 

THOMAS, C. 0 

8403200068* 

30-83 

P 

TRIPP- L. 

B4032601 73* 

30-334 

a 

TUCKER, H. D, 

8403300126 

50-413 

S 


PERSONAL AUTHOR INDEX 


ACCEBBION SUBJECT 

AUTHOR NUMBER CATEGORY - 


KER.H B 

64033001 SB 

50-413 

A 

AND. M J 

B4 03060209* 

50-322 

T 

AND. M J 

B4 03060295# 

50-322 

T 

KANIS, M M 

B4 03090076* 

FOIA 


NER> 9 E 

B4 03060366* 

50-302 

P 

TLE, W K 

840329031 1 

PRM 


ETON, D R 

B4 03230 177 

WJREG 


RITZi R A 

04033001 90* 

50-311 

a 

RICH. W T 

B403120019 

50-27B 

5 

RICH, M T 

0403120095 

50-277 

s 

RICH, W T 

0403120175 

SO-27B 

s 

RICH, W T 

04031301 SB 

50-279 

5 

RICH, W T 

B4O319O190 

50-277 

R 

RICH, W T 

B4 03200 01 9 

50-277 

B 

RICH, w r 

0403270064 

50-277 

P 

EL, D 

9403010091 

CONTRACT 


EL, D 

9403010461 

CONTRACT 


EL, D 

9403090231 

CONTRACT 


EL, D, 

8403070029 

CONTRACT 


EL, D 

9403120221 

CONTRACT 


EL, D 

B4 03230071 

CONTRACT 


EL, D 

B40323D 1 99 

CONTRACT 


EL, 0 

0403300309 

CONTRACT 


el, a 

B4 03070039 

CONTRACT 


el, a 

0403270296 

CONTRACT 


ARD, A 

Gill 120935# 

50-460 

E 

ARO, A R 

0105140 J 06* 

50-460 

A 

KEWICZ.e 

B40 30200 93 

50-213 

R 

ONE, A 

9403200269* 

50-402 

A 

IOHT, C. 

940316031 9# 

50-413 

a 

■>N,R T 

9403050170 

PT21 


V- 

9403020300 

50-317 

F 

V 

04031 4022B 

50-317 

F 

V. 

8403150110 

50-317 

F 

V 

0403130155 

50-317 

F 

EY.E E 

9403090094 

50-261 

F 

EV, E E 

9403120076 

50-400 

V 

■V. E E 

B403150161 

50-261 

P 

=N. J 

8403 150222* 

HASTE MOT 

BRUNT, E. E 

0402290003 

50-520 

s 

BRUNT, E E 

9403010212 

50-526 

A 

BRUNT, E E 

8403020005 

50-529 

E 

BRUNT, E E 

9403090012 

50-528 

E 

BRUNT- E E 

6403090077 

SO-528 

S 

BRUNT, E E 

B4030900B7 

50-520 

3 

BRUNT, E. E 

8403090096 

5Q-52B 

s 

BRUNT, E. E 

B403090122 

50-520 

8 

BRUNT, E E 

8403090167 

50-52B 

5 

BRUNT, E E 

9403090197 

50-529 

9 

BRUNT, E E 

8403090258 

50-520 

3 

BRUNT, E E 

8403120032 

30-529 

S 

BRUNT, E E 

8403120069 

50-520 

9 

□ RUNT, E E 

94031201 1 3 

50-528 

9 

BRUNT, E E 

9403130449 

50-529 

9 

BRUNT, E E 

6403130461 

50-526 

a 

BRUNT, E E 

B403140024 

50-520 

a 

BRUNT, E E 

B4031 60040 

50-529 

A 

BRUNT, E E 

6403160065 

50-520 

A 

□ RUNT, E E 

6403190397 

PR 


BRUNT, E E 

8403200115 

50-52B 

9 

BRUNT, E E 

8403200160 

50-529 

3 

BRUNT, E E 

84032001 96 

50-528 

9 

BRUNT, E E 

9403200226 

50-520 

S 

BRUNT, E E 

8403230006 

S0-S2B 

s 

BRUNT, E E 

B403230O19 

50-580 

9 

BRUNT, E E 

6403230039 

S0-52B 

S 

BRUNT, E, E 

64032300 B6 

50-530 

3 

BRUNT, E E 

0403230099 

50-52B 

3 

BRUNT, E E 

04032301 13 

50-520 

a 

BRUNT, E E 

0403230132 

50-529 

3 

BRUNT, E E 

8403260014 

50-520 

F 

BRUNT, E E 

8403290236 

50-520 

A 

BRUNT, E E, 

6403300020 

50-529 

3 

BRUNT, E E 

8403300096 

30-529 

S 

CLEUE.H D 

6107200104* 

FOIA 


BA AT BEL AAR 

8403080360* 

FOIA 


DYKE, yl. W 

0403200358 

WREO 


VLIET, J, 

8403010030* 

50-269 

P 

VLIET > J 

8403010516 

50-289 

P 

VLIET. J 

64030204 1 8 

50-289 

P 

VLIET. V 

840 3060472 

30-289 

P 

DEWBERG, D 

6403120140 

30-235 

R 

denduroh, c. 

8403300030* 

30-454 

a 

BCR STEED 1 , F 

8403020112 

XPORTLIC 


DE HALLE, D. J. 

B4 03070300 

30-253 

a 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

VANDEWALLE, D J. 

8403190101 

30-253 

B 

vamdeualle. d j 

04032601 1 9 

30-233 

P 

VARELA, A A 

8403300076* 

50-322 

a 

VAR BA, 9 A 

8401 120597* 

30—340 

p 

VAR BA, 8 A 

8403010066 

30-303 

p 

VARQA, S A 

840301.0171* 

30-230 

p 

VAROA, B A 

0403010173 

30-230 

F 

VARQA, S A 

B403O1O194* 

30-247 

P 

VARQA. 8 A 

840302003B# 

30— 2 BO 

P 

VARQA, S A. 

84030201 36 

30-348 

P 

VARQA, 9 A 

8403020171 

50—286 

F 

VARQA, S A 

B403020178 

30-247 

P 

VARQA, 8 A 

8403020184 

30-230 

P 

VARQA, B A 

B403O2O19O 

30-313 

P 

VARQA, S A 

B403050217 

30-261 

P 

VARQA, B A 

8403060012* 

30-261 

P 

VARQA, 8 A 

8403060044 

30-286 

P 

VARQA, 8 A 

8403060304 

30-303 

P 

VARQA, 8 A 

B403060308 

30-261 

F 

VARQA, B A 

B4 03070321 

30-303 

P 

VARQA, S A 

8403070302* 

50-348 

P 

VARQA, 8 A 

8403070389* 

30-334 

P 

VARQA. 3 A 

8403070398# 

30-247 

P 

VARQA, B A 

8403090145 

30-293 

P 

VARQA, 8 A 

0403070153 

30-334 

P 

VARQA, B A 

B403140199 

30-200 

0 

VARQA, B A 

8403140200* 

30-200 

0 

VARQA, 8 A 

8403140224 

30-313 

P 

VARQA, 9 A 

8403140225 

30-303 

P 

VARQA, S A 

8403140300 

30-230 

0 

VAROA, 9. A 

8403190150 

30-230 

p 

VAROA, 8 A 

B4 03 190429 

30-250 

F 

VAROA, S A 

8403190430 

30-313 

P 

VAROA, S. A 

8403210199 

30-348 

P 

VAROA. 9 A 

B4032 10197 

30-247 

P 

VAROA, S A 

8403210200# 

30-247 

P 

VAROA, 9 A 

B4 03260050 

50-272 

P 

VARGA, S A 

0403260294 

30-334 

P 

VAROA, 9 A 

8403280101# 

50-293 

P 

VAROA, 9 A 

0403280109# 

50-293 

P 

VAROA, S A 

9403280325 

50-334 

P 

VAROA, 8 A 

8403280329 

30-348 

F 

VAROA, 9 A 

0403300231 

50-247 

P 

VAROA, 0 A 

8403300233 

50-313 

F 

VAROA, 8 A. 

B4 03300296 

30-313 

P 

VARLEV. R A 

8403070171# 

30-322 

T 

VARNER. L S 

6403120314# 

CONTRACT 


VARNER, L 8 

8403120345# 

CONTRACT 


VASBALLO, D, 0 

8403050337 

30-263 

P 

VASBALLO, D B 

8403060022 

30-271 

F 

VASBALLO. D. B 

B403060034 

50-293 

F 

VASSALLO.D B. 

8403060036 

30-220 

F 

VASBALLO, D B. 

8403060041 

30-263 

F 

VASBALLO, D. B. 

B403060045 

30-333 

F 

VASBALLO, D B. 

8403060030 

30-331 

P 

VASBALLO, D. B. 

B4030600S3 

30-324 

P 

VASBALLO, D B. 

8403060063 

30-234 

F 

VASBALLO, D B. 

B4030600&7 

50-324 

P 

VASSALLO.D B 

6403060069 

30-324 

P 

VASBALLO, D. B. 

8403060073 

50-324 

P 

VASBALLO, D. B. 

B4 03060076 

30-239 

P 

VASBALLO, D B. 

940306047 1 

30-298 

F 

VASSALLO.D B. 

8403060330 

50-331 

F 

VASSALLO.D B. 

8403060367 

50-324 

F 

VASSALLO.D B. 

8403060571 

50-239 

F 

VASBALLO, D. B. 

8403090066 

30-324 

F 

VASBALLO, D B. 

0403130496 

30-220 

F 

VASBALLO, D B. 

8403140185 

30-263 

P 

VASBALLO, D. B. 

8403140236 

50-324 

F 

VASBALLO, D B 

8403140246 

50-333 

F 

VASBALLO, D B, 

8403140248 

50-293 

F 

VASBALLO, D B 

8403140232 

30-298 

F 

VASBALLO, D. B 

8403140276 

30-296 

P 

VASBALLO, D B 

8403140205 

30-271 

F 

VASBALLO, D B 

8403140207 

30-324 

P 

VABSALLO, D B 

8403140291 

30-324 

a 

VASBALLO, D B. 

8403140304 

30-333 

p 

VABSALLO, D. B. 

8403140313 

30-331 

p 

VABSALLO, D B. 

B4 03 1403 19 

30-331 

a 

VASBALLO, D. B 

8403150323 

30-239 

p 

VABSALLO, D, B 

8403300232 

30-293 

F 

VASBALLO, D, B 

8403300266 

30-333 

P 

VABSALLO, D, B. 

84 0330026 B 

30-271 

P 

VAUGHAN. C.M 

84031 40172 

PR 


VAUGHN, T. E, 

8403060225 

30-269 

F 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

VAV89IER, 0 
VERRELLI.D M 

0403000364# 

8402130400 

FOIA 

30-348 

0 

VERRELL I i D M 

8402140189 

50-261 

Q 

VERRELLI, D. M. 

0403070007 

30-393 

0 

VERRELLI.D M 

0403070083 

30-393 

a 

VERRELLI.D M 

8403070094 

50-400 

a 

VERRELLI.D M 

8403070100# 

30-400 

a 

VERRELLI.D M 

8403070168 

50-416 

a 

VERRELLI.D M 

8403070179 

50-400 

a 

VERRELLI, D, M 

8403070166* 

50-416 

0 

VERRELLI, D, M. 

B403070193* 

50-400 

a 

VERRELLI.D M 

8403070206* 

30-416 

a 

VERRELLI, D M 

8403070218 

30 - 430 

0 

VERHELLI, D. M. 

8403070247 

30-416 

0 

VERRELLI.D M 

8403070307 

50-324 

Q 

VERRELLI.D. M. 

8403160008 

30-390 

a 

VERRELLI.D M 

S4031601 00 

30-416 

a 

VERRELLI, D. M 

B40316O142 

30-348 

a 

VERRELLI, D M 

8403160201 

30-390 

a 

VERRELLI, D. M. 

6403160209 

30-390 

F 

VERRELLI.D M. 

B4031 60214 

30-390 

a 

VERRELLI. D M 

B403160217 

30-327 

a 

VERRELLI, D, M 

8403160232 

30-239 

a 

VERRELLI, D. M. 

6403160237 

30-390 

a 

VERRELL I , D M 

B403160271 

30 -390 

a 

VERRELLI, D. M 

6403160274# 

30-261 

a 

VERRELLI, D. M 

8403160303 

30-393 

a 

VERRELLI.D M 

B403160336 

30-416 

F 

VERRELLI, D. M 

8403160330 

30-390 

a 

VERRELLI, D. H. 

B403160374# 

50-390 

a 

VERRELLI.D M 

8403160382 

30-261 

a 

VERRELLI.D M 

8403290019 

30-340 

a 

VERRELLI, D M 

0403290042 

30-390 

a 

VERRELLI, D, M. 

B403290078 

30-348 

Q 

VERRELLI.D M 

0403290086 

30-324 

a 

VERRELLI.D, M 

0403290069# 

30-34B 

a 

VERRELLI, D M 

9403290117 

30-239 

F 

VERRELLI, D, M, 

B4032901S 1 

30-416 

a 

VERRELLI, D M 

B403290163 

30-400 

a 

VERRELLI.D. M. 

B403290169# 

30 - 400 

a 

VERRELLI.D, M 

B4O329O190 

50 - 400 

a 

VERRELLI, D, M 

9403290201 

30 -390 

a 

VERRELLI, D M 

8403290237 

30-239 

a 

VERRELLI.D M, 

B4032902B4 

30-393 

V 

VE9ELY, W. 

VIETTI. A, 

8403010041# 

6403010444 

FOIA 

30-498 

A 

VILLFORTH, J C 
V1LLF0RTH, J, C. 

0403090106 

0403160026 

PR 

30-332 

D 

VI 801 NO, Q. 8 

8403030033 

30-346 

P 

VITO, D. 

B403290191# 

30-289 

Q 

VOGLER, B. H 

84031 40113 

30-332 

0 

VOOLER, B, H, 

84031401 1 G 

30-352 

0 

VOGLER, B. H 

B403190173 

30-352 

G 

VOQLER, B, H. 

8403290376 

50-454 

M 

VOOLER, B H 

0403290399 

50-332 

0 

VOOLER, B, H 

6403290400# 

30 -332 

0 

VOKAL, D J 

8403130030 

50-329 

8 

VOKAL, D. J, 

B403130254 

50-329 

a 

VOKAL, D J 

B403130292 

50-329 

s 

VOLOENAU, E 

VOLOENAU, E. 
VOLOENAU, E 
VOLOENAU, E 
VOLOENAU, E. 
VOLOENAU, E 

VOLOENAU, E, 
VOLOENAU, F 
VOLLMER, R. H 
VOLLMER, R H 

8403080093# 

8403060112# 
84030801 22# 
8406080132# 
8403060136# 
0403060160# 

8403080190* 
84030 B0072# 
8309120336# 
8403010282# 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

30-329 

A 

VOLLMER. R. H. 

8403080316# 

50-247 

F 

VOLLMER, R. H 

8403080426# 

50 -273 

P 

VORDERBRUEOOEN 

8402140022# 

30 - 328 

0 

VORDERBRUEOOEN 

0403270139# 

30 - 328 

0 

VUM8ACO, F. J 
VUMBACO, F. J, 

VUMBACO, F. J 

HADE, L 

HADE, L 

WAGNER, A. 0. 

8403030144* 

8403030130* 

8403220092* 

8403140189 

8403230069 

8403070216# 

40-672 

40-672 

40-672 

PRM 

PRM 

30-416 

a 

HAQNER, D 

8403060332 

30-334 

A 

HAONER, D H, 

B4030 30369 

30-384 

F 

WAGNER- D. H, 

8403130239 

30-334 

A 

WAGNER, M E. 

04031 40111 

30-289 

0 

WAGNER, M E. 

8403160007 

30-289 

0 

WAGNER, M. E, 

8403190187 

30-289 

e 
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AUTHOR 

ACCESSION 

NUMBER 
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WAGNER, M E 

B4O3210I6S 

50-416 

G 

WEISS, E R 

8403260302 

50-28? 

G 

WETTERHAHN, M J 

0403070230* 

50-332 



8403210169 

50-209 

0 

WEISS, E R 

8403290005 

50-209 

F 

WETTERHAHN, M J 

0403150024 

50-353 


WAGNER, h E 

8403270304 

50-209 

O 

WEISS, E R 

0403300259 

30-28? 

G 

WETTERHAHN, M J 

0403150024 

50-332 


WAGNER, M E 

84033703IB 

50-416 

0 

WELCH, S E 

0403290271 

50-315 

F 

WETTERHAHN, M J 

0403160010 

50-352 


WAGNER, P C 

B403 130231 

50-267 

p 

WELLS, D. A 

0403060173* 

30-341 

a 

WETTERHAHN, M J 

040316001 0 

50-352 


WAGNER, P C 

B4031 900B3 

50-267 

p 

WELLS, D A 

04030601 77* 

50-341 

Q 

WETTERHAHN, M J 

S403200060 

50-352 


WAGONER, B fi 

B403B70329 

RE8 


WELLS, D A 

0403120009 

50-341 

s 

WETTERHAHN, M J 

0403200060 

50-352 


WAHJ* K, K 

8403260353* 

WASTE MOT 

WELLS, D A 

0403120060 

50-341 

S 

WETTERHAHN, M J 

0403200090 

50-352 


WAITE* R S 

8403080270* 

50-397 

Q 

WELLS, D A 

0403120155 

50-341 

s 

WETTERHAHN, M J 

0403200090 

50-352 


WALKfeWf *J. h 

8403090243 

50-239 

s 

WELLS, D A 

0403120160 

50-341 

s 

WETTERHAHN, M J 

B403210103 

50-332 

•- 

WALKER, J B 

B403090233 

50-239 

S 

WELLS, D. A 

B403 190079 

50-341 

8 

WETTERHAHN, M J 

0403210103 

50-352 

u 

WALKER* J b 

9403200087 

30-296 

8 

WELLS, 0. A 

0403260127 

50-341 

G 

WETTERHAHN, M J 

8403270012 

50-352 


WALKLk* k< 

8403130423 

50-263 

S 

WELLS, R W 

8403130277 

tophep 


WETTERHAHN, » J 

0403270012 

50-3 32 

ij 

WALKER, R 

8403190013 

50-374 

s 

WELLS, R. W 

0403130277 

tqprep 


WETTERHAHN, M J 

0403270042 

50-3 32 


WALKER* R 

B4031 90076* 

50-373 

a 

WELLS, R W 

0403140131 

tophep 


WETTERHAHN, H J 

04O327OO42 

50-352 

1 

WALKER, R. D 

S403120079* 

50-237 

a 

WELLS, R U 

B4O3140131 

TOPREP 


WETTERHAHN, M J 

B403270060 

50-352 

c 

WALKER* N L) 

S403120133* 

50-331 

0 

WELT, K A 

0403080040* 

FOIA 


WETTERHAHN, M J 

B403290384 

50 -3 3 2 

fj 

WALKER, R. D 

8403120137* 

50-237 

a 

WELT, H A 

B4030B0046* 

FOIA 


WETTERHAHN, M J 

6403290384 

50-352 

£ 

WALKER, R D, 

0403120143* 

50-263 

a 

WELT. M A 

0403080055* 

FOIA 


WETTERHAHN, M J 

B4O329O390 

50 - 45B 

u 


8403270192 

50-267 

i 

WELT, M A 

8403080078* 

FOIA 


WETTERHAHN, M J 

8403290392 

50-43B 

<3 

WALKER, R. 0 

8403070076* 

50-2B9 

u 

WELT. M A 

0403000004* 

FOIA 


WETTERHAHN, M J 

8403300127 

50-352 


WALLER, W. K. 

8403010349 

27-4 0 


WELT. M A 

04 030 BOOS 9* 

FOIA 


WETTERHAHN, M J 

3403300127 

30-353 


WALLING, 0 E 

8403020238 

50-30? 

s 

WELT, M A 

0403000137* 

FOIA 


WETTERHAHN, M J 

8403300120 

50-352 


WALLO, E. W. 

S4031S0043* 

50-237 

p 

WELT. H A 

B4030B01 50* 

FOIA 


WETTERHAHN, M J 

0403300120 

50-352 


WALSH, M 

8403070101* 

50-445 

0 

WELT. M A 

B4030S0163* 

FOIA 


WETTERHAHN, M J 

B403300271 

50-3 5 2 

G 

WALTON, 0 A, 

B4O214OO30* 

50-520 

a 

WELT. M A 

0403000168* 

FOIA 


WETTERHAHN, M J 

040330027 1 

50 - 3 32 

0 

WALTON* 0 A 

8403220139* 

50-412 

a 

WELT. M A 

8403000172* 

FOIA 


WETTERHAHN, M J 

8403300274* 

50-352 

G 

WARD* J 0, 

8403090106 

PR 


WELT. M A 

8403000105* 

FOIA 


WETTERHAHN, M J 

3403300274* 

50-332 

0 

WARD* K, D, 

S40319020B* 

50-234 

B 

WEN, P 

840329019 1* 

50-20? 

0 

WHEELER, L 

81071 401 B5* 

90-300 

Q 

WAREMHOURO, D, 

84030101 16 

50-267 

S 

WENNER, T J 

0403070310* 

50-323 

a 

WHEELER, L L 

8204290657* 

50-500 

A 

WAREMBDURO, D 

B4O3O101 34 

50-267 

S 

WENSLAWSKI. F A 

0403060000 

50-206 

Q 

WHICHER, J M 

B403060079 

50-454 

0 

WAREMBOURO, D 

B4031 60229 

50-267 

P 

WEN8LAWSKI. F A 

0403060019* 

50-206 

0 

WHICHER, J M 

04031 60002 

50 - 4 5 4 

0 

WAREMBOURO, D 

B4031 90344 

50-267 

R 

WENSLAWSKI. F A 

0403060165 

50-113 

0 

WHICHER, J M 

8403160002 

50 - 4 3 4 

0 

WAREMBOURO, D 

B403220063 

50-267 

S 

WENSLAWSKI, F A 

0403060172* 

50-113 

Q 

WHICHER, J.M 

B4031 6001 9 

50- 4 5 4 

0 

WAREMBOURG, D, 

0403270192 

50-267 

I 

WENSLAWSKI, F A 

0403060416 

70- 1 257 


WHICHER, J M 

040316001 9 

50- 4 3 4 

G 

WAREMBOURO, D. W. 

8403010101 

50-267 

P 

WENSLAWSKI, F A 

040308006 t 

50-312 

a 

WHICHER, J M 

0403260331 

50-454 

0 

WAREMBOURO, D W 

8403010107 

50-267 

a 

WENSLAWSKI, F, A 

0403080075* 

50-312 

a 

WHICHER, U M 

0403260331 

50 -4 5 4 

0 

WAREMBOURO, D. W 

84030301 IB 

50-267 

a 

WENSLAWSKI, F A 

B4031 90367 

50-206 

a 

WHIPPLE.S 

0403020072 

50-29 

R 

WAREMBOURO, D, W. 

8403160303 

30-267 

a 

WENSLAWSKI, F A 

8403190373* 

50-206 

Q 

WHIPPLE, S 

0403300003 

50-29 

R 

WAREMBOURO, 0 W 

8403160326 

50-267 

G 

WENSLAWSKI, F A 

8403270221* 

70-1237 


WHITE, M G 

0403010336 

WASTE MOT 

WARNICK, R F 

8403060383 

50-329 

a 

WENZINOER, E C 

8403290023* 

FOIA 


WHITE, « P 

0403160096* 

50-412 

A 

WARNICK, R, F 

04030001 VO* 

FOIA 


WENZINOER, C C 

8403290025* 

FOIA 


WHITE. W H 

0403120010* 

50-273 

0 

WARNICK, R F, 

0403190313 

50-358 

a 

WE8C0TT, H, M 

0403020308* 

50-443 

a 

WHITENER, H L 

0403070017* 

50-413 

a 

WARNICK, R F 

0403230043 

50-329 

R 

WESLEY, B A 

8403140026* 

50-329 

A 

WHITENER.H L 

04O3O7O33B* 

50-413 

a 

WARRICK, J W 

8403230139 

30-275 

R 

WESLEY, I) A 

0403200152* 

50-423 

A 

WHITENER, H L 

0403160339* 

50 -2 59 

a 

WASTLER, 9, L 

84032301 37* 

40-8745 


WESSMAN, R 

6403020032* 

50-267 

P 

WHITMAN, E> 

8403270013 

50-29B 

F 

WATKINS, L. B 

8403140009 

30-438 

0 

WEST. J M. 

0403200005* 

50-470 

K 

WHITTIER, 0 0 

B403060094 

50-309 

p 

WATKINS, L B, 

8403140012* 

30-458 

0 

WESTAFER, 0 R, 

B40 20604 19 

50-302 

P 

WHITTIER, G D 

0403130047 

50-309 

R 

Watkins* l. b. 

0403140012* 

30-438 

a 

WESTAFER, 0. R 

0403010072 

50-302 

F 

WHITTIER, 0 D 

0403220192 

30-30? 

P 

WATT, E, 

B4033 00130 

50-202 

F 

WESTAFER, 0 fi 

B4030602B3 

50-302 

fi 

WHITTIER, G D 

B403230036 

50-309 

P 

WATT8, R. J. 

8403230016 

30-322 

T 

WESTAFER, 0. R 

0403060343 

50-302 

P 

WHITTIER, 0 D 

8403230042 

50-309 

P 

WATTS, R. U. 

8403230032 

30-322 

T 

WESTAFER, 0 fi 

0403060359 

50-302 

P 

WHITTIER, G D 

0403270130 

50-3 09 

P 

WATTS, R. J 

B403230048 

30-322 

T 

WESTAFER, 0. fi 

8403060364 

50-302 

P 

WHITTIER, 0 D 

8403290236 

50-3 09 

R 

WATTS* R, J 

8403230073 

30-322 

T 

WESTAFER, 0, R 

8403060402 

50-302 

0 

WICHMAN.K R 

B403S90046* 

FOIA 


WEBER, U. 

B4030B02B1* 

30-273 

E 

WESTAFER, 0 R 

8403090193 

50-302 

s 

WICHMAN.K R 

0403290063* 

FOIA 


WZBER.M F. 

8403190447 

WASTE MOT 

WESTAFER, 0 R 

0403120130 

50-302 

p 

WICKS, F. 

S403060204 

50-225 

F 

WEEKS, E, D. 

8403020006 

30-133 

ft 

WESTAFER, 0 R 

0403160036 

50-302 

fi 

WICKS, F 

040320022? 

50-225 

R 

WEEKS, E, D 

8403300073 

50-133 

R 

WESTAFER, 0 fi 

8403160315 

50-302 

p 

WICKS, F 

B4032601 56 

50-223 

R 

Wtr I L* (*, H 

8403080108* 

FOIA 


WEBTAFER.G r 

0403200030 

50-302 

p 

WIDMER, T E 

B403130039 

50 - 307 

R 

WEINER, B, R, 

B403130236 

PR 


WESTAFER, 0. R 

8403200265 

50-302 

p 

WIECHMANN, 0 M 

0403200022 

50 -344 

J 

UEINKAM, E J. 

B403140196 

SO -4 SB 

F 

WEBTAFER.G R 

0403230014 

50-302 

p 

WIECHMANN, 6 M 

040320004 1 

50-344 

J 

WE INK An* E, J, 

8403300292 

30-430 

A 

WEBTAFER.G R. 

0403230062 

50-302 

p 

WIEOEMAN, 0 G 

B403060201 

40-BB30 


WEI8E, 8, 

B4031603S3* 

30-261 

a 

WESTAFER, 0 R. 

0403290159 

50-302 

p 

WIEDEMAN, D. 0 

B403060210* 

40-BB30 


WE ISNANTLE* \). 

8403070231* 

30-322 

T 

WESTAFER, 0. R 

S4033OO1 1 1 

50-302 

B 

WIEOEMAN, D G 

0403000103* 

FOIA 


WEISMANTLE, U. A, 

84030701 SB* 

50-322 

T 

WESTS ERG, R. 

0403060176* 

50-266 

Q 

WIEDER, A V 

B4031201SS* 

50-361 

a 

WEISMANTLE, J. A 

8403070160* 

30-322 

T 

WEBTOVER, A. J 

8403200054* 

50-341 

H 

WIEHE, J 

8403130471* 

50 - 320 

a 

WEISMANTLE, U, A. 

8403070171* 

30-322 

T 

WESTS HAL, B B, 

B403 1Z0020 

50-373 

S 

WIEN, B. 0 

B403130249 

PRM 


WEISMANTLE, U A 

B4 03070190* 

30-322 

T 

WESTPHAL, B. B 

0403 J 901 17 

50-373 

S 

WIENER. J. L 

040327021 1 

90-416 

H 

WEISMANTLE, U, A 

B40307019S* 

80-322 

T 

WETHY, C. N. 

8403060340 

50-335 

F 

WIE0ELMAN, K 

B4030B0200 

FOIA 


WEXBHANTLE* J, A, 

8403070198* 

50-322 

T 

WETTERHAHN, M. 

0403060001 

50-352 

a 

WIESEMANN.fi A 

B403070302* 

50 -42 3 

A 

WEISMANTLE, J A. 

8403070201* 

30-322 

T 

WETTERHAHN, M. 

8403060001 

50-352 

a 

WIE8EMANN, R, A, 

0403190399* 

50-413 

A 

WEISMANTLE, J, A. 

8403070204* 

30-322 

T 

WETTERHAHN, M J 

8403020099 

50-352 

a 

WIESEMANN.R A 

8403210020* 

TOPREP 


WEI BM ANILE, J A, 

8403070207* 

30-322 

T 

WETTERHAHN, M J 

8403020125 

50-352 

0 

WIESEMANN, R, A 

8403260201* 

50 -244 

P 

WEISMANTLE, J. A 

8403070211* 

30-322 

T 

WETTERHAHN, M. J. 

8403020125 

30-352 

0 

WIESEMANN.R A. 

0403290279* 

50-369 

P 

WEISMANTLE, J, A. 

8403070214* 

30-322 

T 

WETTERHAHN, M. J 

B403O20129 

50-352 

T 

WIESEMANN.R A 

8403300114* 

50-413 

A 

WEISMANTLE, J A. 

8403070220* 

30-322 

T 

WETTERHAHN, M J. 

8403020129 

30-352 

T 

WIOOINS, E. J. 

0403070005 

CONTRACT 


WEISMANTLE, J, A. 

8403070222* 

30-322 

T 

WETTERHAHN, M. J, 

8403020163 

50-352 

0 

WIGGINS, U T 

8403070319* 

50 -352 

a 

WEISMANTLE, J A, 

B403070227# 

30-322 

T 

WETTERHAHN, M J. 

8403020163 

00-352 

0 

HI GO INTON, D, 

0403300247 

50-313 

p 

WEISMANTLE, J. A. 

8403230020 

30-322 

T 

WETTERHAHN, M J. 

0403060240 

50-352 

Q 

MILBORN, L. 

8403260107* 

50-267 

a 

WEISMANTLE, J, A 

B4 03230038 

30-322 

T 

WETTERHAHN, M. J 

8403060240 

50-352 

Q 

WILB0RN, L 

0403260211* 

50-267 

a 

WEISMANTLE, J A 

B 40 323006 6 

30-322 

T 

WETTERHAHN, h J, 

8403070142 

30-352 

0 

WILBORN.L 

B403300030* 

50-313 

a 

WEISS, E R, 

0403080021 

FOIA 


WETTERHAHN, M J. 

8403070142 

30-352 

Q 

WILCOVE.M N 

8403140085 

30-352 

<? 

WE IBS, E, R, 

B4030B0346 

FOIA 


WETTERHAHN, M, J 

8403070236 

30-352 

O 

WILCOVE.M N, 

0403140154 

50-32 9 

0 

WEISS, E. R, 

8403210014 

30-289 

0 

WETTERHAHN, M, J 

0403070236 

30-332 

0 

WILKIE. W H 

8403020192* 

50-400 

0 

WElBfJ* E, R, 

8403260302 

50-289 

0 

WETTERHAHN.fi J. 

8403070230* 

30-352 

Q 

WILKIE. W, H. 
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S 

ZUPKO, J 

M 

0403220142 

50-311 

R 

ZUPKO, J 

M 

0403220191 

30-311 

5 

ZUPKO, J 

M 

0403220174 

50-272 

R 

ZUPKO, J 

M 

0403270099 

50-31 1 

S 

ZUPKO, J 

M 

0403270244 

50-272 

s 

ZURAKOHSKI.P R 

0403270221* 

70-1237 





CORPORATE SOURCE INDEX 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
Index entitled "Cross Reference of Enclosures to Principal 
Documents." 


AUTHOR 

AFFILIATION 


Asmodts 

Acme "Cl evel and Co 

Advanced Medical System?. Inc 

Advanced Technology, Inc 


Agriculture, Dept oF, Graduate School 
Air Products & Chemicals. Inc 

Air Transport Association 
Air and Water Pollution Patrol 


Alabama Power Co 


ACCESSION 

NUMBER 


8403130013 
8403220242 
04030' 1 0079 
0403020400 
84030 4.01 32 » 

0403060134s 
0403120314# 
8403120343s 
8403200371 
040324301 31 # 

8403140156 

8403220226 

8403220226 

84 03220227s 

8403220229s 

0403220234# 

8403220234# 

0403290370 

0403290370 

8403290393 

0403290397# 

0403010129# 

8403010137# 

8403010141# 

8403010146# 

8403010132# 

8403010192# 

8403010136# 

8403010136* 

0403010163* 

8403010417 

8403010422* 

8403010428# 

8403060129 

8403060123 

8403080077 

8403080077 

B4O3O0OOB1 

8403000081 

8403080086* 

B4O30B00B6# 
8403080140 
0403090140 
84030801 S8 
84030001 38 

8403000193# 

8403080193# 

8403080272 

8403080272 

8403090243 

8403090233 

8403090303 

0403130031 

8403130031 

8403130030# 


SUBJECT 

CATEGORY 


30-289 0 

30-289 0 

QA999 
F0IA 
FOIA 

F01A 

CONTRACT 

CONTRACT 

XPORTLIC 

XPORTLIC 

PR 

30-332 0 

30-332 0 

30-332 0 

30-332 0 

30-332 0 

30-332 0 

30-332 0 

30-332 0 

30-332 0 

30-332 0 

30-348 P 
30-348 P 
30-348 P 
30-348 P 

30-348 P 
30-348 P 
80-348 P 
30-348 P 
30-348 P 

30-364 8 

30-364 8 

30-364 8 

30-348 Q 
30-348 G 

30-348 F 
30-348 F 
30-348 P 
30-348 P 
30-348 P 

30-34B P 
30-348 P 
30-348 P 
30-348 P 
30-348 P 

30-348 P 
30-348 P 
30-348 P 
30-348 P 
30-348 S 

30-34 B P 
30-34 0 F 
30-348 P 
30-340 P 
10-340 P 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEODR'l 


04031 30033# 

50-340 


0403130433 

50-340 


0403130435 

30-340 


B403 130463# 

30-340 


B403 130463# 

90-340 


0403140210 

30-340 


8403140212 

30-340 


0403130033 

30-340 


8403130084 

30-340 


0403160265# 

30-340 


0403230134 

30-340 


0403260017 

30-340 


8403260026* 

30-340 


8403260032# 

30-340 


8403260040* 

30-340 


8403260044# 

30-348 


0403260227 

30-340 


0403260227 

30-349 


0403260234* 

50-340 


0403260234# 

30-340 


0403200037 

30-340 


0403200037 

30-340 


0403280044* 

30-340 


0403200044# 

30-340 


04O32BO1O9 

30-340 


0403200198 

30-340 


8403290004# 

30-340 


0403290319 

30-340 


04033000 77 

30-340 


0403300134 

30-364 


9403300172 

30-340 

Alaska, Univ of. Fairbanks 

9403290311 

PRM 

Allied Chemical Carp. 

8403230097 

40-3392 

8403230100# 

40-3392 

American Collage of Radiology 

8403210012 

PR 

American Nucloar Carp. 

0403200323# 

40-4492 

9403220045 

40-4492 

American Society of Mechanical Engineers 

0403010043# 

CONTRACT 

Anaconda Co. (subs, of At lant i c~R 1 chfie 1 d 

8403010082 

QA999 

Co. > 

Analysis fc Technology, Inc, 

8403060493# 

CONTRACT 

Anch or/Dsrl lug Valve Co (sub* of 
Anchor/Darl ing Industrie*. Inc.) 

9403120114# 

0A999 

0403270097# 

QA999 

Anthony, R. L 

8403190132 

30-332 

□403190130# 

30-332 


0403190142# 

30-333 

Applied Radiation Protection Barvices 

8403090178 

PR 

B4O3Q901B3* 

PR 

Applied Science Associates, Inc 

Ar gonna National Laboratory 

8403300323 

NUREO 

0403070114 

NUREO 

0403140339 

ACRS 


9403190317 

PR 


9403300261 

NUREO 


34 033 0020 3 

NUREO 


549 



550 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

Arizona Public Service Co 


Arizona< Stats of 
Arkansas Power 6 Light Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 

0402 1 4 0028 a 30-320 Q 

8402140032* 30-328 d 

8402140037* 30-328 Q 

8402 1 40032* 30-328 Q 

8402290000 30-328 3 

94022 90 OOB 30-328 8 

04022 9000B 30-328 9 

0403010212 50-328 A 

0403010212 30-328 A 

0403010212 50-528 A 

B403020003 30-328 E 

0403090012 30-328 E 

8403090012 50-328 E 

3403090012 50-328 E 

0403090077 30-528 0 

0403090007 50-328 S 

3403090087 30-328 S 

0403090007 30-328 S 

B403090096 30-3BB 8 

B403090096 30-328 S 

9403090096 50-528 B 

8403090122 30-328 S 

8403090167 30-328 3 

0403090167 30-528 9 

0403090167 30-528 3 

8403090197 30-520 S 

0403090197 50-528 S 

B403090258 30-520 8 

0403090258 30-328 9 

6403090253 30-S2B 9 

8403120032 50-528 9 

8403120033 30-328 S 

8403120033 30-520 8 

8403120069 30-520 9 

B4031 20069 S0-32B S 

B403120069 30-520 S 

8403120113 30-520 S 

8403130449 30-320 9 

8403130449 30-52B S 

B403130449 50-528 S 

B4031304 61 50-528 S 

64031304 61 30-528 9 

8403130461 30-528 S 

8403140024 30-520 0 

8403160048 30-520 A 

0403160048 50-52B A 

8403160048 30-520 A 

84031600 52* 50-520 A 

84031600 52* 50-528 A 

8403160 0 52* 50-528 A 

8403160065 50-52B A 

8403160065 50-528 A 

0403160065 30-528 A 

0403190387 PR 

84032001 19 50-328 S 

8403200113 50-328 S 

8403200160 30-329 3 

8403200160 30-529 S 

8403200186 50-328 5 

0403200226 50-528 S 

8403200226 30-528 S 

8403200226 30-528 S 

0403230006 30-328 9 

0403230019 30-328 0 

8403230039 30-328 8 

8403230039 30-628 8 

B4 03330039 50-528 S 

B4 03230086 30-530 8 

8403230099 30-528 8 

8403230099 30-328 3 

B4 03230 099 S0-32B 9 

B4 032301 13 50-328 3 

8403230132 30-529 8 

8403260014 30-320 F 

8403260014 30-320 F 

B403260O14 90-320 F 

8403290236 30-320 A 

8403300020 30-520 9 

0403300020 30-328 S 

0403300020 30-520 S 

8403300096 50-320 8 

8403090106 PR 

8403290263 PR 

0403020073 30-313 R 

8403020001 30-36B R 


AUTHOR 

AFFILIATION 


ACCE88I0N SUBJECT 

NUMBER CATEGORY 


Arkansas, State of 
Army i Dept of 

Army, Dept of, Corps of Engineers 
Aspen Systems, Inc 

Atlas Minerals, Inc 


Atom Sciences, Inc 
Atomic Industrial Forum 
Australia, Govt of 


Automation Industries, Inc 


BUR Owners Qroup 


Babcock It Wilcox Co 


Babcock it Wilcox operating Plants Owner* 
Group 

Dailey Controls Co (subs, of Babcock & 
Wilcox Co ) 


04O3O3O13B 

0403060199 

8403060203s 

8403060205* 

8403060300 

B403060324 

8403060330 

0403060430 

8403060430 

0403090139 

8403090179 

0403090301 

0403120011 

B403120011 

5403130024 

8403130324 

8403130347 

8403130437 

8403130473 

0403130037 

8403150041* 

0403200174 

0403200179 

0403200179 

B4032001QQ* 

0403200180* 

8403200181* 

0403200181* 

1403200246 

0403200231* 

8403200231* 

0403200238* 

8403200238* 

8403220020 

8403230091 

8403260031 

8403360031 

0403260137 

B403260137* 

8403260137* 

Q4032702SB 

0403200094 

8403280094 

8403290127 

8403300060 

8403300164 

8403140149 

0403210107 

8403200032* 

0403070373# 

8401120171 

8401120100* 

8403130242 

8403130264 

0403130280 

B403230267 

8403300312* 

B403190317 

B403220264 

8403220279 

B403210001 

8403210003* 

0403210010* 

0403300008 

8403020226 

8403120127 

8403200129 

0401240313* 

0403010162 

0403010166* 

8403020167 
8403030110* 
8403030114* 
84030301 IB* 
8403070149* 

8403070133* 

0403130038* 

8403130076* 

0403190241 

8403190246* 

8403300013* 
8403300179 
B4031 40072 

0403130169 


30-313 p 
30-313 p 
30-313, Q 
30-313 p 
30-313 R 

30-313 F 
30-313 F 
30-313 F 
30-313 F 
30-360 8 

30-313 p 
30-313 F 
30-313 F 
30-313 F 
30-368 8 

30-360 S 
30-368 0 

30-313 Q 
30-313 F 
30-313 p 

30-313 P 
30-313 F 
30-313 F 
30-313 F 
30-313 F 

30-313 F 
30-313 F 
30-313 F 
30-313 F 
30-313 F 

30-313 F 
30-313 F 
30-313 F 
30-368 8 

30-313 P 

30-313 P 
30-313 P 
30-368 0 

30-313 P 
30-313 P 

30-360 6 

30-313 F 
30-313 F 
30-360 S 
50-313 R 

50-368 H 

PR 

PRM 

CONTRACT 

CONTRACT 

40-3433 

40-3433 

40-3433 

40-3453 

40-3433 

40-3433 

CONTRACT 

PR 

XPORTLIC 

XPORTLIC 

40-6920 

40-6920 

40-6920 

40-6920 

TOPREP 

TOPREP 

TOPREP 

70- 27 

71- 6206 
71-6206 

70-27 
30-346 F 
30-346 F 
30-346 F 
70-27 

70-27 

0A999 

0A999 

TOPREP 

TOPREP 

70-27 

TOPREP 

TOPREP 

QA999 



CORPORATE SOURCE INDEX 


5 ! 


AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEODR' 

0403200076* 

0A999 



840315024 5 

40-0452 

Baltimore On & Electric Co 0403020300 

50-317 

F 

Bechtel Carp 

8401130363 

TOP REP 

0403020346* 

50-317 

a 


0403050100* 

50-310 

8403050090 

50-318 

p 


0403060228* 

0A999 

0403060109 

50-318 

8 


8403090014# 

50-528 

0403060263 

50-317 

P 


B403090020 

FOIA 

8403060263 

50-317 

P 


8403120015* 

90-275 

6403060400 

50-317 

P 


8403120015* 

50-273 

0403060400 

50-317 

P 


0403120017* 

50-273 

0403130039 

50-310 

8 


B403120017* 

50-275 

8403130081 

50-310 

8 


8403120023* 

50-275 

84031 3009B 

50-317 

3 


04 03 120030* 

50-388 

S403130253 

50-317 

S 


0403130204 

OA999 

S403I3O279 

50-317 

8 


0403230108 

50-482 

04031 3029S 

50-317 

0 

Bend lx Carp 

B403020374 

WASTE MOT 

8403130299 

50-317 

0 


8403200396 

WASTE MOT 

8403130303 

50-317 

R 


0403220225 

WASTE MOT 

8403130303 

50-317 

R 

Bergen Pine* Hasp Paramus, NJ 

6403230039 

50-322 

0403130314* 

50-317 

R 

Binder, Elster, Mendelson *, Wheeler 

Inc 8403010044* 

CONTRACT 

0403130314* 

50-317 

R 

Blatechnico International, Inc 

8403140221 

PRM 

8403130322* 

50-317 

R 

Bishnp, Liberman. Cook, Purcell S< 

8403070043 

50-413 

8403130334* 

50-317 

R 

Reynold* 



0403130334* 

50-317 

R 


8403120007 

50-508 

0403130356 

50-317 

8 


8403140013 

50-445 

0403130413 

50-31B 

8 


8403140013 

50-445 





8403140020 

50-445 

8403130426 

50-317 

8 




8403130450 

50-318 

s 


8403140020 

50-445 

8403140036 

50-317 

J 


8403150032 

50-445 > 

0403140228 

50-317 

F 


B403 160029 

50-413 < 

040315004? 

50-317 

a 


0403200007 

50-413 ■ 





8403210170 

50-508 « 

840315004? 

50-317 

0 




0403150091 

50-317 

F 


0403210172 

50-50B , 

0403150110 

50-317 

F 


0403210109 

30-SOB « 

0403150110 

50-317 

F 


8403260367 

50-413 

8403150153 

50-317 

F 


8403270031 

50-445 < 




Blanchard Val lev Hoop Findlay, OH 

B4030B0204* 

FOIA 

0403150153 

50-317 

F 




0403160040 

50-317 

P 

Borg-Warncr Corp 

8403020079 

XPORTLIC 

0403160040 

50-317 

P 


84031501 SB 

XPORTLIC 

0403190018 

50-317 

F 

Boston Edlton Co 

8403010324 

50-293 

6403190018 

50-317 

F 


0403010327* 

50-273 , 





0403070341* 

50-293 f 

0403190(023* 

50-317 

F 




0403190023* 

50-317 

F 


8403090047 

50-293 f 

0403190408 

50-317 

0 


0403090147 

50-293 , 

0403200003 

50-317 

R 


8403070152 

50-293 , 

0403200003 

50-317 

R 


B4031 20027 

50-293 „ 





0403130293 

50-273 

8403220052 

50-317 

F 




0403220092 

50-317 

F 


B403140107 

50-273 

8403220000 

50-317 

F 


0403140279# 

50-273 , 

B40326O1 12* 

50-317 

a 


0403150000 

30-273 r 

8403260236 

50-317 

p 


B4031 301 17# 

50-293 





8403150177 

50-293 ," 

0403260248* 

50-317 

p 




0403300070 

50-317 

p 


0403200164 

50-273 R 

8403300100 

50-317 

B 


B40326031 7* 

50-293 fi 

8403300182 

50-317 

F 


B40327001 0 

50-293 P 

Rattall* Human Affair* Research Cantor* 0403070109 

NUREO 



840327001 9* 

50-293 P 





3403270055 

50-293 P 

8403190055 

NUREO 





Battalia Memorial Institute, Columbus 8403050227 

RE9 



0403270143* 

50-293 P 

Laboratori e* 



Boston Uni v Medical Center, Boston 

MA B4031 30210 

PR 

04O3O5OH3O 

50-200 

F 

Orande-ls Unlv Waltham, MA 

B4032 70301 

PRM 

8403050242 

RES 


Braunkofile Transport & Storage, Tnc 

B4031 50134 

XPORTLIC 

0403060502* 

CONTRACT 



8403150142# 

XPORTLIC 

B403 120257 

RES 


Bristol Steel & Iron Works, Inc. 

8403270148 

QA999 

0403230130a 

contract 


Brook h even National Laboratory 

8308170191 * 

50-447 A 

0403300294 

NUR EO 



8403010041* 

FOIA 

Battel)* Memorial institute, Pacific 0403010041a 

FOJ A 



8403010217* 

50-329 A 

Northwest Laboratori** 




B4030 10227* 

50-329 A 

6403020216 

HASTE MOT 








8403010227* 

50-329 A 

8403070093 

NUREO 



8403010231* 

50-329 A 

8403070109 

NUREO 



8403010231* 

50-329 A 

8403070118 

NUREO 



8403070115 

NUREO 

8403140170a 

PR 



B40323O133 

50-313 P 

8403160131 

CEN TEC 

IB 








8403260022* 

50-454 A 

8403190055 

NUREO 



8403260061* 

50-454 A 

8403190449 

NUREO 


Brown Bowerl Corp (subs of Broum 

Boverl 8402010105* 

QA999 

8403230112a 

50-219 

R 

l< Co. , Ltd ) 



8403230173 

NUREO 



0403270319 

50-206 S 

8403230177 

NUREO 


Buffalo, NY 

0403080136 

50-410 G 

8403230200 

NUREO 


Businessmen for the Public Interest 

B403060079 

50-454 G 

8403230207 

NUREO 



0403260351 

30-454 G 

84033001 32# 

50-490 

A 

C-E Operating Plants Owners Group 

8403130277 

TOPREP 

B40330024B 

WASTE MOT 


8403140131 

TOPREP 

Bear Creek Uranium Co. 0403150102 

40-8452 


CONOCO, Inc (Continental Oil Co > 

0403190317 

PR 

0403190436 

40-8452 


California Institute of Technology, 

B4032600B9* 

30-344 P 

Bearfoot Carp, 8403150226 

40-8492 


Pasadena, CA 



8403150235 

40-8452 


California, State of 

7906140340* 

50-312 P 


552 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Californian Univ of, Berkeley* CA 
California! Univ of, Los Angela*. 

Callaway County* MO 
Ca 1 1 endlner OH 

Cardinal Industrial Products Carp 
Carolina Environmental Study Group 


Carolina Power 4* Light Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

AUTHOR ACCE0BION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

B403020117# 

30-133 

F 

B403090176 

PR 


aToaoiosio 

30-273 

0 

8403090203 

SQ-323 

S 

0403090106 

FR 


B403090233 

30-321 

S 

94032601 J 1 * 

30-273 

u 

8403090232 

50-324 

P 

3403270347 

30-273 

0 

8403090232 

50-324 

P 

B4Q3270347 

S 0-273 

0 

8403090260* 

30-324 

P 

8403270332 

30-275 

0 

8403090260* 

30-324 

P 

8403270333 

30-273 

0 

8403120039 

30-329 

0 

0403370366 

30-273 

p 

8403120076 

30-400 

V 

0403270366 

30-273 

p 

0403120004 

30-400 

B 

0403 1301 IB 

30-224 

R 

0403130049 

50-325 

s 

840314008? 

30-142 

0 

B403130062 

30-400 

E 

8403260360 

30-142 

0 

0403130070 

30-324 

S 

8403280241 

ACRS 


8403130093 

30-26! 

P 

0403070081 

50-483 

F 

0403130132 

30-324 

0 

010 1300020** 

FQIA 


8403130156 

30-400 

0 

0101300023* 

FC1I A 


8403130136 

30-400 

S' 

8403190203 

0A999 


0403130164# 

90-400 

0 

0403070033 

50-413 

0 

8403130164* 

30-400 

s 

B403070033 

S0-4L3 

0 

B403 130237 

30-400 

s 

B403070037* 

5Q-4L3 

0 

8403130301 

30-324 

3 

8403070037* 

30-413 

0 

8403130301 

30-324 

9 

0403220233 

50-413 

0 

0403130323 

30-325 

3 

0403220237 

50-413 

0 

8403130333 

50-324 

R 

0403290379 

30-413 

0 

8403130333 

30-324 

R 

04 03290 3 B8 

30-413 

0 

8403130398 

30-400 

8 

8402230291* 

50-400 

A 

8403130406 

30-324 

8 

0402270274 

30-400 

5 

0403130447 

30-400 

0 

8402290081 

30-400 

0 

8403130447 

30-400 

8 

B4O229OO01 

5Q-400 

0 

0403130492 

90-323 

P 

B4 03010133 

30-323 

a 

0403130439# 

30-400 

9 

8403010133 

30-324 

b 

0403130499* 

30-400 

a 

8403010202 

30-323 

s 

0403130469# 

50-325 

F 

8403010263 

50-400 

0 

0403140120 

30-400 

F 

8403010263 

30-400 

Q 

0403140125* 

30-400 

F 

0403010299 

50-324 

B 

0403140174 

30-400 

Q 

0403010330 

50-400 

B 

0403140170* 

30-400 

a 

8403010394 

30-400 

B 

0403190020 

TOP REP 


0403010393 

30-324 

B 

0403150033 

30-323 

e 

0403020102 

30-400 

Q 

0403130090 

30-324 

8 

8403020182 

50-400 

0 

8403130090 

30-261 

8 

B4 030201 B0* 

50-400 

0 

B403130161 

50-261 

P 

0403020180* 

30-400 

0 

0403130163# 

50-261 

P 

0403020192* 

30-400 

0 

0403130179 

30 -324 

B 

0403020192* 

30-400 

a 

8403130186 

50-324 

B 

8403060140 

30-324 

P 

0403160010 

50-400 

« 

84030601 40 

30-324 

p 

0403160262# 

90-261 

0 

0403060167 

50-324 

p 

6403190063 

30-400 

F 

6403060167 

30-324 

p 

0403190137 

30-400 

9 

6403060296 

30-324 

p 

0403190137 

30-400 

4 

0403060296 

30-324 

P 

0403190141# 

30-400 

9 

6403060300 

30-324 

p 

0403190141# 

30-400 

0 

0403060300 

30-324 

p 

8403190302 

90-323 

9 

6403060302* 

30-324 

p 

0403200030 

30-400 

« 

6403060302# 

50-324 

p 

0403200030 

30-400 

0 

B403070091 

30-400 

Q 

8403200033 

30-324 

F 

B4O3O7O031 

50-400 

0 

8403200033 

30-324 

F 

6403070033 

30-400 

0 

0403200117 

30-400 

0 

6403070033 

30-400 

0 

8403200117 

30-400 

0 

64030700SB# 

30-400 

0 

0403200133 

90-400 

« 

B4O3O7OO30# 

30-400 

0 

0403200133 

30-400 

0 

6403070039* 

30-400 

0 

8403200203 

30-400 

s 

B403070039* 

30-400 

0 

8403200207 

30-324 

9 

6403070093# 

30-400 

a 

8403200243 

30-261 

F 

8403070096* 

30-400 

a 

0403200273 

30-324 

S 

8403070106* 

FOI A 


8403210061 

30-324 

P 

04030701 06* 

FOIA 


0403210061 

50-324 

P 

8403070134 

30-400 

0 

8403210073 

30-324 

P 

0403070134 

50-400 

e 

84032100 BO* 

30-324 

P 

04030701 37 

30-324 

p 

B403210093 

90-261 

P 

0403070137 

30-324 

P 

8403210116 

30-261 

P 

0403070162# 

30-324 

p 

0403210123 

30-324 

s 

8403070162* 

30-324 

p 

8403210129 

30-324 

p 

04030701 B4» 

30-400 

0 

8403210129 

30-324 

p 

8403070200 

30-324 

a 

0403210131 

30-400 

A 

8403070223 

30-400 

a 

0403210139 

30-323 

9 

a 403070223 

30-400 

s 

0403220261 

30-400 

0 

8403070203 

30-400 

e 

0403220361 

30-400 

« 

8403070290 

30-400 

e 

0403230049 

30-323 

P 

8403070313 

30-323 

0 

0403230034* 

30-32 S 

P 

8403080133 

30-261 

R 

8403230127 

30-261 

F 

84O3O002SB 

30-261 

R 

0403260009 

30-400 

ri 

8403090023 

50-324 

8 

0403260024 

TOPREP 


8403090002 

30-400 

S 

0403260327 

30-400 

« 

8403090094 

30-261 

F 

0403260327 

50-400 

« 
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AUTHOR 

AFFILIATION 


Carpenter Technology Corp 

Center for Law in the Public Interest 


Center for Nuclear Responsibl 1 lty 


Ceraci Inc 

Chen-Nuclear Systems, Inc 


Cincinnati Qas St Electric Co 

Cincinnati) Univ of, Hosp, , Cincinnati) 
OH 

Cltiiens Association for Sound Energy 


ACCESSION 

subject 


author 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

8403260328 

30-400 

0 


0403200147 

30-44 5 

040326032 0 

50-400 

0 


0403200147 

30-445 

04O326O34B 

30-400 

0 

CitWetia Concerned About Nuclear Pouibt. 

0403140132 

90-498 

04O326O34Q 

30-400 

0 

Jnc 



8403260334# 

30-400 

0 


8403270025 

50-470 




Clark Oil 8) Refining Corp 

8403060033# 

F01A 

8403260334* 

30-400 

0 




0403270091 

30-400 

s 

Cleveland Electric Illuminating Co 

8402200274 

90-440 

8403270233 

30-261 

p 


0403020106 

50-440 

8403270239# 

30-261 

p 


8403020106 

30-440 ‘ 

8403270266 

30-324 

8 


8403060101 

90-440 





84030601 B1 

50-440 

0403270327 

50-400 

0 




0403200024 

30-400 

M 


B4O306O257 

50-440 « 

8403290003 

30-324 

P 


840306 0237 

50-440 < 

0403290134 

30-400 

E 


S403060P75 

50-440 ' 

0403290166# 

30-400 

0 


8403060273 

30-440 < 





8403060280# 

50-440 

8403300034 

30-400 

B 




8403300043 

50-400 

a 


8403060280* 

50-440 • 

8403030036 

XPORTLIC 



B4030B0140 

50-440 . 

8403070126 

90-273 

0 


8403120052 

30-440 

84030001 IB 

30-273 

Q 


8403120096 

50-440 





0403120096 

50-440 

8403090027 

30-273 

p 




0403 19001 1 

30-273 

0 


8403120126# 

50-440 ' 

040319001 1 

30-273 

0 


8403130010 

30-440 

8403190016# 

30-273 

0 


8403130010 

50-440 « 

0403190016* 

30-273 

0 


8403130092 

50-440 





B403130 106* 

50-440 

8403220106 

30-273 

0 




8403220106 

30-273 

0 


0403130106# 

50-440 t 

8403220110# 

30-273 

0 


0403130110# 

50-440 

8403220110# 

30-273 

0 


0403130110# 

30-440 ! 

640326036B 

30-273 

0 


04031 30 12B* 

30-440 ! 





B40313012B* 

50-440 f 

8403070133 

30-250 

0 




8403070133 

50-230 

G 


8403130130# 

30-440 

8403070139* 

30-230 

Q 


8403130130# 

50-440 f 

8403070139# 

50-230 

0 


8403130139 

50-440 i 

B4030701 43# 

30-230 

0 


8403130139 

50-440 6 





8403130194 

50-440 

6403070143# 

90-230 

0 




8403140017 

30-230 

G 


8403130194 

50-440 : 

6403140017 

30-230 

0 


B4031 30403 

50-440 « 

8403140023# 

90-230 

0 


8403130403 

50-440 G 

8403140023# 

90-230 

a 


8403150001 

50-440 « 





8403190009 

30-440 

0403010489 

XPORTLIC 





0401120323 

HASTE MOT 


8403150009 

50-440 € 

04O112O35O# 

WASTE MOT 


0403190031 

50-440 £ 

8403120136* 

90-413 

E 


0403190031 

50-440 £ 

B4oai20tse» 

90-413 

E 


0403190373 

50-440 A 





8403190373 

50-440 A 

8403120161* 

90-413 

E 




8403130316 

27-47 



0403190391 

50-440 A 

04O321O17B 

90-398 

Q 


B40319Q391 

90-440 A 

0403230104 

90-338 

Q 


8403230011 

30-440 £ 

0403290239 

PRM 



040323001 1 

30-440 £ 





8403230043 

30-440 £ 

B403070177 

30-443 

0 


8403230045 

50-440 E 

8403070177 

90-443 

0 


840323 0047 

50-440 A 

6403070101# 

50-443 

0 


84032300B3 

50-440 S 

0403070102# 

90-443 

0 


8403230003 

50-440 £ 

B4030701B2# 

90-449 

0 


8403230101 

50-440 E 

B403090104 

30-449 

T 


8403230101 

50-440 £ 

84030901 04 

30-449 

T 


8403260247 

50-440 £ 

B40309010B# 

30-443 

T 


0403260247 

50-440 £ 

8403090120 

90-449 

0 


0403270224 

50-440 0 

8403090120 

90-443 

0 


8403270224 

50-440 0 

0403140034 

90-443 

0 

Cllntoni It- 

B4 03140060* 

50-461 C 

B4031 90006 

90-449 

Q 

Coalition for Safe Power 

B40322OO49 

30-460 6 

6403190024 

30-449 

0 

Colorado State Univ , Ft Collins, CO 

0403130396 

30-267 fl 

6403190024 

90-443 

0 


8403230032 

50-322 T 

B403 190032 

90-449 

0 

Colt Industries, Inc- 

8403190240 

30-395 £ 

04031 90032 

90-449 

Q 


8403190374 

90-443 S 

0403200009 

90-443 

0 

Combustion Engineering, Inc 

8401240340* 

70-1100 

B4 03200009 

90-443 

0 


8403010276 

30-470 £ 

6403200012 

50-449 

0 


0403020335* 

30-302 / 

8403200012 

90-449 

0 


0403020333* 

50-302 t 

0403200023 

90-449 

c 


0403050103# 

50-310 F 

B403200023 

50-449 

0 


B40306O16I# 

QA999 

8403200026 

90-449 

0 


0403130293* 

TOPREP 

8403200026 

90-449 

0 


B403130474* 

70-1100 

8403200049 

50-449 

0 


0403140140* 

TOPREP 

0403200049 

90-449 

0 


0403200081 

50-470 F 

0403200073 

30-449 

0 


B4032000B3# 

30-470 F 

0403200073 

30-449 

0 


0403270107 

30-470 E 

0403200114 

50-449 

0 

Commerce, Dept ofi 

7911120366# 

30-31P F 

0403200114 

90-449 

0 

Commerce, Dept of, Maritime Administrat 

04O3OSO1U 

S0-23S F 

0403200110 

90-449 

0 

ion 



0403200110 

90-443 

0 

Commerce, Dept of. National Bureau of 

0403090214 

PR 

0403200126 

90-449 

0 

Standard » 



0403200126 

90-449 

0 

Committee to Bridge the Cap 

0403200021 

30-142 C 
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AUTHOR 

AFFILIATION 


Commonwealth Edison Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEOGRY 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

B4030 10033 

30-434 

Q 

8403060113 

30-294 

ft 

0403010003 

30-434 

0 

S403060117* 

30-294 

ft 

0403 01 0007* 

S 0-434 

Q 

8403060121* 

30-234 

H 

0403010087* 

30-434 

0 

8403060127* 

30-294 

ft 

940301008? 

30-234 

p 

8403060127* 

30-294 

fl 

0403010073* 

30-234 

p 

8403060130 

30-373 

R 

04030101 06- 

30-434 

A 

8403060130 

30-373 

R 

0403010106 

30-434 

A 

8403060217 

30-299 

R 

B4O301O1O6 

30-434 

A 

8403060217 

30-299 

R 

8403010106 

30-434 

A 

8403060243 

90-494 

O 

9403010106 

30-434 

A 

8403060243 

90-494 

a 

840301 01 SO 

30-434 

E 

8403060243 

90-494 

0 

940301 0120 

30-434 

E 

8403060243 

50-494 

0 

0403010120 

30-434 

E 

B403060243 

30-494 

a 

8403010120 

30-434 

E 

8403060249 

90-293 

8 

0403010120 

30-434 

E 

8403060267* 

90-494 

a 

9403010130 

30-434 

a 

8403060273 

90-294 

p 

8403010206 

30-434 

E 

8403060279* 

90-294 

p 

B4030 10206 

30-434 

E 

8403060343 

90-494 

E 

8403010206 

30-434 

E 

8403060343 

90-494 

E 

8403010286 

30-454 

E 

8403060394 

90-434 

A 

8403010286 

30-434 

E 

0403060394 

90-494 

A 

8403010403 

30-434 

F 

8403060394 

90-434 

A 

B403020003 

30-293 

F 

B403060394 

90-494 

A 

8403020131 

30-293 

P 

8403060394 

90-454 

A 

8403020131 

30-293 

P 

8403070347 

90-494 

F 

8403020134 

30-293 

0 

8403070347 

90-454 

F 

8403020134 

30-293 

fl 

B4030B0174 

50-304 

a 

8403020138 

30-373 

R 

8403000197 

50-10 

ft 

8403020140 

30-293 

0 

8403090197 

90-10 

ft 

8403020140 

30-293 

0 

B403080197 

30-10 

R 

8403020146* 

30-293 

Q 

0403080197 

30-10 

R 

8403020 1 46* 

50-293 

0 

B4030B0197 

90-10 

R 

8403020191 

30-434 

Q 

8403080197 

50-10 

R 

8403020181 

30-434 

0 

0403080197 

50-10 

R 

8403050002 

50-234 

0 

84030B0197 

90-10 

R 

8403050002 

50-234 

a 

8403080197 

90-10 

ft 

B403090043 

50-10 

Q 

64030B0197 

30-10 

ft 

8403030043 

50-10 

a 

8403090164 

90-293 

e 

B403030043 

30-10 

a 

8403090174 

30-304 

8 

8403030043 

50-10 

a 

84030901B3 

90-237 

p 

0403030043 

30-10 

a 

8403090191* 

90-237 

p 

8403030043 

50-10 

Q 

8403090194# 

90-237 

p 

8403030043 

50-10 

a 

8403090294 

30-294 

F 

8403030043 

50-10 

a 

8403120013 

90-496 

8 

8403030043 

50-10 

0 

8403120020 

30-373 

8 

8403030043 

50-10 

0 

8403120047 

50-374 

B 

8403030043 

30-10 

0 

8403120094 

30-373 

B 

8403030043 

50-10 

a 

8403120090 

30-373 

B 

8403030043 

50-10 

a 

9403120099 

30-373 

8 

8403050043 

50-10 

0 

8403120107 

90-269 

8 

8403030046* 

30-10 

a 

8403120129 

30-373 

F 

8403050046* 

30-10 

a 

8403120129 

90-373 

F 

8403030046* 

30-10 

0 

9403120162 

90-494 

F 

8403050046* 

50-10 

a 

8403120162 

30-494 

F 

8403050046* 

30-10 

0 

8403130019 

50-237 

R 

8403050046* 

30-10 

0 

8403130019 

90-237 

R 

8403030046* 

30-10 

a 

8403130070 

90-237 

P 

8403030046* 

30-10 

a 

84031 30070 

90-237 

P 

8403030046* 

30-10 

a 

8403130102 

30-269 

P 

8403030046* 

50-10 

a 

8403130393 

90-294 

P 

8403030046* 

30-10 

Q 

8403130393 

30-294 

P 

8403030046* 

30-10 

Q 

B403 130399* 

50-373 

a 

B4 03030046* 

30-10 

a 

8403130370 

30-249 

a 

8403030063 

30-373 

F 

9403130392 

90-294 

n 

8403030119 

30-237 

P 

8403130382 

90-234 

R 

8403030119 

30-237 

P 

8403130400 

30-237 

P 

8403030119 

30-237 

P 

B403 130400 

30-237 

P 

B4030S0U9 

30-237 

P 

8403130400 

30-237 

P 

8403030119 

30-237 

P 

8403130410 

90-237 

P 

8403030119 

30-237 

P 

9403130410 

30-237 

P 

B403030 1 1 9 

30-237 

P 

9403130419* 

30-237 

P 

84030301 1 9 

30-237 

P 

9403130419# 

30-237 

P 

8403030119 

50-237 

P 

B403 140001 

30-4 96 

11 

8403050119 

50-237 

P 

8403140001 

30-49* 

0 

94030901 1 9 

30-237 

P 

8403140092 

30-2*79 

F 

9403030119 

50-237 

P 

9403140191 

PR 


84030501 1? 

S 0-237 

P 

9403140179 

90-373 

F 

B403030I19 

30-237 

P 

0403140190 

90-494 

F 

84030501 19 

30-237 

F 

0403140190 

30-434 

F 

0403030171* 

30-373 

0 

9403190019 

90-294 

R 

9403030174* 

30-373 

O 

9403190019 

30-294 

R 

8403060099 

30-10 

R 

84031 90044 

90-494 

F 

8403060099 

50-10 

R 

640316001 1 

90-496 

a 

84D3060099 

30-10 

R 

8403160011 

30-496 

0 


A 


CORPORATE SOURCE INDEX 


6S 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEQQR’ 


8403160023 

50-436 

0 


8403230126# 

50-10 


3403160023 

30-436 

0 


8403230126* 

30-10 


3403160027 

50-265 

3 


8403230126* 

30-10 


3403160261 

50-373 

R 


8403230126* 

30-10 


8403160266 

50-374 

8 


3403230126* 

50-10 


3403190001 

50-249 

0 


8403230126* 

30-10 


8403190075 

50-234 

a 


B403260122 

50-373 


3403190090# 

50-373 

a 


8403260132 

30-434 


3403190090# 

50-373 

a 


8403260132 

30-434 


3403190117 

50-373 

B 


0 403260132 

30-434 


3403190136 

30-293 

R 


B4 032601 32 

50-454 


8403190136 

50-295 

R 


B4 03260 1 32 

50-454 


8403190193 

30-456 

0 


8403260102 

30-295 


3403190193 

50-456 

S 


8403260182 

30-295 


3403190193 

30-293 

F 


0403260194 

30-374 


8403190274* 

30-434 

a 


8403260196 

30-237 


B403 190300 

50-454 

F 


B4O3260 1 96 

30-237 


8403200013 

30-373 

P 


8403260196 

30-237 


8403200013 

30-373 

P 


8403260196 

30-237 


8403200032 

30-373 

8 


0403260223 

30-237 


8403200041 

50-373 

F 


8403260225 

30-373 


3403200106 

50-263 

8 


8403260237* 

SO-4S4 


3403200122 

50-454 

Q 


B4O3260260 

50-237 


8403200173 

50-304 

8 


B40326034 6 

50-454 


8403200 IBS 

50-263 

8 


8403260346 

50-434 


8403200196 

30-249 

0 


0403260361 

50-456 


8403200204 

50-373 

8 


8403270035 

30-295 


8403200206 

90-373 

F 


8403270056 

50-237 


8403200212 

50-374 

8 


3403270069 

50-237 


84032002S6 

50-373 

Q 


3403270109 

50-295 


8403200256 

50-373 

Q 


0403270111 

50-434 


8403200263* 

50-373 

0 


34032701 1 1 

50-454 


B403200263# 

90-373 

0 


8403270130 

30-249 


84032I00B5 

50-373 

K 


3403270130 

30-249 


8403210085 

50-373 

K 


8403270144* 

50-249 


8403210089 

50-295 

F 


0403270144* 

30-249 


8403210091* 

50-373 

K 


0403270175 

30-234 


8403220120 

50-10 

R 


8403270203 

30-295 


8403220120 

50-10 

R 


0403270265 

30-293 


8403220120 

50-10 

R 


8403280023 

50-374 


8403220120 

50-10 

R 


8403280073 

50-374 


8403220120 

50-10 

n 


8403280119 

30-295 


8403220120 

50-10 

R 

Connecticut Yankee Atomic Power Co 

0403010340 

30-213 


8403220120 

50-10 

n 


8403010391 

50-213 


8403220120 

50-10 

R 


8403020093 

30-213 


8403220120 

50-10 

R 


8403050105 

30-213 


8403220120 

50-10 

R 


8403060325 

30-213 


8403220123 

50-373 

F 


8403090137 

30-213 


8403220123 

50-373 

F 


8403090272 

30-336 


8403220127# 

50-373 

F 


8403090389 

30-213 


8403220127* 

30-373 

F 


8403130027 

50-213 


8403220133 

50-454 

A 


8403130027 

30-213 


8403220153 

30-237 

P 


8403130283 

30-213 


8403220153 

30-237 

P 


8403130289* 

30-213 


B4032201 53# 

30-237 

P 


8403140014 

30-213 


84O322O150# 

30-237 

P 


0403140116 

30-213 


8403230015 

30-373 

9 


0403190135* 

30-213 


B40323001 7 

30-373 

S 


8403190280 

PR 


8403230027 

30-373 

8 


8403230022 

50-213 


8403230081# 

30-373 

0 


8403230022 

50-213 


8403230087# 

30-373 

a 


8403230136 

50-213 


8403230096 

30-237 

8 


8403260143 

30-213 


8403230107# 

30-10 

0 


8403260143 

50-213 


8403230107# 

30-10 

a 


0403260143 

30-213 


3403230107# 

30-10 

a 


8403260143 

30-213 


0403230107# 

30-10 

a 


8403260146 

50-213 


3403230107* 

30-10 

a 


840326014 6 

50-213 


0403230107* 

30-10 

a 


8403260146 

50-213 


0403230107* 

50-10 

a 


84032601 31* 

50-213 


0403230107# 

30-10 

a 


8403260151# 

30-213 


8403230107# 

50-10 

Q 


0403260131* 

30-213 


8403230107* 

30-10 

a 


8403260162 

30-213 


8403230107* 

30-10 

a 


8403260232 

30-213 


B4D3230107* 

50-10 

0 


840327000B 

30-213 


8403230107* 

30-10 

a 


8403270068 

30-213 


8403230107* 

30-10 

a 


8403290278 

30-213 


0403230124 

30-293 

F 


8403300144 

30-213 


8403230124 

30-293 

F 


8403300166# 

30-213 


8403230126* 

50-10 

a 


B403300176 

30-213 


8403230126* 

30-10 

a 

Cannectlcuti State oP 

8403140023 

30-443 


B403230126# 

50-10 

0 

Connor l< Hotterhahn 

8403020099 

50-352 


0403230126# 

30-10 

a 


8403020099 

50-352 


8403230126# 

30-10 

a 


8403020125 

30-352 


8403230126# 

30-10 

a 


8403020125 

30-352 


8403230126* 

30-10 

a 


8403020129 

30-352 
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CORPORATE SOURCE INDEX 


author 

AFFILIATION 


Conover 6 Associatesi Jnc 

Co" so It Sated Edison Co of Hsu York. Inc 


Consumers power Co 


ACCESS I OH 
NUMBER 


8403020163 
EM 03020163 
8403060081 
B403060oai 
S 4 0306 0240 

0403060 246 
040307014? 
0403070142 
0403 070 236 
0403070236 

8403070230* 

0403070230* 

0403150020 

0403150022* 

0403150024 

B4031600 10 
040316001 0 
0403200010 
8403200060 
8403200090 

B4032Q0090 
0403200102 
8403210092 
B4032 10092 
0403210103 

0403210103 
B403210 170 
0403260349 
8403270012 
B403270042 

8403290384 

8403290384 

8403290392 

8403300127 

0403300127 

3403300128 

8403300128 

9403300127 

8403300129 

8403300270 

0403300271 
8403300271 
0403010293 
0403020153 
040305001 S* 

B403090Q9S 

0403090096* 

0403090101* 

0403090208 

0403130403 

8403150027 
0403190069 
0403190296 
B4 031 90353 
8403200124 

B40321O154 
8403230135 
04032301 3S 
0403260 1 20 
0403260120 

B4032701B6 

B40327O193 

8403270204 

8403290170 

8403290172 

0403290268 
8403010203 
84030 2D0B8 
0403060093 
0403060093 

0403060104 
0403060104 
04030601 B8 
8403060172* 
8403060202* 

8403060267 

0403060269 

8403060272 

8403060272 

0403060356 

0403060426 

8403060426 

8403070008 

0403070300 

8403000026 


BU0JE C7 
CATEO DRY 


30-352 0 

50-352 0 

50-352 O 

50-352 0 

30-352 0 

50-332 0 

30-352 0 

30-332 Q 

30-352 0 

50-352 0 

30-352 0 

30-332 0 

50-334 0 

50-354 0 

50-352 0 

30-352 0 

50-352 0 

30-416 0 

50-332 0 

50-352 0 

30-352 0 

50-354 O 

50-352 0 

50-352 0 

30-352 0 

50-352 0 

50-358 0 

30-352 0 

30-352 0 

30-352 T 

50-352 0 

50-352 0 

50-450 0 

50-332 0 

50-352 0 

30-352 0 

30-332 0 

30-352 0 

30-352 0 

30-334 0 

30-352 0 

30-352 0 

70-1621 
30-247 R 

50-247 Q 

50-247 P 

50-247 P 

30-247 P 

50-3 F 

30-247 B 

30-247 0 

30-3 F 

50-286 F 

30-247 F 

30-247 P 

30-247 B 

30-3 R 

30-3 R 

30-3 R 

30-3 R 

30-247 R 

30-247 P 

50-247 8 

50-247 P 

50-247 0 

50-247 0 

50-135 0 

50-135 R 

50-329 0 

50-329 0 

50-329 S 

50-329 B 

30-133 0 

30-133 0 

50-138 0 

50-329 S 

50-329 S 

30-329 S 

30-329 B 

50-133 “ P 

50-320 8 

50-320 • 9 

30-329 R 

30-235 0 

30-329 S 


AUTHOR 

AFFILIATION 


ACCESSION 

SUBJECT 


NUMBER 

CATEO DRY 

8403080026 

90-329 

9 

84030B0131 

30-133 

R 

8403090141 

90-199 

R 

8403000171 

90-329 

8 

84030B0171 

30-329 

S 

B4O3OSO104 

90-235 

R 

8403080187 

30-329 

8 

04030801 B7 

30-329 

8 

84030S0206 

30-233 

R 

8403080222 

30-329 

a 

04O3OSO222 

30-329 

8 

8403090230 

30-329 

A 

9403090230 

30-329 

A 

0403090235 

30-329 

9 

9403000233 

30-329 

8 

0403090241 

30-329 

A 

0403000241 

30-329 

A 

8403090243 

30-329 

a 

8403090243 

50-329 

8 

8403000247 

30-329 

8 

0403080247 

30-329 

8 

B4O3O0O24B 

30-329 

A 

0403000240 

30-329 

A 

0403000239 

30-329 

B 

0403000239 

50-329 

a 

8403080262 

30-329 

A 

8403080262 

50-329 

A 

8403090229 

30-135 

F 

8403120033 

50-133 

0 

8403120041 

30-253 

R 

0403120131 

30-153 

0 

0403120131 

30-133 

0 

0403120140 

30-233 

R 

0403130050 

30-329 

S 

0403130030 

30-329 

8 

8403130161 

30-329 

a 

8403130161 

30-329 

a 

0403130168* 

30-329 

A 

8403130168* 

30-329 

A 

8403130109 

30-329 

A 

B403130189 

30-329 

A 

8403130210 

50-329 

a 

8403130210 

30-329 

a 

0403130234 

30-329 

G 

8403130234 

30-329 

a 

B403130261 

30-329 

A 

8403130261 

30-329 

A 

8403130292 

30-329 

a 

8403130292 

30-329 

8 

8403130334 

30-329 

B 

0403130354 

30-329 

a 

0403130362 

30-329 

a 

6403130362 

30-329 

a 

8403130491 

30-329 

a 

0403130491 

30-329 

a 

0403140021 

30-329 

A 

8403140021 

30-329 

A 

0403140032 

30-329 

A 

0403140072 

TOPREP 


0403130003 

30-329 

s 

0403130003 

30-329 

0 

8403130143 

30-233 

p 

8403190004 

30-133 

0 

0403190071 

BO-133 

1 

0403170071 

30-133 

I 

0403190071 

30-133 

I 

B40319009B 

30-329 

A 

0403190098 

30-329 

A 

8403190101 

30-253 

S 

8403190166 

30-329 

e 

8403190166 

30-329 

0 

8403200011 

30-329 

0 

8403200011 

30-329 

e 

8403200027 

30-329 

A 

8403200039 

30-329 

A 

8403200039 

30-329 

A 

8403200130 

30-183 

0 

8403220007 

30-329 

A 

8403220016 

30-329 

Q 

8403220016 

30-329 

0 

0403220023 

30-329 

A 

8403220023 

30-329 

A 

8403220067 

30-329 

a 

8403220067 

30-329 

a 

8403220072 

30-329 

8 
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AUTHOR 

AFFILIATION 


Central Data Carp 
Cre**p> McCormick It Paget 
Crystal River, FL 
Cygna Energy Service* 


Dairyland Power Cooperative 


Dallas Horning News 
Danes It Moore 
Dataflow Systems, Inc. 


DeKalb Area Alliance for Responsible 
Energy 


Dabevoisa It Liberman 

Decision Research, Inc 
Del-Aware Unlimited, Inc. 
Delaware, State of 

Deltak Corp 


Detroit Erii son Co. 


ACCEBBION 

SUBJECT 



AUTHOR 

ACCEBBION 

SUBJECT 


NUMBER 

CATEOOflV' 


AFFILIATION 

NUMBER 

CATESORY 

0403220072 

30-329 

8 



S403190079 

90-341 

8 

8403220078 

30-239 

P 



0403200103 

90-341 

A 

0403220108 

30-329 

8 



0403210040 

90-341 

A 

B4O32201OB 

30-329 

8 



0403210074 

90-341 

A 

84032201 79 

30-327 

A 



0403210070* 

90-341 

A 

0403220179 

30-329 

A 



040323001 B 

90-341 

A 

8403220202 

30-329 

A 



0403230021s 

90-341 

A 

0403220202 

30-329 

A 



0403260127 

90-341 

0 

0403230031 

30-329 

0 



0403270043 

90-341 

A 

8403230093 

30-299 

P 



0403300130 

90-341 

A 

0403230090s 

50-255 

P 

Doherty, J F 


0403130097 

90-496 

D 

0403230114 

30-329 

A 


B 403270002 

90-443 

0 

0403230114 

30-329 

A 

Dow Chemical 

Co 

040 1260 167* 

90-264 

F 

0403200113 

50-239 

P 



0403090012 

90-264 

F 

8403270009 

50-329 

A 



0403090013* 

90-264 

F 

B 40327 0009 

30-329 

A 

Dr e sal Unlv , 

Philadelphia, PA 

0403120244* 

90-339 

0 

0403270014 

30-329 

A 


8403120292* 

90-339 

0 

0403270014 

30-329 

A 

Duka Power Co 


8402210130 

90-369 

R 

0403270020 

30-329 

0 



0403010140 

90-413 

9 

0403270020 

30-329 

0 



04O3O1O3OB 

90-269 

Q 

0403270023 

50-329 

S 



0403010333 

30-413 

F 

0403270023 

30-329 

8 



8403020317 

50-369 

E 

0403270029 

30-329 

S 



B 4030203 17 

50-369 

E 

0403270029 

30-329 

0 



8403020317 

90-369 

E 

B403270066 

30-133 

8 



0403020317 

90-369 

E 

8403270169 

30-329 

8 



0403020317 

50-369 

E 

0403270169 

30-329 

S 



0403020321* 

50-369 

E 

8403270199 

30-329 

0 



0403020321# 

30-369 

E 

0403270199 

30-329 

0 



0403020321# 

50-369 

E 

0403270236 

30-329 

0 



8403020321# 

50-369 

E 

0403270236 

30-329 

B 



8403020321* 

50-369 

E 

0403290033* 

FOIA 




8403060106 

50-369 

F 

04032901 B7 

90-159 

P 



8403060225 

90-269 

F 

0403290249 

90-155 

P 



8403060232 

90-370 

S 

0403300090 

30-329 

A 



840306024 0 

90-413 

0 

0403300132 

50-155 

R 



8403060240 

90-413 

0 

0403060133 

FOIA 




8403060292 

50-269 

P 

8403140030* 

30-329 

A 



8403060336 

90-413 

F 

0403230134* 

CONTRACT 




8403060419 

50-413 

F 

0403090126 

30-449 

0 



8403060419 

90-413 

F 

0403270115 

QA999 




8403060422 

90-413 

A 

B403020161 

30-409 

R 



0403070048 

50-413 

0 

84030 BOOS 1 

30-409 

R 



8403070040 

50-413 

0 

8403000236 

30-409 

R 



04030701 S3 

50-413 

A 

8403120003 

90-409 

0 



8403070202* 

50-413 

A 

0403130290 

50-409 

P 



0403070210* 

50-413 

Q 

0403130339* 

30-409 

0 



8403070219* 

90-413 

A 

0403160047 

30-409 

F 



B403070331* 

50-413 

0 

0403200112* 

30-409 

F 



8403070332 

90-369 

F 

0403200163 

30-409 

8 



8403080239 

90-269 

V 

0403230002 

50-409 

R 



0403QBO239 

50-269 

V 

B4O329O203 

50-409 

P 



8403000239 

90-267 

V 

0403290207* 

90-409 

P 



8403090222 

50-269 

F 

B4033000B9 

30-409 

P 



0403090222 

50-269 

F 

0403300093* 

90-409 

P 



0403090222 

50-269 

F 

0403300131 

30-409 

R 



0403090226 

50-413 

8 

0403060164 

FOIA 




0403090226 

90-413 

S 

0403060347* 

30-454 

E 



040309024 1 

90-413 

0 

0403020073* 

CONTRACT 




0403090234 

50-269 

F 

0403020077* 

CONTRACT 




0403090276 

50-369 

F 

0403160002 

90-434 

0 



0403120130 

50-370 

8 






84031 201 33 

50-413 

£ 

8403160002 

90-454 

0 



8403120173 

50-370 

S 

8403160019 

30-434 

0 



8403130071 

90-413 

0 

8403160019 

90-434 

0 



B4031 30071 

90-413 

0 

0403000324 

90-443 

a 



B4031 30077* 

90-413 

G 

0403190444 

NUREO 




8403130077* 

90-413 

0 

8403130411 

30-332 

0 



8403130096 

90-413 

A 

0403020141 

90-334 

0 



84031 30104 

90-413 

A 

0403090214 

PR 




8403130142* 

90-244 

R 

0403010149 

71-311 




8403130149* 

50-244 

R 

0403010133* 

71-911 




8403130197# 

90-244 

R 

0403020121 

90-341 

A 



0403130167 

90-370 

S 

0403060173* 

90-341 

a 



0403130332 

50-369 

8 

0403060177* 

30-341 

a 



0403130341 

30-370 

P 

0403090100 

90-341 

V 



B403130344* 

90-370 

P 

0403090247 

90-341 

A 



0403140231 

30-369 

F 

0403120009 

90-341 

0 



0403150063 

50-413 

0 

0403120068 

90-341 

8 



0403190120 

90-413 

a 

B403120133 

90-341 

9 



0403130120 

90-413 

9 

B4O31S0160 

90-341 

a 



0403150130 

50-370 

a 

0403130008 

30-341 

A 



04031 90136 

50-369 

p 

0403130044 

50-341 

K 



0403160028 

50-413 

A 

0403130060* 

30-341 

K 



84031 60029 

90-413 

0 

0403130021 

90-341 

V 



8403160029 

50-413 

0 



558 


CORPORATE SOURCE INDEX 


author accession subject 

affiliation number cateodrv 


9403160 1 43 50-413 0 

0403160 1 43 50-413 G 

9403160197 50-413 A 

B403 16021 6* 50-4 1 3 Q 

B4O3I60233 50-413 O 

9403160253 30-413 Q 

9403 l 60299* 50-41 3 G 

9403 1 603 1 3* 30-369 Q 

9403190237 50-369 P 

B4031 90257 50-369 P 

9403 1 90209 PR 
9403190303 50-370 B 

0403190394 50-413 A 

0403190394 30-413 A 

0403200007 30-413 0 

0403200010 30-269 R 

04O32OOO1O 30-269 R 

0403200010 30-269 R 

0403200070 30-4 1 3 E 

0403200123 30-369 R 

0403200123 50-369 R 

0403200163 50-413 A 

8403200 1 65 50-413 A 

0403200221 30-413 F 

0403200221 50-413 F 

04032200 3 B 50-369 P 

0403220030 50-369 P 

0403220044* 30-369 P 

0403220044* 30-369 P 

04O322OO74 30-413 A 

0403220074 30-413 A 

0403260034 50-413 A 

0403260073 30-413 A 

0403260000* 30-413 A 

04032601 39* 30-413 A 

0403260367 50-413 Q 

04 03260367 30-413 Q 

0403270011 30-413 Q 

8403270103 50-413 A 

0403270209 30-269 F 

04032702 1 3 30-413 A 

8403270213 30-413 A 

0403270230 50-369 F 

0403270230 50-369 F 

0403270243 50-369 P 

B403 270243 30-369 P 

8403200102 30-413 F 

B4O329OO02* 30-269 Q 

0403290 1 40 30-369 P 

0403290 1 40 30-369 P 

B403290134* 30-369 P 

£3403290164* 50-369 P 

8403290244 30-413 S 

8403290244 30-413 0 

8403290267 50-369 P 

0403290267 30-369 P 

8403290273* 50-369 P 

8403290273# 50-369 P 

8403290276* 50-413 Q 

040329031 4 50-270 P 

3403300079 30-413 B 

8403300079 50-413 E 

8403300107 50-4 1 3 A 

8403300126 50-413 B 

8403 300188 30-413 A 

uquesne Light Co 8403010126 30-334 R 

04030103 87 50-412 A 

8403020006 50-334 R 

8403060134 50-334 8 

8403060297 50-334 V 

8403070243 50-334 R 

B4O3070244* 30-334 R 

0403070269 30-334 R 

B4O3070298 30-412 S 

B4 030 70 3 00* 30-412 Q 

8403070344* 50-334 Q 

B4O3Q70366* 50-334 R 

0403120172# 50-334 « 

B4O3130O51* 50-341 K 

B4031 30374 50-41B B 

8403150095 30-412 C 

8403 1 60090 30-412 A 

B4O3160190 30-412 A 

8403 1 90 1 32 30-412 A 

B4031 90276 30-334 R 


AUTHOR ACCESSION BUBJECT 

AFFILIATION NUMBER CATEGORY 


0403190319* 50-334 R 

8403190324* 50-334 R 

0403200040 30-334 F 

B403200233 50-334 F 

8403200234 50-412 A 

0403210030 50-412 3 

04032 10130 30-412 B 

0403260059 50-412 C 

8403260160 30-334 R 

8403270213 50-334 F 

B4032B0017 30-334 F 

0403290145 50-412 C 

0403290146* 50-412 C 

0403290204* 30-412 0 

0403300062 30-412 A 

0403300101 50-334 R 

8403300200 50-412 O 

EGliQi Inc 0402280725* 50-267 P 

8403070393* 30-319 P 

0403260333 50-416 P 

B403270329 RGB 

04032801 1 3 30-313 fl 

B4032B0117 30-368 8 

0403280124 50-368 S 

8403200332 30-338 8 

Eaton Carp, B403270034* 0A999 

Ebasco Services, me. (subs of Ensereh 8403090332* TOPREP 

Carp I 

Ecological Analyst#* Inc 0403230123* 30-219 R 

Ed dleman, W 8403030061 30-400 E 

B403130001 30-400 0 

0403130106 30-400 0 

8403130196* 30-400 0 

0403130220* 30-400 0 

0403130230* 30-400 0 

B 403200040 30-400 0 

8403220222 30-400 0 

0403220227 30-400 0 

8403220263 30-400 0 

8403220270 30-400 0 

B4032B0344 50-400 0 

B403280347 30-400 0 

8403280349 30-400 0 

8403280331 50-400 G 

8403200360 30-400 0 

B403280361 30-400 0 

Ed e 1 *t b in tt Payne 0403120002 50-400 0 

Edison Electric Institute B4O313O360 PR 

Ed loti) International Co 0403010434 XPORTLIC 

0403010436* XPORTLIC 

0403270094* 40-8760 

B403280037 XPORTLIC 

Energy Daily, Inc 840322024 0 CONTRACT 

Energy Fuels Nuclear, Inc 8403190424 40-0681 

Energy Research L Consultants Carp 8403190282* 30-312 0 

Energy. Dept of 8402170323 UASTE MOT 

8403010336 WASTE MOT 

04O3O6OOB2 30-337 0 

8403060337 30-337 A 

8403060360* 30-337 A 

8403060319 WASTE MOT 

8403060521* WASTE MOT 

8403090036 30-337 0 

8403090219 50-337 A 

8403140166 PR 

8403140312 WASTE MOT 

8403200314 WASTE MOT 

8403200348 WASTE MOT 

8403220112 WASTE MOT 

8403220303 WASTE MOT 

8403220322 XPORTLIC 

0403220324* XPORTLIC 

0403230243 WASTE MOT 

8403300239 WASTE MOT 

Energy, Dept of, Clinch River Breeder S4030B0090 30-337 A 

Reactor Plant 

Energy, Dept of, Idaho Operations Office 9403020374 WASTE MOT 

Engineering Planning *■ Management, Inc B403060083 FOIA 

Engineers International, Inc B403260330* WASTE MOT 

Environmental Protection Agency 8403020174 WASTE MOT 

8403130180 30- SOB D 

0403190289 PR 

0403200104 30-436 P 

Ertec, Inc. 8403140328* CONTRACT 

European Communities, Commission of 0403060075 XPORTLIC 
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AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

0403200303 

XPORTLIC 



B40306016B 

50-250 

P 

8403220230 

XPORTLIC 



0403060106 

S0-3B9 

F 

8403220264 

XPORTLIC 



8403060241 

50-339 

P 

B4 032 tOO I I 

XPORTLIC 



0403060291 

90-250 

0 

Entrant Inc B4032702BO 

MI9C 



0403060291 

50-250 

0 

Eoon Corp 84021 40327* 

40-0102 



8403060340 

50-335 

p 

8403260142* 

40-0102 



8403060390 

50-389 

3 

E»»on Nuclear Co , Inc (subs of Exon 8403060421* 

70-1257 



8403070034 

50-335 

0 

Corp ) 




8403070249 

50-339 

0 

8403060533 

NUREQ 



8403080020 

50-250 

p 

8403070127 

TOPREP 










B4030B0020 

50-250 

p 

84030B0205 

50-316 

P 


8403080164 

50-335 

V 

8403080210* 

50-316 

P 


84030B0164 

50-335 

V 

8403080216* 

50-316 

P 


8403090280 

50-335 

F 

8403080220* 

50-316 

P 


B403120040 

50-389 

P 

8403080223* 

50-316 

P 









84031 20009 

50-389 

P 

8403150097 

50-316 

P 


8403130033 

50-389 

s 

8403150104* 

50-316 

P 


84031300*6 

50-335 

p 

8403200100 

50-316 

P 


8403160013 

50-389 

p 

8403200101* 

50-316 

P 


04031*0013 

50-389 

p 

8403230102* 

50-255 

P 









840316003B 

50-251 

s 

B4O32301O6* 

50-255 

P 


84031*0058 

50-250 

a 

B4032301I1* 

50-255 

P 


8403160069 

30-251 

s 

B403260037 

XPORTLIC 



8403190171 

30-250 

o 

8403260042* 

XPORTLIC 



8403190171 

50-250 

a 

8403260219 

TOPREP 










8403190179* 

50-250 

a 

FOI Service* B40302000B 

FOI A 



8403190179* 

30-250 

o 

8403280166 

FQIA 



8403190227 

50-309 

p 

Failure Analysis Associates 8403010446* 

50-322 

0 


8403190228* 

50-3B9 

p 

8403140086* 

50-322 

B 


8403190386 

50-335 

F 

Federal American Partners 8403200374 

40-4492 










8403190386 

50-335 

r 

8403220034* 

40-4492 



8403200264 

50-230 

p 

Federal Emergency Management Agency S40305012B 

50-440 

P 


84032002*4 

30-250 

p 

B4030S0131* 

50-440 

F 


84032002*6* 

30-230 

p 

84O303O148 

30-206 

F 


8403200266* 

30-250 

p 

8403050172* 

50-206 

r 









8403200270* 

30-230 

p 

8403060086 

50-250 

F 


8403200270* 

50-250 

r 

8403070020 

50-443 

0 


0403230070 

30-335 

8 

8403070020 

50-443 

0 


8403220104 

50-250 

5 

8403070022* 

30-443 

Q 


8403230014 

50-302 

P 

8403070022* 

30-443 

G 









8403260203 

30-250 

P 

8403080238 

50-263 

F 


8403270247 

30-335 

F 

84030B0242* 

50-263 

r 


8403280110 

30-250 

r 

84030B0244* 

30-263 

r 


8403290114* 

50-335 

0 

840309021 B 

30-195 

r 


84032901 14* 

50-335 

a 

8403090221* 

50-133 

r 









8403290123 

50-250 

0 

8403)30133 

30-294 

r 


8403300173 

30-250 

8 

8403130163 

30-202 

r 


8403300173 

30-250 

8 

84031301 72* 

SO-2P2 

F 


8403300173 

50-250 

11 

8403130178* 

50-272 

F 


8403300173 

50-230 

R 

8403130185 

50-295 

F 









8403300173 

50-250 

R 

B40313019B 

30-263 

F 


8403300185* 

30-250 

R 

B4031 30209* 

30-263 

F 


84033001 89* 

50-250 

R 

8403130419 

QRO 



8403300185* 

50-250 

R 

8403150010 

50-293 

F 


8403300189* 

50-230 

R 

8403150052 

30-416 

F 









8403300189* 

50-230 

n 

6403150113 

30-313 

F 


8403300193* 

30-250 

R 

0403150113 

50-313 

F 


8403300193* 

50-230 

H 

8403150119* 

30-313 

F 

Florida Power Cprp 

8402060419 

30-302 

P 

8403150119* 

30-313 

r 


8402060421* 

30-302 

P 

8403150200 

30-313 

F 









8403010072 

30-302 

F 

8403150203* 

50-315 

F 


0403060283 

50-302 

n 

8403190131 

50-322 

G 


8403060343 

30-302 

p 

B403190363 

50-322 

F 


B403060359 

30-302 

p 

B4032Q003D* 

30-317 

F 


8403060362* 

30-302 

p 

8403230120 

30-307 

F 









8403060364 

30-302 

p 

8403260117* 

50-322 

F 


8403060366* 

50-302 

p 

Fires Corp 8403090073 

PRM 



0403060368* 

30-302 

p 

Flshert Harden $< Fisher 8403150340* 

40-0029 



8403060402 

30-302 

0 

Florida Pouter fc Light Co. 8401130182 

30-309 

P 


8403090193 

30-302 

a 

840 11 30296 

30-333 

P 









8403120130 

50-302 

p 

64011 3031 9 

50-389 

E 


8403160036 

50-302 

R 

8402270125 

30-230 

8 


8403160315 

50-302 

P 

8403010297 

50-309 

P 


8403160320* 

30-302 

P 

8403010302* 

50-389 

P 


8403200038 

30-302 

P 

B403O1O40O 

30-389 

P 









8403200044* 

50-302 

F 

8403020033 

50-230 

n 


0403200265 

30-302 

P 

8403020256 

30-389 

8 


0403230062 

30-302 

P 

840302027B 

90-230 

V 


8403230067* 

50-302 

P 

8403020280* 

50-230 

(1 


B4032901S9 

30-302 

P 

8403060112 

50-333 

F 









8403290162* 

50-302 

P 

8403060116* 

30-335 

F 


8403300111 

50-302 

a 

8403060168 

30-250 

P 


04033001 I 5* 

50-302 

a 

8403060168 

50-250 

P 

FJoridat State of 

8403090106 

PR 


8403060168 

30-230 

P 

FJuorocarbor Co 

8403050102 

GA999 




560 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Food l< Drug Admlni strati on 
Focboro Corp 

Franklin lnstl tute/Frank 1 in Research 
Center 


Friend* of the Earth 


Ft Hami Iton-Hughes Memorial Hasp 
CenteTi Hamilton* OH 


Fulton. MO 

QA TecJinol og i iir Inc. /General Atomic Co 
OH-Detti s Co 

Oa ge-Bab coc 1 Associates* Inc 

Gasconade County* MO 
General Accounting Office 

General Electric Co 


General Physics Corp 

General Public Utilities - GPU Service 
Corp 


ACCESSION 

SUBJECT 

AUTHOR 

ACCES9I0N 

SUBJECT 

NUMUER 

CATEOORY 

AFFILIATION 

NUMBER 

CATEOORY 

B403D6O355* 

0A999 


8403060236# 

50 7 2S9 p 

B403 060361* 

0A999 


8403070203 

50-219 R 

9403060363* 

0A999 


B4030B0039 

50-299 P 

B403060369* 

GA999 


B4030B017B 

50-320 F 

6403060372* 

0A999 


84030S0231 

50-219 V 

B403060374* 

0A999 


B4030B0267 

50-320 P 

8403060376* 

GA999 


8403090036 

50-320 0 

B403060379* 

QA999 


6403090073* 

50-219 a 

84031 60026 

50-352 D 


9403090125 

50-299 P 

0403010409 

FOt A 


8403090244 

50-289 0 

04031 2024 4* 

50-333 Q 


8403090264 

50-320 F 




0403120004 

90-289 P 

B4031 20252* 

50-339 Q 


8403120016 

50-299 V 

B403I 50043# 

50-237 P 


0403120056 

50-299 P 

8403270369* 

CONTRACT 


64031201 02* 

50-320 0 

0403190132 

50-352 0 







8403120166 

50-209 F 

B4031 9013B» 

50-352 0 


8403130199 

50-219 P 

B4031 90142* 

50-353 0 


8403130206 

50-209 F 

0403290272 

PRM 


0403130428 

50-320 P 

0010230303* 

fota 


0403130439* 

50-320 P 

0403000 113* 

FOIA 


8403190475 

50-320 R 




B4031304S3* 

50-320 R 

0403070081 

30-4B3 F 


B4031 304B9* 

50-320 S 

0403130197 

XPORTLIC 


B4031400BB 

50-299 F 

0403130199* 

XPORTLIC 


B4031 500B3 

50-219 P 

0403030170 

PT21 




0403120224.* 

CONTRACT 


B40315011B 

50-320 F 




B4031 50141 

50-299 R 

0403070084 

30-4B3 F 


B403 160006 

50-209 P 

0107200104* 

FOIA 


9403160022* 

50-289 P 

64032B00B1* 

FOIA 


9403160024 

50-289 P 

8402100239 

TOPREP 




04030100 B4 

XPORTLIC 


0403160057 

50-219 R 




8403160203 

50-219 P 

B4030I047B 

XPORTLIC 


B403160204# 

50-219 P 

8403010499 

XPORTLIC 


B40316020B# 

50-219 Q 

B403010303 

XPORTLIC 


B4031 90063 

50-219 F 

B4030I0322 

XPORTLIC 




8403010339 

XPORTLIC 


8403190217* 

50-320 9 




84031 903B7 

PR 

0403010340 

XPORTLIC 


0403200056 

50-219 (l 

8403010346* 

XPORTLIC 


8403200069 

50-209 R 

9403010330* 

XPORTLIC 


B403200099 

50-209 P 

9403020043* 

50-10 P 




9403020009 

XPORTLIC 


8403200201 

50-320 P 




B403200208* 

50-320 P 

8403030039 

XPORTLIC 


8403210059 

50-320 R 

8403030241 

XPORTLIC 


B403210064* 

50-320 Ft 

8403060393* 

50-298 0 


B403210071* 

50-320 R 

B^0306O40? 

TOPREP 




0403070333 

XPORTLIC 


9403210076 

50-2B9 R 




04O321OOB2* 

50-299 R 

B4030703B1* 

XPORTLIC 


0403210000* 

50-299 Ft 

0403130024 

QA999 


B40321013B 

50-209 ft 

B4031 30044* 

0A999 


0403210141 

50-299 H 

B4031 30202 

PR 




9403 1 30203 

TOPREP 


B403210146* 

50-289 R 




0403210146* 

50-289 H 

94031 303B7 

PT21 


8403220002 

50-219 P 

9403140006 

TOPREP 


8403220012 

50-219 P 

9403140172 

PR 


8403220141 

50-209 F 

94031 30072 

50-73 R 




0403130107 

TOPREP 


B4032201 52 

50-219 P 




8403220155* 

50-219 P 

B4031601BS* 

50-352 0 


B4032201 95 

50-320 P 

0403200342 

50-70 R 


3403230001 

50-209 M 

B403200244 

50-18 R 


B403230040 

50-209 P 

B403 200271 

50-243 P 




3403230106 

50-556 Q 


B403230053 

50-209 P 




B4032301 10 

50-El 9 R 

B403 270022* 

50-293 P 


84032301 19 

50-E19 R 

0403270024* 

50-293 P 


8403230122* 

50-219 R 

B403270136* 

50-249 P 


0403260074 

50-219 R 

8403290255 

PR 




840330008B 

TOPREP 


8403270073 

50-320 F 




8403270123 

50-320 P 

B403300342 

NUREO 


8403270127* 

50-320 P 

8403010256 

50-219 S 


B403270129* 

50-320 P 




8403270146 

50-289 H 

B40301O261* 

50-219 B 




B40301O347 

50-209 F 


8403270165 

50-219 P 

8403020123 

50-219 R 


8403270210 

50-320 P 




8403270212* 

50-320 P 

94030203 IB 

50-320 P 


8403270232 

50-289 F 

9403020323* 

50-320 P 


B4032B0006 

50-320 E 

94030 50070 

50-219 P 




9403050097 

50-209 F 


84032B0010 

50-289 J 

9403050151 

50-320 F 


8403280010 

S0-2B9 u 




8403290015 

50-219 F 

0403060133 

50-209 F 


B4032903B6 

50-289 « 

0403060133 

50-2B9 F 


9403300001 

50-219 R 

0403060159 

50-2B9 P 




0403060160 

50-289 P 


B403300031 

50-320 f 

0403060222 

50-209 P 

Geochemistry 6 Environmental Chemistry 

8403050315 

WASTE HOT 



Research/ Inc. 



0403060229* 

BO-2B9 P 


8403050310* 

WASTE MOT 

8403060233 

50-209 P 


8403050319* 

WASTE MOT 
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author 

AFFILIATION 

ACCESSION 

NUMBER 

subject 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


B4O30 50322* 

WASTE MOT 

Quill), ft 

8403070037* 

90-413 

c 


B403090323* 

WASTE MOT 


8403090112 

50-413 

C 

Oeor g la PDuer Co 

0403010319 

50-424 

K 


B40 30901 1 2 

50-413 

c 


8403010319 

90-424 

K 


8403090115* 

50-413 

c 


8403010320* 

50-424 

K 


04030901 1 5# 

50-413 

c 


8403010320* 

50-424 

K 


B403220233 

50-413 

c 


8403010330 

50-321 

0 


0403290379 

50-4 13 

c 


8403010354 

50-424 

B 


0403290303 

50-413 

G 


8403050083 

50-321 

P 

Gulf *< Western Industries. Inc 

8403090193 

PT2 1 



8403060090 

50-424 

Q 


B40 3090200* 

PT21 



8403070291 

50-321 

p 


B 40309 02 02* 

PT21 



8403070291 

50-321 

P 


8403090203* 

PT2 1 



8403090067 

50-321 

F 


8403140138 

PT2 1 



8403090097 

50-424 

S 

Gulf States Utilities Co 

8403010073 

50-450 

c 


8403090097 

50-424 

8 


8403010228 

50-4 50 

£ 


8403090187 

90-321 

P 


8403010321 

50-450 

A 


8403090187 

50-321 

P 


8403010321 

50-450 

A 


8403090196* 

90-321 

P 


8403010379 

90-450 

B 


8403090196* 

50-321 

P 


8403020294 

50-45B 

A 


8403090228 

50-321 

B 


8403090078 

50-450 

A 


B4030902B3 

50-321 

F 


8403090078 

50-458 

A 


8403120031 

50-366 

9 


8403060320 

50-450 

s 


6403120146 

50-424 

8 


B4 030700 10 

50-458 

A 


8403130004 

50-321 

F 


8403070092 

50-458 

A 


0403130165 

50-321 

F 


8403070052 

50-458 

A 


8403130165 

50-321 

F 


8403070061 

50-45B 

A 


8403130346 

90-321 

F 


8403070061 

90-458 

A 


B4031 30346 

50-321 

F 


84 03070062 

50-458 

E 


B403 190023 

50-424 

H 


B403080378 

90-450 

A 


8403150038 

50-424 

V 


8403080370 

90-458 

A 


B403 190038 

50-424 

9 


B403 130069 

50-458 

E 


B4031 50043 

50-424 

a 


0403130179 

S0-4SB 

S 


8403150043 

50-424 

B 


8403130190 

50-450 

A 


B4031 50069 

50-424 

9 


B403130264 

50-498 

8 


B4031 50069 

50-424 

S 


8403130393 

90-450 

F 


B403 190071 

50-321 

R 


8403130440* 

50-43B 

Q 


8403190071 

50-321 

R 


8403130486 

30-450 

F 


8403160031 

50-366 

8 


8403130486 

30-430 

F 


8403160044 

50-321 

S 


0403130487* 

50-458 

F 


B4031 60349# 

50-321 

0 


0403160310 

90-458 

S 


B403160349* 

50-321 

0 


8403190017 

50-458 

E 


8403190026 

50-366 

8 


0403200034 

50-458 

A 


8403190109 

50-424 

s 


0403210069 

30-458 

A 


0403190105 

50-424 

s 


0403220209 

30-450 

A 


8403200005 

50-321 

p 


8403260180 

50-490 

A 


B 4 0320000 5 

50-321 

p 


8403260291 

50-450 

A 


8403200262 

50-366 

p 


8403270026 

50-450 

s 


8403260086 

50-366 

0 


0403270039 

50-450 

a 


8403260119 

50-366 

0 


8403270049 

50-438 

B 


8403260150 

50-321 

F 


8403270076# 

SO-45B 

Q 


8403260191 

50-366 

8 


8403270201 

30-450 

S 


8403290037 

50-424 

0 


8403200032 

50-430 

M 


8403290194* 

50-366 

a 


0403290392 

30-450 

G 


8403290194* 

50-366 

a 

Harmon U Weiss 

8403020173 

30-443 

Q 


8403290212* 

50-321 

Q 


8403070147 

30-322 

T 


B403290212* 

50-321 

n 


8403070232 

50-443 

G 


8403300104 

90-321 

B 


0403260382 

50-2B9 

0 


8403300104 

50-321 

B 


8403290005 

30-209 

F 


8403300143 

50-321 

F 


8403300243 

WABTE MOT 


8403300143 

50-321 

F 


8403300259 

30-209 

G 


B403300339 

50-321 

F 


B4 03300263 

50-443 

G 

Georgia. 8tat» of 

8403130457 

50-424 

0 

Harshbarjjer 6 Associates 

8403080409* 

50-520 

A 

Georgians Against Nuclear Energy 

8403020126 

90-424 

0 

Harvard Unlv , Cambridge. MA 

8403140172 

PR 


Qetty/Petrbtomic* Co. 

8403260242 

40-6659 



0403190362 

PRM 


Gilbert Associate#/ Inc 

8403060414# 

50-302 

0 

Health Physics Associates. Ltd 

7904030132* 

FOI A 



8403090329# 

TOPREP 



7904030135* 

FOI A 



8403290180* 

50-244 

p 

Health Physics Society 

0403230069 

PRM 



8403290189# 

50-244 

p 

Helgeson Nuclear Oervices. Inc 

0403030156* 

40-672 


Odder Atsociatas 

8403010004* 

CONTRACT 


Henry Ford Hosp , Detroit. MI 

8403210107 

PRM 


Government Accountability Project 

84021 40014 

50-52B 

a 

Henry Pratt Co 

B4O323OO20 

30-3B9 

8 


B403010192 

50-329 

A 

Hodder. M M 

8403070143* 

90-250 

Q 


84030104BB 

50-329 

A 


8403140017 

50-230 

G 


8403020102 

FOI A 



0403140017 

50-230 

G 


8403060303# 

50-279 

0 


0403140023* 

30-250 

G 


84030800B5 

50-279 

E 


8403140023* 

30-250 

Q 


84030B0196 

50-413 

A 

House of Rep 

8312140391* 

50-275 

E 


B403 150010 

50-275 

0 


03122BO1O2* 

50-279 

E 


8403200133 

50-279 

0 


8403070073* 

50-209 

U 


8403260364 

50-279 

0 


8403070076* 

50-209 

u 


8403260364 

50-279 

0 


0403070076# 

50-209 

u 


8403260365 

90-142 

Q 


8403090011# 

90-289 

u 


8403270006 

50-275 

G 


0403090013* 

90-209 

u 


B4O327O0O6 

50-279 

0 


0403140208# 

30-302 

u 


8403270173 

50-445 

H 


0403210137 

30-289 

G 

Grady. CO 

8403220312* 

CONTRACT 



8403270367 

90-279 

U 
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CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 

ACCESSION 

NUMBER 

subject 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

House of Rep < Interior U Insular Affairs 

84O3O1O03B* 

FOTA 



8403020044 

50-315 

ft 


8403120393* 

COMMISSION 


8403060191 

90-316 

P 

Houston Lighting 1, pauer Co 

B4O307O1 17 

50-498 

0 


8403060193 

50-319 

P 


8403130329 

50-498 

8 


8403060193 

30-315 

P 


940313032B 

50-490 

3 


8403060197* 

30-316 

P 


B403 130477 

50-498 

S 


8403060200* 

30-315 

P 


0403130477 

30-490 

s 


8403060200* 

50-315 

P 


040314013! 

PR 



8403060313* 

S0-3I5 

0 


040317020? 

PR 



8403060315* 

30-315 

0 

Hunton b Hi 1 1 lams 

84030 I 01 B3 

30-322 

0 


8403080169 

30-315 

R 


0403010195 

50-332 

0 


B403080169 

90-315 

R 


6403010221 

50-463 

0 


8403080214* 

30-315 

0 


0403010221 

30-463 

0 


8403090268 

30-315 

F 


0403010229* 

50-463 

0 


8403130121 

30-313 

F 


04 030 J 0229* 

50-463 

0 


8403130202 

30-315 

F 


0403010242 

50-322 

0 


8403130202 

30-315 

F 


0403010249 

50-322 

0 


840313023? 

30-315 

R 


B4 03020 143 

30-322 

0 


B4031 30239 

50-315 

R 


B4 03060 105 

30-322 

8 


8403130420* 

30-315 

R 


0403060 1 07* 

30-322 

« 


8403130420# 

30-315 

R 


0403130012 

50-322 

0 


0403160034 

30-313 

0 


0403130018* 

50-322 

o 


8403160034 

30-315 

a 


B403 130022 

50-322 

0 


8403200202 

30-315 

a 


B4031 30030n 

50-322 

0 


8403200202 

30-315 

a 


0403130041* 

50-322 

0 


0403200210 

30-316 

p 


B403 130053* 

50-322 

0 


0403200214* 

30-316 

p 


8403 130063* 

50-322 

0 


8403200216 

50-315 

B 


3403130073* 

50-322 

0 


0403200217 

30-316 

0 


9403130092* 

50-322 

e 


0403200223 

50-319 

P 


8403130090* 

50-322 

0 


0403200223 

50-315 

P 


8403130099* 

50-322 

0 


8403200228* 

30-319 

P 


8403130109* 

50-322 

0 


8403200228* 

30-315 

P 


0403130119* 

30-322 

e 


8403200283 

30-315 

8 


0403130129 

50-322 

0 


0403220060# 

30-315 

a 


8403150004 

30-322 

0 


0403220060* 

30-315 

a 


B4 03200 031 

50-322 

6 


8403230138# 

30-315 

a 


8403200037* 

30-322 

Q 


0403230130* 

30-315 

a 


8403200069 

30-322 

0 


0403260002 

30-315 

p 


B4 03210177 

50-322 

Q 


0403260170 

30-315 

F 


0403210181* 

50-322 

G 


0403260178 

30-315 

F 


8403230013 

50-322 

0 


8403270047 

30-315 

a 


8403260377 

50-322 

T 


840327011 0 

30-316 

p 


0403270292 

50-322 

0 


8403290271 

30-315 

F 


8403290179 

50-322 

G 


8403300155 

30-316 

ft 


8403300256 

50-322 

0 


0403300157 

30-315 

R 


8403300277 

50-322 

G 

Indiana b Michigan Power Co 

B4030902B1 

30-315 

F 

IC1 Americas* Inc 

8403210107 

PflM 


Inf orroatlon Handling Services 

0403060171 

FQI A 


Idaho* Uni v of* Moscow* ID 

84031 50207* 

40-0781 


Interactive Radiation* Inc 

0403020157 

XPORTLIC 


Illinois Rower Co 

8403070120 

30-461 

0 

Interior* Dept of 

8403010060* 

CONTRACT 



8403070123* 

50-461 

G 


0403020277 

30-320 

F 


8403080240 

50-461 

8 


B4030S0406* 

50-528 

D 


8403090277* 

50-331 

P 


8403190343 

30-508 

0 


8403130193 

30-441 

A 

Interior* Dept of. Bureau of Indian 

8403000400* 

30-538 

C 


B4031900B9 

30-461 

A 

Affairs 





B4 03190173* 

30-461 

0 

interior, Dept of, Fish & Wildlife 

840309018? 

30-424 

c 





Service 





8403190396 

30-461 

A 

Interior, Dept of, Geological Survey 

0403070383* 

27-39 



8403200193* 

30-461 

A 






84032602 S3 

30-461 

8 

International Commission on Radiological 

0403230076* 

CONTRACT 



8403290093 

50-461 

I 

protection 





8403290098* 

50-461 

I 

Iowa Electric Light & Power Cq 

8403020108 

30-331 

p 






8403020111* 

30-331 

p 

Illinois* State of 

8403010344 

27-39 



8403060136 

30-331 

F 


8403060118 

40-2061 



8403060145 

30-331 

8 


8403060124* 

40-206 1 







8403070027 

40-2061 



8403070088 

30-331 

P 


8403070030* 

40-2061 



8403090092# 

30-331 

P 






8403090262 

30-331 

P 


8403070123* 

50-461 

0 


8403120042 

30-331 

R 


0403080106* 

FOX A 



8403120091 

30-331 

8 


8403130037 

50-456 

D 






8403130474 

50-456 

D 


8403120139 

30-331 

8 


8403200083 

40-2061 



8403130144 

30-331 

P 






8403130488* 

30-331 

F 


0403200089* 

40-2061 



8403150007 

30-331 

P 


0403200317 

27-39 



8403190295 

PR 



B4O33O023B 

40-2061 






Illinois. State of, Dept Nuc Safety 

8403060313 

30-456 

D 


8403190300 

30-331 

P 

C formerly Dopt Public Health) 





8403170306# 

50-33 1 

P 

Impel 1 Corp 

0403010303* 

50-388 

E 


8403200047 

50-33 1 

F 






8403200031 

30-331 

F 


B4031 30014* 

30-440 

0 


8403200121 

50-331 

F 


0403200062* 

50-21? 

0 






8403200067* 

30-219 

G 


8403200183 

30-331 

F 


B403200269* 

50-482 

A 


0403200172 

30-331 

P 


8403230016 

50-322 

T 


8403220017 

50-331 

R 






8403230004 

30-331 

P 


8403230033 

50-322 

T 


8403230007* 

30-331 

P 


84032 3004B 

50-322 

T 






B4Q323O073 

50-322 

T 


8403230103 

30-331 

a 

trie Co 

8403020007 

30-316 

P 


8403260208 

30-331 

P 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

louia. State Q f 

04031 90387 

PR 


Kentucky , C numonweal th of* 

8402100393* 

30-330 

U 

Isharn, Lincoln b Beale 

B4030 10203 

30-133 

0 

Kerr-McOee Chemical Corp (subs of 

0403210019 

40-2061 



B403020134 

30-295 

0 

Kerr -McGee Corp ) 





B4030201 34 

50-293 

0 

Keri — KcQee Cnrp 

8403130272 

40-3796 



B4030201 40 

30-293 

& 


0403130294 

40-8796 







8403150332 

40-0306 



8403020140 

30-293 

0 






B4030201 46* 

30-295 

0 


8403260129* 

40-1 47 B 



8403020146* 

30-293 

e 


3403260 13S* 

40-147B 



8403020181 

30-434 

0 


0403280023 

40-2061 



84030601 88 

30-133 

0 


0403280099 

40-93B6 







0403280103* 

4O-B506 



8403060192* 

30-133 

0 






8403060202* 

50-133 

0 


B4032903B9* 

40-2061 



8403160011 

30-436 

0 

Kirkpatrick. Lockhart* Hill* Christopher 

0403010234 

30-322 

0 


8403160011 

30-436 

0 

b Phillips 





8403160083 

30-436 

0 


0403010237 

SO -322 

G 






8403060209 

30-322 

Q 


04031 60083 

30-436 

0 


8403060234 

30-322 

T 


8403190004 

30-135 

0 






8403200011 

30-329 

& 


8403060260 

30-322 

Q 


8403200011 

30-329 

0 


8403060330 

30-322 

9 


84032001 B2 

30-434 

0 


0403130003 

30-322 

0 






8403130029 

30-322 

0 


8403200130 

30- 1 33 

0 


8403130146 

30-322 

0 


8403260361 

30-436 

0 






B403270020 

30-329 

0 


8403130174 

50-322 

a 


0403270020 

30-329 

0 


0403 130026 

30-322 

a 

Island Closeup News Service* 9ag Harbor* 

B40301 04 74 

FOIA 



8403200004 

50-322 

0 

NY 





8403200129 

50-322 

0 






0403200131 

50-322 

a 


8403090016 

FDI A 






Iaotope Products Laboratories 

8403010490 

XPORTLIC 



0403200134* 

50-322 

0 

Japan, Oovt of 

8403010464 

XPORTLIC 



6403200136* 

50-322 

a 


B403010471 

XPORTLIC 



0403200140* 

30-322 

0 


8403010487 

XPORTLIC 



0403200145* 

30-322 

G 






0403200146* 

50-322 

a 


64032201 97 

XPORTLIC 







6403260041 

XPORTLIC 



0403200151* 

30-322 

G 


6403260390 

XPORTLIC 



0403200153* 

50-322 

G 

Joint Intervenors - Diablo Canyon 

6403080110 

30-273 

0 


0403200139* 

50-322 

0 


8403190011 

30-273 

0 


0403210196 

50-322 

G 






8403220230 

50-322 

0 


B403190011 

50-273 

0 






6403190016* 

30-273 

0 


0403220289 

30-322 

T 


8403190016* 

30-273 

0 


8403260134 

MISC 



0403190021* 

30-273 

0 


0403280346 

50-322 

G 


6403220106 

50-275 

0 


0403290337 

30-322 

G 






0403280338 

50-322 

G 


6403220106 

50-273 

0 






64032201 10* 

50-273 

0 


0403290248 

30-322 

A 


64032201 10* 

30-275 

0 


0403290377 

50-322 

G 


0403260368 

30-273 

0 


0403290393 

50-322 

G 


0403260369* 

30-273 

G 


0403290390 

50-322 

G 





Klrksvllle. MO 

0403070045 

30-403 

M 

Joint Intervenors - River Bend 

6403140012* 

30-438 

0 





Joint Intervenors - Shearon Harris 

8403120002 

30-400 

0 

Kohl* Becrest, Wardle, Lynch, Clark b 

0403070226 

30-329 

0 


0403190141* 

30-400 

0 

Hamp ton 





6403200034 

30-400 

0 

Kudiu Alliance 

0403120002 

30-400 

a 


6403220223 

30-400 

0 

LIXI, Inc 

0403080200 

FOIA 







0403080210* 

FOIA 



B 4 03 22 0223 

90-400 

0 

La Crosse* WI 

0403220319* 

CONTRACT 



0403220269 

30-400 

0 






0403220270 

30-400 

G 

Labor, Dept of 

8403130236 

PR 



8403280361 

30-400 

0 

Lacey Township, NJ 

0403060231 

30-219 

H 

Joint Intervenors — Waterford 

8403080130 

30-382 

G 

Lakner Associates 

0403030333* 

HI8C 






Lauler, Matusky b Skelly Engineers 

8403200240* 

30-410 

A 

Joint Petitioners - TMI 

8403220242 

30-289 

Q 

Laurence Berkeley Laboratory 

0403300120 

RES 


Justice* Dept, of • 

8403080303* 

FOIA 







8403080423* 

30-289 

P 

Laurence Livermore Laboratory 

8303080290* 

30-206 

P 

KLD Associates, Inc 

8403230020 

30-322 

T 


0403050029* 

30-296 

P 

Kansas Oas b Electric Co 

8403010143 

30-482 

8 


0403030033* 

30-286 

P 






8403030030* 

30-206 

P 


B403020274 

30-4B2 

A 


8403140334 

ACRS 



0403090223 

30-402 

V 






8403130197 

30-482 

A 

LeDoeuP, Lamb, Leiby b MacRae 

8402170136 

30-203 

P 


8403130213 

30-482 

8 


8403120103 

30-283 

P 


8403130343* 

30-482 

0 


8403130044 

30-341 

K 





League Against Nuclear Dangers 

8403090200 

PR 



B403 130399* 

30-4B2 

0 

Lehigh Untv • Bethlehem. PA 

0403090133* 

CONTRACT 



8403130064 

30-482 

A 






8403190033 

30-482 

0 

Leuis* M 

0403160049* 

30-320 

P 


8403190036 

30-482 

8 


8403160291 

30-209 

H 


8403190229* 

30-482 

A 


0403190030 

30-332 

a 





Limerick Ecology Action 

0403190140 

30-332 

a 


8403190316 

30-482 

8 


8403270060 

30-332 

a 


8403200252 

30-482 

A 






8403200237 

30-482 

E 


8403270069* 

50-332 

0 


B403200260* 

30-4B2 

A 


84032B0336 

30-332 

0 


8403200269* 

30-482 

A 


840330001 4* 

30-332 

T 






B 403300 129 

30-332 

Q 


8403210073 

30-482 

A 

Literature Research Co. 

0403260322* 

CONTRACT 



8403260323 

30-4B2 

0 






B403270103 

50-4B2 

8 

Long Island Lighting Co 

0403010183 

30-322 

0 


8403270131 

30-482 

8 


B403010193 

30-322 

0 


8403270163 

30-4B2 

S 


8403010207 

30-322 

S 






8403010207 

50-322 

9 


8403270179 

30-4B2 

8 


0403010210 

30-206 

0 


840327026B 

30-482 

9 





XaU** Scholar* Fierman* Hays b Handler 

84030 I 01 11 

FOIA 



B4O3O1O210 

50-206 

9 


B403080226 

FOTA 



0403010220 

30-322 

0 
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9403010242 

50-322 

0 


0403300296 

30-322 

0 


9403010249 

50-322 

a 


6403300277 

30-322 

0 


940302013? 

50-322 

A 

Lns Alamo* scientific Laboratory 

8403230216 

30-537 

A 


9403020143 

50-322 

a 

Louisiana Power 6 Light Co 

0403010069 

90-302 

0 


94030201 AB 

50-322 

a 


8403010107 

30-302 

e 


S4Q302Q2B7 

50-322 

E 


B403020205 

30-302 

A 


9403060109 

50-322 

0 


0403020333 

50-302 

A 


©403060107* 

50-322 

0 


8403030069 

50-3B2 

E 


©403060265 

50-382 

0 


B403030248 

30-3B2 

F 


©403070147 

50-322 

T 


©403030231* 

30-382 

F 


04030701 50* 

30-322 

T 


0403030233* 

30-302 

F 


0403070154* 

50-322 

T 


6403060190 

70-2946 



64030701 3B* 

50-322 

T 


B403060196 

30-3 92 

0 


6403070160* 

30-322 

T 


B4O3O6O230 

30-302 

9 


0403070163* 

30-328 

T 


0403060293 

50-392 

E 


0403070171* 

30-322 

7 


0403060306 

90-392 

E 


B 4-03070170* 

30-322 

T 


0403060337 

30-392 

E 


8403070103* 

30-322 

7 


8403060339 

30-302 

8 


8403070190* 

30-322 

T 


0403090030* 

30-382 

A 


8403070195* 

50-322 

T 


04031 20014 

30-382 

F 


0403070190* 

50-322 

T 


0403120164 

30-302 

F 


0403070201* 

50-322 

T 


0403120163* 

30-302 

F 


B403070204* 

50-322 

T 


0403120167* 

50-382 

F 


B4 03070207* 

30-322 

7 


8403120160 

30-382 

A 


0403070211+ 

30-322 

T 


0403120169 

30-302 

A 


8403070214* 

50-322 

7 


0403120106 

30-302 

E 


8403070217+ 

30-322 

7 


0403130109 

30-392 

0 


8403070220* 

30-322 

T 


0403130170 

30-302 

A 


8403070232# 

30-322 

T 


B4031 30267 

30-3B2 

0 


8403070227* 

50-322 

T 


0403130303 

30-392 

S 


9403070231 * 

50-322 

T 


0403130311 

30-302 

s 


8403130012 

50-382 

0 


0403130331 

30-3B2 

0 


8403130016* 

50-322 

0 


0403130339 

30-392 

s 


B4031 30022 

50-322 

0 


0403130427 

30-302 

9 


8403130030* 

50-322 

0 


0403130434 

S0-3S2 

F 


0403130041* 

50-322 

0 


04 03 130436 

30-392 

8 


B403130053* 

50-322 

a 


0403130446 

30-392 

A 


9403130063* 

50-328 

0 


0403140191 

30-302 

F 


0403130073* 

50-322 

0 


0403150046 

30-3B2 

A 


8403130082* 

50-322 

0 


8403130075 

50-392 

F 


B4031 30090* 

50-322 

0 


0403160020 

30-3B2 

A 


B40-3130099* 

50-322 

0 


0403190230 

30-302 

8 


B4O31301 09* 

50-322 

0 


8403190233 

30-362 

S 


B4031301 19* 

50-322 

Q 


8403190262 

30-392 

B 


84031 30129 

30-322 

a 


0403190272* 

30-302 

0 


B403L400 1 9 

50-322 

A 


8403190360 

30-382 

s 


04031 4004B 

50-322 

9 


0403200022 

30-382 

s 


84031 4004B 

30-322 

9 


8403200161 

30-392 

F 


B4031 40050 

90-322 

9 


0403200160 

30-392 

A 


0403140050 

90-302 

9 


8403200209 

30-392 

A 


04031 40000# 

90-322 

S 


0403200267 

30-302 

9 


8403140000* 

90-322 

8 


0403200276 

30-302 

a 


B403140091* 

90-382 

S 


0403210030 

30-392 

A 


B4031 50004 

90-322 

0 


0403260194 

30-392 

A 


9403 1 50133 

90-306 

s 


0403270040 

30-302 

9 


9403190187 

90-322 

s 


0403270046 

30-302 

9 


9403200004 

90-322 

0 


S403270039 

30-3B2 

9 


B403200031 

90-322 

G 


0403270093 

50-3B2 

B 


8403200037* 

50-322 

Q 


0403270102 

30-302 

S 


9403200069 

50-322 

0 


0403270134 

30-382 

A 


0403200227 

50-322 

A 


0403270161 

30-302 

8 


9403200302 

50-328 

A 


0403270202 

30-382 

B 


©403210177 

50-322 

0 


0403270206 

30-392 

B 


©403210101 » 

50-322 

0 


0403300040 

30-392 

F 


9403230006 

50-322 

T 


0403300049* 

S0-3B2 

F 


8403230013 

50-322 

Q 

Louisiana State Univ 

0403030001# 

30-439 

A 


8403230016 

50-322 

T 

Lpwalli Univ ofi LoWslli MA 

0403300169* 

30-223 

a 


6403230020 

30-322 

7 

MATBCQ (sub* of Multi-Amp Corporation! 

0403130244 

0A999 



B403230D32 

SO -322 

T 

MPR Associates! Inc 

0403190331* 

50-361 

p 


8403230030 

30-322 

T 


0403220004* 

50-219 

p 


8403230048 

30-322 

7 

Maine Yankee Atomic Power Co 

0403020063 

30-309 

R 


B4 03230066 

30-322 

T 


0403060094 

30-309 

P 


8403230073 

30-322 

T 


0403130047 

30-309 

R 


8403260377 

90-322 

T 


0403220192 

30-309 

P 


0403260379* 

30-322 

T 


64032201 99* 

30-309 

P 


8403270074 

SO- 322 

Q 


0403230036 

30-309 

P 


8403270116 

50-322 

A 


0403230042 

30-309 

P 


8403270119 

90-322 

R 


8403270139 

30-309 

P 


0403270132 

30-322 

S 


9403290236 

30-309 

R 


B403270197 

30-322 

0 


©403300160 

30-309 

a 


0403270292 

50-322 

© 


0403300162 

30-309 

R 


0403280029 

50-322 

F 

Mainei State of 

B403070032* 

CONTRACT 



B403290160 

50-322 

F 


©403270290* 

CONTRACT 



B4032903 65* 

50-322 

F 

Mall inckrodti Inc 

8403210004 

PR 



8403290179 

50-322 

0 

Marsh h McLennan! Inc. 

8403060224 

30-327 

J 
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0403060234 30-339 J 

8403060234 30-335 J 

8403060277 30-370 J 

8403060281 30-331 J 

8403060281 30-331 J 

0403060332 30-250 J 

8403060334 30-239 J 

8403060333 30-302 J 

8403060367 TOPREP 

8403060373 TOPREP 

0403060377 30-397 J 

8403060377 30-397 J 

8403060413 30-438 J 

B40306044B 30-348 J 

84030701 79 30-327 J 

B4 03140003 30-322 J 

840314001 3 30-393 J 

B403I40027 30-293 J 

B403I40031 30-243 J 

8403140033 30-29 J 

8403140037 30-413 J 

8403140044 30-348 J 

B403I4007B 30-244 J 

8403140092 30-213 J 

B403260170 TOPREP 

B403260197 30-272 J 

B4032B0038 30-321 J 

B403280033 30-348 J 

B4032B003B 90-272 J 

B403280064 30-146 J 

(subs of Marubeni 8403010466 XPORTLIC 

8403010467* XPORTLIC 

8403030364* XPORTLIC 

8403030366* XPORTLIC 

8403090106 PR 



B403130139 

50-320 

P 


8403130236 

PR 


Maryland. Unlv oFi College Parti MO 

8403210124 

30-166 

P 


B403210126* 

30-166 

P 

Massachusetts Oeneral Hoip > Bostoni MA 

8403090184 

PRM 


Ma « sachua# t t * Jnatitut* of Technology! 

8402130347 

30-20 

F 

Cambridge. MA 

8403090212 

PR 


Maa aachuaettii Univ oft Medical School 

B403140172 

PR 



8403290321 

PR 


Maxwell. J C 

B4031 40302 

30-400 

0 

Medical Physics Consultants. Inc 

B4 03080149* 

FOIA 


Memphis State Univ, i Memphis. TN 

B403130196* 

CONTRACT 


8403230060 

30-338 

R 

Metal Ballous Corp 

8403 1201 17 

QA999 


Metropolitan Edison Co, 

8403010009 

30-289 

0 


8403060084 

50-289 

0 


8403070023 

30-289 

0 


B403DBD103 

50-289 

0 


0403090129 

30-209 

0 


8403130443 

30-209 

0 


8403130491* 

30-289 

0 


8403200093 

30-209 

0 


8403200066 

30-289 

0 


84032001 20 

30-289 

0 


8403210173 

30-2B9 

0 


840321 01 B7 

30-289 

0 


8403210193 

30-2B9 

0 


8403260343 

30-2B9 

0 

Michigan* State of 

B403190I92* 

30-329 

A 

Michigan. Univ. Df» Ann Arbor. MI 

8403140191 

PR 



8403230131 NUREQ 

B4030B01 13* FOIA 

8403210107 PRM 

(tub*, of Union 84031 S022B 40-8384 

8403230038 PR 

8403290316 WASTE MOT 

Mississippi Power tt Light Co 8403010121 30-416 8 

8403020047 30-416 R 

8403020410* 30-416 B 

8403070037 30-416 0 

B403070173* 30-416 0 

8403070176* 30-416 0 

0403070180* 30-416 Q 

8403070189# 30-416 0 

8403070268 30-416 a 

B403O7O32S 30-416 P 

B403090091 30-416 S 


Ml 1 1 IMin tt Fltton 
Milllpare Carp 
Mineral* Exploration Co. 

Oil Co bf California) 
Minnesota, Stat* of 


Marubeni America Corp 
Carp. ) 


Maryland, State of 


author 

AFFILIATION 


ACCESBION 

NUMBER 

SUBJECT 

CATEGORY 



8403090192 

50-416 

S 



8403090213 

50-416 

P 



8403090263 

50-416 

8 



8403090263 

50-416 

8 



8403120037 

30-416 

P 



04031 2014B 

50-416 

s 



8403120139 

30-416 

s 



04031 30093 

30-416 

8 



0403130192 

50-416 

S 



04031 3024B 

30-416 

8 



0403130233 

30-416 

S 



0403130274 

30-416 

8 



0403130464 

30-416 

B 



0403140121 

30-416 

J 



0403140121 

30-416 

J 



0403190033 

30-416 

8 



0403190043 

30-416 

a 



0403190039 

SO-416 

a 



0403190115 

30-416 

a 



0403190216 

30-416 

a 



0403190292 

30-416 

s 



0403190331 

30-416 

s 



0403200014 

30-416 

a 



B403200017 

30-416 

a 



8403200010 

30-416 

0 



0403200064 

50-416 

8 



8403210041 

30-417 

9 



8403210033 

50-416 

P 



8403210057 

50-416 

P 



8403210062* 

30-416 

P 



8403210109 

50-416 

P 



8403210140 

50-416 

E 



0403210140 

50-416 

E 



8403210192 

50-416 

9 



0403220147 

50-416 

R 



8403220136 

50-416 

X 



8403230004 

50-416 

p 



8403230009* 

50-416 

p 



0403230092* 

S0-4J6 

p 



0403260244 

50-416 

S 



8403270134 

50-206 

9 



8403200009 

50-416 

P 



8403280014* 

50-416 

P 



8403200010* 

30-416 

P 



8403200023* 

50-416 

P 



8403290030 

30-416 

Q 



0403290030 

30-416 

0 



0403290094 

50-416 

P 



0403290306 

30-416 

a 



8403300007 

50-416 

8 



0403300027 

90-416 

8 



0403300037 

30-416 

9 



0403300002 

50-416 

8 



8403300097 

50-416 

P 



8403300113 

50-416 

9 



0403300114 

50-416 

S 



0403300117 

50-416 

9 



0403300110 

50-416 

9 



0403300124 

50-416 

9 

Mlssourii State of 


04O3O7OOB7 

50-403 

F 

Missouri, Univ of. Rolls, MO 


B4O319OO0B* 

50-123 

a 

Mitsubishi Internationa] Carp 

(subs of 

0403010463 

XPORTLIC 


Mitsubishi Carp ) 







8403010460* 

XPORTLIC 




B403010470 

XPORTLIC 




0403010473* 

XPORTLre 




0403010312 

XPORTLIC 




0403010317* 

XPORTLIC 




0403030327* 

XPORTLIC 




0403030333* 

XPORTLIC 




0403030373* 

XPORTLIC 




0403050376* 

XPORTLIC 




0403070423* 

XPORTLIC 




8403070426* 

XPORTLIC 


Mitsui 6 Co (USA), Inc (subs 

of Ml tsul 

8403020422 

XPORTLIC 


fc Co , Ltd. ) 







0403030033 

XPORTLIC 


Monroe County, Ml 


8403280034* 

50-341 

H 

Montgomery County. MO 


8403070070 

30-483 

F 



0403230032* 

CONTRACT 


Marr 1 son-Knud sen Co , Inc 


0403120043 

0A999 




8403200130* 

0A999 




040 3200137* 

0A999 


Murphy tt Davenport 


84032 1003B 

WASTE M0T 

Mutual Atomic Energy Liability 

Underuirit 

8403140063 

50-200 

J 


ors 
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CORPORATE SOURCE INDEX 


author 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

NL Indot trj as, I nc 

0403200373 

XP0RTL1C 





8403130349* 

50-220 

P 

NPS Industries. Inc 

8403070236 

50-219 

S 




8403130363 

50-410 

8 

NUS Corp 

84030 I 0278 

FOIA 





0403130386 

50-220 

P 


6403020392 

50-289 

P 




8403130391* 

90-220 

P 


8403070090 

FOIA 





8403150051 

50-220 

R 


8403090013 

FOIA 





8403200002 

30-220 

P 


B 40326 0253* 

50-352 

E 




8403200232 

30-410 

A 

NUSAC, Inc 

B403270362* 

CONTRACT 





8403200243* 

30-410 

A 

NU7ECH Eng 1 neers. Inc 

8403070310* 

50-335 

0 




8403200240* 

30-410 

A 

National Aeronautics h Space Admin 

8403060403 

30-30 

R 




3403210043 

50-220 

8 


B4030604 10* 

50-30 

R 




8403210136 

50-410 

B 

National Board of Boiler & Pressure 

0403 130280 

30-3 5B 

A 




840322012? 

30-220 

P 

Vessel Inspectors 







0403220177 

90-220 

P 

Natural Resources Defense Council 

0403190120 

50-537 

0 




8403230078 

30-220 

P 

Wavy i Pept of 

0403290297 

PR 





8403230116 

50-220 

F 

Nebraska Public Power District 

04030 200 B3 

30-298 

R 














8403260270 

50-220 

a 


8403030093* 

50-298 

0 




0403270176 

30-220 

p 


B403 060239 

50-298 

F 




8403280036 

30-220 

j 


8403060264 

50-298 

F 




B4032B0047 

50-220 

j 


8403060274* 

30-298 

F 




8403290177 

50-220 

i 


0403060346 

50-298 

F 














8403300050 

50-220 

p 


8403060334 

90-29B 

F 




8403300191 

50-220 

0 


0403060393 

30-298 

a 

North 

Carolina State Unlv < 

Raleigh. NC 

8403090340 

ACRB 



0403080265 

30 - 29 a 

F 




8403160083 

50-400 

□ 


0403090100 

30-298 

p 

North 

Carol inai State of 


8403190067* 

50-400 

F 


8403090116* 

30-298 

p 











Northeast Nuclear Energy Co 

(subs of 

8403010219 

50-336 

S 


8403 1501 68 

30-290 

p 

Northeast Utilities) 






04031 50171 * 

50-298 

p 




8403010233 

30-336 

P 


B403 150173* 

50-298 

p 




8403020053 

50-245 

R 


0403160260* 

50-298 

a 




8403020133 

50-336 

R 


8403190009 

50-298 

F 




8403090001 

50-423 

D 


0403200167 

50-298 

F 




0403050109 

50-21.3 

P 


8403200254 

30-298 

P 




8403030103 

50-213 

P 


B 4 03220 042* 

30-29B 

a 




8403070273 

50-423 

C 


8403220053 

50-290 

F 




B403070273* 

30-423 

C 


8403270013 

50- 29a 

F 




8403070299 

30-423 

A 


0403300 1 50 

30-298 

R 




8403070336* 

30-423 

Q 

Ne tber lands., Govt of 

0403080360* 

FOIA 





8403090237 

30-336 

P 


0403090364* 

FOIA 





8403090272 

50-336 

P 


8403090366* 

FOIA 





8403120135 

50-243 

fl 

Nevada, State of 

0403020206 

HASTE MOT 




B4031 20130* 

50-249 

R 


8403150222* 

WASTE MOT 




0403120130* 

30-245 

R 

Nevada, Untv of 

84031 50223* 

WASTE MOT 




8403130027 

50-213 

P 

New England Coalition on Nuclear 

0403020173 

50-443 

0 




0403140101 

30-423 

K 

Po 1 1 ution 







8403140109* 

30-423 

K 


B403 070232 

30-443 

0 




0403160292 

30-423 

E 

Naif Meilco, State of 

8403050109 

state Prog 














840319004B 

90-245 

P 

New York Univ . New Yo-rk. NY 

8403060314* 

50-322 

7 




S4031902BQ 

PR 


New York, State of 

8403020123 

30-322 

0 




0403200113 

90-336 

S 


3403020233 

30-322 

G 




0403200149 

90-423 

A 


8403060212 

30-322 

T 




0403210011 

30-423 

0 


0403060226* 

30-322 

T 














8403220148 

90-423 

P 


8403060246* 

50-322 

T 




8403230022 

50-213 

R 


84O30602S2-* 

30-322 

T 




0403230022 

30-213 

R 


8403130043 

30-322 

0 




0403230022 

30-213 

Ft 


8403130085 

30-322 

0 




0403230029 

30-249 

F 


0403130091* 

50-322 

0 














8403230033 

90-423 

Q 


84031 30236 

PR 





8403230034* 

90-249 

F 


84032101 79 

30-322 

G 




8403230037* 

30-423 

Q 


8403210180 

50-322 

0 




8403260143 

30-213 

F 


8403210201 

30-322 

0 




8403260143 

90-213 

F 


8403230010 

30-302 

0 














8403260143 

90-213 

F 


8403260338 

30-322 

T 




8403260143 

30-2 1 3 

F 


8403260342* 

30-322 

T 




8403260149 

50-336 

P 

Neuman *< Holt linger 

B403020100 

30-337 

0 




8403260146 

50-213 

F 


84030701 17 

30-490 

G 




8403260146 

30-213 

F 


84030 90086 

50-537 

C 














8403260149 

30-423 

E 


8403190171 

30-230 

G 




8403260191* 

50-213 

F 


8403230106 

90-336 

G 




8403260191* 

50-213 

F 


0403260062 

30-331 

J 




8403260191* 

50-213 

F 


0403300272 

30-344 

G 




8403260131* 

50-213 

F 

Niagara Mohawk Power Corp. 

8403060221 

30-220 

P 














8403260181 

30-423 

A 


8403060247 

30-220 

P 




0403260199 

30-243 

F 


8403060439 

30-22 0 

F 




8403260284 

50-249 

s 


0403060446 

50-220 

P 




8403270008 

50-213 

F 


B4030701 94 

30-220 

R 




0403270008 

50-213 

F 


8403090040 

30-220 

P 














8403270008 

50-813 

F 


0403090063 

30-220 

F 




8403270081 

50-336 

P 


0403090070 

50-410 

8 




8403290112 

50-423 

A 


8403090146 

30-220 

P 




0403290230 

30-336 

P 


8403120044 

30-220 

0 




0403300000 

30-336 

R 


0403 120030* 

50-220 

0 














8403300092* 

30-243 

0 


8403120059 

30-220 

P 




8403300092* 

30-249 

0 


8403130124 

30-410 

V 




8403300139 

50-243 

R 


8403130340 

30-220 

p 




8403300144 

50-213 

Q 


CORPORATE SOURCE INDEX 


667 


AUTHOR 

AFFILIATION 


Northeast Utilities 


Northeast Utilities Service 
Northeast Utilities) 


Northern State* Power Co 


Co (subs 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

8403010219 

50-336 

8 

8403010235 

50-336 

P 

8403020133 

50-336 

R 

8403030001 

50-423 

D 

0403030103 

50-213 

P 

8403050103 

50-213 

P 

0403070273 

30-423 

C 

8403070299 

50-423 

A 

8403070336* 

50-423 

0 

8403090237 

50-336 

P 

B4030 90272 

50-336 

P 

8403120133 

50-245 

R 

8403130027 

50-213 

P 

8403130213 

50-423 

S 

0403130277 

TOPREP 


8403130360 

50-423 

C 

0403130367* 

50-423 

c 

0403130376* 

30-423 

c 

0403140101 

50-423 

K 

0403140131 

TOPREP 


8403160292 

50-423 

E 

84031 90048 

30-243 

P 

8403200149 

30-423 

A 

6403210011 

30-423 

G 

8403210161 

30-423 

8 

8403220140 

30-423 

F 

8403230022 

50-213 

R 

8403230029 

30-243 

F 

8403230033 

30-423 

O 

8403260143 

30-213 

F 

B403260143 

50-213 

F 

8403260145 

30-336 

P 

8403260146 

30-213 

F 

8403260146 

30-213 

F 

8403260149 

30-423 

E 

8403260151* 

50-213 

F 

8403260181 

30-423 

A 

8403260195 

30-243 

F 

8403260200 

30-213 

P 

8403270000 

30-213 

F 

8403270008 

30-213 

F 

8403270081 

30-336 

P 

8403290112 

30-423 

A 

8403290230 

30-336 

P 

8403300080 

30-336 

R 

8403300092* 

30-245 

Q 

8403300092* 

30-243 

8 

8403300135 

30-245 

R 

8403300144 

30-213 

Q 

1 8403130360 

30-423 

C 


0403190280 

PR 


6403010018 

FOIA 


8403010316 

50-263 

8 

84030201 97 

50-263 

R 

8403060203 

30-263 

F 

8403060423 

50-282 

P 

0403060423 

50-282 

P 

8403090207 

50-282 

F 

8403090270 

50-282 

F 

8403120033 

50-263 

8 

8403120088 

50-263 

9 

8403130079 

50-263 

R 

8403130087* 

50-263 

R 

8403130096* 

50-263 

R 

8403130103* 

50-263 

R 

8403130243 

50-282 

R 

B4031 30230* 

50-282 

R 

8403130258* 

50-282 

R 

B4031 30270* 

30-282 

R 

8403130270* 

50-282 

R 

8403130278* 

50-282 

R 

8403130363 

30-263 

S 

84031 90064 

30-263 

0 

8403190200 

50-202 

a 

8403190388 

50-2B2 

a 

8403190388 

50-282 

0 

8403190397 

50-202 

p 

6403200253 

50-263 

9 

6403220003 

50-263 

8 

8403230031 

50-282 

P 

8403270049 

50-263 

P 

8403270170 

50-282 

a 

8403270181* 

30-202 

0 

0403290113 

50-263 

i 


AUTHOR ACCESSION SUBJECT 


AFFILIATION 

NUMBER 

CATEGORY 


8403290119 

50-263 

I 


8403390119 

50-263 

I 


8403290119 

50-263 

J 


640330 OOB7 

50-263 

R 


8403300095 

30-282 

R 


8403300095 

50-2B2 

n 


B4033001 30 

50-202 

F 


8403300130 

50-282 

F 

Northwestern Unlv * Evanston* 1L 

8403050237* 

CONTRACT 


Norton* Durka* Berry 8* French 

8403070044 

50-273 

0 


8403120006 

50-275 

G 

NucleDyne Engineering Carp 

0403090314 

TOPREP 



040309031 5* 

TOPREP 



8403090316* 

TOPREP 



040309031 B* 

TOPREP 



B403090319* 

TOPREP 



0403090321* 

TOPREP 



8403090322* 

TOPREP 



B403090323* 

TOPREP 



B4Q3090P24* 

TOPREP 



9403090325* 

TOPREP 



8403090327* 

TOPREP 



□403090328* 

TOPREP 



8403090330* 

TOPREP 



8403300237* 

TOPREP 


Nuclear Awareness Network 

8403090053 

30-482 

0 


B4031 40061 

30-482 

0 

Nuclear Energy Liability Insurance 

B403140047 

30-338 

J 

Association 





84031400 54 

50-280 

J 


8403140039 

30-280 

J 


0403140067 

50-2 BO 

J 

Nuclear Information It Resource Service 

Q4032B021 1 

30-482 

0 

Nuclear Law Center 

8403200021 

30-142 

G 

Nuclear Medicine Associates) Inc 

0403080154* 

FOIA 


Nuclear Metals> Inc 

8403030144* 

40-672 



8403030150* 

40-672 



8403220092* 

40-672 


Nuclear Pharmacy* Inc 

8403030055 

FOIA 


Nuclear Services Carp 

8312290107* 

30-275 

E 

Nuclear Utility Task Action Committee 

8403070252* 

50-321 

P 

Nurnbarger Radiation Protection Service 

0403130378 

PR 


Nutec, Inc 

9403290052* 

FOIA 


O'Neill, J 

9403260360 

50-1 35 

G 

Oak Ridge National Laboratory 

8403010102* 

FOIA 



9403070392 

NUREG 



9403120205 

RE8 



8403150205 

40-878 1 



8403130219 

NUREG 



3403130230 

40-1341 



8403150237 

40-1341 



B403190444 

NUREG 



8403200358 

NUREG 



0403230057 

NUREG 



04O326O286 

NUREG 



8403300306 

NUREG 



8403300317 

NUREG 



8403300318 

NUREG 



8403300325 

NUREG 


Office of Management & Budget 

8403020380 

ORB 



8403020301 

ORG 



8403020333 

ORG 



8403020305 

ORG 



9403020387 

ORG 



8403020388 

ORG 



84030604 SB 

ORG 



8403060460 

ORG 



3403060463 

ORG 



8403230079 

ORO 



84032 30 080 

ORG 



8403260039 

ORG 


Ohio Citliene for Responsible Energy 

8403010083 

FOIA 



8403070213 

30-440 

A 


8403280076 

FOIA 


Ohio, State of 

8402130360* 

30-338 

U 

Oklahoma* Unlv of* Norman* OK 

8403130327 

PR 


□ionite Co 

8403060187 

QA999 



8403270087 

GA999 


Omaha Public Power District 

84021701 56 

30-285 

P 


8402170166* 

30-283 

P 


8402170176* 

30-283 

P 


8402210357* 

50-295 

0 


8403010312 

50-285 

P 


8403050097 

30-205 

F 


8403030124 

30-2BS 

a 



568 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Online Computer Systems. Inc 

Oregon* State of 

Qrrick. Herrington t ButcliPPe 

Usage County* HO 
Osuie-g o* NY 

Pacific All Products Co 
Pacific Gas t< Electric Co 


ACCESSION 

NUMBER 

SUBJECT 
CATES OR V 

04030501 33 

50-803 

R 

0403060376 

90-205 

P 

6403090234 

30-205 

F 

0403130062 

30-205 

F 

0403120103 

30-205 

P 

0403120192* 

30-205 

P 

64031 2019 5* 

30-205 

P 

6403130300 

30-205 

0 

6403130496 

50-205 

P 

6403190061* 

30-205 

0 

6403190194 

50-205 

F 

0403190381 * 

30-205 

a 

6403200176 

3Q-2B5 

R 

6403270249 

S0-2B5 

a 

8403270233* 

90-2B5 

0 

64032B0165 

50-205 

F 

6403200193 

50-205 

F 

6403010334* 

CONTRACT 


8403090199 

PR 


8403090126 

50-445 

G 

6403070090 

50-4B3 

F 

6403220327* 

CONTRACT 


6403140122 

90-220 

S 

6403020004 

50-275 

R 

6403020006 

50-133 

R 

6403060176 

50-133 

J 

6403070044 

50-275 

G 

6403070044 

50-275 

G 

6403070079 

50-275 

P 

6403070079* 

50-275 

P 

6403070003* 

50-275 

P 

64030702B4 

50-273 

P 

6403070200* 

50-275 

P 

8403070292+ 

50-275 

P 

8403070393 

50-275 

F 

64030B02B1+ 

50-275 

E 

0403000413 

50-275 

P 

6403QB0414* 

50-275 

P 

6403OBO419* 

50-275 

P 

6403090172 

50-275 

F 

8403120006 

50-275 

G 

6403120006 

50-273 

0 

8403120010* 

50-273 

0 

8403120010+ 

50-279 

G 

6403120012* 

50-275 

Q 

8403120012+ 

50-275 

G 

6403120 0 1 B * 

50-275 

G 

6403120010* 

50-273 

e 

8403120022+ 

50-273 

G 

8403120022+ 

50-273 

G 

8403120029* 

50-275 

0 

8403120029* 

50-273 

G 

8403120129 

50-273 

P 

0403140133 

PR 


84031 S0006 

50-273 

G 

040315001 1 

90-275 

P 

0403150013 

30-277 

P 

8403150023 

30-275 

0 

0403150040 

50-323 

S 

0403150002 

50-275 

Q 

0403190147 

30-275 

E 

0403300218 

50-273 

P 

8403200220* 

30-273 

P 

0403220033 

50-273 

P 

8403220066 

50-275 

S 

0403220172 

30-275 

E 

0403230139 

50-273 

R 

0403230 1 4 1 * 

30-275 

R 

8403230191 

30-275 

S 

0403260176 

50-275 

P 

0403260176 

50-275 

P 

0403270004 

30-133 

0 

8403270004 

30-133 

G 

6403270004 

30-133 

a 

8403270004 

30-133 

Q 

0403270037 

30-133 

0 

0403270053 

30-279 

p 

□403270037* 

30-275 

p 

0403270063 

30-275 

0 

0403270209 

30-133 

F 

8403270203 

50-133 

F 

8403270205 

30-133 

F 

8403270203 

30-133 

F 

8403280001 

50-273 

F 

0403260033 

50-273 

J 


AUTHOR 

AFFILIATION 


Pacific Radiation Corp 
Pacific Sc i «n tl f ic 

Palmetto Alliance 


Parameter* Inc 

Parkans International. Inc 
Pathfinder Mines Corp 
Pennsylvania Power & Light Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

0403280091 

50-133 

1 

0403200114 

50-279 

F 

8403300073 

90-133 

H 

0403300070 

90-275 

E 

S4033001 4 1 

90-279 

R 

0403300140 

50-279 

E 

0403130327 

PR 


0403010073 

QA999 


0403130330* 

QA999 


0403070033 

50-413 

0 

0403070033 

50-413 

e 

0403070037* 

50-413 

a 

0403070037* 

50-413 

0 

0403090112 

50-413 

0 

0403090112 

50-413 

0 

B40309QI 13* 

50-413 

e 

0403090115* 

50-413 

0 

0403220233 

50-413 

0 

0403290379 

50-413 

0 

B4032903B2 

50-413 

e 

8403290302 

50-413 

0 

8403290300 

50-413 

G 

84032903B8 

90-413 

Q 

S4030B0193* 

90-275 

a 

B4030S0197* 

90-275 

a 

0403020112 

XPORTLIC 


0403020115* 

XPORTLIC 


0403120251 

40-2259 


0403150342 

40-2259 


0403010294 

5O-3B0 

E 

8403020036 

50-337 

R 

0403020233 

50-387 

0 

8403020319 

90-387 

B 

0403020329 

50-307 

P 

0403020329 

50-3B7 

P 

8403090090 

50-387 

F 

0403030090 

50-387 

F 

0403030100 

50-307 

P 

0403030108 

50-3B7 

P 

84030301 16 

50-337 

P 

8403030122* 

90-387 

P 

0403060100 

90-337 

8 

8403060175 

00-307 

<3 

0403060175 

30-337 

0 

8403060233 

50-337 

8 

0403060437 

90-337 

0 

0403060437 

90-337 

J 

0403070350 

50-313 

F 

8403070209 

50-387 

P 

8403090232 

50-387 

0 

0403090239* 

90-307 

8 

8403090239* 

50-307 

B 

0403120026 

90-300 

A 

8403120127 

TOP REP 


8403130020 

50-337 

F 

0403130099 

90-307 

R 

0403130111 

50-337 

P 

0403130190 

50-308 

V 

0403140011 

90-307 

0 

0403140018 

90-307 

0 

8403190070 

90-307 

P 

8403190070 

90-307 

P 

84031 50126 

90-307 

F 

8403190126 

90-307 

F 

8403160199 

50-307 

B 

8403190232 

50-387 

F 

8403190242 

90-307 

F 

8403190242 

90-337 

F 

B403190366* 

90-307 

a 

8403190346* 

50-307 

a 

0403190399 

90-387 

p 

B403190399 

90-387 

p 

8403190405 

PR 


8403200006 

9O-3B0 

A 

0403200071 

50-308 

E 

0403200093 

50-307 

P 

8403200093 

90-387 

P 

8403200103 

50-387 

F 

8403200103 

90-3B7 

F 

8403200290 

50-387 

F 

0403200292 

90-387 

F 

8403210072 

50-387 

K 

0403210072 

90-337 

K 

0403210001* 

90-387 

K 

B4032100B1* 

90-387 

K 
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AUTHOR 

AFFILIATION 

accession 

number 

SUBJECT 

CATEODRV 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMOER 

SUBJECT 

CATEOORY 


84032 10090* 

30-307 

K 


0403120173 

30-270 



0403210090# 

30-387 

K 


0403130064 

30-332 

i 


0403210112 

30-387 

R 


0403130133 

30-279 

£ 


0403210123 

30-388 

S 


0403130005 

30-277 

P 


0403210143 

30-388 

8 


04031 30024 

30-392 

Q 


8403220040 

30-3B8 

A 


0403150024 

30-332 

G 


0403220041* 

30-307 

0 


0403130036 

30-332 

C 


8403220069 

30-307 

0 


0403 130036 

30-332 

C 


0403220069 

30-307 

0 


0403130137 

30-277 

F 


0403220102 

30-397 

p 


0403150137 

30-277 

P 


84032201 OB 

30-307 

p 


0403150140# 

30-277 

P 


8403220133* 

30-307 

o 


0403130140# 

30-277 

P 


0403220133# 

30-307 

0 


0403130143# 

30-277 

P 


8403220137 

30-397 

p 


0403130143* 

30-277 

P 


8403230093 

30-300 

a 


0403160010 

30-332 

0 


B4032603B6 

30-307 

9 


0403160010 

30-332 

G 


8403260303 

30-308 

A 


9403160167* 

30-3 32 

C 


0403270193 

30-307 

I 


0403160167* 

30-332 

G 


8403300069* 

30-387 

Q 


0403160192 

30-332 

A 


8403300069* 

30-307 

0 


0403160192 

30-3 52 

A 


B403300147 

30-3B7 

R 


0403190197 

30-332 

A 

Pennsylvania State UnlV < University 

8403010090* 

CONTRACT 



0403190197 

90-332 

A 

Park. PA 





0403 1 9019B 

30-277 

R 

F iitneylva.il i a. Commonwealth of, 

B4030600B3 

30-320 

H 


0403200019 

90-277 

8 


8403120001 

30-332 

0 


8403200060 

30-332 

0 


8403190346 

30-387 

F 










8403200060 

30-332 

0 


0403200015 

30-332 

0 


8403200090 

90-332 

0 


8403300122 

30-332 

0 


0403200090 

90-332 

0 

Ferry. OH 

8403220219* 

CONTRACT 



0403200144 

90-332 

0 

Philadelphia Electric Co 

8401240207 

30-332 

A 


8403200144 

90-332 

0 


8401240211* 

30-332 

A 










8403210028 

90-332 

F 


8403010144 

30-332 

E 


0403210029 

30-332 

F 


B40301 0144 

30-332 

E 


8403210043 

90-277 

P 


8403010221 

30-463 

0 


8403210043 

30-277 

P 


8403010221 

30-463 

0 


0403210033# 

90-277 

P 


8403010229# 

30-463 

Q 










B403210033# 

90-277 

P 


8403010229* 

50-463 

0 


8403210063# 

30-277 

P 


8403010336 

30-277 

3 


0403210063* 

50-277 

P 


0403020104 

30-352 

A 


0403210092 

50-352 

G 


8403020104 

30-332 

A 


0403210092 

50-392 

0 


8403020103* 

30-332 

S 










0403210 1 03 

30-392 

G 


8403020103* 

50-352 

a 


0403210103 

90-392 

0 


8403020123 

30-332 

0 


0403230012 

90-171 

R 


8403020123 

30-332 

0 


0403260054 

90-277 

J 


8403020129 

30-352 

T 


0403260034 

90-277 

J 


8403020129 

30-332 

T 










0403260349 

90-332 

E 


8403020136# 

30-332 

T 


B403260249 

50-392 

E 


8403020136* 

30-332 

T 


B403260333 

90-393 

G 


8403020163 

30-332 

Q 


0403260333 

90-392 

0 


S403020163 

30-352 

0 


0403260349 

90-352 

G 


8403020287 

30-332 

A 










64032700 1 2 

50-3S2 

G 


8403020237 

30-352 

A 


840327001 2 

90-392 

G 


8403020266* 

SO- 332 

A 


04O3H7OO17 

90-352 

G 


B403020266* 

30-332 

A 


8403270017 

30-392 

0 


8403020270* 

30-332 

C 


0403270042 

30-332 

T 


8403020270* 

30-332 

C 










0403270042 

30-332 

T 


8403020273* 

30-332 

K 


0403270040# 

30-392 

T 


8403020273* 

30-332 

K 


0403270048# 

90-392 

T 


8403030117 

30-277 

R 


0403270060 

50-352 

G 


0403030161 

30-332 

E 


0403270064 

90-277 

P 


B4O30301 61 

30-332 

E 










8403270064 

30-277 

P 


8403030163* 

30-332 

e 


0403270067# 

50-277 

P 


6403060081 

30-332 

0 


8403270067# 

30-277 

P 


8403060081 

30-332 

0 


0403270071 

30-332 

G 


8403060248 

30-332 

0 


8403270104 

50-277 

F 


84 030 6024 B 

30-332 

0 










8403270172 

30-392 

A 


8403070142 

30-332 

0 


B40327O230 

90-277 

Q 


8403070142 

30-332 

G 


0403200333 

90-392 

G 


8403070236 

30-332 

G 


8403200353 

90-392 

G 


8403070236 

30-332 

O 


0403290304 

90-392 

G 


8403070238# 

30-332 

G 










04O329O3B4 

50-392 

0 


B40307023B* 

30-332 

O 


6403300014# 

90-392 

7 


8403070281* 

30-332 

0 


0403300127 

90-392 

Q 


8403070361 

30-332 

F 


B403300127 

90-392 

a 


8403070361 

30-332 

F 


0403300129 

30-352 

G 


8403090033 

30-332 

G 










0403300120 

30-392 

6 


8403090033 

30-332 

Q 


8403300129 

90-392 

0 


B4O30900B1 

30-277 

0 


8403300129 

90-352 

0 


8403090069* 

30-277 

0 


8403300271 

30-332 

Q 


8403090131 

30-277 

a 


8403300371 

30-392 

G 


6403090283 

30-277 

F 










B4O33O0274* 

30-352 

G 


6403090290 

30-352 

F 


0403300274* 

30-332 

0 


8403090290 

30-332 

F 

Philadelphia. PA 

6403010271 

30-332 

G 


8403120019 

50-276 

8 


3403010271 

50-352 

G 


8403120083 

30-277 

s 


8403010273# 

30-332 

0 
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CORPORATE SOURCE JNDEX 


AUTHOR 

AFFILIATION 


Phi lbrlc k, S S 
Photocraft Custom Lab. Inc 

Pittsburgh. Unlv of* Pittsburgh. PA 

Plateau Resources, Ltd 


Plymouth* MA 

Porter Consultants. Jnc 

Portland General Electric Co 


Posl-Beai Valves International 

Pooler Authority of the State of Mem York 


Prair 1 e A1 1 i ante 
Project Management Corp 


Public Service Co of Colorado 


ACCESSION SUBJECT 

NUMBER CATEQORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOOnY 


8403010273* 

8403060129 

8403190007 

8403160053 

8403130193* 


50-352 0 
30-353 0 
30-332 C 
ACRS 

CONTRACT 


G4030501 13 
8403060309 
6403 1301 77 
B403 130396 
B403130433 


50-267 0 
30-267 P 
30-267 P 
50-267 R 
50-267 F 


8403160041 
84 03290238 
84031302(3 
8403150249 
B40322O1B3 


50-320 P 
PRH 

40-8698 

40-8690 

40-0698 


9403160229 

B403I60H33* 

8403160303 

8403160326 

B403190344 


50-267 P 
50-267 P 
50-267 Q 
50-267 0 
50-267 fi 


8403220 1B7* 
B403220191 
B4 03220 262* 
G403230Q4B 
B403010173* 


40-8698 
40-0674 
CONTRACT 
50-322 T 
50-344 P 


B403190350 
□403190357* 
84031903 59* 
B403220063 
840322013B 


50-267 P 
50-267 P 
50-267 P 
50-267 8 

50-267 F 


B403010355 
B403020050 
B403060382 
B4 0306 0384 
8403140137 


50-344 B 
30-344 R 
50-344 P 
50-344 H 
PR 


Public Service Co of New Hampshire 


B4O327O109 

8403270191* 

S403270192 

8403270194* 

8403070042 


50-267 P 
50-267 P 
50-267 I 
50-267 P 
30-443 4 


B403190325 
B4 031 9 0378 
B403200141 
B403200197 
B 4 03220247 


50-344 P 
30-344 F 
30-344 G 
90-344 J 
30-344 O 


B403070042 

B4030B0142 

B4030B0142 

8403090093 

8403090093 


50-443 0 
50-443 0 
50-443 C 
30-443 0 
50-443 0 


8403260216 
B 4 03280022 
8403280041 
6403300106 
8403300168 


50-344 S 
30-344 J 
50-34q J 
50-344 Ft 
50-344 P 


B4030901 24 
B403090124 
0403130468 
0403150000 
0403150100 


90-443 0 
50-443 0 
50-443 t 
50-443 A 
50-443 & 


B4 0330 0272 
8403060304* 
B40I200078 
B4 030 10241 
B4030103&5 


50-344 0 
30-324 P 
50-286 V 
50-333 S 
30-333 S 


8403160236 
B403160236 
9403 160263* 
0403210099 
0403210099 


30-443 F 
30-443 F 
50-443 F 
30-443 A 
50-443 A 


8403010413 
8403010420 
8403020327 
B 403020 3 51 
84 03060 193 


50-333 R 
30-333 Ft 
50-333 F 
50-333 P 
50-333 S 


0403210101* 

8403210142 

04O322OOOS 

0403220150 

0403220150 


50-443 A 
30-443 A 
30-443 3 
50-443 9 
30-443 3 


8403090023 
84030902(1 
B 403090267 
8403120024 
8403120132 


50-333 S 
30-286 F 
30-286 P 
50-833 P 
50-286 8 


0403220164 

0403220164 

0403230061 

0403230100 

0403230100 


30-443 S 
30-443 9 
30-443 A 
30-443 9 
90-443 0 


8403130137 

50-333 

Ft 

B40313OT62 

50- 

-286 

F 

8403130256 

5G-2S6 

R 

8403130350 

so- 

-333 

R 

8403130412* 

50-286 

R 

8403130466 

50-333 

a 

8403140133 

PR 



8403130047 

50-286 

s 

8403150050 

50- 

-236 

s 

8403160009 

50- 

-236 

p 

640316001 7* 

50-286 

p 

8403160021* 

50-286 

p 

8403190263* 

SO- 

-286 

G 

B403200094 

50-333 

P 

8403200096* 

50-333 

P 

8403200231 

50-333 

S 

8403210049 

30-286 

s 

8403210113 

50-286 

R 

8403220081* 

50- 

-333 

Q 

8403260091 

30- 

-206 

S 

0403260171 

30- 

-333 

P 

8403260257 

50-206 

s 

8403270193 

50- 

-333 

F 

8403290100 

50-286 

P 

8403290152 

30- 

-206 

P 

0403290246 

50-333 

S 

8403300159 

30- 

-286 

R 

8403300175 

30-286 

0 

0403070123* 

50- 

-461 

0 

B403O2O1OO 

30- 

-537 

a 

B4O3060082 

50- 

-537 

Q 

B4O30900 86 

50-537 

G 

0403010 1 Ol 

50- 

-267 

p 

0403010107 

50- 

-267 

G 

8403010116 

50-26/ 

3 

0403010110 

50- 

-267 

R 

0403010134 

50-267 

8 

04D3O1O155* 

50- 

-267 

S 

84030(0167* 

50-267 

s 

8403010304 

50-267 

0 


8403270121 

0403270121 

0403300269 

Public 0ei vice Electric N Oas Co of New 8402100196 
Jersey 

8403060312 


30-443 A 
30-443 A 
50-443 0 
50-272 0 

50-272 V 


0403060312 

0403070260 

8403070260 

0403070261* 

0403070261* 


50-272 V 
50-272 R 
50-272 R 
50-272 « 
50-272 R 


8403070305 
0403070305 
84030B001 3 
0403080246 
B4030B0252 


50-272 R 
50-272 « 
50-272 B 
50-272 S 
50-272 S 


0403090049 

0403090000 

0403090000 

0403090000 

0403090000 

8403130014* 
8403130017 
84031301 OB 
0403130372* 
8403130384 


50-272 P 
30-272 0 
30-272 0 
30-272 0 
30-272 0 

30-334 0 
30-272 P 
50-311 P 
50-334 8 
30-311 8 


8403140007 

0403140113 

0403140117* 

8403140117* 

8403140117* 

0403150020 

8403190022* 

8403150100 

0403200102 

8403210036 


30-334 A 
30-334 A 
30-334 A 
30-354 A 
30-334 A 

30-334 9 
30-334 8 
30-354 B 
30-354 9 
50-354 A 


0403210118 

8403220036 

0403220036 

0403220039 


30-334 B 
30-272 0 

30-272 8 

30-311 S 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8403230142 

30-311 

R 


B4 03060387 

30-312 

F 


8403220191 

30-311 

S 


8403060432 

30-312 

9 


8403220174 

30-272 

Fl 


8403060467 

90-312 

s 


8403230041 

30-394 

c 


84031301 12 

30-312 

s 


8403270099 

30-311 

S 


3403130129 

30-312 

p 


8403270244 

30-272 

8 


8403190279 

50-312 

Q 


B403290277 

PR 



0403200001 

30-312 

P 


8403290281 

30-272 

P 


0403200045 

30-312 

R 


8403290281 

30-272 

P 


84032001 B4 

50-312 

9 


8403290302 

50-334 

A 


8403230036 

30-312 

U 


04O33DOOB5 

30-272 

p 


8403260124 

50-312 

j 


B4033000B3 

30-272 

P 


B4 032602 13 

30-312 

p 


8403300121 

30-394 

0 

Sacramento, CA 

84032801 B7* 

CONTRACT 



0403300 177* 

50-272 

0 

Salem, NJ 

8403260307* 

CONTRACT 



8403300 183** 

30-272 

0 

San Diego Oat 6 Electric Co 

B4 03 160063 

30-206 

H 


8403300184* 

30-311 

G 

Ban Lula Obispo Mothers Far Peace 

8403060303* 

30-273 

G 


8403300190* 

50-311 

a 


8403130010 

90-279 

0 


8403300270 

50-334 

0 


B4 032001 33 

30-275 

0 

Pull nan, Inc 

8403270135 

MIBC 



8403260364 

30-279 

0 

Quergtsch, Inc 

8403280314 

ACRE 


Sandte Laboratories 

B4 03010076* 

FOI A 



8403200341 

ACRB 



8403080029* 

FOI A 


Rtdlditlpn Technology^ Inc 

8403000040* 

FOI A 



8403260333* 

WASTE MOT 


8403000044* 

FOI A 



8403300342 

NUR EG 



8403000033* 

FOI A 


Sandvik Special Metals Corp 

8403290327 

XPORTLIC 



8403000044* 

FOI A 


Sangamo Weston, Inc 

8403090180 

PRM 



8403000074* 

FOI A 


Sargent t< 1 undy, Inc 

8403190270* 

30-434 

0 


8403000078* 

FO! A 


Schiff. Hardin & Waite 

84 03070120 

30-461 

Q 


B4O3O0OOB4* 

FOI A 


Schirmer Engineering Corp 

84031401 BO* 

30-373 

F 


8403080089* 

FOI A 



B4 03140103* 

30-373 

F 


6403000111* 

FOI A 



B4O314O104* 

50-373 

F 


B4O3O0O1 34* 

FOI A 


Science Applications, Inc 

8209030161* 

3Q-2B0 

0 


B4O3O0O137* 

FOI A 



B4 03010027* 

CONTRACT 



0403080130* 

FOI A 



8403010041 » 

FOI A 



0403080143* 

FOI A 



B4 03010102* 

FOI A 



8403080147* 

FOI A 



B403030032» 

70-697 



8403080140* 

FOI A 



8403030035* 

30-286 

P 


B4030Q01 72* 

FO! A 



8403080006* 

FOI A 



8403080183* 

FOI A 



8403080008* 

FOI A 


Riimdfler P-olgt#chnic Institute, Trog, 

8403060204 

30-223 

F 


8403080010* 

FQ I A 


NY 





8403080012* 

FO I A 



8403190437 

NUREG 











8403080017 » 

FOI A 



B403200229 

50-225 

R 


8403080019* 

FOI A 



8403260136 

30-223 

R 


8 403080025* 

FOI A 


Reoter-Btoka *. inc 

8403060369 

XPORTLIC 



8403080268* 

50-298 

F 


8403060373* 

XPORTLre 



8403080273* 

30-298 

F 


8403220328 

XPORTLIC 











8403080306* 

50-29B 

F 

Rici Algam, Ltd 

B40315020B 

40-8084 



8403260341* 

CONTRACT 



8403150274 

40-0004 


Soacnast Anti-Pollution League 

040301 0383 

FOI A 


R-abort Show Controls Co 

8403270222 

QA999 



8402220288 

50-209 

u 

Rochester Go s {, Electric Corp 

8403020202 

30-244 

R 


8402220303* 

30-289 

U 


B403060I 15 

50-244 

P 










8403 150341* 

30-072 

U 


8403060126* 

30-244 

P 


8403190060* 

30-320 

H 


8403130132 

30-244 

R 


8403200200* 

30-289 

0 


B40326O198 

50-244 

P 


840320021 1* 

30-289 

0 


8403260243 

30-244 

F 


8403280136* 

50-230 

M 


8403270130 

50-244 

D 









Senate, Energy 6 Natural Resources 

8012160331* 

30-397 

U 


0403270132 

50-244 

0 


6402130392* 

50-338 

CJ 


8403280069 

50-244 

p 

Sequoyah Fuels Corp 

8403010071 

40-8760 



B403290183 

50-244 

p 

Shaw, Pittman, Potts !< Trowbridge 

0403010009 

50-289 

0 


8403300081 

50-244 

R 


8403010107 

30-382 

0 


8403300191* 

30-244 

D 










8403010263 

50-400 

G 

Rochester! NY 

8403260370* 

CONTRACT 



8403020106 

30-440 

0 

RDCttistes Co 

8403010122 

QA999 



8403020106 

30-440 

G 


8403060262 

0A999 



8403020182 

30-400 

G 

Rockland Countg, NY 

0403010170 

30-247 

H 


8403020182 

50-400 

Q 

Rockwell International Carp 

8403130313 

WABTE MOT 










8403020188* 

30-400 

G 


B403260347* 

WASTE MOT 


04030 20188* 

30-400 

0 


840330 024B 

WABTE MOT 


84030 600S4 

30-289 

0 

Ropes G Cray 

8403070042 

30-443 

0 


8403060090 

30-424 

(1 


8403080142 

50-443 

0 


0403060237 

30-440 

0 


8403080142 

30-443 

0 










B40306027 5 

30-440 

0 


8403090093 

30-443 

0 


8403060273 

30-440 

G 


0403090093 

50-443 

0 


8403060461 

FQIA 



8403090124 

30-443 

0 


8403060464 

FOIA 



8403090124 

50-443 

0 


8403070025 

30-2B9 

G 


8403130080 

30-443 

A 










B403070134 

30-400 

0 


8403210101* 

50-443 

A 


8403070134 

30-400 

0 


8403230180 

50-443 

0 


B40307019 i 

30-445 

0 


8403300269 

90-443 

0 


0403070223 

30-400 

0 

BRI International 

8403010078* 

contract 



8403070223 

50-400 

0 

Sacramento Municipal Utilitg Dlatrlct 

8403010388 

30-312 

P 










0403080103 

30-289 

G 


B403020330 

30-312 

P 


3403080140 

50-440 

M 


8403030007 

50-312 

P 


8403 i 300 I 0 

50-440 

0 


8403030008* 

30-312 

P 


8403130139 

50-440 

0 


8403060141 

30-312 

J 


[34 03 1 30 1 39 

50-440 

0 
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AUTHOR 

AFFII JATJQN 
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ACCESSION SUBJECT AUTHOR 
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ACCESSION 
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CATEGORY 


8403130136 

50-400 

0 



8403030003 

50-36J 

8 


04031301 96 

50-400 

0 



8403050140 

50-206 

8 


8403 1 3040-3 

SD-440 

0 



8403030143* 

30-206 

8 


0403130403 

50-440 

0 



8403060194 

30-206 

e 


84031 30443 

50-287 

0 



0403060363 

30-206 

X 


0403 1304 47 

50-400 

o 



0403060363 

30-206 

X 


0403130447 

50-400 

c 



0403060363 

30-206 

X 


B4Q3130437# 

50-400 

0 



0403060378 

30—36 I 

8 


04031 30439a 

50-400 

e 



0403060393 

30-206 

J 


8403150001 

50-440 

G 



0403060373 

30-206 

J 


84031 5000? 

50-440 

G 



0403060373 

50-206 

J 


84031 90007 

30-440 

0 



B403060397 

50-206 

a 


0403160018 

50-400 

0 



8403060403 

50-361 

a 


0403170035 

50-402 

0 



8403060424 

90-361 

p 


0403500030 

50-400 

0 



8403060424 

50-361 

p 


B403200033 

50-209 

Q 



8403060427* 

50-361 

p 


8403200066 

50-289 

G 



8403060427* 

30-361 

p 


8403200120 

50-269 

G 



8403060438 

90-206 

R 


0403200135 

50-400 

e 



0403060430 

90-206 

R 


8403210175 

50-209 

0 



0403070254 

90-206 

P 


6403210107 

50-289 

Q 



8403090127 

30-361 

a 


B4032 10173 

50-209 

0 



0403090127 

50-361 

0 


6403220261 

50-400 

0 



8403070177 

50-361 

p 


6403260325 

50-402 

G 



8403090177 

30-361 

p 


8403260327 

50-400 

0 



0403090227* 

50-361 

p 


0403260327 

50-400 

G 



8403090230* 

50-361 

p 


04O326O32B 

50-400 

0 



8403090233* 

30-361 

p 


B40326032B 

50-400 

0 



0403070238* 

50-361 

p 


B403260345 

50-299 

G 



8403120064 

50-361 

a 


8403260348 

50-400 

0 



0403130134 

50-361 

p 


0403260340 

50-400 

G 



B4031 50031 

50-206 

F 


0403260354* 

50-400 

0 



8403150033 

50-361 

a 


B-4 03260334# 

50-400 

G 



0403130037 

50-361 

8 


8403270327 

50-400 

G 



8403150074 

50-361 

s 


0403270305 

40-2061 




B4031 60251 

50-206 

p 


0403290386 

50-28? 

G 



B403170345 

50-361 

p 

Shorcharai NY 

0403270204* 

CONTRACT 




0403170345 

50-361 

p 

8 1 rmans-AI 1 1 s i Inc 

840330007? 

PTE t 




8403200033 

90-361 

R 

Bierra Club 

0403120030 

50-206 

H 



8403200033 

50-361 

R 


0403170 J 20 

30-537 

0 



8403200057# 

90-361 

R 

Sigma Chemical Co 

8403020420 

XPDHTHC 




8403200057# 

30-361 

R 


84031 SOI 53 

XPORTLIC 




8403200074# 

30-361 

R 

Silver Kind Mir>es» Inc 

8403200370 

40-8602 




B403200074* 

30-361 

R 

Boutti Carolina Electric !< Gnr. Co 

0403020037 

50-375 

R 



8403200077# 

30-361 

R 


0403020277 

50-375 

P 



B403200GB2# 

30-361 

R 


9403060128 

50-395 

P 



8403200086* 

30-361 

R 


B403060130* 

50-395 

P 



0403200088# 

30-361 

R 


8403060242 

50-395 

S 



8403200071# 

30-361 

R 


0403060351 

50-395 

S 



8403200077 

30-206 

F 


0403070040 

50-395 

o 



8403200077 

30-206 

F 


8403070129# 

50-395 

0 



8403200077 

30-206 

F 


8403070337 

50-395 

s 



8403200175 

30-362 

8 


0403090153 

50-395 

s 



8403200174 

30-361 

B 


8403070052 

50-395 

8 



840321000? 

PR 



840307024? 

50-395 

a 



8403210069 

30-206 

B 


8403070271 

30-395 

p 



8403220010 

30-206 

F 


8403130260 

50-393 

a 



84032200 IB 

30-206 

F 


8403130371 

50-393 

0 



8403220018 

50-206 

F 


8403130397 

50-395 

F 



8403220024* 

30-206 

F 


8403150042 

50-395 

0 



8403220027# 

30-206 

F 


B4032701B3 

50-395 

P 



8403220027# 

30-206 

F 


B4032701 00* 

50-393 

P 



8403220027* 

30-206 

F 


8403270223 

50-373 

P 



8403220121 

30-206 

P 


8403270223* 

30-393 

F 



8403220129# 

30-206 

P 


8403300145 

30-375 

fi 



B403230074 

30-361 

R 

South Cardinal State of 

B4 03020 339* 

WASTE MOT 



8403230118 

30-361 

0 


84030501 13* 

30-230 

R 



8403270164 

30-362 

R 

South Datotai State of 

B4 03130236 

PR 




8403270256 

30-206 

F 

Southern California Edison Co 

B4 02030330 

30-206 

F 



8403270256 

30-206 

F 


8402030330 

50-206 

F 



8403270236 

30-206 

F 


8402030330 

30-206 

F 



8403280002 

30-361 

0 


9402030344* 

30-206 

F 



8403280030 

30-206 

F 


0402030344* 

30-206 

F 



8403270122 

30-206 

F 


0402030344# 

50-206 

F 



84032701 B2 

30-206 

P 


8402230176 

50-133 

F 



8403290217 

30-361 

P 


0403030010 

30-361 

R 



0403290275 

30-206 

P 


0403020010 

50-361 

R 



8403300003 

50-206 

R 


0403020040 

30-361 

R 

Soyland Pow#r 

Cooserativei Inc. 

8403270102# 

30-461 

I 


0403020040 

50-361 

R 

Spiegel S< McDlarmitf 

8403290176 

S0-43B 

H 


9403020072 

50-361 

P 

Stamirisi B 


B40314011? 

30-32? 

0 


9403020092 

30-361 

P 



8403200139 

30-329 

0 


8403020078* 

50-361 

P 

Stan A, Huber 

Consultant*! Inc 

7906250470# 

FOIA 



8403020078* 

30-361 

P 

Standard Oil Co of Indiana (see alio 

840321000? 

PR 



8403020218 

50-206 

R 

AMOCO) 






8403020273 

50-206 

S 

Standardized Nuclear Unit Power Plant 

8402070302 

30-482 

A 





System 







CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


State. Dept oh Bureau of Oceans 
Environ tc Scientific Affairs 


Stone & Webster Engineering Corp 


Stone fc Webster. Inc 


Strelchi Lang. Weeks & Cardon 
Structural Mechanics Associates 


ACCESSION 
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ACCESSION 

SUBJrC 

NUMBER 
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AFFILIATION 

NUMBER 

CATEOO 

0403010213 

50-482 

a 


B40320Q152* 

50-423 

040 3Q1 021 3 

50-4B2 

0 

Suffolk County. NV 

8403010234 

50-322 

0403010213 

SO -482 

a 


S4020 10237 

50-322 

0403010270 

30-402 

F 


0403030244 

50-322 

0403010270 

50-482 

F 


8403060208 

50-322 

0403010270 

50-4B2 

F 


8403060254 

50-322 

0403010406 

50-482 

A 


8403060259* 

30-322 

0403060298 

30-402 

A 


S403060266* 

50-322 

0403130342 

30-482 

A 


8403060268 

50-322 

0403200030 

50-482 

E 


8403060270* 

30-322 

04032001 S7 

50-4B2 

K 


8403060279* 

50- 322 

0403200187 

50—402 

W 


8403060209* 

50-322 

0403200187 

50-482 

K 


8403060293* 

50-322 

0403200189a 

50-482 

K 


8403060301* 

50-322 

0403200233 

S0-4B2 

F 


8403060307# 

50-322 

0403200233 

50-482 

F 


8403060310* 

50-322 

0403200253 

50-482 

F 


8403060314* 

50- 322 

840328001 9 

50-482 

A 


8403060318* 

50-322 

040328001 9 

50-482 

A 


8403060319* 

50-322 

0403220019 

50-4B2 

A 


8403060322* 

50-322 

8403220026 

50-482 

A 


8403060339 

30-322 

8403220029 

50-4B2 

A 


0403130003 

30-32? 

8403220029 

50-482 

A 


8403130029 

30-322 

8403220029 

50-4B2 

A 


0403130146 

30-322 

8403220104 

50-482 

A 


0403130174 

50-322 

84032201 B4 

50-4B2 

A 


8403150026 

30-322 

8403220104 

30-48? 

A 


84 0320 01 28 

50-322 

8403 260202 

30-482 

A 


8403200131 

50-322 

B40 3260202 

50-482 

A 


8403200134* 

50-322 

8403260292 

50-4B2 

A 


0403200136* 

50-322 

8403290128 

50-482 

0 


8403200140* 

30-322 

8403200393 

XPORTLIC 



04032001 45* 

30-322 





8403200146* 

30-322 

8403200072 

XPORTLIC 



9403200151* 

50-322 

8403290404 

XPORTLIC 



04032001 55* 

30-32? 

84030101 13 

TOP REP 









84032001 59* 

50-322 

04030202906 

50-322 

E 


8403210186 

50-322 

B403 160096* 

50-412 

A 


0403220250 

50-322 

0403200182 

50-423 

A 


8403220288 

50-322 

0403270122* 

50-322 

n 


8403220292* 

50-322 

04032701 37* 

50-322 

8 








B403220297* 

50-322 

8403300035 

50-329 

B 


8403220302* 

50-322 

0403060407* 

50-329 

a 


8403220303* 

50-322 

040306041 1 

50-329 

s 


0403220310* 

50-322 

□40306041 3* 

50-329 

0 


0403220313* 

50-322 

0403060420* 

50-329 

0 








B4032B0346 

50-322 

8403060423* 

50-329 

0 


0403200357 

50-322 

0403060428* 

50-329 

a 


0403280338 

50-322 

8403060442* 

50-329 

a 


0403290248 

50-32? 

0403060444* 

50-329 

0 


8403290377 

50-322 

B4030604 45* 

50-329 

a 








8403290393 

30-322 

8403080192 

50-329 

8 


0403290390 

50-322 

8403080172 

50-329 

3 


0403300170 

30-322 

0403 080221 

50-329 

s 

Suffolk Nuclear Study Group 

0403080363 

30-322 

8403000221 

30-329 

8 

Sugai man t< Denuorth 

0403120411 

30-352 

04030802 30 

50-329 

0 







Sunflower Alliance 

0403270075 

50-440 

□4030B0250 

go -329 

8 

TDI (Tran&omerlca Delava 1. Inc 1 Owners. 

0403010207 

90-322 

0403130074 

50-329 

S 

Group 



0403130173 

50-329 

9 


84 030 1 02 IS 

30-206 

8403130173 

50-329 

9 


8403140095* 

50-322 

0403130184 

50-329 

9 


8403150133 

30-206 

8403130164 

50-329 

9 


9403190395* 

50-322 

8403130195 

50-329 

9 


8403200143* 

30-322 

8403130238 

50-329 

9 


8403270 1 32 

30-322 

8403130238 

50-329 

8 


8403270132 

50-322 

8403130271 

50-329 

8 


8403270132 

30-322 

8403130297 

50-329 

a 


8403270132 

50-322 

8403130297 

50-329 

0 


0403270 1 32 

50-322 

8403130321 

50-329 

s 


8403270 1 32 

50-322 

8403130321 

50-329 

s 


8403270132 

30-322 

8403130388 

50-329 

A 


8403270132 

90-322 

8403130308 

50-329 

A 


8403270 1 32 

50-322 

8403130470 

30-329 

A 


0403270132 

30-322 

0403130470 

50-329 

A 


0403270132 

50-322 i 

8403130479 

50-329 

S 


B4 03270 132 

50-322 

8403130134* 

30-206 

9 


8403270132 

30-322 

0403270062 

50-329 

n 


8403270132 

50-322 

8403270062 

30-329 

R 


8403270132 

30-322 

8403270093 

50-329 

9 


8403270132 

30-322 

8403270096 

50-329 

9 


0403270132 

50-322 

8403270096 

50-329 

s 


0403270132 

50-322 

84032 702S7 

50-329 

9 


B4 03270 132 

50-322 

8403300006 

50-329 

S 


8403270132 

30-322 

8403080303 

50-328 

D 


8403270132 

50-322 

8403140026* 

50-329 

A 


B4 03270 132 

50-322 


574 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


7ERA Cnrp 


Tactec Sgstemii fnc 

TaraBi'an. Inc 

Target Reorarchi rnt 

Taylae Associates 
Tacbnical Operations* Inc 
Teledgue Engineering Services 
Teledgne Isotopes 
Tsnntisec Valleg Authority 


AUTHOR 

AFFILIATION 


8403270132 

30-322 

S 

B4 032 70 134 

30-206 

a 

8403270134 

30-206 

0 

B403270134 

50-206 

s 

8403270134 

30-206 

B 

3403270134 

30-206 

3 

0403270134 

30-206 

B 

0403270134 

30-206 

a 

0403270134 

30-206 

s 

8403270134 

30-206 

3 

B403270134 

50-206 

s 

8403270134 

30-206 

6 

8403270134 

30-206 

8 

B 4 032701 34 

30-206 

a 

8403270134 

50-206 

a 

8403270134 

30-206 

a 

8403270134 

30-206 

a 

84 03270 1 34 

30-206 

a 

B4 03270 134 

30-206 

a 

0403270134 

30-206 

s 

B403270134 

50-206 

3 

0403270134 

30-206 

3 

8403270134 

30-206 

S 

B403270134 

30-206 

3 

8403050010* 

30-312 

P 

8403 060370 

30-329 

A 

8403080260 

50-329 

A 

0403220013 

30-329 

R 

8403220013 

50-329 

R 

8403220022* 

30-329 

« 

3403220022* 

30-329 

R 

8403220100 

30-329 

A 

8403220)00 

50-329 

A 

0403220113 

30-329 

A 

0403270139 

50-329 

A 

B4032701 39 

30-329 

A 

8403280263* 

CONTRACT 


8403130278* 

CONTRACT 


8403150306* 

CONTRACT 


0403220173* 

40-0324 


8403010437* 

CONTRACT 


8403140151 

PR 


8403070304 

30-245 

P 

8403140144 

PR 


84 02090300 

50-390 

F 

8402090380 

50-370 

F 

8402090304* 

30-390 

F 

0403010095 

50-438 

3 

8403010226 

50-239 

a 

8403010306 

50-239 

P 

0403010306 

50-259 

P 

0403010306 

50-239 

P 

84 030103 1 3* 

50-23? 

P 

8403010313* 

50-259 

p 

8403010313* 

50-259 

P 

8403010339 

50-390 

s 

84030 10371 

30-359 

s 

3403010376 

50-430 

s 

8403020002 

30-327 

R 

8403020002 

50-327 

li 

8403020103 

30-239 

n 

8403020103 

30-259 

R 

8403020147 

30-327 

a 

8403020236 

50-39 0 

F 

8403020236 

50-39 0 

F 

B4 0302 0244 

30-337 

a 

8403020313 

30-327 

p 

B4O302O313 

30-327 

p 

8403020323 

30-259 

a 

0403020334 

50-390 

F 

8403030080 

30-327 

G 

8403060147 

50-259 

F 

8403060147 

SQ-239 

F 

0403060)47 

50-25? 

F 

8403060147 

50-2 3? 

F 

8403 060 147 

50-23? 

F 

8403060147 

50-237 

F 

B4030601A3* 

30-23? 

F 

B4 03 0601 63* 

50-237 

F 

3403060163* 

30-23? 

F 

B403060163* 

30-259 

F 

8403060163* 

30-239 

F 

8403060163* 

30-239 

F 

8403060163* 

30-239 

F 

84030 6Q 163* 

30-239 

F 


ACC-EBBION SUBJECT 

NUNBER CATEGORY 


ACCESSION 

NUMBER 


0403060109* 
8403060189* 
8403060 1B9* 
8403060109* 
0403060109* 

B4030601G9* 

0403060109* 

8403060109* 

8403060206* 

8403060206* 

8403060206* 

8403060206* 

8403060206* 

0403060206* 

8403060206* 

8403060206* 

8403060239 

B40306023B 

8403060244 

0403060276 

8403060391 

8403070023 

0403070054 

8403070066 

84030700B9 

8403070092 
84030701 55* 
8403070174 
8403070174 
8403070224* 

0403070230 

0403070235 

8403070237 

8403070241 

8403070243 

B403070271 

0403070286 

0403070206 

0403070294 

8403070294 

0403070295 

B403070293 

0403070297 

0403070297 

8403070329 

0403070329 

0403090024 

0403090050 

8403090050 

0403090083 

0403090163 

0403090163 

04O3O9O1B1 

0403090181 

0403090206 

8403090206 

8403090243 

0403070233 

0403120103 

0403120103 

8403120103 

0403120163 

0403120179 

8403130007 

8403130007 

8403130007 
8403130023 
0403130023 
8403130023 
84031 3OOB0 

8403130100* 

8403130181 

8403130203 

8403130007 

8403130039 

8403130079 

0403130127 

8403130229 

8403160042 

8403160171* 

8403160171* 
8403160171* 
8403160223* 
0403160318* 
B403 160318* 


SUBJECT 

CATEGORY 


50-239 F 
30-259 F 
30-239 I* 
30-239 F 
30-239 F 

30-259 F 
50-259 F 
90-239 F 
50-239 F 
90-259 F 

30-239 F 
90-239 F 
30-239 F 
90-259 F 
50-239 F 

50-239 F 
30-239 F 
50-239 F 
50-239 0 

30-327 S 

30-327 F 
50-239 O 
30-239 Q 
90-438 0 

50-43B Q 

90-390 Q 
50-327 0 

30-390 9 

50-390 B 
50-438 a 

50-390 Q 
30-390 a 
50-239 Q 
30-43B 0 

50-390 □ 

30-239 0 

30-390 B 
30-390 B 
30-438 B 
gO-43B B 

30-327 R 
30-327 R 
30-430 9 

30-438 9 

30-438 9 

30-43 B 0 
90-438 9 

30-390 9 

30-390 9 

30-299 3 

50-438 8 

50-438 8 

50-438 8 

90-430 8 

50-390 8 

50-390 8 

30-259 3 

30-259 9 

50-438 B 
30-438 0 

30-438 B 
50-438 0 

30-390 E 
50-239 P 
30-239 P 

30-239 P 
30-259 P 
50-259 P 
50-259 P 
30-327 0 

50-327 Q 
50-260 S 
30-239 B 
30-439 0 

30-430 0 

30-327 0 

30-390 0 

40-1341 
30-438 0 

30-239 0 

30-239 Q 
30-239 0 

30-239 0 

30-239 0 

30-239 0 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 

ACCEfiaiON 

NUMBER 

SUBJECT 

CATEOORY 

AUTHDR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 


0403160318* 

30-259 

Q 


9403070191 

50-445 

0 


0403160364 * 

50-390 

0 


8403080327* 

30-445 

8 


0403160373 

50-259 

P 


8403080332* 

50-445 

8 


0403160373 

30-239 

P 


8403080333* 

50-445 

a 


B4 03 160373 

30-239 

P 


8403130116 

30-445 

F 


8403160373 

50-239 

P 


84031301 16 

30-445 

F 


0403160373 

30-239 

P 


84031 30 126* 

50-445 

F 


8403190034 

30-390 

8 


8403130126* 

50-445 

F 


8403190034 

30-390 

3 


8403130136* 

30-445 

F 


8403190099 

30-390 

S 


8403130160 

30-445 

V 


B4031 90121 

50-327 

8 


8403130160 

50-445 

V 


84 03190123 

50-239 

8 


8403130313 

50-445 

F 


8403190149* 

50-239 

a 


8403130313 

50-445 

F 


0403 190 149* 

50-239 

a 


8403130319* 

50-445 

F 


8403190149* 

30-239 

G 


8403140013 

30-445 

0 


8403190161* 

30-239 

0 


B403140013 

30-445 

0 


8403190287 

30-430 

B 


8403140020 

30-443 

0 


84O319O330 

50-390 

B 


B4 031 40020 

30-445 

Q 


0403190338 

30-390 

B 


8403140147 

PR 



8403190363 

30-327 

B 


8403150032 

30-443 

0 


8403190369 

PR 



8403150103 

50-445 

E 


8403190370 

30-327 

F 


8403160079 

50-445 

A 


8403190371 

30-239 

8 


0403160079 

30-445 

A 


8403200039 

30-239 

0 


6403160083* 

50-445 

A 


8403200039 

30-239 

0 


8403160213 

50-445 

R 


8403200039 

50-239 

0 


B403230039 

30-445 

H 


8403200087 

30-296 

e 


0403270031 

30-445 

Q 


8403200170 

30-239 

p 

Texas, State of 

8403010132* 

30-478 

a 


8403200170 

30-239 

p 


8403230023 

HASTE MOT 


8403200171 

30-260 

8 

Texas, Unlv. of, Austin, TX 

0403140189 

PRM 



8403200213 

30-259 

8 

Three Mile Island Alert 

0403130065 

50-20? 

0 


8403200225 

30-390 

A 


8403260302 

50-289 

0 


8403210037 

30-390 

8 

Titeflex Corp 

8403210093 

30-346 

s 


8403210037 

50-390 

S 


0403270108 

0A999 



8403210042 

30-438 

8 

Toledo Edison Ca 

8401 160230 

30-346 

8 


8403210042 

30-433 

8 


0403020070 

30-346 

R 


8403210046 

30-438 

8 


0403030107 

30-346 

r 


8403210066 

30-390 

3 


0403090231 

30-346 

R 


8403210066 

30-390 

8 


0403130133 

30-346 

P 


8403210086 

30-390 

8 


8403130143* 

50-346 

P 


8403210132 

30-430 

8 


04031301 94* 

30-346 

P 


8403210132 

30-438 

a 


B4031 30296 

50-346 

r 


8403220046 

50-239 

a 


0403130429 

30-346 

p 


0403220139 

30-260 

s 


0403130085 

50-346 

p 


8403220220 

40-1341 



040319010? 

50-346 

f? 


84O3220224* 

40-1341 



0403190213 

50-346 

R 


□403260161 

30-327 

a 


6403190311 

50-346 

F 


8403260212 

30-390 

A 


B4031 90349* 

30-346 

S 


8403260212 

30-390 

A 


0403200000 

30-346 

a 


8403260218 

30-390 

A 


0403200046 

30-346 

p 


8403260218 

30-390 

A 


8403200032* 

50-346 

p 


8403260229 

50-23? 

P 


8403200058* 

50-346 

p 


8403260277 

30-327 

F 


0403200063* 

50-346 

p 


8403270145 

30-390 

F 


8403230009 

50-346 

F 


8403270145 

30-390 

F 


B4032901 67 

30-346 

r 


8403270218 

30-390 

E 


B4033001 49 

50-346 

p 


840327021 B 

30-390 

E 


8403300136* 

50-346 

p 


8403290026 

30-327 

P 


B4033001 38* 

50-346 

p 


8403290038 

30-327 

P 


84033001 63 

50-346 

p 


8403290183* 

30-239 

0 


04033001 78 

50-346 

j 


8403290183* 

30-239 

O 


8403300184 

50-346 

R 


8403290183* 

30-259 

a 

Trammell, Chase, Lambert S> Martindalo 

0403290034 

FOIA 



8403290207* 

30-259 

0 

Traneamerica Delaval, Inc 

8403120136 

50-416 

8 


B403300004 

30-438 

8 


04031201 80 

TOPREP 



8403300004 

30-438 

8 


0403130316 

0A999 



0403300021 

30-438 

8 


8400200222 

50-206 

G 


0403300021 

30-438 

B 

Tranunuc 1 ear, Inc. 

8403020024* 

XPORTLIC 



0403300038 

30-390 

E 


0403020433* 

XPORTLIC 



B4O33OO03B 

30-390 

E 


0403140308* 

XPORTLIC 



8403300039 

30-43B 

8 


8403130169 

XPORTLIC 



8403300039 

30-43B 

S 


B40316016? 

XPORTLIC 



8403300054 

30-43B 

B 


B4031 60 1 81* 

XPORTLIC 



8403300073 

30-327 

B 


0403260027 

XPORTLIC 



8403300109 

30-390 

S 


0403260030* 

XPORTLIC 



8403300133 

30-239 

R 


8403230055* 

XPORTLIC 



0403300133 

30-239 

R 

Troutman, Sanders, Lotkerman V Ashman* 

8403080370 

30-424 

(I 


8403300136* 

30-259 

R 

Tuft* Unlv 1 School of Medicine, Medford, 

0403140172 

PR 



8403300139* 

30-239 

R 

MA 





8403300154 

30-327 

R 

U 0 Ecology, Inc. (formerly Nuclear 

0403010341 

27-40 



0403300204 

30-328 

0 

Eng ineerlng, Inc 1 









0403010349 

27-40 


Tennessee, But* of 

8403090105 

PR 



8403020377 

27-48 


Terry Carp, 

8403210032 

30-280 

S 





Tcsai Utilities Electric Co, (formerly 

8403060155 

30-443 

A 

Union 76 Minerals Exploration Co 

8403220068 

40-B384 


T*t»* Utiliti** operating Co. > 





8403220071* 

4O-03B4 



8403060299 

90-443 

A 

Union Carbide Carp. 

8403010012 

40-299 
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CORPORATE SOURCE INDEX 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEQORY 


0403070264, 40-299 

8403130043 30-34 P 

8403 1 30032** 30-34 P 

040-3-1 30204 40-279 

B4O3200394* 4O-S4.01 

B403220043 30-34 I 

8403270190 30-34 R 

84033001 40* 7Q-A87 

Union Electric Co 0403270136 SQ-483 F 

B403030016 30-4B3 K 

B4O3O3OO10* 50-4B3 K 

8403030019* 30-4Q3 F 

B 4 030 902 04 30-493 F 

0403090263 50-493 F 

84O30902B3 30-493 F 

8403120104 30-493 A 

B403120 171 30-4B3 A 

0403120 1 82 S0-4B3 A 

B4 03130409 30-4B3 F 

0403160246 30-493 F 

B4 03 160 303 30-403 A 

0403190 034 50-483 9 

8403190269 30-483 A 

B40320 0028 S0-4B3 S 

B40320 002B 30-403 0 

B4 03200237 50-4B3 F 

84032002834 30-483 Q 

8403210121 30-483 A 

8403230113 30-483 8 

B40327Q01 A 30-4B3 A 

B403270079 30-4B3 8 

B4032701B2 30-4B3 S 

B403270187 30-403 S 

8403270229 50-4B3 A 

6403300209 30-403 F 

Uni on rtinei al 5 8403230U7 40-B3B4 

8403220124 * 40-B334 

8403230039 40-BSB4 

Union of Concerned Scientists 0310200141 FOIA 

8403010010 50-209 P 

B4Q30 1 002 1 FOIA 

84030 20036 FOIA 

9403020062 FOIA 

B402030017 30-2B6 P 

B403O300SB FOIA 

B4030B0003 FOIA 

040308002 1 FOIA 

94030B0344 30-336 P 

B4O3O0O346 FOIA 

B4030B0334 FOIA 

840321001 4 50-2B9 0 

United Engineers & Constructors, Inc 8403060311 90-443 S 

(subs oP Raytheon Co ) 

United Nuclear Corp B4030102B9 70-371 

8403150214 30-30 U 

B403I90234* 70-371 

Up sola College, East Orange, NJ 8403070267* 70-474 

Urarer 2 USA. Inc B403190411 40-B783 

8403190412 40-0783 

Utah, State of 8403140027 WA8TE MOT 

Utah, Univ of. Salt Lake City. UT 8403140143 30-407 F 

8403200281 90-72 F 

8403200231 50-72 F 

8403200293* 50-72 F 

8403200293* 30-72 F 

8403200296* 30-72 F 

B4 03200296* 50-72 F 

Utility Safety Classification Group 84032B0063 30-322 0 

Vail dyne Engineering Carp 9403290305* 90-354 A 

640329030B* 50-334 A 

Vanderbilt Unlv , Nashville, TN B403070414* CONTRACT 

Vermont Yankee NueleaT Pou/er Corp B403D20247 30-271 P 

B 403020322 50-271 B 

B403020326* 50-271 8 

9403020328* 30-271 9 

8403120003 50-271 P 

0403120009* 30-271 R 

B403J304B1 30-271 R 

B4031900B6 50-271 R 

0403200136 30-271 Q 

B 40320 0274 30-271 a 

Q 40320 0877* 50-271 Q 

9403230063 30-271 F 

B403230140 50-271 Ft 

8403270190 30-271 P 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEGORY 


8403300071* 50-271 0 

8403300146* 50-271 Q 

8403300153 50-271 0 

Vaster J Thompson, Jr , Int B403070161* CONTRACT 

8403070167* CONTRACT 

Vet Admin Hosp Lexington, KY B403190326 PR 

Vet Admin Hosp Lome Linda, CA 8403290299 PRM 

Vet Admin Hosp Portland, OR 8403290253 PRM 

8403290311 PRM 

Veterans Admin Medical Center, 8403130302* 70-2199 

Hash ing ton, DC 

B403130308* 70-2199 

Veterans Admin Medical Center, Wood, WI S403290259 PRM 

Virginia Electric {< Power Co B401130314 50-280 p 

0403020001 50-330 Q 

8403020001 30-33B 0 

B403020042 30-330 p 

8403020042 30-338 P 

8403020053 50-280 R 

8403020059* 50-200 R 

8403020063* 30-200 R 

8403020066* 50-2BO fl 

8403020071* 30-260 R 

B403020076* 30-260 Ft 

84030200B5* 30-260 R 

8403020090* 30-200 R 

8403020122 30-33B R 

B403020193 50-200 P 

84030601 33 50-330 8 

8403060397 50-200 F 

8403060397 30-200 F 

0403080071 30-339 P 

B4030B009 1 SO-BSO F 

8403000091 30-200 F 

0403080091 5O-2B0 F 

8403090091 30-260 F 

8403000091 50-260 F 

84030B0264 30-200 F 

0403060264 30-260 F 

6403080264 30-260 F 

3403080264 30-280 F 

B403060264 50-260 F 

B4030B0269* 30-260 F 

B403080269* 30-280 F 

8403000269* 30-200 F 

6403000269# 30-200 F 

8403000267* 30-2B0 F 

84030B0341* 30-260 0 

6403090151 50-200 F 

6403090191 30-200 F 

B403090213 30-330 8 

8403090213 30-33B 6 

8403090223 30-260 6 

B403090242 30-260 F 

8403090230 30-260 B 

8403120176 30-338 P 

8403130176 50-330 P 

8403130298 30-338 P 

640313027B 50-338 P 

8403130424 30-260 B 

8403140010 50-336 B 

8403160154 50-260 0 

6403160154 30-200 <1 

84031*0134 30-260 0 

8403160154 30-260 0 

8403160154 30-200 0 

8403190032 30-200 F 

8403190080 50-336 6 

8403190201 30-339 P 

8403190204* 30-339 P 

8403190263 30-260 F 

8403190263 50-260 F 

B403 190377 30-338 P 

8403190377 30-330 P 

8403190381* 30-338 P 

8403190381# 30-338 P 

8403190396 30-338 8 

840319039* 30-338 0 

840320011* 30-280 F 

0403810117 30-290 F 

8403810117 30-280 F 

8403220028 30-338 P 

8403220028 30-33B P 

8403220032* 30-338 P 

8403220032* 30-338 F 



CORPORATE SOURCE INDEX 


67: 


AUTHOR 

affiliation 


Virginia! Commonwealth ofi 

Virginia! Unlv. of, Cherlettesville. VA 

Haihlnflton Public power Supply System 


Washington State Unlv.! Pullman. WA 
Washington Unlv. > St Louis. HO 
Waahlngtpn. State of 


Washington. Unlv, of! Seattle! WA 

Watert W*«te *< Land. Ine, 

Watkins. L, B. 

Waynesboro. OA 


ACCESSION 

NUMBER 


5403220077 

0403220077 

0403230146 

0403260105 

0403260105 

04032601 loe 
&403Z601 10S 
0403270021 
0403270021 
0403270021 

0403270200 

0403270200 

0403270240 

0403200129 

9403290157 

0403290260* 

9403300009 

9403300028 

9403300028 

9403300059 

9403300035 

0403300060 

8403300060 

8403200331 

8403010397 

8201190297* 
9208120240* 
0200 120240* 
820B 120240* 
9208120240* 

9209120248* 

B20B12024B* 

9208120240* 

0200120240* 

0403020097 

8403020330 

8403070187 

B4O3O9OU0 

8403090121 

8403090236 

8403120007 
0403120197 
8403 130203 
0403130257 
8403130318 

8403130330* 

8403130337 

8403130395 

8403130490 

8403200109 

0403200236 
0403200239 
8403200241* 
8403200261 
B4032 10170 

8403210172 

8403210189 

8403220061 

8403260006 

8403260025 

8403260165 
8403260221 
8403260274 
8403260292 
B4032701 18 

8403270141 

8403270207 

8403270220 

8403200003 

8403200007 

8403290242 

8403300056 

8403200230 

8403260356* 

8403120174 

8403150151 
8403160223 
0403230188 
B4032 30250 
0403010462* 

0403230160* 

0403230197 

8403140009 

8403140012* 

8403230279 


SUBJECT 

CATEOORY 


50-338 

P 

50-338 

P 

50-280 

F 

30-2B0 

P 

50-2B0 

P 

S0-2BQ 

P 

30-200 

P 

50-280 

0 

50-200 

a 

SO-S0O 

a 

50-330 

p 

50-338 

p 

30-339 

F 

50-280 

F 

50-200 

a 

50-338 

a 

30-330 

p 

30-338 

p 

50-338 

p 

30-338 

R 

30-338 

R 

30-580 

R 

50-500 

R 

WASTE HOT 

30-62 

R 

50-397 

F 

30-397 

F 

30-397 

F 

50-397 

F 

30-513 

F 

50-397 

F 

50-397 

F 

90-397 

F 

50-513 

F 

50-397 

R 

50-397 

P 

50-397 

G 

30-508 

D 

30-397 

E 

30-397 

P 

30-50B 

D 

50-508 

A 

PR 

50-397 

V 

50-397 

P 

50-397 

P 

50-397 

H 

30-508 

F 

50-397 

P 

50-397 

8 

50-397 

P 

50-397 

8 

50-397 

P 

50-397 

P 

50-508 

0 

50-308 

0 

50- SOB 

0 

50-397 

P 

50-397 

F 

50-397 

8 

30-397 

P 

30-509 

A 

30-397 

P 

30-397 

P 

30-397 

a 

30-397 

F 

30-397 

J 

30-397 

E 

50-397 

8 

30-397 

B 

PR 

30-397 

R 

30-508 

D 

CONTRACT 

90-508 

D 

30-500 

D 

50-397 

0 

WASTE HOT 

WASTE MOT 

CONTRACT 

CONTRACT 

NUREO 

50-438 

0 

50-438 

& 

50-424 

a 


AUTHOR 

AFFILIATION 


West Chicago! !L 

Western Illinois Power Cooperative, In* 
Western Nebraska Resources Council 
Western Nuclear, Inc Hubs of Phelps 
Dodge Corp > 

Western Water Consultants. Inc 
Wsstinghouse Electric Carp 


Westinghouse Operating plants Owners 
Croup 


Uhlchen J M 


White it Williams 
White Plains. NY 
Wien Laboratories! Inc. 
HIM County. IL 
Williams I< Associates 


Wisconsin Clinic Ceneer Center. Madison. 
WI 

Wisconsin Electric Power Co 


ACCESSION 

NUMBER 


9403020130 

8403290107* 

8403130206 

8403130215 

8403150212 

8403010326 
S4 03010463 
8403010484 
B4 03010545 
8403050044 

8403050047 

8403050030 

8403050120 

8403060096* 

8403060101* 

8403060336* 

8403070302# 

6403090201 

8403090259* 

6403090329* 

8403120029* 

6403130358* 

6403130373* 

8403130389* 

8403130195 

8403190139 
8403190261* 
8403 190399* 
B4Q3190404* 
0403210015 

9403210020* 

8403220294* 

8403230208 

8403260075* 

8403260201* 

8403240213 
8403290059* 
B40329Q279* 
8403290282* 
B4033001 16* 

8403300] 19* 

8403300248 

8403070106* 

8403070106* 

8403260024 

84 03 160002 
8403160002 
84031 60019 
B403160019 
5403260351 

8403080360 
8403270306* 
8403130249 
84030B0227 
84 030700 4 6* 

B4 032902 96 
8403130327 

84030603 38 
B4 03060358 
B403070233 

B403070255 

B403070257* 

8403070257* 

8403120066 

8403120066 

8403120157 

8403120157 

8403130005 

8403140139 

8403140139 

0403160054 

8403160000 

8403210029 

8403210077 

B403220099* 

0403220162 

8403220163 

8403220167* 

8403220167* 

9403230068 

8403260072 
840327009 B 


SUBJECT 

CATEOORY 


40-2061 

50-461 

40-6029 

40-8694 

40-6663 

70-1143 
XFORTL TC 
XPORTLIC 
XPORTLIC 
XPDRTLIC 

XPORTLIC 

XPORTLIC 

0A999 

0A999 

0A999 

30-213 

50-423 

PR 

50-348 

TOPREP 

50-275 

50-402 

30-402 

50-492 

XPORTLIC 

GA999 

50-369 

50-413 

50-413 

TOPREP 

TOPREP 

XPDRTLIC 

NUREO 

50-266 

50-244 

40-0585 

FOIA 

50-369 

50-369 

50-413 

50-413 
WASTE HOT 
FOIA 

FDIA 

TOPREP 

50-434 

30-454 

30-454 

50-454 

50-454 

FOIA 

CONTRACT 

FRM 

50-436 

contract 

PR 

PR 

50-266 

50-266 

50-266 

50-266 

50-266 

50-266 

50-266 

50-266 

30-266 
30-266 
50-266 
50-266 , 
30-266 

l 

30-266 i 
30-266 ' 

PR 

30-266 1 
30-266 

30-266 1 
30-266 
30-266 | 
30-266 
30-301 

30-266 

30-266 
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CORPORATE SOURCE INDEX 


AUTHOFI 

AFFILIATION 


Histonsin Public Service Corp 


Wisconsin* 

Univ 

of t 

Qreen Day 

, Ml 

Wise onsin* 

Univ 

of, 

Madi son. 

wr 

Wi seonsln* 

Unlv 

of, 

Milwaukee 

. MI 


Worcester Foundation Par E»p erimenta) 
lllplogy 

Wyoming Fuel Co 
Wyoming* State of 


Wyoming* Univ of* Laramie* WY 
Yakima Indian Nation 
Yale Univ . Now Haven* CT 
Yankee Atomic Electric Co 


Zetec* Inc. 
Zytor« Inc. 


ACCESSION 

NUMBER 


6403370135 
B4O3270237 
040339004?* 
B402 170104 
8402 170107* 

B403020293 

B40306040B 

840307014? 

0403130147 

0403130160 

0403140298 
6403 14 0327 
0403140331* 
8403200014 
8403200154 

8403210009 
8403270030 
64 03270 032* 
04 03270030* 
8403200048 

8403220200* 
8403090141* 
6403200020 
04032003 1 4 
8403280324 

6403290238 

8403090186 

04031 50319 
0403150210 
9403150253 

0403 1 50240 
8403290301 
6403230050 
8403190293 
8403020072 

8403020292 

8403080007 

8403080009* 

8403090173 

6403120123 

8403120181 
8403130287 
8403150100 
84031 60256 
8403160236 

8403200213 

0403200284 

0403300288* 

8403200290* 
84032 1006B 

8403210099 
B 4 032 10099 
0403210142 
0403220005 
8403220150 

8403220164 

8403230061 

8403270003 

8403270007 

8403270121 

8403270216 

8403300083 

8403300192 

8403190409* 

8402140040* 


SUBJECT 

CATEOORY 


50-266 P 
30-266 P 
90-266 P 
90-303 P 
90-305 P 

30-305 P 
50-305 R 
50-305 R 
30-305 R 
30-303 P 

30-309 J 
30-309 P 
30-305 P 
50-305 O 
50-303 P 

PR 

50-305 P 
50-303 P 
30-305 P 
50-303 P 

CONTRACT 
CONTRACT 
50-196 H 
ACRS 
ACRS 

PRM 

PRM 

40-8029 

40—299 

40-0786 

40-B7B6 

PRM 

WASTE MOT 
PR 

50-29 H 

30-29 R 
50-29 P 
30-29 P 
30-29 S 
50-29 P 

50-29 R 
50-29 P 
30-443 8 

50-443 F 
50-443 F 

30-29 8 

30-29 P 
50-29 P 
30-2? P 
30-29 « 

50-443 A 
30-443 A 
50-443 A 
50-443 S 
30-443 3 

30-443 8 

30-443 A 
50-29 P 
50-29 P 
30-443 A 

30-29 J 
30-29 Ft 
30-29 P 
50-317 0 

50-528 0 



REPORT NUMBER INDEX 


The subject category column In this Index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 50-320 P, The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed Items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents, 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents," 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT OTHER REPORT 

CATEGORY NUMBER 

REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT OTHER REPORT 

CATEGORY NUMBER 

02 -01 £0-1 102 R02 

3403010303* 

50-383 

E 

NUREG-0606 V06 NO* 

8403230212 

NUREO 


02-0370-1132 R00 

3403200062# 

50-219 

0 

NUREO -067 5 817 

0403070104 

30-275 

E 

02-0370-1139 R00 

0403200067# 

90-219 

Q 

NUREG-0679 S22 

0403300300 

50-275 

E 

04-5079-204 R00 

8403060414# 

90-302 

Q IEB-BQ-1 1 

NURE0-074B V04 N01 

040327026? 

NUREO 


I0B033 RA 

3403130128# 

50-440 

A 

NURE0-0750 VIE NQ4 

8403230133 

NUREO 


11AOO, 02 

8403020290* 

90-322 

E 

NUREQ -088 3 103 

840315021 1 

NUREO 


13737-2-007-102 ROD 

0403130439* 

50-320 

P 

miHEQ-0936 VQ2 N04 

6403020165 

NUREO 


32323SL-001 

8403060304# 

50-324 

P 

NUREO -077 8 PC 

8403220326 

NUREO 


303-0300000-76 

3403000268* 

90-298 

F 

NUREO-1019 

8403230 1 90 

NUREG 


54B-aa54-2 RB 

0403130133* 

50-440 

A 

NUREO- L022 SOI 

84030701 2 1 

NUREO 


8403030227 

3403030227 

REB 


NUREO-103? 

84030703B5 

NUREO 


8403030230 

B403030230 

50-200 

P 

NURE0-1O49 

8403270267 

70-27 


8403030242 

8403030242 

REB 


NUREO-73/022 

9403290344* 

50-523 

D 

8403120233 

8403120253 

RES 

NRC -60- 10-01 -03 

NUREO/ 1 BR-OOaS V10 N2 

B403260230 

NUREO 


8403120237 

3403120237 

RES 


NUHEG/ DR-00 31 VOS N3 

0403260096 

NUREO 


840327032? 

8403270329 

REB 

EQG-BA AM-6499 

NUREO /BR-OO 59 R01 ER 

8403070397 

NUREO 


8403300120 

3403300120 

RES 

LDL-16 1 52 

NUREG/CR-2000 V03 N1 

9403070392 

NUREO 

0RNL/NSIC-200 

AE0D/E324 

0310060077* 

MISC 


NUREO/CR-2050 

9403050029* 

50-286 

P UCBL-33Q24 

AE0D/T30B 

0309170497* 

TOPREP 


NUREG/CR-2B 1 3 DR FT 

04O3O1OO41# 

FCJI A 

BNL-NUREO-31539 

At-O-137 

8403090327# 

TCPREP 


NUREQ/CR-2S76 V01 

8403300261 

NUREQ 

ANL-B2-23 VO l 

SAW-1343 R02 

0403190246# 

TOPREP 


NUREO/ CR-28 96 V02 

8403300239 

NUREG 

AML-82-25 V02 

CC-74-133 R00 

0403130106* 

90-440 

A 

NUREO / C (1-30 67 

8403060533 

NUREO 

EMICa-l 125 

CEN-203-NP R01 801 

8403130293# 

TOPREP 


NUREQ /CR-30 91 V03 

B403070 1 1 9 

NUREO 

BML-NUREG-5JA30 

CEN-249(B ) R02 

8403090103# 

50-310 

p 

NUHEO/CR-31 04 

8403230177 

NUREO 

PWL-45S3 

CEN-23? 

0403020335* 

90-3B2 

A 

NURE0/CR-314S VOS 

8403230131 

NUREO 


CSN-26B 

8403140140# 

TOPREP 


NUREO/CR-31 33 

8403260236 

NUREO 

ORNL/TM-0653 

CNBI-WF-C-01-NP 

0401120530* 

WASTE MOT 

NUREO/CR-3224 

0403230216 

30-337 

A LA-9716-HS 

CFL— 13-103 ROO 

0403070318# 

90-323 

0 

NUREO/CR-3275 

8403300325 

NUREG 

DfiML/TM-8755 

DC-1362 

8403030143# 

30-206 

8 

NURE0/CR-3309 

8403300342 

NUREG 

SAM0B3-7095 

EGC-EA-64 13 

3403070395* 

50-313 

P 

NURE0/CR-3334 V03 

0403300317 

NUREO 

DFNL/TM-87B7/V3 

EQG-EA-6342 

8403260335 

30-416 

P TAC 541B5 

NUflEO/CR-3390 

8403230197 

NUREO 

WWL/TM- 1791-1 

EOO-HS-6294 R03 

8402200723* 

30-267 

P 

NUHEQ/CR-3422 VD2 

B403 1 502 1 9 

Nl/REG 

0RNL7TI1-8849/V2 

EO0-NTAP-6309 

3403200117 

90-360 

8 

NUflEG/CR-3427 V03 

3403 300294 

NUREG 


EQ0-3AAM-6381 

0403280113 

90-313 

8 

NUflEQ/CR-344? 

B4030701 18 

NUREG 


EGO- SAAM-64 1 3 

3403280124 

30-36B 

8 

NURE0/CR-3901 

B403 200339 

NUREG 

ORML/TM-8634 

ERCO-693 

0403190202# 

90-312 

0 

NUREG/CR-3308 

8403190444 

NUREG 

ORNL/SUB -7576/3 

ES— 1000 RB 

0403130118# 

90-440 

A 43706-2 

NUREO/CR-3923 

8403300306 

NUREG 

ORNL/TM-8930 

FAAA-84-2-14 

8403010446* 

90-322 

8 FhE-R-6/7396 

NUREO/CR-332? 

8403230133 

30-313 

P BNL-NUREO-51721 

OAI 2499 

8403290189# 

30-244 

P 

NUREO/Cfi-334? 

94033003 1 8 

NUREQ 

0fiNL/TM-8909 

OAI 2312 

3403290108# 

90-244 

P 

NUREO/cn-3960 

8403230173 

NUREO 

PNL-4904 

OJ-O4I03) 

8403220225 

WASTE MOT 

NUREG/CR-3S73 

B403190449 

NUREG 

PNL-4923 

MPR-794 

8403220004* 

90-219 

P 

NUFEQ/CR-360 1 

3403070109 

NUREG 

PNL-4B13 

NEC-10 

0403090319# 

TOPREP 


NUREQ/CR-3605 

8403150214 

30-30 

W 

NEC -4 

8403090315* 

TOPREP 


NUREQ/CR-3607 

0403070093 

NUREG 


NEC-8 

8403090318# 

TOPREP 


NUREO/CR-3621 

8403230200 

NUREO 

PNL-4832 

NEC-9 

0403090322# 

TOPREP 


NUREQ/CR-362E 

0403230057 

NUREG 

QRNL/TM-B84 1 

NEPO-S4146A ERR 09 

8403270136# 

30-249 

P 79NE0273 

NUREO/CR-3645 

04031 9005 5 

NUREO 

PNL-4906 

NEDO-30242 

8403270022# 

30-273 

P 

NUREO/CR-3649 

0403070114 

NUREO 

ANL“ 83-20 

NEDO-30242 801 

0403270024# 

30-293 

P 

NUREO/CR-3661 

0403230206 

NUREO 

EPRI NP-3494 

NF-t 303. 04-1 AOt 

8403210080# 

30-324 

P 

NURE8/CR-3666 

0403190437 

NUREO 


NCRES-0020 V08 N01 

0403150058 

NUREQ 


NUREO/CR-3674 

9403230207 

NUREO 

PNL-4906 

NUREQ -0072 R01 

0403020460 

NUREO 


NUS-4507 

0403260253* 

50-352 

E 

NURE0-O304 VOB N04 

8403070401 

NUREO 


01-0780-1269 ROl 

84032002*9# 

50-432 

A 

NURE0-0430 V04 N01 

8403220189 

NUREO 


P-20 1/2 

040124021 1* 

50-332 

A 

NUREQ— 0340 VOS N12 

840326028? 

NUREO 


PAO 7396 

0403140086* 

30-322 

S FAAA-04-3-1 
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REPORT NUMBER INDEX 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

PNL-4315 

640314 01 70* 

PR 


UC— 41 

POP-124 

8403000 1 99* 

30-273 

a 

NRC/IE-B2/83 

QTR 82-003 

840329030B* 

30-354 

A 


0TR-82-010 

8403290303* 

30-354 

A 


R-120B671-Q01 

0403010097* 

FOI A 



R-B212 

B4030S0323* 

HASTE MOT 

UMTRA-DOE/ALO- 

R-sais 

8403030319* 

WASTE MOT 

D0E/UMT/0232 

R-8216 

8403030322* 

WASTE MOT 

D0E/UMT/0234 

R-9217 

B40303031S* 

WASTE MOT 

D0E/UMT/O236 

R— 700— 74-2 

B4030B0409* 

50-328 

A 


RERR-1S1 

B40307026i 1 * 

50-272 

R 

HERR— 151 

RK0-BW-9A-286 P 

B40326O347* 

WASTE MOT 


R IL— 137 

B403130173 

RES 



5AI-l~14B-0a-781 

B403050032* 

70-687 



8 A I — 106-028-20 

8209030161# 

50-280 

0 


SAND82-14 37 

8403080029* 

FOI A 



5ANDS2-7032 V01 

B4030BOOOB* 

FOI A 


SAXOl 381 — 309LJ 

SAND82-7032 V02 

B40308001 7* 

FOI A 


SAI013SI-30BLJ 

SAND 82-7032 V03 

B40308QQ25* 

FOI A 


SAI01381-295LJ 

BAND82-72 19 V01 

B4030B0010* 

FOIA 


SA10 1 331—4 1 OLJ 

EAND82-72 19 V02 

0403030012* 

FOI A 


SAIO 1381-4 U LJ 

SAND82-7219 V03 

B403030019* 

FOIA 


SAI013BI-412LJ 

SAN0B2-722O 

B4030S0006* 

FOIA 


SA 101 3 00-39 9L J 

SECY-78-369 

040305003 1 * 

FOIA 



SECY— B2-037 

8203050063* 

FOIA 



SECY-82-Q37A 

B204160230* 

FOIA 



SECY-32-340 

3209200364* 

FOIA 



SECY-S3-034 

3403010431 

30-206 

8 


SECY-33-44S 

3403090019* 

FOIA 



SECY- 03-434 

8403020094* 

FOIA 



SECY-84-067 

8402220030 

BECY 



SECY-Q4-067A 

340308 0436 

SECY 



SECY-04-093 

84030B004 1 

SECY 



SMA 13701 QSR003 VIO 

84031 40026* 

30-329 

A 


SHA 20601 01-R1-0 

8403200132* 

50-423 

A 


SS- 132 

8403060366* 

50-302 

P 


BWECO 7703 

8403160096* 

30-412 

A 

EMTR-80 1 

TER-C 3306-425 

8403150045* 

30-237 

P 

TAG 49361 

UC ID-19130 

B40305003B* 

30-2B6 

P 


UMTRA-DDE/Al.-0099-F 

8403060321* 

WASTE MOT 


UTEC ME 04-0203 

8403200293* 

50-72 

F 


V-PAK-4S1 

8403090014* 

50-328 

e 


WCAP-10433 

B 403060326* 

50-213 

p 


WCAP-10474 

0403090259* 

30-34B 

p 


WCAP-1048B (NP > 

8403190404+ 

30-413 

A 


WCAP-B387 R0ESE-47AD 

0403130375* 

50-482 

A 

EQDP-EBE-47A 

WCAP-8387 ROHE-10B D 

B4O3I3O309* 

50-482 

A 

EQDP-HE— ton 

WCAP-B587 R4ESE-I3D 

B40313035B* 

50-4 B2 

A 

EQ0P-E8E— 1 3 

XN -NF— 82-32 (WP> R02 

B4030B0223* 

50-3 1 6 

P 


XN-NF-B2-90 (NP) SOI 

04031 50 104# 

50-316 

P 

XN-WF-B2-90CNP) 

XN-NF-B3-05 

B403080220# 

50-316 

P 


XN-NF-B3-6S R01 SOI 

8403200 101* 

30-316 

P 


XN-NF-03-B3 SOI 

840300021 0# 

30-3 1 6 

P 


XN-NF-S4-14 

9403230102* 

50-233 

P 


XN-NF-S4-1B 

8403230106* 

50-235 

P 


XN-NF-S4-21 (NP > 

84030802 16* 

50-3 1 6 

P 


XN-NF-B4-24 

04032301 11* 

50-253 

P 


YAEC-139B 

B4030B0009* 

30-29 

P 




CROSS REFERENCE OF 
ENCLOSURES TO PRINCIPAL 
DOCUMENTS 


Items listed as enclosures are those Indicated by an asterisk 
following the accession number in the indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document, the date 
Issued, and the category enables locating the title listing of 
the enclosure. 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISBUED 

SUBJECT 

CATEGORY 

7904030132 

8403000186 

84/03/01 

FOIA 


7904030139 

S4030B0186 

B4/03/01 

FOIA 


79061 40549 

8403010183 

B3/ 12/20 

50-312 

P 

7906140548 

8403010183 

03/12/20 

50-312 

P 

7906190142 

0403030268 

B4/02/17 

50-460 

F 

79062SO47O 

8403000207 

B4/01/23 

FD1 A 


7908010102 

8403030288 

84/02/17 

50-509 

A 

7903010232 

8403090280 

84/02/17 

50-397 

A 

7910260122 

0403010183 

B3/12/20 

50-312 

P 

7911120317 

0403010183 

83/12/20 

50-312 

P 

7911120366 

0403010183 

83/12/20 

50-312 

P 

7911120370 

04030101 S3 

83/12/20 

50-312 

P 

7911120403 

8403010183 

83/12/20 

FOIA 


7911120413 

0403010183 

83/12/20 

50-312 

P 

7912030523 

8403050080 

83/12/07 

50-286 

0 

8001140316 

8403000179 

84/02/13 

50-460 

A 

8001290311 

8403010183 

03/12/20 

50-312 

P 

S003240J 59 

8403010050 

84/01/17 

50-500 

A 

8003240202 

B4030B0179 

84/02/13 

50-500 

A 

8003240207 

04O3OBO179 

84/02/13 

50-500 

A 

8003240209 

8403030208 

84/02/17 

50-5QB 

A 

8003240219 

84030 B0179 

84/02/13 

30-50B 

A 

8003240222 

84030B0179 

84/02/13 

50-500 

A 

B0Q3230477 

8403080179 

84/02/13 

50-397 

D 

8003270142 

84030B0179 

B4/02/13 

50-397 

D 

8004010732 

8403010030 

04/01/17 

50-500 

A 

8004010799 

8403010050 

84/01/17 

50-500 

A 

8005010203 

B4030B0016 

84/01/11 

FOIA 


6005130793 

8403080179 

84/02/18 

50-387 

E 

8005130677 

B4O3Q0O179 

84/02/13 

FOIA 


8003150683 

8403080179 

84/02/13 

FOIA 


B005280995 

8403080016 

84/01/11 

FOIA 


BOO 3280998 

8403000016 

84/01/11 

FOIA 


8009090737 

8403080179 

84/02/13 

50-344 

P 

80091 10203 

8403080179 

84/02/13 

50-397 

U 

B009230342 

8403010183 

83/12/20 

50-312 

P 

8009230345 

8403010183 

03/12/20 

50-312 

P 

8010090260 

B4030B0179 

84/02/13 

50-460 

A 

8010230303 

8403080016 

84/01/11 

FOIA 


8011070322 

8403010117 

84/01/25 

90-317 

P 

8011120101 

8403030266 

84/02/17 

FOIA 


801 21 60391 

B4030B0179 

B4/02/13 

90-397 

U 

8101060767 

8403080179 

84/02/ 13 

90-397 

A 

8101130363 

84030B0179 

84/02/13 

90 - 508 

U 

8101290708 

84030 BOO 16 

B4/01/1 1 

FOIA 


8101300020 

8403080186 

B4/03/01 

FOIA 


8101300029 

8403080186 

84/03/01 

FOIA 


8102200029 

B403080179 

84/02/13 

90-466 

A 

8102240098 

8403080016 

B4/01/1 1 

FOIA 


8102240066 

0403080016 

84/01/11 

FOIA 



The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined In Appendix B and listed In the Contents, 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0103040048 

8403030020 

83/12/07 

50-286 

P 

8103040092 

0403000179 

84/02/13 

50-397 

E 

6103090718 

8403050020 

83/12/07 

FOTA 


0103250593 

8403010117 

S4/01/25 

FOIA 


0103230630 

8403010117 

84/01/25 

FOIA 


01O421O12S 

0402230207 

03/12/02 

50-400 

0 

8104220329 

8403000179 

84/02/13 

30-460 

A 

8 10422 CBS 1 

8403050020 

83/12/07 

50-286 

P 

0104300020 

B4030B0179 

84/02/13 

50-397 

A 

0103010334 

B4030B0179 

84/02/13 

50-460 

A 

01031401 06 

B4030BQ179 

B4/02/13 

50-460 

A 

0103180436 

8403080179 

84/02/13 

50—460 

A 

0103210109 

840 30001 79 

84/02/13 

30-460 

A 

0106170130 

8403000179 

84/02/13 

FOIA 


6106220066 

0403000179 

84/02/13 

50-50B 

0 

0107130381 

S403000179 

B4/02/13 

50-90B 

0 

B1O714O105 

B403QBO17? 

84/02/13 

50-508 

0 

0107140192 

B4030B0I79 

84/02/13 

50-500 

a 

0107160213 

0403010117 

04/01/25 

FOIA 


0107160215 

84030101 17 

84/01/25 

FQI A 


0107200104 

8403200080 

04/01/17 

FQIA 


0107270274 

8403080179 

84/02/13 

50-908 

A 

81Q72B0171 

0403000179 

84/02/13 

50-460 

A 

01081 1003Q 

8403QQ0 179 

84/02/13 

50-460 

A 

0108270490 

8403000390 

64/02/13 

50-528 

D 

0109180036 

84030101 17 

84/01/25 

FQIA 


8110080612 

8403080179 

64/02/13 

50-460 

A 

0110190026 

8403000179 

64/02/13 

50-500 

F 

01 10190051 

84 030502 BB 

84/02/17 

50-397 

A 

01 10510316 

8403050208 

84/02/17 

50-460 

A 

8111020576 

B4 030502 BB 

84/02/17 

50-500 

A 

01 11060697 

0403080179 

84/02/13 

50-460 

A 

0111120935 

8403000179 

B4/02/13 

50-460 

E 

01 11130007 

8403000179 

B4/02/18 

50-440 

A 

81 1 1200219 

84O30B0I79 

84/02/ 13 

50-397 

A 

8112020204 

8403010050 

84/01/17 

50-412 

A 

81 12210135 

8403010050 

84/01/17 

50-50B 

A 

81 12300305 

8403080179 

84/02/13 

50-460 

A 

0201190297 

8403080179 

64/02/13 

50-397 

F 

8201220170 

0403050020 

03/12/07 

FQIA 


8201300236 

8403050288 

B4/02/17 

30-397 

A 

8202120295 

0 4030101 17 

84/01/25 

FOIA 


8202180456 

8403000179 

B4/02/I3 

50-460 

F 

8202220056 

6403020014 

83/12/16 

FOIA 


8202260171 

84030B01 79 

84/02/13 

90-460 

C 

8203020139 

84030B0179 

84/02/13 

30-460 

F 

82030 50065 

8403090006 

84/02/22 

FOIA 


8303 1004 19 

B4030B0179 

84/02/13 

50-460 

6 

8203100570 

04030801 79 

84/02/13 

30-397 

C 

8203120197 

B4030 101 17 

84/01/25 

FOIA 
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PRINCIPAL 

.DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

ODCUMENT 

ISSUED 

CATEGQRV 

ENCLOSURE 

DOCUMENT 

1BSUED 

CATEQ0RV 

B2031300B8 

B4O308O179 

64/02713 

5 0-460 

c 

0309210098 

04030500*4 

84/02/07 

30-400 

E 

83031 60004 

8403080179 

84702/13 

50-460 

C 

83092101 16 

840-30500*4 

84/02/07 

30-400 

E 

8203180118 

84030901 79 

84/02/ 1 3 

50-30B 

A 

0309210434 

04030803*7 

84/02/23 

30-322 

A 

8204090097 

0403000179 

04/02/ 13 

50-460 

C 

B309220297 

8403030020 

83/12/07 

FOIA 


82041*0230 

B403070006 

04/02/22 

FOJA 


8309220302 

84030500*4 

84/02/07 

30-400 

E 

E20 4290*37 

84030B0179 

04/03/13 

50-30B 

A 

0309260018 

B403050064 

04/02/07 

30-400 

E 

6205Q7Q08S 

8403000179 

84/02/13 

50-460 

F 

0309260421 

0403030064 

04/02/07 

30-400 

E 

8200180076 

84030500*4 

94/02/07 

50-400 

E 

0309260482 

0403030064 

04/02/07 

30-400 

E 

8205270420 

3403050044 

B4/02/07 

30-400 

E 

0309260510 

0309260315 

B3/09/0B 

30-31 1 

s 

82 0*300002 

04030801 79 

94/02/13 

50-509 

A 

B309290412 

0403050064 

04/02/07 

30-400 

E 

8207140072 

9403050064 

84/03/07 

50-400 

E 

0309290474 

0403050064 

84/02/07 

30-400 

E 

B2 03090297 

8403050020 

83/12/07 

50-286 

a 

0310060077 

031006007* 

03/09/21 

MI8C 


82 09130240 

940300-01 7? 

04/02/13 

30-397 

F 

0310060317 

0402210330 

84/02/10 

50-203 

Q 

820912024B 

8403000179 

84/02/13 

50-397 

F 

8310130378 

04030500*4 

84/02/07 

50-400 

E 

8208240003 

B403050253 

84/02/07 

FOIA 


8310170093 

B403030064 

84/02/07 

50-400 

E 

B20 9030 161 

0403140199 

84/03/20 

30-280 

0 

0310170712 

0403050020 

83/ 12/07 

50-28* 

P 

B20 9200344 

8403040469 

84/03/17 

FOIA 


0310190067 

04030300*4 

84/02/07 

30-400 

E 

B2092B0163 

8403080179 

84/03/13 

50-460 

0 

B31020009* 

04030300*4 

□4/02/07 

30-400 

E 

8210220012 

8403020014 

03/13/16 

FOIA 


0310260109 

031020010* 

83/09/00 

50-29B 

S 

8210220014 

8403020014 

83/12/16 

FOIA 


8310310445 

8403050064 

84/02/07 

30-400 

E 

B3102200S4 

8403020014 

83/12/16 

FOIA 


0310310471 

0403010190 

83/12/14 

30-329 

A 

B2 11090000 

8403050064 

84/02/07 

30-400 

E 

B310310475 

0403010190 

83/12/14 

50-329 

A 

B21 1090018 

8403010050 

84/01/17 

30-55* 

< 3 

8311020253 

0311020249 

03/09/OB 

30-318 

8 

8211090035 

84030500 64 

84/02/07 

30-400 

E 

8311100049 

84030500*4 

84/02/07 

30-400 

E 

8211110461 

8403050044 

84/02/07 

50-400 

E 

83111102*3 

8403030064 

84/02/07 

30-400 

E 

0211160112 

84030500*4 

B4/02/Q7 

50-400 

£ 

0311140004 

04030500*4 

84/02/07 

30-400 

E 

821 1 170247 

84030500*4 

B4/03/07 

30-400 

E 

0311140170 

03072*0036 

83/07/ I 3 

ACRE 


8211190102 

0403020014 

03/12/16 

FOIA 


03111 40248 

8307260036 

83/07/15 

ACRS 


B21J 190103 

B403020014 

03/12/16 

FOIA 


8311140250 

B307260036 

83/07/15 

ACH8 


8211300017 

84030500*4 

B4/02/07 

50-400 

E 

8311130431 

8403010117 

04/01/23 

50-312 

P 

8212070392 

B4030B0179 

04/02/13 

30-460 

A 

0311160203 

04030500*4 

84/02/07 

50-400 

E 

82 15000692 

B4030200 J 4 

03/12/1* 

SO -267 

F 

83111603*7 

0403030064 

84/02/07 

30-400 

E 

82120B0693 

0403020014 

03/12/1* 

50-267 

P 

8311230247 

B40301010Q 

B3/ 12/22 

FOIA 


€215100130 

8403(}g0014 

03/12/1* 

FOIA 


0311290301 

8403030064 

84/02/07 

50-400 

E 

8212130032 

B403020014 

03/12/1* 

50-267 

P 

0311290352 

8403050064 

84/02/07 

30-400 

E 

B212160039 

8403020014 

83/ 12/1* 

30-267 

P 

0312010004 

B4O3O1O190 

83/12/14 

30-329 

A 

82121*01*3 

8403050064 

84/03/07 

50-400 

E 

03120200*3 

6403050064 

B4/02/07 

30-400 

E 

82121*0220 

8403050064 

04/02/07 

30-400 

E 

0312000620 

0403010190 

83/12/14 

50-329 

A 

8512300403 

8403050064 

B4/02/07 

50-400 

E 

0312070022 

0403010198 

83/13/14 

30-329 

A 

83010*0211 

8403030064 

04/02/07 

30-400 

E 

8312070298 

0403010198 

83/12/14 

30-329 

A 

B3QLQ6Q420 

9403010024 

84/01/1 B 

FOIA 


0312000134 

640301 019B 

83/12/14 

30-329 

A 

B301 140173 

8403080375 

84/02/ 17 

FOIA 


0312OaOlSB 

64030500*4 

84/02/07 

30-400 

E 

8301140474 

8403050064 

S4/03/O7 

30-400 

E 

0312120002 

B403030064 

84/02/07 

30-400 

E 

8301140406 

9403020014 

03/12/16 

50-267 

P 

031212000* 

83072*0036 

63/07/ 1 3 

ACRB 


03 01140490 

8403020014 

03/12/16 

30-267 

P 

0312120445 

0403030064 

04/02/07 

30-400 

E 

8301 140494 

0403020014 

03/12/16 

50-267 

P 

0312140347 

0402090030 

04/03/02 

50-273 

E 

83012*003* 

8403050064 

£34/02/07 

30-400 

E 

83 12140391 

0403090030 

84/03/02 

30-273 

E 

8301280300 

8403010262 

03/12/20 

30-302 

A 

0312140429 

0403030064 

04/02/07 

30-400 

E 

8302250003 

0403010050 

B4/01/17 

50-313 

A 

0312150232 

64032801*3 

84/02/17 

FOIA 


8303000290 

8403050020 

83/ 13/07 

30-386 

P 

0312150241 

03072*003* 

83/17/13 

ACRS 


8303100476 

8403080179 

94/02/13 

50-397 

A 

0312190350 

8307260036 

B3/07/13 

ACRB 


8303170017 

8303170014 

03/03/02 

30-313 

3 

031223025* 

8403080403 

64/03/02 

30-273 

P 

8304060355 

8403010050 

84/01/17 

30-397 

0 

03 122302*1 

84030B0347 

64/03/02 

30-336 

P 

8304060377 

S4030B01 79 

84/02/13 

50-397 

A 

8312230270 

8403050064 

64/02/07 

30-400 

E 

0304070113 

8403000179 

84/03/13 

30-397 

A 

8312280099 

8402090030 

04/03/02 

30-273 

E 

8304260013 

8403020014 

03/12/16 

50-2*7 

P 

0312200102 

B402090030 

B4/03/02 

30-273 

E 

8305040013 

8403010024 

84/01 /IB 

FOIA 


0312200107 

8402090030 

04/03/02 

30-275 

E 

8303040155 

8305040149 

03/04/ 1 9 

30-293 

8 

B40I040010 

8402090030 

84/03/02 

30-273 

E 

83050*0345 

8303060337 

B3/04/25 

50-324 

B 

0401120100 

8401120171 

03/09/1* 

40-3433 


8305090506 

84030100 50 

84/01 / 1 7 

50-309 

6 

8401120428 

8401120425 

83/12/30 

30-443 

A 

B3091 10054 

0403010014 

04/01/03 

50-209 

P 

0401120433 

0401120423 

83/12/30 

30-445 

A 

8305 190497 

0305190492 

03/04/20 

TOPREP 


8401120437 

8401120425 

83/12/30 

30-443 

A 

8305230117 

B4 03050020 

03/12/07 

50-23* 

P 

8401120550 

8401120323 

83/11/30 

WASTE MOT 

0305230546 

8409230539 

B4/03/2B 

50-327 

s 

0401120597 

0401120594 

83/12/30 

30-348 

P 

8385270056 

8305270051 

83/04/25 

50-338 

8 

B401 120600 

8401 120394 

83/12/30 

30-348 

P 

0306220210 

8403070219 

04/01/33 

50-440 

A 

04012306*0 

8401230*30 

83/11/01 

30-329 

8 

0307180403 

8403000347 

B4/03/O3 

50-344 

P 

8401240211 

8401240207 

B4/01/1B 

30-332 

A 

8307180414 

9403080347 

84/03/02 

50-344 

P 

0401240313 

8401240304 

84/01/10 

70-27 


0307290306 

8403050020 

83/12/07 

30-266 

P 

B401240340 

B401S40337 

04/01/19 

70-1100 


8308040003 

8403050020 

83/12/07 

30-206 

P 

040125045* 

8402270004 

04/02/21 

30-267 

P 

830B04057Q 

83072*0036 

83/07/15 

ACR3 


04012504*8 

8402290004 

84/02/21 

30-267 

P 

830B090070 

8403080367 

B4/02/28 

FOIA 


040125049* 

8402290004 

84/02/21 

30-2*7 

P 

B30S1 00483 

0403010030 

84/01/17 

30-397 

A 

0401230510 

8402290004 

84/02/21 

30-267 

P 

8300150440 

8403070101 

04/02/16 

FOIA 


84012*01*7 

B4012601 61 

64/01/18 

50-2*4 

F 

83081 70191 

8403010013 

04/01/03 

30-447 

A 

8402010185 

8402010178 

84/01/25 

OA999 


8309060390 

8403050064 

S4/ 02/07 

30-400 

E 

0402010508 

8402090017 

84/02/27 

50-275 

P 

830912035* 

84030*0091 

84/01/23 

FOIA 


0402020093 

8403120303 

84/02/27 

50-293 

F 

8309150400 

8403010117 

84/01/25 

FOIA 


8402030344 

8402030338 

64/01/27 

30-20* 

F 

8309150401 

8403010117 

04/01/25 

FOIA 


0402030395 

8403060529 

84/02/17 

MI 80 


8309200470 

8403050064 

84/03/07 

30-400 

E 

84020*0421 

84020*0419 

84/01/30 

50-302 

P 
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8402070097 

6402070094 

04/01/31 

90-400 

0 

0402090163 

0402090003 

03/10/31 

50-392 

A 

8402090166 

6402090003 

83/10/31 

50-443 

A 

8402090064 

6402090360 

64/02/06 

90-390 

F 

8402130042 

6403070103 

84/02/23 

MI SC 


6402130393 

B402 130393 

84/01/31 

50-356 

U 

0402130360 

6402130393 

84/01/31 

30-338 

U 

8402130390 

6402130393 

84/01/31 

30-398 

u 

8402130392 

8402130393 

84/01/31 

30-398 

u 

8402130399 

6402130393 

84/01/31 

50-393 

u 

8402130399 

B402 130393 

84/01/31 

50-358 

u 

8402130404 

6402130400 

84/02/0B 

30-348 

0 

8402140022 

6402 1400 IS 

63/12/20 

30-328 

Q 

8402140026 

B40214001B 

83/12/20 

50-328 

Q 

8402140028 

8402140016 

83/12/20 

30-328 

Q 

84021 4003*1 

B40214001B 

83/12/20 

50-328 

Q 

8402140032 

6402140018 

03/12/20 

90-328 

Q 

8402140036 

8402140010 

63/12/20 

50-328 

Q 

0402140037 

840214001B 

63/12/20 

30-526 

Q 

8402140033 

8402140018 

63/12/20 

50-32S 

0 

8402140043 

840214001 B 

83/12/20 

90-328 

Q 

8402140048 

840214001B 

83/12/20 

30-328 

Q 

8402140092 

640214001B 

83/12/20 

30-526 

Q 

8402140193 

8402140109 

84/01/10 

30-261 

0 

0402140327 

8402140329 

84/02/08 

40-0102 


8402140936 

B402140927 

84/01/17 

50-331 

P 

8402190216 

6402190211 

63/12/26 

04999 


0402190226 

B402 19021 1 

63/ 12/20 

QA999 


8402160020 

6403070103 

84/02/23 

MISC 


8402170107 

8402170104 

84/02/ 1 4 

50-305 

P 

8402170166 

6402170196 

84/02/14 

30-205 

P 

8402170176 

6402170196 

64/02/14 

30-285 

P 

8402210343 

6402210336 

84/02/10 

30-285 

Q 

8402210348 

64022 1033B 

64/02/10 

30-285 

0 

8402210397 

840221033B 

64/02/10 

90-283 

6 

8402220303 

6402220266 

84/02/14 

90-289 

U 

8402230226 

6402230207 

B3/ 12/02 

30-400 

A 

8402230237 

6402230207 

63/12/02 

30-400 

0 

8402230239 

B402230207 

83/12/02 

30-400 

A 

8402230242 

6402230207 

63/12/02 

FOI A 


8402230246 

8402230207 

83/12/02 

30-400 

A 

8402230248 

6402230207 

83/12/02 

30-400 

A 

8402230291 

8402230207 

83/12/02 

90-400 

A 

8402240387 

8403070103 

64/02/23 

MISC 


0402270314 

8402270263 

84/01/30 

50-321 

□ 

84 022 S072 9 

64031200B1 

84/03/06 

90-267 

P 

8402290440 

84031 901 9B 

84/02/27 

30-509 

D 

8403010004 

8403010003 

64/01/20 

CONTRACT 


8403010019 

8307260036 

83/07/19 

ACR8 


8403010020 

6403010014 

84/01/03 

90-289 

P 

8403010022 

6307260036 

03/07/19 

ACRS 


8403010023 

6403010014 

84/01/03 

30-289 

P 

8403010027 

6403010019 

84/02/22 

CONTRACT 


0403010029 

6307260036 

83/07/19 

ACRS 


8403010030 

6403010014 

84/01/03 

30-289 

P 

8403010032 

6403010016 

84/01/04 

30-334 

6 

8403010033 

6307260036 

83/07/19 

ACRS 


0403010036 

6403010014 

B4/01/03 

30-209 

P 

8403010037 

6307260036 

83/07/19 

ACRS 


8403010038 

6403010024 

64/01/18 

FOI A 


8403010041 

6403010026 

04/01/04 

FOI A 


8403010042 

6307260036 

63/07/19 

ACRS 


8403010043 

6403010014 

84/01/03 

90-289 

P 

8403010044 

6403010039 

64/02/21 

CONTRACT 


8403010049 

B4030 10040 

04/02/22 

CONTRACT 


8403010046 

6403010024 

84/01/16 

FOI A 


8403010049 

6403010024 

84/01/18 

FOI A 


8403010054 

B4030 10024 

B4/01/1B 

FOIA 


8403010097 

6307260036 

83/07/ 1 9 

ACRB 


0403010058 

6403010024 

34/01/18 

FOIA 


B403010060 

6403010091 

84/02/21 

CONTHACT 


8403010061 

6403010016 

64/01/04 

30-334 

S 

0403010063 

B4030 10024 

84/01/10 

FOIA 


0403010069 

6307260036 

03/07/19 

ACRB 


B403010067 

6403010024 

64/01/10 

FOIA 


8403010074 

B4030 10024 

B4/01/1B 

FOIA 


8403010076 

6403010066 

B4/01/03 

FOIA 


8403010070 

8403010070 

64/02/10 

CONTRACT 


8403010067 

B4O3C1OO03 

04/02/24 

30-494 

0 

8403010093 

6403010069 

64/02/21 

50-254 

p 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

0403010097 

8403010092 

B4/02/09 

FOIA 


e 4030 10 0*70 

0403010091 

B4/02/14 

CONTRACT 


0403010102 

8403010094 

B4/01/O3 

FOIA 


0403010104 

8403010100 

B3/ 12/22 

FOIA 


04030 101 00 

6403010100 

83/12/22 

FOIA 


B403010114 

B4O30101 13 

64/02/ 10 

90-908 

T 

6403010124 

84030101 10 

84/02/22 

50-321 

P 

0403010127 

84030101 17 

84/01/29 

FOIA 


84030 101 2B 

04O3O1OJIO 

B4/02/22 

50-321 

P 

S4030 10129 

0403010117 

84/01/29 

50-348 

P 

8403010131 

84030101 17 

B4/01/25 

FOIA 


64030 10132 

0403010129 

B4/01 / 1 1 

90-493 

a 

8403010137 

6403010117 

B4/01/23 

30-348 

p 

6403010138 

8403010117 

84/01/23 

FOTA 


84030 10139 

0403010129 

84/01/11 

50-498 

T 

6403010141 

B4030J01 1 7 

84/01/25 

90-340 

P 

6403010143 

0403010136 

B4/02/21 

50-416 

P 

0403010146 

8403010117 

B4/01/29 

90-34B 

P 

0403010147 

8403010136 

84/02/21 

90-416 

P 

0403010190 

6403010123 

B3/12/20 

50-312 

P 

8403010131 

8403010117 

B4/01/25 

FOIA 


0403010132 

8403010117 

B4/01/25 

90-348 

P 

0403010133 

840301014? 

B4/01/24 

71-511 


8403010153 

B4O3010J34 

B4/02/16 

90-267 

S 

0403010136 

8403010117 

B4/01/29 

S0-34B 

P 

B4030 10139 

B4O30101 1 7 

84/01/25 

FOIA 


B4O30 10161 

8403010117 

B4/01/29 

FOIA 


8403010163 

8403010117 

B4/01/25 

90-348 

P 

6403010164 

8403010117 

B4/01/25 

FOIA 


8403010166 

8403010162 

84/01/24 

7 1 -6206 


B4030 10167 

8403010134 

84/02/16 

50-267 

s 

8403010171 

0403010160 

84/02/22 

90-250 

p 

8403010173 

8403010117 

64/01/29 

50-344 

p 

0403010177 

8403010160 

B 4/02/ 22 

50-290 

p 

0403010178 

84030101 1 7 

84/01/23 

FOIA 


B4O30 10180 

B403010173 

B4/02/23 

50-250 

F 

6403010161 

B4030101 17 

B4/01/23 

FOIA 


04O3O1O1B4 

B4030101 17 

84/01/25 

FOIA 


04030 10103 

B4030101 1 7 

B4/01/25 

FOIA 


8403010191 

8403010117 

B4/01/25 

FOIA 


B4030 10193 

8403010117 

04/01/25 

TOIA 


B4030 10194 

0403010186 

B4/02/21 

SO-247 

P 

0403010196 

0403010117 

B4/01/23 

FOIA 


9403010199 

0403010186 

B4/02/21 

50-247 

P 

0403010201 

6403010117 

84/01/23 

FOIA 


0403010204 

8403010190 

B3/12/14 

30-329 

A 

9403010203 

8403010117 

84/01/23 

FOIA 


0403010206 

8403010117 

84/01/23 

FOIA 


940301021 1 

8403010190 

83/12/14 

30-339 

A 

0403010214 

84030101 17 

B4/OJ/2S 

FOIA 


0403010217 

6403010199 

63/12/14 

50-3a9 

A 

9403010222 

B403010U7 

84/01/23 

FOIA 


9403010223 

B4 03010190 

B3/12/14 

90-329 

A 

0403010227 

84 03010199 

83/12/14 

90-329 

A 

0403010227 

6403010221 

84/02/27 

90-463 

0 

B4030 10231 

6403010190 

83/12/14 

50-329 

A 

0403010233 

84030101 1 7 

84/01/23 

90-312 

P 

0403010239 

8403010117 

84/01/23 

F0I A 


9403010245 

B4 03010190 

83/12/14 

30-329 

A 

0403010232 

6403010117 

84/01/29 

FOIA 


04O3O1O2S3 

B4 0301 0240 

84/01/10 

30-142 

Q 

8403010239 

B4O3O1O240 

64/01/10 

90-142 

S 

0403010237 

6403010117 

04/01/23 

FOIA 


0403010260 

8403010240 

04/01/10 

50-142 

0 

0403010261 

8403010256 

84/02/24 

50-219 

S 

8403010269 

8403010240 

94/01/10 

90-142 

Q 

0403010266 

6403010248 

B4/0I/10 

50-142 

Q 

0403010263 

6403010262 

03/12/20 

50-247 

p 

B4030 10273 

8403010198 

03/ 12/14 

50-329 

A 

0403010374 

8403010262 

93/12/20 

FOIA 


0403010275 

8403010271 

04/O2/2B 

90-352 

0 

9403010282 

8403010193 

03/12/14 

30-329 

A 

0403010283 

8403010279 

03/12/16 

FOIA 


9403010284 

8403010117 

04/01/23 

FOIA 


9403010283 

84030 101 93 

03/12/14 

90-329 

A 

040301 02B7 

8403010117 

04/01/23 

FOIA 


0403010392 

6403010117 

04/01/23 

FOIA 


0403010302 

8403010297 

04/02/24 

30-369 

P 

0403010303 

8403010294 

04/02/27 

30-380 

E 

0403010313 

8403010306 

04/02/22 

30-259 

P 



CROSS REFERENCE OF ENCLOSURES TO 
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PRINCIPAL 
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ENCLOSURE 

DOCUMENT 
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CATEGORY 

0403010314 

0403010307 

B4/02/14 

50-352 Q 

8403020101 

0403020011 

04/02/09 

FOIA 


0403010315 

0403010310 

B4/02/14 

50-277 0 

8403020105 

0403020099 

B4/02/29 

50-352 

0 

0403010323 

0403010310 

B4/02/16 

50-277 G 

8403020107 

040302001 1 

04/02/ 09 

FOIA 


0403010325 

0403010319 

B4/02/24 

30-424 K 

8403020110 

B403020011 

04/02/09 

FOIA 


0403010337 

0403010324 

84/02/27 

50-293 P 

8403020111 

8403020108 

84/02/27 

50-331 

p 

0403010334 

0403010329 

04/02/24 

REVIEW ORP 

B4 030201 13 

8403020011 

04/02/09 

FOIA 


040301 0340 

8403010336 

84/02/20 

50-454 G 

8403020114 

8403020011 

04/02/09 

FQIA 


0403010343 

B4030 10360 

84/02/16 

70-1 100 

84030201 1 5 

04030201 12 

04/02/14 

XPORTLIC 


BAQ30103bb 

8403010360 

EM/02/16 

70-1100 

0403020116 

8403020011 

04/02/09 

FOIA 


8403010372 

B40301036B 

B4/O2/20 

50-255 P 

BA 030201 17 

0402230176 

04/02/16 

50-133 

F 

0403010373 

04030 10360 

84/02/28 

50-255 P 

B4 030201 19 

0403020011 

84/02/09 

FOIA 


8403010377 

B403010374 

04/02/22 

30-312 P 

8403020120 

0403020011 

04/02/09 

FOIA 


0403010378 

B403010374 

84/02/22 

50-312 P 

8403020124 

0403020011 

84/02/09 

FOIA 


8403010392 

B4030 10331 

84/02/16 

50-322 <3 

84 03020127 

0403020011 

04/02/09 

FOIA 


8403010370 

0403010301 

84/02/16 

50-322 B 

8403020132 

0403020011 

04/02/09 

FOIA 


8403010404 

B4Q3C 10399 

84/02/16 

50-213 a 

0403020133 

840302001 1 

04/02/09 

FOIA 


04030104 12 

B4030 10410 

83/12/15 

FQIA 

0403020136 

8403020129 

B4/02/2B 

50-352 

T 

0403010414 

B403010410 

83/12/13 

roiA 

0403020137 

040302001 1 

84/02/09 

FOIA 


8403010422 

B403010417 

84/02/27 

50-364 S 

6403020 142 

040302001 1 

04/02/09 

FOIA 


0403010423 

B4030 104 17 

84/02/27 

50-364 0 

0403020144 

8403020011 

04/02/09 

FOIA 


0403010430 

0403010427 

84/ 02/ 02 

50-423 0 

0403020146 

0403020140 

B4/02/2B 

50-295 

0 

0403010437 

0403010435 

B4/02/24 

CONTRACT 

0403020149 

0403020011 

84/02/09 

FOIA 


0403010444 

0403010207 

84/02/27 

50-322 3 

0403020150 

0403020011 

84/02/09 

FOIA 


0403010434 

0403010434 

84/02/16 

XPORTLIC 

8403020152 

0403020140 

84/02/21 

30-445 

A 

8403010442 

8403010461 

84/02/10 

CONTRACT 

8403020133 

0403020011 

84/02/09 

FOIA 


0403010447 

04 0301 04 66 

84/02/15 

XPORTLIC 

0403020166 

8403020011 

B4/02/09 

FOIA 


0403010448 

0403010463 

04/02/10 

XPORTLIC 

0403020170 

B4Q30200I 1 

04/02/09 

FOIA 


0403010473 

B403010470 

84/02/10 

XPORTLIC 

B4O302O172 

8403020011 

B4/02/09 

FOIA 


0403010483 

B403010472 

84/02/16 

40-6920 

8403020173 

8403020171 

B4/02/21 

50-286 

F 

0403010500 

0 4 030104 77 

84/02/15 

COMMISSION 

0403020176 

840302001 1 

84/02/09 

FOIA 


0403010513 

B4 030 10507 

84/02/ 16 

40-8027 

0403020177 

0403020011 

B4/02/09 

FOIA 


0403010517 

04 0-30103 1 2 

04/02/10 

XPORTLIC 

0403020179 

0403020011 

04/02/09 

FOIA 


B403010532 

0403010523 

84/02/15 

50-275 H 

0403020180 

0403020011 

04/02/09 

FOIA 


0403010534 

B403Q1032B 

04/02/24 

CONTRACT 

0403020103 

0403020011 

84/02/09 

FOIA 


0403010544 

0403010522 

84/02/00 

XPORTLIC 

0403020106 

0403020011 

84/02/09 

FOIA 


0403010350 

0403010522 

84/02/ oa 

XPORTLIC 

0403020107 

0403020011 

04/02/09 

FOIA 


0^03020016 

040302001 1 

84/02/09 

FOI A 

0403020100 

B403020162 

84/02/27 

50-400 

Q 

0403020010 

040302001 1 

84/02/09 

FOI A 

0403020191 

0403020011 

04/02/09 

FOIA 


0403020021 

8403020014 

83/12/16 

FOIA 

0403020172 

0403020182 

84/02/27 

50-400 

0 

0403020023 

840302001 1 

84/02/09 

FOI A 

0403020193 

0403020011 

84/02/09 

FOIA 


0403020024 

0403020013 

84/02/09 

XPORTLIC 

8403020194 

840302001 1 

B4/02/09 

FOIA 


0403020025 

0403020014 

83/12/16 

FQIA 

8403020199 

840302001 1 

84/02/09 

FOIA 


0403020027 

040302001 1 

04/02/09 

FQIA 

8403020200 

840302001 1 

B4/02/09 

FOIA 


0403020020 

9403020014 

83/12/16 

FOIA 

8403020201 

8403020011 

84/02/09 

FOIA 


B403020027 

0403020014 

83/12/16 

30-267 P 

8403020208 

840302001 1 

84/02/09 

FOIA 


8403020032 

0403020014 

83/13/16 

50-267 P 

8403020210 

8403020011 

B4/02/09 

FOIA 


8403020034 

04 0 302001 1 

84/02/09 

FOIA 

0403020212 

8403020011 

84/02/09 

FOTA 


0403020035 

0403020014 

03/12/16 

FOIA 

0403020215 

840302001 1 

04/02/09 

FOIA 


840302003B 

840302001 1 

84/02/09 

FOIA 

8403020219 

840302001 1 

04/02/09 

FOIA 


8403020041 

0403020014 

83/12/16 

50-267 P 

8403020220 

8403020214 

04/02/17 

50-300 

Q 

0403020043 

0403020037 

B4/02/1? 

50-10 P 

0403020221 

0403020207 

B4/02/81 

30-373 

F 

0403020045 

0403020014 

83/12/16 

30-267 P 

0403020224 

0403020011 

04/02/09 

FOIA 


940302004.5 

0403020014 

83/12/16 

50-267 P 

8403020227 

040302001 1 

94/02/09 

FOIA 


0403020048 

B40302001 4 

B3/12/16 

50-267 P 

0403020232 

B 4 0302001 1 

04/02/09 

FOIA 


0403020049 

04 0 3 0200 1 4 

83/12/16 

FOIA 

0403020237 

B40302001 1 

84/02/09 

FOIA 


8403020051 

B40302Q014 

83/12/16 

50-537 A 

0403020240 

0403020011 

04/02/09 

FOIA 


B4030 2005E 

04 0 30200 1 4 

B3/12/16 

FOIA 

040302024 1 

6403020204 

04/01/25 

50-250 

0 

B4 030 200 57 

840302001 1 

84/02/09 

FOIA 

0403020243 

040302001 1 

04/02/09 

FOIA 


B4030 20050 

0403020054 

84/02/ 24 

50-200 P 

0403020246 

040302001 1 

04/02/09 

FOIA 


B4030 20059 

0403020053 

B4/02/14 

50-200 R 

0403020251 

0403020011 

04/02/09 

FOIA 


8403020060 

0403020011 

84/02/09 

FOIA 

0403020255 

0403020011 

84/02/09 

FOIA 


B403020061 

0403020054 

84/02/24 

30-200 P 

8403020239 

0403020011 

04/02/09 

FOIA 


8403020063 

0403020053 

84/02/14 

50-280 R 

8403020264 

B403020O11 

04/02/09 

FOIA 


8403020066 

040302003 3 

84/02/14 

50-200 R 

0403020266 

8403020257 

04/02/29 

50-352 

A 

8403020067 

B40 30200 11 

84/02/09 

FOIA 

0403020267 

6403020011 

04/02/09 

FOIA 


8403020070 

0403020011 

84/02/09 

POIA 

0403020270 

0403020257 

84/02/29 

50-352 

C 

040302007 J 

8403020053 

84/02/14 

50-200 R 

0403020272 

0403020262 

84/02/09 

50-293 

a 

0403020073 

0403020069 

B4/02/27 

CONTRACT 

0403020273 

8403020257 

04/02/29 

50-352 

K 

0403020074 

040302001 1 

B4/02/O9 

FOIA 

0403020280 

0403020285 

04/02/29 

50-250 

G 

0403020076 

0403020053 

84/02/14 

50-200 R 

0403020290 

0403020287 

84/02/21 

50-322 

E 

8403030077 

8403020069 

04/02/27 

CONTRACT 

0403020301 

0403020282 

04/02/17 

50-443 

a 

6403020000 

040302001 1 

84/02/09 

FOIA 

0403020305 

84 03 02029 B 

84/02/16 

50-54 

a 

8403020082 

840302001 1 

84/02/09 

FOrA 

0403020308 

B4O3O202B2 

84/02/17 

50-443 

a 

8403020005 

B403020053 

84/02/14 

50-200 R 

0403020309 

8403020006 

64/02/17 

50-277 

a 

8403020007 

B4 03 02001 1 

84/02/09 

FOIA 

0403020321 

84 030203 17 

84/02/29 

50-369 

E 

8403020090 

0403020053 

84/02/14 

50-200 R 

04O3O2O323 

B4 030208 10 

04/02/24 

50-320 

P 

8403020091 

840302001 1 

84/02/09 

FOIA 

0403020326 

04 03020022 

04/02/27 

30-271 

S 

8403020094 

0403020068 

B4/02/15 

FOIA 

0403020328 

0403020322 

04/02/27 

50-271 

8 

8403020095 

040302001 1 

B4/ 02/09 

FOIA 

0403020335 

6403020333 

84/02/29 

50-382 

A 

8403020090 

3403020092 

84/02/29 

50-361 P 

8403020339 

B 4 03020 332 

84/02/16 

WASTE MOT 
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0403020343 

6400020341 

04/02/17 

30-247 

Q 

04030 30333 

0403050320 

84/02/28 

XPORTLIC 


8403020343 

0403020343 

64/02/29 

30-317 

Q 

04030 50335 

8403050330 

84/02/27 

MISC 


8403020346 

0403020343 

64/02/29 

30-317 

Q 

8403030340 

0403030338 

04/02/24 

71-514 


0403020347 

8403020343 

04/02/29 

30-317 

a 

8403090341 

0403090337 

04/02/13 

50-265 

P 

04030203 37 

6403020333 

04/02/21 

30-206 

a 

0403090343 

0403030337 

84/02/13 

50-265 

P 

B 4 03020399 

6403020315 

04/02/17 

BO-293 

a 

B4030 50364 

B4030S035B 

84/02/28 

XPORTLIC 


0IO3O2O4OO 

8403020403 

04/02/13 

FOJA 


8403090366 

B4030S03S8 

04/02/28 

XPORTLIC 


B 4030204 10 

8403020406 

84/02/21 

30-416 

s 

8403090371 

0403090370 

04/02/29 

50-410 

A 

04030204 1 2 

8403020403 

84/02/13 

FOIA 


B4030 90373 

04 0 3030368 

04/02/20 

XFORTLIC 


8403020423 

6403020420 

84/02/22 

71-9108 


84030 90376 

8403030368 

04/02/20 

XPORTLIC 


8403020441 

8403020433 

84/02/22 

30-440 

A 

B4 03060009 

0403060003 

84/02/2B 

50-261 

P 

8403020433 

8403020451 

84/02/10 

XPORTLIC 


8403060012 

B4O306OOQS 

04/02/38 

50-261 

F 

8403090006 

6403030003 

S4/02/22 

30-133 

P 

8403060019 

0403060008 

04/02/36 

50-206 

a 

B1O3O3OOO0 

8403030007 

84/02/20 

30-312 

P 

8403060023 

B4D306001B 

84/01/31 

COMMISSION 

8403030010 

8403030007 

04/02/20 

30-312 

P 

8403060039 

8403060023 

04/02/09 

30-206 

0 

8403090013 

8403090012 

04/03/01 

50-264 

F 

0403060030 

0403060010 

04/01/31 

COMMISSION 

840303001 3 

8403030014 

84/02/24 

90-247 

a 

8403060037 

8403060010 

84/01/31 

COMMISSION 

840303001 B 

84030 S0016 

84/03/01 

30-4B3 

K 

0403060046 

8403060018 

84/01/31 

COMMISSION 

8403030019 

8403030016 

B4/03/01 

5Q-4B3 

F 

0403060036 

8403060093 

04/02/10 

30-324 

p 

8403030023 

8403030020 

03/12/07 

30-286 

P 

B4 03060061 

0403060018 

04/01/31 

COMMISSION 

8403030024 

8400030020 

83/12/07 

30-286 

P 

8403060065 

0403060010 

84/01/31 

COMMISSION 

8403030023 

8403030020 

03/12/07 

50-286 

P 

0403060071 

0403060018 

04/01/31 

COMMISSION 

0403090027 

6403090020 

63/12/07 

30-206 

P 

0403060074 

□403060010 

84/01 /31 

COMMISSION 

8403030020 

6403030020 

03/12/07 

90-293 

Cl 

04O3O6OOBO 

8403060077 

04/02/24 

50-339 

p 

8403050029 

8403030020 

03/12/07 

30-206 

P 

8403060095 

0403060091 

04/01/23 

roiA 


8403030031 

0403030020 

03/12/07 

FOIA 


B4O306Q096 

0403060092 

04/03/01 

□A999 


8403030032 

0403020231 

04/02/16 

70-607 


B4O3QSOO90 

0403060092 

B4/03/01 

0A999 


8403090034 

8403030020 

03/12/07 

30-286 

a 

B4O3Q60101 

0403060092 

84/03/01 

QA999 


8403090033 

0403030020 

83/12/07 

50-206 

p 

0403060107 

0403060103 

B4/03/01 

90-322 

G 

8403090037 

8403030020 

03/12/07 

90-206 

p 

04030601 16 

04030601 12 

04/03/01 

90-339 

F 

84 03050030 

0403030020 

83/12/07 

50-206 

p 

0403060117 

B403060113 

□4/02/07 

90-254 

R 

B403O9QO42 

0403030020 

83/12/07 

FOIA 


0403060121 

8403060113 

84/02/07 

90-254 

R 

8403030046 

8403050043 

84/02/24 

90-10 

0 

8403060124 

84030601 IB 

□4/02/29 

40-2061 


8403030069 

8403050067 

04/02/29 

90-346 

Q 

B403060126 

8403060115 

□4/02/ 29 

90-244 

P 

0403090074 

0403050072 

84/02/29 

30-294 

0 

0403060127 

8403060113 

04/02/07 

SO-254 

R 

8403030001 

0403030070 

04/03/01 

30-458 

A 

0403060130 

B 4 030601 20 

84/02/29 

50-395 

P 

8403030093 

0403030091 

84/02/24 

90-298 

a 

8403060142 

8403060138 

84/02/03 

50-275 

□ 

S 4 030 30 100 

8403030098 

04/02/29 

30-318 

p 

0403060143 

8403060131 

84/02/29 

50-275 

a 

8403030103 

8403030098 

04/02/27 

50-310 

p 

0403060146 

B40306013B 

B4/02/03 

50-275 

a 

8403030110 

64030301 07 

04/03/01 

90-346 

F 

0403060149 

0403060131 

04/02/29 

30-275 

a 

8403030110 

0403030111 

04/02/29 

90-230 

R 

0403060132 

0403060140 

84/01/17 

FOIA 


0403030114 

04O3O3O1O7 

84/03/01 

90-346 

F 

0403060194 

0403060148 

04/01/17 

FOIA 


8400030110 

8403030107 

04/03/01 

30-346 

F 

0403060161 

8403060197 

84/03/01 

0A999 


8403030122 

8403030116 

84/03/01 

90-387 

P 

8403060162 

0403060151 

04/02/ 21 

50-266 

a 

8403030131 

0403030120 

04/03/01 

30-440 

F 

0403060163 

8403060147 

81/02/23 

50-259 

F 

8403030132 

0403050127 

04/02/29 

30-206 

F 

□403060172 

8403060165 

B4/02/03 

50-1 13 

a 

8400030134 

0403030129 

04/02/14 

30-438 

a 

8403060173 

8403060170 

84/03/01 

90-341 

0 

8403030143 

8403030140 

04/03/01 

50-206 

8 

8403060176 

8403060191 

84/02/21 

90-266 

0 

Q4O0O5O144 

8403030136 

04/02/24 

40-672 


0403060177 

8403060170 

B4/03/01 

90-341 

a 

8403030 J 30 

B4030SO136 

04/02/24 

40-672 


□403060104 

84 03060 ISO 

04/02/17 

50-445 

a 

8400030136 

8403050136 

04/02/24 

40-672 


0403060189 

8403060147 

84/02/aa 

50-259 

F 

8403030163 

8403030161 

04/02/29 

30-332 

E 

0403060192 

8403060159 

04/03/01 

50-135 

0 

G4O0O3O171 

64030301 6B 

04/02/27 

30-373 

a 

0403060197 

8403060191 

04/03/01 

50-316 

p 

84 03030172 

84030301 40 

04/01/31 

30-206 

F 

0403060200 

8403060193 

04/03/01 

50-315 

p 

8400030174 

8403030168 

04/02/27 

30-373 

Q 

0403060202 

8403060183 

04/03/01 

50-135 

0 

8403030170 

B403030177 

84/03/01 

30-413 

0 

8403060203 

8403060190 

04/02/29 

50-313 

a 

8403030100 

0403050179 

04/02/14 

30-482 

a 

0403060205 

B403060199 

84/02/27 

30-313 

p 

8403030182 

8403030179 

84/02/14 

30-402 

a 

0403060206 

0403060147 

Q4/02/2B 

50-239 

F 

8403030186 

8403030179 

84/02/14 

30-402 

a 

0403060210 

0403060201 

04/03/01 

40-B830 


8403030204 

8403030200 

04/02/24 

COMMISSION 

0403060214 

0403060207 

04/02/17 

50-275 

0 

8403030232 

0403030223 

04/02/07 

FOIA 


8403060223 

8403060207 

B4/02/17 

50-323 

a 

8403030203 

0403030223 

04/02/07 

30-305 

p 

8403060226 

8403060212 

B4/03/01 

50-322 

T 

0403030237 

0403050231 

04/02/13 

CONTRACT 


B4 03060220 

0403060219 

84/02/16 

GA999 


0403030241 

0403050223 

04/02/07 

50-271 

8 

8403060229 

0403060222 

B4/02/17 

50-289 

p 

0403030240 

8403030238 

04/02/21 

30-202 

p 

8403060236 

0403060222 

04/02/17 

50-209 

p 

8400030243 

0403030223 

04/02/07 

FOIA 


84 03060246 

8403060212 

84/03/01 

50-322 

T 

8403030249 

0403030238 

04 / 02/21 

30-2B2 

p 

B4 03060292 

0403060212 

84/03/01 

90-322 

T 

8403030230 

8403030223 

B4/02/07 

30-312 

p 

84 03060239 

04O3O6O294 

84/03/02 

30-322 

T 

8403030231 

8403050248 

04/01/30 

30-382 

F 

B4 03060266 

8403060294 

04/03/02 

30-322 

T 

8400030330 

8403030240 

04/01/30 

30-382 

F 

840306026? 

0403060243 

04/OZ/2B 

go-434 

a 

0400050256 

8403030223 

04/02/07 

30-233 

0 

8403060270 

8403060294 

04/03/02 

50-322 

T 

0403030266 

0403030223 

04/02/07 

FOIA 


8403060274 

0403060264 

04/03/01 

50-290 

F 

0400090270 

8403030223 

04/02/07 

FOIA 


0403060270 

8403060294 

04/03/02 

50-322 

T 

8403030274 

8403050223 

04/02/07 

ForA 


0403060279 

8403060273 

04/02/28 

50-254 

P 

8403030279 

8403030223 

84/02/07 

FOIA 


8403060200 

8403060279 

84/02/29 

50-440 

0 

8400030310 

B403O3O31 3 

84/02/00 

WASTE MOT 

0403060289 

B4030 60294 

84/03/02 

30-332 

T 

8400030317 

8403090313 

84/02/08 

waste MOT 

0403060295 

□403060254 

04/03/02 

30-322 

T 

8400030322 

8403030313 

84/02/08 

WASTE MOT 

0403060001 

B403060294 

84/03/02 

50-322 

T 

8400030323 

8403030313 

84/02/OB 

WASTE MOT 

8403060302 

8403060300 

04/02/28 

30-324 

P 

8403030327 

8403050320 

84/02/28 

XPORTLIC 


8403060303 

8402070012 

84/02/29 

30-273 

0 
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0403060304 

0403060276 

84/02/29 

50-324 

P 

B4 03070 106 

0403070101 

04/02/16 

FOIA 


3403060307 

8403060254 

84/03/02 

30-322 

T 

0403070108 

8403070101 

84/02/16 

FCUA 


04030603 JO 

8403060254 

04/03/02 

30-322 

T 

8403070112 

0403070107 

84/02/26 

70-824 


3403060314 

8403060254 

04/03/02 

50-322 

T 

B403070123 

8403070120 

84/03/02 

30-461 

< 

0403060315 

B4 03060305 

04/03/01 

50-315 

a 

8403070129 

0403070135 

04/02/24 

50-395 

( 

64Q306031B 

B4Q3060254 

B4/03/02 

50-322 

7 

8403070131 

8403070125 

04/02/24 

50-395 

f 

B40306031? 

0403060254 

84/03/02 

30-322 

T 

8403070133 

8403070125 

84/02/24 

50-395 

< 

0403060322 

8402060254 

84/03/02 

50-322 

T 

B4 03070 136 

0403070125 

84/02/24 

50-395 

< 

0403060326 

0403060325 

04/02/17 

50-213 

P 

8403070139 

B4030701 35 

04/03/03 

50-250 

( 

0403060320 

0403060327 

84/03/05 

30-21? 

P 

840307014! 

0403070137 

84/02/24 

30-277 

f 

0403060331 

0403060329 

04/03/01 

70-734 


3403070143 

8403070135 

84/03/03 

50-250 

c 

B403060344 

8403060341 

84/02/07 

50-344 

0 

0403070144 

0403070137 

84/02/24 

50-277 

F 

0403060347 

6403060345 

84/02/28 

50-454 

E 

6403070145 

8403070140 

04/02/13 

50-335 

C 

□403060352 

6403060348 

84/03/02 

0A999 


8403070149 

0403070146 

04/02/00 

70-27 


5403060355 

8403060348 

B4/O3/02 

QA779 


0403070150 

8403070147 

04/03/02 

50-322 


0403060360 

0403060337 

04/03/05 

50-537 

A 

0403070153 

8403070146 

04/02/08 

70-27 


0403060361 

9403060348 

84/03/02 

QA999 


8403070154 

8403070147 

84/03/02 

50-322 

1 

0403060362 

0403060359 

84/02/24 

50-302 

P 

8403070155 

840307015! 

04/02/27 

50-327 

c 

0403060365 

8403060348 

84/03/02 

0A999 


B403070156 

8403070151 

84/02/27 

50-327 

c 

0403060366 

8403060357 

84/02/24 

50-302 

P 

8403070158 

8403070147 

04/03/02 

50-322 

1 

0403060360 

8403060364 

84/02/24 

50-302 

P 

8403070159 

B4030701 51 

94/02/27 

50-327 

a 

0403060369 

84030603 4S 

B4/03/02 

0A99? 


0403070160 

0403070147 

04/03/02 

50-322 

i 

0403060372 

8403060348 

84/03/02 

aA99? 


8403070161 

84030701 52 

B4/02/0B 

CONTRACT 


Q4O3060373 

0403060371 

84/02/21 

50-449 

0 

8403070162 

04030701 57 

04/02/26 

50-324 

p 

0403060374 

0403060343 

04/03/02 

0A999 


0403070163 

8403070151 

84/02/27 

50-327 

a 

B4 0306 0376 

0403060340 

B4/03/02 

GA999 


0403070165 

0403070147 

04/03/02 

50-322 

T 

6403060379 

3403060348 

04/03/02 

GA999 


8403070167 

84030701 52 

B4/02/0B 

CONTRACT 


0403060393 

0403060392 

04/03/01 

30-290 

a 

840307017! 

0403070147 

84/03/02 

5Q-322 

T 

0403060370 

0403060385 

B4/03/01 

50-329 

a 

8403070172 

8403070152 

84/02/08 

CONTRACT 


0403060406 

8403060401 

04/02/17 

30-312 

a 

8403070173 

8403070168 

04/02/22 

50-416 

a 

0403060407 

8403060309 

84/03/01 

SO -339 

0 

8403070176 

8403070160 

B4/02/22 

50-416 

a 

0403060410 

B403060405 

04/03/01 

50-30 

R 

8403070178 

8403070147 

04/03/02 

50-322 

T 

0403060414 

8403060402 

84/02/2? 

50-302 

Q 

8403070100 

04030701 60 

84/02/22 

30-416 

a 

0403060415 

B4 03060305 

B4/03/01 

50-329 

Q 

8403070181 

8403070177 

B4/02/27 

50-445 

a 

B403060420 

840306O3B5 

84/03/01 

50-329 

a 

0403070102 

0403070177 

04/02/29 

50-443 

0 

0403060421 

0403060416 

84/03/01 

70-1257 


0403070183 

0403070147 

04/03/02 

50-322 

T 

9403060423 

8403060333 

04/03/01 

SO- 329 

a 

0403070184 

840307017? 

B4/02/22 

50-4 00 

a 

0403060427 

0403060424 

04/03/02 

50-361 

P 

84030701 06 

8403070168 

04/02/22 

50-416 

G 

8403060420 

B40306D2B5 

04/03/01 

90-329 

a 

040307018? 

84030701 6B 

B4/02/22 

50-416 

0 

9403060440 

8403060436 

04/02/21 

50-321 

p 

B403070190 

8403070147 

B4/03/02 

50-322 

T 

B403060442 

B4030603B5 

84/03/01 

50—32? 

G 

0403070193 

8403070179 

84/02/22 

50-400 

Q 

B403O6O444 

0403060335 

84/03/01 

50-329 

0 

B403070195 

8403070147 

84/03/02 

30-322 

T 

0403060445 

3403060385 

84/03/01 

50-32? 

a 

8403070197 

0403070179 

84/02/22 

50-400 

Q 

0403060449 

0403060447 

04/02/21 

50-344 

p 

8403070190 

0403070147 

B4/03/02 

30-322 

T 

B4 030604 S9 

3403060454 

04/02/16 

30-245 

p 

8403070197 

8403070179 

04/02/22 

50-400 

a 

B4 03060466 

8403060462 

04/02/23 

50-338 

F 

0403070201 

B4030701 47 

84/03/02 

50-322 

T 

8403060475 

3403060471 

84/02/27 

CONTRACT 


0403070202 

8403070185 

04/02/28 

50-413 

A 

9403060477 

3403060494 

04/02/27 

REOGD 


8403070204 

8403070147 

84/03/02 

50-322 

T 

0403060502 

8403060500 

04/02/27 

CONTRACT 


8403070206 

0403070168 

B4/QZ/22 

50-416 

Q 

0403060510 

8403060503 

B4/ 02/21 

50-261 

F 

8403070207 

8403070147 

B4/03/02 

50-322 

T 

0403060521 

0403060519 

84/02/24 

WASTE MOT 

3403070200 

8403070160 

04/02/22 

50-416 

a 

8403060527 

0403060077 

04/02/24 

50-335 

P 

8403070209 

0403070160 

84/02/22 

50-416 

Q 

B4C30 60536 

840209003? 

04/03/12 

50-322 

0 

8403070210 

0403070205 

84/02/24 

50-413 

Q 

9403060954 

8402090039 

84/03/12 

50-322 

9 

0403070211 

8403070147 

04/03/02 

50-322 

T 

B403060573 

040306056? 

04/02/21 

XPOftTLIC 


0403070214 

8403070147 

84/03/02 

50-322 

T 

0403070009 

8403070003 

94/02/06 

CONTRACT 


0403070216 

0403070160 

04/02/23 

50-416 

0 

8403070013 

0403070007 

04/02/10 

50-395 

0 

0403070217 

0403070147 

84/03/02 

90-322 

T 

8403070017 

0403070012 

04/08/13 

50-413 

0 

040307021? 

8403070105 

84/02/20 

50-413 

A 

8403070019 

640307001 5 

94/02/20 

70-1201 


0403070220 

0403070147 

04/03/02 

50-322 

T 

8403070023 

0403070020 

B4/02/29 

50-443 

0 

8403070221 

8403070215 

04/01/23 

50-440 

A 

B 4 03070024 

8403070018 

B4/02/10 

30-424 

0 

8403070222 

B403070147 

84/03/02 

90-322 

T 

8403070030 

B403070027 

84/02/29 

40-2061 


0403070224 

0403070218 

04/02/23 

90-438 

Q 

0403070032 

8403070029 

04/02/27 

CONTRACT 


0403070227 

8403070147 

84/03/02 

90-322 

T 

B4 03070037 

8403070033 

B4/02/29 

50-413 

0 

8403070231 

0403070147 

S4/03/02 

90-322 

T 

8403070046 

9403070039 

04/02/27 

CONTRACT 


8403070234 

8403070229 

84/02/23 

FOIA 


0403070058 

B 403070095 

04/02/20 

50-400 

e 

8403070238 

0403070236 

84/03/02 

50-352 

<3 

0403070057 

B403O70O55 

04/02/20 

30-400 

0 

0403070242 

8403070240 

84/02/17 

50-387 

G 

9403070060 

8403070093 

B4/O2/0B 

50-289 

u 

0403070244 

8403070243 

84/02/22 

50-334 

R 

0403070067 

0403070093 

04/02/00 

50-209 

u 

B403070246 

840307023? 

83/11/25 

50-280 

a 

0403070072 

8403070067 

04/ 01/11 

50-259 

0 

8403070240 

0403070247 

84/02/0? 

50-416 

Q 

9403070073 

0403070053 

84/02/00 

50-209 

U 

8403070232 

0403070251 

84/02/29 

50-321 

p 

8403070076 

8403070053 

84/02/09 

50-209 

u 

0403070253 

8403070250 

04/02/10 

50-280 

G 

B403070079 

6403070075 

04/02/2? 

50-275 

p 

B4 03070257 

0403070255 

84/02/2? 

50-266 

P 

8403070003 

9403070075 

84/02/2? 

30-275 

f 

8403070259 

0403070258 

04/02/17 

70-1100 


04030 7008B 

04030700 S3 

84/02/07 

50-395 

a 

84 03070261 

8403070260 

84/02/29 

50-272 

R 

0403070095 

0403070094 

84/02/23 

30-400 

a 

B4 03070267 

0403070264 

04/02/27 

70-474 


8403070096 

8403070094 

B4/02/23 

30-400 

Q 

8403070275 

8403070273 

04/03/01 

50-423 

C 

0403070100 

0403070094 

84/02/23 

50-400 

o 

0403070281 

0403070276 

04/02/28 

50-352 

a 

0403070102 

8403070094 

84 /02/23 

50-400 

a 

B4 03070207 

0403070202 

84/02/21 

50-28? 

a 

0403070105 

0403070094 

04/02/23 

50-400 

a 

0403070208 

8403070204 

04/02/29 

50-275 

p 
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0403070292 

84030702B4 

84/02/29 

30-275 

P 

0403070302 

0403070299 

04/02/16 

50-423 

A 

0403070306 

0403070301 

84/02/31 

50-387 

a 

0403070300 

8403070303 

B4/O2/20 

50-412 

0 

0403070310 

8403070307 

04/02/06 

50-324 

a 

0403070316 

0403070312 

84/02/23 

30-333 

G 

0403070318 

8403070315 

84/02/27 

50-323 

G 

6403070319 

8403070314 

84/02/22 

30-332 

<3 

0403070322 

8403070320 

84/02/22 

30-277 

G 

04 03070323 

8403070321 

84/02/23 

50-303 

P 

B40307032S 

B403070326 

84/02/23 

70-27 


8403070331 

0403070327 

84/02/22 

30-413 

a 

0403070334 

6403070327 

84/02/22 

30-413 

a 

0403070335 

8403070327 

84/02/22 

50-413 

a 

6403070336 

8403070333 

84/02/28 

30-423 

a 

6403070330 

8403070327 

04/02/22 

30-413 

a 

6403070340 

840307022? 

84/02/23 

30-329 

9 

6403070341 

8403070330 

04/02/28 

30-293 

a 

6403070343 

0403070229 

84/02/23 

30-329 

G 

6403070344 

8403070342 

84/02/20 

30-334 

a 

0403070345 

8403070229 

84/02/23 

50-329 

s 

6403070346 

B4O3070339 

84/02/10 

CONTRACT 


0403070349 

840307022? 

84/02/23 

30-329 

9 

6403070351 

8403070229 

B4/02/23 

50-329 

G 

6403070362 

0403070360 

84/02/27 

30-3 

F 

B403070366 

0403070269 

84/02/15 

80-334 

R 

6403070369 

8403070364 

03/06/02 

50-26? 

a 

6403070373 

8403070371 

84/02/29 

CONTRACT 


6403070301 

8403070377 

84/02/27 

XPORTUC 


6403070302 

8403070379 

04/02/29 

50-340 

p 

6403070303 

8403070300 

04/03/01 

27-39 


6403070384 

0403070379 

04/02/2? 

30-348 

p 

6403070389 

B403070387 

B4/02/27 

50-334 

p 

6403070390 

8403190450 

04/03/05 

50-31 5 

p 

6403070391 

8403070387 

04/02/27 

30-334 

p 

0403070395 

8403190450 

84/03/05 

50-315 

p 

B4 03070398 

8403070374 

84/02/2? 

50-247 

p 

B4 03070402 

8403070394 

64/02/2? 

50-247 

p 

B4 03070409 

8402090037 

84/03/12 

50-322 

8 

6403070414 

84030704 1 1 

04/02/29 

CONTRACT 


6403070423 

8402090039 

84/03/12 

30-322 

8 

6403070425 

B403070424 

04/02/28 

XPORTLIC 


0403070426 

840 30704 24 

04/02/28 

XPDRTLIC 


0403000006 

8403000005 

84/02/24 

FOIA 


6403080008 

8403080005 

84/02/24 

FOIA 


640303000? 

8403080007 

84/03/02 

30-29 

P 

04030 BOOlO 

8403080005 

B4/02/24 

FOIA 


0403030012 

8403080005 

84/02/24 

FOIA 


0403080017 

8403000005 

84/02/24 

FOIA 


0403030019 

0403000005 

84/02/24 

FOIA 


0403000025 

8403080005 

B4/02/24 

FOIA 


04030 0002? 

8403080005 

B4/02/24 

FOIA 


04 030 30032 

8403080027 

83/12/30 

FOIA 


B4030 30033 

8403080016 

04/01/11 

FOIA 


0403000036 

8403080027 

B3/12/30 

FOIA 


S4 03080038 

8403080016 

04/01/11 

FOIA 


0403060040 

8403080027 

83/12/30 

FOIA 


8403060043 

8403080027 

83/12/30 

FOIA 


8403060044 

8403080016 

84/01/11 

FOIA 


6403060045 

8403080027 

83/12/30 

FOIA 


0403080046 

84030B0027 

83/12/30 

FOIA 


0403000046 

B4030B001 6 

04/01/11 

FOIA 


0403000049 

8403080027 

03/12/30 

FOIA 


04O3OBOOSO 

8403000027 

B3/ 12/30 

FOIA 


0403060051 

8403080027 

83/12/30 

FOIA 


04 03060054 

84030B0027 

83/12/30 

FOIA 


B4O3O0OO55 

8403080027 

83/12/30 

FOIA 


0403000056 

84030B0027 

83/12/30 

FOIA 


0403060057 

8403080016 

84/01/31 

FOIA 


B4030B005B 

B4 03080027 

83/12/30 

FOIA 


0403060059 

8403080027 

03/12/30 

FOIA 


S 4 03080060 

8403080027 

B3/ 12/30 

FOIA 


04O3OBOO64 

8403080027 

83/12/30 

FOIA 


B 4 03080066 

8403080027 

03/12/30 

FOIA 


04O3OBOO69 

8403080027 

03/12/30 

FOIA 


B403060070 

8403000027 

03/12/30 

FOIA 


04 03080072 

8403080027 

83/12/30 

FOIA 


Q 4 03080074 

8403060027 

03/12/30 

FOIA 


B4030B0075 

8403060061 

04/02/21 

50-312 

a 

B4 03060076 

8403080027 

83/12/30 

FOIA 



ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 

04 030 BOO YB 0403080027 83/12/30 FOIA 

9403080079 B4030B0027 83/12/30 EOT A 

B4030BO082 B4 03080027 83/12/30 FOIA 

0403080004 0403000027 03/12/30 FOIA 

0403080006 840308000 1 84/03/03 30-340 P 

84030 QO 087 0403080027 03/12/30 FOIA 

04 030 BO OB? 0403000027 83/12/30 FOIA 

8403000072 0403080027 03/12/30 FOIA 

0403080073 8403090027 83/12/30 FOIA 

04030 BO 078 0403080068 84/01/17 FOIA 

0403080079 8403080027 83/12/30 FOIA 

B4030B0101 8403080016 B4/01/U FOIA 

B4 03080 102 8403080027 83/13/30 FOIA 

8403080103 0403080096 04/01/23 50-278 E 

84O30B0 1 07 0403080027 03/12/30 FOIA 

0403080108 9403080016 84/01/11 FOIA 

0403080109 0403080027 03/12/30 FOIA 

0403000111 8403080027 83/12/30 FOIA 

0403080112 8403000027 B3/ 12/30 FOIA 

0403080113 0403080016 84/01/11 FOIA 

0403 0801 1 7 0403080027 B3/ 12/30 FOIA 

0403000119 8403080060 04/01/17 FOIA 

04O3OaO12O 0403080016 04/01 /II FOIA 

B4030801H1 8403080027 03/12/30 FOIA 

0403000132 8403080027 03/ 12/30 FOIA 

0403080123 S403D80027 83/12/30 FOIA 

8403080124 0 403080027 03/12/30 FOIA 

0403080125 04030801 M 04/02/23 50-373 0 

0403080127 Q4030B001A 04/01/11 FOIA 

9403080128 0403090060 B4/OJ/17 FOIA 

8403080129 8403080027 03/12/30 FOIA 

9403080132 0403000027 03/12/30 FOIA 

0403080133 040308002/ 03/12/30 FOIA 

0403080134 0403080027 03/12/30 FOIA 

0403080137 0403080027 83/12/30 FOIA 

B403080130 B40308006B 94/01/17 FOIA 

040308013? B4 03080027 03/12/30 FOIA 

8403080144 8403080027 03/ 12/30 FOIA 

8403080146 8403080068 04/01/17 FOIA 

8403080147 8403080027 B3/ 12/30 FOIA 

840308014? B4030B0126 94/03/01 FOIA 

0403000150 0403080027 03/12/30 FOIA 

8403080151 0403080027 03/12/30 FOIA 

8403080152 04030801 4 5 04/02/13 50-520 Q 

S4030B0154 9403080126 04/03/01 FOIA 

8403080155 8403080060 04/01/17 FOIA 

8403000156 0403080027 83/12/30 FOIA 

8403030157 04 03080027 83/12/30 FOIA 

040308015? 8403080027 03/12/30 FOIA 

0403080160 8403080027 83/12/30 FOIA 

8403000162 8403080016 94/01/11 FOIA 

8403000163 8403080027 03/12/30 FOIA 

8403080165 0403080068 94/01/17 FOIA 

9403000166 9403080027 03/12/30 FOIA 

8403000167 0403080027 03/12/30 FOIA 

8403080160 0403080027 83/12/30 FOIA 

0403000170 0403080016 04/01/11 FOIA 

0403000172 8403080027 33/12/30 FOIA 

8403080173 0403080060 34/01/17 FOIA 

84 03000 175 9403080016 34/01/11 FOIA 

8403080177 0403000027 83/12/30 FOIA 

B4O30B0190 9403080016 04/01/11 FOIA 

8403080191 0403080068 04/01/17 FOIA 

B4O3QB01S2 9403090027 93/12/30 FOIA 

B4030B0185 84030B0027 03/12/30 FOIA 

84030801 86 0403080016 04/01/11 FOIA 

04030801 SB 8403090176 34/02/23 50-461 O 

8403080189 0403080068 84/01/17 FOIA 

0403050190 8403080027 33/12/30 FQIA 

8403080191 8403080016 34/01/11 FOIA 

0403000193 9402090022 04/03/05 50-275 0 

8403000194 8403080016 04/01/11 FOIA 

8403080195 0403080150 34/03/02 50-343 P 

8403080199 9403000016 04/OJ/U FQIA 

840300019? 0402090022 04/03/05 50-275 Q 

B4 03000202 94O30B0016 94 /01/1 t FOIA 

8403080204 9403000016 04/01/11 FOIA 

0403000209 0403080016 04/01/11 FOIA 

0403000210 0403080205 04/03/02 50-316 P 

8403080211 0403000016 04/01/11 FOIA 
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CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

document 

DATE 

rSBUED 

SUBJECT 

CATEQORY 

ENCLOSURE 

principal 

document 

DATE 

ISSUED 

SUBJECT 

CATEQORY 

34030 BOS IS 

8403000203 

B4 701/24 

50-413 

0 

B4 030901 1 6 

0403090100 

84/02/29 

50-298 

P 

0403080214 

8403080200 

84/03/05 

50-31 5 

<1 

8403090135 

0403070133 

04/02/27 

CONTRACT 


040300021 5 

84D30B0016 

64/01/11 

FBI A 


8403070141 

6403090138 

84/02/27 

CONTRACT 


04030 BOS 16 

0403 06020 5 

B4/03/02 

50-316 

P 

8403090183 

8403090178 

84/03/02 

PR 


3 4030 802 17 

040308001 b 

84/01/11 

F01A 


B403090191 

8403090183 

84/02/15 

30-237 

P 

8403060218 

04Q3OBO2O7 

84/01/23 

F01A 


6403090174 

0403090105 

84/02/15 

30-237 

P 

8403060220 

0403080203 

84/03/02 

50-316 

P 

8403090176 

6403090187 

84/02/06 

50-321 

P 

84030B0223 

0403030205 

84/03/02 

50-3 1 6 

P 

8403090200 

B4O3O9O190 

84/01/17 

PT21 


8403060225 

0403080207 

84/01/ 23 

FOIA 


8403090202 

6403090198 

84/01/17 

PT21 


8403060242 

0403080238 

04/03/03 

30-263 

F 

8403090203 

6403090198 

04/01/17 

PT21 


6403060244 

8403030238 

04/03/05 

50-263 

F 

B403090221 

84030902)8 

84/03/06 

50-135 

F 

3403000253 

3403090177 

B4/02/13 

50-506 

A 

8403090227 

8403090177 

84/03/07 

50-361 

P 

84030802 3 i 

940303025 1 

84/02/22 

30-4B3 

0 

0403090230 

6403090177 

84/03/07 

30-361 

P 

04 0308020 1 

8403080251 

84/02/22 

50-483 

0 

8403090233 

8403090177 

84/03/07 

30-361 

P 

84 03080263 

3403080254 

84/02/27 

30—526 

0 

0403090238 

8403090177 

84/03/07 

50-361 

P 

8403060238 

84030B0263 

B47 03/01 

50-29B 

F 

8403090239 

8403090232 

84/03/06 

50-387 

0 

840308023? 

8403080264 

84/03/01 

50-280 

F 

0403070259 

8403090255 

84/03/01 

50-34B 

P 

8403080270 

340308026b 

B4/ 02/22 

30-397 

Q 

□403070260 

8403090292 

84/03/02 

30-324 

P 

8403080273 

3403080265 

B4/03/01 

50-29B 

F 

B4 03090277 

0403090262 

04/02/29 

50-331 

P 

8403080273 

34030B0274 

84/02/23 

30-312 

0 

8403090313 

8403090314 

83/09/30 

TOPfiEP 


040306027? 

8403080274 

84/ 02/23 

50-312 

0 

0403090316 

8403090314 

83/09/30 

TOPREP 


B4O3O802B1 

0402090030 

84/03/02 

50-275 

E 

8403090318 

8403090314 

03/09/30 

TOPREP 


84030802B3 

04O3OBO27B 

84/02/27 

50-413 

M 

8403070319 

8403090314 

03/09/30 

TOPREP 


8403080302 

8403080279 

84/02/24 

50-315 

a 

8403070321 

8403090314 

83/09/30 

TOPREP 


8403080303 

84 03080265 

84/03/01 

30-27B 

F 

8403090322 

840309031 4 

83/09/30 

TOPREP 


0403080314 

04030803 1 2 

84/03/02 

71-6601 


B4 030 903 23 

8403090314 

83/09/30 

TOPREP 


9403080313 

8402090006 

84/02/23 

50-247 

F 

8403090324 

8403090314 

83/09/30 

TOPREP 


04030 B0327 

8403080323 

04/01/20 

30-445 

a 

3403090323 

8403090314 

83/09/30 

TOPREP 


9403000332 

0403080325 

64/01/20 

50-443 

a 

0403090327 

8403090314 

83/09/30 

TOPREP 


B4 030 80333 

8403060325 

B4/0I/20 

50-443 

a 

8403090328 

8403090314 

83/09/30 

TOPREP 


6403060335 

8403080325 

B4/O1/20 

30-445 

a 

8403090329 

8403070314 

83/09/30 

TOPREP 


64 03060341 

840308033? 

84/01/20 

50-280 

a 

8403070330 

8403090314 

83/09/30 

TOPREP 


6403000332 

8403080347 

84/03/02 

50-336 

p 

8403090332 

8403090314 

83/09/30 

TOPREP 


8403080360 

8403030357 

04/01/17 

FOIA 


B4031 20005 

0403120003 

84/03/03 

50-271 

P 

04 030B0364 

8403000357 

B4/01 / 1 7 

FBI A 


8403120010 

8403120006 

84/03/06 

30-273 

Q 

840308036b 

0403080357 

04/01/17 

F01A 


8403120012 

0403120006 

84/03/06 

50-275 

0 

0403080377 

B4O3O0O372 

04/01/31 

30-424 

0 

8403120015 

8403120006 

84/03/06 

30-273 

Q 

840308037? 

8403060373 

04/02/17 

FOIA 


0403120017 

8403120006 

84/03/06 

50-275 

Q 

84030803 □ 1 

8403000372 

B4/01/31 

50-424 

0 

8403120018 

B4031 20006 

84/03/06 

50-273 

0 

84030003 03 

6403000373 

84/02/ 17 

FOIA 


B403 120022 

B403 120006 

B4/ 03/06 

30-273 

0 

B4030803B4 

6403080372 

04/01/31 

30-424 

0 

6403120023 

B4031 20006 

84/03/06 

50-275 

Q 

8403060396 

8403080394 

04/02/2? 

71-6406 


0403120027 

8403120006 

84/03/06 

50-275 

0 

84030003?? 

8403000397 

04/02/27 

71-7001 


8403120030 

8403120026 

84/03/07 

30-388 

A 

8403080400 

B4030BO390 

04/02/13 

SO— 320 

c 

8403120030 

8403120044 

84/03/07 

50-220 

a 

8403080406 

B4 03080 390 

84/02/13 

50-520 

D 

B4 03 120067 

8403120065 

B4/ 02/22 

50-43B 

a 

0403090407 

8403060403 

04/02/2" 

50-2B7 

0 

8403120072 

8403120065 

84/02/22 

50-438 

0 

8403080407 

8403080390 

B4/02/13 

30-320 

A 

8403120073 

8403120070 

84/02/24 

30-237 

a 

8403080431 

8403080405 

84/03/02 

30-275 

F 

8403120079 

8403120070 

84/02/24 

50-237 

a 

04030 BQ4 12 

8403080410 

84/03/01 

50-320 

P 

8403120086 

8403120081 

84/03/06 

30-267 

p 

0403000414 

8403080413 

84/02/29 

50-275 

P 

B4 03 120 102 

8403120101 

B4/ 03/02 

30-320 

a 

04030 804 15 

B40308D4 1 3 

B4/02/27 

50-275 

P 

8403120114 

8403120100 

84/03/05 

0A979 


0403080417 

8403080405 

84/03/02 

30-275 

F 

8403120124 

8403120116 

04/02/24 

30-31 3 

a 

0403000410 

64030804 1 6 

64/03/01 

71-7000 


8403120125 

8403 1201 20 

B4/ 02/23 

50-331 

a 

8403060420 

B403OB04O5 

04/03/02 

50-275 

F 

8403120126 

0403120122 

84/03/06 

30-440 

Q 

8403060421 

84030B0403 

04/03/02 

50-275 

S 

0403120133 

8403120120 

84/02/23 

30-331 

fl 

0403060422 

B403O804O5 

84/03/02 

50-273 

P 

8403120137 

0403120134 

B4/02/23 

30-237 

a 

0403060425 

8403080393 

84/01/27 

30-28? 

P 

8403120136 

8403120139 

84/02/28 

30-245 

R 

640306042b 

B4 03 08040 5 

84/03/02 

30-273 

P 

8403120145 

8403120141 

84/02/23 

30-263 

0 

0403060431 

8403080405 

B4/03/02 

30-273 

e 

8403120136 

8403120153 

83/10/20 

90-413 

E 

0403090003 

B4 02220291 

B4/01/31 

50—28? 

u 

8403120158 

8403120133 

83/10/28 

30-413 

E 

B4 03090004 

8402220291 

04/01/31 

50-28? 

u 

84 03120161 

8403120153 

83/10/28 

90-413 

E 

6403090005 

840222027 I 

04/01/31 

50-28? 

u 

8403120165 

8403120164 

84/03/08 

90-382 

F 

0403090007 

8402220291 

B4/01/3I 

50-267 

u 

8403120167 

8403120164 

84/03/08 

90-382 

F 

0403070008 

8402220271 

84/01/31 

50-2B9 

u 

8403120172 

8403120170 

84/03/05 

90-334 

0 

840309000? 

8402220291 

04/01/31 

30-28? 

u 

84031 20163 

8403120184 

84/03/06 

90-361 

0 

0403090010 

0402220291 

84/01/31 

50-287 

u 

84 03120192 

B4031 20183 

84/03/09 

50-285 

P 

040309001 1 

040222029 1 

84/01 / 31 

50-28? 

u 

8403120193 

6403120183 

84/03/09 

50-283 

P 

8403090013 

8402220291 

04/01/31 

30-207 

u 

8403120213 

8403120210 

84/02/29 

90-369 

P 

0403090014 

8403070012 

84/02/29 

30-528 

E 

8403120216 

8403120210 

84/02/29 

50—369 

P 

8403090017 

8403090017 

B4/02/28 

FOIA 


8403120217 

0403120214 

84/03/01 

90-335 

P 

8403090030 

8403070032 

04/03/02 

50-302 

A 

8403120217 

8403120214 

04/03/01 

90-335 

P 

B4 0309003 7 

B4O3O90O37 

84/02/22 

50-354 

a 

8403120226 

8403120221 

84/03/02 

CONTRACT 


8403090043 

B4 03070037 

04/02/22 

50-354 

a 

8403120242 

8403120234 

84/03/02 

40-6920 


0403090073 

B4 03090070 

84/03/05 

30-219 

a 

0403120244 

0403120240 

84/02/29 

SO-333 

a 

0403090069 

8403070001 

84/02/21 

50-277 

a 

8403120252 

0403120240 

B4/ 02/29 

90-335 

0 

9403090092 

8403070008 

84/03/05 

50-331 

p 

0403120306 

8403120305 

84/02/27 

30-293 

F 

8403090078 

B4 03090075 

04/02/28 

50-247 

p 

8403120311 

0403120305 

84/02/27 

50-293 

F 

8403090101 

0403070075 

84/02/28 

50-247 

p 

8403120314 

8403120306 

84/08/28 

CONTRACT 


84030 70106 

8403070104 

84/03/05 

50-445 

T 

0403120342 

8403120339 

04/02/21 

30-312 

F 

8403070115 

8403090112 

04/03/06 

50-413 

0 

0403120343 

8403120340 

04/02/22 

CONTRACT 
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PRINCIPAL 
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SUBJECT 

ENCLOSURE 

document 

ISSUED 

CATEGORY 

B4O3120357 

8403120394 

84/02/21 

90-302 

F 

8403120389 

8403120376 

94/02/06 

COMMISSION 

S4O3130393 

8403120376 

04/02/06 

COMMISSION 

9403130011 

8403130002 

04/02/22 

30-266 

G 

9403130014 

840313000? 

04/03/07 

50-354 

G 

8403 1300 IB 

8403130012 

04/03/09 

30-322 

0 

8403130031 

8403130006 

04/02/27 

50-220 

G 

8403130033 

8403130002 

94/02/22 

50-266 

Q 

8403130030 

8403130012 

B4/03/09 

50-322 

0 

84031 30036 

8403130032 

94/02/02 

0A999 


8403130039 

8403130031 

84/03/01 

50-348 

p 

9403130041 

8403130012 

B4/03/0? 

50-322 

0 

8403130043 

8403130032 

04/02/02 

QA999 


8403130091 

8403130044 

04/03/09 

50-341 

K 

8403130092 

8403130049 

B4/03/01 

50-54 

P 

8403130093 

8403130012 

B4/03/09 

50-322 

0 

8403130099 

8403130046 

B4/02/16 

QA999 


84031 30060 

8403130044 

94/03/09 

50-341 

K 

8403130063 

8403130012 

84/03/0? 

50-322 

0 

8403130064 

8403130099 

84/02/07 

9A999 


9403130069 

8403130046 

B4/02/16 

QA999 


9403130073 

9403130012 

04/03/09 

50-322 

0 

9403130076 

9403130046 

84/02/16 

0A999 


9403130077 

9403130071 

84/03/1 1 

50-413 

0 

8403130083 

8403130012 

84/03/09 

50-322 

0 

8403130097 

9403130079 

84/03/01 

50-263 

R 

8403130089 

8403130046 

84/02/16 

GA999 


8403130090 

8403130012 

84/03/07 

90-322 

0 

8403130091 

8403130089 

84/03/00 

50-322 

0 

8403130094 

8403130093 

64/02/23 

40-3392 


84O313Q096 

840313007? 

84/03/01 

90-263 

R 

8403130099 

8403130012 

84/03/09 

50-322 

0 

8403130100 

8403130088 

84/03/07 

50-327 

G 

8403130103 

8403130079 

B4/03/01 

50-263 

R 

8403130106 

8403130092 

84/03/07 

50-440 

A 

B4 0313010? 

8403130012 

94/03/09 

50-322 

0 

8403130117 

9403130101 

84/02/27 

40-2061 


8403130118 

9403130092 

84/03/07 

50-440 

A 

8403130119 

8403130012 

04/03/09 

50-322 

Q 

B403130126 

8403130116 

83/09/13 

50-445 

F 

8403130128 

8403130092 

94/03/07 

90-440 

A 

84 0313013S 

8403130122 

94/01/25 

30-267 

a 

9403130136 

84031301 16 

93/09/13 

30-445 

F 

84031301 38 

8403130092 

04/03/07 

50-440 

A 

8403130140 

8403130131 

84/01/19 

30-3S2 

0 

8403130142 

8403130132 

B4/03/02 

50-244 

R 

8403130143 

9403130133 

04/02/29 

50-346 

P 

84 03130149 

9403130122 

04/01/25 

90-267 

0 

840313014? 

8403130132 

04/03/02 

30-244 

R 

8403130154 

9403130133 

64/02/20 

30-346 

P 

9403130157 

8403130132 

84/03/02 

50-244 

R 

9403130164 

8403130156 

04/03/0? 

50-400 

a 

8403130169 

8403130153 

84/03/00 

50-32? 

A 

8403130172 

8403130163 

84/03/05 

50-202 

F 

8403130178 

8403130171 

84/03/07 

30-272 

F 

8403130196 

8403130196 

04/03/07 

90-400 

Q 

8403130201 

8403150293 

84/02/27 

27-4B 


8403130207 

8403130186 

B4/03/07 

90-400 

Q 

8403130207 

9403130198 

84/03/05 

90-263 

F 

840313021? 

8403130193 

84/02/28 

50-443 

Q 

8403130220 

0403130186 

84/03/07 

30-400 

0 

8403130230 

8403130196 

84/03/07 

30-400 

0 

B4O3130297 

8403130251 

84/03/02 

50-267 

P 

8403130298 

9403130245 

84/03/01 

50-262 

R 

B4O3I30263 

8403130251 

84/03/02 

50-267 

P 

8403130270 

B4 03 13024 5 

B4/03/01 

50-282 

R 

8403130272 

8403130269 

84/02/27 

50-219 

a 

8 4 03130279 

8403130245 

84/03/01 

90-282 

R 

8403130280 

S4 03 130269 

84/02/27 

50-21? 

Q 

8403130281 

8403130276 

B4/02/0B 

0A999 


840313028? 

B4031302B3 

84/03/01 

50-213 

R 

8403130291 

9403130276 

84/02/08 

QA999 


B4031 30273 

0403130277 

94/02/20 

TOPREP 


8403130302 

B403 130294 

04/03/08 

70-2199 


B4031 30308 

8403130294 

84/03/00 

70-2199 


8403130312 

B403 130300 

84/02/23 

disc 


8403130314 

8403130305 

94/03/01 

50-317 

R 

8403130319 

8403130313 

83/09/13 

90-445 

F 

8403130322 

8403130305 

94/03/01 

50-317 

R 

84 03130325 

8403130309 

84/02/16 

GA999 



ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

OOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8403130329 

B403130317 

94/03/03 

0A99? 


8403130330 

9403I3O318 

04/03/09 

30-397 

P 

8403 130334 

9403130303 

B4/03/01 

50-317 

R 

8403130335 

0403130326 

94/03/03 

50-40? 

0 

8403130338 

8403130317 

94/03/03 

GA999 


8403130344 

0403130341 

84/02 /OB 

50-370 

P 

8403130345 

8403130320 

84/03/0B 

50-402 

a 

B4031 30349 

8403130340 

94/03/07 

50-220 

p 

84031 30352 

8403130343 

94/03/09 

50-312 

0 

64031 30339 

8403130342 

94/03/06 

50-482 

A 

8403130359 

8403130340 

84/03/06 

50-373 

a 

8403130364 

8403130343 

94/03/0? 

50-312 

0 

8403130367 

8403130360 

94/02/03 

50-423 

c 

8403130372 

9403130359 

94/03/09 

50-354 

Q 

8403130375 

0403130342 

84/03/06 

50-482 

A 

8403130376 

0403130360 

84/02/03 

50-423 

C 

B4031303B9 

8403130342 

B4/03/06 

5Q-4B2 

A 

8403130391 

0403130396 

04/03/08 

50-220 

P 

840313039? 

8403130390 

94/ 03 /OB 

50-482 

a 

8403130402 

0403130375 

84/02/16 

50-313 

0 

8403130412 

0403130256 

84/02/2? 

5Q-SB6 

R 

B4031304 14 

0403130407 

83/11/17 

QA999 


8403130418 

0403130410 

84/03/03 

50-237 

P 

8403130420 

040308016? 

84/03/01 

30-315 

R 

8403130421 

9403130416 

84/02/21 

50-461 

0 

8403130425 

0403130407 

83/11/17 

GA999 


8403130430 

9403130416 

94/02/21 

50-461 

a 

8403130432 

84 031 3026 S 

84/02/17 

0A999 


8403130433 

8403130422 

84/03/0B 

40-632? 


8403130439 

8403130426 

84/03/0? 

50-320 

p 

8403130444 

8403130441 

84/02/17 

QA999 


8403130448 

8403130439 

84/03/08 

50-458 

B 

8403130451 

9403130443 

84/03/0B 

50-2B9 

0 

84031304 53 

8403130442 

84/02/22 

50-445 

G 

8403130459 

8403130447 

84/03/09 

50-400 

0 

8403130460 

8403130441 

94/02/17 

GA999 


0403130463 

9403130453 

84/03/01 

50-348 

P 

0403130463 

84031304 52 

04/02/29 

30-325 

P 

0403130471 

9403130467 

84/02/27 

30-320 

a 

B4031 30476 

9403130472 

04/03/07 

70-1100 


0403130403 

9403130475 

84/02/29 

50-320 

R 

0403130487 

0403130486 

04/02/27 

50-459 

P 

0403130488 

8403130470 

84/03/09 

50-331 

F 

04031 304B7 

B4031 30473 

84/02/29 

30-320 

R 

0403130495 

8403130494 

94/02/23 

CONTRACT 


0403130499 

9403130499 

94/02/ 17 

30-312 

0 

8403140012 

040314000? 

84/03/09 

50-458 

0 

8403140023 

0403140017 

94/03/07 

50-250 

0 

8403140026 

0403 140021 

94/03/01 

30-32? 

A 

8403140030 

8403140032 

84/03/07 

30-32? 

A 

8403 14 0060 

8403140037 

84/03/03 

30-461 

0 

8403140000 

8403140049 

84/03/02 

50-322 

5 

8403 14 0006 

0403140030 

94/03/12 

30-322 

S 

8403140091 

0403140040 

94/03/02 

30-322 

e 

8403140095 

840314004B 

84/03/02 

30-322 

s 

0403140099 

0403140096 

94/03/01 

30-155 

0 

0403140109 

8403140101 

94/03/09 

30-423 

K 

0403140117 

84031401 13 

94/03/03 

30-354 

A 

0403140125 

0403140120 

94/03/08 

30-400 

F 

8403140140 

0403140131 

94/02/20 

TOPREP 


8403140143 

8403140133 

94/03/09 

50-24? 

P 

0403140163 

0403140139 

94/03/03 

30-400 

0 

0403140168 

8403140139 

84/03/03 

30-400 

« 

8403140170 

9403140166 

94/03/09 

PR 


8403140178 

8403140174 

94/03/07 

30-400 

0 

8403140190 

9403140173 

94/03/09 

50-373 

F 

8403140183 

B4031401 73 

94/03/09 

30-373 

F 

6403140184 

8403140173 

94/03/09 

30-373 

F 

B4031 40188 

0403 140 I 33 

94/03/09 

30-249 

P 

8403140200 

0403140199 

34/02/29 

50-200 

a 

8403140202 

9403140199 

94/02/28 

30—200 

G 

0403140204 

040314019? 

94/02/20 

30-280 

a 

8403140205 

0403140203 

94/02/27 

30-206 

s 

B403140208 

0403140206 

B4/03/OA 

50-382 

u 

B403140217 

8403140215 

93/12/16 

40-0027 


0 403 140238 

9403140239 

94/03/05 

71-313 


0403140239 

9403140236 

04/02/22 

30-324 

F 

8403140240 

8403140233 

84/03/05 

MI SC 


8403140256 

8403140232 

04/02/22 

D0-29B 

F 

0403140279 

B403140272 

04/02/22 

30-293 

P 



590 
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PRINCIPAL 
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04031 4030b 

B4031 40300 

B4 703/01 

50-250 

a 

840314030a 

0403140307 

04/03/07 

XPORTLIC 

84031 40320 

0403140325 

84/03/05 

CONTRACT 

0403130014 

0403150007 

04/03/0? 

50-440 

0 

04031 3001 7 

0403130012 

04/03/01 

50-219 

0 

134031 30022 

B403150020 

B4/03/13 

50-354 

0 

04031 30030 

B4031 50027 

B4/02/BB 

50-380 

0 

0403130034 

0403150027 

□4/02/SB 

50-3BB 

0 

0403130041 

8403130037 

84/02/27 

50-313 

p 

0403150043 

B403I 30040 

04/03/09 

50-237 

p 

0403130060 

8403150053 

04/03/09 

30-3B7 

0 

04031 30063 

B4031 50034 

B4/02/29 

50-277 

0 

04031 S0073 

8403150067 

04/03/01 

50-273 

a 

0403130078 

84031 50068 

84/02/2B 

50-272 

0 

9403130101 

8403 1 30096 

04/03/01 

50-410 

a 

34031 90104 

B 4 03 130077 

04/03/13 

50-316 

p 

0403130107 

□40313007? 

84/03/07 

50-280 

8 

84031301 17 

8403150111 

84/03/0? 

50-293 

P 

0403130117 

0403150113 

B4/03/0? 

30-313 

F 

0403150130 

B4031 50125 

04/02/20 

50-320 

o 

0403150135 

0403150125 

B4/02/23 

50-320 

a 

S40315D136 

0402090032 

04/03/13 

50-275 

T 

0403150140 

8403130137 

84/03/07 

30-277 

P 

0403150140 

0403150134 

04/02/20 

XPORTLIC 


8403130143 

0403130137 

B4/03/07 

30-277 

P 

B4031 50144 

B4 02070032 

B4/03/13 

50-275 

T 

040315014? 

8403150146 

84/03/01 

50-206 

a 

0403150152 

0402070032 

04/03/13 

50-275 

T 

0403150154 

0403150133 

04/03/13 

50-206 

s 

040313015? 

8402070032 

B4/03/13 

50-275 

T 

0403150162 

8402090032 

84/03/ 1 3 

30-275 

T 

0403130163 

0403150161 

04/03/0? 

50-2*1 

P 

0403130164 

8403150160 

04/03/02 

MIBC 


0403130166 

8403150146 

94/03/01 

50-206 

a 

0403130171 

0403150168 

04/03/07 

50-S98 

p 

04031 50 1 73 

0403130160 

B4/03/07 

50-270 

p 

8403150183 

8403150101 

94/02/ 2S 

30-327 

S 

S4 03130196 

8403130174 

34/02/05 

CONTRACT 


840313019? 

8403150197 

84/02/27 

XPORTLIC 


8403130203 

8403150200 

B4/03/0? 

50-315 

F 

84031 502-07 

8403150205 

04/01/ 16 

4Q-37B 1 


040315020? 

8403150206 

04/02/29 

CONTRACT 


8403130222 

0403130221 

04/03/07 

WASTE MOT 

0403150223 

8403150221 

04/03/07 

WASTE KOT 

04O315O246 

8403150243 

04/02/21 

30-346 

F 

0403150230 

0403130243 

84/02/21 

50-346 

F 

0403150270 

0403150270 

B4/03/07 

CONTRACT 


0403 130273 

0403150270 

04/03/06 

50-282 

P 

8403130273 

8403150263 

04/02/27 

50-346 

P 

0403150306 

8403150270 

04/03/07 

CONTRACT 


8403150335 

0403150328 

B4/03/02 

50-26? 

P 

B403 150340 

040315031? 

03/10/21 

40-3029 


0403130341 

8403150336 

84/03/06 

50-272 

U 

8403150344 

0403130328 

04/03/02 

30-269 

P 

0403130340 

B4O3150343 

04/02/29 

30-303 

F 

B403 150347 

8403130343 

04/02/29 

50-305 

F 

8403160016 

0403160000 

04/03/13 

50—390 

0 

□403160017 

8403160007 

□4/03/12 

30-296 

P 

B40316002I 

0403160007 

□4/03/12 

30-286 

P 

0403 160022 

8403160006 

□4/03/12 

50-287 

P 

8403160047 

8403160041 

B4/03/02 

50-320 

P 

8403160052 

04031 60048 

94/03/14 

30-329 

A 

8403160003 

8403160077 

84/03/00 

30-445 

A 

0403160092 

0403160086 

84/02/27 

30-413 

a 

0403160096 

0403160070 

64/03/09 

50-412 

A 

B403I60L08 

8403160100 

94/02/15 

50-416 

a 

0403160111 

8403160101 

64/02/16 

30-36? 

a 

0403160120 

8403160110 

84/02/19 

50-367 

a 

0403160141 

8403160134 

04/02/16 

30-26? 

Q 

0403160146 

0403160142 

B4/02/15 

50-34B 

0 

B4031601 57 

8403160152 

04/03/02 

50-272 

a 

8403160171 

8403160162 

04/02/2? 

50-25? 

8 

04031601/3 

B4031 60130 

B4/02/SS 

70-143 


8403160178 

B403I6016B 

B4/02/B? 

50-237 

a 

0403160101 

0403160162 

04/02/2? 

50-259 

a 

B403160184 

840316016? 

B4/ 02/27 

XPORTLIC 


8403160186 

8403160162 

B4/02/2? 

50-259 

a 

8403160187 

6403160010 

04/03/13 

50-332 

0 

0403160108 

0403160010 

04/03/13 

30-332 

a 

0403160190 

6403160176 

84/02/24 

□0-321 

0 
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DATE 
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ISSUED 

CATEODRV 

0403160202 

8403160201 

04/02/14 

50-390 

0 

8403160204 

8403160203 

04/03/12 

50-21? 

P 

0403160208 

8403160205 

□4/03/07 

50-21? 

a 

8403160210 

8403160206 

84/02/21 

50-339 

a 

0403160212 

B4031 60207 

84/02/23 

50-424 

a 

84031 60216 

6403160211 

84/03/03 

50-413 

a 

S4031 60220 

□403160211 

□4/03/09 

50-413 

8 

0403160221 

8403160211 

04/03/05 

50-413 

a 

0403160222 

8403160214 

□4/02/17 

50-390 

a 

B4031 60223 

04O316O2IB 

84/03/01 

50-239 

a 

□4031 60224 

B4031 60211 

84/03/03 

50-413 

0 

□4031 60225 

8403160217 

84/02/19 

50-327 

a 

0403160230 

0403160210 

04/03/01 

50-25? 

a 

0403 160233 

0403160227 

84/03/09 

50-267 

p 

8403160238 

B403 160232 

B4/02/16 

50-257 

a 

B403 160239 

0403160210 

04/03/01 

50-25? 

a 

0403160240 

8403160237 

04/02/27 

30-390 

0 

8403160244 

□403160218 

04/03/01 

50-25? 

a 

0403160248 

0403160241 

84/03/02 

50-352 

a 

6403160260 

0403160255 

B4/03/1S 

50-299 

a 

04 03 160262 

0403160247 

84/02/29 

50-261 

a 

0403160263 

0403160256 

04/03/14 

50-443 

F 

0403160265 

0403160257 

04/03/05 

50-348 

0 

B4 031 60260 

B4O3160264 

84/02/24 

50-335 

a 

0403160270 

8403160250 

04/03/07 

70-143 


B4 03160272 

B4031602S7 

84/03/03 

50-348 

a 

8403160274 

0403160267 

84/03/07 

50-261 

a 

0403160275 

B4 03 16 0249 

04/02/27 

50-261 

a 

B403 160377 

0403160257 

04/03/05 

50-340 

8 

B403160279 

8403160271 

04/03/15 

50-390 

8 

0403160282 

0403160273 

84/03/0B 

50-259 

Q 

B403160EB4 

0403160257 

04/03/05 

50-340 

a 

8403160299 

0403160273 

84/03/08 

50-413 

a 

0403160300 

840316024? 

04/02/2? 

50-261 

a 

0403160304 

8403160277 

04/03/07 

50-369 

a 

8403160307 

B403160273 

B4/03/0B 

50-413 

8 

8403160307 

□403160303 

04/02/15 

50-395 

a 

0403160313 

0403160277 

84/03/07 

50-369 

a 

B4031 60314 

0403160293 

B4/03/08 

50-413 

a 

340316031* 

8403160306 

84/02/21 

50-250 

0 

8403160317 

8403160297 

B4/03/07 

50-369 

8 

8403160310 

□403160300 

04/03/05 

50-259 

a 

8403160317 

□4031 60293 

□4/03/08 

50-413 

8 

8403160320 

□403160315 

04/03/12 

50-302 

P 

9403 1 60322 

□403160297 

84/03/07 

50-369 

a 

0403160323 

04031 6O30B 

84/03/05 

50-259 

a 

04031 6032? 

□403160297 

04/03/07 

50-369 

8 

B403J 60331 

0403160327 

04/03/13 

50-303 

p 

0403160332 

0403160300 

84/03/05 

50-259 

a 

0403160337 

04031 6030B 

B4/03/05 

50-259 

a 

0403160349 

9403160340 

84/03/02 

70-1113 


84031 6034? 

□4031 6033B 

04/03/0? 

50-321 

Q 

0403160333 

04031 60337 

04/02/27 

70-143 


0403160336 

B4031 60343 

04/02/17 

50-413 

8 

040316033? 

04031 60330 

B4/03/0? 

50-321 

Q 

0403160363 

B4031 60343 

B4/02/17 

50-413 

8 

8403160364 

B 4031 60350 

84/03/05 

50-390 

8 

84 031 60365 

B4031 60338 

84/03/09 

30-321 

a 

0403160370 

0403160360 

B4/02/24 

50-413 

a 

8403160372 

8403160330 

84/03/07 

30-321 

8 

0403160374 

B4 03160350 

04/03/05 

50-390 

8 

0403160378 

B4 03160350 

84/03/05 

30-370 

8 

B4O31603B0 

B4 03 160375 

04/03/02 

70-1113 


8403160303 

B4 03 160350 

04/03/05 

30-390 

8 

84O31603B5 

B4 031 60302 

84/02/17 

30-261 

8 

840316033* 

0403160377 

84/03/05 

70-143 


04O316O30Q 

8403160335 

84/03/00 

50-302 

8 

840316030? 

8403160323 

04/02/24 

70-143 


B403170014 

8403170010 

84/03/07 

30-142 

0 

0403190015 

B4031 90010 

04/03/0? 

30-142 

0 

8403190016 

B4031900U 

04/03/15 

50-275 

0 

B403 190021 

B4O3190Q1 1 

04/03/15 

50-275 

0 

8403190022 

0403190010 

B4/03/09 

30-142 

0 

8403190023 

8403190010 

84/03/14 

50-317 

F 

0403190042 

8403190020 

84/03/01 

50-282 

a 

8403190059 

8403190053 

B4/03/15 

30-400 

0 

8403190060 

8403190056 

84/03/05 

30-320 

K 

8403190061 

0403190057 

84/03/00 

50-283 

8 

0403190067 

0403190065 

B4/03/12 

50-400 

F 

0403190072 

0403190060 

84/03/02 

30-373 

8 
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ACCE8BION NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

IBBUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8403190076 

8403190068 

04/03/02 

50-373 

0 

0403 190373 

8403190367 

84/03/01 

50-206 

G 

8403190077 

8403 I 90074 

04/03/15 

30-249 

0 

B403I903B1 

8403190377 

84/03/15 

50-339 

p 

6403190082 

8403190074 

84/03/13 

50-249 

G 

0403190384 

8403190379 

84/02/27 

50-305 

G 

84031 90087 

0403190083 

04/03/08 

50-267 

P 

04O3I9O3B5 

0402090035 

84/03/ 12 

50-322 

s 

6400190088 

0403190085 

04/03/14 

50-123 

G 

8403190399 

6403190394 

04/02/29 

50-413 

A 

B4031 90090 

0403190084 

04/03/13 

50-373 

Q 

B4031 90404 

8403190394 

84/02/29 

50-413 

A 

64031 90093 

0403190083 

84/03/08 

30-267 

P 

0403190407 

8403190408 

84/03/06 

30-317 

G 

6403190094 

0403190083 

04/03/14 

50-123 

G 

0403200035 

8403200029 

04/03/15 

50-317 

F 

84031 90096 

8403190085 

04/03/14 

50-123 

G 

8403200037 

0403200031 

84/03/16 

50-322 

« 

8403190102 

8403190100 

04/03/ 1 5 

50-273 

Q 

8403200044 

8403200038 

84/03/12 

30-302 

p 

8403190106 

8403190100 

04/03/15 

50-275 

Q 

B403200052 

0403200046 

84/03/15 

50-346 

r 

84031901 10 

B4031 90100 

84/03/15 

50-275 

0 

B403200057 

0403200053 

84/03/15 

30-361 

n 

8403190113 

8403190107 

84/03/15 

30-249 

a 

0403200058 

8403200046 

84/03/15 

50-346 

p 

8403190114 

8403190100 

84/03/15 

50-273 

0 

8403200062 

8403200056 

84/03/14 

30-219 

G 

8403190116 

8403190100 

84/03/15 

50-273 

G 

8403200063 

0403200046 

84/03/15 

50-346 

F 

8403190119 

8403190100 

04/03/15 

50-275 

0 

B403200067 

0403200056 

84/03/14 

50-219 

0 

8403190122 

8403190100 

04/03/15 

50-275 

G 

8403200074 

8403200053 

94/03/15 

50-361 

R 

6403190126 

8403190100 

04/03/15 

50-273 

0 

8403200076 

8403200072 

84/03/15 

QA999 


B 4031 90130 

04O3I9O1OO 

04/03/15 

50-273 

G 

8403200077 

8403200033 

84/03/15 

50-361 

R 

8403190134 

0403190100 

84/03/15 

50-275 

0 

6403200082 

8403200053 

84/03/15 

50-361 

R 

84031 9013B 

8403190132 

84/03/13 

50-352 

G 

B4032000BD 

8403200081 

84/03/16 

50-470 

K. 

64031 90141 

0403190137 

84/03/14 

50-400 

0 

8403200006 

8403200033 

B4/03/15 

50-361 

1? 

6403190142 

8403190132 

84/03/13 

30-353 

0 

8403200008 

8403200033 

64/03/15 

30-361 

R 

B40319Q149 

8403190136 

84/03/14 

50-259 

a 

8403200089 

84032000B3 

84/03/14 

40-2061 


84031 901 95 

04031901 51 

84/03/13 

50-213 

Q 

8403200071 

8403200053 

84/03/19 

50-361 

R 

8403190161 

8403190136 

04/03/14 

50-259 

a 

B403200096 

8403200094 

84/03/19 

50-333 

P 

6403190172 

8403190136 

84/03/14 

30-239 

G 

8403200101 

0403500100 

04/03/16 

50-316 

P 

8403190175 

8403190170 

04/03/14 

30-461 

G 

8403200100 

64032001 02 

B4/03/16 

50-334 

0 

8403190179 

8403190171 

04/03/14 

30-230 

G 

84032001 12 

6403200109 

64/03/16 

30-409 

F 

8403190165 

8403190183 

04/03/02 

QA999 


84032001 19 

64032001 1 1 

04/03/06 

30-403 

G 

8403190186 

84O31901BO 

B4/03/09 

30-329 

A 

8403200134 

6403200131 

04/03/16 

30-322 

0 

8403190188 

8403190136 

04/03/14 

50-239 

a 

0403200136 

8403200131 

84/03/16 

50-322 

0 

640319016? 

8403190187 

04/03/15 

50-209 

G 

8403200140 

8403200131 

04/03/16 

50-322 

Q 

8403190190 

0403190103 

04/03/02 

0A999 


□403200142 

8403200136 

64/03/07 

QA999 


6403190192 

0403190180 

84/03/09 

50-329 

A 

0403200143 

B402090038 

84/ 03/ 12 

30-322 

S 

8403190204 

0403190201 

84/03/15 

50-339 

P 

8403200145 

B403200L31 

B4/03/I6 

80-322 

0 

8403190200 

8403190207 

84/03/01 

50-234 

G 

8403200146 

6403200131 

84/03/16 

50-322 

0 

8403190210 

8403190209 

84/02/23 

0A999 


0403200150 

8403200136 

64/03/07 

QA999 


6403190214 

8403190209 

04/02/23 

QA999 


B403200151 

8403200131 

B4/03/16 

30-322 

0 

8403190217 

8403190215 

04/03/13 

30-320 

Q 

0403200152 

0403200149 

B4/03/13 

30-423 

A 

6403190220 

8403190219 

04/03/16 

50-416 

0 

0403200155 

0403200131 

B4/03/16 

50-322 

0 

6403190221 

8403190218 

84/02/24 

GA999 


0403200157 

6403200138 

04/03/07 

0A999 


0403190226 

8403190227 

84/03/13 

30-309 

p 

0403200159 

6403200131 

64/03/16 

30-322 

0 

0403190229 

B403190223 

84/03/13 

30-402 

A 

0403200180 

8403200179 

B4/03/15 

30-313 

F 

0403190234 

8403190231 

04/03/09 

70-371 


84032001 81 

0403200179 

64 /03/ 1 3 

50-313 

F 

0403190239 

8403190236 

84/03/13 

50-331 

G 

8403200189 

B4032001B7 

64/03/ 14 

30-462 

K 

0403190244 

8403190240 

84/03/05 

30-246 

G 

0403200193 

8403200190 

84/03/16 

50-461 

A 

0403190246 

8403190241 

84/03/14 

TOPREP 


8403200195 

8403200191 

B4/03/19 

50-289 

0 

8403190247 

8403190240 

B4/03/05 

30-266 

G 

8403200198 

B403200I91 

64/03/19 

30-28? 

G 

3403190256 

8403190251 

04/01/31 

REVIEW GRP 

6403200200 

0403200191 

64/03/19 

50-289 

0 

3403190261 

8403190257 

04/03/07 

50-369 

p 

0403200205 

8403200191 

84/03/ 19 

50-299 

0 

0403190265 

8403190258 

04/03/13 

S0-2B6 

a 

04 032 0020 B 

8403200301 

84/03/13 

50-320 

p 

0403190272 

8403190271 

04/03/00 

30-382 

a 

040350021 1 

8403200191 

84/03/19 

30-20? 

G 

3403190274 

8403190268 

04/03/00 

30-454 

a 

8403200214 

8403200310 

84/03/15 

30-316 

P 

3403190276 

8403190268 

84/03/OB 

30-454 

0 

8403200220 

8403200219 

84/03/15 

50-275 

P 

3403190261 

840319027? 

84/03/13 

50-205 

a 

B4 0320022Q 

8403200223 

94/03/15 

50-315 

P 

3403190282 

8403190275 

04/03/1? 

30-312 

G 

8403200240 

8403200232 

94/03/15 

30-410 

A 

6403190283 

8403190277 

84/03/08 

50-313 

G 

8403200241 

8403200236 

94/03/13 

50-397 

P 

6403190288 

8403190277 

B4/03/O8 

50-313 

a 

0403200243 

0403200232 

04/03/15 

50-410 

A 

6403190293 

8403190290 

04/02/2? 

50-373 

G 

8403200240 

0403200232 

94/03/15 

30-410 

A 

6403190294 

84O31902B6 

04/03/14 

30-346 

a 

0403200251 

8403200246 

94/03/14 

50-313 

F 

640319029? 

8403190290 

84/02/2? 

30-373 

0 

0403300250 

8403200246 

B4/03/14 

50-313 

F 

6403190305 

0403190297 

84/03/05 

50-434 

a 

8403200260 

0403200252 

84/03/ 16 

50-462 

A 

6403190306 

6403190300 

84/03/12 

30-33 1 

p 

8403200263 

8403200256 

84/03/13 

50-373 

G 

6403190313 

6403190309 

84/03/01 

50-34 1 

Q 

8403500266 

6403200264 

04/03/14 

30-230 

P 

640319031? 

6403190276 

84/03/05 

50-334 

R 

B4O3500269 

8403200252 

04/03/16 

30-402 

A 

6403190321 

8403190314 

84/03/01 

50-29 3 

a 

8403500270- 

8403200264 

84/03/14 

50-230 

P 

8403190321 

8403190314 

04/03/01 

50-29 3 

a 

B403E00277 

8403200274 

□4/03/13 

50-271 

Q 

6403190323 

6403190315 

B4/02/29 

50-358 

a 

0403500283 

8403200279 

84/03/15 

30-483 

0 

6403190324 

0403190276 

04/03/05 

30-334 

R 

8403200288 

0403200294 

84/03/19 

50-29 

P 

8403190330 

8403190328 

04/02/24 

0A999 


8403200290 

84 032002 B4 

B4/03/19 

50-29 

p 

8403190333 

8403190328 

84/02/24 

QA997 


B403200291 

0403200267 

84/03/06 

30-263 

0 

8403190334 

6403190314 

84/03/01 

50-295 

Q 

04032002 93 

8403200281 

84/03/14 

30-72 

F 

8403190340 

8403190328 

84/02/24 

0A997 


0403200296 

0403200281 

84/03/14 

50-72 

F 

B4031 90349 

0403190341 

84/03/14 

50-346 

8 

8403200297 

8403200295 

B4/03/06 

30-434 

0 

6403190351 

8403190345 

84/03/14 

50-361 

p 

3403200300 

8403200295 

64/03/06 

50-434 

0 

8403190354 

8403190348 

84/02/28 

30-440 

a 

8403200301 

0403140244 

84/03/28 

50-275 

G 

B403190357 

840319O35O 

84/03/06 

50-267 

p 

0403200323 

8403200353 

04/02/23 

40-4492 


B40319035? 

8403190350 

04/03/06 

50-267 

p 

8403200328 

0403200353 

64/ 02/ 23 

40-4492 


8403190366 

8403190360 

B4/03/13 

50—387 

a 

8403200333 

0403200333 

04/02/27 

40-1341 
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ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SU0JECT 

CATEQDRY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISEUED 

SUBJECT 

CATEOORV 

8403200374 

8403210005 

8403210010 

0403310016 

S 4032 jooao 

840320038? 
8403210001 
840321 0001 
8403210006 
840321 0015 

84/02/16 
04/03/14 
84/03/14 
84/03/ 07 
84/03/07 

40-8601 

40-6720 

40-6920 

50-317 

TOPREP 

0 

0 4032 20262 
8403220280 
0 403220272 
6403220294 
0403220277 

8403220256 

0403220275 

8403220296 

B4032202B? 

8403220280 

04/03/12 

84/03/12 

04/03/21 

B4/02/27 

84/03/21 

CONTRACT 
CONTRACT 
30-328 
XPORTLJC 
30-322 1 

8403210094 
8403210055 
B403210062 
B40 32 10063 
8403210064 

8403B 10047 
04O32IOO4S 
8403210037 
0403210045 
8403210039 

84/03/07 
84/03/16 
84/03/ IB 
84/03/16 
84/02/20 

50-320 

50-277 

30-416 

50-277 

30-320 

a 

p 

p 

p 

R 

8403220302 

0403220303 

0403220310 

B4O3220312 

8403220313 

84O322028B 

3403220280 

8403220208 

0403220307 

8403220288 

84/03/21 

04/03/21 

04/03/21 

84/03/03 

84/03/21 

30-322 1 

30-322 1 

30-322 1 

CONTRACT 
30-322 1 

0403210071 
8403210078 
6403210077 
8403210080 
040321008 1 

8403210037 

8403210074 

8403210070 

8403210073 

8403210072 

94/02/20 

84/03/14 

84/03/17 

B4/03/13 

84/03/07 

50-320 
SO -341 
30-243 
50-324 
30-987 

R 

A 

P 

P 

K 

0403220319 

0403220324 

£3403220327 

0403230007 

0403230021 

B4O3220316 

8403220322 

0403220323 

8403230004 

0403230010 

04/03/07 

94/03/02 

84/03/07 

04/03/16 

84/03/14 

CONTRACT 
XPORTLSC 
CONTRACT 
50-331 F 
50-341 A 

8403210082 
B4032 10088 
04 032 J 0070 
840321 009 J 
3403210101 

8403210076 

8403210076 

8403210072 

8403210085 

840321007? 

84/03/01 
04/03/01 
84/03/0? 
34/03/13 
04/ 03/ 14 

30-287 

30-287 

30-387 

30-373 

30-443 

R 

R 

K 

K 

A 

8403230034 
8403230037 
8403230046 
8403230052 
84 03230054 

0403230029 

0403230033 

0403230043 

0403230044 

0403230047 

84/03/09 

84/03/20 

04/03/19 

84/03/07 

84/01/31 

50-243 F 
30-423 0 

50-329 R 
CONTRACT 
30-323 P 

8403310105 

0403210117 

B403210122 

8 4 0321 01 26 
8403210143 

8403210077 
84032101 14 
8403210113 
0403210124 
8403210135 

B4/0D/09 
B4/03/16 
84/01/11 
84/03/13 
84/03/ 1 7 

30-334 

30-275 

30-416 

50-166 

50-244 

0 

0 

a 

P 

p 

B 4 03230067 
8403230076 
B40323OOB1 
B4O323O097 
8403230DB9 

0403230062 

0403230071 

8403230075 

0403230075 

8403230084 

84/03/20 

04/03/03 

04/03/19 

84/03/19 

04/03/20 

30-302 P 
CONTRACT 
30-373 0 

30-373 0 

30-416 P 

8403210146 

6403210156 

8403210173 

8403210101 

8403210200 

9403210138 
B4032 10131 
840321016? 
8403210177 
8403210177 

B4/03/OI 

84/03/19 

84/03/20 

84/03/20 

84/03/07 

50-28? 

70-143 

30-28? 

50-322 

30-247 

s 

0 

0 

p 

640323007D 

B40323007Q 

3403230100 

8403230102 

9403230106 

9403230004 
6403230073 
B4 03230077 
8403230093 
8403230073 

B4/03/2O 

84/03/16 

84/02/2? 

84/03/16 

84/03/16 

50-416 P 
30-235 P 

40-3392 
30-233 P 

50-233 P 

8403210206 

8403220004 

8403220010 

8403220022 

8403220023 

8403210203 

8403220002 

8403220006 

8403220013 

□403220021 

94/03/06 

84/03/13 

B4/03/08 

94/03/16 

94/03/20 

90-338 

30-217 

30-272 

50-32? 

30-135 

p 

p 

9 

R 

F 

8403230107 
0403230111 
04032301 IB 
9403230122 
6403230123 

9403230098 

B403230073 

8403230110 

9403230119 

8403230119 

84/03/20 
84/ 03/ 16 
04/03/16 
84/02/27 
84/02/29 

50-10 Q 
50-235 p 
30-21? R 
30-219 R 
90-217 R 

8403220024 

8403220027 

8403220032 

9403220041 

0403220042 

840 32200 IB 
8403220018 
8403220029 
8403220033 
6403220031 

84/03/1? 

84/03/17 

84/03/16 

84/03/13 

B4/03/19 

30-206 

30-206 

30-338 

30-337 

50-278 

F 

F 

P 

a 

a 

8403230126 
8403230123 
B403230130 
840 3230 13B 
8409230141 

84032300BB 

8403230123 

B403230129 

8403230137 

B403B30139 

04/03/20 

83/03/24 

84/03/01 

04/03/1? 

04/02/29 

50-10 0 

50-317 0 

CONTRACT 
50-313 0 

30-273 R 

8403220044 
8403220054 
8403220060 
8403220062 
84 03220071 

Q 4 03230038 
8403220045 
8403220030 
0403230056 
9403220068 

84/03/20 

84/02/37 

84/03/19 

84/03/07 

84/05/29 

50-367 

40-4472 

30-315 

30-307 

40-8584 

p 

a 

0 

9403230130 

9403230154 

B403230157 

8403230160 

9403230164 

0403230140 
04032301 52 
9403230136 
8403230139 
0403230162 

03/10/07 

84/03/12 

94/02/27 

84/03/07 

04/03/12 

30-416 S 
CONTRACT 
40-8743 
CONTRACT 
IOC PR 

8403220081 

8403220085 

8403220087 

8403220007 

8403220071 

04O3E2OO79 

9403220003 

9403220083 

0403220086 

0403220003 

B4/03/13 

84/03/12 

84/03/12 

84/03/06 

B4/03/J3 

50-333 

50-277 

50-277 

50-354 

30-277 

a 

a 

a 

a 

9 

8403230175 
0403230101 
0403230244 
B403S 30246 
8403260022 

9403230171 
0403230 17B 
0403230241 
8403230241 
8403260010 

93/03/24 

B3/03/U 

84/03/07 

04/03/07 

84/03/03 

30-317 3 

30-303 8 

70-1339 
70-133? 
30-434 A 

8403220072 

0403220077 

8403220070 

8403320077 

8403220103 

8403220090 

8403220074 

8403220075 

8403220073 

0403220073 

B4/03/09 
B4/03/O7 
94/03/07 
84/03/ 19 
84/03/07 

40-672 

50-454 

50-30? 

30-266 

50-309 

a 

a 

a 

o 

8403260023 

9403260026 

8403260030 

8403260032 

8403260040 

8403260017 

7003260017 

0403260027 

8403260017 

9403260017 

04/03/16 

84/03/21 

04/03/03 

B4/03/21 

84/03/21 

30-346 Q 
30-348 8 

XPORTLIC 
30-340 0 

30-349 0 

84032201 10 
84032201 1 1 
8403220114 
8403220115 
8403220124 

8403220106 

8403220107 

8403220107 

8403220105 

8403220117 

B4/03/50 

84/03/03 

64/03/03 

84/03/06 

B4/02/28 

50-273 
50-34 1 
50-34 1 
50-272 
40-8584 

0 

a 

0 

0 

B403260042 

8403260046 

B403260048 

8403260061 

8403260069 

8403260037 

8403260017 

84032*0043 

B403260037 

9403260060 

84/02/23 

04/03/21 

84/03/06 

04/03/03 

84/01/12 

XPORTHC 
30-349 S 

50-321 P 

50-434 A 
30-430 0 

8403220125 

84 03220127 
8403220135 
8403320137 
8403220140 

9403220121 

0403220123 

9403220128 

8403220131 

9403220134 

84/03/20 

84/03/13 

84/03/13 

84/03/OB 

B4/03/03 

50-206 

30-373 

50-387 

30-412 

30-303 

p 

F 

a 

Q 

a 

B4 032 60075 
8403260077 
8403260080 
8403260081 
0403260083 

B403260072 

8403260071 

9403260073 

9403260067 

8403260071 

94/03/17 

84/03/03 

84/03/20 

84/02/28 

84/03/03 

30-266 8 
30-344 P 
30-413 A 
30-443 Q 
30-344 P 

8403220155 

B4 -032201 58 
8403220160 
8403220165 
6403220167 

0403220152 

0403220133 

8403220143 

8403220161 

0403230162 

84/03/13 

84/03/13 

84/03/06 

84/03/07 

04/03/16 

50-219 

30-237 

30-322 

30-273 

30-266 

p 

F 

a 

a 

p 

8403260084 

B4032600B7 

Q4O326OOB0 

B4Q326009? 

8403260107 

84032600B2 

8403260078 

9403260071 

8403260090 

0403260100 

84/03/07 

04/02/27 

B4/03/03 

84/03/03 

84/02/14 

70-1237 
30-302 0 

30-344 P 

30-313 0 

30-267 0 

0403220173 

8403220187 

8403220177 

0403220212 

8403220213 

8403220170 

0403220193 

0403220172 

6403220209 

0403250209 

04/03/15 
84/02/27 
04/03/ 19 
94/03/06 
84/03/06 

40-8024 

40-8699 

30-307 

50-330 

30-339 

P 

P 

P 

8403260107 
B40326D1 1 0 
8403260111 
9403260112 
8403260117 

9403260102 

0403260105 

9403840106 

0403260104 

9403260113 

84/02/22 

04/03/22 

04/03/07 

84/03/13 

B4/03/20 

40-1341 
30-200 p 
30-273 U 
30-317 0 

30-322 p 

8403220217 

8403220224 

0403220227 

0403220234 

0403220257 

0403220216 

0403220220 

0403220226 

0403220226 

0403220234 

84/03/ 1 2 
84/01/16 
04/03/ 1? 
84/03/1? 
84/03/01 

CONTRACT 

40-1341 

30-332 

50-332 

50-266 

0 

a 

p 

8403260129 

B403B6D136 

8403260137 

8403260141 

9403260142 

B4Q3260123 

8403260123 

8403260034 

8403260123 

8403260138 

B4/ 03/02 
04/03/02 
84/03/13 
04/03/02 
04/01/10 

40-1478 
40-1478 
30-413 A 
40-1478 
40-8102 
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8403260148 8403260123 84/03/03 40-1478 

6403260131 8403360143 04/02/39 50-313 F 

B4032601 33 0403360133 B4/03/03 40-1470 

B403260137 B403260031 B4/03/16 30-313 P 

84033601 SB 8403360133 84/03/03 40-1478 

0403260167 8403260161 04/02/03 50-267 Q 

8403260172 B40326016B 84/01/19 30-289 0 

0403260173 8403360166 84/03/13 30-334 Q 

B403260177 8403260174 84/03/0B 30-267 O 

B403260183 8403360179 04/03/23 70-27 

8403260201 0403260198 84/03/19 SO-244 P 

B403260209 8403260203 84/03/03 30-367 0 

8403240211 8403260203 84/03/03 30-267 0 

8403260214 8403360206 84/02/03 30-443 Q 

8403260220 0403260217 84/02/06 30-430 O 

8403260232 8403260230 84/03/0B 30-313 Q 

8403260234 8403260237 04/03/22 30-34B P 

8403260237 8403260228 04/03/21 50-434 Q 

8403260230 8403260233 04/02/17 30-298 0 

8403360240 8403260233 04/02/17 30-398 0 

0403360240 8403360236 04/02/27 30-317 P 

0403360230 B403260243 84/02/14 30-302 0 

0403260233 8403260249 84/03/33 30-332 E 

0403260263 8403360261 84/02/21 30-321 F 

0403260281 8403260273 84/03/06 30-338 P 

B4 03260304 8403260302 84/03/03 50-344 F 

6403260307 8403260296 84/03/08 CONTRACT 

84 0326030B 8403260302 84/03/03 50-344 F 

6403260317 8403260313 B4/03/20 50-293 0 

6403260322 8403260316 84/03/01 CONTRACT 

6403260329 8403260326 B4/O3/0B 50-348 P 

0403260336 8403260331 84/03/09 71-54S0 

8403260341 8403260323 84/03/06 CONTRACT 

0403260342 0403260330 84/03/21 30-332 T 

6403260347 8403360344 84/02/37 WASTE MOT 

6403260330 8403260344 B4/02/27 WABTE MGT 

€34 0 3260353 84 0 336034 4 8 4 / 02/27 WASTE MOT 

@403360354 B40326034B 84/03/33 50-400 0 

6403260356 8403260332 84/03/09 CONTRACT 

6403260369 8403260368 84/03/22 50-373 0 

6403260370 8403260363 B4/03/OB CONTRACT 

6403260379 8403260377 84/03/22 30-322 T 

@403260414 0403260411 83/03/33 50-323 S 

6403370013 0403270010 84/03/20 50-293 P 

6403270023 8403270010 84/03/20 50-293 P 

0403270024 8403270010 04/03/20 50-293 P 

0403270032 8403270030 84/03/16 30-303 P 

0403270038 8403270030 84/03/16 30-303 P 

B4O327004B 8403270042 84/03/21 50-352 T 

0403270054 8403270050 04/03/21 GA999 

B403270037 8403270033 84/03/21 50-273 P 

B403270067 0403270064 84/03/08 50-277 P 

0403270069 B403270063 84/03/19 50-332 0 

6403270076 8403270070 84/03/23 50-43B Q 

@403270094 0403270086 84/03/22 40-0760 

6403270097 8403270092 84/03/21 0A99? 

0403270113 8403270106 84/03/22 50-133 P 

0403270122 8403270119 84/03/13 50-322 R 

0403270127 8403270123 84/03/22 30-320 P 

0403270129 8403270123 84/03/22 50-320 P 

6403270136 8403270130 84/03/19 50-249 P 

8403270139 8403270133 84/03/22 30-528 0 

0403270143 8403270055 84/03/20 50-293 P 

0403270144 8403270130 84/03/19 50-249 P 

6403270157 8403270132 84/03/23 50-322 S 

6403270180 8403270177 84/03/09 50-461 a 

0403270181 8403270170 84/03/23 50-202 Q 

6403270104 8403270178 84/03/07 0A999 

6403270188 8403270183 84/03/22 50-395 P 

6403270191 8403270189 84/03/14 50-267 P 

B403270194 8403270189 B4/03/14 50-267 P 

9403270212 8403270210 84/03/22 50-320 P 

B403270217 8403270214 84/01/16 70-1257 

9403270221 8403270214 84/01/16 70-1257 

9403270225 B403270223 84/03/22 50-395 P 

B403270234 8403270228 84/03/02 GA999 

9403270238 8403270233 84/03/09 50-409 0 

0403270239 8403270235 84/03/21 50-261 P 

9403270241 8403270220 B4/03/02 0A999 

B4O3270242 8403270233 84/03/09 50-409 Q 
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0403270292 

8403270246 

84/03/22 

30-454 

Q 

8403270293 

8403270249 

84/03/19 

50-285 

a 

0403270253 

0403270246 

84/03/2 2 

go-434 

a 

0403270260 

8403270246 

□4/03/22 

30-434 

a 

B4 03 2 70263 

8403270246 

04/03/22 

30-454 

a 

□403270284 

B4 03 2 7 0282 

84/03/07 

CONTRACT 


0403270290 

8403270206 

84/03/07 

CONTRACT 


0403270306 

8403270302 

84/03/07 

CONTRACT 


0403270330 

8403270333 

84/03/23 

30-400 

a 

84032703 50 

0302020109 

03/01/19 

30-255 

s 

8403270362 

8403270360 

84/03/09 

CONTRACT 


0403270360 

8403270365 

B4/-O3/O0 

CONTRACT 


0403280014 

8403280009 

84/02/31 

50-416 

p 

8403280018 

B4 03280009 

84/02/21 

50-416 

F 

0403280023 

8403280009 

84/02/21 

30-416 

p 

04O32BOO44 

8403280037 

84/03/23 

50—340 

p 

8403280052 

0403280049 

B4/O3/06 

CONTRACT 


S4032S0054 

8403280045 

84/03/12 

50-34 1 

H 

8403280035 

8403280050 

84/03/13 

XPORTLIC 


0403280068 

8403280065 

B4/03/06 

50-03 

P 

B40328007 1 

0403280065 

84/03/06 

50-03 

P 

040320007? 

8304270367 

83/04/13 

50-366 

B 

0403200081 

8403280080 

84/01/17 

FOIA 


8403200101 

840328 0090 

84/03/12 

50-295 

P 

8403280103 

8403280099 

83/11/21 

4O-05B6 


8403280106 

8403280090 

B4/03/12 

50-293 

P 

0403200100 

8403280090 

84/03/12 

30-295 

P 

0403280121 

830516 0260 

B3/O5/05 

50-281 

8 

04032001 51 

8403280147 

84/ 03 /OB 

XPORTLIC 


8403280156 

8403280149 

B4/O3/07 

50-250 

H 

0403200157 

84032801 53 

84/03/08 

COMMISSION 

0403200160 

8403280133 

84/03/08 

30-289 

T 

0403280170 

8403280167 

04/02/22 

FOIA 


84032801 74 

8403280167 

84/02/22 

FOIA 


8403280177 

0403280167 

84/02/22 

FOIA 


8403280182 

8403280167 

84/02/22 

FOIA 


84032B0185 

0403280167 

B4/03/22 

FOIA 


8403280187 

84032801 86 

84/03/07 

CONTRACT 


8403280183 

8403280167 

84/02/22 

FOIA 


B4032B0191 

8403280167 

04/02/22 

FOIA 


84032B0197 

0403280167 

84/02/22 

FOIA 


84032B0218 

8403280214 

B4/03/14 

71-9036 


8403280225 

8403280216 

84/03/07 

50-432 

0 

8403280229 

8403280216 

B4/03/07 

50-432 

(1 

8403280235 

8403280216 

84/03/07 

50-432 

a 

8403280240 

8403200216 

84/03/07 

50-482 

a 

8403280263 

B4032B0260 

84/03/0? 

CONTRACT 


B4 03 2002 73 

8403280270 

84/03/07 

MISC 


840320027 0 

B403280270 

84/03/07 

M ISC 


0403280282 

04O32BO27O 

84/03/07 

MISC 


0403280208 

B4032B0270 

04/03/07 

MISC 


8403280294 

8403280270 

84/03/07 

MISC 


0403280296 

Q4032B0270 

04/03/07 

MISC 


8403280301 

0403280270 

84/03/07 

MI SC 


8403290004 

6403290002 

84/01/13 

50-247 

p 

8403290006 

8403290002 

84/01/13 

FOIA 


8403290007 

8403290002 

84/01/13 

FOIA 


8403290009 

6403290002 

04/01/13 

FOIA 


8403290010 

0403290002 

04/01/13 

FOIA 


840329001 1 

8403290002 

84/01/13 

FOIA 


8403290012 

8403290002 

84/01/13 

FOIA 


0403290014 

8403290002 

84/01/13 

FOIA 


8403290016 

8403290002 

04/01/13 

FOIA 


0403290018 

8403290002 

04/01/13 

FOIA 


0403290020 

8403290002 

84/01/13 

FOIA 


B403290021 

84032 90002 

84/01/13 

FOIA 


0403290022 

B403290002 

84/01/13 

FOIA 


B40 3290023 

8403290002 

84/01/13 

FOIA 


0403290024 

0403290002 

B4/01/13 

FOIA 


0403290025 

8403290002 

B4/01/I3 

FOIA 


0403290027 

6403290019 

B4/ 02/29 

50-340 

a 

0403290028 

8403290002 

04/01/13 

FOIA 


0403290031 

0403290002 

84/01/13 

FOIA 


0403290034 

0403290002 

84/01/13 

FOIA 


0403290035 

04032 90002 

04/01/13 

FOIA 


B4 03 29003 6 

0403290002 

04/01/13 

FOIA 


0403290040 

8403290002 

84/01/13 

FOTA 


0403290041 

8403290002 

84/01/13 

FOIA 


0403290044 

0403290002 

84/01/ 13 

FOIA 


0403290045 

0403290002 

B4/01/13 

30-266 

p 



594 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


enclosure 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

document 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

H40329OO <56 

B4032 90002 

B4/01/13 

FQIA 


B4 032 90220 

8403290170 

84/03/20 

50-239 

a 

3403290040 

B4 03270002 

84/01/13 

FD1A 


B4 032 90234 

0403270231 

84/02/27 

50-302 

a 

0403290049 

8403270002 

84/01/13 

30-266 

P 

04 03290239 

0403270237 

04/03/05 

50-25? 

a 

0403290050 

8403270042 

04/03/06 

50-390 

0 

04 03290260 

8403290250 

04/03/16 

50-330 

0 

340329005 1 

64 0327 000 2 

B4/01/13 

FOX A 


8403270266 

8403270262 

84/03/01 

50-302 

0 

B4032 90052 

8403290002 

□4/01/13 

FOIA 


64 03290269 

0403290250 

84/03/16 

30-338 

a 

3403270054 

B 4 03270002 

B4/01/13 

FOTA 


04 03290273 

0403290267 

84/03/23 

50-369 

p 

940327OO55 

B4 03290002 

B4/01/13 

FOIA 


B4 03270276 

0403290270 

84/03/15 

50-413 

Q 

8403270037 

B4 03290033 

84/03/13 

50-334 

Q 

□403270279 

0403290267 

84/03/23 

30-369 

P 

3403270030 

8403290002 

04/01/13 

FOIA 


B4 03270200 

0403290250 

84/03/16 

30-338 

a 

3 403? 700 57 

B 4 03290002 

84/01/13 

FOIA 


0403290202 

8403290267 

84/03/23 

50-369 

p 

84032 70061 

8403290002 

04/01/13 

FOIA 


8403290287 

8403290203 

84/03/21 

30-409 

p 

3403290062 

8403290053 

04/03/13 

30-334 

a 

0403290290 

8403290275 

84/03/01 

50-369 

a 

3403270063 

B 4032 90002 

04/01/13 

FOIA 


B403290291 

0403290250 

04/03/16 

30-338 

a 

B 4 03270063 

8403290002 

B4/01 /13 

FOIA 


04 03290292 

□403290286 

84/03/13 

30-2? 

a 

9403270066 

B4 032900 4 3 

B4/03/13 

70-390 


0403290294 

8403270209 

84/03/05 

50-330 

0 

9403270060 

0403270002 

84/01/13 

FOIA 


04O329O3O4 

0403290297 

84/03/27 

50-230 

0 

3403270070 

8403290002 

04/01/13 

FOIA 


0403290305 

0403290302 

04/03/16 

30-334 

A 

8403270071 

8403290064 

04/03/13 

50-271 

Q 

0403290300 

0403270302 

04/03/16 

30-334 

A 

3403270073 

B 4 032 900 02 

04/01/13 

FOIA 


0403290320 

8403270317 

04/02/27 

30-333 

a 

3403270075 

B403290002 

64/01/13 

FOIA 


0403290342 

0403270330 

84/03/05 

FOIA 


3403270082 

S403290069 

04/03/20 

50-269 

0 

0 403290343 

8403290338 

04/03/05 

FOIA 


8403270034 

B4O327007B 

84/03/14 

50-340 

a 

0403290344 

8403290341 

04/02/27 

50-32B 

D 

B403270099 

8403270078 

04/03/14 

50-340 

a 

040329038? 

0403290385 

04/03/27 

40-2061 


8403290070 

B403270069 

64/03/20 

50-269 

a 

0403290377 

8403290395 

04/03/25 

30-332 

0 

8403290072 

94032 700B6 

64/03/07 

30-324 

a 

0403290400 

0403290399 

84/03/20 

50-352 

G 

8403290075 

94 032 70067 

04/03/20 

30-259 

a 

04 03290403 

8403290404 

04/03/00 

XPORTLIC 


8403290076 

3403270070 

04/03/14 

50-340 

a 

0403300014 

84 09300009 

84/03/27 

30-352 

T 

8403290076 

8403270073 

64/03/23 

30-451 

i 

340330001 5 

0403300011 

04/03/26 

70-27 


8403290 102 

B4032 70093 

64/03/23 

50-461 

i 

0103300023 

8403300017 

84/03/13 

30-454 

a 

8403290103 

0403270070 

84 / 03/ 1 4 

50-340 

0 

0403300030 

8403300017 

84/03/13 

50-454 

0 

8403290304 

0403290099 

84/03/13 

30-219 

0 

0403300033 

8403300026 

84/03/16 

50-456 

a 

8403290107 

B4 03290093 

84/03/23 

50-461 

i 

B4 03300040 

0403300036 

84/03/15 

50-282 

Q 

8403290108 

04 03270069 

04/03/20 

30-267 

0 

0403300044 

0403300041 

84/02/15 

70-27 


84032901 J 3 

84032701 IO 

84/03/14 

ACRS 


0403300047 

0403300042 

84/03/14 

50-315 

0 

B403290114 

B4 032901 09 

84/03/17 

50-335 

a 

040330004 7 

8403300048 

04/03/28 

50-382 

F 

8403270117 

84032901 16 

04/03/13 

30-3B7 

a 

0403300090 

8403300046 

04/01/31 

50-313 

a 

9403270120 

84032901 16 

04/03/ 1 3 

50-387 

0 

04 03300091 

8403300042 

04/03/14 

50-313 

a 

8403290124 

8403270109 

84/03/17 

50-333 

0 

0403300057 

0403300053 

84/03/15 

50-341 

a 

8403290126 

8403290109 

64/03/17 

30-333 

0 

8403300067 

0403300063 

84/03/21 

50-307 

a 

84032701 J2 

B40329D1Q9 

04/03/17 

50-335 

a 

0403300071 

8403300065 

84/03/23 

50-27 1 

a 

8403290137 

8403290135 

64/03/22 

50-272 

0 

0403300076 

8403300072 

04/03/16 

30-322 

□ 

8403270142 

8403290140 

04/03/14 

50-307 

0 

0403300072 

8403300086 

84/03/23 

50-245 

a 

8403290146 

8403290145 

64/03/19 

50-412 

c 

0403300073 

8403300089 

84/03/20 

30-409 

p 

8403290147 

8403290143 

84/02/28 

50-413 

□ 

□403300103 

8403300090 

84/03/16 

50-354 

a 

8403270149 

0403290140 

04/03/14 

50-387 

a 

B4033001 1 5 

0403300111 

04/03/26 

30-302 

3 

8403270150 

0403290144 

B4/03/13 

50-352 

a 

0403300116 

8403300107 

B4/03/2B 

30-413 

A 

84032701 54 

8403290140 

04/03/16 

50-369 

p 

840330011? 

8403300107 

04/03/20 

30-413 

A 

84 032901 30 

0403290140 

04/03/14 

50-307 

a 

0403300132 

8403300125 

04/03/15 

50-490 

A 

B4 03290 156 

84032901 31 

34/03/05 

50-416 

Q 

0403300136 

0403300133 

04/03/07 

30-239 

R 

8403270162 

B4032901 59 

84/03/22 

30-302 

p 

0403300139 

0403300133 

84/03/09 

30-259 

R 

0403270164 

8403290149 

84/03/16 

30-369 

p 

8403300140 

8403300137 

84/03/27 

70-687 


84 03270 165 

8403270160 

83/18/21 

30-322 

F 

0403300146 

8403300142 

B4/03/23 

30-271 

a 

8403270166 

8403270163 

B 4/03/ 20 

30-400 

a 

0403300156 

8403300149 

84/03/22 

30-346 

p 

8403270169 

8403270163 

B4/O3/20 

50-400 

a 

0403300158 

0403300149 

84/03/22 

50-346 

p 

8403290 1 71 

8403270163 

04/03/20 

50-400 

a 

8403300166 

8403300161 

04/03/23 

30-213 

a 

8403290173 

8403290163 

04/03/20 

30-400 

a 

8403300169 

0403300165 

04/03/26 

50-223 

a 

8403270160 

8403270174 

B4/03/02 

30-333 

0 

0403300177 

0403300171 

04/03/23 

30-272 

0 

8403290163 

84032701 7B 

B4/Q3/20 

50-237 

o 

0403300183 

0403300171 

84/03/23 

50-272 

a 

S403290 189 

B4032701B3 

04/03/26 

50-244 

p 

0403300105 

8403300173 

04/03/15 

50-250 

R 

0403290189 

S4032701B5 

B4/03/26 

30-244 

p 

0403300186 

8403300180 

84/03/23 

50-31 1 

a 

8403290170 

8403290178 

84/03/20 

30-257 

a 

0403300190 

0403300100 

84/03/23 

50-31 1 

a 

8403290191 

8403270106 

84/03/ 1 3 

50-287 

0 

0403300191 

8403300189 

04/03/23 

30-244 

a 

8403290174 

0403270193 

04/03/15 

30-366 

0 

0403300193 

8403300173 

84/03/15 

50-230 

R 

B40329O175 

8403390193 

04/03/15 

30-366 

a 

0403300227 

0403300224 

84/03/15 

71-9134 


8403290176 

0403270193 

04/03/13 

50-366 

a 

8403300237 

8403300235 

84/03/13 

TQPREP 


8403090177 

0403290193 

04/03/13 

50-366 

a 

8403300274 

8403300271 

04/03/27 

30-332 

0 

8403290177 

84032701 9B 

84/03/06 

50-400 

a 

8400300277 

8403300293 

04/03/15 

70-1237 


8403270203 

84032901 7B 

04/ 03/20 

50-239 

0 

8403300302 

0403300298 

B4/03/19 

71-9027 


8403270204 

8403270200 

04/03/22 

30-412 

a 

8403300312 

8403300309 

04/03/20 

CONTRACT 


8403270205 

8403290202 

B4/03/13 

50-320 

a 

B4 03 3 003 27 

8403300324 

84/03/13 

50-261 

a 

8403270207 

8403290170 

04/03/20 

50-239 

a 






8403270207 

8403290201 

04/03/01 

50-370 

a 






9403290210 

8403290206 

94/03/13 

50-272 

a 






8403290211 

84032901 7S 

04/03/20 

50-239 

a 






8403270212 

8403270209 

04/03/ 19 

50-321 

a 






8403270214 

8403270170 

84/03/20 

30-239 

a 






8403290215 

8403270200 

B4/03/17 

30-321 

a 






94 033 9021 6 

8403290200 

84/03/19 

50-321 

a 






8403290219 

6403270200 

04/03/ 19 

30-321 

0 










APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories Included aie 

1 Application for construction permit. 

2. General Information submitted with construction permit application. 

3 Amendments and changes to items I and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5 Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license, 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR) 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility, not covered by an IE Bulletin. 

17. Reports of site visits 

18. Backup technical documents (e.g, topical reports) submitted in support of the application. 

B UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

Tins category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 
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> Transmittal and acknowledgement letters 
4 Certificates of service to the PSAR 

C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONL>ENCE 

Tins category is strictly limited to the items listed below. Othei environmental documents and 
correspondence are filed in Categories A. D, M, P or R 

1. Environmental Report (ER) submitted by the utility 

2 Amendments and supplements to the ER 

3 Transmittal and acknowledgement letters 

4 Information on scheduling of submittal or review of ER 

5 NRC questions, requests for additional information, and applicant responses, 

6 Federal register notices citing the availability of items I and 2. 

7, Correspondence relating to the review of ER 

8 Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER 


D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES) 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below Other environmental documents and 
correspondence are in categories A, C, M, P or R 

1 Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2 Supplements to the DES and FES. 


3. Correspondence relating to the DES and FES. 

4 Comments from other federal, state and local government agencies. 
5. Transmittal and acknowledgement letters 


6 . 


Documents related to NRC review of environmental issues 
writing the environmental statements, 


or ol ER obtained for purposes of 


7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9 Site visits to obtain information for DES or FES 

l0 ' dr"! p"T nCementS 0r rep0r,S 0f mee " ngs wl,ere the object of discussion is the 


E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

^a“ed a E are’Sedm'T.rttories'A p'™W de, bC 'd° W ' d ° CUmentS dealing W1,h safe ‘y 

categories A, P or W, depending on the phase of the licensing process. 


X 


A*2 


I 


Safely Evaluation Repoit (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report) 

Supplements lo SER 

3 Correspondence relating to SER 

4 Federal register notices citing availability of items I and 2 

5 Information on scheduling of SER submittals and review 

b Requests for additional information for use in preparing SER, responses to such requests 

7, Meeting announcements or leports of meetings where the primary subject of discussion is the 

SER. 

8 Transmittal and acknowledgement letters 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in tins category arc individual submissions Information submitted as part of the PSAR 
or FSAR is excluded 

I. Fire Hazard Protection Plan and surveys. 

2 Plant evacuation correspondence. 

3 Safeguards Contingency Plans 

4 Review of Health Physics Program. 

5 Correspondence relating to aforementioned plans 

6 Supplements, changes and revisions to plans. 


G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1 Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3 Requests to make appearances at hearings 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5 Transmittal of supporting documents (e.g M SER, FES) to the boards. 

6. Correspondence lo and from intervenors 

7 Board orders and decisions. 

8 Petitions for Commission action. 

Legal filings and Commission orders and decisions resulting from item 8. 
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H GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status ot the application ot license 
Items that have no substantive technical content or meaning for the status ot the license or applica- 
tion are included 

i Change of address notifications 

2, Changes in structure of organization 

3 Changes in service lists. 

4 NRC requests to applicant for additional copies ol documents. 

5 Coi respondence from the public requesting information about the facility and NRC responses. 

6 Correspondence on strictly administrative matters. 

7 Letters of support, concern or opposition to the facility 

8 Correspondence regarding the Local Public Document Rooms (LPDRs) 

L ) Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties 

1 Company annual reports 

2 Separately submitted financial information and related correspondence 

i. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments 

2 Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below All related correspondence falls in category 
A or P 

1 Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report) 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 


This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit 

1 Limited Work Authorizations (LWA) and amendments 

2 Correspondence pertaining to work performed under LWA s 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1 Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review” 

2 Correspondence where the primary topic of discussion is antitrust matters 

3 All antitrust proceeding related documents except for heanng transcripts, testimony and brief- 
ings, which are filed in category N 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS 

3 Announcement of ACRS meetings 

4 Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Apphcation/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1 , Operating license, amendments, proposed amendments, changes and related correspondence 

2. Technical specifications and changes. 
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3 Backup technical documents (e.g , topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of Hems 1 and 2 

5 Correspondence regarding the Final Safety Analysis Report (FSAR) 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license 

7 Correspondence regarding codes (e,g.. ASME). regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license 

8. Information on the Standard Review Plan (STP) 

9 Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R), 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP) 

1 1. Owner’s group meeting announcements and reports. 

12 Quality assurance information. 

13 Environmental matters (technical). 

14. Emergency core cooling system documents 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

3 Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins). Circulars and Information 
Notices, 

3. Responses by applicant to IE correspondence 

4. Applicant's determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncomphanoe. 

6. Pre-service and in-service inspections and procedures. 

7 Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s) 

8 Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

Tins sdtcgur) includes peitodu reports of a routine nature 

1 Monthly, semiannual, or annual operating reports (oilier Ilian financial) 

2 Periodic environmental monitoring, effluent testing, or similar reports 

1 Periodic personnel exposure reports. 

4 Operational Logbooks 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets 

5 Correspondence or olhei documents iclaling to the above listed items. 


S. REPORTABLE OCCURRENCES. PNOs. PNSs AND RELATED CORRESPONDENCE 

This category contains all materials iclaling to abnormal, unusual, reportable or nonrotiiinc occur- 
rences or events This includes 

1 All 24-hour. 10-day 30-das. interim am! final Licensee Lvent Reports (LERs)and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences) 

2 Potential or possible reportable deficiency reports and related correspondence 

3 Personnel exposure rcpoiis. 

4 Construction deficiency reports stihmil ted under 10 CFR 50.55c 

5 Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s) 

ft. Environmental Technical Specifications violation reports and Environmental Event reports 
7 Part 21 Reports of detects and non compliance 
8. Correspondence or other documents relating to items 1-7 

T. TRANSCRIPTS. TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-lor-word transcripts, except lor antitrust matters (category N). 
testimony and briefings, and congressional matters (category U). 

1 Atomic Safety and licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(AS LAB) transcripts 

2, Testimony and statements submitted it) ASL.B and ASLAB 
3 Commission meeting transcripts. 

4. NRC staff briefings to the Commission 

5. Statements and written testimony submitted at Commission meeting ui hearings, 
ft Transcripts of utility briefs to NRC staff 

7 Advisory Committee on Reactor Safeguards (AC'RS) meeting lianscripls 
8. Corrections to above items 



U CONGRESSJONAL/EXECUTIVE CORRESPONDENCE 


Thts category contains correspondence on substantive matters Routine responses to constituent 
inquiries are tiled in category H 

1 Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Brandies 

2 Preparatory and backup documents tor item I 

3 Correspondence to and from NRC Oltice of Congressional Attairs Congress and t lie Executive 
Biandi on other than constituent response matters 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

I Operator licenses or administrative information bearing on licensing of operators 

2. NRC examination results 

3. Power plant examination summary sheet 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (categoiy P) file for general technical 
items from the application for termination ol the operating license onward 

1. Application for authority to voluntarily surrender license 

2. Application to dismantle the Licihty and dispose ol component parts. 

3 Technical documents sub nut ted in support ol items I and 2. such as’ Decommissioning Plan 

Dismantling Plan. Environmental Report on Dismantling Safety Analysis Report on Decom- 
missioning 

4. Documents relating to disposal of radioactive material and decontamination ot the site. 

5. Ollier correspondence relating to above items 

h All documentation relating to (lie ongoing operation of the plan, lormerly tiled in category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

This category contains items related to the onsite storage ol low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFS1) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified. 

1 . License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2, All related correspondence and reports to the above. 


\ 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

10CFR - Commission Meeting Records 

Tins caiegmv contains documentation pei Liming to open j iul closed Commission meetings. Ii 

includes 

1 Sunshine Aci Pedeml Reyisiei notices 

2 lull w iinen explanation ol dosed meetings 

.1, Ceitillcation ol General Counsel on closed meetings 

4 Commission Detemunalion Siaiemenis iegai ding the public diselosuie ol transcripts ol 
Commission meetings 

5 Veibatim unolheial and ol'licial ttansciipls oi poi turns ol iranscupts ot open and dosed 
Commission meetings made publicly available m accoi dance with pm visions ol IOCER Part l > 
t he Sunshine Act and Commission policies 

6. Lndosines io icleased tianscnpts. including applicable viewguiphx, stall papers, and stall 
coi i espondence 

7 Stall icquirements memoianda Ini open nice tings, inemoianda to lecoid. iccoid ol voles ol 
Commissionets on items nndei consideiaiion at meetings 


ACRS - Advisory Committee on Reactor Safeguards 

Tins cateyoiN contains documentation pe mini mg to the icsponsibilities ol die Advisoiy Commiltee 
on React oi Saleguaids ACRS reives as an mdependeni advisoiy committee to the Commission m 
salety-i elated aieas. The committee pi ovules advice with icspeci to the hazards ol new oi exist- 
ing nueleai laeihties and the adequacy ol i elated saleiy standards. The documems in tins categoiy 
a i e 

!. Verbatim transeiipls ol ACRS subcommittee and lull eomnitiiee meeimgs tela ting to lacility 
license applications and safety-related matters 

2 . ACRS meeting announcements description ol meeting agendas. 

3 ACRS-generated lepoits. memoranda and con espondence that are publicly available 

4. ACRS consultant lepoits, comments and iclated eoirespomlence 

5. ACRS and NRC icchmcal con espondence pencilling to salety mallei s under leview by the 
Advisoiy Commiltee on Reactoi Saleguaids. 


ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 

1. Chartersof each advisory committee. 

2. Verbatim transcripts of committee meetings. 
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3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5. Committee related correspondence. 


COMMISSION - NRC Commissioners 

This category contains documentation pet taming lo the daily conduct of Commission business m 
the Office ol the Coninmsioneis, including 

!. Incoming and outgoing eoriespondence to and fiom the Comnmsioneis i elating to official 
NKC business, including teports and other cnelosuies. 

2 . Travel voueheis, telephone logs and official appointment calendars of individual Commissioners. 

3, Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and piograni offices. 

NOT!.: Foi tianscripts of Commission meetings, see IOCFR category, For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

Tins category contains documentation peitaintng to AEC and NRC eontiaets and Inteiageney 
Agieemems. including* 

!. Notifications of issuance of request loi proposal (RFP) and invitations foi bid (IFB) 

2 , Solicitations (RFP oi IFB) issued by the NRC, 

3, Notifications of conduct execution, specifying conduct mimbei. pioiect title, contractor 
mime, contract type, funding, and penod of pei foiniance. 

4, Contiactual documents and conduct modifications, if any. 

DISCLOSURE — Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of U>78. 


FOI A - Freedom of Information Act Requests and Releases 

This category contains lequesis for agency records and lecoids released in accoi dance with the 

provisions of the Fieedom of I nlbi mutton Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying numbei YY-NNN 
for last two digits of the yeai luimeucal sequence) for NRC iccords made m accordance 
with the piovisions o! the Fieedom of Infoimaiion Act. 

2 . Coi lespondence between the NRC and the lequester relevant to the processing, appeal, 
denial oi grunting of an FOIA request. 

3. Rccuids oi poitions ol records icleased in response to specific requests made undei FOIA, 



GEN TECH IS - Generic Technical Issues 


This ca'egoty contains tecords peitammg to unresolved safety issues ol a generic naluie that are 
being analyzed by the Division of Nuclear React oi Regulation 

1 Dialt lepoits ol action plans to accomplish genetic tusks in the legulatory program. 

2 Coriespondence with uuliistiy and internal correspondence regarding the methodologies, 
analyses, and pi ogi animal ic and technical aspects ol issues 

3 Meeting noli lieu t ions and minutes. 

4. Intei lm 1 Hidings and status reports on generic tasks addressing related aspects of generic 

technical issues. 


I&E - Inspection and Enforcement 

This category contains bulletins, cncukus and mloimatnm notices that are issued by the Oil ice of 
Inspection and hiloi cement These issuances describe particular events that occur at a facility 
that nia\ leqtitie some lollow-up action on the pui t of licensees Also included m this categoiy 
aie piehinmaiv noiilicatnuis ol events (RNOs) 

1 L'U {'nculais. which descuhe an event at a licensed facility and are iiiloiinainmal in naluie. 

2 l&l Inhumation Notices, which are similar to tiiculais but are prelnmnuiy in nature and 
issued slioitlv allot an event has occurred. 


3 l«K.l Bulletins, which desuihe an event at a licensed laeility and lequesl all iccipients to 
pci I oi in teiiam actions as a icsiilt ol this event 

4 Pielmnnais Nulilitalioiis ol i vents (PNOs). which piovide updated inloimation of an event 
ol safety oi public inteiest signiltcancc 


NO 1 1 1 or let lets I or warding the above issuances, utility responses to such issuances, and 

related correspondence, sec Category Qol individual docket categories 


MISC - Public Document Room Miscellaneous 

This categorv contains documents that do not tall into the scope ol the other non docketed 
categories 


NUREG - NUREG Reports and Related Correspondence 

These documents ate louuul lepoits issued by the US Nuclear Regulatoiy Commission which 
carry the NURI G senes code and eonospondence pcilanung in those lepoits NLjRI (i icpoils 
aie accounts ol sunk peiloimed eithei by the NRC stall oi by NRC conituclois. 

1 These lepoits are normally final wmk pi od nets and ate chaiactenzed by the following criteria 

a They aie piedecisnmal doctmiojits which piesenl inloimation to be cousidcied in 
( ommission licensing and policy decisions 

h. They pieseni the results ol (ommission licensing and policy decisions 

c. They piesent the icstilts ol ietlmie.il icseaicli conducted lui the Commission. 

2. Couespomlence limn industiy. govemiuetu and mieiested membeis ol the public coinmeniing 
on icpoils oi leqnesling claiilication oi tnlcipietalion. 

3 Imei nal NRC inemoumda suntmai i/mg meetings oi discussions pci t, lining to the content ol 
the lepoi Is 
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ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations, records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment, and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue Included are 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2 Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility, e.g., EPA has authority 
to control all radioactive pollutants emitted into the air 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR — Proposed Rule 


This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are 1 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written i n te rp retations 
of the PR. 


PRM — Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3 Correspondence between NRC and the petitioner regarding the status and substance of the 
petition 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the 10CFR category. 

PROJ - Projects— Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities, and (2) government -owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

I. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Apphcation/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et a!, pertaining to pre -hearing conferences, if any. 

M Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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Q. Inspection Reports 


1 Inspection reports of the applicant's quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT2J — Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 — Quality Assurance Inspections 

This category contains inspection reports of vendors' quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S, and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include. 

J. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


RjEGGD — Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants Included are 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides, 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5 Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission It also includes documentation per- 
taining to research activities of the Commission. Included are 

1. Project description documents, 

2. Letter reports of accomplishments and data reports: for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3 Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions, 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs, 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas The) review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projecis, new research projects, and priorities within the technical areas covered by the research 
review group Documents in this category are 

1 Agendas for quarterly review group meetings. 

2 Summar) minutes of review group meetings representing views expressed, including dissenting 
views. 

3 Research plans and predicted results of major experiments: presentations by research contractors 

4 Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies, 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports if any. of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 


Tins category consis.s of staff papers prepared for the information or approval of the Commits- 
sioners which are assigned a SECY report series code, Included are: 


1 . 


Commission Action papers, which normally include alternatives 
stafl on a given issue and require Commission action. 

Consent Calendar items and Policy Session items. 


and recommendations by the 


NOTE 


sumnrnfof l " f r ma,10n R ! p0rls prEpared b >' ED0 <“ the Commissioners providing , 
see the NRC Conmml' s category b> ' ^ “ d Pr ° Bram ° fte ' 


STATE PROG - State Programs 

r ”" 1 -™* - - *■« 
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Stale and local governments m planning responses to radiological emergencies, and (3) a wide range 
ot liaison and cooperative activities regarding such functions as licensing and siting it includes 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding. 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas 

2 Agendas, reports and transcripts of regional workshops and training programs on current 
matters of pohc\ and regulations, i.e decommissioning and facility siting 

3, State Legislative Reports. 

4 Agreement State Licensing Statistics Reports 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category 


TOPREP — Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category 

1, Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3, Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria 

NOTE For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT ~ Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories, 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3 Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are 

1 License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U,S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6 Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8 Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or in for mat ion, see 10CFR category. 
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